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THE  SIXTH  AVENUE  SUBWAY 
OF  THE   HUDSON  AND   MANHATTAN   RAILROAD. 

By  H.  G.  Burrowes,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  T.  B.  Whitney,  Jr.,  William  J.  Boucher, 
Lazarus  White,  H.  L.  Oestreich,  and  H.  G.  Burrowes. 


Introductory. 

The  Hudson  and  Manhattan  Railroad  work  described  in  this  paper 
is  that  portion  built  under  Sixth  Avenue  between  12th  and  33d 
Streets,  New  York  City,  as  shown  on  Plate  I.  The  general  plan 
consists  of  a  two-track,  reinforced  concrete  subway  in  the  center 
of  Sixth  Avenue  from  the  end  of  the  iron-lined  tunnels  at  12th  vStreet 
north  to  and  including  a  three-track  station  at  33d  Street.  The 
extension  northward  from  this  Station  to  the  Grand  Central  Station 
was  authorized  by  a  later  franchise,  and  is  not  considered  in  this 
paper. 

There  are  five  stations.  Those  at  14th,  19th,  23d,  and  28th  Streets 
are  similar  to  one  another  in  type  and  practically  the  same  in  detail, 
with  the  exception  of  the  entrances.  The  33d  Street  Station  is  more 
comprehensive  in  all  its  details,  and  the  structure  and  its  general 
arrangements  and  equipment  call  for  particular  attention,  it  being 
of  a  new  type  compared  with  the  usual  stations  on  New  York  City 
tunnels. 

In  prosecuting  this  work,  it  was  necessary  to  support  temporarily 
the  entire  elevated  railway,  the  entire  surface  railway,  and   also  all 
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the  pipes  and  electric  cable  properties  between  12th  and  33d  Streets. 
Before  making  the  excavation,  it  was  necessary  to  construct  temporary- 
channels  for  all  existing-  sewers  and  then  build  new  sewers,  one  on  each 
side  of  the  structure;  support  all  vaults  within  the  limits  of  the  work; 
remove  and  replace  all  vaults,  and  support  all  buildings  between  31st 
and  32d  Streets,  carrying  their  foundations  down  to  sub-grade;  replace 
the  elevated  and  surface  railways  on  pennanent  concrete  and  brick 
foundations  resting  on  the  roof  of  the  structure;  relay  all  pipes  and 
electric  subways  in  the  street,  supporting  them  on  timber  bents ;  replace 
the  electric  cables  in  new  ducts;  restore  the  water,  gas,  and  electric 
services;  back-fill  over  the  subway;  and  relay  the  asphalt  pavement. 

Under  the  conditions  of  the  franchise,  the  street  surface  had  to  be 
maintained  for  the  unobstructed  use  of  traffic.  This  made  it  necessary 
to  bridge  over  the  entire  surface  and  maintain  the  planking  in  first- 
class  condition.  The  franchise  also  required  that  no  openings  be 
made  in  the  street  planking  other  than  those  absolutely  necessary  for 
the  economic  prosecution  of  the  work. 

The  subway  and  stations  throughout  are  of  reinforced  concrete, 
and  the  columns  in  the  stations  are  of  steel  or  cast  iron. 

Standard  Tunnel  Section. — The  standard  tunnel  section,  shown  on 
Plate  II,  was  used  between  the  stations  and  in  the  work  between 
27th  and  33d  Streets,  but,  between  12th  and  27th  Streets,  the  walls 
are  4  in.  thicker.  At  the  track  cross-over  enlargement,  between  the 
19th  and  23d  Street  Stations,  the  section  was  modified  by  the  elimina- 
tion of  the  center  wall  and  by  changing  the  roof  from  an  arch  to  an 
I-beam,  concrete  construction,  supported  on  the  side-walls  alone. 
There  was  also  a  modification  between  12th  and  13th  Streets  due  to 
the  widening  of  each  tunnel  in  order  to  provide  for  the  reverse  curve 
in  the  tracks  made  necessary  by  the  difference  in  track  centers  in  the 
standard  subway  and  in  the  iron-lined  tunnel  below  12th  Street,  the 
distance  between  the  tracks  being  13  ft.  3  in.  in  the  standard  subways 
and  17  ft.  6  in.  in  the  iron-lined  tunnels. 

Standard  Stations. — As  shown  on  Plates  II  and  III,  the  stand- 
ard stations  differ  little  in  detail  except  in  the  entrances.  These  are 
built  under  the  stairways  of  the  elevated  railway,  with  the  exception 
of  the  east  entrance  of  the  23d  Street  Station,  which  is  through  the 
store  on  the  southeast  corner;  the  east  entrance  of  the  19th  Street 
Station,  which  is  through  the  store  on  the  southeast  corner;  the  west 
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entrance  of  the  19th  Street  Station,  which  is  through  the  store  on  the 
northwest  corner;  and  the  east  entrance  of  the  14th  Street  Station, 
which  is  through  the  store  on  the  southeast  corner.  Where  entrances 
were  made  through  stores,  or  private  property,  an  agreement  was 
entered  into  with  the  owners  granting  a  right  of  way  through  the 
building.  This  was  considered  to  be  of  advantage  to  the  owners,  as 
many  patrons  of  the  subway  would  pass  through  the  stores,  with  conse- 
quent increase  in  their  trade.  At  the  points  where  such  entrances 
were  established  it  was  necessary  to  make  alterations  in  the  interiors 
of  the  buildings. 

The  platforms  of  the  stations  rest  on  the  foundations  of  the 
columns,  on  the  side-walls,  and  on  a  brick  wall  under  the  overhang  of 
tte  platform.  At  the  28th  Street  Station,  however,  a  concrete  girder 
was  built,  replacing  the  brick  wall. 

The  roof  of  each  station  is  of  groined  arches  resting  on  the  side- 
walls,  the  center-wall,  and  cast-iron  columns. 

Toilets  are  provided  on  each  platform,  and  are  drained  by  an  auto- 
matic ejector  operated  by  air  power,  which  discharges  into  the  sewers 
alongside  the  stations,  with  the  exception  of  the  19th  Street  Station, 
where  the  sewer  is  below  the  level  of  the  platform  and  the  connection 
is  made  directly  into  it. 

Floor  drains  were  provided  in  the  platforms  and  station  entrances 
in  the  14th  and  19th  Street  Stations,  but  subsequent  use  has  shown 
that  they  become  clogged  because  so  little  water  is  passed  through 
them  in  washing  the  platforms,  and  the  dirt  and  sweepings  remain  in 
the  drain  heads.  In  the  23d  and  28th  Street  Stations  the  platforms 
are  sloped  toward  and  drained  to  the  track. 

The  cast-iron  columns  of  the  stations  are  15  in.  in  diameter,  2  in. 
thick,  and  rest  on  bases  having  a  bearing  area  of  2  304  sq.  in.  The 
area  of  the  caps  for  the  support  of  the  concrete  roof  is  1  521  sq.  in. 
The  reinforcing  rods  are  shown  on  Plate  II,  and  need  no  description. 

The  Thirty-Third  Street  Station. — This  is  a  three-track  "through" 
station,  as  shown  on  Plate  IV,  and,  for  convenience  in  this  descrip- 
tion, will  be  taken  to  include  the  enlargement  at  the  south  end.  Two 
enlargements  were  planned,  one  at  each  end  of  the  station,  to  provide 
room  for  the  track  arrangements  necessary  to  change  from  two  tracks 
in  the  subway  to  three  tracks  in  the  station. 

The  station  is  built  on  rock  foundation,  and  in  general  consists  of 
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framed  steel  columns  resting  on  concrete  foundations,  with  side-walls 
and  groined  arch  roofs  and  concourse  floor.  The  roofs  and  the  con- 
course floor  are  supported  on  the  side-walls  and  on  steel  brackets 
riveted  to  the  steel  columns. 

The  columns  of  the  elevated  railway,  excepting  the  two  in  the 
center  of  32d  Street,  are  supported  on  concrete  piers  based  on  steel 
grillages  which  span  over,  and  distribute  each  column  load  on,  four 
of  the  station  columns.  Each  station  column  is  in  one  piece,  and 
passes  through  the  concrete  of  the  roof  and  the  concourse  floor.  The 
elevated  railway  columns  in  the  center  of  32d  Street  are  supported  on 
steel  towers  made  up  of  the  extended  columns  of  the  station. 

Over  the  enlargement,  the  elevated  railway  column  foundations  or 
piers  rest  directly  on  the  roof,  and  under  them  extra  girders  are 
embedded  in  the  roof  for  their  support.  These  girders  are  supported 
by  the  side-walls  and  by  steel  columns  in  the  center-walls. 

The  floor  or  invert  of  the  station,  between  the  foundations  of  the 
columns  and  the  side-walls,  is  simply  a  concrete  floor  resting  on  the 
rock  bed  to  carry  the  tracks,  etc.,  and  was  planned  to  be  12  in.  thick; 
but,  owing  to  the  unevenness  of  the  rock  surface  as  blasted  out,  it 
varies,  sometimes  reaching  3  ft. 

All  the  station  columns  are  13  ft.  10  in.  from  center  to  center, 
and  the  groined  arches,  therefore,  are  in  square  panels  and  of  the  same 
radius,  8  ft.  3  in.,  in  both  directions. 

The  roof  arches  of  the  station  are  of  reinforced  concrete,  12  in. 
thick  at  the  crown  over  the  concourse,  where  the  depth  of  fill  was 
10  ft.,  and  24  in.  thick  at  the  crown  in  the  south  end  of  the  station, 
where  the  depth  of  fill  varied  from  18  to  20  ft. 

There  are  five  entrances  to  this  station,  as  shown  on  Plate  IV: 
three  under  the  stairways  of  the  elevated  railway  station  at  Sixth 
Avenue  and  33d  Street,  covered  with  metal  kiosks;  one  through  the 
department  store  between  32d  and  33d  Streets,  and  one  under  Greeley 
Park,  covered  with  an  ornamental  kiosk  of  artificial  stone.  In  addi- 
tion to  these  entrances  which  lead  directly  to  the  street,  there  are 
three  stairways  leading  up  to  the  street  floor  of  the  store  between 
32d  and  33d  Streets.  There  are,  therefore,  eight  entrances,  all  leading 
to  the  concourse  floor  of  the  station. 

The  station  is  387  ft.  long  on  the  train  platforms,  providing  for 
the    unloading    of    8-car    trains,    and,    throughout    its    entire    length. 


Fig.    1. — General    View    of    Street    Conditions   While    Relaying    Pipes    on 

Sixth  Avenue. 


Fig.  2. — Rock  Excavation  in  One  of  the  Large  Pits. 


SIXTH  AVENUE  SUBWAY,  H.  &  M.  R.  R.  7 

occupies  the  full  width  of  Sixth  Avenue,  being  94  ft.  10  in.  wide 
between  the  interior  faces  of  the  side-walls. 

There  are  two  side  platforms,  15  ft.  1^  in.  wide,  and  two  center 
platforms,  18  ft.  5  in.  wide.  Over  the  northern  half  of  the  train 
platform,  between  32d  and  33d  Streets,  there  is  a  concourse,  the 
full  width  of  the  station  and  152  ft.  long.  Leading  to  this  concourse 
there  are  twelve  reinforced  concrete  stairways,  three  to  each  of  the 
four  platforms. 

The  roof  is  of  groined  arches  of  the  same  type  as  used  in  the 
standard  stations,  and  the  walls  throughout  are  lined  with  ornamental 
glazed  tile. 

The  framed  steel  columns  of  the  station  are  encased  in  artificial 
stone  slabs,  made  on  the  work,  and  the  twelve  stairways  between  the 
concourse  floor  and  the  train  platforms  have  railings  and  balustrades 
of  the  same  material. 

At  the  north  end  of  the  concourse  there  are  toilets,  telephone 
booths,  and  four  ticket  offices  for  the  various  railroads  served  by  the 
tunnel  trains.  At  the  south  end  there  are  two  porter's  rooms  and  a 
fan-room  for  the  exhaust  fan  which  discharges  the  foul  air  from 
the  subway. 

A  signal  tower  and  a  battery-room  are  at  the  south  ends  of  the 
two  center  platforms  for  the  operation  of  the  mechanism  of  the  cross- 
over, etc.,  of  the  track  in  the  enlargement.  The  same  provision  for 
tower  and  battery-room  will  be  made  at  the  north  end  of  the  station 
when  the  extension  is  built. 

Under  the  Sixth  Avenue  front  of  the  department  store  between 
32d  and  33d  Streets  on  the  west  side  of  Sixth  Avenue,  and  at  the 
level  of  the  platform,  there  is  a  large  baggage  and  storage-room,  194  ft. 
long  and  69  ft.  wide,  with  access  to  the  west  platform,  for  the 
handling  of  baggage.  This  baggage-room  has  a  large  baggage  chute 
and  an  escalator  for  raising  and  lowering  parcels,  etc.,  between  it  and 
the  street  level  at  33d  Street.  On  the  33d  Street  side  of  the  same 
store  building  there  is  an  entrance  and  handling-room,  at  the  heads 
of  the  chute  and  escalator,  so  that  baggage  by  truck,  etc.,  may  be 
received  from  and  delivered  at  the  street  level. 

Over  the  north  end  of  this  baggage-room  and  at  the  level  of  the 
concourse  floor,  there  is  a  parcel  check-room  which  is  connected  with 
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the  large  baggage-room  below  by  a  small  chute  and  dumb-waiter  for 
small  parcels. 

This  station  has  four  electrically-operated  fans,  two  at  the  south 
end  of  the  concourse,  for  the  discharge  of  foul  air  from  the  subway, 
and  two  at  the  south  end  of  the  large  baggage-roora,  for  the  supply  of 
fresh  air  to  the  station.  The  exhaust  fan  draws  the  foul  air  through 
a  reinforced  concrete  duct  laid  on  the  roof  of  the  station  and  subway 
from  a  point  north  of  the  end  of  the  28th  Street  Station,  which  is 
the  high  point  in  the  grade  of  the  east  or  up-town  tube.  The 
fresh-air  fan  supplies  the  air  through  a  concrete  duct  laid  below  the 
foundation  of  the  station,  a.t  right  angles  to  the  track.  This  duct 
has  openings  under  the  platforms  with  louvers  through  which  fresh 
air  is  supplied.  The  foul  air  is  discharged  through  an  opening  in 
Greeley  Park;  the  fresh  air  is  taken  in  through  an  opening  beside  the 
department  store  at  32d  Street. 

Two  automatic  ejectors,  one  in  the  middle  of  the  station,  under  the 
west  center  platform,  and  one  at  the  north  end  of  the  same  platform, 
are  operated  by  compressed  air.  They  are  set  in  sumps  which  collect 
the  drainage  of  the  subway  and  station  at  this  point.  The  ejector  at 
the  north  end  of  the  platform  also  collects  and  discharges  the  drainage 
of  the  toilets.  These  ejectors  lift  the  drainage  30  ft.,  and  discharge 
it  directly  into  the  sewers. 

The  concourse  floor  is  of  the  same  type  as  the  roofs,  the  thickness 
being  6  in.  at  the  crown  of  the  arches. 

The  platforms  are  of  8-in.  reinforced  concrete  slabs  resting  on 
13-in.  reinforced  girders,  the  ends  of  which  are  carried  on  the  con- 
crete jackets  around  the  bases  of  the  steel  columns  and  on  the  side- 
walls.  These  concrete  girders  and  slabs  were  built  in  one  operation. 
The  tops  of  the  platform  and  entrance  floors  are  finished  with  a  1-in. 
coating  of  granolithic  pp.vement  which  was  laid  as  soon  as  the  concrete 
had  set  sufficiently. 

Structural  Steel. — At  32d  Street,  where  the  station  crosses  the 
Pennsylvania  Tunnel,  the  track  level  or  grade  line  passes  through  the 
arch  of  the  roof  of  that  tunnel.  It  was  necessary,  therefore,  to 
remove  the  reinforced  concrete  arch  of  the  tunnel  and  replace  it  with 
heavy  girders  resting  on  the  tunnel  walls.  The  columns  of  the 
station  and  the  track  and  platforms  rest  on  these  girders. 
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Fig.   3. — Concrp:te   Mixkr   and   Gang. 


Pig.   4. — Cabi.eway   on   Sixth   Avenue. 
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The  steel  columns  of  the  station,  as  shown  on  Plates  II  and  IV, 
are  made  up  of  two  f  to  |-in.  plates  and  two  10-in.,  30-lb.  channels 
riveted  to  form  box  colunms,  and  these  have  brackets  at  the  springing 
line  of  the  arches  for  their  support.  The  bearing  areas  of  the  base 
castings  vary  from  961  to  1 296  sq.  in.,  depending  on  the  loads 
carried.  The  grillages  on  top  of  the  station  columns  consist  of  three 
and  sometimes  four  girders  on  which  rest  the  four  24-in.  I-beams 
which  support  the  foundations  of  the  elevated  railway  columns. 

The  twenty-four  heavy  girders  spanning  the  walls  of  the  Pennsyl- 
vania Tunnel  are  grouped  in  clusters  of  four  under  the  station  column 
lines;  and  the  four  I-beams  are  in  two  pairs  near  the  side-walls. 
The  six  clusters  of  girders  rest  on  steel  billets  placed  between  their 
ends  and  a  grillage  of  20-in.  I-beams  embedded  in  the  walls  of  the 
Pennsylvania  Tunnel,  and  support  the  twenty-four  columns  of  the  sta- 
tion which  are  over  the  tunnel,  a  steel  billet  being  placed  under  each 
column  spanning  the  four  girders.  The  columns  are  anchored  to  the 
billets.  Eight  of  these  station  columns  form  the  two  towers  support- 
ing the  two  elevated  railway  columns  in  the  center  of  32d  Street. 
These  eight  columns  pass  through  the  concrete  roof  of  the  station. 

The  track  is  carried  across  the  Pennsylvania  Tunnel  on  a  steel 
trough  flooring  resting  on  angle  steps  fastened  to  the  webs  of  the 
outer  girders  of  each  group.  The  ties  of  the  track  are  laid  in  this 
trough  floor,  as  shown  on  Plate  II. 

Steel  Reinforcing  Rods. — In  each  panel  of  the  roof  over  the  con- 
course there  are  two  sets  or  grids  of  rods  laid  so  that  the  nearest  rod 
is  2  in.  below  the  top  face  of  the  concrete  and  2  in.  above  the  crown 
of  the  arch.  The  upper  set  of  rods  in  each  panel  is  composed  of 
seven  1-in.  square  rods  laid  each  way,  transversely  and  longitudinally. 
The  lower  set  is  composed  of  fourteen  1-in.  square  rods  laid  each  way 
in  each  panel.  In  each  panel  of  the  roof  over  the  south  end  of  the 
station,  where  the  load  is  greater,  the  upper  set  of  rods  is  6  in.  below 
the  top  surface  of  the  concrete  and  consists  of  seven  1-in.  square 
longitudinal  and  fourteen  1-in.  square  transverse  rods  per  panel.  The 
lower  set  is  2  in.  above  the  crown  of  the  arch  and  of  the  same  number 
per  panel  both  ways  as  in  the  upper  set.  In  the  concourse  floor 
there  is  only  one  set  of  rods,  and  these  are  2  in.  above  the  crown  of  the 
arch,  there  being  fourteen  transverse  and  seven  longitudinal  rods  per 
panel,   and  all   are   1   in.   square.     Around  the   steel   columns    (where 
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they  pass  tlirougJi  the  roof)  there  are  additional  special  bent  rods  as 
shown  on  Plate  II,  in  the  form  of  a  basket  cluster.  The  reinforcing 
rods  in  the  side-walls  are  1  in.  square,  and  2  in.  from  the  faces  of  the 
walls.  The  vertical  inside  rods  are  12  in.  from  center  to  center  and 
the  horizontal  rods  24  in.  from  center  to  center.  The  vertical  out- 
side rods  are  9  in.  from  center  to  center  and  the  horizontal  rods 
24  in.  from  center  to  center.  The  rods  in  the  platform  girders  and 
slabs  are  2  in.  from  the  lower  sides.  There  are  seven  |-in.  square 
rods  in  the  bottoms  of  each  girder  and  ^-in.  square  rods  8  in.  apart 
each  way  in  each  slab  or  panel  formed  between  the  colunm.3  of  the 
station. 

There  are  1-in.  square  rods  2  in.  from  the  outside  faces  of  the 
5  by  5-ft.  elevated  railway  column  piers,  and  11  in.  from  center  to 
center,  to  reinforce  the  piers,  because  it  was  impossible  to  increase 
the  areas  of  the  bottoms  of  the  piers,  owing  to  the  position  of  the 
steel  grillages  supporting  them.  This  reinforcement  in  the  column 
piers  was  placed  where  the  depth  exceeded  6  ft. 

Station  Finish  and  Decoration. — After  the  completion  of  the  station 
walls,  floors,  roofs,  and  platforms,  the  interiors  were  finished  and 
decorated.  The  floors  and  platforms  are  finished  with  a  granolithic 
top.  The  side-walls  are  tiled  throughout,  from  the  floors  to  the 
springing  lines  of  the  roof  arches,  with  6  by  6-in.  white  tile  with 
green  trim,  laid  in  a  mortar  bed.  All  the  stairways  are  equipped  with 
wooden  hand-rails,  and  the  steps  with  iron  safety  treads  embedded  in 
the  granolithic  top  finish.  The  ceilings  and  the  faces  of  the  center 
walls  are  finished  with  a  wash  of  white  cement  and  white  sand  or 
marble  dust,  applied  with  a  brush.  In  the  stations  at  14th,  19th, 
and  23d  Streets,  the  ceilings  were  first  plastered  to  give  a  smooth 
appearance,  but  this  was  not  done  in  the  28th  and  33d  Street  Stations 
because  it  was  decided  that  the  form  marks,  or  visible  lines  left  by 
the  lagging,  were  not  detrimental  to  the  appearance,  as  they  con- 
formed to  the  lines  of  the  arches. 

The  iron  railings  at  the  ticket  booths  and  the  cast-iron  columns 
are  painted  with  an  enamel  green,  conforming  to  the  station  color. 
The  woodwork  of  the  ticket  booths,  etc.,  is  painted  or  varnished  to 
conform  to  the  color  of  the  station. 

The  steel  columns  of  the  33d  Street  Station  are  encased  in  moulded 
slabs  made  of  white  cement  and  marble  dust,   and  the  railings  and 
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balustrades  of  the  stairways  between  the  train  and  concourse  floor,  are 
of  the  same  material.    All  this  artificial  stone  was  made  on  the  work. 

Enlargement. — The  enlargement  south  of  the  33d  Street  Station 
is  on  rock  foundation,  and  in  general  consists  of  one  or  two  center- 
walls,  excepting  at  the  track  cross-over,  and  two  side-walls,  all  resting 
on  rock.  These  walls  support  a  flat  roof  made  up  of  steel  girders 
embedded  in  concrete  on  which  rest  the  elevated  railway,  the  surface 
railway,  the  street,  etc.  This  enlargement  is  280  ft.  long,  between  the 
standard  tunnel  and  the  33d  Street  Station,  27  ft.  3  in.  wide  at  the 
south  end  and  92  ft.  4  in.  wide  at  the  north  end.  The  thickness  of 
the  side-walls  is  18  in.  at  the  south  end  and  24  in.  at  the  north  end. 
The  center  wall  is  15  in.  thick,  embedding  the  steel  columns  supporting 
the  roof  girders. 

Street  Surface  Car  Tracks. — The  surface  car  tracks,  shown  on 
Plates  II,  V,  and  VI,  are  supported  by  brick  piers  and  rein- 
forced concrete  bents  under  each  yoke  of  the  car  track,  5  ft.  from 
center  to  center.  Over  the  concourse,  and  where  the  depth  between 
the  yokes  of  the  street  car  tracks  and  the  top  of  the  roof  is  less  than 
7  ft.,  the  piers  are  of  brick  and  rest  on  the  roof  of  the  tunnel  and 
stations.  These  piers  are  built  transversely  across  the  street  car 
tracks.  Over  the  south  half  of  the  33d  Street  Station  and  over  the 
enlargement  and  tunnel,  where  the  depth  between  the  car  track  yokes 
and  the  top  of  roof  is  from  7  to  17  ft.,  there  are  reinforced  concrete 
bents.  Two  plain  concrete  girders,  24  in.  wide  and  4  ft.  deep,  are  set 
longitudinally  in  order  to  distribute  the  loads  of  the  reinforced  con- 
crete bents.  These  bents  were  cheaper  than  brick  piers  for  depths 
exceeding  7  ft.  The  legs  of  these  bents  rest  on  the  plain  concrete 
girder  built  on  the  roof. 

Buildings. — The  architects  of  the  store  building  on  the  west  side 
of  Sixth  Avenue  between  32d  and  33d  Streets,  having  the  construction 
of  the  subway  in  mind,  carried  the  column  foundations  of  that 
building  down  to  the  sub-grade  of  the  tunnel,  so  that  it  was  not  neces- 
sary to  underpin  this  building.  Between  31st  and  32d  Streets  on  both 
sides  of  Sixth  Avenue  it  was  necessary  to  support  the  buildings 
temporarily  and  carry  their  foundations  down  to  rock  or  to  sub-grade. 

Drainage. — In  addition  to  the  two  sumps  in  the  33d  Street  Station, 
there   are   two    others   to   provide   for   the   drainage   of   the   subways. 
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These  are  equipped  with  automatic  ejectors  which  discharge  into 
the  sewers. 

Air  Line. — An  air  line  in  each  tube  supplies  compressed  air 
for  operating  the  signals,  pumps,  or  ejectors,  and  for  the  use  of  air 
tools  and  in  making  necessary  track  repairs.  These  air  lines  are  of 
wrought-iron  pipe,  and  are  reduced  in  diameter  from  8  in.  at  12th 
Street  to  3  in.  at  33d  Street. 

Subway  Ducts. — There  is  a  duct  bank  in  each  tube  between  12th 
Street  and  the  33d  Street  Station.  There  are  splicing  chambers  at 
each  end  of  each  station  in  both  tubes,  and  also  between  stations, 
where  necessary  to  shorten  the  length  of  cable  haul. 

Water-Proofing. — The  subway  and  stations  between  12th  and  27th 

Streets    are   water-proofed    with   the    regular    burlap    and   pitch,    and 

between   27th   and   33d    Streets   with    a    compound   or   powder   mixed 

with  the  concrete. 

General  Methods. 

From  12th  to  27th  Streets. — The  first  step,  as  shown  on  Plate 
V,  was  to  excavate  pits  between  the  columns  of  the  elevated  rail- 
way to  or  near  sub-grade,  and,  in  them,  build  up  the  timber  bents 
to  carry  the  girders  which  supported  the  elevated  railway  columns. 

Between  12th  and  18th  Streets  (excepting  at  14th  Street  and 
because  of  wet  foundation),  pits  were  dug  to  within  8  or  12  ft.  of  sub- 
grade,  between  the  elevated  railway  bents  to  be  supported  in  the  first 
operation,  then  timber  piles  were  driven  in  the  bottoms  to  hardpan 
or  rock,  and  timber  bents  were  built  and  framed  on  the  piles  to 
support  the  girders.  These  bents  were  carried  above  the  street  sur- 
face, and  carried  the  I-beams  or  girders  supporting  the  elevated 
railway  columns. 

Between  18th  and  20th  Streets,  the  pits  between  the  elevated 
railway  bents  were  carried  down  to  sub-grade,  the  subsoil  being  dry. 
Between  20th  and  27th  Streets,  the  pits  were  carried  down  to  rock, 
and  on  it  the  timber  bents  were  built. 

After  the  elevated  railway  colunms  were  underpinned  in  the  first 
step,  the  cores  of  excavation,  between  the  pits  and  under  the  colunms, 
were  removed,  as  shown  at  A,  and  the  piece  or  length  of  subway  or 
station  under  each  column  supported  was  built.  The  column  was  then 
set  on  its  final  foundation  on  the  roof  of  the  subway  or  station,  as 
shown  at  B.     Then  the  timber  bents  between  A  and  B  were  removed, 
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Pig,  5. — Columns  of  Elevated  Railroad  Supported  on  36- Inch  Girders. 


Fig.  a. — Elevated  Railroad  Supported  by  Overhead  Trusses. 
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and  the  closure  pieces  of  subway  or  station  between  C  and  B,  were 
put  in,  connecting  the  pieces  of  subway  or  station  built  under  the 
elevated  railway  columns.  The  condition  after  this  step  was  that 
four  of  the  elevated  railway  bents,  or  eight  columns,  in  any  one  block 
rested  on  their  final  foundations  on  the  roof,  and  the  only  remaining 
columns  were  those  at  the  street  intersections  and  in  the  middle  of 
the  blocks,  which  were  still  on  their  original  brick  foundations.  The 
next  step,  therefore,  was  to  support  these  remaining  two  bents  or 
four  columns  on  the  other  legs  of  the  timber  bents  already  built  in 
the  first  operation,  and  remove  the  cores  of  excavation  under  the 
columns.  The  pieces  of  tunnel  or  station  under  these  columns  were 
then  built  and  the  columns  were  set  on  their  final  foundations  on  the 
subway  roof.  The  girders  and  timber  bents  which  last  supported 
these  columns  were  removed  and  then  the  closure  pieces  of  subway 
or  station  were  built.  Meanwhile,  during  the  completion  of  the 
closure  pieces  of  subway  or  station,  the  brick  piers  for  the  final 
foundation  of  the  surface  car  tracks  were  built  on  the  roof  under  each 
yoke  of  the  surface  track  structure.  The  duct  benches  of  the  track 
structure  were  built  on  a  dry  rock  packing  wall  laid  up  between  the 
brick  piers  and  resting  on  the  roof  of  the  tunnel  or  station,  as 
shown  at  D. 

The  sewers  were  built  as  the  work  progresseci,  and  the  spaces  behind 
the  walls  and  over  the  subway  or  stations  were  back-filled  and  puddled 
to  within  7  ft.  of  the  street  surface. 

Timber  bents  were  built  every  6  ft.  on  each  side  of  the  subway 
on  firm  foundations  of  earth  or  rock,  as  the  case  might  be,  to  support 
the  gas  and  water  pipes  and  electric  duct  lines,  and  prevent  settlement 
with  the  fill. 

The  gas  and  water  pipes  and  electric  duct  lines  were  then  relaid, 
and  the  street  was  back-filled  and  puddled,  up  to  the  surface.  A 
temporary  block  pavement  was  laid  on  the  fill  at  the  level  of  the  street 
surface ;  this  was  left  in  place  until  the  fill  had  settled  sufficiently,  and 
then  the  asphalt  pavement  was  put  down,  completing  the  work. 

From  27th  to  31st  Streets. — The  methods  and  progressive  steps  in 
this  section  were  similar  to  those  in  the  blocks  between  12th  and  27th 
Streets,  the  only  essential  difference  being  in  the  first  operation, 
which  was  to  underpin  temporarily  the  columns  of  the  elevated 
railway,    and,    after   the    removal    of   the   earth    excavation,   to   build 
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temporary  concrete  foundations  under  these  columns  from  the  top  of 
the  rock,  so  tliat  they  rested  thereon  and  were  in  safe  condition  for 
the  excavation  of  the  earth  and  rock  under  those  adjoining.  The 
foundations  of  the  columns  in  the  center  of  the  cross  streets  and  in  the 
middle  of  the  blocks  were  carried  down  to  rock  temporarily,  and  then 
the  succeeding  operations  were  similar  to  those  in  the  work  between 
12th  and  27th  Streets. 

From  31st  to  33d  Streets. — The  33d  Street  Station. — The  methods 
in  this  section,  as  shown  on  Plate  VI,  differed  from  those  in  the 
work  between  12th  and  31st  Streets,  owing  to  the  following  conditions : 
The  station  occupied  the  full  width  of  Sixth  Avenue,  100  ft.;  the 
station  roof  was  to  be  of  the  groined-arch  type;  and  the  positions  of 
the  elevated  railway  columns  were  eccentric  with  reference  to  the 
station  columns.  For  these  reasons,  it  was  necessary  to  build  larger 
pieces  of  station  under  the  columns  in  order  to  provide  a  safe  founda- 
tion for  them  while  excavating  the  adjoining  cores.  It  was  found 
necessary  to  support  the  elevated  railway  columns  in  such  a  manner 
that  there  would  be  sufficient  space  between  the  temporary  column  sup- 
ports in  which  to  build  these  larger  pieces  of  station  under  the 
columns. 

The  first  step  was  to  underpin  temporarily  the  alternate  columns 
and  carry  their  foundations  down  to  rock  by  temporary  foundations  of 
concrete.  This,  of  course,  made  these  columns  safe  while  the  inter- 
mediate cores  of  rock  were  being  excavated.  Large  overhead  trusses, 
resting  on  the  temporary  concrete  foundations  of  the  alternate  columns, 
were  then  erected  to  support  the  intermediate  columns.  Then  light 
steel  trusses  were  placed  under  the  street  surface  planking,  spanning 
the  space  required  for  the  section  of  station  to  be  built,  and  the  street 
surface  and  all  pipes  and  other  properties  in  the  street  were  sup- 
ported on  them.  This  left  the  entire  space  between  the  bearings  of 
the  light  trusses  free  from  encumbrances  such  as  timber  or  other  sup- 
ports of  the  street.  The  rock  under  the  columns  supported  on  trusses 
was  then  excavated,  and  sections  of  station  were  built  up  under  them. 
Then  these  columns  were  placed  on  their  final  foundations,  supported 
by  the  steel  columns  of  the  station.  After  this  operation,  the  trusses 
were  removed  and  the  columns,  which  had  been  first  underpinned 
temporarily,  were  again  underpinned  and  the  temporary  foundations 
and  rock  cores  were  removed  from  under  them.     The  closing  sections 
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Fig.   7. — Steel   Underpinning  of  a  Column  of  the   Martin   Building. 


Pig.  8. — Steel  Underpinning  of  a  Column  of  the  Browning-King  Building. 
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or  lengths  of  the  station  were  built  under  these  remaining  columns 
and  they  were  set  on  their  final  foundations  carried  on  the  steel 
grillages  supported  by  the  steel  columns  of  the  tunnel  station,  thus 
completing  the  gaps  between  the  pieces  of  station  first  built. 

During  these  operations,  the  buildings  on  both  sides  of  Sixth 
Avenue  between  31st  and  32d  Streets  were  underpinned.  Those  on  the 
west  side  (from  four  to  six  stories)  were  underpinned  in  the  usual 
manner,  and  their  foundations  were  carried  down  to  solid  rock.  The 
underpinning  of  the  buildings  on  the  east  side,  was  a  different  matter, 
as  the  slope  of  the  rock  required  that  it  be  removed  from  under  the 
faces  of  the  buildings  and  to  a  distance  of  from  15  to  20  ft.  inside 
the  building  line.  To  insure  safety,  it  was  necessary  to  excavate  all 
the  rock  to  the  stratum  the  toe  of  which  cleared  the  inside  lines  of  the 
new  foundation  walls  of  the  buildings  at  the  tunnel  sub-grade. 

In  underpinning  these  buildings,  the  rock  excavation  for  the  sub- 
way station  was  carried  east  as  far  as  the  point  at  which  the  top 
of  the  natural  slope  of  the 'strata  safely  cleared  the  original  founda- 
tions of  the  buildings.  The  columns  and  walls  of  the  buildings  were 
then  underpinned,  as  shown  on  Plate  VI,  and  the  rock  prism  was 
removed  so  that  the  natural  slope  of  the  rock  cleared  the  line  of  the 
proposed  wall.  Then  the  foundation  was  carried  down  to  sub-grade 
and  the  station  at  that  place  was  completed. 

The  work  in  the  interior  of  the  station  was  then  prosecuted,  and  the 
track  and  other  details  were  completed. 

The  Crossing  of  the  Pennsylvania  Tunnel  at  32d  Street. — The 
grade  line  of  the  subway  passed  5  ft.  6  in.  below  the  top  of  the  roof 
arch  of  the  Pennsylvania  Tunnel.  This  required  that  this  arch,  5  ft. 
thick  at  the  crown,  be  removed  and  a  steel  girder  construction  be 
built,  as  shown  on  Plate  II.  The  elevated  railway  columns  resting 
on  the  roof  arch  of  the  Pennsylvania  Tunnel  were  supported  tem- 
porarily and  the  tunnel  arch  was  removed. 

The  reinforced  concrete  arch  of  the  Pennsylvania  Tunnel  was 
drilled  and  blasted  away,  down  to  a  point  10  ft.  above  the  springing 
line  of  the  arch,  or  2^  ft.  above  the  mezzanine  floor,  and  the  girder 
crossing  was  built.  The  columns  resting  on  the  girder  crossing  passed 
through  the  station  roof  and  formed  the  towers  on  which  were  sup- 
ported the  foundations  of  the  two   elevated   railway  columns  in  32d 
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Street.     The  four  platforms   of  the  station   were   supported  by   these 
girders  and  I-beams. 

Underpinning  the  Elevated  Railway. 

From  12th  to  Slst  Streets. — It  will  be  readilj'  seen  that  the  exist- 
ence of  the  Sixth  Avenue  Elevated  Railway  structure  over  the  pro- 
posed location  of  the  tunnels  was  the  controlling  factor  in  determining 
the  method  of  prosecuting  the  work.  With  the  exception  of  about  ten 
of  the  lighter  columns  (those  supporting  the  station  platforms  beyond 
the  lines  of  the  excavation),  the  entire  elevated  railway  structure 
was  supported  temporarily  and  placed  on  new  foundations  on  the  roof 
or  walls  of  the  subway. 

It  was  specified  by  the  Interborough  Rapid  Transit  Company  that 
the  maximum  number  of  main  structure  columns  removed  from  their 
original  foundations  at  any  time  and  supported  temporarily  should  be 
four  bents  of  two  column  each,  out  of  the  six  bents  in  any  block 
of  Sixth  Avenue.  Between  12th  and  Zl^t  Streets  it  was  decided  to 
adopt  a  system  of  underpinning  four  bents  and  leaving  two  bents  on 
their  original  foundations  for  the  anchorage  of  the  structure  while 
carrying  on  the  work.  In  any  block,  therefore,  the  usual  plan  was  to 
leave  the  columns  at  the  street  intersections  and  in  the  middle  of  the 
blocks  on  their  original  foundations  and  to  underpin  the  other  four 
bents,  and,  after  setting  these  four  bents  on  their  final  foundations 
on  the  roof  of  the  tunnel  or  stations,  to  underpin  the  first  two  bents 
and  set  the  four  columns  on  their  final  foundations.  At  some  points, 
such  as  at  14th,  18th,  23d,  and  28th  Streets,  this  system  was  modified, 
but,  in  general,  it  was  followed. 

The  loading  on  each  elevated  railway  column  was  45  tons  on  those 
between  the  stations  and  from  45  to  80  tons  on  those  at  the  stations. 

It  will  be  readily  seen  that,  as  the  elevated  railway  is  a  pin- 
connected  structure,  it  was  possible  to  support  it  only  at  the  columns. 

To  support  these  columns,  brackets,  with  the  same  spacing  of  rivet 
holes  as  the  columns,  were  made,  having  from  twelve  to  twenty-four 
1-in.  holes  in  each.  Rivets  were  knocked  out  of  the  columns  of  the 
elevated  railway  structure  at  the  places  where  brackets  were  to  be 
fastened,  and  the  brackets  were  riveted  to  the  columns  through  the 
rivet  holes  of  the  columns.  The  number  of  rivets  in  the  brackets  and 
the  sizes  of  the  brackets  depended  on  the  loading  of  the  columns.     The 
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Fig.  9. — Steel  Plugs  and  Lateral  Bracing  of  Columns  Used  in  Underpinning 

THE   Browning-King   Building. 


Fig.  10. — Girder  Needles  Used  in  Supporting  the  Bank  Building. 
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underpinning  or  framing  for  the  temporary  support  of  each  column  of 
the  elevated  railway  was  made  up  of  two  timber  bents  supporting  the 
two  24-in.  I-beams,  26  ft.  long  (or  36-in.  girders,  39  ft.  long),  on 
which  rested  the  column  brackets  already  described.  These  timber 
bents  were  made  up  of  two  12  by  12-in.  legs,  a  12  by  12-in.  cap,  and 
a  12  by  12-in.  sill  which  rested  on  the  concrete  floor  or  on  piles  in 
the  bottom  of  the  pits  dug  to  receive  the  underpinning  timbers.  When 
wet  soil  was  encountered  in  the  pits  at  or  near  the  sub-grade  of  the 
tunnel,  timber  piles  were  driven  in  the  pits  down  to  hardpan  or  rock, 
and  the  timber  bents  were  framed  on  them.  Four  timber  piles  were 
driven  for  each  timber  bent,  or  eight  for  each  elevated  railway  column. 
These  piles  were  driven  with  an  ordinary  steam  pile-driver  running  in 
the  leads  of  a  common  pile-driver  frame  provided  with  drop  leads  to 
allow  the  steam  hammer  to  be  lowered  below  the  surface  of  the  street. 

Between  17th  and  18th  Streets,  which  was  one  of  the  localities 
where  the  foundation  was  wet,  the  station  of  the  elevated  railway 
prevented  the  use  of  the  pile-driver,  because  there  was  not  clearance 
enough  for  the  frame,  and  here  pipe  piles  were  driven  with  the  aid  of 
jacks  and  a  water  jet.  These  pipe  piles  were  driven  in  the  following 
manner:  Two  brackets  were  riveted  to  the  elevated  railway  columns 
to  be  supported,  and  two  24-in.  I-beams  were  placed  with  their  ends 
under  the  brackets.  At  the  other  ends  of  the  I-beams,  pits  were  dug 
to  receive  the  pig-iron  counterweights,  which  were  slung  to  the  ends 
of  the  beams.  A  60-ton  hydraulic  jack  was  then  set  under  the  beams 
and  on  top  of  the  pipe  to  be  driven.  The  pipe  was  then  jacked  down, 
using  the  two  beams  as  a  counterweight  against  the  resistance  of  the 
pile.  The  columns,  if  necessary,  would  have  afforded  a  weight  of 
60  tons,  at  one  end  of  the  beam,  and  the  weight  of  pig  iron,  of 
course,  could  be  adjusted  to  meet  any  weight  equal  to  it.  The  pipes 
were  driven  in  small  lengths,  which  were  screwed  on,  one  after  the 
other,  as  each  pipe  was  driven. 

As  shown  on  Plates  V  and  VI,  the  timber  bents  were  braced 
transversely  and  longitudinally  with  6  by  12-in.  timbers,  and  steel 
knee-braces  were  placed  between  the  timber  legs  and  the  bottoms  of 
the  beams  or  girders.  These  braces  were  made  iip  of  two  4  by  3  by 
|-in.  angles.  Between  the  brackets  on  the  columns  and  the  beams 
or  girders,  a  2-in.  oak  block  and  two  2  by  24-in.  oak  wedges  were 
inserted,  by  which  the  column  was  raised  in  cases  of  small  settlement. 
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The  columns  of  the  elevated  railway  were  maintained  at  all  times 
within  1^  in.  of  their  original  elevations. 

At  the  commencement  of  the  work  each  column  of  the  elevated 
railway  was  supported  on  two  24-in.  100-lb.  I-beams,  26  ft.  long, 
which  rested  on  the  timber  bents,  but  this  required  the  digging  of 
two  pits  between  the  columns,  or  two  pits  for  each  column.  This 
process  was  so  slow,  so  expensive  in  excavation,  and  reduced  so  much 
the  sizes  of  the  pieces  or  lengths  of  subway  to  be  built  under  each 
column  in  the  first  operation,  that  the  span  of  the  underpinning 
beams  was  increased  by  substituting  for  the  I-beams  two  36-in. 
girders,  39  ft.  long. 

It  is  evident  that  this  improvement  in  framing  the  temporary 
underpinning  greatly  facilitated  the  work  of  building  the  subway,  and 
effected  a  large  saving  in  time  and  money.  The  digging  of  one  pit 
14  ft.  wide,  north  and  south,  for  each  column,  instead  of  two  pits 
8  ft.  wide  per  column,  greatly  reduced  the  cost  of  the  excavation  of 
the  subway,  as  it  was  practically  as  cheap  to  dig  the  14-ft.  pit  and 
erect  the  timber  tower  in  it  as  it  was  to  dig  one  8-ft.  pit  and  erect 
the  single  bent  in  it  with  the  framing.  This  was  especially  noticeable 
in  wet  ground. 

When  the  39-ft.  girders  were  adopted,  two  timber  bents  were 
placed  under  the  ends  of  the  girders,  6  ft.  from  center  to  center,  and 
framed  together  in  the  form  of  towers  in  the  pits.  This  massing  of 
the  timber  bents  and  framing  removed  much  of  the  obstruction  to  the 
concrete  work  of  the  subway. 

At  the  stations  of  the  elevated  railway,  the  columns  had  greater 
loadings.  Where  there  were  the  heaviest  loads,  42-in.  girders  were 
used,  with  the  same  spans  as  the  36-in.  girders,  or  the  span  of  the 
latter  was  decreased.  The  86-in.  girders  were  made  up  of  ^-in.  webs, 
four  6  by  4  by  y^-in.  base  angles,  and  thirty-two  5  by  8  by  y^g-in. 
and  T^^-in.  angle  braces  or  stiffeners.  The  42-in.  girders  were  made  up 
of  f-in.  webs,  four  6  by  4  by  |-in.  base  angles  and  thirty-two  3  by  3 
by  3^-in.  and  ^^-in.  angle  braces  or  stiffeners. 

From  31st  to  33d  Streets. — After  every  alternate  column  of  the 
elevated  railway  had  been  temporarily  underpinned,  a  temporary  con- 
crete foundation  was  built  up  under  it  from  the  rock,  so  that  the 
columns  would  be  carried  safely  on  the  rock  while  the  excavation  was 
being  done  under  the  intermediate  ones.     These  temporary  concrete 
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foundations  were  made  large  enough  to  support  the  ends  of  the  large 
trusses,  as  shown  on  Plate  VI.  The  steel  trusses  were  then  erected 
on  the  temporary  foundations,  and  had  a  span  of  75^  ft.  The  top 
chords  of  the  trusses  were  bolted  to  the  elevated  railway  columns, 
through  the  rivet  holes  of  the  columns  (from  which  the  rivets  had 
been  removed),  and  a  bracket  was  riveted  to  the  outside  faces  of  the 
columns  above  the  outside  girders  of  the  trusses.  An  oak  block  and 
oak  wedges  were  inserted  between  the  outside  girders  and  the  bracket 
and  between  the  inside  girders  and  the  transverse  floor-beams  of  the 
elevated  railway  structure  at  the  columns,  to  give  additional  bearing 
on  the  trusses.  Each  truss  at  each  column  was  made  up  of  two 
girders,  62  ft.  long,  supported  by  two  box  posts,  or  legs,  framed  into 
the  ends  of  the  girders  with  a  bottom  chord  composed  of  two  8-in. 
channels  attached  to  the  bottoms  of  the  legs  by  a  pin  connection. 
The  pins  connected  the  legs  and  a  cast  shoe  which  rested  on  a  grillage 
of  three  8-in.  I-beams,  the  latter  being  embedded  in  the  temporary 
concrete  foundations.  The  girders  were  made  up  of  |-in.  webs,  four 
6  by  6  by  |-in.  base  angles,  sixteen  6  by  6  by  f-in.  angle  braces,  or 
stiffeners,  and  six  1-in.  cover-plates,  three  at  the  top  and  three  at  the 
bottom.  The  posts  or  legs  were  made  up  of  two  |-in.  plates  and  two 
15-in.,  35-lb.  channels. 

On  the  completion  of  the  lengths  of  station  under  the  elevated 
railway  columns  which  were  supported  by  the  trusses,  the  columns 
were  set  on  their  final  foundations,  supported  by  the  steel  columns  of 
the  tunnel  station,  and  then  the  trusses  were  removed.  The  elevated 
railway  columns  which  were  on  temporary  concrete  foundations  were 
again  underpinned  on  girders  in  the  same  manner  as  used  in  the 
general  underpinning  between  12th  and  31st  Streets. 

The  columns  of  the  elevated  railway  at  the  curb  lines,  which  were 
not  main  structure  columns,  were  underpinned  either  in  the  same 
manner  as  between  12th  and  31st  Streets  or  were  supported  on  the 
street  surface  itself,  where  it  was  simply  necessary  to  carry  their 
foundations  down  to  the  rock  or  to  the  sub-grade  of  the  subway. 

Underpinning  Buildings. 

All  the  buildings  on  Sixth  Avenue  between  31st  and  32d  Streets, 
except  those  on  the  northeast  and  northwest  comers  of  31st  Street, 
which  are  only   20  ft.   front,   were   supported  temporarily  while  their 
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foundations  were  being  carried  down  to  rock  or  to  sub-grade.  Before 
the  work  was  started,  arrangements  were  made  with  the  tenants  for 
underpinning  and  restoring  the  buildings.  On  the  west  side  the 
buildings  were  of  brick,  from  four  to  six  stories  in  height.  They  were 
underpinned  in  the  usual  manner,  and  before  the  excavation  was  well 
under  way  in  this  block,  24-in.  I-beams  being  set  under  the  walls 
and  supported  on  timber  blocking  inside  the  buildings  and  outside  in 
the  excavation  for  the  tunnel.  A  trench  was  then  excavated  to  the 
rock  and  a  3-ft.  concrete  wall  was  built  from  2  to  3  ft.  below  the 
original  foundations,  and  with  its  outside  face  at  the  building  line 
of  Sixth  Avenue.  The  brick  walls  of  the  buildings  were  built  on 
this  concrete  wall  and  then  the  I-beams  were  removed.  The  excava- 
tion of  the  rock  below  the  bottom  of  the  concrete  wall  was  done  in 
the  usual  manner  by  "line-holing"  the  rock  to  make  a  straight  and 
even  break,  as  the  station  extended  the  full  width  of  Sixth  Avenue 
and  to  within  7  in.  of  each  building.  The  reason  for  carrying  the 
foundations  of  the  buildings  on  the  west  side  of  Sixth  Avenue  to  the 
rock  only,  and  not  to  sub-grade,  was  the  fact  that  the  strata  dipped 
northeast,  and  thus  aided  in  making  the  excavation  of  rock  in  front 
of  the  building  safe. 

The  four  buildings  underpinned  on  the  east  side  were:  A  20-ft. 
front,  four-story  brick,  between  two  large  buildings;  a  59-ft.  front, 
eleven-story,  steel  frame  building,  designated  as  the  "Martin  Build- 
ing," which  was  shored  at  all  points,  with  the  exception  of  the  south 
wall;  a  59-ft.  front,  eight-story,  steel  frame  building,  with  cast-iron 
columns,  designated  as  the  "Browning-King  Building";  and  a  40-ft. 
front,  five-story,  granite  and  marble-faced  building,  without  steel 
framing,  designated  as  the  "Bank  Building."  These  buildings  are 
shown  on  Plate  VI. 

The  rock  was  removed  as  close  to  the  existing  foundations  as 
safety  allowed,  the  buildings  were  shored  up,  the  rock  was  removed 
from  under  their  fronts,  and  then  their  foundations  were  carried  down 
to  sub-grade. 

Tlie  Martin  Building. — The  front  of  this  building  was  carried  on 
four  framed  steel  columns,  the  two  end  ones  being  embedded  in  the 
side-walls.  It  was  necessary  to  shore  up  the  north  wall  and  column 
and  the  two  center  columns.  The  south  wall  and  column  rested  on 
rock,  and,  being  at  a  safe  distance  from  the  excavation,  required  no 
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Fig.  11. — Reinforcing  Rods,  Groined  Arch  Forms,  and  Steel  Grillages  for 
Foundations    of   Elevated    Railroad   Columns. 


Fig.  12.— Columns,  with  Grillages,  for  Supporting  Columns  of  Elevated 

Railroad. 
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support.  The  three  columns  shored  up  were  of  a  steel  box,  riveted 
type,  16  by  14  in.  Rivets  were  removed  from  each  column,  and 
four  steel  brackets,  aggregating  106  |-in.  rivets  per  column,  were 
riveted  to  them.  Seven  36-in.  girders,  39  ft.  long,  similar  to  those 
used  in  underpinning  the  elevated  railway  between  12th  and  31st 
Streets,  were  placed  on  each  side  of  each  column.  These  girders, 
fourteen  under  each  column,  were  supported  at  the  outer  ends  by  a 
pair  of  heavy  12  by  12-in.  timber  bents,  parallel  to  the  building  front, 
in  the  excavation  already  made  and  20  ft.  from  the  building  columns. 
At  the  inner  ends  they  were  supported  by  a  reinforced  concrete  beam  or 
girder,  built  on  the  rock,  as  close  as  possible  to  the  second  line  of 
building  columns  and  parallel  to  the  building  front.  These  39-ft. 
girders  had  a  span  of  34  ft.  between  the  center  of  the  bearings  on  the 
concrete  girder  and  the  center  of  the  timber  bent.  Across  each  of 
the  fourteen  girder  clusters  there  were  laid  four  24-in.,  100-lb.  I- 
beams,  two  on  each  side  of  the  column,  on  which  rested  the  lower  two 
brackets  fastened  to  the  building  column.  Above  these  I-beams,  and 
parallel  to  the  girders,  there  were  twelve  24-in.,  100-lb.  I-beams,  six 
on  each  side  of  each  column,  which  were  supported  by  the  girders 
through  timber  blocking.  These  beams  also  supported  the  front  wall 
of  the  basement.  Across  these  I-beams  there  were  laid  four  24-in., 
100-lb.  I-beams,  on  which  rested  the  upper  two  brackets  of  the  build- 
ing column.  An  additional  support  of  the  columns  was  afforded  by 
using  twelve  suspender  bolts  (four  2-in.  round  and  eight  l^-in.  round), 
which  held  up  the  five  15-in.  I-beams  of  the  original  grillage  under 
the  base  casting  of  each  building  column.  The  top  nuts  of  the  bolts 
took  bearing  on  the  I-beams  of  the  steel  above.  The  proper  distribu- 
tion of  the  load  over  the  parts  of  the  steel  underpinning  was  secured 
with  wedges  and  the  suspender  bolts  supporting  the  bases  of  the 
columns.  The  building  columns  were  kept  at  their  proper  elevations 
with  jacks  and  blocking  under  the  ends  of  the  girders. 

After  the  building  columns  were  picked  up,  the  old  foundations 
and  the  rock  were  removed,  and,  in  this  building,  the  columns  were 
extended  down  to  sub-grade  with  steel  columns  made  up  of  three 
24-in.,  100-lb.  I-beams,  riveted  together  in  the  form  of  an  I,  and 
latticed  and  braced,  as  shown  on  Plate  VI. 

After  the  excavation  was  completed,  new  grillages,  made  up  of 
five  20-in.,  80-lb.  I-beams,  10  ft.  long,  were  built  under  each  column 
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at  sub-grade  and  embedded  in  concrete;  the  extension  columns  were 
set  in  place,  anchored  to  the  new  grillages,  and  bolted  to  the  grillages 
of  the  old  foundations.  Then  a  concrete  wall  was  laid  with  its  out- 
side face  at  the  building  line,  filling  the  entire  space  of  the  excavation 
over  the  slope  of  rock.  This  wall  extended  up  to  the  old  foundations, 
which  were  then  grouted  on  it,  and,  after  the  concrete  had  set,  the 
shoring  was  removed  and  the  subway  station  work  at  this  point  was 
prosecuted  to  completion. 

The  load  on  each  of  the  columns  of  this  building  was  calculated 
to  be  400  tons.  Of  course,  the  loading  on  the  wall  columns  was  partly 
taken  up  by  the  brickwork  of  the  north  wall  of  the  building,  part  of 
which  veas  supported  on  the  steel  underpinning  and  part  remained  on 
the  original  foundation  resting  on  rock. 

The  Browning-King  Building. — The  entire  front  of  this  building 
was  supported  by  four  cast-iron  columns,  11  in.  in  diameter  and  2  in. 
thick,  two  in  the  center  and  two  embedded  in  the  side-walls.  The 
method  of  shoring  this  building  was  similar  to  that  used  in  the 
Martin  Building  (concrete  girder  and  timber  bents),  except  that  the 
details  of  the  steel  were  different  and  the  columns  were  not  extended 
to  sub-grade. 

A  similar  concrete  wall,  filling  the  entire  space  of  the  excavation 
back  of  the  building  line,  was  built,  the  columns  were  grouted  on 
top  of  this  wall,  and  then  the  steel  underpinning  was  removed. 

The  method  of  picking  up  the  columns  was  as  follows :  As  shown 
on  Plate  VI,  six  holes  were  drilled  completely  through  each  cast- 
iron  column,  and  then  enlarged  so  as  to  pass  6  by  l^-in.  steel  plugs. 
These  plugs  were  24  in.  long,  and  were  placed  in  the  holes  on  edge, 
18  in.  apart,  vertically. 

At  each  end  of  each  steel  plug,  two  6  by  4  by  |-in.  angles  were 
bolted  to  give  greater  bearing  on  the  I-beams  supporting  them. 
There  was  one  15-in.,  60-lb.  I-beam  on  each  side  of  each  column, 
supporting  the  steel  plugs  at  each  end,  arranged  in  the  form  of  towers. 
An  equal  bearing  was  maintained  on  these  beams  with  blocking  and 
steel  wedges,  so  that  the  steel  towers  might  be  considered  as  one  mass 
fastened  to  each  column.  The  load  was  transferred  through  the  15-in. 
I-beams  and  blocking  down  to  36-in.  girders  similar  to  those  used  in 
the  Martin  Building.  Ten  girders,  five  on  each  side  of  the  column, 
supported   each   of   the   two   center   columns;   five   girders    and   seven 
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Fig.  13. — Closure  Section  of  Thirty-Third  Street  Station.     Steel  Columns 

Set    Up. 


Fig.  14. — Concrete  Floor  and  Rock  Core  Between  Sections  of  Thirty-Third 

Street    Station. 
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24-in.,  100-lb.  I-beams  supported  the  south  wall  and  columns  of  this 
building  and  the  north  wall  of  the  four-story  building;  and  four 
girders  and  eight  24-in.,  100-lb.  I-beams  supported  the  north  wall 
and  columns  of  this  building  and  the  south  wall  of  the  Bank  Build- 
ing. These  girders  had  a  span  of  34  ft.  between  their  bearings  on 
the  concrete  girder  and  the  timber  bents.  Additional  support  was 
obtained  with  four  2-in.  round  suspender  bolts  supporting  six  9-in., 
30-lb.  I-beams  placed  under  the  base  castings  of  the  building  columns, 
taking  bearing  at  the  bolt  heads  on  the  lower  set  of  I-beams  of  the 
steel  tower.  These  9-in.  grillages  under  the  column  bases  were  placed 
after  the  columns  had  been  picked  up  on  the  steel  towers,  and  were 
simply  an  additional  precaution.  After  the  removal  of  the  shoring, 
the  steel  plugs  were  sawed  off  at  the  faces  of  the  columns.  The  build- 
ing columns  were  kept  at  proper  elevation  with  jacks  placed  under  the 
ends  of  the  girders,  as  in  the  Martin  Building. 

The  load  on  each  of  the  columns  of  this  building  was  calculated 
as  between  240  and  260  tons. 

The  Banh  Building. — As  this  building  had  no  steel  framing,  a 
different  method  of  support  was  necessary.  The  underpinning  cared 
for  the  entire  front  of  the  building  and  a  short  length  east  of  the 
corner.  The  foundation  was  composed  of  four  piers  or  columns  of 
granite-faced  brick  masonry.  The  front  was  carefully  tied  together 
with  wire  rope  fitted  with  turnbuckles. 

Owing  to  the  condition  of  the  excavation  and  the  order  of  building 
the  different  pieces  of  station,  it  was  found  that  the  excavation  in 
front  of  the  bank  could  not  be  completed  soon  enough  to  allow  suffi- 
cient time  for  the  underpinning  of  the  building  and  the  subsequent 
construction  of  the  piece  of  station  opposite  it.  If  the  under- 
pinning had  been  left  until  the  excavation  had  been  made  in  front  of 
the  building,  the  completion  of  the  station  and  the  opening  of  the 
tunnel  for  traffic  would  have  been  delayed.  Owing  to  these  conditions, 
two  reinforced  concrete  girders  were  built  on  top  of  the  rock,  and  the 
steel  girders  used  in  underpinning  the  building  were  supported  on 
them.  One  of  the  girders  was  built  inside  the  building  and  the  other 
outside,  and  both  were  parallel  to  the  building  front.  A  concrete  wall 
was  then  built  in  the  trench  excavated  under  the  building  front,  up 
to  within  2  ft.  of  the  bottom  of  the  steel  girders  supporting  the  build- 
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ing,  and  the  foundations  were  carried  down  willi  brick  masonry  to  the 
top  of  the  wall,  with  the  gradual  removal  of  the  girders. 

At  the  outside  edges  of  the  piers  of  the  foundation,  recesses  or 
steps  were  cut  deep  enough  to  allow  the  placing  of  one  girder  on  each 
side  of  each  pier.  The  remainder  of  each  pier  was  then  gradually 
removed,  substituting  the  girders  for  the  brickwork,  until  the  piers 
were  supported  entirely  on  the  girders.  Eighteen  steel  girders  were 
used  in  supporting  this  building,  with  the  aid  of  the  eight  24-in. 
X-beams  and  four  girders  used  for  the  north  wall  of  the  Browning- 
King  Building  and  the  south  wall  of  the  Bank  Building.  The  rock 
trench  was  line-holed  along  the  inside  face  of  the  building  and  the 
face  of  the  outside  concrete  girder,  in  order  to  provide  an  even  break 
near  the  concrete  girders,  and  the  rock  faces  of  the  trench  were  braced 
with  timber  to  prevent  the  rock  from  slipping. 

Owing  to  the  removal  of  the  steam-heating  plant  of  this  building, 
which  was  originally  under  the  sidewalk,  it  was  necessary  to  erect  a 
50-h.p.  boiler  on  the  street  to  supply  heat  during  the  winter  and 
until  a  new  heating  plant  had  been  installed  in  the  basement. 

The  four-story  brick  building  between  the  Browning-King  and 
Martin  Buildings  was  supported  on  the  underpinning  used  for  the 
walls  of  the  adjoining  buildings. 

A  factor  of  safety  of  four  was  used  in  calculating  the  strength  of 
the  steel  underpinning  systems.  The  buildings  were  maintained  to 
within  i  in.  of  their  original  elevations  by  the  jacks.  The  girders 
and  I-beams  were  used  several  times,  as  the  buildings  were  not  all 
underpinned  at  the  same  time.  There  were  no  cracks  or  other 
damages  due  to  settlement,  and  the  interiors  of  the  buildings  were 
restored  to  the  satisfa.ction  of  the  owners. 

Excavation. 

The  excavation  was  started  in  a  series  of  pits  to  contain  the  ele- 
vated railway  supports.  These  were  usually  8  ft.  wide,  extended  across 
the  street  the  full  width  of  the  work,  and  were  carried  down  to  sub- 
grade  in  cases  of  dry  soil,  and  to  within  from  8  to  12  ft.  of  sub-grade 
in  cases  of  wet  soil,  where  piles  were  required  to  support  the  elevated 
railway. 

The  excavation  of  the  cores  of  earth  or  rock  under  each  pair  of 
bents  of  the  elevated  railway  were  generally  from  100  to  110  ft.  long, 
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ffom  north  to  south,  depending  on  the  depth,  and  were  of  the  full 
width  required  for  building  the  subway  and  including  the  sewers. 
When  these  large  pits  were  finished  to  sub-grade,  the  lengths  of 
subway  were  built  in  them,  and  the  elevated  railway  columns  were 
set  in  their  final  position  on  the  roof.  The  intermediate  cores  of 
excavation  between  these  large  pits  were  then  removed  to  sub-grade, 
thus  completing  the  excavation. 

The  timbering  is  shown  on  Plates  V  and  VI.  There  were 
two  or  three  lifts  in  the  sheeting  of  the  cuts,  depending  on  the  depth 
of  the  excavation  and  the  elevation  of  the  sewers  alongside  the 
3ubways.  Where  the  soil  was  wet  the  lower  lift  was  made  up  of  3-in. 
tongued  and  grooved,  yellow  pine  sheeting.  The  sheeting  for  dry  soil 
w&s  of  2-in.  yellow  pine. 

The  bracing  of  the  cut,  as  shown  on  Plate  V,  was  designed  so 
as  to  interfere  as  little  as  possible  with  the  laying  of  the  subway 
concrete,  but  the  braces  were  left  in  place  and  allowed  to  pass  through 
the  concrete  roof  where  there  was  any  advantage  in  the  saving  of  time 
or  cost.  The  bents  or  timber  sections  were  made  up  of  10  by  10-in. 
rangers  and  12  by  12-in.  braces  and  posts,  and  were  generally  placed 
LO  ft.  apart.  The  details  of  the  timbering  are  shown  on  Plate  V, 
and  need  no  special  description. 

^•^^'The  temporary  planking  of  the  street  surface  was  laid  on  10  by 
lO-in.  and  12  by  12-in.  stringers  or  deck  pieces  running  longitudinally 
vith  the  work,  and  on  them  was  placed  4-  and  5-in.  planking  laid  trans- 
versely across  the  stringers.  This  deck  or  planking  was  supported  by 
:he  posts  of  the  cut  bracing.  As  this  planking  was  necessarily  in 
service  a  long  time,  and  subjected  to  the  wear  of  the  street  traffic,  it 
vas  necessary  to  watch  it  constantly  and  renew  it  in  order  to  avoid 
iccident. 

When  the  39-ft.  girders  were  used  in  underpinning  the  elevated 
•ailway  columns,  as  shown  on  Plate  V,  the  timbering  of  the  cuts 
vas  greatly  simplified  during  the  rock  excavation  between  stations  by 
ising  six  24-in.,  80-lb.  I-beams,  35  ft.  long,  in  three  pairs,  each  pair 
supported  by  one  12  by  12-in.  post  under  the  ends,  resting  on  the  rock, 
rhese  I-beams  supported  the  street  surface  and  permitted  the  elimina- 
;ion  of  the  posts  necessary  to  support  it.  The  bracing  of  the  sheeting 
vas  carried  across  the  cuts  as  usual,  but  required  very  few  posts. 
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The  materials  through  which  the  excavation  was  made  were  gen- 
erally dry  sand  and  loam,  but  between  12th  and  13th  Streets  a  fine 
sand  with  water  was  encountered  at  sub-grado,  below  tide  level,  and  it 
was  necessary  to  lay  a  10-in.  timber  floor  in  the  bottom  of  the  cut  on 
which  was  laid  a  3-in.  planking  to  furnish  a  proper  foundation  on 
which  to  build  the  tunnel.  It  was  also  necessary  to  provide  tem- 
porary drains  to  carry  off  the  water  while  laying  the  concrete  in  this 
part.  Between  15th  and  18th  Streets  a  wet  sand  was  encountered 
at  sub-grade,  but  in  this  case  it  was  simply  necessary  to  put  in  a 
floor  of  3-in.  planking  on  which  to  lay  the  concrete  floor.  A  small 
outcrop  of  rock  was  removed  at  sub-grade  at  14th  Street,  but  the 
rock  excavation  really  commenced  at  20th  Street  and  continued  north 
throughout  the  work  to  o3d  Street.  The  rock  varied  in  depth  from 
6  ft.  above  sub-grade  at  20th  Street  to  35  ft.  above  sub-grade  at  33d 
Street,  and  was  very  uneven,  at  times  running  just  below  sub-grade, 
and  requiring  a  deeper  excavation  at  these  points. 

Rock  Excavation. — The  rock  formation  was  the  usual  mica  schist, 
the  general  slope  of  the  strata  being  about  N.  30°  W. ;  the  inclination 
was  between  15°  and  20°  east  of  vertical. 

The  bench  rock  was  drilled  with  2^-  and  3-in.  drills,  and  the 
boulders  and  large  pieces  with  "Little  Wonder"  drills.  It  was 
blasted  and  broken  into  small  pieces  suitable  for  dumping  into  the 
trucks.  The  drill  holes  in  the  bench  rock  were  generally  14  ft.  deep. 
Where  the  temporary  foundations  of  the  elevated  railway  columns  were 
on  the  rock,  the  excavation  between  these  columns  was  carried  as  close 
to  them  as  safety  allowed,  and  lines  of  holes  were  drilled  and  blasted 
transversely  across  the  cuts  so  as  to  make  an  even  break  and  give  as 
much  space  as  possible  in  the  excavated  pits  for  building  the  pieces 
of  tunnel  or  station.  The  rock  excavation  was  carried  toward  the  east 
on  account  of  the  slope  of  the  strata. 

From  31st  to  33d  Streets. — The  33d  Street  Station. — In  this 
section  the  methods  of  excavation  were  similar  to  those  described  for 
the  work  between  12th  and  31st  Streets,  excepting  that,  on  account 
of  the  larger  pieces  or  lengths  of  station  required  to  be  built  in  the 
first  operation,  as  described  in  "Underpinning  the  Elevated  Railway," 
the  method  of  underpinning  the  elevated  railway  made  the  pits  of 
shorter  length  from  north  to  south. 
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15.— WALL     AND     ROOF     FORMS,     THIKTY-THIRD     STREET     STATION. 


FIG.    16.-STEEL    RIBS    AND    LAGGING    OF    FORMS    IN    STANDARD    SUBWAY    SECTION. 
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As  shown  on  Plate  V,  the  timbering  and  support  of  the  street 
between  31st  and  33d  Streets  differed  from  that  of  the  work  from  12th 
to  31st  Streets.  Light  steel  lattice  trusses,  8  ft.  deep,  were  erected 
under  the  street  planking,  and  the  surface  car  tracks,  pipes,  electric 
properties,  and  the  street  surface  planking  were  all  supported  on  these 
trusses.  This  eliminated  all  the  obstructions  caused  by  the  usual 
method  of  bracing  the  cuts  with  timber,  and  furnished  a  clear  space 
in  which  to  build  the  subway  or  pieces  of  station  under  the  columns. 
As  shown  on  Plate  VI,  each  lattice  truss  was  made  up  of  a  bottom 
chord,  two  8  by  8  by  ^|-in.  angles  and  one  7  by  x^B'i'^-  web-plate 
between  the  tV^*^-  gusset-plates  connecting  the  diagonals  to  the  chord. 
The  top  chord  consisted  of  two  8  by  8  by  ^-in.  angles  and  one 
16  by  yV^n.  web-plate.  The  bracing  or  diagonals  were  made  up  of  two 
angles,  6  by  4-in.  and  4  by  3-in.,  from  §  to  |  in.  thick.  These  trusses 
were  made  up  in  small  pieces  in  order  to  facilitate  their  erection 
under  the  street  planking.  When  the  lengths  of  subway  or  sections 
of  station  had  been  built  under  these  trusses,  and  the  elevated  railway 
columns  had  been  set  on  their  final  foundations,  the  posts  for  the 
street  pipes,  street  surface,  etc.,  were  carried  down  to  the  roof  of  the 
completed  work.  The  trusses  were  then  removed.  After  the  columns, 
resting  on  temporary  concrete  foundations,  were  again  underpinned, 
the  foundations  and  cores  of  rock  under  them  were  removed. 

Construction. 

Concrete. — The  concrete  used  on  the  work  was  mixed  on  the 
street  surface  in  Kansome,  |-yd.  mixers.  The  proportions  of  concrete 
for  foundations,  walls,  and  roofs  was  1  to  6,  varying  from  1  cement, 
2  sand,  and  4  broken  stone  to  1  cement,  2^  sand,  and  3^  broken  stone, 
according  to  the  voids  in  the  sand  and  stone.  The  concrete  used  for 
track  floors  on  bed-rock,  and  for  other  floors  or  places  where  there 
was  little  strain  or  load,  was  composed  of  1  cement,  3  sand,  and 
5  stone. 

The  stone  was  |  and  1-in.  and  run-of-crusher  Pludson  River  lime- 
stone. It  was  found  that  the  |-in.  stone  first  used  contained  such  a 
large  percentage  of  screenings  and  dust  that  it  was  advisable  to  get 
1-in.  stone,  ranging  from  1|  to  i  in.,  with  a  small  percentage  of 
screenings  and  a  very  small  percentage  of  dust.  This  stone  was 
adopted,    for    the    concrete    work    throughout,    as    being   better   for   a 
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1  to  0  mixture,  under  the  conditions  of  the  work.  The  stone  and 
sand  were  delivered  alongside  the  dock  and  stored  at  the  yards.  The 
stone  used  in  the  street  restoration,  being  required  in  small  quantities, 
was  delivered  directly  on  the  work. 

The  sand  was  obtained  mostly  from  Hempstead  Harbor,  Long 
Island;  it  was  of  a  good  coarse  quality  and  contained  from  2  to  3% 
of  loam.  The  maximum  quantity  of  loam  allowed  was  2%,  and, 
during  the  first  two  years  of  the  work,  it  was  very  hard  to  obtain 
sand  of  this  quality,  but  there  was  no  difficulty  during  the  last  three 
years. 

"Giant"  cement  was  used  throughout  the  work.  It  was  tested  at 
the  company's  laboratory  in  Jersey  City,  and  delivered  at  the  yard 
in  trucks. 

The  cement  was  tested  according  to  the  Am.  Soc.  C.  E.  standard. 
It  was  uniform  in  quality,  and  there  was  no  difficulty  in  obtaining  a 
reliable  set  or  proper  age. 

The  water  for  the  concrete  was  obtained  from  the  city  mains 
through  metered  connections  at  convenient  points  along  the  work.  The 
mixers  were  run  with  compressed  air  obtained  from  the  contractor's 
power  plant  at  the  42d  Street  yard.  The  mixing  gangs  consisted  of 
from  14  to  18  men,  as  follows: 

One  mechanic  running  the  mixer, 

One  skilled  laborer  dumping  the  cement  and  handling  the  water, 

From   6  to  8  men  loading  wheel-barrows,   and  feeding  sand  and 

stone  to  the  mixer, 
From  6  to  8  laborers  delivering  concrete  from  the  mixer  at  the 

point  of  laying. 

The  sand  and  stone  were  measured  and  delivered  to  the  mixer  in 
wheel-barrows.  The  concrete  was  carried  from  the  mixers  to  the  points 
of  laying  in  "Ransome"  concrete  carts,  and  dumped  into  chutes  at  the 
street  surface. 

The  sizes  of  the  gangs  placing  the  concrete  varied  considerably 
with  the  number  of  mixers  supplying  concrete  and  with  the  size  of 
the  piece  laid,  the  difficulties  in  placing,  and  the  length  of  haul  be- 
tween the  mixer  and  point  of  laying.  All  the  concrete  was  mixed 
"wet"  and  of  such  consistency  that  it  would  flow  readily  through  the 
chutes   and  be  handled  easily.     The  length  of  haul  of  the  concrete 
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PIG     17— Placing    Steel    Grillages    for    Support    of    Girders    over 
Pennsylvania    Railroad    Tunnel. 
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FIG.   18.— steel  Crossing  of  Pennsylvania  Railroad  Tunnel. 
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was  from  one  to  two  blocks,  or  from  260  to  520  ft.  There  was  little 
delay  in  delivering  the  concrete  from  the  mixer  to  the  points  of  laying, 
because  the  men  could  wheel  the  carts  over  almost  any  portion  of  the 
street  surface. 

Owing  to  the  great  number  of  rods  in  the  reinforcement,  it  was 
difficult  to  handle  the  concrete  in  the  forms  for  the  roofs  and  walls, 
and  great  care  had  to  be  exercised  not  to  displace  the  rods  or  crowd 
them  against  the  forms. 

All  the  concrete  of  the  subway  was  laid  under  the  street  planking, 
and  great  care  was  necessary  to  prevent  dirt  or  chips  from  being 
dropped  into  the  forms.  No  face  mixture  was  used;  the  concrete  was 
simply  rammed  or  "quaked"  by  the  use  of  long  2  by  4-in.  timbers  in 
the  wall  work  and  rammers  in  the  floor  and  roof  work.  The  faces  of 
the  walls  and  roofs  showed  very  few  voids  or  dry  spots  after  the 
removal  of  the  forms.  The  form  centers  in  the  standard  tunnel 
section  were  composed  of  steel  ribs  made  up  of  two  5  by  3-in.  steel 
angles.  These  ribs  extended  from  the  toes  of  the  center-  and  side- 
walls  up  to  and  including  the  arches.  The  inside  face  planking  of  the 
walls  and  the  arch  lagging  were  fastened  to  them  with  wire  staples. 
The  inside  wall  face  forms  were  of  2  by  10-in.,  tongued  and  grooved 
spruce,  and  the  arch  lagging  of  beveled  spruce  3  in.  thick. 

In  building  the  groined  arch  forms  of  the  station  roofs,  the  ribs 
were  placed  under  the  groin  lines  of  the  arches  and  were  of  2-in. 
spruce  supported  by  4  by  4-in.  spruce  posts.  The  lagging  was  beveled, 
i:)laned  spruce,  with  butt  joints,  and  was  nailed  to  the  spruce  ribs. 
The  face  planking  and  lagging  were  used  over  again  as  often  as 
their  condition  allowed,  but  no  attempt  was  made  to  redress  the 
forms,  as  there  was  little  economy  in  it,  there  being  plenty  of  places 
where  the  rough  forms  were  good  enough  in  the  exposed  faces  of 
the  work. 

It  is  a  feature  of  this  concrete  work  that  the  forms  failed  or 
slipped  only  four  times  during  the  entire  work. 

The  concrete  was  under  the  most  favorable  conditions  for  setting, 
as  it  was  under  the  street  planking,  thus  avoiding  sun  drying  and 
quick  setting  and  being  aided  by  the  drafts  of  cool  moist  air  circulat- 
ing through  the  cuts  and  finished  pieces  of  tunnel. 

The  concrete  of  the  subway  and  stations  was  laid  up  in  three  lifts: 
first,  the  floors  and  foundations;  second,  the  walls  from  the  founda- 
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tions  to  1  it.  below  tlie  springing  lines  of  the  arches;  and  third,  the 
roofs. 

Concrete  was  not  laid  when  the  temperature  was  lower  than  25° 
Fabr.,  and  in  all  cold  weather  the  concrete  was  covered  with  salt  hay 
to  prevent  freezing.  Salt  was  not  used  in  mixing  the  concrete.  The 
temperature  in  the  pits  was  veiy  seldom  lower  than  30°  Fahr. 

The  forms  were  dressed  with  soap  or  paraffin  oil  in  all  the  work, 
excepting  the  arches  of  the  28th  and  33d  Street  Stations,  where  the 
dressing  with  oil  or  soap  was  abandoned  in  order  to  obtain  a  better 
bond  between  the  white  cement  finish  and  the  concrete  in  whitewash- 
ing the  interiors  of  the  stations. 

The  steel  and  cast-iron  columns  of  the  stations  were  filled  with 
1 : 3  mortar  grout  poured  in  from  the  tops ;  this  was  done  in  two 
operations  in  order  to  permit  the  first  batch  to  settle. 

The  spaces  between  the  girders  spanning  the  Pennsylvania  Tunnel 
at  32d  Street  were  grouted  with  neat  cement.  Mortar  could  not  be 
used  in  this  grouting  because  the  spaces  between  the  angle  stiffeners 
were  so  small  that  mortar  was  too  thick  to  form  a  certain  enough 
grout.  In  this  work  the  cement  grout  was  poured  into  a  2-in.  pipe 
at  the  street  surface,  which  gave  a  head  of  35  ft.  for  the  pressure 
required  to  fill  completely  the  spaces  between  the  girders. 

Reinforcing  Bods  and  Expanded  Metal. — The  reinforcing  rods  were 
1-in.  and  |-in.  square  E-ansome  twisted  steel  for  the  walls,  roof,  and 
foundations,  and  §  and  ^  in.  for  the  platforms  and  thin  walls.  All 
the  rods  were  delivered  alongside  the  company's  dock  in  lengths  rang- 
ing from  10  to  30  ft.  Rods  were  bent  to  special  shapes  in  the  yard, 
by  using  a  bender  made  on  the  work  and  having  a  hydraulic  jack. 
The  rods  requiring  a  bend  up  to  about  45°  from  the  straight  were 
bent  by  hand.  All  the  lengths  and  shapes  represented  certain  positions 
in  the  walls,  roofs,  etc.  The  plans  showed  continuous  rods  around  the 
shell  of  the  subways  and  stations,  and  longitudinally,  so  that  it  was 
necessary  to  break  the  rods  at  points  where  it  would  do  the  least 
harm,  and  bond  the  breaks  by  an  overlap  of  40  diameters  of  the  rods. 
The  rods  of  the  walls,  roof,  etc.,  were  held  2  in.  from  the  forms  by 
using  small  mortar  blocks  laid  between  them  and  the  forms.  The 
rods  in  the  roof  were  supported  by  the  forms  and  by  wire  hangers 
fastened  to  timbers  above.  The  weight  of  rods  per  cubic  yard  of 
concrete  in  the  station  roofs  was  very  high,   and  the  weight  of  the 
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concrete  and  rods  combined  required  that  the  forms  of  the  roofs  be 
well  supported  by  the  4-in,  posts.  The  average  spaces  between  the  rods 
through  which  the  concrete  was  poured  was  12  by  12  in.,  and  particu- 
lar attention  was  given  to  spacing  the  rods  properly  so  that  the  con- 
crete could  be  placed  in  the  most  economical  way.  The  clusters  of 
rods  (in  the  form  of  baskets)  over  the  station  columns  were  especially 
difficult  to  place  and  keep  in  position,  because  the  concrete  dumped 
into  the  haunches  of  the  arches  tended  to  shift  the  entire  cluster  so 
that  the  rods  were  displaced  or  forced  against  the  forms. 

Expanded  metal  or  wire  cloth  was  laid  under  the  roof  beams  of  all 
the  flat  arches  to  bond  the  concrete  cover  of  the  beams  to  the  concrete 
between  them. 

Brickwork. — The  bricks  used  in  underpinning  buildings,  in  the 
foundations  of  the  surface  railway,  and  in  the  stations,  were  the 
usual  standard  house  brick,  and  were  laid  in  1 :  3  mortar.  The  parti- 
tion walls  of  the  stations,  booths,  ticket  offices,  etc.,  were  built  of 
3-in.  and  4-in.  hollow  tile. 

Water-Proofing. — The  entire  work  between  12th  and  27th  Streets 
was  water-proofed  with  "Siastex,"  a  burlap  and  asphaltum  process. 
A  strong  and  durable  burlap,  of  more  practical  value  than  the  usual 
felt,  was  used  because  of  the  necessity  of  handling  the  reinforcement 
rods  over  it  on  the  floors  and  walls.  The  normal  thickness  of  the 
water-proofing  was  2-ply  with  felt  "plus  ply."  This  was  increased  to 
3-  and  4-ply  where  water  pressure  and  flow  were  met.  A  single  ply 
of  felt  "plus  ply"  was  first  laid  under  all  the  water-proofing  where 
the  concrete  surfaces  were  wet,  and  over  this  were  laid  the  burlap 
and  tar.  On  the  roof  of  the  23d  Street  Station  and  under  the  floor 
of  the  enlargement  at  12th  Street,  where  there  was  a  flow  of  water 
and  very  wet  conditions,  a  brick  and  mastic  was  used.  This  con- 
sisted of  a  tarred  felt  "plus  ply,"  on  which  was  laid  hot  bricks  which 
were  grouted  with  pitch.  In  all  the  water-proofing  in  which  the 
burlap  was  used,  an  armor  course  of  3-in.  hollow  tile  or  4-in.  brick  was 
laid  to  protect  it.  In  the  floors,  a  6-in.  concrete 'floor  was  laid,  on  which 
the  water-proofing  was  placed.  Between  27th  and  33d  Streets,  a  new 
process  of  water-proofing  was  tried.  The  great  cost  of  the  membrane 
water-proofing  called  attention  to  the  possibility  of  using  a  compound 
to  be  mixed  with  the  concrete  with  a  great  saving  in  cost.  There- 
fore a  powder  compound  was  mixed  with  the  concrete  in  this  section. 
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It  was  anticipated  that  the  shrinkage  of  the  concrete  in  drying  would 
open  up  cracks  which  would  require  caulking,  but  the  saving  over  the 
cost  of  the  previous  method  was  calculated  to  pay  for  this  and  still 
effect  considerable  economy. 

Tunnel  Ducts. — The  ducts  in  the  subway  for  the  cables  of  the 
power  and  light  services  were  laid  on  the  toes  of  the  side-walls  and 
under  the  platforms  of  the  stations.  These  ducts  were  laid  after  the 
completion  of  the  shells  of  the  subway  and  stations,  and  call  for  little 
description,  as  no  difficulties  were  met. 

All  the  ducts  were  of  vitrified  clay,  usually  of  4-hole  pieces,  30  in. 
long,  with  the  addition  of  2-hole  pieces  in  certain  places.  The  joints 
were  wrapped  with  canvas,  and  two  dowel  pins  were  placed  in  each 
duct  joint.  The  joints  were  made  with  1 :  3  mortar.  Bond  straps  of 
i  by  l^-in.  iron  were  laid  between  the  ducts  to  bond  the  concrete 
faces  to  the  ducts.  Manholes  were  built  in  each  subway  tube,  between 
stations,  and  at  each  end  of  the  stations  for  pulling  and  splicing 
purposes.  The  duct  banks  were  covered  with  a  concrete  jacket  to 
protect  them  from  injury,  and  the  faces  of  this  jacket  were  reinforced 
with  expanded  metal  or  wire  cloth. 

Sewers. — Previous  to  the  commencement  of  the  subway  work,  a 
main  outlet  sewer,  5  500  ft.  long,  was  built  in  18th  Street  from  Sixth 
Avenue  to  the  North  River,  commencing  at  Sixth  Avenue  as  a 
concrete  and  brick  structure  5  ft.  9  in.  in  diameter.  At  Eleventh 
Avenue  it  is  a  box-shaped  section,  of  reinforced  concrete,  and  is 
finished  at  the  river  end  with  two  barrel  sewers  supported  on  the  timbers 
of  the  steamship  pier  at  West  18th  Street. 

The  original  sewers  in  Sixth  Avenue  were  in  the  center  of  the 
street,  and,  as  they  were  below  the  level  of  the  roofs  of  the  subway 
and  stations,  the  entire  system,  from  12th  to  33d  Streets,  had  to  be 
rebuilt.  The  old  sewers  were  broken  away  as  the  work  progressed, 
and  the  flow  of  sewage  was  maintained  through  temporary  12  to  20-in. 
spiral  riveted  pipes.  In  rebuilding,  it  was  necessary  to  provide  a 
sewer  on  each  side  ofHhe  subway,  and  to  connect  those  in  the  side 
streets. 

The  new  system  in  Sixth  Avenue  consists  of  a  trunk  sewer  on  the 
east  side,  flowing  north  from  14th  Street  to  the  sewer  junction  under 
the  subway  at  18th  Street,  3  ft.  6  in.  in  diameter  at  14th  Street,  and 
4   ft.    in   diameter   at    the   junction;    and    a   trunk   sewer   from    31st 


Fig.  19. — Tkain  Floor  and  Concourse  of  Thirty-Tpiird  Street  Station. 


Fig.  20. — Enlargement  of  Subway  South  of  Thirty-Third  Street  Station. 
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Fig.  21. — Standard  Station  Before  Platform  was  Built. 


Fig.  22. — Forms  for  Groined  Arches  of  Roof,  Thirty-Third  Street  Station. 
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Street  south  to  the  junction  at  18th  Street,  3  ft.  6  in.  in  diameter 
at  31st  Street  and  enlarging  to  4  ft.  9  in.  at  the  junction,  running 
down  the  east  side  from  31st  Street  to  21st  Street,  passing  under  the 
28th  and  23d  Street  Stations  and  crossing  under  the  subway  south 
of  21st  Street  to  the  west  side  where  it  turns  south  to  the  junction 
at  18th  Street.  Smaller  laterals,  ranging  from  12-in.  vitrified  pipe  to 
3  ft.  6-in.  by  2  ft.  4-in.  egg-shaped  sewer,  were  built  on  both  sides 
of  Sixth  Avenue  at  the  points  not  served  by  the  trunk  sewers. 

The  pipe  sewers  were  laid  on  a  concrete  invert  or  foundation  8  in. 
thick;  all  the  other  sewers  were  built  with  8  to  12-in.  concrete  inverts 
and  8-in.  brick  crowns.  The  forms  for  the  concrete  invert  were  of 
pine  ribs  with  1-in.  lagging,  or  were  collapsible  steel  centers.  The 
house  connections  were  of  vitrified  or  cast-iron  pipe,  and  each  sewer 
connection  was  made  with  a  cast-iron  spur. 

Surface  Railway. — The  surface  railway  track  structure  was  sup- 
ported on  the  bracing  and  posts  of  the  excavation  during  construc- 
tion, and  brick  piers  for  heights  up  to  7  ft.,  or  reinforced  concrete 
bents  for  greater  heights,  were  built  up  from  the  subway  and  station 
roofs  every  5  ft.  under  each  yoke.  The  tracks  were  then  jacked  up  to 
proper  grade  and  the  piers  finished  under  the  yokes. 

Owing  to  the  settlement  of  the  track  structure,  a  large  part  of  the 
electric  duct  benches  of  the  surface  railway  had  to  be  cut  away  and 
rebuilt.  There  were  no  accidents  during  the  temporary  support  of 
the  surface  tracks  excepting  a  few  "blow-outs"  of  the  power  cables 
which  were  injured  because  of  their  proximity  to  the  work. 

Street  Restoration,  Pipes,  etc. — At  the  commencement  of  the  work 
there  were  gas  mains,  water  mains,  and  electric  duct  banks,  including 
those  for  the  street  railway,  and  all  these  had  to  be  relaid.  There 
were  also  additions  laid  under  agreements  with  the  owners,  for  which 
the  work  was  compensated. 

All  the  water  and  gas  mains  were  supported  by  10  by  10-in.  timber 
bents  where  the  excavation  was  carried  under  them.  These  bents 
were  erected  on  solid  earth  or  rock,  or  on  the  roofs  of  the  stations,  and 
were  built  every  6  ft.  on  both  sides  of  the  subway.  During  the 
subway  work  these  pipes,  duct  banks,  and  cables  (where  the  ducts 
were  stripped  from  them  so  that  they  could  be  raised  outside  the 
lines  of  the  work)  were  supported  by  the  bracing  and  posts  of  the 
excavation.    Before  the  general  excavation  was  started,  6,  8,  and  16-in. 
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wrought-iron  pipe  by-passes  were  laid  at  the  curb  lines  for  the 
temporai-y  supply  of  gas,  and  then  the  gas  was  removed  from  the 
mains.  The  empty  mains  were  slung  to  the  timbers  and  left  until 
they  were  relaid  in  their  new  positions  in  the  street,  at  which  time 
the  house  connections  were  replaced  on  the  mains  and  the  temporary 
by-passes  were  removed.  The  traffic  required  that  only  one  side  of  the 
street  be  opened  at  a  time  in  any  block. 

The  pipes  were  laid  on  the  timber  bents,  and  the  duct  benches  on 
the  rammed  fill,  excepting  those  of  the  surface  railway  which  were  laid 
on  the  brick  or  concrete  piers  and  the  dry  packing  laid  between 
the  piers. 

When  the  gas  and  water  services  were  replaced  in  the  mains,  the 
street  was  back-filled  and  the  temporary  pavement  laid  and  maintained 
until  the  fill  had  settled  sufficiently  for  the  laying  of  the  final  asphalt 
pavement. 

This  temporary  pavement  was  of  granite  blocks  which  had  been 
removed  from  the  street  when  the  work  was  commenced. 

Storage  Yards. 

A  yard  and  storehouses  were  provided  at  17th  Street  and  Tenth 
Avenue  for  the  work  between  12th  and  27th  Streets,  and  at  42d 
Street  and  East  Kiver  for  the  work  between  27th  to  33d  Streets.  In 
these  yards  were  the  usual  storehouses  and  shops  for  the  storage  of 
materials  and  plant.  The  storage  of  materials  in  the  side  streets  was 
limited  to  100  ft.  on  each  side  of  Sixth  Avenue.  All  the  cast  iron 
and  most  of  the  steel  was  stored  in  these  yards,  in  addition  to  the 
rods,  timber,  concrete  materials,  etc.  The  two  yards  were  similar, 
but  that  at  42d  Street  contained  the  power-house  for  the  supply  of 
compressed  air. 

The  haul  from  the  17th  Street  yard  was  from  f  to  1  mile,  and 
that  from  the  42d  Street  yard  was  from  1^  to  2  miles.  The  la.tter 
yard  had  the  advantage  of  a  dock  on  the  East  River  at  which  practi- 
cally all  the  materials  were  delivered,  consequently  the  cost  was  less 
than  for  those  delivered  at  the  other  yard,  which  had  no  dock. 

Some  of  the  items  which  secured  economy  at  the  42d  Street  yard 
were  as  follows: 

The  use  of  derricks  for  unloading  material  from  scows; 
The  rapid  unloading  of  scows,  thus  saving  demurrage; 
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The  elimination  of  dockage  cost  and  rentals; 

The  reliable  delivery  of  the  materials  in  large  quantities  by  scows, 
as  compared  with  trucking  in  small  quantities. 

The  greater  haul  from  the  42d  Street  yard  involved  a  small  addi- 
tional cost  over  that  of  the  17th  Street  yard,  but  this  was  more  than 
compensated  by  the  loading  of  the  materials  directly  from  scows  into 
trucks,  which,  without  further  delay,  could  then  haul  directly  to 
the  work. 

Besides  the  storage  and  loading  of  materials,  the  following  labor 
was  performed  at  the  yard: 

The  repair  and  assembly  of  plant. 

The  bending  of  reinforcing  rods  to  shape. 

The  building  of  special  forms  for  the  concrete  work. 

The  repairs  and  assembly  of  special  shapes,  etc. 

Plant. 

The  plant  was  composed  of  the  following  main  items: 

1  power-house    equipped    with    two    Ingersoll-Rand    compressors 

having  a  total  capacity  of  9  000  cu.  ft.  of  free  air  per  min. ; 

2  derricks  having  25-h.p.,  Lidgerwood,  double-drum  engines,  oper- 

ated by  compressed  air; 
8  derricks  with  Lambert  and  Lidgerwood  25  and  30-h.p.,  double- 
drum,  electric  engines; 
2  cableways  with  25-h.p.,  Lidgerwood,  double-drum  engines,  oper- 
ated by  compressed  air; 
2  cableways  with  Lambert,  25-h.p.,  double-drum,  electric  engines; 
8  concrete  mixers — |-yd.,  Ransome — operated  by  compressed  air; 
26  pumps — Cameron    and   Worthington — operated  by    compressed 

air; 
13  electric   pumps — centrifugal; 
40  rock  drills,  2J  and  3-in.,  operated  by  compressed  air. 

The  cableways  spanned  one  city  block,  or  from  240  to  260  ft. 
between  towers,  and  the  derricks  were  all  stiff-legged,  with  masts  and 
booms  of  such  sizes  as  to  suit  the  conditions  at  the  points  of  opera- 
tion. All  riveting  hammers  used  for  the  steelwork  were  operated 
by  compressed  air.  The  power-house,  supplying  all  the  compressed  air 
for  the  work,  was  in  the  yard  at  42d  Street  and  East  River,  and  was 
that  previously  used  for  driving  the  Belmont  Tunnel. 
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The  curves  on  Figs.  25,  26,  and  27  sliow  the  relative  costs  of  the 
different  items  of  the  construction.  The  cost  of  plant  is  not  included. 
The  installation  and  operation  are  included  in  the  different  items 
of  cost. 

The  value  of  the  plant  was  estimated  as  follows: 

Electric  and  compressed  air  hoist  enginets,  new 

and   old $39  400 

Concrete   mixers 6  520 

Pumps — new   and  old 4  980 

Drills — new  and  old 6  550 

Depreciation  of  power-house  during  use  on  this 

work 15  000 

Frames  and  cables  and  supplies — new  and  old.  . .  7  000 

Total  estimated  value  of  plant,  as  furnished  on 

the  work $79  450 

Other  items  usually  considered  as  plant  are  included  in  the  different 
cost  curves. 

The  progress  of  the  excavation,  concrete  work,  etc.,  at  various 
times  is  shown  by  the  curves  on  Fig.  27. 

The  construction  was  carried  on  in  two  sections,  the  first  (between 
12th  and  27th  Streets)  was  completed  before  the  commencement  of 
the  upper  one,  between  27th  and  33d  Streets. 

The  section  between  12th  and  27th  Streets  was  commenced  in 
September,  1906,  and  completed  in  September,  1909.  The  section 
from  27th  to  33d  Street  was  commenced  in  August,  1909,  and  com- 
pleted in  December,  1911. 

The  cost  of  the  engineering  on  the  work   (exclusive  of  the  main 

office,    which    is    not    included    in    the    curves)    was    2.78%    of    the 

construction. 

Statistics. 

The  work  was  commenced  in  October,  1906,  and  was  finished  in 
November,  1911.  In  two  portions  of  the  work — ^between  12th  and 
24th  Streets,  and  between  27th  and  33d  Streets,  including  the  33d 
Street  Station — the  time  required  from  the  commencement  of  the 
exca.vation  to  the  operation  of  trains  in  the  subway  was  14  months, 
which  is  considered  rapid  construction.  On  the  whole  work  there 
were  only  5  deaths  due  to  accidents  of  any  character. 
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Fig.   23. — Finished  Platform  in  Standard   Station. 


Fig.  24. — Complkted  Platforms  and  Track  in  Thirty-Third  Street  Station. 
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The  total  quantities  of  the  different  kinds  of  work  were: 

Earth   excavation 220  900  cu.  yd. 

Kock  "  95  350    "     " 

Concrete    65 180    "      " 

Reinforcement  rods 7  090  000  lb. 

Elevated  railway   underpinned 277  columns. 

Sewers  of  different  sizes  (exclusive  of  the 

18th  Street  main  outlet  sewer) 9  500  lin.  ft. 

Electric  ducts  in  subway 278  500  duct  feet. 

Miscellaneous    brickwork,    not    included    in 

other    items 5  200  cu.  yd. 

Structural  steel  and  cast  iron 2  834  tons. 

Interior  finish  of  stations 5  stations. 

Street  restored 5  400   lin.    ft. 

Buildings  (from  4  to  11  stories)  underpinned.  840   lin.   ft. 

Field  engineering 5  years. 

The  loadings  of  the  street  were  estimated  to  be : 

Surface  railway 7i  tons  per  lin  ft.  of  street. 

Roadways    6^    "       "      "     "  " 

Sidewalks    _3       "        "       "     "  "        " 

Total 17  tons  per  lin.  ft.  of  street. 

The  total  quantity  of  timber  used  in  the  excavation,  including  the 
planking  for  the  street  surface,  was  7  703  000  ft.  b.  m.,  or  24.36  ft.  b.  m. 
per  cu.  yd.  of  excavation  of  both  earth  and  rock,  unclassified. 

Between  July,  1909,  and  August,  1910,  there  were  30  700  drill 
holes  blasted,  each  hole  requiring  an  average  of  1.20  lb.  of  dynamite. 
The  average  quantity  of  dynamite  for  all  rock  excavated  from  12th 
to  33d  Streets  was  0.58  lb.  per  cu.  yd. 

The  proportions  of  labor  and  material  for  each  kind  of  work  was 

Percentage       Percentage 
for  labor.        for  material. 

In  earth  excavation 67.78  32.22 

In  rock  excavation 72.95  27.05 

Concrete    49.70  50.30 

Reinforcing  rods 29.98  70.02 

Underpinning  elevated  railway 51.64  48.36 

Sewer    construction 57.81  42.19 

Structural  steel  and  cast  iron 21.36  78.64 
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i'lG.   28. — View  Across  Concourse  Floor  of  Thirty-Third  Street  Station. 


•  29. — View  Across  Thirty-Third  Street  Station  Showing  Train  Platforms. 


SIXTH  AVEXUE  SUBWAY,  H.  &  M.  Ft.  R.  65 

In  all  the  other  items  of  construction  there  were  included  in  the 
"Materials"  bills  for  both  labor  and  materials,  and  the  relative  pro- 
portions for  labor  and  materials  were  not  ascertained. 

The  average  depth  of  the  holes  drilled  in  rock  was  14  ft.,  and  the 
average  depth  of  hole  per  drill  per  day  was  35  ft. 

The  proportion  of  reinforcement  rods  (in  that  portion  of  the  con- 
crete which  was  reinforced)  was  106  lb.  per  cu.  yd.  of  concrete. 

The  proportions  of  the  different  items  of  cost  of  construction  were 

^S   follows:  Percentage  of 

total  cost. 
Earth  excavation 31.32 

Rock    excavation 19.16 

Concrete  (exclusive  of  rods) 11.74 

Reinforcement  rods 3.50 

Underpinning  elevated  railway 4.55 

Sewer  construction 1.69 

Tunnel  ducts  (electric) 0.52 

Brickwork  (portion  not  included  in  other  items) . .  1.35 

Structural  steel  and  cast  iron 3.34 

Station,  interior  finish 3.29 

Street  restoration  (including  relaying  pipes,  etc.) .  .  15.66 

Water-proofing    1.23 

Underpinning  buildings 0.98 

Four  entrances  through  private  property 1.67 

100.00 

;>f;  Charles  M.  Jacobs,  M.  Am.  Soc.  C.  E.,  was  Chief  Engineer  and 
J.  V.  Davies,  M.  Am.  Soc.  C.  E.,  was  Deputy  Chief  Engineer  until 
August  1st,  1909,  when  Mr.  Jacobs  became  Consulting  Chief  Engineer, 
Mr.  Davies,  Chief  Engineer,  and  James  Forgie,  M.  Am.  Soc.  C.  E., 
Deputy  Chief  Engineer.  G.  D.  Snyder,  M.  Am.  Soc.  C.  E.,  was 
Principal  Assistant  Engineer.  The  writer  was  Resident  Engineer  in 
direct  charge  of  the  work,  and  Mr.  O.  J.  Theiss  and  Leslie  Muller, 
Assoc.  M.  Am.  Soc.  C.  E.,  were  Assistant  Engineers  in  charge  of  the 
work  in  the  field.    Mr.  William  Langston  was  Chief  Inspector. 

The  Degnon  Contracting  Company  were  the  contractors,  for  whom 
H.  C.  Sanford,  Assoc.  M.  Am.  Soc.  C.  E.,  was  Chief  Engineer  and 
R.  P.  Gustin,  Assoc.  M.  Am.  Soc.  C.  E.,  was  Engineer  in  Charge. 
Mr.  M.  J.  Morris  was  Superintendent. 
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D ISCUSSION 


Mr.  T.  B.  Whitney,  Jr.,  M.  Am.  Soc.  C.  E.  (by  letter). — Judging  from 

^  °^^'  the  author's  statement  that  the  weight  of  the  reinforcing  steel  per 
cubic  foot  of  concrete  is  excessive,  it  might  be  inferred  that  some 
abnormal  percentage  of  steel  was  used  in  the  design  of  the  rein- 
forced concrete  in  this  structure.  However,  the  steel  ratio  is  not  more 
than  three-fourths  of  1%,  except  in  the  side-walls  which  required 
reinforcing  in  both  faces,  where  it  amounts  to  1.20  per  cent.  The 
longitudinal  bars  used  to  prevent  shrinkage  cracks  averaged  about 
fifteen-hundredths  of  1  per  cent.  A  minimum  spacing  of  6  in.  from 
center  to  center  was  used  for  the  steel  in  order  to  facilitate  the 
pouring  of  the  concrete. 

The  arched  roof  formed  a  characteristic  feature  throughout  the 
underground  structures  of  the  Hudson  and  Manhattan  Railroad,  and 
this  led  to  its  consideration  in  the  design  of  the  subway  section  on 
Sixth  Avenue.  The  adopted  section  consists  of  a  double,  arched  roof 
supported  by  a  center  wall  and  side-walls.  The  side-walls  are  designed 
as  reinforced  concrete  slabs  to  carry  the  earth  pressure  as  well  as  the 
thrust  of  the  arches,  and  are  tied  together  at  top  and  bottom  by  tie- 
bars  in  the  roof  and  floor. 

A  comparison  of  this  subway  section  with  two  other  well-known 
subway  sections  shows  that  the  quantities  of  excavation,  steel,  and 
concrete,  are  slightly  in  its  favor,  when  the  sections  are  reduced  to  the 
same  dimensions,  using  the  same  loading  and  unit  stresses  in  each 
case.  The  economic  features  may  be  compared  by  referring  to  Fig.  30. 
It  will  be  noticed  that  the  New  York  Subway  has  the  smallest  side 
clearance  and  that  the  steelwork  is  calculated  on  a  basis  of  a  unit 
stress  of  20  000  lb.,  which  accounts  for  the  smaller  quantities. 

The  permanent  structure  was  designed  to  conform  with  the  live  and 
dead  loads  as  given  by  the  specifications  of  the  New  York  Public 
Service  Commission,  though  lower  unit  stresses  were  used  than  are 
prescribed  by  these  specifications. 

In  each  group  of  girders  spanning  the  Pennsylvania  Tunnel  at 
32d  Street,  the  girder  adjacent  to  the  track  carries  half  the  trough 
track  floor  and  train  loads,  in  addition  to  its  equal  share  of  the 
permanent  overhead  loads,  consisting  of  station  platform,  columns, 
roof,  20  ft.  of  fill,  street  railway,  street  loads,  and  elevated  railroad 
structure.  Economy  of  space  was  essential,  so  the  over-all  dimensions 
of  all  the  girders  were  kept  the  same,  and  the  additional  flange  area 
required  for  the  girders  carrying  the  track  floor  and  train  loads  was 
provided  by  extra  sets  of  angles  placed  inside  the  main  flanges  of  the 
girder.  The  increase  in  web  thickness,  to  provide  proper  rivet  spacing, 
gave  a  surplus  of  material  sufficient  to  carry  the  additional  shear,  as 
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shown  by  Fig.  31.  Tims,  the  oxtrrmely  heavy  overhead  loads  are  car- 
ried by  the  main  body  of  the  girder,  while  the  comparatively  light 
track  floor  and  train  loads  are  carried  by  the  inner  sets  of  flange 
angles. 

The  trough  track  floor  rests  on  the  outstanding  leg  of  the  inner 
flange  angles,  which  is  braced  by  stifl^ener  angles,  12  in.  from  center  to 
center,  these  angles  transmitting  the  loads  to  the  web  of  the  girder. 
This  arrangement  simplifles  the  renewal  of  these  floors. 

!2  Plates-13"\  H' 
2  Plates-13"x  %  "  „ 
2  Ang'les-()x6'"x  ^  _' 
2  Tnsulp  AnHps-flx 


Stiff. /.S5"x  3"x% 


(2  Inside  Angle.s-G"x  6  x  ^ 
Chord  J2  ADg)es-6"xC"x?{" 


Section  )  2  Plates-13"x  ^" 
'  2  Paat€S-13"x  i.^' 


Fig.  31. 


William  J.  Boucher,  Assoc.  M.  Am.  Soc.  C.  E. — While  in  Chicago 
and  associated  with  the  organization  planning  the  proposed  subway 
system  for  that  city,  about  2  years  ago,  the  matter  of  water-proofing 
was  quite  thoroughly  investigated  by  the  speaker.  Having  been  con- 
nected with  the  construction  of  the  New  York  Rapid  Transit  Railroad, 
he  was  well  acquainted  with  the  membranous  method  of  water-proofing, 
but  the  integral  method  of  mixing  a  powdered  or  liquid  substance  with 
the  concrete  had  not  been  examined  to  any  extent. 

At  least  six  manufacturers  of  compounds  offered,  and  had  tests 
made  of,  their  products,  among  which  were  McCormick,  Medusa, 
Truss-Con,  Hercules,  Ceresit,  and  Hydrolithic.  Due  to  various  causes, 
the  tests  were  not  in  every  way  satisfactory,  but  it  was  learned  that 
laboratory  tests  were  of  little  or  no  value.  No  subway  has  yet  been 
built  in  Chicago,  but  the  street  railway  tunnel  under  the  Chicago 
River  at  La  Salle  Street  has  now  been  in  use  about  a  year.  The 
reinforced  concrete  approaches  to  this  tunnel,  and  the  concrete-lined 
steel  tubes  forming  the  river  crossing  are  water-proofed  solely  by 
mixing   McCormick   compound   with   the   concrete.      The   speaker   has 
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Mr.  been  informed  by  a  representative  of  the  company  handling  that 
■  brand,  that  the  tunnel  and  its  approaches  at  present  are  as  dry  as 
could  be  desired,  the  only  places  where  water  ever  entered  being  at 
terminations  of  a  day's  work.  These  cracks  and  openings  were 
closed  by  drilling  holes  through  the  concrete  and  forcing  grout  com- 
posed of  water-proofed  cement  back  of  and  into  the  mass.  The 
speaker  is  further  informed  that  since  the  completion  of  the  street 
railway  tunnel  under  the  Chicago  Kiver  at  Washington  Street,  which 
was  constructed  of  plain  concrete,  it  has  been  treated  with  a  thin 
mortar  or  grout  of  water-proofed  cement,  at  various  leaky  places 
(as  well  as  in  the  pump-room  of  the  tunnel,  which  is  on  the  shore, 
but  below  river  level),  and  the  results  have  been  very  satisfactory. 

It  will  be  interesting  to  learn  whether  the  result  of  using  a  com- 
pound with  the  cement  in  the  Hudson  and  Manhattan  Railroad  has  been 
satisfactory,  whether  cracks  occurred  and  caulking  was  necessary, 
and  whether  the  extra  cost  of  the  compound  was  justified,  rather  than 
the  use  of  a  richer  cement  mixture  and  more  care  in  placing  the 
concrete. 

The  first  subway  built  in  New  York  was  a  steel-beam  structure, 
walls  and  roof.  The  first  experimental  piece  of  reinforced  concrete 
subway  was  built  from  the  Rapid  Transit  Commissioner's  plans  on 
Lenox  Avenue,  northward  from  141st  Street,  a  cross-section  of  which 
is  shown  by  Fig.  32.  Then  followed  an  era,  covering  about  6  years,  in 
which  the  subways  were  mainly  of  reinforced  concrete,  this  construction 
being  used  under  Battery  Park,  Manhattan,  and  Fulton  Street,  Flat- 
bush  Avenue,  and  Fourth  Avenue  to  40th  Street,  Brooklyn.  The 
newer  subways,  however,  are  being  designed  and  built  as  steel-beam 
structures,  which  seems  to  indicate  that  this  type  is  preferable.  Where 
surface  cars  and  vehicle  trafiic,  as  well  as  elevated  columns,  must  be 
supported,  it  seems  to  be  far  better  to  construct  of  beams,  than  rods, 
for  then  the  loads  may  be  transferred  to  the  steelwork  as  soon  as  it 
is  riveted,  without  waiting  for  the  concrete  to  set.  Can  Mr.  Bur- 
rowes  state  the  reasons  for  adopting  the  reinforced  type  of  construc- 
tion for  the  Sixth  Avenue  subway? 

Mr.  Lazarus  White,  Assoc.  M.  Am.  Soc.  C.  E. — Would  not  Portland 

^^^*®*  cement  be  a  better  compound  than  the  material  used  on  the  subway 
work?  Li  the  work  of  the  New  York  Board  of  Water  Supply  it  was 
found  that  a  little  more  Portland  cement  was  better  than  any  com- 
pound which  could  be  added,  no  matter  what  its  name — a  mere  name 
not  producing  dryness.  Ji  a  wet  concrete  is  used,  and  a  liberal  quantity 
of  cement  is  carefully  placed,  that  compound  will  be  nearly  water- 
proof; but  nothing  will  make  it  water-proof  at  the  joints.  The  ad- 
vantage of  the  membrane  method  used  on  the  subway  is  that  it  spans 
the  joints  and  prevents  water  from  getting  through  them. 
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Several  tunnels  were  built  for  the  Catskill  Aqueduct  without  Mr. 
any  water-proofing  other  than  the  liberal  use  of  Portland  cement,  ^*^'*®- 
and,  in  the  speaker's  opinion,  these  were  dry  enough  to  run  subway 
trains  through.  These  tunnels  were  deep,  being  several  hundred  feet 
below  the  ground,  and  after  they  were  grouted  off,  successfully  sus- 
tained very  heavy  ground-water  pressures  with  very  little  leakage 
j  through  the  body  of  the  concrete.  A  test*  was  made  at  the  Wallkill 
Siphon,  in  which  a  stretch  of  tunnel  was  subjected  to  a  head  of  several 
hundred  feet  of  water.  The  arch  had  not  been  grouted,  and  leaked 
very  slightly,  but  there  was  practically  no  leakage  through  the  body  of 
the  concrete,  showing  conclusively  that  Portland  cement  is  a  suf- 
ficiently good  water-proofing.  The  quantity  of  cement  in  this  con- 
crete, the  speaker  believes,  was  about  1.8  bbl.  per  cu.  yd.,  corresponding 
to  a  1:2:4  mix. 

H.   L.   Oestreich,  M.   Am.   Soc.   C.   E. — The  roof   of  the  Fourth      Mr. 

Ocstroich 

Avenue  Subway,  in  Brooklyn,  is  of  reinforced  concrete,  but  no  water- 
proofing was  placed,  a  6-in.  layer  of  gravel  on  the  roof  acting  as  a 
drain  to  carry  the  water  to  the  side  of  the  tunnel.  It  was  found  that, 
if  the  structure  leaked  at  all,  it  would  be  at  the  junction  of  two  days' 
work.  It  is  a  question,  therefore,  whether  Mr.  Burrowes  would  not 
find  the  same  conditions,  even  if  he  used  the  water-proofing  powder 
in  the  concrete;  in  other  words,  while  the  slab  placed  one  day  might 
be  water-proof,  the  line  at  which  it  joined  the  next  day's  work  would 
show  a  leak.  That  was  the  experience  on  the  Brooklyn  Subway.  It 
seemed  almost  as  though  the  concrete  formed  a  better  bond  with  any 
other  material  than  with  itself. 

In  order  to  prevent  leakage  from  the  roof  at  the  junction  of  two 
days'  work,  a  furrow  about  1  in.  deep  and  2  in.  wide  was  cut  into  the 
concrete  along  this  line  and  filled  with  tar.  This  helped  the  process 
of  silting  up,  and  the  roof  became  practically  dry. 

On  two  contracts  of  the  Fourth  Avenue  Subway  the  brick  in 
mastic  was  omitted  on  the  sides  and  bottom  of  the  subway,  a  6-in. 
layer  of  1:2:4  reinforced  concrete  being  substituted.  The  rein- 
forcing consisted  of  f-in.,  longitudinal  rods  occupying  four-tenths  of 
1%  of  the  area  of  the  concrete,  the  intention  being  to  cause  the  shrink- 
age to  be  in  many  and  small  cracks  rather  than  in  one  large  one.  Over- 
lapping the  rods  48  diameters  tended  to  strengthen  the  junction  of 
two  days'  work.  Constant  pumping  for  2  years  has  reduced  the  eleva- 
tion of  the  ground-water  temporarily,  but  it  is  probably  too  early  to 
speak  definitely  of  results. 

H.  G.  Burrowes,  M.  Am.  Soc.  C.  E.  (by  letter). — In  regard  to  the      Mr. 
water-proofing,  the  membranous  method  had  been  used  between  12th 
and  27th  Streets,  and  had  not  given  entire  satisfaction,  as  leaks  had 

*  Engineering  Neivs,  December  14th,  1911. 
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Mr.  developed  after  completion ;  therefore,  in  order  to  obtain  better  results, 
'  Keystone  Water-Proofing  Compound  was  used  experimentally  between 
27th  and  33d  Streets.  In  general,  it  was  satisfactory,  except  at  sta- 
tions, because  a  leak  which  would  be  unnoticed  between  stations,  would 
be  very  unsightly  and  objectionable  at  a  station. 

As  it  was  necessary  to  construct  the  subway  in  alternate  slices  or 
sections,  first  under  the  elevated  column  bents  and  then  between  these 
bents,  there  were  numerous  joints,  and  it  was  there  that  the  leaks 
occurred,  and  also  at  places  where  structural  steel  extended  through 
the  concrete  or  where  reinforcing  rods  ended  close  to  its  inner  face. 
These  leaks  were  stopped  by  cutting  away  several  inches  of  concrete 
from  the  inside  and  then  plastering  with  cement  mixed  with  water- 
proofing compound,  by  grouting,  and,  in  some  cases,  where  the  back- 
fill had  not  been  completed,  by  stripping  the  roof  and  then  placing 
brick  laid  in  hot  asphalt. 

The  cost  was  much  less  than  with  the  membranous  method,  for 
not  only  was  the  cost  of  the  compound  less  than  that  of  the  membrane, 
but  the  outer  protecting  masonry  and  the  additional  excavation  for  it 
became  unnecessary;  even  by  adding  the  amounts  spent  on  stopping 
leaks,  there  was  an  ultimate  saving. 

It  is  very  doubtful  whether  better  results  could  have  been  obtained 
by  the  use  of  additional  cement,  as  the  leaks  were  due  to  the  joints 
in  the  concrete  between  sections  as  built  and  to  the  presence  of  steel 
which  extended  through  or  nearly  through  the  concrete  roofs. 

Under  the  practical  conditions  that  prevail  in  executing  such  work, 
it  is  probable  that  some  leaks  would  have  occurred,  no  matter  what 
class  of  water-proofing  had  been  used.  The  conclusion  reached  was 
that  the  use  of  the  compound  was  satisfactory  between  stations,  but 
that  at  the  stations  the  water-proofing  results  were  not  positive  enough. 

The  decision  to  use  reinforced  concrete  instead  of  structural  steel 
was  made  for  the  reason  that  there  is  a  slight  saving  in  quantities 
due  to  the  use  of  the  former,  as  stated  by  Mr.  Whitney;  and,  in  addi- 
tion to  this,  the  unit  cost  of  the  rods  was  less,  and  at  the  time  that 
this  structure  was  designed,  prompt  delivery  of  structural  material 
could  not  be  obtained,  while  rods  could  always  be  had. 
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MAXIMUM   STRESSES   IN   BASCULE   TRUSSES. 

By  W.  Watters  Pagon,  Jun.  Am.  Soc.  C.  E.* 


To  the  best  of  the  writer's  knowledge,  nothing  has  been  pubHshed 
on  the  subject  of  the  maximum  dead  stresses  in  the  trusses  of  bascule 
bridges,  of  the  trunnion,  rolling  lift,  or  combination  types,  and,  as  a 
result,  several  instances  have  come  to  his  notice  where  the  stress  sheet 
showed  only  the  dead  stresses  for  the  bridge  closed,  and  not  the  maxi- 
mum stresses.     In  one  case  the  true  stress  was  three  times  the  stress 


o. 


Fig.  1. 
shown,  though,  fortunately,  in  this  particular  member,  this  was  not  the 
governing  stress.     There  were   several  members,   however,   where  the 
dead  stress  was  the  governing  one,  and  in  some  of  these  the  section 
had  to  be  increased  about  6  per  cent. 

Method    of    Determining    Maximum    Stresses. — Assume    the    truss 
shown   in   Fig.   1,  subjected  to  the  joint  loads,  P^,  P^,  P^,  etc.;  the 

*  Now  Assoc.  M.  Am.  Soc.  C.  E. 
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problem  is  to  find  the  maximum  dead  stress  in  tlie  lower  chord  member, 
X.  Let  the  truss  revolve  about  a  horizontal  axis  at  0.  Find  the  dead 
stress  in  x  with  the  truss  in  the  liorizontal  position.  Call  this  stress 
S„.     Find  the  dead  stress  in  x  with  the  truss  vertical,  or  90°  from  the 

n 

first  position.     Call  this  stress  Syr.     Then  the  true   maximum   dead 


V 

and  M 


V 


stress  is  ^'  =  J  ^ h"  +  ^v   =  ^  J  ^  +  ^^-  ^^"''^  ^H 

are  the  respective  moments  about  the  moment  center,  C.  In  parallel 
chord  trusses  without  secondary  system,  8  y  =  (P^  -\-  P^  -\-  P^,  etc.)  X 

d  -^  d,  equals  the  sum  of  the  bottom  chord  loads  between  the  member 
and  the  free  end  of  the  truss;  but  for  parallel  chord  trusses  with 
secondary  system,  S  y  equals  the  sum  of  all  the  bottom  chord  and  half 
of  the  middle  joint  loads  between  the  member  and  the  free  end. 

In  the  foregoing,  attention  has  been  devoted  to  bottom  chord  mem- 
bers only,  for,  although  the  theory  applies  to  all  members,  the  top 
chords  and  web  members*  receive  their  maximum  dead  stresses  when 
the  truss  is  in  the  horizontal  position.  In  any  special  case,  it  will  be 
easy  to  determine  which  members  need  to  be  investigated  for  maximum  J 
stress  by  the  use  of  the  following  criterion,  which  is  easy  to  remember 
and  simple  to  apply.  , 

Criterion    for    Maximum    Stress. — Whenever   S^^  and   S^  for   any   \ 
member  are  of  like  sign,  there  will  be  a  maximum  dead  stress,  greater 
than  either,  to  which  the  member  vdll  be  subjected  during  every  open-   I 
ing  and  closing.    When  this  stress  occurs,  the  bridge  will  be  open  at  an 

angle  tan.~^  ^,  with  the  horizontal. 

H 

Whenever  ^     and  S     are   of  unlike  sign,  the  maximum  stress  will 

be  one  of  the  two,  whichever  is  the  larger  (usually  S^- 

Summary. — To  find  the  maximum  dead  stress  in  any  member  in  a 
truss  revolving  about  an  axis  perpendicular  to  it:  Find  S  for  the 
bridge  closed.  Find  by  inspection  whether  Sy  will  have  the  same  sign 
as  S ^.     If  of  like  sign,  find  S      and  then  the  maximum  stress  from 


S  =     I  Sh  +  Sv"^'   If  of  unlike  sign,  Sh  (or  Sy)  is  the  maximum  stress. 

As  the  methods  and  theory  given  are  perfectly  general,  any  two 
directions    at    right    angles    to    each    other   may   be   substituted   for 

*  For  web  members  this  is  strictly  true  only  in  parallel  chord  trusses. 
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'^horizontal"  and  "vertical."    They  may  also  be  applied  to  any  revolving 
truss  subjected  to  a  number  of  parallel  loads  which  are  not  vertical. 

Theory. — In  Fig.  2,  v^hich  shows  the  truss  open  at  an  angle,  a,  let 
the  loads  and  dimensions  be  the  same  as  in  Fig.  1.  To  find  the  stress 
in  X  for  this  position : 

_  Jf       (P^  cos.  a\  -\-  P^  cos.  ah^  -{- P^  cos.  ali^  -\- etc.) 

~  d  d 

(Pj  sin.  a  d  -\-  P^  sin.  a  d  -\- etc.  +  P2  sin.  a  v^   -{-    etc.) 


+ 


d 
'2  P  h  cos.  a  -\-  2  P  V  sin.  a       Mj£  cos.  a  +  Mv  sin.  a 


d 
=  Sh  cos.  a  +  iSy  sin.  a. 


d 


Oo 


Fig.  2. 
In  order  to  find  the  maximum  value  of  S\  differentiate  as  to  a: 

dS'  _  .  Sv 

-J. — ^H  sin.  a^  +  ^Y  cos.  a^  =  0,  therefore  tan.  or   =  -—  ; 

eta  ^g^ 


and  sin.  «r .  :=  — 


COS.  a^ 


s/Sh'  -f  Sv' ' 


Sh' 


+ 


Sv^ 


\fSH'  +  Sv' 


=      >/Sh'  +  S^ 


therefore,  S  =     — , 

>/Sh'^Sv' 

=  the  maximum,  8\ 

For  any  member  in  a  secondary  system,  the  same  reasoning  holds 

true. 


t   () 


M.wi.M I M  ,sriM:ssi;s  in  hasculi; 'iifissKs 


To  find  a  criterion  for  the  position  giving  the  nmximiuii  .stress,  lay 
off,  in  Fig.  3,  ah  =^  Sh',  horizontally  and  measured  to  the  right,  if  in 
c'onii)ression.    Then  lay  off  he  =  Sy^  upward  if  in  compression,  making 


// 


(ibc  a  right  angle.     Then  (^c  =    \  Sfj^  +  >S]/^  =  S.    Draw  a  line,  rfJ.  at  an 
angle,  a,  with  ah.     Project  h  to  e,  and  c  to  d.     Then  ae  =■-  S ,,    cos.  a, 
and   €(1.   =   Sy  sin.    a;    and,  therefore,  ad 
=  S'  for  the  angle,  a. 

Draw  a  circle  through  a,  h  and  c. 
Then,  as  ahc  =  90°,  ac  is  a  diameter, 
and  as  adc  is  a  right  angle,  d  lies  on  the 
circle.  Therefore  the  length  of  any 
chord,  adj  at  an  angle,  a,  with  the  hori- 
zontal, is  the  stress,  S\  The  greatest 
chord  is  the  diameter,  ac,  which  makes 
_  1  ^J^ 
Sh 

This  diagram,  Fig.  3,  completely  represents  the  stress  in  any  bottom 
chord  member.  For  other  members  similar  circles  may  be  drawn.  It 
is  easy  to  see  that  for  every  member  having  stresses,  Sh  and  Sy^  of 
the  same  sign,  the  circle  will  be  drawn  as  shown,  and  the  maximum 
stress  will  be  attained  at  each  opening.  For  other  members,  the  circle 
will  lie  in  another  quadrant,  as  a  is  the  origin;  and  therefore  this  stress 
will  never  be  attained.  Therefore,  Sjj  (or  Sy  if  it  is  the  greater)  will 
be  the  maximum  for  which  provision  is  to  be  made. 


an  angle,  tan. 


Fig.  3. 
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By  C.  L.  Annan,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  S.  Whinery,  A.  H.  Blanchard, 

AND  C.  L.  Annan. 


"Municipal  engineers  seem  to  have  always  looked  on  street 
sprinkling  as  an  every-day,  matter-of-course  operation,  not  worth 
serious  attention  and  study,  and  not  susceptible  of  much  improvement 
in  efficiency  and  economy.  It  is  safe  to  say  that  no  other  municipal 
function  or  process  receives  so  little  intelligent  attention  and 
supervision, "t 

For  years  the  citizens  of  St.  Paul  put  up  with  unsatisfactory 
street  sprinkling.  In  the  earlier  years  the  work  was  done  by  contract, 
the  cost  being  roughly  assessed,  at  considerable  expense,  against  the 
property  supposed  to  be  benefited.  Then,  as  a  substitute,  an  annual 
appropriation  w^as  included,  for  a  few  years,  in  the  general  tax  levy 
to  meet  the  cost  of  sprinkling  by  day  labor.  The  result  was  intoler- 
able. Finally,  at  the  general  election  in  May,  1908,  a  sprinkling 
amendment  was  submitted  to  the  people,  and  in  1909  the  Commis- 
sioner of  Public  Works  took  charge  of  street  sprinkling  under  this 
amendment. 

The  system  inaugurated  at  that  time  has  been  fairly  perfected, 
and  it  has  been  demonstrated  that  systematic  attention  to  details  has 
brought  results  at  least  commensurate  with  the  cost. 

The  amendment  provided  for  an  appropriation  of  $60  000  for  the 
first  year   and   an   additional   $40  000   for   the   second  year.     By  that 


*  Presented  at  the  meeting  of  September  18th,  1913. 
1-  Tranmctions,  Am.  Soc.  C.  E.,  Vol.  LXXIII,p.  33, 
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time  the  system  should  be  smoothly  running  under  the  revolring  fund 
fed  by  the  assessment  of  the  property  benefited. 

The  third  season  under  the  new  law  opened  with  about  230  miles 
of  streets  to  be  sprinkled.  New  routes  were  added  from  time  to  time 
and  a  few  were  discontinued,  resulting  in  a  total  gain  for  the  season 
of  about  9  miles.  There  is  generally  strong  opposition  to  the  discon- 
tinuance of  a  route  once  started. 

From  two  to  eight  trips,  depending  on  the  nature  of  the  street 
surface  and  the  amount  of  traffic,  are  made  each  day.  There  are 
nine  sprinkling  districts,  each  under  the  supervision  of  an  inspector 
at  $75;  a  chief  inspector  or  overseer  at  $110  is  also  employed.  The 
ten  inspectors  report  daily.  The  chief  inspector  advises  and  assists 
local  inspectors  and  makes  special  examinations.  The  inspectors' 
reports  are  tabulated  daily;  all  complaints  are  investigated,  and  the 
written  reports  are  filed  for  reference.  The  foreman  of  stand-pipe 
construction  and  repair  crews  receives  daily  instructions,  and  the 
yardmaster  returns  a  daily  statement  of  sprinkler  distribution  and 
repairs.  Careful  itineraries  on  each  team  route  are  taken  from  time 
to  time,  and,  in  short,  the  head  of  the  department  is  intimately 
informed  of  all  details  concerning  equipment  and  operation. 

In  assessing  the  cost  of  the  work,  the  abutting  frontage,  number 
of  trips  per  day,  and  length  of  time  sprinkled,  are  taken  into  considera- 
tion. For  the  season  of  1911,  43  assessment  rates  thus  resulted,  rang- 
ing from  less  than  1  cent  to  11^  cents  per  front  foot  of  abutting 
property.  The  cost  of  water  is  not  included  in  the  assessment,  the 
City  charter  so  providing. 

Water  sprinkling  of  macadam  was  superseded  early  in  the  season 
by  oil  spraying.  It  was  estimated  that  about  i  gal.  per  sq.  yd.  of  a 
20%  liquid  asphalt  might  be  applied  three  times  during  the  season  at 
a  cost  not  to  exceed  that  of  water  sprinkling  for  the  same  period.  The 
latter  part  of  the  season  being  unusually  wet,  comparatively  few 
streets  required  the  three  coats  of  oil. 

The  sprinkling  wagons  are  city  property;  40  new  and  31  second- 
hand sprinklers,  varying  in  capacity  from  600  to  750  gal.,  were 
purchased  in  1903.  Twelve  750-gal.  tanks  were  added  in  1909,  and 
as  many  more  in  1910.  These  95  sprinklers  allowed  a  10%  reserve. 
All  were  in  good  repair  after  a  thorough  overhauling  during  the  winter. 

Teams  were  used  for  7  days  in  the  week  at  $100  per  month,  rain 
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or  shine,  under  an  agreement  with  the  Teamsters'  Union.     Previous 
to  April  1st,  teamsters  were  aJlowed  $4  per  day  for  actual  time. 

Inspectorships,  formerly  political  sinecures,  were  transformed  into 
realities.  Consistent  daily  reports,  investigations  of  complaints,  route 
itineraries,  and  first-hand  information  as  to  condition  of  sprinklers 
and  stand-pipes,  require  a  certain  amount  of  attention. 

Five  men  at  $2  and  a  team  at  $3  keep  the  stand-pipes  in  repair 
under  the  supervision  of  a  foreman,  who  also  attends  to  the  mainte- 
nance of  the  public  drinking  fountains.  This  force  also  moved  16 
stand-pipes  from  one  point  to  another  and  erected  17  new  ones  in 
1911.  A  stand-pipe,  installed.  Fig.  1,  costs  about  $60.  The  top 
valves  are  removed  in  October  to  prevent  damage  by  freezing,  and 
are  replaced  in  April,  an  underground  valve  being  used  in  March  and 
November.     There  are  463  stand-pipes  now  in  service. 

The  stand-pipe  is  quite  generally  regarded  as  a  nuisance,  and  much 
opposition  is  met  in  locating  it.  It  is  not  so  much  its  unsightliness 
as  the  frequent  presence  near  it  of  the  heavy  sprinkler,  the  standing 
horses,  and  the  general  sloppiness,  that  make  it  objectionable. 

For  washing  ice,  mixing  cement,  and  other  purposes,  the  stand-pipe 
is  a  great  convenience  to  any  outsider  with  a  pipe-wrench.  The 
Water  Department  and  the  police  had  long  overlooked  this  kind  of 
larceny,  but  a  few  arrests  by  special  officers  of  the  Sprinkling  Depart- 
ment, and  a  few  trials  and  convictions,  now  and  again,  somewhat 
abated  this  nuisance  of  mud  and  damaging  misuse. 

The  method  of  assessing  is  as  follows:  A  clerk,  at  $60,  enters  the 
daily  reports  (Form  150,  Fig.  2)  on  Form  152,  Fig.  3,  and  indexes 
complaints  and  special  orders  to  inspectors  by  number  on  the  same 
form.  Complaints  are  taken  in  duplicate  on  a  general  department 
form,  the  duplicate  being  held  against  the  inspector  until  he  turns 
in  his  report. 

Form  152  is  arranged  in  a  check  file  divided  into  districts  by  tab 
cards  of  a  distinctive  color.  The  districts  are  subdivided  into  routes 
by  cards  of  another  color,  one  compartment  in  each  district  being 
reserved  for  "dead"  trip  slips.  The  current  trip  slips  will  not  average 
more  than  ten  to  a  route,  so  they  are  readily  accessible,  though  the 
aggregate  may  be  considerably  more  than  1  000. 

Trip  and  route  numbers  may  be  changed  on  a  trip  slip  (Form  152) 
but    a    change    of    limits    necessitates   new    slips    and    cross-references 
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and  the  consigning  of  the  obsolete  slip  to  tlie  ''dead"  division  until 
required  for  assessment  purposes.  All  assessment  forms  are  handled 
on  the  loose-leaf  system. 

Two  men,  at  $80,  are  employed  from  March  15th  to  August  Ist  in 
making  a  transcript  from  the  County  Auditor's  records  on  Form  151 
(Fig.  4)  and  preparing  assessment  sheets  (Form  166,  Fig.  6).  The 
force  is  then  doubled  to  make  the  assessment,  post,  and  check  it,  the 
work  to  be  completed  early  in  October. 

The  assessment  rate.   A,  per  front  foot  of  property   abutting  on 
any  particular  section  of  sprinkled  street  is  derived  as  follows: 
B  =  trips  per  day  on  the  particular  route, 
M  =  sprinkling   period,   in  months   and  tenths,   for   the   same 

route, 
C  =^  D  y(^  M  (nearest  integer), 
F  =  total  frontage  on  same  route, 
P  =^  G  Xt". 

S  =  sum  of  products,  P,  for  all  routes, 

T  =  estimated  total  cost  of  sprinkling  all  routes.     (From  the 
five  months  actual  record  a  close  estimate  can  be  made 

for  r.) 

Then  A  =  C  X  ^• 

An  idea  of  the  method  of  procedure  and  of  the  relation  of  volumes 
may  be  obtained  by  particular  reference  to  the  assessment  of  1911. 
The  daily  record,  on  Form  152,  was  summarized  on  Form  154 
(Fig.  6),  embracing  1 439  sheets  in  twelve  groups,  one  for  each 
ward,  each  group  arranged  alphabetically  by  street  names  and  bound 
with  flat-head  fasteners.  The  coefficient,  C,  having  been  determined 
for  each  slip,  the  1  439  slips  were  rearranged  in  43  groups,  correspond- 
ing to  the  variations  of  C,  A  five-column  table  was  then  prepared 
with  a  line  for  each  value  of  0,  thus: 


c 

F 

P 

FX  R 

CXR 

1 

34  006 
69  252 

62  965 

34  006 
138  504 
and  so  on,  to 
3  903  830 

62.91 
256.23 

7  222.09 

0.00185 

2 

0.00370 

62 

0.11470 

2  567  815 

50  529  857 

93  480.24 
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The  total  of  Column  P  is  S.  The  total  of  Column  F  X  ^  is  T. 
R  is  obviously  the  first  item  in  Column  C  X  1^-  ^^  being  constant, 
there  are  as  many  values  of  A  as  there  are  of  C  and  F  yi  R,  for 
each  group  is  checked  by  the  total. 

The  entries  on  Form  154  are  now  completed,  and  the  slips  are 
rearranged  in  ward  groups.  In  the  meantime,  Form  166  has  been 
prepared  to  correspond  with  each  sheet  of  Form  154,  of  which  it  is 
an  extension  applied  to  the  property  to  be  assessed.  Form  166  is 
arranged  alphabetically.  When  complete,  the  sheets  are  paged  con- 
secutively from  the  first  sheet  of  Ward  1  to  the  last  sheet  of  Ward  12. 

The  assessment  is  finally  made  on  Form  151,  there  being  as  many 
sheets  of  this  form  as  there  are  block  numbers  involved  on  the  various 
plates  and  subdivisions  named  on  Form  166. 


Form  154.    11-9-1'jiI-   aM. 

o 


StreeL 


From IJrO.^^  .<:i_^/ 


To. 


)iruX/r/' 


1u 


Tie.gun    k/£Ly~  3  / Finished. 


^Airv^/S 


Length 70  0 Front  age 97^^ 

Trips ^ 


Rate.O  -J  ^  ^     Assessment- 


c5X2.9_ 


o 


lioJju .  0333  ^^-  /3 


standard  size  0;^  by  i  in. 

Fig.  6. 

For  instance,  on  page  720  of  Form  166  there  are  four  blocks  of 
property  containing  lots  to  be  assessed.  There  will  consequently  be 
four  corresponding  sheets  of  Form  151.  These  sheets  are  arranged 
alphabetically  by  plot  names  in  ward  groups,  and  they  are  also  paged 
consecutively. 

Page  1290  (Fig.  4)  is  a  specimen  sheet  whereon  the  seven  lots  in 
the  Auditor's  Sub.  No.  30,  noted  on  the  first  line  of  page  720,  are 
entered  in  detail.  The  1911  assessment  contained  3  472  sheets  of 
Form  151. 
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The  cost  of  making  the  assessment  of  1910  was  a  little  more  than 
:%,  but  City  Railway  complications  raised  this  ratio  to  more  than 

1%  in  1911. 

Early  in  May,  1911,  the  Supreme  Court  of  the  State  decreed  that 
he  St.  Paul  City  Railway  Company  must  at  once  comply  with  the 
Ordinance  of  October,  1909,  requiring  this  company  to  sprinkle  its 
;racks.  As  an  immediate  alternative,  the  company  agreed  with  the 
Commissioner  of  Public  Works  to  pay  the  Sprinkling  Department 
[or  doing  the  work.  The  cost  of  sprinkling  streets  traversed  by  the 
:^ity  Railway  was  to  be  prorated  as  to  time  and  space  from  the 
;otals  of  the  general  assessment  for  the  same  streets.  Form  190 
Tig.  7)  was  provided  for  this  record. 


Form  190  9-19-1911    IM. 


Q  Cost  of  St.Paul  City  Railway  Sprinkling  by  the  City  of  St.Paul,  Minn. 

^  SEASON  OF  1911  ^ 

Street  ^/OZ^UZ^  From     /g-Uyt^^,^  To  /(^//>7^ryT^    ^ 

City  Sprinkling,  Btaun  rUjo^r  3/  Finishedyf'm^  /S"  No.of  Monthsy.S' 
For  City  Ey.Co.  Begun    ki/^  ^  Finishedyj/br-  /.r No.of  Months G  1^ 
Width  of  RooAway  39  Width  of  City  By,  Strir>    /'J 


Time  Ratio     .  6o        Rpcw.e  Eat io^^-^j^J^h^  Assessment  Ratio  .  ^0 
Charge  City  Raihvay  Co._ 'tl.0  9 ^ 


Charge  Abutting  Property ^3.   /3 


Total  Assessment J  J.   Z:^, 


o 


Standard  size  6J^  by  4  in. 

Fig.  7. 


As  soon  as  arrangements  could  be  made,  the  City  Railway  Com- 
pany sprinkled  many  miles  of  its  track  space  with  road  oil. 

The  occasional  itinerary  which  has  been  referred  to  has  proved  to 
be  a  practicable  and  an  excellent  feature.  It  was  called  for  at  irregu- 
lar intervals,  and  the  returns  assisted  in  determining  the  efficiency  of 
both  teamsters  and  inspectors.  Each  teamster  and  inspector  is 
furnished  with  a  specific  route  sheet,  and  the  care  taken  to  equalize 
routes  is  generally  appreciated  and  tends  to  the  good  of  the  service. 
The  routes  as  traveled  are  reported  on  Form  173  (Fig.  8).  They  are 
platted  on  light  blue  prints.     A  summary  is  made  of  the  number  of 
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tanks  of  water  used  and  of  the  feet  of  effective  and  idle  travel  in  a 
half  day.  The  45  sq.  miles  of  sprinkling  area  are  covered  by  34 
tracings  (8i  by  13^  in.)  on  a  scale  of  600  ft.  to  1  in.,  and  from  thes< 
tracings  the  blue  prints  referred  to  are  made  as  required. 

Among  the  many  owners  of  the  50  000  lots,  more  or  less,  assessed,! 
there  are  many  complainants  who  desire  to  know  the  particulars,  andj 
for  the  benefit  of  this  class,  a  special  form  has  been  prepared.     Occa- 
sionally,  a   correction   is   necessary;   there   were   only   twenty   on   the] 
first  assessment  made  under  this  system. 


SPRINKLING 

Form  173  3-29-1910  IJT. 

DEPARTMENT,  St.Paul,  Minn.       g 

Report  on  Team  Rnutp  \n.     1               DlRtrict  Nn.        k) 

K/ayyJl.   7  Z                  /iA£*^>^>^ 

QUAKTEK  TANKS 

Jlin 

~f 

STRKET 

FROM 

TO 

isi'RaTI 

O'CHiCK     ) 

1 

•z 

-i. 

4 

lb 

c 

A.M. 

P.  jr. 

X 

s 

vCU^C^ 

K    (X^n^-     i 

'ytfV^c^f  n 

100 

.(P^A-a.. 

/Qyy^Lcr 

ycAAnyy^j^A 

X 

YM-^ 

'  /k^J?. 

r^trw'-t^-a. 

X 

//o 

J  A        OF 

0          ^r^^yUf 

ir''f^&fic<A^ 

AofT>^Zyr 

X 

y. 

s 

.    ^^^ov^uUa. 

VuU,           y/O^ 

u 

^tWi^^ 

^^e/VMrt^ 

y 

— 

- 

^^ 

— 

XcnAyi/i^ 

Ck/^vcrt^ 

TZz-^nrj'x-^ 

%_ 

"~ 

— 

' 

' 

— 1 

~ 

■>< 

S 

^hd. 

>>v  ^/yu^     J^i 

C^Sft'H'i-^^-^^^v-Vv 

.)ZcU^ 

<^^%^C7 

X 

</ 

a 

Tr 

sped 

w 

Standard  size  8^  bj  6)i  in. 

Fig.  8. 

The  assessment  for  each  ward  is  cross-checked  and  balanced  to  a 
cent.  A  concluding  word  may  be  said  as  to  the  daily  reports,  Form 
150  (Fig.  2).  Each  section  of  street  has  its  trip  number.  The  small 
figures  under  the  trip  numbers  show  the  number  of  trips  actually  made 
for  the  day.  Under  Route  4  it  will  be  noted  that  Trip  No.  31  lacks  the 
sub-number.  The  explanation  immediately  follows.  To  write  "31"  is 
equivalent  to  writing  "Indiana  Avenue,  from  South  Robert  Street  to 
Hyde  Street."  On  May  18th  Trip  No.  31  was  divided.  A  portion  of  it 
(No.  84)  being  transferred  from  Route  4  to  Route  7. 

Each  inspector  keeps  a  consecutive  list  of  last  numbers  in  his 
district,  and  can  thus  assign  a  new  number  when  necessary. 
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DIS  CXJS  S  ION 


S.  Whinery,  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  is  so  in-     Mr. 
teresting  and  valuable  that  the  reader  reaches  its  end  hungry  for  more       ^^^^y- 
information. 

It  is  so  seldom  that  this  branch  of  municipal  work  receives,  from 
city  engineers  and  city  officials,  anything  like  the  attention  it  de- 
serves or  that  is  given  to  other  departments  of  city  work  of  no  greater 
importance,  that  any  one  who  takes  an  interest  in  the  matter  must 
welcome  this  account  of  an  intelligent  and  efficient  organization  for 
street  sprinkling  in  St.  Paul.  It  is  sincerely  to  be  hoped  that  the 
author  will  favor  the  Society  with  another  paper  dealing  with  ex- 
periences and  results.  It  would  be  very  interesting  to  know  about 
the  practical  working  of  the  system,  the  efficiency  attained,  as  com- 
pared with  the  usual  unsatisfactory  organization — or  lack  of  organiza- 
tion— and  the  degree  in  which  the  service  is  successful  in  abating 
the  dust  nuisance  and  in  meeting  the  reasonable  demands  of  the 
public. 

Particularly  would  engineers  be  glad  to  know  the  detailed  cost  of 
the  service,  reduced  to  units  readily  comparable  with  results  in  other 
cities. 

The  writer  would  suggest,  as  the  most  simple  and  satisfactory 
unit  of  quantity,  1  000  sq.  yd.  of  street  sprinkled  once,  and  that  all 
other  elements  of  cost  and  service  be  based  on  this  unit.  The  units 
commonly  used  (where  statistics  are  reported  at  all)  are  often  so 
indefinite  or  general  as  to  be  of  little  use  for  comparison.  Thus, 
the  number  of  miles  of  street  sprinkled  through  the  season  is  of  little 
value  unless  one  knows  the  widths  of  the  streets  and  the  number  of 
times  they  are  sprinkled  daily,  or  rather  the  number  of  times  they  are 
sprinkled  during  the  season. 

The  method  described  for  assessing  the  cost  of  the  service  on 
abutting  property  owners  seems  to  indicate  that  the  width  of  the 
street  is  not  taken  into  consideration.  It  seems  proper  that  this  should 
be  done.  Those  owning  property  on  a  wide  street  certainly  receive 
more  service  than  those  on  a  narrow  street;  and  as  property  on  a 
wide  street  is  usually  more  valuable  than  that  on  a  narrow  street,  the 
owners  might  justly  be  required  to  pay  in  the  ratio  of  the  work  done, 
that  is,  the  area  of  the  street.  To  provide  for  this,  of  course,  would 
introduce  another  factor  into  the  computation  of  the  assessments, 
but  if  the  widths  (or  haK  widths)  of  the  streets  are  known,  the  actual 
work  of  computation  would  not  be  increased  greatly,  though  the  unit 
on  which  the  assessment  is  based  would  be  changed  from  front  feet 
to  square  feet,  or  square  yards. 
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Mr.  It  is  not  stated  how  street  intersections  arc  dealt  with  in  assessing 

the  cost,  thoiip:h  the  inference  that  the  cost  of  sprinkling  intersections 
is  taxed  on  the  property  owners  seems  to  be  warranted ;  nor  is  it 
stated  how  comer  lots,  sprinkled  on  two  sides,  are  assessed. 

As  it  is  stated  that  street  oiling  is  used  to  some  extent,  it  would 
be  interesting  to  know  the  relative  cost,  efficiency,  and  general  merits 
of  oiling  and  sprinkling  in  St.  Paul. 

It  is  not  only  in  St.  Paul  that  stand-pipes  for  supplying  sprinkling 
wagons  are  regarded  as  nuisances.  Their  unsightliness  might  be  over- 
come in  most  locations  by  using  a  valve  and  connection  placed  under 
the  edge  of  the  sidewalk  and  covered  by  a  hinged  plate.  The  chief 
source  of  dissatisfaction  is  usually  the  "sloppiness"  around  these 
stand-pipes.  This  is  chargeable  largely  to  the  carelessness  of  drivers 
in  allowing  the  tanks  to  overflow,  and,  where  the  hose  is  permanently 
connected  to  the  tank,  in  allowing  the  v^ater  contained  in  it  to  waste 
on  the  street  after  it  is  disconnected.  In  this  form  of  connection  the 
trouble  would  be  largely  overcome  if  a  valve  were  placed  at  the  rear 
end  of  the  hose,  and  closed  before  the  hose  is  disconnected  from  the 
hydrant.  Certainly  this  trouble  can  be  overcome  by  the  use  of  appro- 
priate devices  and  reasonable  care  on  the  part  of  the  driver. 

While  in  most  cities  the  municipality  supplies,  free  of  charge, 
the  water  used  for  sprinkling,  and  its  valxie  is  not  charged  to  the 
account,  it  is  very  desirable  that  the  approximate  quantity  and  cost 
should  be  reported,  in  order  that  a  complete  statement  of  cost  per 
unit  area  may  be  deduced.  <^j 

Mr.  A.  H.  Blanchard,  M.  Am.   Soc.  C.  E. — This  paper  brings  to  the 

Bianchard.  attention  of  municipal  engineers  the  value  of  cost  data  and  accurate 
records  of  construction  details.  The  speaker,  however,  only  refers  to 
this  feature  of  the  paper  in  order  to  express  his  appreciation  of  the 
author's  services  in  bringing  before  the  Society  a  comprehensive  plan 
covering  cost  data  and  records  in  a  field  in  which  very  little  work  of 
this  character  has  been  done. 

A  paper  on  the  broad  problems  of  the  economics  of  street  watering 
seems  to  be  opportune.  Up  to  this  time  there  has  been  comparatively 
little  discussion  relative  to  the  efficiency  of  street  watering.  In  con- 
sidering the  problem  from  this  standpoint,  a  question  which  occurs  to 
any  one  interested  in  the  subject  is:  What  are  the  fundamental  rea- 
sons for  sprinkling  streets  with  water?  There  are  engineers  who  claim 
that  the  reason  is  mainly  to  lay  the  dust.  Street  sprinkling,  as 
done  by  these  engineers,  is  used  for  that  purpose  not  only  on  macadam 
roads,  but  on  pavements  of  all  types.  If  pavements  are  properly 
cleaned  (by  methods  which  are  adaptable  in  practically  all  American 
cities),  is  there  any  necessity  to  sprinkle  them  to  lay  the  dust?  The 
answer  is  in  the  negative,  because,  with  a  proper  system  of  street 
cleaning,  dust  should  not  exist  in  such  quantities  as  to  require  any 


DISCUSSION  ON  STREET  SPRINKLING  89 

process   of   dust  laying.      The   question   of   laying   dust   on   macadam        Mr. 
roads   naturally   brings   up   for   consideration   the   relative   economics     ^"^  ^^  ' 
by  watering  and  by  other  methods  which  have  come  into  use  within  the 
past  decade.     This  feature  will  not  be  considered  by  the  speaker,  as 
it  has  formed  the  subject  of  many  discussions  before  this   Society.* 

Another  reason  advanced  by  some  municipal  engineers  is  that  street 
watering  materially  cools  the  atmosphere.  These  engineers,  however, 
use  street  sprinkling  methods  from  the  middle  of  April  to  the  middle 
of  October.  It  is  doubtful  if,  in  the  majority  of  cities,  engineers  could 
state  conscientiously  that  it  is  necessary  to  cool  the  atmosphere  dur- 
ing two-thirds  of  the  time  when  streets  are  watered.  It  would  be  of 
material  value  if  a  series  of  experiments  should  be  undertaken  to 
determine  how  much  the  atmosphere  is  cooled  within  a  certain  reason- 
able distance  above  the  pavement  and  on  adjoining  property  by  street 
sprinkling  with  water.  G.  A.  Soper,  M.  Am.  Soc.  C.  E.,  who  has 
spent  considerable  time  in  investigating  the  subject,  is  particularly 
positive  in  the  statement  that  no  cooling  effect  is  appreciable.  Al- 
though it  is  admitted  by  many  that  it  may  not  be  appreciable  from 
the  standpoint  of  the  actual  temperature,  it  is  believed,  however,  that 
on  macadam  roads,  under  certain  local  conditions,  there  is  a  cooling 
effect — at  least  mentally.  One  excellent  example  of  this  effect  is  seen 
in  the  method  used  in  Monte  Carlo.  Although  the  macadam  roads 
of  the  Principality  of  Monaco  are  rendered  dustless  in  the  main  by 
the  use  of  bituminous  materials,  in  the  instance  of  the  light-colored 
limestone  macadam  roads  in  the  vicinity  of  the  Casino,  surrounding 
the  beautiful  gardens  laid  out  in  front  of  that  magnificent  yellow 
limestone  building,  the- streets  are  watered  not  only  to  give  the  effect 
of  coolness,  but  also,  from  the  esthetic  standpoint,  in  order  that  the 
limestone  macadam  thus  treated  will  harmonize  with  the  beautiful 
buildings  and  residences  which  border  these  boulevards. 

A  third  reason  which  has  been  advanced  by  some  engineers  is  that 
street  watering  serves  to  clean  the  streets.  The  speaker  does  not  be- 
lieve that  it  is  a  question  for  consideration  whether  street  sprinkling 
properly  conducted  does  or  does  not  clean  the  streets.  Certainly, 
it  is  usually  impracticable  to  clean  macadam  roads  by  watering  with- 
out the  creation  of  mud  or  the  disintegration  of  the  surface.  With 
the  figures  at  hand,  it  certainly  is  not  economical  to  clean  pavements 
by  street  sprinkling  when  they  are  used  under  conditions  for  which 
they  are  suitable  and  economical. 

C.  L.   Annan,  M.   Am.   Soc.   C.  E.    (by  letter). — In   reply  to  Mr.    Mr. 
Whinery,  the  following  statement  of  unit  costs  is  presented: 

Total  travel  of  80  teams  per  day 5  248  000  lin.  ft. 

Total  effective  travel  (76%) 3  883  520     "      " 

Total  area  (width  of  spray,  22  ft.) 9  493  050  sq.  yd. 

*  Transacfionn,  Am.  Soc.  C.  E.,  Vol.  I-XV,  pages  462  to  466,  and  Vol.  LXXIII,  pages  33  to  48. 
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Mr.  Daily  expense: 

Annan. 

80  teams  @  $100  per  month $267 

10  inspectors  @  $75  per  month 25 

Stand-pipe  repairs,  average 15 

Sprinkler  "  "       13 

2  000  000  gal.  water  @  $90 180 

Total    $500 

Consequent  cost  of  sprinkling  1  sq.  yd.  once.   0.00527  cent. 
Average  cost  of  sprinkling  1  sq.  yd.  four  times 

per  day  for  210  days 4.4  cents. 

During  the  summer  of  1910,  80  000  gal.  of  a  45%  liquid  asphalt, 
heated  to  150°  Fahr.,  were  applied  to  300  000  sq.  yd.  of  macadam  sur- 
face, the  cost  per  square  ya.rd  being  as  follows: 

Cleaning  street  surface 0.35  cent. 

Koad  oil 1.00      " 

Application    0.15      " 

Total    1.5     cents. 

Three  applications  would  be  required  for  the  full  season,  which 
would  make  the  cost  practically  the  same  as  for  water  sprinkling. 

There  was  much  opposition  and  complaint  of  damage  and  annoy- 
ance by  residents  along  the  smeared  streets,  however,  and,  furthermore, 
as  the  oil  dried  out,  it  left  the  street  surface  in  a  badly  disintegrated 
condition.  During  the  following  year  a  20%  oil  was  used.  No  heating 
was  required;  and  three  applications  were  sufficient  for  the  season. 
The  surface  damage  was  less,  but  the  popular  outcry  was  not  much 
abated. 

In  making  the  assessment,  the  factor  of  street  widths  is  provided 
for  in  the  trip  element.  Three  trips  are  necessary  to  cover  some  wide 
streets;  one  trip  suffices  for  a  narrow  street.  The  same  frontage  is 
assessed  three  times  as  much  in  one  case  as  in  the  other,  as  a  trip 
is  a  single  line  of  travel  in  one  direction. 

The  total  cost  of  the  season's  sprinkling  is  prorated  to  the  front- 
age participating.  The  law  provides  that  10%  of  this  cost  may  be  for 
equipment.  The  sprinkling  of  street  intersections  must  also  be  regarded 
as  a  general  charge,  as  there  is  no  provision  for  payment  otherwise. 
The  law  has  also  been  construed  to  prohibit  rebates  for  corner  lots 
abutting  on  two  sprinkled  streets. 

The  matter  of  the  concealed  hydrant  received  attention  early  in 
1910.  Neither  of  the  two  eastern  manufacturers  approached  could 
furnish  just  what  was  wanted,  and  it  was  late  in  the  season  before 
the  desired  article  was  obtained.  In  the  meantime,  the  conclusion  had 
been  reached  that  the  main  objection  to  the  stand-pipe  is  not  its  un- 
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lightly  appearance.     The  ungainly  sprinkler  itself  is  no  more  esthetic,     Mr. 
)ut  worst  of  all  is  the  faithful  but  inconsiderate  horse  at  his   5  to 
LO-min.  stands. 

The  teamster  would  view  the  innovation  with  no  favorable  eye. 
Se  would  consider  it  a  hardship  to  be  forced  to  descend  and  climb 
igain  whenever  he  filled  his  tank,  to  say  nothing  of  lifting  the  hydrant 
3over  off  and  putting  it  on,  and  of  stowing  his  loaded  hose.  The 
lew  hydrant  was  never  put  in. 

The  mud  at  the  base  of  the  stand-pipe,  of  course,  must  be  eliminated 
IS  soon  as  possible  by  draining  and  paving,  to  insure  the  departure 
)f  a  free  tank. 

When  the  St.  Paul  pavements  are  bare  in  freezing  weather  they 
ire  sprayed  with  calcium  chloride  (1  lb.  per  gal.)  dissolved  with  a 
steam  jet. 

The  following  figures  are  approximately  correct  for  a  period  of 
J  weeks  in  December,  1910: 

27  tons  calcium  chloride  @  $14 $378 

8  tons  coal  @  $4.75 38 

4  teams,  18  days,  @  $4 288 

3  men,  18  days,  @  $2 108 

Total    $812 

At  intervals  during  the  period,  100  000  sq.  yd.  of  pavement  were 
created. 

Mr.  Blanchard  asks :  "If  pavements  are  properly  cleaned,  *  *  * 
!s  there  any  necessity  to  sprinkle  them  to  lay  the  dust?  The  answer 
s  in  the  negative     *    *     *." 

Another  answer  is  that  the  use  of  methods  commonly  considered 
effective  does  not  down  the  demon  "dust."  Until  perfection  of  method 
?an  be  more  nearly  reached,  a  little  water  must  be  used  here  and  else- 
vhere.  Hand  sweeping  by  day  and  power  flushing  by  night  and  day 
io  not  hold  dust  in  subjection.  It  is  unceasingly  making.  It  is  tracked 
md  blown  in  from  adjoining  unpaved  streets,  and  arises  from  the  sites 
)f  building  operations.  Whatever  the  theory,  the  condition  must 
DC  met. 

A  light  oil,  especially  designed  for  use  on  pavements,  was  tested 
ast  year  on  asphalt,  brick,  and  stone  surfaces  in  St.  Paul,  but  with 
unsatisfactory  results. 

The  vacuum  cleaner  may  eventually  do  away  with  the  use  of  the 
universal  solvent,  but  it  will  be  necessary  to  apply  it  to  the  sidewalks 
is  well  as  the  roadways,  and  even  then  will  it  get  the  impalpable, 
larassing  dust  emanating  from  all  sources  of  friction  in  the  busy  life 
3f  a  city's  streets? 
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Paper  No.   1242 

CONSTKUCTION  OF  A  HIGH-SERVICE  RESERVOIR 
AT  BALTIMORE,  MD.* 

By  p.  a.  Beatty,  M.  Am.  Soo.  C.  E. 


The  new  high-service  reservoir,  Lake  Ashburton,  constructed  by 
the  Water  Department  of  Baltimore  in  1908-10,  is  on  a  site  near  the 
intersection  of  Slingluff  Avenue  and  Liberty  Road,  and  only  a  short 
distance  west  of  the  "Western  Maryland  Railroad.  The  spot  selected 
is  between  two  low  spurs  which  run  eastward  from  a  plateau,  about 
450  ft.  above  mean  tide,  and  terminate  in  the  low  ground  at  Pecks 
Run.  Between  these  spurs  there  flowed  a  small  stream,  Williams  Run, 
carrying  the  cesspool  overflow  from  a  small  suburban  development  and 
the  storm-water  flow  from  a  few  hundred  acres. 

Sub-surface  investigations  indicated  that,  underlying  a  foot  of 
top  soil,  there  was  a  stratum  of  clay,  from  1  to  4  ft.  in  thickness, 
beneath  which  the  formation  consisted  of  "rotten  rock"  (a  decomposed 
serpentine)  of  varying  depth,  blanketing  and  lying  between  ledges  of 
semi-decomposed  rock  and  hard  serpentine,  more  or  less  shattered, 
and  with  occasional  nests  of  boulders.  A  portion  of  the  site  which 
was  in  timber  was  cleared  and  grubbed  under  a  separate  contract. 

The  work  to  be  done  consisted  of  the  construction  of  an  earthen 
dam,  and  the  excavation  of  a  basin,  with  appurtenant  structures;  and 
also  the  construction  of  a  concrete  storm-water  sewer  for  the  diversion 
of   Williams  Run. 

*  Presented  at  the  meeting  of  October  16th,  1912. 
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The  work  was  let  on  a  unit  price  basis,  the  reservoir  work  to  Lane 
Brothers  Company  and  Jones,  of  Altavista,  Va.,  and  Baltimore,  the 
time  being  limited  to  400  working  days;  and  the  diversion  sewer  to 
C.  B.  Clark  and  Company,  a  local  firm,  the  limit  being  200  work- 
ing days.  In  the  ten  bids  received  for  the  construction  of  the  reservoir, 
the  total  prices  ranged  from  $494  810  to  $837  241,  and  the  working  time 
from  200  to  700  days.  In  the  thirteen  bids  received  for  the  construc- 
tion of  the  diversion  sev^^er,  the  total  prices  ranged  from  $33  572  to 
$73  986,  and  the  working  time  from  100  to  650  days. 

Except  for  some  topographical  modifications,  the  work  was  com- 
pleted substantially  as  laid  out  originally.  Between  the  Western  Mary- 
land Railroad  and  Ninth  Street  the  grade  of  Liberty  Road  was  raised, 
and  Slingluff  Avenue  was  brought  to  the  grade  of  Liberty  Road  on  a 
curved  fill  with  a  4%  grade.  This  necessitated  the  construction  of  a 
6  by  6-ft.  box  culvert,  the  extension  of  the  diversion  sewer  98.3  ft., 
caring  for  the  flow  from  an  existing  box  culvert,  and  the  construction 
of  a  9i-ft.  arch  culvert  240  ft.  long  to  carry  Pecks  Run.  The  latter 
was  built  by  the  Baltimore  Sewerage  Commission.  These  modifications 
are  shown  on  Plate  VII,  which  covers  the  work  as  completed. 

The  original  plans  provided  for  a  dam  to  be  built  in  6-in.  lifts, 
thoroughly  rolled,  and  for  a  reinforced  concrete  diaphragm  against  the 
outer  wall  of  the  cut-off  trench,  the  trench  to  be  back-filled  with  rolled 
or  rammed  clay.  The  former  was  changed  to  a  fill  deposited  under 
water;  the  diaphragm  in  the  cut-off  trench  was  eliminated,  and  the 
trench  was  back-filled  with  clay,  deposited  under  water. 

Ground  was  broken  on  July  6th,  1908.  The  soil  within  the  basin 
area  was  removed  with  wheeled  scrapers  and  stored  along  the  margins 
of  the  Water  Board's  property  where  convenient,  after  which  the  clay 
was  similarly  removed  and  stored  near  the  soil  banks,  or  within  the 
basin  area,  adjacent  to  the  cut-off  trench.  Meanwhile,  that  portion 
of  the  dam  site  which  lay  in  the  valley  was  being  cleared  of  boulders 
and  stripped  of  loam,  roots,  muck,  etc.,  this  waste  material  being 
deposited  beyond  the  toe  of  the  dam  proper,  and  in  the  base  of  the 
East  Drive  fill.  Several  small  springs,  discovered  near  the  bottom  of 
the  valley  in  the  dam  foundation,  were  led  beyond  the  toe  in  blind 
drains. 

Williams  Run  was  diverted  at  the  point  where  it  crossed  Contour 
320,   and  was  carried   along  the  side  of  the  south  spur,  crossing  the 
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dam  site  at  Elevation  315,  being  conducted  over  the  cut-off  trench  in' 
a  4  by  4-ft.  box. 

The  cut-off  trench  vras  excavated  with  plows  and  scrapers,  and  with! 
carts  on  the  hillsides  where  it  could  be  benched,  derricks  being  set  up! 
to  cover  the  work  as  the  excavation  deepened.  The  material  through 
which  the  trench  was  sunk  consisted  of  rotten  rock,  semi-decomposed 
rock,  hard  seamy  rock,  and  hard  serpentine  ledges.  At  one  point  there 
was  a  mass  of  boulders,  many  of  them  containing  1  cu.  yd.  or  more, 
extending  from  the  surface  to  bed-rock  and  bedded  in  a  matrix  of  gray, 
fully  decomposed  rock.  On  the  north  side,  the  trench  cut  a  dike  of 
felsite,  which  crossed  it  nearly  at  right  angles,  was  about  18  ft.  thick 
between  nearly  vertical  faces,  and  extended  from  the  surface  to  the 
bottom  of  the  trench,  about  62  ft.  deep  at  this  point. 

When  bed-rock  was  reached,  it  was  found  to  be  more  or  less  seamy 
in  places,  making  it  necessary  to  continue  the  excavation  until  the 
conditions  became  satisfactory.  Very  little  water  was  encountered 
at  any  point,  the  few  small  springs  exposed  being  led  to  2-in.  stand- 
pipes  through  smaller  pipe  connections,  and  these  stand-pipes  were 
ultimately  grouted.  The  average  depth  of  the  trench  was  40  ft.,  the 
length  2 100  ft.  The  timbering  consisted  of  2  by  10-in.  sheeting, 
6  by  8-in.  rangers  4  ft.  6  in.  from  center  to  center,  and  6  by  8-in. 
braces  8  ft.  apart. 

In  August  a  shovel  was  placed  in  Eleventh  Street,  and  the  fill  at 
Williams  Run  was  made.  The  water  was  allowed  to  pool  to  a  depth 
of  about  10  ft.  on  the  upper  side,  and  was  carried  thence  through  two 
lines  of  18-in.  pipe  through  the  south  end  of  the  fill.  Later,  the  pool 
was  filled  from  the  Eleventh  Street  cutting.  When  the  run  was 
finally  diverted  through  the  sewer,  the  pipes  were  followed  into  the 
fill  and  removed  as  far  as  practicable;  they  were  then  plugged  with 
concrete,  and  a  mass  of  clay  was  tamped  into  the  excavation.  An 
excavation  was  made  afterward  in  the  fill  to  the  west  of  Eleventh 
Street,  and  a  sub-drain  was  laid  in  a  shallow  trench  in  the  original 
soil,  well  surrounded  with  broken  rock,  the  purpose  being  to  prevent 
the  collection  of  a  pool  of  stagnant  water  in  the  fill  and  the  attendant 
danger  of  pollution  of  the  water  in  the  reservoir. 

Eleventh  Street  being  completed,  the  shovel  was  removed  to  the 
basin  and  began  work  on  the  north  side,  following  down  the  slope  with 
a  series  of  curved  cuts  until  Elevation  355  was  reached,  where  a  15-ft. 
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)erni  was  left;  thence,  the  shovel  followed  the  slope  and  shape  of  the 
reservoir  to  the  bottom,  at  Elevation  320,  after  which  successive 
parallel  cuts  were  made  until  the  cutting  of  Shovel  No.  2  was  joined. 

Before  the  dam  site  was  prepared  for  rolling,  this  shovel  stored 
select  material  on  the  hillside  immediately  east  of  the  cut-off  trench, 
the  random  rock  and  earth  being  deposited  in  the  base  of  the  driveway- 
fill,  and  tracks  being  laid  across  the  valley  on  an  embankment  which 
had  been  built  with  carts. 

On  the  north  side,  the  first  layout  of  tracks  from  the  shovel  ran 
eastward  on  a  descending  grade  on  the  hillside,  crossing  the  cut-off 
trench  on  a  bridge,  and  curved  northward  through  a  shallow  cut  in 
the  end  of  the  spur  to  a  switchback  near  the  intersection  of  the  north 
boundary  line  with  Contour  315,  from  which  the  cart  fill  just  men- 
tioned was  reached  by  a  sharply  falling  grade.  As  this  fill  increased 
in  height,  the  grade  of  the  switchback  became  flatter  and  ultimately 
was  reversed,  giving  a  steep  grade  from  the  switchback  to  the  dam. 
It  was  then  abandoned,  and  the  tracks  were  laid  as  shown  on  Plate 
VIII. 

As  the  shovel  descended  the  slope,  switchbacks  were  necessary  to 
get  the  spoil  out  of  the  basin.  Plate  VIII  shows  the  loading  track 
running  to  a  switchback  in  the  eastern  end  of  the  basin,  from  which 
the  running  track  ascends  the  slope  westward  to  a  second  switchback 
at  the  west  end,  at  Elevation  350;  thence  it  ran  eastward,  crossing  the 
berm  and  curving  northward  on  a  descending  grade  to  Liberty  Road. 
Near  the  water  tank.  Track  "C"  curved  around  the  inner  slope  of  the 
dam.    A  second  track,  "A,"  gave  access  to  the  outer  slope. 

Plate  VIII  shows  the  Liberty  Road  and  Gittings  fills  completed, 
and  the  Slingluff  Avenue  fill  nearly  finished,  with  the  dam  brought  to 
Elevation  345. 

Shovel  No.  2  was  started  at  Contour  320  on  the  south  side,  having 
first  made  a  cut  through  the  south  spur  immediately  east  of  the  gate- 
house site,  through  which  a  running  track  was  laid.  In  the  first 
position,  with  the  shovel  and  loading  track  on  the  reservoir  floor,  the 
track  reached  the  cut  east  of  the  gate-house  by  an  ascending  grade, 
from  which  point,  with  a  descending  grade,  it  curved  around  the  end 
of  the  spur  and  reached  the  dam  through  the  East  Drive  cut. 

A  switchback,  near  the  south  boundary  line,  gave  access  to  the  fill 
on   the  Park   Board's   property  south   of  the  gate-house.     With  this 
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location  of  the  tracks,  the  dam  was  brought  to  Elevation  300,  and  tl« 
first  lift  of  the  fill  on  the  Park  Board  land  was  made.  Two  reloca- 
tions of  tracks  were  necessary,  the  last  being  that  shown  on  Plate 
VIII,  from  which  position  the  dam  and  the  last  lift  of  the  Park  fill 
were  completed,  and  the  fill  for  Powhatan  Drive  was  made.  The  last 
relocation  was  made  when  Shovel  No.  2  was  moved  from  the  floor  of 
the  basin  to  the  top  and  began  to  work  down  the  slope,  which  waa 
rendered  necessaiy,  in  part,  by  the  scarcity  of  proper  material  for 
construction  in  the  lower  cut. 

Plate  VIII  shows  that  Shovel  No.  2,  having  worked  down  the  slope 
is  again  on  the  reservoir  floor,  removing  the  long,  narrow  ridge  betwee 
the  foot  of  the  slope  and  the  previous  cutting.  The  track  runs  from 
the  shovel  to  a  switchback  near  the  west  end  of  the  basin  at  Elevation 
340,  thence  eastward  along  the  slope  to  a  point  near  the  gate-house, 
where  it  bifurcates,  one  branch  being  continuous  with  Track  "A" 
from  the  north  side,  the  other,  "B,"  lying  between  "A"  and  "C." 
"A"  is  in  position  for  raising  an  outer  embankment  of  random  rock 
and  earth;  "C"  can  place  either  "rock  lining"  or  clay;  while  "B"  is 
just  completing  a  lift  of  select  material.  The  fill  on  the  Park  land 
is  shown  as  completed,  the  terraces  indicated  by  the  contours  being 
dressed  to  a  regular  slope  later. 

The  necessity  of  getting  out  certain  classes  of  material  as  they 
were  needed  required  considerable  moving  of  the  shovels  back  and 
forth,  but  less,  on  the  whole,  than  might  have  been  expected,  as  it 
was  usually  possible,  by  careful  planning,  to  have  the  shovels  working 
in  the  materials  needed,  and  thus  very  little  time  was  lost. 

The  total  quantity  removed  from  the  basin  below  the  clay  was 
582  458  cu.  yd.,  of  which  161307  cu.  yd.  were  earth,  98  752  cu.  yd. 
were  loose  rock,  and  322  399  cu.  yd.  were  solid  rock.  The  only  unusual 
features  connected  with  the  construction  were  the  methods  used  on  the 
dam  and  the  cut-off  wall.  A  short  description  of  the  excavation  of  the 
trench  for  the  cut-off  wall  has  been  given.  When  the  question  of  the 
elimination  of  the  reinforced  concrete  diaphragm  was  taken  up,  a 
series  of  experiments  was  undertaken  with  rammed  clay  and  clay 
deposited  in  water.  Clay  and  rotten  rock,  rammed  in  cylinders  and 
placed  under  water  pressure,  were  tested  for  penetration.  When  com- 
pressed in  cylinders,  under  a  pressure  of  150  lb.  per  sq.  in.,  the  clay 
weighed  131.6  lb.  and  the  rotten  rock  129  lb.  per  cu.  ft. 


t'Ui.  i—CuT-OFF  Trench  at  Inner  Toe  of  Dam,  Looking  North. 


5S- 
Now,  20.03 


Pig.    2. — Looking   Norti-i   Over   Random   Rock    Section    of    Dam    Foundation. 
To  Left,    Embankment  at  Toe  of  Select   Section.     To  Right,   Em- 
bankment on  East  Driveway  Fill.     Depression  to  be   Flooded 
and  Filled  with  Random  Rock  and  Earth. 
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Several  9  by  12-in.  boxes,  8  ft.  long,  constructed  so  that  the  sides 
could  be  removed  by  loosening  nuts  and  rods,  were  placed  on  end  and 
filled  with  water.  Clay  was  shoveled  into  some  of  these,  and  rotten 
rock  into  others,  and  some  were  filled  with  mixtures  of  the  two  in 
rarying  proportions.  In  several  of  the  boxes  a  number  of  clods  and 
lumps  of  clay  and  rotten  rock  were  placed.  About  two  weeks  later, 
the  sides  of  the  boxes  were  removed  and  the  contents  examined,  and 
found  to  be  compact  and  homogeneous,  the  clods  having  fused  with  the 
surrounding  material  and  practically  disappeared.  The  material  was 
:ompact  and  tough,  and  only  slightly  damp.  The  clay  weighed  125  lb. 
md  the  rotten  rock  118  lb.  per  cu.  ft.  This  material  had  been  sub- 
jected to  no  extraneous  pressure;  in  the  dam,  the  weight  would  cer- 
:ainly  be  very  much  greater,  owing  to  the  pressure  exerted  by  the 
mperincumbent  material. 

A  section  of  the  trench  having  been  completed,  several  feet  of  clay 
;vere  rammed  into  it  in  3-in.  layers,  a  picked  foreman  having  charge 
3f  this  work.  It  presented  a  good  appearance,  and  seemed  to  be  quite 
solid.  Several  20-ft.  lengths  of  2-in.  pipe  were  then  set  vertically  at 
various  points,  their  lower  ends  being  deeply  sunk  in  the  clay  (which 
was  firmly  rammed  around  them).  Then  these  pipes  were  filled  with 
water.  The  water  usually  forced  its  way  to  the  surface  around  the 
3ipes,  but  in  several  cases  found  lines  of  weakness  in  the  clay  and 
ippeared  several  feet  away.  Several  pits  were  also  sunk  in  the  clay 
nid  filled  with  water;  two  or  three  of  these,  placed  directly  beneath  the 
►races,  leaked,  showing  that  the  ramming  was  imperfect  at  these  points. 
Phis  led  to  the  conclusion  that  satisfactory  results  could  not  be  obtained 
)y  ramming.  The  cost  of  this  work  was  87.4  cents  per  cu.  yd.  It 
vas  then  decided  to  fill  the  trench  with  clay  deposited  in  water,  using 
'■  certain  percentage  of  rotten  rock  where  practicable,  care  being  taken 
o  insure  thorough  mixing. 

It  was  impracticable  to  remove  the  sheeting,  but  every  fifth  or 
ixth  plank  was  cut  away  as  the  clay  arose,  permitting  the  puddle  to 
ill  the  spaces  between  the  planking  and  the  trench  walls.  Heavy 
erticaJ  timbers  were  placed  at  short  intervals  and  braced  hard  against 
he  rangers.  The  lower  rangers  were  held  by  the  cantilever  ends  of 
he  verticals,  and  the  original  bracing  was  remoA^ed  as  the  clay  reached 
t.  Usually,  two  sets  of  cross-braces  were  removed  before  the  verticals 
rere  shifted.     When   the   clay  neared   the  third   set,   the  jack-braces 
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Fig. 


4. — Looking  Eastward  from  Northwest  Corner. 

North   Shovel. 


Terraced  Cutting  by 


Fig.  5. — Lining  with  Clay.     Track  on  Completed  Lift  of  Select  Section. 

Background,   Next   Lift   of   Random   Rock.      To   Left,    Reservoir 

Floor,  Elevation   320. 
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Fig.  6. — Dressing  Inner  Slope  of  Dam.    The  Additional  Material  Reinforc- 
ing THE  Rock  Lining  Against  Slipping  Can  be  Seen  Distinctly. 


i'lG.  7. — Looking  Westward  from  Dam.     Lock-Joint  Influent  Pipe  in  Center. 


I 


BALTIMORE   HIGH-SERVICE   RESERVOIR  105 

«rere  eased  oft'  and  the  verticals  were  lifted   and  rebraced,   auxiliary 
)races  being  placed  where  required  during  this  change. 

Through  the  deeper  part  of  the  trench  a  concrete  toe-wall  had  been 
placed.  This  contained  the  drainage  pipes  from  the  springs,  leading 
;o  the  stand-pipes.  This  wall  was  not  carried  the  entire  length  of  the 
trench,  the  irregularity  of  the  bottom  seeming  to  form  a  sufficient 
jobstruction  to  the  passage  of  the  water. 

i  In  placing  the  clay,  picked  foremen  were  employed,  and  they  were 
constantly  supervised  by  the  inspectors.  Care  was  taken  to  remove  all 
foreign  matter,  and  lumps  were  broken  to  the  size  of  an  orange,  all 
stones  of  greater  size  being  rejected.  The  shovelers  were  directed  to 
oast  the  clay  and  rotten  rock  so  that  it  would  scatter  in  falling. 

When  rotten  rock  was  accessible,  from  40  to  50%  was  used.  It  was 
cast  in  from  one  side  while  the  clay  was  being  cast  in  from  the  other. 
The  desired  proportions  were  obtained  by  regulating  the  number  of 
shovelers  on  each  class  of  material. 

The  water  was  usually  about  4  ft.  deep  at  the  beginning  of  each 
lift,  and  the  casting  was  stopped  when  the  clay  was  within  about 
1  ft.  of  the  surface  of  the  water.  Fine  roots,  chips,  cinders,  etc., 
not  noticeable  in  the  clay,  floated  to  the  surface,  and  were  kept 
skimmed  off. 

As  the  puddle  reached  the  ground  surface  in  the  lowest  part  of  the 
valley,  clay  bulkheads,  several  feet  in  height,  were  built  across  the 
trench,  water  was  turned  in,  and  a  new  lift  was  begun.  In  this  way 
the  puddle  was  carried  up  the  hillsides  in  successive  terraces,  filling 
the  trench  to  the  surface  throughout.  Very  little  trouble  was  ex- 
perienced from  the  slipping  of  these  dry  clay  bulkheads,  although 
founded  on  freshly  puddled  clay;  there  was  usually  some  movement, 
accompanied  by  a  slight  heaving  of  the  clay  below  the  bulkhead,  but 
t  was  so  small  that  it  was  of  no  consequence.  The  city  paid  25  cents 
per  cu.  yd.  for  the  clay  thus  deposited,  which  covered  all  charges  from 
:he  storage  pile  to  its  place  in  the  trench,  and  the  placing  and  removal 
Df  the  timbering  rendered  necessary  by  this  method.  The  clay  settled 
about  2  ft.  in  two  or  three  months,  but  little  settlement  took  place 
thereafter.  Investigations  made  several  months  later  showed  that  the 
3lay  was  compact,  firm,  and  slightly  moist  at  a  depth  of  7  ft.  below  the 
3urfa.ce. 

The  first  fill  across  the  valley  was  at  the  toe  of  the  East  Drive, 
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and  was  made  with  carts;  on  this  a  track  was  laid,  connecting  with 
the  switchback  on  tlie  north  side,  and  later  joining  the  track  from 
Shovel  No.  2,  passing  through  the  cut  on  the  East  Drive  south  of 
the  dam. 

A  second  embankment  was  built  across  the  valley  at  the  line  ol 
junction  of  the  select  and  random  rock  sections,  and  Williams  Run 
was  turned  into  the  depression  thus  caused,  forming  a  pool,  into  which 
the  random  rock  and  earth  were  dumped. 

There  was  not  enough  earth  in  the  filling  material  to  make  an 
impervious  embankment,  nor  was  this  desired,  the  intention  being  to 
obtain  a  compact  but  somewhat  pervious  fill,  which  would  allow  the 
escape  of  any  water  percolating  through  the  select  section  of  the  dam. 
This  method  was  followed  on  the  random  rock  section  until  the  narrow- 
ing of  the  dam,  as  the  height  increased,  rendered  it  impracticable. 

The  question  of  building  the  entire  dam  by  depositing  the  materials 
in  water  had  been  under  discussion  for  some  time,  and  it  was  finally 
decided  to  adopt  this  method,  the  contractors  making  a  satisfactory 
rebate  on  the  cost  of  this  portion  of  the  work.  It  was  expected  that 
the  principal  difficulties  would  be  the  placing  of  the  materials  under 
water  in  their  designated  positions  and  the  preservation  of  the  proper 
slope  on  the  inner  side. 

The  following  method  was  adopted :  The  inner  slope  of  the  random 
rock  section  was  given  a  lining  of  select  material  dumped  from  cars, 
to  prevent  the  escape  of  water  from  the  proposed  pool;  and  a  narrow 
embankment  was  built  across  the  valley  just  outside  of  the  cut-off 
trench,  to  prevent  the  water  from  entering  the  latter. 

This  basin  was  then  flooded,  and  select  material  was  dumped  along 
the  outer  edge  of  the  pool,  the  track  being  thrown  inward  as  the  fill 
widened.  The  tracks  had  to  be  kept  2  ft.  or  more  above  the  surface 
of  the  water,  the  fill  showing  a  tendency  to  slip  out,  particularly 
where  the  water  had  considerable  depth,  and  the  submerged  portion 
took  a  very  flat  slope,  the  finer  portions  of  the  select  material  running 
far  ahead  and  forming  a  bed  of  mud,  in  which  the  solid  materials 
were  thoroughly  bedded. 

This  tendency  of  the  toe  to  advance  had  to  be  watched  carefully, 
in  order  to  prevent  it  from  encroaching  on  the  clay  section,  a  difficulty 
which  was  overcome  later  by  raising  a  low  ridge  of  clay  on  the  line 
between  the  select   and   clay  sections.     A  surprising  quantity  of  air 
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Fig.  8. — Swale  and  Berm  at  Elevation  355.     Dam  in  Background. 


Fig.   9. — Looking  Southwabd  Across  Basin.     Dam  and  Gate-House  in 

Background. 
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seemed  to  be  entrained  in  the  select  material,  and  somewhat  less  in 
the  clay.  That  this  was  expelled  at  an  early  date  seems  conclusive,  in 
view  of  the  small  amount  of  settlement  in  the  finished  structure. 

The  clay  having  reached  the  top  of  the  cut-off  trench,  a  wooden 
bulkhead  was  erected,  12  ft.  from  its  inner  edge,  on  the  line  of  the 
proposed  extension  of  the  clay  above  the  ground  surface  and  the  fill 
inside  of  the  dam,  which  was  being  placed  to  bring  the  floor  of  the 
reservoir  to  Elevation  320. 

A  trench  was  excavated  to  a  depth  of  several  feet,  in  which  a 
continuous  sill  piece  was  laid,  to  which  posts,  6  ft.  from  center  to 
center,  were  fastened  with  ^-in.  iron  pins  passing  horizontally  through 
both  posts  and  stringers.  The  posts  were  braced  in  a  vertical  position, 
and  the  trench  was  packed  with  rock.  To  these  posts  2-in.  planks  were 
spiked  as  the  fill  was  raised. 

The  first  lift  of  the  select  section  having  reached  the  clay  line, 
clay  was  brought  from  the  storage  banks,  being  loaded  on  the  trains 
with  scrapers  by  means  of  a  trap.  This  clay  was  dumped  on  the  edge 
of  the  select  embankment  and  cast  into  the  water,  the  same  care 
being  taken  as  in  filling  the  cut-off  trench,  the  limit  of  the  clay  puddle 
being  the  bulkhead. 

Meanwhile,  the  random  rock  and  earth  section  had  been  started  on 
the  next  lift  and  lined  as  before  to  form  the  outer  embankment  of  the 
next  pool,  the  depression  was  again  flooded,  and  the  foregoing  opera- 
tions were  repeated.  There  was  considerable  difliculty  in  keeping  the 
bulkhead  standing,  but  it  was  accomplished  by  judicious  dumping  on 
the  inside  to  counterbalance  the  pressure  of  the  clay.  These  opera- 
tions were  repeated  on  each  lift. 

Above  Elevation  320  it  became  necessary  to  raise  an  embankment 
on  the  inner  as  well  as  on  the  outer  side,  on  a  3 : 1  slope,  to  conform 
to  the  profile.  For  this  purpose,  the  best  rock  that  the  shovels  could 
reach  was  used  to  form  the  "rock  lining,"  the  first  lift  being  deposited 
at  the  intersection  of  the  3 :  1  slope  with  the  floor  at  Elevation  320, 
and  reaching  from  hill  to  hill.  This  embankment  was  5  ft.  high,  and 
just  sufficiently  broad  on  top  to  hold  a  track.  A  light  blanket  of  clay 
was  dumped  on  the  pool  side  and  a  new  pool  was  formed.  Water  was 
delivered  to  the  dam  site  by  a  6-in.  main  connected  with  the  city 
supply.  From  this  elevation  up  the  pools  were  usually  3  or  4  ft.  deep, 
the  lifts  being  about  5  ft.     Each  successive  lift  of  rock  lining  over- 


IK'  liu.Ti  MOCK  mdir-sKifvici;  i.'i:si;i;\()ii{ 

lapped  the  cloy  sufficiently  to  give  the  required  slope,  and  this  opera- 
tion was  repeated  until  the  top  of  the  dam  was  reached. 

In  order  to  insure  a  tight  job  at  the  gate-house,  the  space  between 
the  walls  of  the  foundation  pit  and  the  concrete  was  filled  with  clay 
puddle,  and  a  mass  of  clay,  from  8  to  10  ft.  in  thickness,  was  placed 
entirely  around  the  structure,  extending  from  the  foundation  to  above 
the  water  line.  This  was  brought  up  with  the  successive  lifts  of 
the  dam. 

Everything  progressed  in  a  satisfactory  manner  until  an  elevation 
of  about  335  was  reached,  when,  a  little  north  of  the  middle  of  the 
dam,  a  movement  was  observed  in  the  rock  lining.  At  the  time,  rock 
lining  was  being  placed,  and  a  considerable  quantity  had  been  dumped 
above  the  place  in  question.  The  movement  consisted  of  a  steepening 
of  the  slope  a  short  distance  above  the  toe,  covering  a  space  of  200  ft. 
or  more,  and  a  swelling  of  the  surface.  As  soon  as  this  came  to  the 
writer's  notice,  the  dumping  was  stopped  at  this  point,  and  the  track 
was  thrown  down  to  the  part  affected.  Rock  was  first  dumped  over  the 
toe  to  buttress  it  and  prevent  kicking  out,  after  which  the  track  was 
thrown  up  the  slope,  and  a  good  weight  placed  on  the  swelling.  By 
midnight,  it  was  thought  that  the  danger  was  over,  and  the  men  quit 
work.  In  the  morning,  as  early  as  possible,  the  Water  Engineer  and 
his  assistant  made  a  thorough  examination,  and  found  that  for  about 
500  ft.  the  toe  of  the  rock  lining.  Elevation  320,  had  moved  inward 
from  1  to  3  in.,  the  slope  appearing  to  be  unaffected  except  at  the 
point  mentioned. 

It  was  decided  to  buttress  the  toe  from  side  to  side  of  the  valley, 
and  weight  the  slope  with  a  gradually  diminishing  mass  of  rock,  giving 
it  a  4:1  slope  between  the  hills,  warping  back  to  a  3:1  slope  as  the 
ends  were  approached.  A  line  of  centered  stakes  was  placed  across 
the  disturbed  portion  of  the  dam  and  kept  under  observation  for 
several  months,  but  no  additional  movement  was  observed,  nor  has 
there  been  any  sign  of  movement  in  any  portion  of  the  dam  since. 

In  June,  1909,  several  test-pits  were  sunk  in  the  select  material 
between  the  rock  section  and  the  pool  for  the  purpose  of  examining 
the  condition  of  the  material  which  had  been  deposited  under  water, 
and  to  get  an  idea  of  the  quantity  of  seepage.  These  pits  penetrated 
two  lifts,  reaching  a  third,  the  bottoms  being  7  or  8  ft.  below  the 
surface  of  the  pool.     No.  1  pit,  12  ft.  from  the  edge  of  the  pool,  on 
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he  third  day  contained  2  ft.  of  seepage.     Nos.  2  and  3,  o5  ft.  from 

he  pool,  remained  dry.    No.  4,  10  ft.  from  the  pool,  on  the  third  day 

ontained  3  ft.  of  water,  and  the  bottom  showed  a  tendency  to  heave. 

[Later,   the  pool  was  drained,   and   an  examination  was   made  of  the 

bottom,  which  consisted  of  gray  mud  in  which  matrix  all  the  stones 

were  thoroughly  bedded. 

The  dam  was  finished  at  Elevation  356,  1  ft.  above  the  grade  called 
for  by  the  plans,  the  last  3  ft.  being  placed  dry.  The  extra  foot 
was  added  for  settlement.  It  seems,  however,  that  the  settlement  was 
about  completed  before  the  crest  was  placed.  Stakes  were  set  every 
50  ft.,  and  observed  for  a  year,  during  which  period  the  maximum 
Dbserved  settlement  was  0.2  ft.  It  was  impracticable  to  ascertain  the 
shrinkage  during  construction,  as  the  entire  surface  was  being  worked 
3ver,  affording  little  opportunity  to  maintain  a  permanent  bench. 

The  total  quantities  placed  in  the  dam  were:  37  784  cu.  yd.  of  clay; 
109  226  cu.  yd.  of  select  material,  and  137  137  cu.  yd.  of  random  rock 
and  earth.  The  East  Driveway  fill,  outside  of  the  dam,  contained 
67  373  cu.  yd.  of  random  material,  and  the  cut-off  wall,  25  032  cu.  yd. 
of  clay. 

At  the  west  end  of  the  reservoir,  a  cut-off  trench  was  excavated 
well  into  the  rock,  with  an  average  depth  of  20  ft.,  and  extending  into 
the  hills  to  the  north  and  south.  This  was  filled  with  puddled  clay, 
>vhich  was  brought  up  as  a  core-wall  to  the  berm  level,  random 
material  being  placed  on  either  side  to  support  it  above  the  natural 
ground.  The  Liberty  Road  fill  was  begun  from  a  trestle,  erected  along 
;he  south  side  of  the  road,  the  caps  and  stringers  being  removed  later, 
[n  the  track  giving  access  to  this  fill,  132  800  cu.  yd.  were  placed.  A 
)ench  was  cut  along  the  south  slope  of  the  fill,  corresponding  to  the 
?rade  of  Slingluff  Avenue,  and  18  000  cu.  yd.  were  used  in  connecting 
he  two  streets.  West  of  Eleventh  Street  38  000  cu.  yd.  were  wasted  in 
;he  Williams  Run  valley,  159  000  cu.  yd.  were  placed  on  the  Park 
)roperty  south  of  the  gate-house,  and  2  800  cu.  yd.  were  placed  in  the 
)asin  to  bring  the  floor  to  Elevation  320. 

To  take  care  of  the  surface  and  sub-surface  flow  which  would 
ipproach  the  reservoir  from  the  west  end,  a  trench  has  been  excavated 
it  the  outer  edge  of  the  berm,  and  extends  from  a  point  near  the 
lorth  end  of  the  dam  around  to  meet  the  cut-off  trench  at  the  south 
jnd,  with  the  bottom   on   a   5%   slope.     Along  the  outer  side  of  this 
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treiu'li  there  is  a  G-in.,  open-joint  sub-drain,  surrounded  with  broken 
stone,  to  intercept  any  seepage  whicli  might  reach  the  trench;  3  ft. 
above  this  there  is  laid  a  line  of  pipe,  connecting  with  the  surface 
by  intakes  placed  250  ft.  apart,  to  carry  off  all  surface  water  flowing 
toward  the  reservoir.  The  trench  was  back-filled  with  clay.  The  two 
lines  of  pipe  discharge  into  a  manhole  west  of  the  gate-house,  from 
which  there  is  a  line  of  pipe  connecting  with  the  20-in.  drainage  line 
from  the  gate-house,  running  to  a  manhole  on  the  Park  property, 
whence  the  flow  passes  through  a  24-in.  pipe  to  a  point  near  the  bank 
of  Pecks  Kun. 

Beginning  at  the  north  face  of  the  gate-house,  the  first  joint  being 
concreted  into  the  wall,  and  making  connection  with  the  48-in.  force 
main,  a  48-in.  reinforced  concrete,  lock-joint  pipe  (Meriwether  system) 
extends  1  010  ft.  to  a  pool  near  the  western  end  of  the  basin,  forming  I 
a  continuation  of  the  force  main.  This  conduit  is  laid  in  the  reservoir 
floor,  and  crosses  the  cut-off  trench  on  a  reinforced  concrete  beam.  A 
concrete  collar  has  been  placed  around  the  pipe  at  the  cut-off  trench. 

The  force  main  passes  through  the  central  chamber  of  the  gate- 
house, where  there  is  a  check-valve  and  a  four-way  branch,  and  is 
controlled  by  a  gate- valve.  Between  the  gate-house  and  the  gate-vault, 
there  are  three  lines  of  48-in.  pipe.  These  are  connected  by  a.  four-way  | 
branch  in  the  gate-vault,  where  there  are  additional  gate-valves.  The 
west  line  extends  through  the  south  wall  of  the  gate-vault,  and  is 
closed  with  a  cap.  The  central  line — the  force-main — extends  to  the 
North  Avenue  main,  which  is  laid  in  Seventh  Street  after  leaving  the 
Park  property. 

From  the  central  chamber  of  the  gate-house,  a  line  of  20-in.  cast- 
iron  pipe,  for  drainage  purposes,  extends  to  a  point  south  of  the  gate- 
vault,  which  it  also  drains  through  a  2-in.  pipe  connection;  from  this 
point  the  line  is  of  double-strength  vitrified  pipe,  laid  in  concrete. 
Through  this  pipe  and  a  blow-off  at  the  lowest  point  on  the  force-main 
the  reservoir  is  drained. 

The  gate-house  substructure,  extending  from  Elevation  308  at  the 
foundation  to  Elevation  356  at  the  floor  level,  contains  a  central  and 
four  side  chambers.  The  four-way  branch  in  the  central  chamber, 
connects  with  the  south  side  chambers,  and  is  controlled  by  gate- valves, 
operated  from  the  central  chamber.  The  side  chambers  discharge 
through  the  two  lines   of  48-in.   effluent  pipe,   above  mentioned,   and 
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into  the  central  line  at  the  gate-vault,  or  directly  into  the  force-main 
in  the  central  chamber,  back  of  the  check-valve,  and  are  controlled  by 
sluice-gates. 

Three  4  by  5-ft.  openings,  at  Elevations  320,  331,  and  342,  pierce 
the  walls  between  the  north  and  south  chambers,  being  controlled  on 
the  north  and  south  sides  by  sluice-gates  and  flap-valves,  respectively. 
The  north  chambers  are  connected  with  the  lake  through  arched  open- 
ings at  the  elevations  above  given,  and  have  stop-log  grooves. 


DETAILS  OF  GATE  VAULT  AT  TOE  OF  SLOPE. 


„    CROSS-SECTION  OF 
48  REINFORCED  CONCRETE 
CONDUIT. 


SECTION  ON  C-D. 


Fig.  10. 


Reinforced  concrete  intakes  conduct  the  water  through  the  dam  to 
the  gate-house.  At  Elevation  350  two  overflow  openings  drain  through 
two  lines  of  6-in.  pipe  to  gutters  on  each  side  of  the  floor  of  the 
central  chamber.  The  central  and  south  side  chambers  are  connected 
by  12-in.  drain  pipes,  controlled  by  sluice-gates. 
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Fig.  12. — Rip-rap  on  Dam.     Reservoir  Nearly  Full. 


Fig.  13. — Looking  Southward  Across  Basin.     Reservoir  Full. 
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i{\i;nM()KM:  iikjh-sehvick  hkservoir 

TABJ.E  1.— Cost  of  Lake  Asii^ 


Item 
No. 


Items. 


8 
4. 
5, 
fi. 
7. 
8, 
9 

10. 

11. 

12. 

13. 

14. 

15. 

16. 

17. 

18. 

19. 

20. 

21. 

22. 

23. 

24. 

25. 

26. 

27. 

28. 

29. 

30. 

31. 

32. 

33. 

34. 
35. 
36. 
37. 
38. 
39. 


1 jStrippius  beneath  dam,  including  boulders 

2 iRemoving  top  soil 


Removing  clay 

Earth  excavation  from  basin 

Loose  rock  excavation  from  basin 

Solid  rock  excavation  from  basin 

Earth  excavation,  shallow  trench 

Loose  rock  excavation,  shallow  trench 

Solid  rock  excavation,  shallow  trench 

Earth  excavation,  deep  trench 

Loose  rock  excavation,  deep  trench 

Solid  rock  excavation,  deep  trench 

Back-fill 

Roiled  or  puddled  clay  in  trench 

Rolled  or  puddled  clay  in  cut  off  wall 

Rolled  or  puddled  clay  in  dam 

Rolled  selected  material  in  dam 

Random  rock  and  earth  in  dam 

Top  soil  hauled  and  spread 

Top  soil  rolled  and  seeded 

Slope  paving,  Elevations  340  to  353 

Slope  paving.  Elevations  830  to  340 

Slope  paving,  Elevations  320  to  330 

Slope  paving:,  below  Elevation  320 

Plain  concrete  in  cut-oflf  wall 

Reinforced  concrete  in  cut-off  wall 

Plain  concrete  in  bonding  wall 

ToDgued  and  grooved  sheeting  left  in  trench 

Plain  sheeting  left  in  trench 

Furnishing  and  laying  8-in.  vitrified  pipe 

Furnishing  and  laying  12-in.  vitrified  pipe 

Furnishing  and  laying  18-in.  vitrified  pipe 

Furnishing  and  laying  12-in.  vitrified  tile,  including  stone 

or  gravel 

Storm-water  inlets,  complete 

Gate-house,  substructure 

Gate- vault 

Reinforced  concrete  conduit,  48-in 

Cement  grout,  1:2 

Neat  cement  grout 

Rock  lining  in  dam 

Scraper  work  | 

Loose  rock      V  East  Drive  excavation 

Solid  rock        ) 

Extra  yardage  outside  2^  :  1  slope 

Excess  yardage,  inlets 

Excess  material  moved  on  11th  Street 

Allowed  in  west  puddle  trench  to  give  total  excavation. . 

Excess  concrete,  gate-house  intakes 

Excess  reinforced  concrete,  intakes 

Allowance  on  Slingluff  Avenue  fill 

Removing  top  soil  on  Park  Board's  property 

Allowance  on  Park  Board  fill 

Fill,  Beech  Avenue  and  7th  Street 

Dressing,  not  in  original  contract 

Miscellaneous  force  accounts 


Totals 

City  credits. 


Total 
quantities. 


13  500  cu.  yd. 
40  000    ''  " 
80  (XX)    '•  " 

273  000    "  '' 

125  000    "  " 

169  0(X>    "  " 

5  360    "  " 

1  210    "  " 
410    "  •' 

14  000    '•  " 

6  150    "  " 
260    "  " 

20  090    •'  '' 

5  000    ''  "■ 

3  720    "  " 

35  000    "  " 

152  000    *'  " 

95  000    "  " 

30  000    "  " 

75  000  sq.  yd. 

15  700    ''  '' 
3  670    "  " 

2  000    ''  " 
2  000    "■ 

560  cu. 

2  060    " 

210    "  " 

100  000  ft.  b.  m. 

80  000  "  •'    '^ 

500  lin.  ft. 

500    ''  " 

1475    ''  '' 

1  490    ''  " 


yd. 


1  010  lin.  ft. 
500  bags. 
100     •' 
cu.  yd. 


cu.  yd. 


cu.  yd. 
cu.  yd. 


Rate. 


SO. 38 
n..35 
0.30 
0.20 
0.39 
0.82 
0.40 
0.80 
2.00 
0..50 
l.in 
3.00 
0.18 
0.35 
0.35 
0.35 
0.20 
0.15 
0.30 
0.03 
1.60 
1.80 
2.00 
2.10 
8.00 

10.00 
8.00 

50.00 

40.00 
0.40 
0.60 
1.00 

0.60 
55.00 


7.00 
0.75 
0.65 
0.15 
0.35 
0.50 
1.00 
0.20 
8.00 


6.50 
26.00 


0.35 
'OAO 


*  The  increased  cost  of  the  deep  trench  was  due  to  the  change  in  plan  of  the  cut-oflf 
t  A  saving  of  SIO  000  was  made  at  the  dam  due  to  the  change  in  plan.    The  item  $47  289.41 
These  prices  were  reduced  until  $10  000  were  saved.     The  actual  saving  on  the  dam,  in- 
mates 

§This  item  is  made  up  of  three  force  accounts:   Extra  work  on  Liberty  Road,  S482.90; 
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Estimated 
cost. 

Total 
quantities. 

Actual 
cost. 

Increased 
cost. 

Decreased 
cost. 

Force 
accounts. 

Total 
actual  cost. 

$5  130.00 

14  000.00 

21000.00 

54  600.00 

48  750.00 

138  580.00 

2144.00 

968.00 

820.00 

-c,    7  000.00 

6  765.00 

-i        780.00 

3  616.20 

1750.00 

1302  00 

12  250.00 

30  400.00 

13  978 
32  886 
63  846 

161  307 
98  752 

322  399 

6  314 
1778 
1097 

7  415 

8  078 

9  418 

2  725 

3  910 
25  032 
37  784 

199  226 

137  137 

20  805 

72  603 

$5  311.64 
11510.10 

19  153.80 
32  261.40 
38  513.28 

264  367.18 
2  525.60 

1  422.40 

2  194.00 

3  707.50 
8  885.80 

28  254.00 
490.50 

1  368.50 
8  761.20 

13  224.40 
21  845.20 

20  570.55 
6  241.50 

2  178.09 

$181.64 

$5  311.64 
11  510  10 

$2  489.90 
4  846.20 
22  338.60) 
10  236.72  V 

19  153  80 

$4  878.63§ 

340  020.49 

125  787.18 

361.60 

454.40 

1  374.00 

2  525  60 

1  422.40 

2  194.00 

3  292.50 

3  707.50 

2  120.70 
27  474.00* 

8  885.80 

28  254.00 

5  125.70 
381.50 

*""'8  554!86!- 

490.50 

1  368.50 

7  4.59.70 
974.40 

1  295.74 
1  649.26 

10  056.94 
47  289.41t 

14  250.00 

6  320.55 

9  000.00 

2  758.50 

71.91 

16  295.73 

6  241.50 

2  250.00 

2  178.09 

25  120.00 

8  824.27 

8  824.27 

6  606.00 

4  000.00 

4  200.00 

4  480.00 

60.81 

486.48 

3  993.52 

20  600.00 

1680.00 

5  000.00 

486.48 

20  000.00 

1680.00 

5  000.00 

3  200.00 

384  052 
450 
546.04 
1  398.44 

1384 

15  362.08 
180.00 
327.62 

1  398.44 

830.40 

540.00 

29130.95 

2  150.00 
7  070.00 

12  162.08 

15  362.08 

200.00 

20.00 

180.00 

300.00 

27.62 

327.62 

1  475.00 

76.56 
63.60 

1  398.44 

894.00 

830.40 

440. OOt 

100.00 
530.95 

540  00 

28  600.00 

1  306.72 
582.87 
337.64 

30  437  67 

2  150.00 

2  732  87 

7  070.00 

1010 

7  407.64 

375.00 

375.00 
65.00 

65.00 

36  448 

1145 

50 

175 

1200 

4.4 

5  467.20 

400.75 

25.00 

175.00 

240.00 

35.20 

100.00 

198.90 

196.30 

1  240.20 

1  200.34 

1  745.80 

2  500.00 
847.60 

5  467.20 
400.75 
25.00 
175.00 
240.00 
35.20 
100.00 

5  467.20 
400  75 

25  00 

175  00 

240  00 

35  20 

100  00 

198  90 

30.2 

47.7 

196.30 
1  240.20 
1  200.34 

196  30 

1  240.20 

1  200  34 

4  988 

1  745  80 

2  500.00 

2  500  00 

2  119 

847  60 

1  286.81 
3  734.77 

1  286  81 

3  734  77 

$494  810.20 

$23  896.71 

$518  531.61 
217  69 

Net  total 

$518  313.92 

wall  trench,  and  to  the  fact  that  more  rock  was  found  than  was  estimated. 

should  be  $57  289.41  at  the  original  prices  for  depositing  the  different  materials  in  the  dam. 

eluding  the  force  accounts  and  the  Jock  lining,  was  $4  143.39  less  than  the  original  esti- 

X  A  manhole  was  built  which  was  not  in  the  original  contract, 
sewer  extension,  $2  531.03;  and  drainage,  springs,  etc.,  $1  864.70. 
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Under  normal  conditions,  the  reservoir  will  act  as  an  equalizer 
between  the  pumps  at  the  Mt.  Koyal  pumping  station  and  the  main 
on  North  Avenue,  which  supplies  a  large  territory.  Any  surplus 
pumped,  greater  than  the  consumption,  passes  through  the  check-valve 
to  the  basin  at  the  west  end  of  the  reservoir,  the  flap-valves  in  the  side 
chambers  preventing  any  discharge  into  the  reservoir  through  these 
chambers  and  the  intakes.  If  the  pumpage  is  less  than  the  consump- 
tion, or  if  the  pumps  are  shut  down,  water  is  drawn  through  the  side 
chambers,  the  check-valve  preventing  its  return  by  way  of  the  force- 
main.  By  this  arrangement,  circulation  is  obtained  in  the  reservoir, 
as  all  water  enters  at  the  west  end  through  the  force-main  and  is 
drawn  out  through  the  intakes  at  the  east  end. 

The  excavated  portion  of  the  basin  was  hand-paved  between  Eleva- 
tions 340  and  353  with  rock  from  the  shovels.  On  the  dam,  after  the 
rock  lining  was  dressed,  rip-rap  was  laid  as  an  additional  protection 
to  the  slope. 

In  December,  1910,  chloride  of  lime  having  been  used  freely,  about 
5  ft.  of  water  were  pumped  into  the  basin  and  drawn  off.  On  Decem- 
ber 16th  pumping  recommenced,  and  was  continued  until  January 
11th,  1911,  when  the  water  surface  reached  Elevation  350. 

As  far  as  it  is  possible  to  determine,  no  water  has  passed  through 
the  dam,  the  insignificant  quantity  of  seepage  observed  to  date  seeming 
to  come  entirely  through  the  natural  ground,  and,  with  the  exception 
of  the  springs  led  from  the  dam  foundations  through  blind  drains, 
being  considerably  removed  from  the  toe  of  the  dam. 

The  cost  of  the  work  is  given  in  Table  1. 

The  work  was  designed  by  Emory  Sudler,  Assoc.  M.  Am.  Soc.  C.  E., 
Assistant  to  Alfred  M.  Quick,  M.  Am.  Soc.  C.  E.,  Water  Engineer, 
and  was  executed  under  his  supervision. 
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Paper   No.   1243 

A  WESTERN  TYPE  OF  MOVABLE  WEIR  DAM.* 

By  W.  C.  Hammatt,  M.  Am.   Soc.   C.  E. 


With  Discussion  by   Messrs.   Thomas   C.   Atwood 
AND  W.  C.  Hammatt. 


Much  has  appeared  recently,  in  the  technical  press  and  the  publica- 
tions of  this  Society,  with  regard  to  dams,  due  partly  to  the  present 
activity  in  irrigation  matters,  and  partly  to  the  interest  aroused  by 
the  failure  of  the  Austin  Dam.  This  paper,  describing  a  dam  of  a 
kind  rather  common  in  California,  but  little  known  elsewhere,  is 
presented  with  the  hope  of  promoting  profitable  discussion  and  perhaps 
suggestions  as  to  the  construction  of  a  weir  of  equal  cheapness  without 
the  disadvantages  of  the  type  described. 

This  is  a  movable-weir  dam  with  horizontal  flash-boards  and  fixed 
bents.  Its  purpose  is  to  maintain  a  uniform,  or  approximately  uni- 
form, level  of  water  in  a  canal,  river,  or  spillway,  and  have  the 
ability  to  allow  the  free,  or  approximately  free,  passage  of  water  in 
time  of  flood.  Consequently,  the  type  is  used  as  diverting  dams  in 
rivers,  as  controlling  and  regulating  gates  in  canals  and  spillways, 
and  often  even  as  head-gates  for  canals  and  ditches.  From  the  nature 
of  their  use,  these  structures  are  generally  located  on  soft  and  per- 
meable foundations.  Until  the  last  few  years  they  have  generally  been 
of  timber,  but  the  recent  tendency  toward  concrete  construction  has 
also  been  felt.  Their  construction  has  largely  been  a  growth  of  local 
or  individual  custom  and  experience,  rather  than  of  engineering  design, 
and  in  many  cases  this  is  painfully  apparent. 


*  Presented  at  the  meeting  of  September  18th,  1912. 
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'I'lie  writer  will  take  up  first  the  various  forms  of  superstructure- 
ami  foundations  of  the  timber  weirs,  j^iving  each  a  form  letter,  and 
afterward  discussing  them   in   detail. 

The  form  shown  in  Fig-.  .1  will  l)e  called  "Type  A."  In  this  the 
Hash-boards  move  in  a  vertical  plane  between  posts  with  guide-strips, 
nailed  or  bolted  on,  to  hold  them  in  place.  The  flash-boards  are 
removed  with  grappling  hooks  hanging  from  tackle  on  head-frames 
over  the  boards.  This  type  is  often  used  as  a  combination  wagon  , 
bridge  and  weir,  and  existing  wagon  bridges  are  sometimes  converted  1 
into  weirs. 


Fig.  1. 

In  "Type  B,"  Fig.  2,  the  flash-boards  are  in  a  plane  inclined  down 
stream,  moving  in  grooves  formed  by  strips  fastened  to  inclined 
timbers,  or  rafters.  These  boards  are  removed  by  men  using  pike- 
poles  from  the  top  of  the  weir,  the  incline  enabling  the  operator  to 
work  a  board  upward  until  he  can  reach  it  without  the  aid  of  any 
elevating  apparatus.  This  type,  also,  is  sometimes  used  as  a  wagon 
bridge.  Both  types  require  an  operating  bridge  above  the  high-water 
level  for  the  storage  of  the  flash-boards  when  not  in  use,  and  for  a 
runway  for  operators  while  putting  in  and  taking  out  the  flash- 
boards. 
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Various  methods  a.re  in  vogue  for  anchoring  these  timber  struc- 
;ures,  and  for  shutting  off  the  underflow.  In  some  cases,  they  are 
)laced  on  sills  drift-bolted  to  standard  piles,  with  one  or  more  curtain- 
vails  to  cut  off  the  underflow.  In  other  cases,  sheet-piling  is  used  for 
)oth  purposes,  the  sills  being  held  in  place  by  spiking  sheet-piles 
io  them. 

The  writer  illustrates  several  systems  for  placing  the  cut-off  walls 
vhich  he  has  encountered.  Figs.  1  and  2  show  the  floor  system,  con- 
sisting of  mud-sills  nailed  to  sheet-piling,  with  a  continuous  wall  of 
jqual  depth  above  and  below.  This  is  sometimes  varied  by  omitting 
he   up-stream   wall,   sometimes   by  leaving  gaps   in   the   down-stream 


Fig.  2. 

vail,  and  sometimes  by  boring  holes  in  the  floor  to  relieve  the  upward 
)ressure.  Occasionally,  cross-walls  are  put  in  between  the  upper  and 
ower  cut-off  walls  at  the  bulkhead  lines,  and  sometimes  intermediate 
Dnes  are  put  in.  Fig.  3  shows  a  typical  floor  system  on  which  the 
various  cut-off  walls  are  indicated. 

Another  device  for  overcoming  the  upward  water  pressure  is  shown 
■n  Fig.  4.  It  consists  in  laying  a  false  floor  from  4  to  6  ft.  below 
;he  regular  floor  level,  tying  it  to  the  regular  floor  by  planking  spiked 
:o  the  sills,  and  fllling  the  box  thus  formed  with  sand  or  gravel. 

From  an  inspection  of  the  forms  illustrated,  the  following  facts 
ire  apparent : 
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(1).— Since  the  form  and  material  of  the  superstructure  is  such 
that  its  stability  against  transhition  and  overturning  depends  on  ita 
attacliment  to  its  foundation,  or  ancliorage,  aJl  forms  fail  if  conditions 
are  such  that  the  foundation  is  intermittently  wet  and  dry.  Under 
this  condition,  the  life  of  the  timber  is  very  short,  and  the  fastenings 
give  way   as   soon   as    rot   starts,   whereupon   the  structure   inevitably 
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Fig.  4. 

fails  either  by  sliding  or  rising,  according  to  whether  or  not  the  water 
has  passed  the  upper  cut-off  wall. 

(2). — If  the  foundation,  or  floor  system,  is  always  covered  by  water, 
the  life  of  the  timber  is  practically  permanent,  and  the  safety  of  the 
structure  depends  on  the  resistance  of  the  fastenings  to  the  deteriora- 
tion of  time.     As  these  fastenings  can   be,   and  generally  are,  made 
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rith  a  sufficient  excess  of  material  to  withstand  successfully  the  attacks 
if  rust  indefinitely,  the  matter  of  stability  can  be  considered  without 
ega-d  to  the  life  of  the  materials. 

Let  it  be  supposed  that  the  soil  in  the  bottom  of  the  canal  or  river 
s  fairly  permeable,  a,s  is  nearly  always  the  case,  and  consider  ''Type 
lV  of  superstructure,  with  a  water-tight  floor  and  two  water-tight 
ut-off  walls  of  equal  depth.  According  to  the  testimony  of  Mr.  W.  G. 
Bligh,  as  to  experiments  made  in  India,  the  loss  of  pressure  due  to  a 
cut-off  wall  is  equal  to  that  of  a  base  of  double  the  length  of  the  depth 
of  the  cut-off  wall.  Under  this  assumption,  a  calculation  of  the 
pressures  acting  both  against  the  face  of  the  weir  and  below  the  floor 
will  show  that  there  is  an  uplift  on  the  structure  which  is  greatest  at 
the  up-stream  face  and  diminishes  toward  the  down-stream  end  of  the 
apron,  which  uplift  is  resisted  only  hj  the  skin  friction  of  the  sheet- 
piling  and  the  fastening  of  the  superstructure  thereto.  This  uplift  is 
greatest  in  "Type  A,"  and,  in  "Type  B,"  diminishes  with  the  angle  of 
the  weir  face  to  the  horizontal  plane,  because  the  pressure  against  the 
woir  face  approaches  the  vertical  as  the  plane  of  the  weir  face  ap- 
proaches the  horizontal.  The  uplift  is  greatest  at  the  up-stream  cut- 
off wall.  The  uplift  at  the  down-stream  edge  of  the  apron  is  least 
when  there  is  no  cut-off  wall  at  this  point,  and  increases  with  the  depth 
of  the  cut-off  at  that  place. 

This  tendency  to  uplift  is  often  resisted  by  extending  the  floor 
a  little  up  stream  from  the  face  of  the  weir  and  weighting  it  with 
earth.  This  is  generally  sufficient  to  guard  the  up-stream  end,  so 
that  the  failure  is  nearly  always  by  pulling  the  down-Stream  piles. 
If  the  bent  does  not  extend  the  whole  length  of  the  floor,  in  a  well- 
braced  triangular  form,  the  failure  is  occasionally  by  uphea.val  of  the 
intermediate  floor. 

Destructive  criticism  is  of  little  value  unless  accompanied  by  the 
remedy;  therefore,  although  there  is  little  to  recommend  the  timber 
structures  but  their  cheapness,  the  writer  will  suggest  a  method  of 
construction  which  will  make  them  less  objectionable.  Fig.  5  shows 
a  general  plan  which  he  proposes  as  a  substitute  for  the  unstable 
structures  just  described.  This  combines  a  simplicity  and  cheapness 
nearly  equal  to  those  obtained  in  them,  with  conditions  of  greater 
stability.  The  bents,  B,  C,  D,  should  be  founded  on  standard  piles, 
driven  to  sufficient  depth  to  give  the  necessary  bearing  value  as  well 
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as  safety  against  undermining.     J  F  is  the  main  cut-off  \?al],  whi(A 
should    ho   of   sheet-piling   driven   to   sufficient   depth    and    wit\<    suffi- 
ciently tight  joints  to  reduce  the  velocity  of  the  seepage  flow  to  legg 
than  that  which  would  carry  with  it  the  foundation  material.     Triple- 
lap,  tongued  and  grooved,  or  some  such  piling  sliould  be  used,  and  great 
care  should  be  taken  not  to  split  it  in  driving  and  thus  destroy  its 
imperviousness.     Another  row  of  sheet-piling,  A  E,  not  necessarily  ai5 
deep,  may  be  driven  up  stream  from  the  first,  and  a  battened  floor, 
A  J,  may  be  laid  between  the  two  rows.     This  floor  need  not  rest  on 
piling,  but  may  be  laid  on  mud-sills,  if  the  bottom  soil  is  thoroughly 
compact.     Between  the  bents,  there  should  be  an  apron,  J  K,  of  open 


design,  in  order  to  avoid  under  pressure,  and  extending  down  stream 
a  sufficient  distance  to  protect  the  bottom  against  erosive  action.  At 
or  near  the  end  of  the  apron,  another  line  of  sheet-piling,  K  G,  may 
be  driven,  not  necessarily  of  great  length  or  tightness,  but  merely  as  a 
precaution  against  undermining.  If  the  fall  is  greater  than  4  ft.,  a 
small  bulkhead,  H,  should  be  built  across  the  floor  a  few  feet  back 
from  its  lower  edge,  in  order  to  form  a  pool  to  act  as  a  water  cushion;. 
Instead  of  this,  the  floor  may  be  built  about  2  ft.  lower  than  the  bed 
of  the  stream  or  canal,  but  the  former  is  the  simpler  construction, 
especially  where  the  lower  floor  level  might  cause  great  additional 
inconvenience  and  expense  of  construction. 

If  the  foregoing  design  is  used,  and  the  construction  is  carefully 
superintended,  special  care  being  taken  to  keep  A  E,  A  J,  and  J  F 
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wnter-tigfbt,  and  J  K  with  free  passage  for  the  seepage  flow,  there  will 
always  be  a  pressure  on  the  piles  instead  of  a  pull,  and  consequently 
less  likelihood  of  failure. 

The  cost  of  these  structures  is  comparatively  small.  The  diverting 
dam  of  the  San  Joaquin  and  Kings  River  Canal  and  Irrigation 
Company,  across  the  San  Joaquin  River,  near  Mendota,  Cal.,  16  ft. 
in  height  and  380  ft.  in  clear  width,  passing  40  sec-ft.  of  water  per  ft. 


PLAN 


Floo> 
l>rotecHbn 
below  Flume 
spillway    \ 

:-.-:.t-j'v.'--.'-;.;.-ji:j:-:/' 
CROSS-SECTION 

Fig.  6. 

Df  width  when  open,  cost  about  $140  per  ft.  of  width.  Records  of  cost 
of  smaller  structures  in  canals  and  sloughs,  passing  from  6  to  50  sec-ft. 
Df  water  per  ft.  of  width,  show  a  tota.1  cost  of  from  $25  to  $100  per  ft. 
3f  width,  according  to  size  and  difficulty  of  construction. 

Recently,  there  has  been  a  tendency  toward  concrete  construction. 
^Vith  the  going  out  of  use  of  timber  for  irrigation  structures,  the  type 


i'^S 
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itsc'll"  is  disappearing,  being  replaced  in  general  by  regulators  with 
submerged  openings.  'J'here  have  been  a  few  eases,  however,  where  the 
material  of  construction  has  been  changed  without  essentially  chaRg. 
ing  the  design.  Among  the  latter  are  two  reinforced  concrete  weirs, 
one  at  the  head  of  Temple  Slough,  Merced  County,   California,  and 


CROSS-SECTION 
Fig.  7. 

the  other  in  the  Kern  Valley  Water  Company's  canal,  in  Kern 
County,  California,  both  designed  by  John  B.  Leonard,  M.  Am.  Soc. 
C.  E.,  for  Miller  and  Lux,  Incorporated.  The  former  carries  the 
Poso  Canal  across  in  a  flume,  and  is  of  the  dimensions  and  form 
approximately  given  in  Fig.  6.     The  one  in  Kern  County  is  shown  in 
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[g.  7,  and  relies  on  the  bulkheads  and  floor  of  the  old  timber  struc- 
ire  below  for  bank  and  bottom  protection,  which  accounts  for  the 
lorC  len^h  of  the  apron.  It  will  be  noted  that  the  uplift  in  the  up- 
iream  toe,  in  both  cases,  is  counterbalanced  by  a  reinforced  concrete 
{ridge  carrying  a  roadway. 

The  writer  sees  nothing  to  criticize  in  these  designs,  for  they  are 
s  strong  and  stable  structures  as  could  be  built  of  this  type.  Some 
xpense  might  be  saved,  however,  by  putting  weep  holes  in  the  apron, 
0  relieve  the  pressure,  and  by  extending  this  apron  up  stream  from 
be  up-stream  weir  face  to  reduce  the  gradient  of  seepage  flow. 
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DISCUSSION 


Mr.  Thomas  C.  Atwood,  M.  Am.  Soc.  C.  E. — The  author  has  perfoi-tned 

•  a  distinct  service  by  bringing  before  the  Society  the  subject  of  inejir 
pensive  movable  dams  for  use  in  irrigation  canals,  small  streams,  etc., 
and  in  pointing  out  correct  principles  of  design. 

As  he  well  states,  "Their  construction  has  largely  been  a  growth 
of  local  or  individual  custom  and  experience,  rather  than  of  engineer- 
ing design,  and  in  many  cases  this  is  painfully  apparent."  It  is  to 
be  hoped  that  the  recent  agitation  for  a  stricter  supervision  of  dams, 
following  the  failure  of  that  at  Austin,  Pa.,  may  extend  even  to  such 
small  structures  as  these,  and  that  all  of  them  may  be  placed  in  the 
hands  of  competent  engineers. 

This  type  of  dam  seems  to  be  better  adapted  to  irrigation  canals 
than  to  streams,  due  to  the  likelihood  of  driftwood  in  the  latter  lodg- 
ing against  the  bents  in  time  of  flood  and  holding  back  the  water,  in 
spite  of  the  removal  of  the  flash-boards,  and,  perhaps,  causing  the 
loss  of  the  structure.  For  such  locations,  especially  where  the  dam 
is  a  high  one,  as  the  diverting  dam  of  the  San  Joaquin  and  Kings 
River  Canal  and  Irrigation  Company  across  the  San  Joaquin  River, 
where  the  height  is  given  as  16  ft.,  a  type  of  movable  dam  which 
gives  a  clear  waterway  when  lowered  is  usually  to  be  preferred.  Many 
such  dams  have  been  built  by  the  United  States  Army  Engineers, 
and  have  proved  very  successful.  Although  permanent  in  character, 
the  cost  of  the  waterway  is  not  excessive,  the  principal  expense  being 
in  the  provision  for  navigation.  The  cost  of  the  navigable  pass  of 
Dam  No.  26,  on  the  Ohio  River,  is  given  by  the  U.  S.  Engineers'  office 
as  about  $175  per  ft.,  the  dam  being  built  on  a  rock  foundation,  and 
for  a  maximum  head  of  14.2  ft.  Mr.  J.  W.  Arras,  U.  S.  Assistant 
Engineer,  gives  the  probable  cost  of  a  Chanoine  dam  on  piles  in  a 
gravel  foundation  as  from  $250  to  $300  per  ft.  for  a  structure  about 
16  ft.   in  height,   according  to  local   conditions. 

The  failure  of  Dam  No.  26  was  due  apparently  to  the  failure  of 
the  rock  foundation,  although  the  unwatering  of  the  site  may  reveal 
some  other  cause.  This  is  worthy  of  note,  in  view  of  the  almc>rft 
uniform  success  of  these  dams  when  founded  on  the  river  gravel- 

The  author  does  well  to  lay  stress  on  the  importance  of  the  founda- 
tion, and  his  suggested  design,  as  shown  in  Fig.  5,  is  excellent  in 
this  respect  on  most  points. 

The  subject  of  scour  does  not  seem  to  be  adequately  treated, 
however,  although  Mr.  Hammatt  called  attention  to  this  point  in 
his  discussion*  on  the  Yuma  River  Debris  Barrier,  where  he  suggested 
an  unattached  apron  of  large  concrete  blocks  which  would  follow  the 
bottom  down,   as  scour  takes  place  below  the  dam,   and  prevent  the 

*  Transactions.  Am.  Soc.  C.  E.,  Vol.  LXXI,  p.  229. 
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gravel  under  the  dam  itself  from  being  washed  away.     This  method      Mr. 
is   excellent,   and   has   been   used   successfully,    as   have   a  number   of  ^*^^^o^^- 
others,    as   described   by   the   writer    in    discussing   the   paper   on   the 
Yuma   Eiver  Debris   Barrier  mentioned   above. 

The  suggested  design,  as  given  in  Fig.  5,  is  weak  in  this  respect, 
as  scour  may  reasonably  be  expected  when  the  flash-boards  are  raised 
and  the  direct  current  strikes  the  small  bulkhead,  H,  and  jumps  over 
it.  This  can  be  helped  by  moving  this  bulkhead  nearer  to  the  main 
dam,  extending  the  plank  apron  farther  down  stream,  or  placing  rip-rap 
below  the  apron  to  prevent  scour  and  follow  the  bottom  down  if  any 
occurs. 

The  best  method,  however,  and  probably  the  cheapest,  is  to  slope 
the  apron  upward  in  the  direction  of  the  flow,  with  perhaps  2  ft. 
rise  in  20  ft.,  giving  the  same  depth  of  water  just  below  the  dam, 
but  doing  away  with  the  bulkhead,  H.  There  will  still  be  scour,  but 
it  will  be  transferred  to  such  a  distance  below  the  dam  that  the  founda- 
tion of  the  structure  will  not  be  endangered,  the  tendency  of  the  eddy 
being  to  bring  gravel  back  toward  the  apron,  rather  than  to  scour  that 
immediately  adjacent. 

W.  C.  Hammatt,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  is  Mr. 
glad  if  his  paper  has  added  anything  to  the  knowledge  of  small  inex- 
pensive structures  for  canals,  etc.,  but  does  not  wish  to  be  understood 
as  recommending  the  use  of  timber  as  a  construction  material,  except 
in  the  extremely  rare  occasions  of  economic  utility.  Under  ordinary 
conditions,  the  cost  of  reinforced  concrete  is  only  50%  more  than  the 
equivalent  timber  construction,  and  this  should  generally  make  its 
use  preferable. 

Mr.  Atwood  states  that  this  type  of  dam  is  more  adapted  to  use 
in  irrigation  canals  than  in  streams,  due  to  the  likelihood  of  driftwood 
in  the  latter  lodging  against  the  bents  in  time  of  flood.  As  a  matter 
of  fact,  dams  of  this  type  are  used  extensively  in  rivers,  the  drift  being 
taken  care  of  by  floating  log  booms  arranged  so  as  to  conduct  it  into 
still  water.  On  the  other  hand,  structures  of  any  type  having  remova- 
ble parts  which  are  seated  in  grooves  or  sockets  in  the  floor  are  found 
to  be  impracticable  in  Western  rivers  because  of  the  deposition  of 
sand  on  the  floor  on  the  recession  of  the  flood.  In  the  case  of  the 
flash-board  weir,  this  sand  is  scoured  by  the  increased  velocity  on  the 
approach  of  the  board  as  it  is  dropped  in  the  grooves,  and  the  board 
seats  itself  in  a  few  minutes,  regardless  of  the  quantity  of  sand  which 
has  been  deposited. 

In  the  rivers  of  the  West  the  flow  conditions  differ  from  those  of  the 
East.  For  example,  the  flow  in  the  San  Joaquin  Eiver  ranges  from 
about  200  sec-ft.  minimum  to  more  than  50  000  sec-ft.  maximum. 
The  sudden  termination  of  one  of  these  floods  will  cause  the  deposit 
of  sometimes  as  much  as  3  ft.  of  sand  on  the  floor  of  the  weir. 
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Mr.  llegarding  the  question  of  scour:    In  general,  the  weir  floor  is  made 

Hnininiitt.  ,  i  i  i  • 

long  enough  so  that  there  la  not  much  tendency  in  that  direction. 
If  the  length  of  the  floor  is  such  that  a  line  from  the  top  of  the  weir, 
making  an  angle  of  45°  with  the  horizontal,  falls  within  the  limits 
of  the  floor,  there  is  little  tendency  to  scour.  Generally,  there  is  no 
occasion  to  put  in  the  small  auxiliary  hulkhead  shown  in  the  writer's 
plan,  as  a  sand-bar  almost  always  forms  a  short  distance  below  the 
weir,  which  has  the  same  effect,  as  it  backs  up  the  water  and  forms 
a  water-cushion  to  break  the  impact  of  the  overpour.  The  same  effect 
is  obtained  by  placing  the  elevation  of  the  weir  floor  1  or  2  ft.  below 
the  grade  of  the  canal  or  river  bottom. 

The  expedient  suggested  by  Mr.  Atwood,  namely,  that  of  sloping  the 
fl.oor  upward,  would  have  an  effect  the  opposite  of  that  desired.  The 
velocity  of  a  certain  volume  of  water  falling  over  a  vertical  weir 
is  less  than  that  of  the  same  volume  falling  over  a  weir  inclined  down 
stream.     Consequently,  the  scour  would  be  less  in  the  former  case. 

In  conclusion,  it  may  be  stated  that  this  type  of  structure,  built 
of  the  material  which  will  give  the  maximum  service,  and  with  the 
substructure  best  adapted  to  the  foundation  on  which  the  weir  is  to  ^ 
stand,  is  probably  the  least  expensive  of  any  of  the  movable  types 
for  waterways  where  the  floods  are  flashy  and  a  large,  and  at  the  same 
time  accurate,  regulation  is  desired. 
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A  SHORTENED  METHOD  IN  ARCH  COMPUTATION. 

By  H.  a.  Sewell,  Esq. 


With  Discussion  by  William  Cain,  M.  Am.  Soc.  C.  E. 


In  the  design  of  elastic  arches,  as  given  by  William  Cain,  M.  Am. 

Soc.  C.  E.,  the  method  of  single  loads  is  more  accurate  than  that  of 

resultant  moment  polygon,  because  it  computes  the  moment  and  thrust 

for  each  load  separately,  while  the  latter  computes  these  quantities 

for  all  the  loads  together.     Thus,  in  computing 

^  (bfi)  2  (y) 
2  (m6'  y)  =       ^    j^     ^^^  -  2  (hh'  y), 

the  two  quantities  in  the  right  member  of  the  equality  are  so  nearly 
equal  in  the  latter  method  that  they  must  be  multiplied  out  by  long 
hand,  hence  multiplying  errors;  while  in  the  former  the  quanti- 
ties dealt  with  are  so  much  smaller  that  an  ordinary  slide-rule  will 
usually  suffice,   thus  eliminating  false  accuracy. 

On  the  other  hand,  the  polygon  method  requires  the  computation 
of,  at  most,  only  six  polygons,  corresponding  to  different  positions  of 
the  live  load;  while  the  method  of  single  loads  requires  as  many 
polygons  as  there  are  loads  to  the  left  of  the  crown,  although  these  lat- 
ter are  somewhat  easier  to  compute. 

Because  of  its  greater  accuracy,  and  because  it  determines  the  exact 
position  of  the  live  load  for  maximum  moment  at  any  given  section, 
rather  than  assumes  its  arbitrary  position  for  maximum  moments, 
the  single-load  method,  doubtless,  would  be  much  more  widely  used, 
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3specially  for  very  flat  or  very  high  arches,  were  it  not  for  the  much 
greater  labor  involved.  However,  in  the  following  method,  the  compu- 
tations are  greatly  reduced,  while,  at  the  same  time,  a  check  is 
introduced,  which  cuts  the  labor  of  computing  moments  again  by 
making  the  computations  self-checking. 

The  summations,  :s  {y),  '2  (y^),  2  (z),  and  2  (z^),  having  been 
computed  for  the  arch  ring  by  the  usual  method,  the  quantities, 
2  (ih),  2  {hhf  z),  and  2  {hW  y),  should  next  be  obtained  for  each  of 
the  trial  polygons  corresponding  to  loads  unity  and  horizontal  thrusts 
unity  at  each  of  the  load  points,  P„. 

The  force  polygon  for  load  unity  and  horizontal  thrust  unity 
is  taken  so  that  the  pole  point  is  one  unit  horizontally  to  the  left 
of  the  lower  extremity  of  the  load  vector  unity,  thus  making  the 
right  component  of  each  trial-moment  polygon  horizontal  and  the  left 
component  inclined  downward  at  an  angle  of  45  degrees.  By  reference 
to  Fig.  1,  the  following  relations  are  discovered: 

>     i^h'  z)  =    >         (hh'  z)  +  {p^  _  ^(^  _  ^^)   >  (,) 


>     i^h'  2/)  =    >         {hh'  y)  +  (p^  -  p(,^  _  1))  >         {y) 

+  (^«  —  ^  +  ^«)  yn 

in  which: 

L  =  span  of  the  neutral  axis; 

y  =  ordinate  at  a  of  arch  from  horizontal  through  spring,  00'\ 

z  ==  distance  of  a  to  left  of  crown,  G; 

V  =  distance  of  load  considered  from  left  spring,  0; 

n  =  number  of  load  considered  from  left ; 
hh  =  ordinate  of  polygon  from  horizontal,  HH\ 
Thus,   each   summation   is   made  to   depend  on  the  one  preceding  it 

md  the  quantities    (_p^_p^^_^^)  and  (^p^  — -^  +  z^\     The  work  of 
these  computations  on  a  hypothetical  flat  arch  is  shown  in  Table  1. 
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In  order  to  make  the  use  of  the  formulas  clear,  a  case  is  taken,  P^  =  P3, 
from  Table  1.  Then  for  P(„  _  d  =  P.,,  ^  (bh)  =  12.77,  2  (hh'  z) 
=  504.0,  and  2  (bh'  y)  =  35.74  ;  and,  by  adding  the  values  of  Z(^_^^ 

n-l 

=  z^,  and  y  (n-i)  —  2^2  ^^  *^®  ^^^^  totals,  we  obtain  ^>         (z)  =  72.77 

._- — _n  —  1 

and  ^^  (y)  =  6.93.  Multiply  these  latter  quantities  by  the  value 
of  (p  — P  (n  -  i>)  —  ^'^^  ^^^  place  the  products  under  the  values  of 
2  (bh'  z)  and  2  {bh'  y)  given  above;  and  multiply  (j>„ — P(„_i))  by 
(n  —   1)    =    2,    placing    the    result    under    ^    {bh).       Next    obtain 

(p»  —  Y  +  ^«)  =  ^«  —  (^  —  !>«)  =  1-66,  and  place  it  in  the  :E  {bh) 

column  ;  then  multiply  it  by  z^  =  28.13  and  y^  =  4.95,  placing  the 
results  in  the  2  {bh'  z)  and  :S  {bh'  y)  columns.  Finally,  add  the 
quantities  below  the  last  addition,  in  order  to  obtain  the  totals,  '2  {bh) 
=  21.49,  :S  {bh'  z)  =  807.7,  and  2  {bh'  y)  =  68.42. 

The  check  on  the  totals  is  shown  by  2  {z)  being  equally  distant 
from  2  {hh)  for  the  loads,  P^^  and  P^^.  Likewise,  2  {z^)  should  be 
midway  between  2  {hh'  z)  for  the  loads  P^^  and  P^g.  No  check  was 
discovered  for  2  {hN  y)  except  to  compute  "2  {hW  y)  for  Point  P^^ 
independently  by  the  usual  method.  2  {z)  and  2  {y)  are  checked  by 
direct  addition.  Checking  the  totals  for  P^^,  checks  all  the  others, 
because  they  are  all  carried  forward  in  making  the  totals.  All  the 
multiplications  may  be  made  with  an  ordinary  slide-rule. 

These  summations  being  obtained,  the  work  is  carried  forward  in 
the  usual  manner,  as  outlined  by  Professor  Cain. 


LIS  Discrssiox  ox  srioiniiMD  \i:cJi  comi'UTAtioxs 

1)  I  SCIISHTON 


Mr  William    Cain,   ^f.   Am.   Soc.   C.   E.    (by  letter). — The   author  has 

■  inndo  a  successful  attempt  to  shorten  certain  calculations  pertaining 
to  the  theory  of  the  arch  without  hinges,  where  single  loads  are 
considered.  As  the  number  of  parts  into  which  the  arch  ring  is 
divided  is  increased,  the  burden  of  computation  is  very  much  in- 
creased, and  any  device  for  shortening  the  work  will  be  appreciated 
by   the  computer. 

As  the  subject  is  of  such  practical  importance,  the  writer  will 
give  a  mc^thod  of  computing  the  quantities  in  question  by  a  brief 
and  independent  procedure,  and  will  incidentally  derive  check  formulas 
for  the  difference  method  proposed  by  the  author. 

In  the  diagram,  Fig.  2,  the  horizontal  distances  of  the  loads, 
Pj,  P.„  .  .  .  ,  from  the  center  of  the  span,  A,  will  be  denoted  by 
dj,  6/2,  ...  . 

From  any  P,  as  P^,  are  drawn  the  two  sides  of  the  trial  equilibrium 
polygon  pertaining  to  this  load,  the  one  to  the  right  of  the  load,  P^  A, 
being  horizontal,  the  one  to  the  left,  P^  B^,  being  inclined  at  an 
angle  of  45°  to  the  horizontal.  It  follows  that  h^  h^  =  h^  P^,  h^  h^ 
=  /?3  P^,  etc.;  whence,  for  the  lines,  P^  B^,  P^  B^,  we  have, 

h,  h^  =  ^4  —  ^^4  ^3  ^^3  =  h  —  (h 

K  h  =  h  —  ^h  h  K  =  ^2  —  ^\ 

h^  h.^  =  z.y  —  (1^  63  h^  =  z^  —  c?3 

^ ,    v^)  — 3C.3. 


h^  /l,    =  Z,  —  C\  ,,-^3  3 


•^^^  o  "^^^  o 

Or,   more  generally,  dropping  the  h  subscripts,  the   sums  can  be   in- 
dicated thus: 

Thus,  for  71  =  4,  referring  to  the  load,  P^.  and  the  side  of  its  equilibrium 

polyiron.  P^  7i^. 
4  4 

^  (hh)  =  h,  h^  -  h^  h,  ^  \  h,  +  h,  h,-      ^   {z)  =z,-\-z,-i-z^  -\-z^. 

This  formula  enables  us  to  compute  directly    ^     (bh)  corresponding  to 

•^^^  0 
P„  P„  for  any  P„,  or  for  ?i  =  1,  2,  3,  .   .  in  turn. 

Xow  let, 

J^     (hh.z)  =  hh^.z^  +  hh^.z^  +  ^^3-23  +    .   .   .   4-   '^\-^n- 
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Mr. 
Cain. 


Fig.  2. 


Thus,  if  n  =  4,  the  6/i's  refer  to  the  line,  P^  B^.     It  follows,  from  the 
relations  given  above,  that, 

^ ^  (hh.Z)   =  (Z^  -  dj  Z,  +   (^2  -  f?«)  ^2  +   •    .    .    +   (^n  -  ^\)  ^n 

=  ih^  +  ^2'  +  •    •    •    +  <')  —  dn  (^1  +  ^2  +   •    •    •    +  ^n) 


or 


.i^-^w  -^-1'*  ■%^ri'^ 

>      (hh.z)  =     >     (^)  -  cl^    >     (.) 


(2) 


in  which  the  notation  is  sufficiently  explained  by  the  equivalent  ex- 
pansions above.     Similarly,  if, 

^  (P^-y)  =  ^Kvi  +  ^^Ky2  +  •  .  .  h-  ^K-Vn^ 
-^■^  0 

indicates  the  sum  of  quantities  of  the  type  {hh.y)  for  any  line  F„  5„ 
corresponding  to  a  load,  P„,  we  have, 

S".  (^^^'2/)  =  (^1  —  d^)  y,  +  {z,  —  (7J  2/2   +    •   •   •    +  (^n  —  dn)  Vn 

=  (2^1 2/1  +  ^2  2/2  +  .   .   .  +  2;„  2/n)  —  f^n  (2/1  +  2/2  +  •   •   •  +  2/,^) 


J  10  m.sc:i;.s.si().\  OS  .-shuktli.ned  akcil  cu.vii'l  r  \  i  ions 

:\li.    wliicli  (Mil  !)(•  iii<Iic;»lc(l  1>\   llic  >li(titfr  notation. 
Cain.  ,,  '  „  „ 

^     (''/'•//)    ^   ^    ('■!')— 'L'^    (//) (•■•) 

•^^■"  (>  ^^^  I)  "^^"^  " 

Thus  the  sums  desired,  for  /*„  and  its  corresponding  /''„  !>„,  can  be 
(*(>nii)ut('d  directly  from  FormuUis  (1),  (2),  and  (3),  on  giving  the 
proper    numerical    value   to    n. 

Before  giving  a  numerical  application  of  the  formulas,  it  may  be 
well    to   derive   the   author's   difference   formulas   from    them. 

Thus,  if  in  Formula  (1),  we  change  n  to  (n  —  1)  and  subtract, 
we  find, 

^"  (//A  )  -  ^"       {hh)  =  .„  -  nd^  +  (n  -  1)  0^  _ , 

=  0^  -  1)  (^?n  -  1  -  ^^n)  +  (^n  -  ^?n) (^) 

This  formula  can  also  be  obtained  directly  from  the  figure.  Thus, 
take  71  =  4,  71  —  1  =  3,  then  the  left  number  of  Formula  (4)  equals 
3  (?>4  h.^)  +  6^  Ji^,  which  reduces  to  3  (d^  —  d^)  -\-  (z^  —  d^),  or  to  the 
right  member. 

Similarly,  in  Formula  (2),  change  n  to  (n  —  1)  and  subtract. 
Therefore. 

>    (hh.,)  -   >  (hh.z)  =  ./  +  .7,^  _  ,  >  (z)  -  J,   >     (z) 

=  V  +''„-,  ^"  ~  '(^)  - ''»  (  ^"  '  '(^)  -^  ^«) 

■^^^  o 

A  similar  procedure,  using  Formula  (3),  gives, 

=  C'^.  - 1  -  <^n)  ^"    (y)  "-  (^«  -  ^^«)  yn (^) 

Formulas  (5)  and  (6)  can  likewise  be  derived  directly  from  the 
figure  by  developing  the  left  members  and  reducing.  It  will  be 
observed  that  Formulas  (4),  (5),  and  (6),  are  equivalent  to  the  author's 

formulas  on  notins:  that  f7„  =  —  —  p„. 

To  illustrate  the  application  of  Formulas  (1),  (2),  and  (3),  take 
the  segmental  arch  considered  in  the  writer's  "Theory  of  Solid  and 
Braced  Elastic  Arches,"*  where  only  eight  divisions  of  the  semi- 
arch  were  made.  Of  course,  in  a  practical  design,  a  greater  number 
of  divisions  are  essential  for  fairly  accurate  results,  so  that  this 
particular  investigation  is  only  intended  to  illustrate  the  method  for 
any   arch,   using   any   number   of   dimensions. 

*  Chapter  V,  Second  Edition. 
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The  neutral  line  of  the  arch  is  shown  in  Fig.  3,  also  the  two  sides   Mr. 
of  the  equilibrium  polygon  for  each  load  F„   (n  =  1,  2,  3,  .  .  .)   are  ^^'"• 
drawn   from   the   computations   in   the  book. 

To  effect  these  computations,  the  sums,  ^  (hh),  2  (hh.z),  2  (hh.y), 
are  needed,  and  these  will  now  be  found  for  each  load  by  aid  of  the 
writer^s  Formulas  (1),  (2),  and  (3),  which  will  thus  show  the  great 
saving  in  the  labor  of  computation  over  the  method  used  in  the  text. 

The  values  of  the  vertical  ordinates,  y^,  y^,  .  .  .  y  at  the  points, 
a^,  ^2,  .  .  .  ,  the  horizontal  distances,  z^,  z^,  .  .  .  ,  of  these  same 
points  from  the  center  of  the  span,  and  the  horizontal  distances, 
d^,  d^,  .  .  .  ,  oi  the  unit  loads,  P^,  P^,  .  .  .  ,  from  the  center  of  the 
span,  were  all  measured  from  a  large-scale  drawing,  and  their  numeri- 
cal values  are  all  inserted  in  Tables  2,  3,  and  4,  together  with  certain 
derived  sums  needed  in  the  application  of  the  formulas.  The  method 
of  computation  is  sufficiently  indicated  in  Tables  2  and  3.  In  Columns 
16,  18,  and  20  of  Table  3  are  found  :s  {hh),  2  (hh.z),  2  (hh.y),  for  the 
trial  equilibrium  polygons  corresponding  to  each  load,  P^,  P^,  .  .  .  ,  Pg 
in  turn.  From  these  derived  quantities,  by  use  of  very  simple  formulas 
given  in  the  text  quoted,  the  values  of  the  horizontal  thrust,  the 
vertical  components  of  the  reactions  at  the  springings,  and  the  ordi- 
nates of  the  equilibrium  polygons  at  the  loads  and  at  the  springings 
are  quickly  found  for  each  load,  P.  The  equilibrium  polygons  are 
now  to  be  drawn,  as  shown  in  Fig.  3,  and  the  arch  investigated  for 
the  actual  live  and  dead  loads. 

In  Table  4,  the  quantities,  :2  (hh),  2  (hh.z),  2  (hh.y),  are  computed 
by  the  author's  method  of  differences,  using  Formulas  (4),  (5),  and 
(6).  Some  care  must  be  exercised  here  to  avoid  mistake.  Thus, 
suppose  the  quantities  pertaining  to  P^  are  to  be  computed.  Sub- 
stitute n  =  3  in  each  of  the  formulas  at  the  tops  of  the  columns  and 
put  the  results  in  the  same  line  with  P^.  Then  add  the  results  in 
Columns    (4)    and    (5)    on    the    same    line   with    P^    to    the   previous 

^S     (hh)  =  6.05  to  get  ^^     (hh)   =   10.46,  as  given  in  Column  (6). 

0  0 

Similarly,  proceed  with  Columns  (8)  and   (9)    to    find     ^^     (hh.z)  = 
117.01,  as  given  in  Column  (10),  and  with  Columns  (12)  and  (13)  to  find 
^^     (hh.y)  =  40.47,  as  given  in  Column  (14). 

With  a  little  care,  it  is  hardly  necessary  to  repeat  the  numbers 
added,  so  that  the  table  can  be  compressed  to  about  one-third  the 
space  here  used.  As  a  complete  check  on  the  results,  the  values  given 
for  n  =  8  in  Columns  (6),  (10),  and  (14),  can  also  be  found  by  use 
of  Formulas  (1),  (2),  and  (3),  exactly  as  indicated  in  Table  3,  where 
n  is"  given  the  value  8.  Further,  a  check  may  be  given  where  any 
value  of  n,  as  n  =  4,  is  reached,  by  the  use  of  the  same  Formulas 


U2 
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Mr.  (1),  (2),  and  (.'0-  'I'l»t-  iudepondcnt  method  illustrated  in  'I'ahlc  3 
^'*^'""  is  soinuwhat  shorter  than  the  ditTorence  metho(J,  hut  it  can  only  be 
cheeked  by  repeating:  the  euuiputations.  This  con)i)lete  clieek  on  tlie 
work  is  the  principal  gain  afforded  by  the  author's  method  of  dif- 
ference's, and  he  is  to  be  congratulated  on  having  derived  such  a  brief 
and  valuable  nietliod  of  computation. 

In  conclusion,  a  few  words  may  not  be  inappropriate  concerning 
the  advantage  of  the  method  of  single  loads  in  arch  analysis.  This 
consist^s  not  only  in  an  increased  accuracy,  but  it  is  the  only  practicable 
method  by  whicli  maximum  fiber  stresses  can  be  ascertained.  Thas, 
after  the  c(iuilibrium   polyj^ons  for  the  various  unit  loads  have  been 

/!.     }\    I\  1\  Po  r\R 


Fig.  3. 

drawn,  the  exact  position  of  the  live  load  to  give  the  maximum 
stress  at  any  section  of  the  arch  can  be  at  once  determined  from  the 
figure.  The  writer  has  shown*  the  great  variations  in  stress  at  the 
critical  sections  of  an  arch  as  a  live  load  moves  across  it,  and  has 
indicated  probable  positions  for  this  load  to  cause  maximum  fiber 
stress  at  certain  sections.  Evidently,  however,  the  positions  will 
depend  on  the  shape  of  the  arch,  and  will  thus  vary  as  the  arch  is 
thicker  or  thinner  and  also  with  the  curves  of  the  intrados  and  extra- 
dos.  The  method  of  single  loads  gives  certainty,  the  usual  method 
uncertainty,  in  endeavoring  to  find  maximum  stresses.  It  is  feared, 
therefore,  that  of  the  tens  of  thousands  of  concrete  arches  built  in 
the  United  States,  the  maximum  stresses  in  but  very  few  have  been 
ascertained.     The  subject  is  a  vital  one,  and  of  practical  importance. 

*  "Theory  of  Solid  and  Braced  Elastic  Arches." 
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Y  Mkssrs.  Ernest  "  '  "   ^>^i^  J^>"^'  ^-  ^^•^''- 

the  strength  of  reint.-rrl  concrete  floor  slabs,  it  is 

i  the  tensile  resistance  o  t.l»c  concrete.     That  portion 

on  the  tensile  side  of  th. neutral  plane  is  considered 

covering  the  steel,  for  being  to  resist  shear,  and  for 

iiig.     A  small  part  of  this  oncrete  would  ordinarily  be 

Mver   the  steel   and   fumialthe  necessary    resistance   to 

remainder  is  a  heavy  and  sonwliat  expensive  material  for 

Particularly  is  this  true  in  n'  case  of  long  spans  which 

Iv  slabs. 
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THEORY  OF  REINFORCED  CONCRETE  JOISTS. 

By  John  L.  Hall,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  Ernest  McCullough  and  John  L.  Hall. 


In  computing  the  strength  of  reinforced  concrete  floor  slabs,  it  is 
usual  to  disregard  the  tensile  resistance  of  the  concrete.  That  portion 
of  the  concrete  on  the  tensile  side  of  the  neutral  plane  is  considered 
only  useful  for  covering  the  steel,  for  helping  to  resist  shear,  and  for 
forming  a  ceiling.  A  small  part  of  this  concrete  would  ordinarily  be 
sufficient  to  cover  the  steel  and  furnish  the  necessary  resistance  to 
shear.  The  remainder  is  a  heavy  and  somevs^hat  expensive  material  for 
a  ceiling.  Particularly  is  this  true  in  the  case  of  long  spans  which 
require  thick  slabs. 

By  keeping  the  reinforcing  steel  in  large  units,  a  series  of  parallel 
concrete  joists  may  be  formed,  instead  of  a  flat  slab.  With  a  thin 
slab  over  the  top,  lightly  reinforced  transversely,  the  joists  become  a 
system  of  small  T-beams.  The  expensive  form  work  of  such  a  system 
is  one  objection  to  it,  and  the  preference  for  a  flat  ceiling  is  another. 
To  obviate  these  objections,  burned  clay  hollow  tile  with  plaster  ceil- 
ing, or  sheet-metal  tile  with  metal  lath  and  plaster  ceiling,  has 
been  used. 

The  purpose  of  this  paper  is  not  to  discuss  the  relative  merit  or 
economy  of  these  several  methods  of  construction,  but  rather  to 
discuss  the  things  which  should  be  considered  in  computing  the  strength 
of  such  a  system  of  joists.  Various  claims  are  made  as  to  the  work 
performed  by  clay  tile  in  combination  with  concrete  joists.     It  is  not 
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the  intention  to  discuss  this  matter  at  present.  The  spaces  between 
joists,  therefore,  will  be  assumed  to  be  voids.  Fig.  1  shows  how  such 
a  system  was  used  in  a  recent  design.  See  also  the  plan,  Fig.  6. 
Fig.  2  is  a  section  throiigli  the  joists,  and  Fig.  o  is  a  section  through  the 
beams.  Fig.  4,  illustrating  the  mode  of  bending,  in  a  beam  with  fixed 
ends,  is  introduced  for  the  purpose  of  reference  in  what  follows. 
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1  Fig.  5.  I 

TYPICAL  DETAIL  OF  FLOOR  JOIST 

The  bending  moment  of  a  simple  beam  resting  freely  on  end 
supports  is  determined  solely  by  the  amount  and  distribution  of  the 
load  (including  the  weight  of  the  beam  itself),  entirely  regardless  of 
its   sectional   shape    or   materials. 

In  a  continuous  beam,  however,  the  bending  moment  depends  on 
the  amount  and  distribution  of  loads  and  also  on  the  elastic  curve 
or  deflection  of  the  beam.  The  elastic  curve  is  influenced  by  the 
shape  and  composition  of  the  beam.  What  the  actual  bending 
moments  are  in  reinforced  concrete,  therefore,  is  not  known.  It  is 
a   matter  of  much  difference  of  opinion   among  engineers,   as   shown 
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by  the  discussion  before  this   Society  following  the  Progress  Report 
of  the  Special  Committee  on  Concrete  and  Reinforced  Concrete. 

As  commonly  given  in  books  on  mechanics,  the  bending  moments 
and  reactions  for  continuous  beams  are  calculated  for  the  ideal  case 
of  homogeneous  beams  of  uniform  sections  resting  freely  on  level  sup- 
ports evenly  spaced.  Such  cases  do  not  occur  in  building  construc- 
tion. After  many  tests  of  actual  construction,  the  formulas  given 
in  the  building  laws,  although  based  on  the  ideal  case,  are  recognized 
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Fig.  6. 
TYPICAL  FLOOR  FRAMING  PLAN 

as  safe,  and  are  in  general  use;  yet  it  is  well  to  remember  always  that 
these  formulas  are  only  approximations.  The  nearer  a  design  ap- 
proaches the  ideal  case  referred  to,  the  more  nearly  do  the  formulas 
approach  the  truth.  Any  material  deviation  in  design  from  the  or- 
dinary approximation  to  the  ideal  condition  presents  a  case  for  special 
study   and   determination. 

It  is  thought  that  the  laws   of  deflection  and  the  amount  of  de- 
flection under  working   loads   are  much  the  same   in   reinforced   and 
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ill  plain  concrete.  Certninly,  the  smnJl  deflections  in  reinforced  con- 
crete, as  coniiiarcd  witli  those  in  structural  steel,  sliow  that  in  the 
former  the  concrete  is  more  of  a  controlling  factor  in  deflections 
tluin  the  steel.  This  theorj'  is  consistent  also  with  calculated  deflections 
using  the  moment  of  inertia  of  sections  containing  usual  percentages 
of  steel.  It  would  seem,  therefore,  that  the  reinforcing  steel  has  very 
little  influence  on  the  elastic  curve  of  the  kind  of  construction  under 
investigation,  except  in  so  far  as  it  prevents  tensional  rupture  and 
thereby  permits  higher  stresses.  In  this  view  of  the  subject  it  is 
apparent  that  the  reinforcing  steel  should  be  placed  so  as  to  resist 
rupture  where  it  would  be  most  likely  to  occur  in  the  concrete. 

Looking  at  the  floor  construction  of  Figs.  1,  2,  and  3,  if  it  be 
assumed  that  this  construction  is  essentially  a  continuous  flat  slab, 
and  that  the  maximum  bending  moment  is  at  the  center  line  of  sup- 
porting beams,  then  the  maximum  stress  both  in  compression  and 
tension  will  be  along  this  center  line,  and  the  stresses  will  diminish, 
according  to  some  law,  to  zero  at  the  line  of  contraflexure.  Sup- 
pose, now,  that  a  large  part  of  the  concrete  on  the  compression  side 
of  the  slab  be  removed  at  some  place  between  the  center  line  of  the 
supporting  beam  and  the  line  of  contraflexure;  a  plane  of  weakness 
is  introduced  which  may  cause  failure  where  the  moment  is  con- 
siderably less  than  the  maximum.  This  is  inconsistent  with  the 
premises,  and  shows  that  the  width  of  the  12-in.  flanges  of  the 
beams  must  be  considered  in  calculating  the  strength  of  the  floor 
slab  so-called. 

If  it  is  assumed,  however,  that  the  construction  consists  of  a 
series  of  joists  or  small  T-beams  with  one  or  both  ends  fixed,  then  the 
danger  section  of  a  joist  occurs  at  a  fixed  end,  where  it  joins  a  beam, 
and  the  analysis  becomes  straightforward  and  consistent.  It  is 
thought,  therefore,  that  the  joists  should  be  designed  for  fixed  ends, 
in  accordance  with  actual  conditions. 

An  objection  which  might  be  made  to  this  procedure  is  that 
the  beam  flanges,  into  which  the  ends  of  the  joists  are  said  to  be 
fixed,  are  themselves  capable  of  deflection,  so  that  the  ends  of  the  joists 
are  inclined  slightly  instead  of  level.  This  deflection  at  the  edge  of 
the  flanges,  however,  must  necessarily  be  very  small,  being  estimated 
according   to    the    respective   moments   of    inertia,    and    is    only   40% 
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of  wlia.t  it  would  be  at  the  same  line  if  the  joist  section  ran  without 
change  to  the  center  of  the  beams. 

The  effect  of  this  slight  inclination  of  the  supports  would  be  to 
increase  slightly  the  positive  moment  at  the  center  of  the  joists  and 
to  reduce  slightly  the  negative  moment  at  the  fixed  ends.  This  reduc- 
tion of  negative  moment  would  cause  the  calculated  negative  moment 
to  err  on  the  side  of  safety,  and  the  slightly  increased  positive  center 
moment  would  utilize  more  economically  the  excess  strength  provided 
at  the  center. 

The  negative  bending  moment  along  the  center  line  of  the  beams 
is  the  sum  of  the  moments  of  the  distributed  loads  out  to  the  line  of 
contrailexure,  and  of  the  concentrated  loads  along  the  latter  line. 
Any  change  in  design  that  tends  to  move  the  line  of  contraflexure 
away  from  the  supports  and  toward  the  center  of  the  span,  would  tend 
to  increase  the  negative  moment  at  the  center  of  the  supports.  It 
is  conceivable,  therefore,  that  the  negative  moment  in  the  case  under 
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discussion   mis^ht   be    somewiiat   more    than   — .     If    so,    additional 
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steel  should  be  provided  in  the  top  of  the  slab  across  the  beams. 

The    formula,  — — — ,    expresses  the  bending  moment  at  either  end 

of  a  beam  of  constant  section  uniformly  loaded  and  having  fixed  ends. 
The  points  of  contraflexure,  0  (Fig.  4),  are  located  0.211L  from  the 
ends.  The  central  portion,  0-0,  may  be  considered  as  a  simple 
beam,  uniformly  loaded.  The  end  portion,  a-0,  may  be  considered  as 
a  cantilever  uniformly  loaded  from  a  to  0  and  supporting  at  0  the 
reaction  from  0-0.  From  these  conditions  the  shear  and  bending 
moment  can  be  readily  computed  for  any  section  in  the  length  of  the 
beam. 

In  similar  manner,  a  continuous  beam  is  restrained  by  bending 
moments  at  the  supports.  The  points  of  contraflexure,  however,  from 
which  the  moments  may  be  computed,  are  not  located  as  easily.  Their 
position  is  affected  by  the  number  and  the  relative  length  of  the  spans 
and  by  the  distribution  of  the  live  loads,  whether  on  some  or  all  of 
the  spans,  and  by  other  considerations.  In  order  to  simplify  the 
computations,    the   building   laws   authorize   the   use   of  the   formula, 
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— — -,   for   interior  spans,   and,       — ,  for  end  spans.     This  method  of 
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calculating  is  only  npproxiinntoly  correct.  Its  error  is  usually,  al- 
though not  always,  on  the  side  of  safety.  The  formula  for  interior 
spans  is  the  same  as  that  for  beams  with  both  ends  fixed.  For  end 
spans,  the  formula  indicates  one  fixed  end  and  one  partly  fixed. 

When  applicable,  the  theorem  of  three  moments  permits  the  ac- 
curate detennination  of  moments  and  shears  for  actual  conditions;  and, 
if  all  the  conditions  are  actually  considered,  it  affords  a  more  scientific 
method  of  calculation  than  the  approximate  formulas  previously 
stated.  The  building  law  recognizes  the  validity  of  scientific  analysis, 
and  caution  would  seem  to  require  such  analysis,  if  attainable,  when- 
ever the  design  varies  materially  from  ordinary  conditions  of  con- 
tinuity, as,  for  example,  when  the  spans  are  very  unequal  in  length, 
or  when  the  conditions  of  constant  section  and  free  support  are 
deviated  from  in  any  marked  degree. 

The  features  of  this  design,  which  vary  from  usual  conditions 
of  continuity,  are:  (1)  the  massive  character  of  the  supporting  beams; 
and  (2)  the  sudden  change  in  section  where  the  joists  join  the 
flanges  of  the  beams. 

The  joists  in  interior  spans  were  assumed  to  have  fixed  ends, 
and  an  attempt  was  made  to  determine  the  location  of  the  points  of 
contraflexure.  Investigations  by  F.  E.  Turneaure,  Assoc.  M.  Am.  Soc. 
C.  E.,  indicate  that,  within  ordinary  working  stresses  and  percentages 
of  steel,  the  elastic  curve  of  a  concrete  beam  is  not  greatly  influenced 
by  the  position  of  the  reinforcement.  It  appears  to  be  desirable,  there- 
fore, to  ascertain  the  natural  elastic  curve  of  the  concrete  joists 
and  place  the  steel  where  it  is  needed  in  conformity  thereto. 

Two  assumptions  were  tested:  (1)  That  the  ends  of  the  joists 
are  fixed  at  the  face  of  the  beam  web;  (2)  that  they  are  fixed  a.t  the 
edge  of  the  beam  flanges.  The  location  of  the  points,  0,  was  calculated 
for  both  conditions,  on  the  basis  of  a  constant  section. 

The  position,  0^,  Fig.  3,  obtained  by  the  first  calculation,  would  be 
correct  if  the  flange,  F,  were  as  flexible  as  the  joist,  J,  while  the  posi- 
tion, 0^,  would  be  correct  if  the  flange,  F,  were  perfectly  rigid.  As 
the  flexibility  of  F  is  intermediate  between  these  assumptions,  the 
true  position,  0^  must  lie  between  0^  and  0^,  and  closer  to  the 
one  derived  from  that  assumption,  which  is  nearer  the  truth. 

A  beam  of  the  section,  F,  it  was  estimated,  would  deflect  four- 
tenths  as  much  under  a  given  load  and  span  as  one  of  the  section  J 
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It  is  then  more  nearly  a  rigid  beam  than  one  of  the  same  flexibility 
as  J.  The  point,  0^,  therefore,  lies  nearer  0^  and  is  four-tenths  of 
the  way  from  0^  toward  0^. 

Having  fixed  the  position  of  the  points,  0,  the  remaining  calcula- 
tions are  very  simple.  The  typical  detail  of  the  joist,  Fig.  5,  is  de- 
signed in  a.ccordance  with  the  actual  conditions  as  understood,  and 
the  necessary  resistance  is  provided.  The  moments  and  shears  are 
stated  on  that  figure. 

In  view  of  the  fact  that  the  moment   at  the  center  of  the  span 
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of  a  beam  with  fixed    ends   is   only  one-half  of  —7-^ ,  it  may  be  asked 

why  this  formula  is  required  by  law  generally  for  the  center  of 
continuous  interior  spans,  and  whether  such  requirement  would  be 
justified  in  the  present  instance.  Analysis  of  the  spans  under  con- 
sideration by  the  ordinary  theory  of  continuous  beams  showed  that 
if  only  one  span  be  fully  loaded,  the  other  spans  having  dead  load 
only,  the  fully  loaded  span  will  have  a  moment  at  the  center  about 
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two- thirds   of  .     If  the   live   load   on  one   span  only  were  greatly 

i^ 

increased  over  the  dead  load,  the  moment  at  the  center  of  the  span 
would  be  increased  in  a  larger  ratio;  but,  in  the  absence  of  those  con- 
ditions, there  appears  to  be  nothing  gained  by  increasing  the  rein- 
forcement at  the  center  of  the  span. 

Again,  the  theory  of  continuous  beams  does  not  take  into  ac- 
count the  torsional  stiffness  of  the  supporting  beams,  which,  in  the 
present  case,  is  very  considerable.  Manifestly,  the  more  nearly  we 
approach  the  ideal  condition  of  fixed  end  supports  for  the  joists,  the 
less  influence  will  be  exerted  by  conditions  outside  the  particular 
span  considered,  so  that  the  probable  maximum  moment  at  the  center 
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of  the  span  of  the  joists  will  always  be  less  than  two-thirds  of   -— - , 

±A 

in  this  particular  design. 

In  the  detail  herewith  submitted.  Fig.  5,  the  reinforcing  steel  is 

disposed  in  accordance  with  the  foregoing  statement  of  theory. 
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DISCUSSION 


Mccfiion;,!,  ^i^-^»'«T  J\IcCi]Li.ou(;ii,  M.  Am.  Soc.  C.  E.  (by  letter).— In  some 
recent  correspondence  with  Sanford  E.  Thompson,  M.  Am.  Soc.  C.  E., 
the  writer's  attention  was  called  to  a  too  common  error  on  the  part  of 
designers  in  reinforced  concrete,  wherein  the  sum  of  the  middle  bend- 
ing coetlicient  and  the  coeflicient  at  one  support  is  always  assumed  to 

1      .. 
be  equal  to  ^  '"^".     The  moment  of  inertia  of  the  section  is  not  con- 
sidered as  being  affected  by  the  quantity  of  steel,  the  result  being  that, 
if  a  middle  coetHcicnt  =  —  is  assumed,  the  coefficient  over  supports  is 

taken  as  -—.     Ilic    writer  checks  a  great  many  plans    for   contractors 

and  owners,  these  plans  being  generally  furnished  free  of  cost  by  steel 
salesmen.  The  almost  uniform  practice  is  to  use  the  clear  span,  face 
to  face  of  T-beams,  for  floor  slabs,  and  the  clear  span,  face  to  face  of 
columns,  for  beams  and  girders,  the  foregoing  coefficients  being  used 
for  steel  distribution.  The  writer  has  never  been  able  to  make  the  de- 
signers do  more  than  use  a  coefficient  of  —  in  the  middle  and over 
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supports.  He  has  sometimes  failed  to  secure  a  concession  of  even  that 
much,  as  the  designers  can  refer  owners  to  a  large  number  of  buildings, 
erected  in  every  State  in  the  Union,  designed  with  the  foregoing  dis- 
tribution of  bending  coefficients.     When  possible,  he  compels  the  use 

of  —  over  supports  and  ——  in  the  middle,  whereas,  the  building  ordi- 
J^—  lo 

nances  of  Chicago  and  most  cities  call  for  a  total  of  -  id^,  with  a  co- 

(') 

efficient  of—  id'  in  the  middle,  of  course,  then  obtaining  equal  steel 

areas  in  the  middle  and  over  each  support. 

Two  weeks  ago  a  designer  gave  as  authority  for  his  method,  Tur- 
neaure  and  Maurer's  "Principles  of  Keinforced  Concrete  Construc- 
tion," second  edition,  page  307,  where  the  following  occurs: 

"*     *     *     but  the  use  of  — -  for  the  general  coefficient  will  provide 

ample  strength  in   all  ordinary  cases.     This  would  require  an  actual 

resisting  moment  at  each  support  of  onlv  about  —  pl^  in   order  that 

40 

the  center  moment  be  reduced  to  — —  pT^." 

His  attention  was  called  to  a  line  on  the  same  page  where  the  fol- 
lowing appeared : 
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"The   foregoing-   calculations    assume    uniform   moment    of    inertia        Mr. 
and  therefore  that  about  the  same  amount  of  steel  is  used  for  negative  ^icCuiiouprh. 
as  for  positive  moments.    The  effect  of  variation  in  moment  of  inertia 
is  discussed  in  Art.  166." 

In  the  preceding  paragraph,  on  the  same  page,  the  authors  propose 
certain  coefficients,  saying  plainly  that  they  are  for  both  positive  and 
negative  moments.  To  the  writer,  it  seems  impossible  to  make  any 
mistake  in  the  matter,  if  it  is  carefully  studied,  even  v^ith  no  other 
authority  than  that  above  quoted. 

Turning  to  Art.  166  in  the  above-mentioned  book,  it  is  found  to 
deal  with  columns,  the  reference  being  a  misprint.  Art.  165  being 
meant.  This  section  is  a  valuable  discussion  of  the  effect  of  varying 
moments  of  inertia,  being  based,  for  the  most  part,  on  a  discussion  by 
P.  E.  Stevens,  Assoc.  M.  Am.  Soc.  C.  E.*  A  table  is  given,  based  on 
the  moments  of  inertia  varying  with  the  quantities  of  steel,  showing 

that  if  the  assumption  be  made  that  the  middle  coefficient  =  ^  wV'  and 

o 

about  one-fifth  of  the  quantity  of  steel  in  the  middle  in  the  bottom 
be  placed  in  the  top  over  supports,  the  stress  a,t  the  center  will  be  55% 
of  the  working  stress  and  at  the  end  will  be  4.1  X  O-^^  =  2.25  times 
the  working  stress. 

In  the  last  edition  of  "Concrete,  Plain  and  Reinforced,"  by  Taylor 
and  Thompson,  the  following  is  found  on  page  439 : 

"In  applying  this  to  the  various  cases,  the  assumption  is  made  that 
the  moment  of  inertia  of  the  beam  is  constant  throughout  its  length. 
While  this  is  not  strictly  true,  extensive  studies  of  various  cases  in 
reinforced  concrete  show  that  a  large  change  in  the  moment  of  inertia 
makes  a  very  small  change  in  the  bending  moment,  so  that  the  relations 
are  substantially  correct  until  a  member  enters  a  much  larger  member." 

Mr.  Thompson,  in  a  letter  to  the  writer,  says: 
"Many  designers  have  the  very  erroneous  idea  that,  because  they 
design  a  beam  for    -r-,   the  bending  moment  is  reduced  to  zero  over 

o 

the  supports.  This,  of  course,  is  not  the  case,  because  designing  the 
beam  lor    —  is  an  entirely  different  matter  from  changing  the  bend- 

mg  moment  to   — -.      The  bending  moment  still  remains  in  the  neigh- 

o 

borhood  of  -— -,  if  the  beam  is  fully  continuous;  so  that  the  bending 
moment  at  the  support  for  uniform  load  is  still  a  little  less  than  — . 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LX,  1908,  p,  496. 
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but  has  nef^rlec'tod  to  call  atlcntion  spocially  to  the  fact  that  all  con- 
crete desif^ns,  wherein  continuity  of  construction  is  considered,  should 
be  based  on  llu>  end  moments  rather  than  the  center  span  moments. 
A  few  days  a^'o,  in  conversation  with  three  structural  engineers, 
members  of  this  Society,  the  writer  discovered,   to  his  surprise,   that 

they  believed  the  sum  of  the  center  and  one  end  coefficient   =    ,;   and 

s 

if  the  assumption  is  made  for  a  large  bending  moment  in  the  center, 
that  only  enough  steel  is  required  over  supports  to  care  for  the  re- 
mainder of  the  coefficient,  it  being  their  practice  to  use  arbitrarily 
over  supports  about  one-fifth  of  the  quantity  of  steel  used  in  the  mid- 

die,  in  the  event  that  they  use    —    in  the  center.     This  small  quantity 

of  steel  they  claim  is  to  take  care  of  possible  cracks,  mainly  caused 
by  temperature,  and  possibly  by  a  bending  down  of  the  flanges  of 
T-beams,  or  unlooked  for  variations  in  loading.  As  such  men  hold 
to  these  views,  it  is  proper  to  have  a  full  discussion  of  this  phase  of 
the  subject,  and  that  some  present  methods  of  designing  be  discour- 
aged. Five  or  six  years  ago  such  views  were  common,  and  it  is  sur- 
prising that' by  this  time  so  many  men  of  standing  in  concrete  work 
still  neglect  consideration   of  the  fact  that  "designing  the  beam  for 

tcT'  . 

-—  IS  an  entirely  different  matter  from   changing  the  bending  moment 

o 

to  -^,"  as  stated  by  Mr.  Thompson. 

o 

Mr.  John  L.  Hall,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  has  read 
with  interest  the  discussion  by  Mr.  McCullough,  who  seems  to  accept 
the  theory.  His  discussion  emphasizes  the  fact  that  the  prevailing 
practice  among  designers  of  continuous  reinforced  concrete  construc- 
tion errs  in  assuming  the  position  of  maximum  bending  moment  at 
the  middle  of  the  span,  instead  of  at  the  supports.  Judging  from  the 
building  regulations  of  the  principal  cities  of  the  United  States, 
w^iich  the  writer  has  had  occasion  to  examine  during  the  past  two 
or  three  years,  it  would  seem  that  Mr.  McCullough  has  much  evidence 
to  justify  his  contention.  It  is  thought  to  be  good  practice  to  calculate 
the  moments  as  nearly  as  may  be  in  accordance  with  the  actual  condi- 
tions of  loading,  and  on  the  ordinary  theory  of  mechanics. 

The  records  of  tests  of  reinforced  concrete  and  the  literature  of  the 
subject  leave  some  doubt  in  the  mind  as  to  what  the  actual  bending 
moments  are  at  the  middle  of  the  span  in  reinforced  concrete  struc- 
tures, but  it  is  thought  that  the  moments  at  the  supports  are  in  general 
as  large  as  the  results  obtained  by  the  methods  proposed  by  the  writer. 


Hall 
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With  Discussion  by  Messrs.  L.  J.  Le  Conte,  E.  P.  Goodrich, 
Lewis  M.  Haupt,  and  H.  M.  Chittenden. 


To  describe  any  one  of  the  larger  ports  of  the  Pacific  Coast 
adequately  would  exceed  the  admissible  limits  of  this  paper.  To 
describe  them  all  with  anything  like  minute  detail  is  clearly  impos- 
sible, and  it  is  assumed  that,  in  assigning  this  topic,  the  intention 
was  that  it  be  treated  only  on  broad  general  lines  which  should  give 
a  comprehensive  view  of  the  subject  as  a  whole,  rather  than  a  study 
in  detail.  Even  with  this  understanding,  the  scope  of  the  subject 
is  so  vast  that  its  compression  into  the  compass  of  a  professional 
paper  seems  little  better  than  the  preparation  of  a  table  of  con- 
tents. The  attempt  has  been  made,  however,  and  its  results  are 
presented  herewith  under  the  following  headings: 

I. — Strategic  Relations  of  Coast  Ports. 
XL — Descriptive  Data. 
III. — Engineering  Problems. 
IV. — Administrative   Systems. 

Y. — Plans  for  the  Future. 
VI. — Influence  of  the  Panama  Canal. 

The  paper  will  treat  only  of  those  ports  north  of  the  boundary 
between  Mexico  and  the  United  States. 


*This  paper  was  presented  to  the  Annual  Convention  at  Seattle,  Wash.,  and  also  at 
the  meeting  of  November  20th,  1912. 


IdG  rours  of  tiiI':  rAciFic 

I. — Strategic  Rklations  ok  Coast  Ports. 

Commerce  of  the  Pacific. — Since  the  days  of  Magellan,  imagina- 
tive minds  have  pictured  the  Pacific  Ocean  as  the  future  home  of 
the  world's  commerce.  There  is  something  in  the  immensity  of  that 
ocean,  in  the  present  vastness  of  the  population  on  one  shore  and  the 
future  vastness  of  that  on  the  other,  which  conjures  up  visions  of 
argosies  such  as  the  ^fediterranean  or  the  Atlantic  has  never  known. 
The  situation  as  it  actually  exists,  however,  makes  this,  picture 
somewhat  of  an  illusion.  The  very  wideness  of  the  intervening  sea 
is  a  mighty  barrier  to  economic  intercourse  across  it.  The  breadth 
of  the  Pacific  as  compared  with  that  of  the  Atlantic,  depending  on 
the  latitude,  is  as  two  or  three  to  one;  and,  while  the  cost  of  transit 
and  loss  of  time  may  not  be  in  the  same  proportion,  there  is  still  a 
wide  disparity  against  the  larger  ocean.  There  are  also  the  almost 
insuperable  barriers  of  race  and  economic  conditions  on  the  Asiatic 
Coast.  We  do  not  admit  the  Oriental  to  our  shores  as  we  do  the 
European.  That  immense  source  of  traffic  which  has  sustained  its 
thousands  of  ships  on  the  Atlantic  is  cut  off  on  the  Pacific.  Like- 
wise those  Oriental  countries  have  little  to  offer  the  traveler  which 
can  compare  with  the  lure  of  European  civilization,  ancient  and 
modern.  Tourist  traffic  across  the  Pacific  is  a  bagatelle  compared  to 
that  over  the  Atlantic.  Finally,  the  deep  poverty  of  the  hordes  who 
swarm  the  Asiatic  shores,  and  the  backward  condition  of  industry 
there,  are  not  promotive  of  vigorous  commercial  intercourse,  for  they 
offer  relatively  little  to  sell  and  less  with  which  to  buy. 

Thus  it  results  that  the  commerce  of  this  ocean,  great  though  it 
be,  is  small  compared  with  that  of  the  Atlantic,  and  small  to  what 
might  be  expected  from  the  millions  of  inhabitants  affected  by  it. 
Its  growth  in  the  near  future,  strange  as  it  may  appear,  is  more  de- 
pendent on  the  countries  which  border  the  Atlantic  than  on  those 
washed  by  its  own  waters.  As  far  as  the  Pacific  Coast  is  concerned, 
the  eyes  of  its  people  are  turned  east  rather  than  west.  It  is  there 
that  their  kindred  dwell;  it  is  there  that  the  capital  exists  which 
shall  develop  their  boundless  resources;  it  is  thence  that  must  come 
those  who  shall  help  to  populate  their  shores.  It  is  this  fact— that  their 
future  is  on  the  Atlantic  rather  than  on  the  Pacific— which  makes 
the  opening  of  the  Panama  Canal  an  event  of  such  tremendous  import 
to  them.     It  is  bringing  them  to  their  own.     It  fronts  them  toward 


PORTS  OF  THE  PACIFIC  157 

Europe.  It  opens  to  them  the  treasures  of  the  Occident — far  more 
potent,  if  less  romantic,  than  those  of  the  Orient.  It  gives  them 
something  of  the  advantage  which  the  eastern  shore  of  the  Continent 
enjoys  by  reason  of  its  closer  relation  to  the  fundamental  sources 
of  our  civilization. 

If  this  condition  is  true  of  the  present,  and  will  remain  so,  to  a 
degree,  for  the  indefinite  future,  let  it  not  blind  us  to  the  profound 
changes  which  are  taking  place  in  those  ancient,  and,  but  yesterday, 
non-progressive,  countries  which  lie  on  the  other  side  of  the  Pacific. 
When  we  consider  what  a  volume  of  commerce  the  accidents  of 
political  fortune  have  turned  in  this  direction  from  the  distant  Philip- 
pines; when  we  reflect  on  the  marvelous  progress  of  modern  Japan; 
and  when  we  note  the  amazing  changes  now  going  on  in  that  venerable 
nation  which  has  slumbered  indifferent  to  the  rest  of  the  world  for 
thirty  centuries  or  more,  we  cannot  afford  to  take  a  pessimistic  view 
of  our  future  relations  with  that  side  of  the  globe.  If  ever  these 
people  accomplish  what  is  within  their  practical  reach;  if  ever  they 
turn  to  account,  as  is  done  in  Europe  and  America,  their  wealth  of 
natural  resources  and  their  own  capacity  for  industrial  development, 
surely  there  will  result  a  mighty  increase  in  trade  between  them  and 
the  rest  of  the  world,  and  of  this  the  American  Continent  will  enjoy 
the  greater  share. 

Thus,  while  the  Atlantic  holds  out  to  us  the  brighter  present 
prospect,  there  is  brilliant  promise  in  the  Pacific,  and  in  every  direc- 
tion the  future  is  big  with  hope.  Visions  of  the  coming  day  are 
profoundly  stirring  the  minds  of  men.  Expansion  is  in  the  air.  The 
measureless  force  of  unseen  psychological  influences  rushes  the  world 
along  whether  it  will  or  no.  Doubtless,  it  builds  exaggerated  hopes 
and  paves  the  way  to  much  disappointment,  but  its  very  exuberance 
of  faith  is  an  earnest  of  vast  accomplishment. 

This  far-reaching  movement,  which  has  been  crystallized  into 
definite  form  by  the  approaching  consummation  of  the  greatest  en- 
gineering work  of  ages,  finds  its  intensest  expression  along  the  Pacific 
Coast  of  North  America.  To  other  parts  of  the  world,  the  Panama 
Canal  means  simply  increased  opportunities  for  trade;  to  the  Pacific 
Coast  it  means  a  new  lease  of  life  through  the  elimination  of  those 
barriers  which  separate  it  from  its  true  source  of  sustenance  and 
growth.     Everywhere  along  the  Coast,  faith  in  the  beneficial  results 
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of  this  parent  work  Ih  unbounded.  It  is  a  faith,  moreover,  which 
expresses  itself  in  works.  From  Alaska  to  J.f)wer  California,  the 
Coast  is  gettinjj:  ready  for  the  Canal.  It  is  putting  its  house  in  order. 
It  is  spending  in  this  work  prodigious  sums  of  money.  The  present 
decade  will  witness  an  expenditure  in  port  development  of  probably 
$50  000  000.  The  slogan  which  has  won  this  vast  sum  from  the 
pockets  of  the  taxpayers  is:  "Get  ready  for  the  opening  of  the  Panama 
Canal,"  and  the  formal  celebration  of  that  event  will  find  the  work 
well  toward  completion. 

It  would  be  idle  to  pretend  that  this  prodigious  effort  springs 
solely  from  an  actual  necessity  of  providing  for  the  increase  of  traffic 
that  will  result  from  the  opening  of  the  Canal.  The  popular  belief  is, 
of  course,  that  this  is  the  case;  but  those  who  have  studied  the  situation 
closely  know  better.  They  realize  that  the  movement  is  being  over- 
done, but  they  recognize  that  it  is  bound  to  keep  on  through  the  fear 
which  each  port  entertains  of  what  its  sister  ports  may  do.  The 
stigma  of  possible  failure  in  the  race  and  fear  of  loss  of  prestige  are 
the  potent  forces  which  are  back  of  these  extraordinary  efforts.  Los 
Angeles  or  Seattle  would  find  it  difficult  on  the  cold  basis  of  rational 
business  foresight  to  justify  their  enormous  prospective  outlays;  but 
they  find  ample  justification  in  the  necessity  of  keeping  up  with  a 
procession  which  now  stalks  with  tremendous  strides  from  one  end 
of  the  Coast  to  the  other. 

Competition  of  Ports.— This  interesting  state  of  things  suggests  a 
primary-  basis  for  comparing  the  ports  of  this  Coast,  namely,  their 
relations  to  one  another  as  commercial  rivals.  In  the  long  stretch  of 
coast  line  from  Latitude  32°  30'  to  Latitude  54°  40',  there  are  certain 
points  of  true  strategic  value;  that  is,  points  the  possession  of  which 
gives  the  possessor  important  advantages  over  his  competitor.  Broadly 
speaking,  there  are  two  great  divisions  of  the  Coast  from  a  commercial 
point  of  view — the  north  and  south — with  the  Oregon-California  line 
the  approximate  boundary  between  them.  Only  in  a  very  general 
sense  are  these  two  sections  of  the  coast  competitors.  They  both 
reach  out,  it  is  true,  to  Hawaii,  the  Orient,  and  Alaska,  and  inland 
to  common  interior  points;  but  each  has  some  advantage  peculiar  to 
itself — a  sort  of  proprietary  right  in  certain  spheres  in  which  the 
other    seems    rather    an    interloper.      The    competition    in    such    cases 


PORTS  OF  THE  PACIFIC  159 

is  not  keen,  for  the  advantage  of  the  more  favored  rival  is  too  pro- 
nounced to  be  coped  with  successfully. 

It  is  in  a  narrower  sphere  that  the  competition  of  these  ports  be- 
comes really  intense.  San  Francisco,  Los  Angeles,  and  San  Diego 
have  little  to  fear  from  the  ports  of  the  North,  for  their  respective 
hinterlands  merge  only  in  the  far  interior  of  the  Great  Basin,  but 
they  have  a  wholesome  respect  for  one  another.  Portland  poaches 
but  slightly  on  San  Francisco's  preserves,  and  Puget  Sound  still 
less,  but  the  port  on  the  Columbia  never  for  an  instant  lets  her  sisters 
farther  north  forget  her  existence.  Puget  Sound  and  the  ports  of 
British  Columbia  are  also  competitors  of  a  strenuous  type  in  spite 
of  the  artificial  barriers  of  nationality,  tariff,  and  different  customs 
and  laws.  In  these  local  groups  competition  is  really  keen,  and  each 
competitor  is  feverishly  anxious  as  to  what  its  rivals  are  doing,  while 
the  still  smaller  units  of  the  group  flourish  either  by  virtue  of  special 
advantages  or  simply  on  the  crumbs  which  fall  from  their  wealthier 
sisters'  tables. 

San  Francisco  Bay. — Having  thus  touched  in  most  general  terms 
on  the  trade  relations  of  different  sections  of  the  Pacific  Coast,  let  us 
consider  in  some  detail  the  principal  ports,  still  from  the  point  of 
view  of  their  commercial  relations.  Whatever  changes  the  future 
may  have  in  store,  it  is  now  true,  and  for  a  long  while  will  so  remain, 
that  San  Francisco  Bay  is  far  and  away  the  most  important  port  on 
the  Coast.  It  is  a  wonderful  port — wonderful  in  the  strategic  rela- 
tion to  its  California  hinterland  and  to  the  great  interior  of  the 
country;  wonderful  in  its  physical  conformation  as  a  vast  sheltered 
harbor  opening  in,  through  a  narrow  and  easily  defended  entrance, 
from  a  coast  line  almost  devoid  of  harbors  for  hundreds  of  miles  in 
either  direction;  wonderful  in  its  romantic  history,  and  wonderful 
in  its  relation  to  the  commerce  of  the  world.  Nature  wrought  a 
masterpiece  when  she  made  San  Francisco  Bay.  Its  great  expanse 
and  its  navigable  connections  north  and  south,  through  the  rich  valleys 
of  the  San  Joaquin  and  Sacramento,  fit  it  perfectly  as  the  entrepot 
of  a  vast  empire.  The  work  of  Nature  was  supplemented  by  the  good 
offices  of  fortune,  which  early  turned  the  attention  of  the  world  to 
this  port  and  laid  the  foundation  of  its  future  greatness  so  deep 
that  neither  earthquake  nor  the  growth  of  rivals  can  shake  it.  The 
Golden  Gate — named  three  centuries  before,  in  beautiful  prophecy  of 
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tlie  Arg-oimuts  of  Forty-iiiiif,  whose  Miichors  dropjxjd  into  yellow  sands 
brought  down  by  tlie  alicken-laden  streams  of  the  Sierra — was  the 
V  scene  of  a  mighty  commerce  while  yet  only  random  traders  sought 
the  furry  wealth  of  the  harbors  farther  north.  The  first  transconti- 
nental railway  had  poured  its  traffic  into  the  valley  of  the  Sacramento 
for  twenty  years  before  any  other  portion  of  the  Coast  was  similarly 
favored.  San  Francisco  had  written  the  most  important  chapter  of 
her  history  while  her  sister  ports  were  still  almost  unknown  to  the 
world.  Congress  did  well  when  it  selected  the  California  metropolis 
as  the  site  for  the  celebration  of  the  opening  of  the  great  Canal.  What 
a  contrast  it  will  be — the  struggling  mass  of  humanity  and  freight 
on  its  way  across  the  fever-stricken  Isthmus  to  the  land  of  golden 
promise  in  Forty-nine,  and  the  floating  palaces  which  will  then 
pass  safely  through  Culebra  Hill  to  a  scene  of  resplendent  riches 
undreamed  of  by  even  the  wildest  imagination  of  sixty-six  years 
before!  Where  else  on  the  round  earth  has  modern  progress  wrought 
so  great  a  change  in  so  short  a  time? 

Los  Angeles  and  San  Diego. — In  Southern  California,  the  location 
of  highest  strategic  value,  from  a  commercial  point  of  view,  unfor- 
tunately, happened  to  be  where  Nature  did  not  provide  a  harbor, 
while  the  one  really  good  natural  harbor  on  that  section  of  the  Coast 
is  not  located  where  it  will  best  serve  the  commercial  needs  of  the 
country.  Los  Angeles,  by  virtue  of  its  relation  to  the  great  Southern 
trade  routes  east,  its  marvelous  resources  in  agriculture,  its  close 
proximity  to  the  oil  fields  of  Southern  California,  and  the  inestimable 
wealth  of  its  winter  climate  (not  exclusive  in  this,  however),  is 
incontestably  the  center  of  activity  of  Southern  California.  So  little 
did  Nature  do  in  the  way  of  providing  a  port  in  that  vicinity,  how- 
ever, that  the  town  did  not  grow  up  on  the  seashore  at  all,  but  twenty 
miles  inland,  and  the  possibility  of  making  it  a  genuine  seaport  was 
clearly  an  afterthought  in  its  development.  Now,  this  consummation 
is  its  chief  ambition,  and  a  superb  effort  is  being  made  to  realize  it. 
Los  Angeles  will  become  a  great  port,  not  because  Nature  made  it  so, 
but  because  her  own  virile  people  have  said  so.  Its  future  harbor 
will  be  almost  wholly  artificial,  but  it  will  be  a  great  harbor  neverthe- 
less, and  will  stand  all  the  more  to  the  credit  of  its  people  because 
of  the  sacrifices  which  they  will  have  made  to  obtain  it. 
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Southeasterly  from  Los  Angeles,  89  miles,  lies  the  splendid  land- 
locked harbor  of  San  Diego,  ideal  in  its  physical  advantages.  The 
fact  that  it  never  has  become  of  first  importance,  however,  shows 
that  it  requires  something  besides  Nature's  aid  to  make  it  a  great 
port.  It  is  not  well  located  with  reference  to  rail  routes  east; 
it  has  not  as  good  a  tributary  country  as  Los  Angeles;  it  is  hemmed 
in  by  bold  uplands  close  to  the  shore;  and,  worst  of  all,  it  suffers  the 
purely  artificial  handicap  of  close  proximity  to  the  National  frontier. 
Still,  in  spite  of  these  drawbacks,  the  great  natural  advantages  of  the 
harbor,  the  lack  of  such  advantages  at  Los  Angeles,  and  the  arbitrary 
rail  tariffs  which  until  recently  have  made  freight  from  Port  Los 
Angeles  to  the  main  city  cost  as  much  as  from  San  Diego  itself, 
though  four  times  as  distant,  make  San  Diego  a  powerful  competitor 
of  her  sister  city  to  the  north.  Of  course,  she  is  bound  to  lose 
something  of  her  relative  advantage  as  Los  Angeles  develops  her  port, 
and  particularly  when  the  proposed  municipal  belt  line  connects  that 
city  with  the  sea  and  reduces  freight  rates  to  a  nominal  figure. 

These  two  Southern  ports  have  naturally  cut  somewhat  into  the 
trade  of  San  Francisco,  and  will  continue  to  do  so.  This  is  to  be 
desired,  as  far  as  they  may  better  serve  the  needs  of  the  public  as  a 
whole,  and  beyond  that  point  they  are  certain  not  to  prevail  if  the 
communities  of  San  Francisco  Bay  do  their  duty.  California  is  a 
State  of  vast  extent  and  immeasurable  resources,  and  its  hinterland 
is  all  the  country  to  the  eastward.  In  this  illimitable  field,  and  with 
the  boundless  ocean  to  the  west,  there  will  be  sustenance  for  all, 
and  the  final  balance  among  the  ports  will  be  adjusted  on  the  basis 
of  maximum  efficiency  of  service  to  the  public. 

The  Columbia. — Northward  from  San  Francisco  the  first  location 
of  high  strategic  value  is  the  Columbia  River — the  chief  river  of  the 
Pacific  Slope — which  here  breaks  through  the  mountain  barriers 
and  opens  a  low-grade  route  to  the  interior  of  the  country.  It  is  the 
only  point  in  United  States  territory  where  the  great  Coast-Sierra- 
Cascade  Barrier  is  completely  traversed  by  a  water-grade  route.  The 
main  valley  extends  directly  back  from  the  sea  a  distance  of  75  miles, 
where  its  tributaries  begin  to  spread  out  until  they  expand  like  an 
enormous  fan,  giving  arterial  highways  to  a  water-shed  of  250  000 
sq.  miles,  with  routes  across  the  Continental  Divide  to  the  far-spread- 
ing country  beyond.    The  main  stream  is  susceptible  of  improvement  for 
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navigation  as  far  a.s  into  British  territory,  and  its  principal  tributaries 
can  ho  navigated  for  short  distances;  but  the  rapid  fall  of  most  of 
the  streams,  and  the  invariable  accompaniment  of  rock  rapids,  make 
the  liberal  use  of  locks  a  necessity,  and  this  presupposes  heavy  cost. 
In  any  event,  it  is  certain  that  the  river  will  be  improved  in  the  near 
future  80  that  boats  can  ascend  at  all  seasons  as  far  as  Central  Wash- 
ington, say,  to  Priest  Kapids.  This  water  route  and  the  low-grade 
rail  routes  on  either  side,  ramifying  along  the  tributaries  in  all 
directions,  give  the  Lower  Columbia  ideal  communications  with  its 
hinterland,  considering  the  exceedingly  mountainous  character  of  the 
country. 

Plate    X    show.<,    to    any    trained    eye,    the    immense   advantage   of 
the  situation  at  the  junction  of  the  Columbia  and  Willamette  Rivers. 
It  is  a  great  cross-roads.     To  this  point  vessels  from  the  ocean,  once 
over  the  bar,  can  safely  ascend.    Here,  rail  and  river  take  up  the  route 
to    the    far    interior.       South     is    the    rich    Willamette    Valley    and 
Nature's    land    route    to    California.      North    is    the    Cowlitz    Valley 
and  the  route  to  Puget  Sound.     The  possibilities  of  the  situation  are 
enormous  and  such  as  will  survive  all  competition.     The  chief  draw- 
back, as  far  as  its  commercial  relations  with  the  outside  world   are 
concerned,  is  its  connection  with  the  sea.     The  Columbia   Bar,  built 
up    from    the    detritus    of    a    vast    and    steep-sloped    water-shed,    was 
originally  the  most  formidable   and   dangerous  known   to  navigation, 
and  the  problem  of  opening  and  maintaining  a  safe  and  commodious 
channel  across  it  is  one  of  the  most  difficult  in  the  whole  range  of 
river  and  harbor  engineering.     Only  a  moderate  degree  of  success  has 
been  obtained  so  far,  and  that  at  heavy  cost.     Other  plans  have  been 
suggested,  such  as  cutting  through  the  sand  spit  to  an  artificial  harbor 
to  be  built  south  of  the  jetty,  or  through  the  isthmus  on  the  north  to 
the  fine  natural  harbor  of  Willapa  Bay;  but  they  have  never  received 
serious   attention,   and  the  plan   of   deepening  the  bar  by  jetty   con- 
struction will   probably   continue.     With   it  must  go,  hand   in  hand, 
the  project. of  deepening  the  river  itself  in  its  100-mile  channel  from 
the  bar   to   the  port.      The   situation   is   something   like  that   at   Los 
Angeles  in  that  Man  must  be  relied  on  to  make  good  the  large  de- 
ficiency of  Nature.     This,   as  the  writer  has  elsewhere   observed,  the 
enterprising   citizenship    of   Portland   is   resolved   shall   be   done,   cost 
what  it  may,  to  the  end  that  there  may  be  realized,  even  more  than  at 
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present,  the  prophecy  of  one  of  her  own  poets,  who  has  pictured  the 
time : 

''When  through  this  Gate  the  treasures  of  the  North 
Flow  outward  to  the  sea." 

Puget  Sound. — Proceeding  northward,  the  next  great  strategic 
point  in  the  commerce  of  the  Pacific  Coast,  and,  in  some  respects, 
the  most  important  of  all,  is  Puget  Sound.  It  is  a  vast  inlet  from 
the  sea  through  a  strait  15  miles  wide  and  nearly  100  miles  long, 
branching  both  north  and  south,  in  sheltered  inland  waters  which 
aboimd  in  ideal  natural  harbors.  So  perfect  are  these  harbors  that 
their  chief  defect  is  an  excess  of  what  anywhere  else  would  be  con- 
sidered almost  the  chief  advantage,  the  depth  in  some  being  such 
that  anchorage  ground  is  scarce,  and  extending  so  close  in  shore  as  to 
make  wharf  building  difficult  and  expensive.  The  tidal  range  is  also 
large,  with  strong  tidal  currents,  and  the  teredo  is  very  actite.  Except 
for  these  drawbacks,  the  Sound  harbors  are  ideal.  Take  Seattle,  for 
instance.  Into  the  spacious  enclosure  of  Elliott  Bay,  a  ship  can  enter 
without  tug  or  pilot  and  pass  directly  to  berth  under  her  own  steam 
in  all  conditions  of  tide,  and  in  almost  all  conditions  of  weather,  and 
always  feel  certain  that  her  hull  will  not  touch  bottom.  It  is  the  most 
favored  port  in  the  world  in  this  respect,  excepting  only  one  or  two 
of  its  sister  ports  on  the  Sound,  which  enjoy  the  same  advantage. 

Nature  has  certainly  lavished  her  richest  favors  on  these  ports 
and  provided  them  with  advantages  which  no  expenditure  of  money 
can  ever  give  to  a  port  situated  as  is  Portland  or  Los  Angeles.  But, 
as  an  offset  to  this  great  advantage,  she  has  placed  a  handicap  which 
is  of  very  serious  consequence;  she  has  barred  off  Puget  Sound  from 
its  great  hinterland  to  the  east  by  a  massive  mountain  range,  the 
lowest  passes  of  which  are  more  than  3  000  ft.  high.  These  passes 
have  been  scaled  successfully,  it  is  true,  and  the  terminal  rail  rates 
are  the  same  as  to  Portland,  but  the  handicap  is  there,  nevertheless, 
and  is  the  most  serious  commercial  problem  which  Puget  Sound  faces 
to-day.  It  is  as  if  the  Catskill  Range,  with  twice  its  actual  height, 
extended  along  the  coast  in  an  unbroken  wall  from  Boston  to  Balti- 
more, shutting  out  New  York  from  its  rightful  hinterland.  Local 
enthusiasts  in  both  Portland  and  Seattle  speak  of  their  respective 
cities  as  the  "New  York  of  the  Pacific."     In  truth,  each  is  only  haH 
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New  York;  or  rather,  New  York,  in  its  ualural  advantages  as  a 
port,  is  the  Seattle  and  Portland  combined  of  the  Atlantic.  Its  harbor 
rivals  that  of  Seattle,  while  its  Hudson  River  route  to  the  interior 
rivals  that  of  the  Columbia.  Puget  Sound  does  not  fully  appreciate  this 
difference.  Seattle  and  Tacoma  are  spending  millions  in  developing 
harbors  which  are  already  perfect  beyond  any  in  the  world,  but  not 
a  cent  to  overcome  this  barrier  which  stands  between  them  and  their 
hinterland.  The  writer  once  had  the  temerity  to  suggest  that  a  low 
tunnel,  serving  all  the  railroads  and  giving  practically  a  water-grade 
connection  between  the  Sound  and  the  Columbia  Valley,  was  essential 
to  the  commercial  supremacy  of  Puget  Sound  ports.  Time  alone  will 
justify  or  discredit  this  prediction,  but  it  is  certain  that  with  an 
outlay  no  greater  than  what  has  been  expended  on  three  of  the  Alpine 
tunnels,  a  line  could  be  secured  which  would  serve,  on  the  most  favored 
gradients  and  with  shortest  distances,  the  entire  country  from  the 
Great  Basin  to  the  interior  of  Canada.  Puget  Sound  is  the  natural 
entrepot  for  the  trade  of  Alaska,  is  a  day  nearer  the  ports  of  Japan 
and  Northern  China  than  San  Francisco,  and  has  the  best  harbors  in 
the  world.  Only  the  natural  barrier  which  separates  it  from  its 
hinterland  keeps  it  from  playing  the  part  which  it  should  in  the 
commerce  of  the  Pacific. 

We  have  considered  Puget  Sound  as  a  great  harbor  whose  entrance 
is  the  broad,  deep  Strait  of  Juan  de  Fuca.  Inside  the  Strait  there 
are  numerous  competing  ports,  of  which  Seattle  is  the  central  and 
most  important.  Thirty  miles  farther  south  is  Tacoma,  Seattle's  most 
formidable  competitor  in  United  States  waters.  It  has  a  harbor 
rivaling  that  of  Seattle,  and  has  been  particularly  favored  by  the 
great  railway  systems,  which  have  given  it  an  importance  even  beyond 
what  its  comparative  advantages  justify.  Besides  Tacoma  there  are 
the  harbors  of  Everett,  Anacortes,  and  Bellingham,  all  of  which  have 
splendid  natural  advantages  and  do  a  thriving  trade.  On  the  west 
side  of  the  Sound  is  Port  Townsend,  once  looked  on  as  the  coming 
port  of  Puget  Sound,  but  now  important  mainly  as  the  headquarters 
of  the  Customs  District  of  the  Sound  and  the  Quarantine  Station. 
It  is  on  the  wrong  side  ever  to  assume  first  importance. 

All  the  great  strategic  points  in  United  States  territory,  which  we 
have  considered,  have  been  guarded  by  elaborate  sea-coast  defenses,  while 
San  Francisco  and  Pus^et  Sound  have  been  made  great  naval  bases. 
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Vancouver,  B.  C. — Seattle's  greatest  rival  for  commercial  suprem- 
acy north  of  Portland  and  Tacoma  is  Vancouver,  B.  C,  a  rival  whose 
strength  lies  not  so  much  in  its  natural  advantages  as  in  the  artificial 
conditions  arising  from  its  being  in  a  different  national  jurisdiction. 
It  has  a  good  strategic  location,  it  is  true,  being  at  the  outlet  of  the 
second  greatest  river  of  the  Pacific  Coast;  but  its  harbor  is  inferior 
to  those  farther  south,  and  its  rail  connections  east,  even  to  Central 
Canada,  are  inferior.  Its  early  growth  was  due  primarily  to  the  fact 
that  it  was  a  Canadian  port.  That  the  port  would  have  developed 
where,  or  as  rapidly  as,  it  has,  if  there  had  been  no  international 
boundary  near  by,  may  well  be  doubted.  As  conditions  actually  exist, 
however,  taken  with  the  present  status  of  American  navigation  laws 
by  which  cheaper  foreign  shipping  is  excluded  from  our  coastwise 
trade,  Vancouver  is  a  formidable  competitor  with  ports  farther  south. 
In  the  fish  and  lumber  export  trade,  particularly,  conditions  tell  heavily 
in  her  favor. 

Prince  Rupert. — Prince  Rupert  is  the  northernmost  Pacific  ter- 
minus of  the  transcontinental  lines,  and  will  remain  so  until  some 
line  shall  cross  into  the  valley  of  the  Yukon  and  descend  that  mighty 
river  on  its  way  to  the  westernmost  apex  of  the  Continent.  It  is  40 
miles  south  of  the  international  boundary  of  Alaska  (54°  40')  and  about 
700  miles  along  the  coast  from  Seattle  and  that  much  nearer  Alaska. 
It  is  the  westernmost,  as  well  as  the  northernmost,  transcontinental 
terminus,  and  is  500  miles  (according  to  the  statement  of  the  Grand 
Trunk  Pacific  officials)  nearer  Asia  than  any  other  terminus  on  the 
Pacific.  It  is  said  that  a  traveler  from  China  would  be  able  to  reach 
Winnipeg,  via  Prince  Rupert,  before  he  could  reach  Vancouver,  if 
he  were  to  go  by  that  port.  Add  to  this  the  fact  that  the  gradient 
over  the  mountains,  with  the  exception  of  about  20  miles  of  1%  on 
the  west  slope,  is  everywhere  under  five-tenths,  and  most  of  the  way 
much  less  than  this,  and  some  of  the  physical  advantages  of  the  route 
are  apparent.  Add  again  the  proximity  of  Prince  Rupert  to  the 
limitless  wheat  fields  of  Canada,  the  fact  that  it  is  in  the  very  center 
of  the  salmon  and  whale  industry,  among  inestimable  quantities  of 
virgin  timber,  and  its  great  future  seems  doubly  assured. 

Its  advantages  are  offset  to  some  extent  by  the  severity  of  northern 
winters,  but  chiefly  by  the  different  nationality  of  the  territory 
(Alaska)  which  it  is  best  fitted  to  serve. 
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Secondary  I'oiis. — Somewhat  outside  tlie  rivalrie.s  of  the  great 
ports  nlon^  t)-e  Coast,  and  llourishinj^  on  a(l\an1a^M?.s  wlncii  are  pecu- 
liar to  themselves,  are  several  smaller  j)orts.  Among  them,  and  the 
more  prominent,  are  San  J.uis  Obispo,  about  half  way  between  San 
Franeiseo  and  Los  Angeles;  Humboldt  Bay,  on  the  North  California 
Coast;  Coos  J3ny,  i^OO  miles  south  of  the  Columbia  and  serving  an 
imi)ortant  section  of  Western  Oregon;  Astoria,  just  inside  the  Colum- 
bia Har  and  the  first  i)ort  to  be  established  on  the  North  Pacific 
Coast;  Grays  Harbor,  a  great  lumber  port  on  the  west  coast  of  Wash- 
ington, 45  miles  north  of  the  Columbia;  and  Victoria,  an  important 
harbor  and  naval  base  on  Vancouver  Island.  There  are  numerous 
harbors  on  the  Alaskan  coast,  but  they  are  still  in  a  state  of  Nature, 
as  very  little  has  been  done  toward  converting  them  into  up-to-date 
ports.  The  prosijectivc  opening  of  the  coal  fields  of  Alaska,  and  a 
more  definite  Alaskan  policy  on  the  part  of  the  Government,  will 
undoubtedly  lead  to  the  establishment  of  permanent  facilities  at  some 
of  these  points  in   the  near  future. 

II. — Descriptive  Data. 

In  its  physical  characteristics  the  Pacific  Coast  line  of  North 
America  increases  in  severity  from  south  to  north,  but  there  is  less 
diversity  in  climatic  conditions  than  one  might  expect,  for  such  great 
differences  in  latitude,  owing  to  the  moderating  effect  of  the  ocean  cur- 
rents. It  is  not  until  well  up  on  the  Alaskan  Coast  that  one  finds  the 
harbors  regularly  sealed  by  ice  in  the  winter  season.  Storms  are  more 
severe  in  the  northern  latitudes,  but  this  is  more  than  offset,  as  far  as 
coastwise  trade  is  concerned,  by  the  sheltered  inland  passages  which  ex- 
tend for  at  least  1  000  miles  from  Southern  Puget  Sound  north.  The 
tidal  fluctuation  increases  from  south  to  north  from  a  mean  of  about 
4  ft.  at  San  Diego  to  14  ft.  at  Prince  Kupert.  The  teredo  is  very 
destructive  in  all  the  waters  of  the  Coast,  but  the  limnoria  is  active 
only  in  Calif ornian  waters.  Nearly  all  the  tributary  streams  are  heavy 
silt  carriers,  and  the  primeval  bays  and  inlets  are  partly  or  wholly  filled 
up,  making  dredging  a  necessary  adjunct  of  harbor  development  all 
along  the  Coast,  and  necessitating  costly  training  dikes  to  scour  chan- 
nels across  bars  or  shoals.  In  Southern  California,  the  immediate 
shores  were  originally  lightly  timbered;  but  from  Northern  California 
north  thev  were  covered  witli  magnificent  forests.     The  coast  line  is  re- 
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markably  uniform,  and  unbroken  by  indentations  as  far  as  the  Strait 

of  Juan  de  Fuca,  but  from  there  north  the  exact  opposite  is  the  case. 

With  these  few  observations  on  the  broad  physical  characteristics 

of  the  Coast,  more  detailed  consideration  will  be  given  to  the  several 

ports. 

San  Francisco  Bay. — The  Bay  of  San  Francisco  (including,  in  that 
term,  San  Pablo  and  Suisun  Bays)  has  a  total  area  of  420  sq.  miles  and 
a  shore  line  of  about  350  miles.  The  area  exceeding  30  ft.  in  depth  at 
low  water  is  about  190  sq.  miles.  The  extreme  tidal  range  is  8  ft., 
and  the  mean  is  4.3  ft.  The  tidal  currents  are  strong  in  the  Golden  Gate 
and  Carquinez  Straits,  amounting  to  7  miles  per  hour  at  spring  tides. 
The  entrance  to  the  Bay  is  about  1  mile  wide  and  very  deep,  and  is 
guarded  by  formidable  defenses.  In  a  half  circle  about  the  entrance  on 
the  ocean  side,  and  some  6  miles  distant,  is  a  narrow  bar  with  a  ruling 
depth  of  30  ft.  at  low  tide  and  two  crossings  of  over  40  ft. 

The  heavily  silt-laden  streams — the  Sacramento  and  San  Joaquin, 
with  a  water-shed  of  more  than  60  000  sq.  miles,  extending  400  miles 
along  the  western  slope  of  the  Sierra — have  brought  down  immense  de- 
posits into  the  Bay  and  are  progressively  reducing  its  area.  It  once  ex- 
tended far  up  the  valley  of  each  stream,  but  is  now  practically  limited  to 
the  area  below  the  Straits  of  Carquinez,  for  Suisun  Bay  is  shoaled  up  so 
as  to  be  of  little  use  for  navigation  except  on  the  through  channel  to 
the  rivers  above.  The  deposits  have  also  invaded  the  Lower  Bay  and 
have  shoaled  the  depth,  over  two-thirds  of  its  area,  to  less  than  18  ft. 
Due  probably  to  the  action  of  the  inflowing  tides,  this  shoaling  has 
been  forced  mainly  on  to  the  east  side  of  San  Francisco  Bay  and  the 
north  side  of  San  Pablo  Bay,  leaving  the  east  shore,  where  Oakland, 
Berkeley,  and  Alameda  now  stand,  quite  unapproachable  in  their 
natural  condition  by  any  craft  larger  than  a  rowboat,  while  the  shore 
of  the  San  Francisco  Peninsula  has  practicable  depths  for  the  largest 
shipping  close  in  to  the  bank.  It  was  mainly  this  condition  that  made 
the  Port  of  San  Francisco  Bay  develop  where  it  did  instead  of  on  the 
east  shore.  Now  that  reclamation  work  is  utilizing  the  shoal  areas 
to  make  new  lands  by  dredging  out  deep  slips,  shipping  will  gravitate 
more  and  more  to  the  east  shore  in  order  to  avoid  ferry  inconvenience. 

The  shoaling  of  San  Francisco  Bay  is  one  of  those  great  natural 
blessings  which  the  unthinking  are  so  accustomed  to  look  on  as  a 
curse.     One-tenth  of  its  natural  area,  with  deep  connecting  channels. 


1()8  I'oiri's  oi-  riiK  rAcii-ic 

would  serve  every  possible  need  of  commerce,  while  the  other  nine- 
tenths  would  be  of  ininieasiirably  greater  benefit  reclaimed  and  turne<^l 
to  industrial  or  agricultural  use.  Every  cubic  yard  of  earth  washed 
down  from  tlie  rugged  slopes  of  the  mountains  is  worth  a  thousand 
times  more  in  those  low  areas,  where  it  is  turned  to  efficient  use  in  the 
service  of  Man. 

San  Francisco  Bay  is  perfectly  sheltered  from  ocean  storms,  is  not 
subject  to  flood  effects  except  in  the  extreme  upper  portions,  at  the 
outlet  of  the  Sacramento  and  San  Joaquin  Rivers,  and  is  absolutely 
free  from  ice.  There  were  originally  several  dangerous  rocks  in  the 
channels,  but  these,  for  the  most  part,  have  been  removed,  the  most  im- 
portant removal  being  that  of  Blossom  Rock.  In  practically  all  respects 
the  natural  advantages  of  San  Francisco  Bay  are  of  the  highest  order, 
and,  if  its  human  custodians  are  faithful  to  their  trust,  it  is  destined 
to  remain  for  a  long  time  the  leading  port  on  the  Pacific  Coast. 

San  Francisco  proper  and  its  port  grew  up  on  the  narrow  peninsula 
lying  between  the  southern  half  of  the  Bay  and  the  ocean,  south  of 
Golden  Gate.  As  far  as  land  communication  to  the  north  and  east  is 
concerned,  the  city  is  practically  an  island,  and  has  to  rely  exclusively 
on  ferry  service.  The  water-front  development  extends  from  the  north- 
east extremity  of  the  peninsula  around  into  the  Bay,  and  as  far  south 
as  the  city  and  county  boundary.  The  jurisdiction  of  the  Board  of 
Harbor  Commissioners  stops  short  at  this  point,  which  fact  is  clearly 
indicated  on  Plate  X.  At  present  the  berthing  space  for  all  classes 
of  vessels  aggregates  more  than  10.5  miles.  The  several  ferries  to  the 
east  shore  and  other  points  land  near  the  foot  of  Market  Street,  and 
carry  125  000  passengers  daily.  Exclusive  of  fairways  or  forbidden 
anchorage,  there  is,  approximately,  100  sq.  miles  of  available  anchor- 
age ground  in  the  Bay. 

Dock  construction  consists  of  three  classes :  Entire  wooden  con- 
struction, concrete  subconstruction  only,  and  complete  concrete  con- 
struction. Much  trouble  has  been  experienced  with  subaqueous  con- 
crete work,  probably  due  to  defective  methods  or  inspection.  Nearly 
all  the  sheds  are  built  of  wood,  and  their  areas  vary  from  60  000  to 
84  500  sq.  ft.  The  State  owns  no  dry  docks,  but  there  are  two  privately 
owned  graving  docks  at  Hunter's  Point  and  two  floating  docks  at  the 
Union  Iron  Works  Plant,  besides  the  Naval  Dock  at  Mare  Island. 
San  Francisco  is  the  only  port  on  the  Coast  at  which  any  great 


PORTS  OF  THE  PACIFIC  169 

amount  of  permanent  sea-wall  construction  has  been  done.  Work  of 
this  character  has  been  carried  on  for  the  past  twenty  years.  In  that 
time,  including  work  now  in  progress,  nearly  13  000  lin.  ft.  have  been 
built,  at  costs  ranging  from  a  little  less  than  $100  to  about  $270  per 
lin.  ft.  The  construction  of  the  sea  wall  has  resulted  in  reclaiming 
more  than  25  acres,  from  which  the  annual  rental  now  amounts  to 
about  $1000  000,  or  considerably  more  than  half  the  total  revenue  of 
the  port. 

The  port's  funds  are  derived  from  its  regular  revenues  (rents, 
wharfage,  dockage,  tolls,  etc.)  and  the  sale  of  bonds.  The  regular 
revenues,  from  the  beginning  of  the  Board's  operations  in  1863,  amount 
in  round  numbers  to  $28  500  000,  and  the  funds  from  other  sources, 
mainly  bond  sales,  including  recent  issues  still  unexpended,  to  about 
$12  000  000.  The  expenditures  for  construction  and  repair  amount  ap- 
proximately to  $22  000  000,  exclusive  of  the  recent  $10  000  000  bond 
issue.  The  running  expenses  of  the  port  (salaries,  law  fees,  etc.) 
amount  to  an  average  of  21.4%  of  all  the  disbursements.  The  total 
Federal  appropriations  for  removing  obstructions  from  the  harbor 
amount  to  $516  000,  so  that  the  total  outlay  on  the  harbor,  including 
recent  bond  issues,  will  be  about  $32  500  000.  This,  of  course,  is  not 
all  represented  in  actual  present  results,  for  much  of  it  was  for  early 
work  which  has  since  been  replaced,  existing  work  probably  not  repre- 
senting a  present  cost  exceeding  $10  000  000. 

It  is  important  to  note  that  approximately  one-half  (of  late  years 
more  than  one-half)  the  revenue  comes  from  ground  rents,  without 
which  much  larger  bond  issues  would  have  been  required. 

The  commerce  of  the  port  is  very  extensive.  During  the  fiscal 
year  1908-09,  39  251  vessels  of  all  descriptions  were  docked  at  the 
State  wharves,  and  the  short  tons  of  freight  passing  over  the  wharves 
in  the  same  period  was  6  325  000.  The  Annual  Eeport  of  the  Engineer 
Department  of  the  United  States  Army  for  the  calendar  year  1910 
gives  a  total  short-tonnage  of  7  325  000,  valued  at  $222  500  000,  dis- 
tributed as  shown  in  Table  1. 

The  trade  of  San  Francisco  embraces  every  class  of  commerce  that 
passes  over  the  Pacific  Ocean.  The  Government  Transport  Service  on 
that  ocean  largely  centers  there,  and  the  chief  naval  base  of  the  Pacific 
Coast  is  at  Mare  Island  in  San  Pablo  Bay.  In  many  other  respects 
San  Francisco  stands  far  in  the  lead  of  any  other  port  on  the  Coast. 
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TAIUJO  1.  -Freight  Tkakkic. 


Articles. 


Flour  . 
('orn . . , 
Wheat. 
Barley. 
Oats... 
Beans. . 


Hay 

Onions 

Bran 

Potatoes 

Lumber 

Shingles 

Brick,  cement,  lime,  etc 

Coal,  coke,  etc 

Crude  oil 

Paper 

Wines,  liquors,  etc 

Fertilizer 

Salmon,  codfish,  etc 

Butter,  esgs,  cheese,  etc 

Fruits,  dried  fruits,  etc 

Sugar,  tea,  coffee,  canned  goods, . 
Silk,  cotton,  dry  goods,  leather. . . 
Wool,  gunnies,  matting,  jute,  etc. 

Rice,  salt,  coal  oil,  etc 

Railroad  ties,  pig  iron,  etc 

Miscellaneous 


Amount,  in   ,r  i      »« 
short  tons.    Valuation. 


98  089 
6  320 

143  104 

548  407 
29  869 
46  913 

214  734 
16  815 
16  865 
98415 

599  275 
34  037 
62  814 

623  174 

786  980 
22  107 

101  269 

25  170 
89180 

26  984 
86  553 

295  089 

81  159 

29  182 

38  709 

116  302 

147  062 


$6  670  052 

221  200 

5  724  IW 

16  8(J2  210 

896  070 
8  753  04<J 

4  079  946 
1  825  m) 

573  410 

3  986  600 

20  790  575 

1  157  258 

1  307  088 
7  276  328 

13  934  900 

2  210  700 
20  253  800 

880  610 
15  723  656 

11  436  440 
10  470  950 
38  342  350 
18  370  800 

5  836  UK} 
1  849  205 
1  ft28  762 

12  676  488 


Total 7  324  577    S222  478  148 


Oakland  and  Alameda. — The  physical  characteristics  of  San  Fran- 
cisco Bay,  of  which  Oakland  and  Alameda  occupy  the  east  shore,  have 
already  been  described.  The  distinctive  east  shore  harbor  is  the  San 
x\ntonio  Estuary,  which  lies  between  Oakland  and  Alameda  and  ex- 
tends entirely  around  the  land  side  of  the  island  on  which  Alameda  is 
situated.  It  is  referred  to  in  Government  reports  as  Oakland's  inner 
harbor.  A  channel  leads  in,  from  deep  water  in  the  Bay,  between 
jetties  800  ft.  apart,  which  also  serve  as  moles  with  ferry  slips  at  the 
ends.  The  channel,  as  developed  under  the  Government  project  now 
in  force,  will  be  500  ft.  wide  and  30  ft.  deep  to  a  large  "tidal  basin" 
about  opposite  the  center  of  Alameda,  with  a  channel  300  ft.  wide 
and  25  ft.  deep  entirely  around  the  basin,  and  a  depth  of  18  ft.  in 
the  "tidal  canal"  connecting  the  basin  with  San  Leandro  Bay,  an 
inlet  of  San  Francisco  Bay  on  the  southeast  end  of  Alameda  Island. 
This  magnificent  inner  harbor  has  a  shore  line  on  each  side  of  about 
7  miles.  On  the  Oakland  side  there  is  approximately  10  000  ft.  of 
berthing  space  for  deep-sea  vessels  and  16  000  ft.  for  smaller  craft. 
The  harbor  is  a  great  industrial  center,  some  of  the  largest  plants 
on  the  Bay  being  located  there.     There  are  four  dry  docks. 
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From  the  point  of  junction  of  the  Estuary  with  the  Bay,  tlie  shore 
line  to  the  north  is  occupied  by  transcontinental  railroad  terminals  and 
shops  of  terry  lines.  In  this  stretch  of  about  2^  miles  frontage  is  the 
so-called  western  water-front  on  which  the  Municipal  Government  is 
making-  improvements. 

The  port's  revenues  come  from  tax  levies,  bond  sales,  rentals,  fees, 
etc.  The  City  Government  has  recently  issued  $2  500  000  in  bonds,  and 
contemplates  duplicating  this  issue  in  the  near  future. 

The  commerce  of  the  port  is  large  and  varied,  amounting,  in  1910,  to 
3  575  000  short  tons,  valued  at  about  Si 40  000  000.  of  which  approximately 
one-half  was  carried  in  merchant  vessels  and  one-half  in  ferries. 

All  along  the  east  shore,  and  at  many  other  points  on  both  shores 
of  the  Bay  and  of  San  Pablo  and  Suisun  Bays,  there  are  wharves  and 
industrial  establishments  of  one  kind  or  another,  of  which  only  men- 
tion can  be  made  here. 

Los  Angeles. — As  already  observed,  Los  Angeles  was  less  favored  by 
Nature  as  a  port  than  any  other  important  locality  on  the  Coast,  and 
the  making  of  a  great  port  there  is  the  work  of  its  enlightened  citizen- 
ship. The  harbor  was  an  open  bay  protected  only  from  westerly  and 
northerly  winds.  It  lay  wide  open  to  an  exposure  of  120°  toward  the 
south  except  for  the  meager  influence  of  Catalina  Island,  18  miles 
in  the  offing.  From  this  bay,  through  a  long  crescent-shaped  bar, 
formerly  called  Rattlesnake  Island,  now  Terminal  Island,  there  opened 
inland,  by  a  channel  only  3  ft.  deep  at  low  tide,  what  has  come  to  be 
under  development  the  inner  harbor  of  Los  Angeles.  It  is  really  the 
delta  of  Los  Angeles  and  San  Gabriel  Rivers  (erratic  streams  charac- 
teristic of  the  water-courses  of  that  section  of  the  country)  which 
bring  down  heavy  loads  of  silt  in  their  periods  of  sudden  floods.  The 
outer  harbor,  being  exposed  to  storms  from  the  southwest,  required 
artificial  protection,  and  this  has  been  provided  by  one  of  the  largest 
breakwaters  in  the  United  States,  extending  from  Point  Fermin,  pre- 
viously referred  to,  easterly,  a  distance  of  11  000  ft.,  to  a  low-tide  depth 
of  48  ft.  The  space  thus  enclosed,  measured  back  from  a  line  drawn 
from  the  end  of  the  breakwater  perpendicularly  to  the  shore,  is  960 
acres,  and  of  this  more  than  400  acres  has  a  depth  of  over  30  ft.  The 
anchorage  is  good,  the  kelp  which  formerly  was  a  great  annoyance  has 
died  out,  and  the  harbor  thus  formed  serves  its  purpose  excellently  well. 
The  mean  tidal  range  is  4.1  ft.,  and  the  extreme  10  ft. 
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Great  reliance  for  port  facilities,  however,  is  being  placed  on  the 
inner  liarbor,  which  is  almost  wholly  an  artificial  creation.  Its  en- 
trance from  the  outer  harbor  is  completely  sheltered  by  the  break- 
water. Beginning  with  700  ft.,  it  widens  to  1  000  ft.  at  a  point  .'5  000 
ft.  in,  and  then  rapidly  narrows  to  500  ft.,  which  width  it  retains  to 
a  point  7  500  ft.  in  from  the  outer  end.  The  width  then  increases 
somew^hat,  and  the  channel  terminates  at  a  distance  of  12  000  ft.  from 
the  entrance  in  a  turning  basin  1  600  ft.  in  diameter.  From  the  turn- 
ing basin  channels  lead  oif  to  the  main  interior  docks  known  as  the 
East  and  West  Basins,  respectively,  which,  with  their  future  ramifica- 
tions, wall  become  the  center  of  Los  Angeles  Harbor.  The  situation 
can  be  better  grasped  by  reference  to  Plate  X.  The  present  width 
and  depth  are  400  ft.  and  20  ft.  to  "the  foot  of  the  wharves";  thence 
25.5  ft.  to  the  turning  basin.  The  existing  Government  project  con- 
templates a  depth  of  30  ft.  up  to  and  including  the  turning  basin, 
and  two  channels,  200  ft.  wide  and  20  ft.  deep,  from  the  turning  basin 
to  the  East  and  West  Basins. 

As  already  stated,  the  harbor  is  almost  wholly  of  artificial  creation, 
and  it  is  costing  vast  sums,  entirely  apart  from  docks  and  wharves,  to 
arrive  at  a  point  which  Nature  unaided  has  given  to  most  of  the  other 
ports  on  the  Coast.  Los  Angeles,  though  liberally  aided  by  the  Fed- 
eral Government,  is  helping  herself  effectively.  It  is  a  fine  example  of 
a  virile  civic  spirit  refusing  to  be  balked  by  Nature  in  the  matter  of 
access  to  the  sea.  It  will  eventually  rank  with  such  ports  as  Hamburg 
and  Glasgow  in  the  extent  to  which  Man  by  his  energy  and  persistence 
has  overcome  the  deficiencies  of  Nature. 

The  total  development  of  berthing  space  is  about  19  000  ft.,  most 
of  which  is  directly  controlled  by  the  railroads.  There  is  no  dry  dock. 
The  wharves  are  principally  of  timber  construction,  but  in  recent  years 
there  has  been  a  tendency  to  extend  the  use  of  concrete  and  steel, 
and  the  recent  controversy  between  the  Board  of  Public  Works  and  the 
Board  of  Harbor  Commissioners  turned  largely  on  the  choice  between 
concrete  and  creosote  piling  for  the  substructures.  There  is  no  sea- 
wall construction,  unless  the  great  breakwater  be  classed  as  such. 

The  local  funds  for  port  development,  so  far,  have  come  entirely 
from  bond  issues,  but  ground  rent  will  doubtless  become  a  source  of 
revenue  in  the  near  future,  together  with  the  revenues  from  docks 
which  the  port  authorities  are  planning  to  build.    Local  expenditure  to 
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date,  including  that  of  the  Village  of  Wilmington  prior  to  annexation 
to  Los  Angeles,  and  including  also  outstanding  contracts,  amounts  to 
$625  000.  The  City  has  voted  $3  000  000  in  bonds,  and  it  gave  a  pledge 
to  the  Cities  of  Wilmington  and  San  Pedro  prior  to  annexation  that  it 
would  expend  not  less  than  $10  000  000  in  port  development.  The  ex- 
penditure by  the  United  States  on  the  outer  and  inner  harbors,  includ- 
ing outside  authorizations,  is: 

Outer  harbor   $3  078  000 

Inner  harbor    2  308  000 

Total    $5  386  000 

A  great  saving  fact  in  the  enormous  labor  of  building  the  Harbor 
of  Los  Angeles  is  its  close  relation  to  the  industrial  development  of  the 
city.  The  lands  into  which  the  waterways  are  being  dredged  are  ad- 
mirably adapted  for  factory  locations,  and  the  material  of  excavation 
is  being  used  in  making  the  necessary  fills.  The  whole  development 
goes  hand  in  hand  in  a  way  to  produce  the  best  results. 

The  trade  of  Los  Angeles  is  active  and  is  steadily  increasing.  The 
principal  articles  of  commerce  are  oil,  cement,  and  lumber  products. 
The  estimated  short-tonnage  and  valuation  for  the  calendar  year  1910 
are  given  in  Table  2,  the  totals  being  1 709  000  tons  valued  at 
$47  000  000. 

As  yet  no  public  terminal  or  belt-railway  system  has  been  con- 
structed in  Los  Angeles,  but  the  city  is  taking  steps  to  acquire  one 
which  will  serve  the  port  and  connect  it  with  the  city. 

San  Diego. — Nature  has  provided  for  San  Diego,  in  the  first  in- 
stance, what  Los  Angeles  with  the  expenditure  of  many  millions 
can  scarcely  expect  ever  to  equal.  In  general  exterior  outline  the  two 
ports  are  quite  similar.  Coronado  Beach  corresponds  to  Terminal  (old 
Rattlesnake)  Island,  Point  Loma  to  Point  Fermin,  while  the  entrances 
to  the  inner  harbors  are  similarly  situated  in  both  cases.  The  difference 
is  that  at  San  Diego  the  entrance  had  a  very  good  depth  and  ample 
shelter  to  begin  with,  while  the  inner  harbor  was  already  dredged.  At 
Los  Angeles  there  was  a  depth  of  3  ft.  at  the  entrance  and  no  harbor 
to  speak  of.  If  San  Diego  had  been  as  favorably  located  with  respect 
to  its  hinterland  as  Los  Angeles,  the  natural  advantages  of  her  harbor 
would  have  been  decisive,  always  provided  a  virile  and  wide-awake 
people  were  charged  with  its  development. 
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TAIJLK  2.— FiM'KiHT  Tkai  KK 


Articles. 


Amount 
(customary  units). 


Amount,  in  Estimated 
short  tons,  valuation. 


Lumber 579  H42  87(5  ft.  b.m. 

Shinfjles i    243  59.')  (KX)  pieces 


Shakes 
Latli... 
Ties. . . . 
Piles.., 
Poles  . . 
Posts... 
Logs... 
Doors. . 
Staves . 


Lumber  trucks. 

Grain 

Flour 


Sugar 

Paper 

Aspbalf 

Coal  and  coke 

Cement 

Pig  iron 

Oils 

Wool 

Plaster  

Salt 

Rice . .   

Brick 

Chemicals,  drugs,  etc 

Manufactured  iron  and  steel. 

Fruits  and  nuts 

Canned  goods 

Fertilizers 

Hay  and  feed 

Scrap  metals 

Wines  and  liquors 

Live  stock 

General  merchandise 


4  2()1  0()()  pieces 

70  4«0  (KX)  pieces 

cm  308  pieces 

18  317  pieces 

43  .^gG  pieces 

79  5(35  pieces 

7  940  pieces 

10  578 
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225  350bbl. 


Total . 


1  301  302  bbl. 

311  bales 

79  600  bags 

741  bags 

6  170  bags 

377  000  pieces 


9  560  cases 


11  211  head 


1  014  724 
48719 

2  803 
19  572 

44  563 
17  584 
86  561 

2387 

5  558 
529 
525 

75 
30  700 

3  523 

2  028 

4  600 
9  587 

6  976 

45  070 

3  454 
259  467 

77 

3  748 

78 

308 

942 

488 

5964 

1399 

239 

5  010 
159 

1702 

424 

3  080 

126  6?1 


1709  294 


$12  750  .543 
487  190 

60  mn 

147  966 

445  640 

366  340 

652  890 

59  673 

55  580 

21  l.")6 

15  750 

4  .55(J 

921  000 

176  150 

202  800 

391  000 

67  109 

71  390 

450  070 

51810 

2  l:^  571 

23  100 

37  480 

2028 

20  533 

3  328 

97  600 

1  192  800 

279  800 

26  680 

143  886 

2  385 

34  040 

84  800 

213  792 

25  334  200 


847  040  588 


The  area  of  San  Diego  Bay  inside  the  entrance  is  24  sq.  miles,  oi 
which  1  600  acres  is  more  than  30  ft.  deep ;  and  the  length  of  shore 
line  is  38  miles.  The  original  depth  of  21  ft.  in  the  entrance  has  been 
increased  by  the  Government  to  30  ft.,  and  the  present  project  con- 
templates an  enlarged  channel  of  this  depth  fiOO  ft.  wide.  ^Fhe  present 
berthing  space  amounts  to  4  500  lin.  ft.,  with  a  low-water  depth  of  22 
ft.  All  the  piers  are  private  property,  but  they  are  subject  to  seques- 
tration by  the  City  at  any  time  on  payment  of  actual  value.  There 
is  no  dry  dock  and  no  public  terminal  railway.  There  is  a  marine  rail- 
way for  vessels  up  to  1  000  tons  burden.  The  Government  maintains 
a  torpedo  and  submarine  boat  station  in  the  harbor,  together  with 
quarantine  and  coaling  stations.  There  is  an  important  ferry  service 
between  the  city  and  Coronado  Beach. 

The  present  sources  of  revenue  to  the  port  are  bond  sales,  of  which 
only  one    (for  $1  000  000,   voted  November,   1911)   has  ever  been   au- 
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thorized.     The  total  Government  appropriation  for  the  improvement  of 
the  harbor  is  $810  000. 

The  commercial  business  of  the  port  is  shown  in  Table  3,  which 
embraces  the  calendar  year,  1910.  The  totals  are  400  000  tons,  valued 
at  $22  500  000. 

TABLE  3.— Freight  Traffic. 


Articles. 

Amount 
(customary  units). 

Amount,  in 
short  tons. 

Estimated 
valuation. 

Luinber 

80  066  000  ft.  b.  m. 
466  888  bbl. 
15  234  bbl. 
34  000  lb. 

140  115 

88  419 

3  047 

17 

392 

2  714 
1811 
1545 

445 

1  634 
38  954 

3  036 

2  961 
16  510 

1774 
94  674 

$1  761  452 

Crude  oil 

350166 

Cement 

30  468 

Wool 

6  800 

Salt 

10  192 

Ores 

542  800 

Manufactured  iron  and  steel 

362  200 

Brick 

618  160  pieces 

4  950 

Grain ■ 

13  350 

Fert  ilizer 

42  484 

Coal  and  coke 

154  057 

Live  stock 

11  043  head 

147  984 

Kg  iron 

44  085 

Onyx 

119  430 

Sulphate  of  potash 

66  269 

General  merchandise 

18  934  800 

Total 

398  048 

$22  591  487 

Secondary  Harbors  South  of  the  Columbia  River. — Between  Los 
Angeles  and  San  Francisco  is  the  important  secondary  harbor  of  San 
Luis  Obispo;  and  between  San  Francisco  and  the  mouth  of  the  Co- 
lumbia are  the  important  secondary  harbors  of  Humboldt  Bay,  Cali- 
fornia, and  Coos  Bay,  Ore.  These  harbors,  roughly  speaking,  divide  by 
equal  intervals  the  long  stretch  of  coast  line  between  the  principal 
ports.  At  San  Luis  Obispo  the  development  work  by  the  Government 
is  in  the  nature  of  a  breakwater  to  afford  shelter;  in  the  two  northern 
harbors,  it  consists  of  jetty  construction  designed  to  deepen  the  natural 
channels  over  the  bars.  In  all  three  ports  the  outlay  has  been  heavy 
in  proportion  to  the  commerce.  Some  of  the  most  successful  jetty 
work  on  the  Coast  is  at  Humboldt  and  Coos  Bays,  but  it  is  impossible, 
in  this  paper,  to  make  more  than  a  passing  reference  to  it. 

The  Port  of  Portland. — This  is  the  only  port  of  those  considered 
in  this  paper  which,  in  its  physical  characteristics,  is  strictly  a  river 
port.  It  is  so  far  inland  that  tidal  fluctuation,  though  perceptible  at 
periods  of  low  water,  is  negligible.  On  the  other  hand,  it  is  subject  to 
all  the  fluctuations  of  level  characteristic  of  rivers  above  tidal  in- 
fluence, and  the  range  between  extreme  high  and  extreme  low  water 


17()  TOUTS  OF  Tin:  pacific 

is  more  than  '50  ft.  Tlic  hurl)or  proper  is  not  on  the  Columbia,  l)iJt  on 
the  Wilhimette,  about  ten  miles  above  its  mouth,  though,  in  general 
terms,  looking  to  the  future,  the  whole  of  both  streams,  from  Van- 
couver, Wash.,  to  Portland,  may  be  regarded  as  the  port  of  the  Co- 
lumbia Valley.  Being  a  river  harbor,  the  whole  trend  of  its  develop- 
ment shapes  itself  to  that  fact,  and  its  counterpart  is  to  be  found  in 
such  a  port  as  New  Orleans  rather  than  in  those  which  have  been 
considered  in  this  paper.  Quay  development,  parallel  to  the  current, 
is  the  rule,  instead  of  slips  or  piers  projecting  into  the  stream.  While 
diurnal  fluctuations  are  absent,  and  no  provision  therefor  is  necessary 
in  dock  construction,  the  great  seasonal  fluctuations  introduce  even 
more  serious  difficulties  in  providing  for  differences  of  level. 

The  length  of  available  berthing  space  for  deep-sea  shipping  is 
about  6  600  ft.  on  the  east  side  and  8  500  ft.  on  the  west  side.  The  cor- 
responding figures  for  river  boats  and  the  mosquito  fleet  are  4  725 
and  6  040  ft.,  respectively.  Railroads  own  25  800  ft.  of  water-front 
on  the  west  side  and  17  150  ft.  on  the  east  side.  The  port  has  two 
floating  dry  docks,  but  there  is  no  municipal  or  belt  railway. 

As  is  often  the  case  with  a  port  situated  far  inland  on  a  river,  the 
problem  of  providing  an  adequate  channel  to  the  sea  is  the  most 
troublesome.  With  110  miles  of  river  channel  in  which  a  low-water 
depth  of  10  ft.  was  all  that  could  be  depended  on  originally,  and 
with  a  wild  and  tempestuous  bar  at  the  river  mouth  over  which  the 
natural  depth  was  only  20  ft.,  the  problem  of  securing  and  maintain- 
ing a  channel  was  the  all-important  one.  The  work  on  the  bar  must 
take  rank  among  the  greatest,  if  not  the  greatest,  of  the  kind  ever 
constructed.  It  has  all  been  done  by  the  Government.  The  channel 
improvement  from  the  bar  to  Portland  has  been  done  jointly  by  the 
Government  and  the  port  in  proportions  of  expenditure  as  shown  on 
the  following  page.  There  is  at  present  a  depth  of  26  ft.  at  low  water, 
and  the  Government  is  about  to  commence  work  to  increase  this  to 
30  ft.  The  Government  now  has  three  dredges  available  for  the  work, 
and  the  Port  of  Portland  has  two,  and  it  is  expected  that  this  fleet  will 
be  soon  increased  by  two  more. 

The  port's  revenues  come  from  tax  levies,  bond  sales,  dry-dock 
charges,  dredging,  and  a  few  minor  sources.  Nothing  is  derived  from 
dockage,  wharfage,  and  similar  charges.  The  total  amount  of  funds 
provided  by  the  Government  and  locally  is  approximately  as  follows: 
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By  the  Government— The  Columbia  Bar $10  145  000 

"      "               "             Eiver  Channel    to    Port- 
land         2  725  000     $12  870  000 


By  the  Port  of  Portland,  approximately 3  700  000 

By  the  Portland  Dock  Commission  (bonds  voted,  but  not 

yet  expended)    2  500  000 


Total    $19  070  000 

As  already  stated,  Portland  is  admirably  situated  on  the  land  side  to 
develop  a  large  port  business,  but  the  channel  difficulties  between  the 
port  and  the  sea  somewhat  offset  this  advantage.  The  commerce, 
nevertheless,  is  large  and  varied,  as  will  be  seen  from  Table  4,  the  totals 
being : 

Exports  and  imports..    415  522   short  tons,  valued  at  $8  451414 

Domestic    2  025  434       "        "  "         "    31313  990 

Local   5  393  317       "        "  "         "25  116  602 


Totals 7  834  273  short  tons,  valued  at  $64  882  006 

Grays  Harbor. — The  most  important  of  the  secondary  harbors  of 
the  Coast  is  Grays  Harbor,  forty-five  miles  north  of  the  Columbia. 
It  is  a  pear-shaped  body  of  water  nearly  100  sq.  miles  in  area.  It  is 
really  a  vast  mud  flat,  much  of  it  being  bare  at  low  tide,  and  the 
channel  to  the  upper  portion  where  the  Towns  of  Hoquiam,  Aber- 
deen, and  Montesano  are  located,  has  to  be  maintained  by  dredging. 
Extensive  jetty  work  has  been  built  and  is  now  in  progress  to  develop 
a  channel  over  the  bar.  The  port  has  three  railroads.  Its  importance 
depends  primarily  on  its  lumber  trade,  and  it  is  the  largest  cargo 
lumber  port  in  the  world.  The  Government  has  appropriated  about 
$2  400  000  for  improvement  of  the  harbor  and  bar.  The  commerce 
for  1910  amounted  to  670  000  tons,  valued  at  $6  000  000  of  which  more 
than  80%  represented  lumber  products. 

Puget  Sound. — In  their  physical  characteristics,  the  Puget  Sound 
ports  are  much  alike,  the  water  being  very  deep,  anchorage  ground 
scarce  owing  to  depth,  the  tidal  range  large,  and  the  teredo  active. 
As  a  rule,  there  is  absolute  freedom  from  obstructions  in  the  channels 
of  approach.     Pilots   and  tugboats    (except  the  latter  for  sail  boats) 


178 


I'oiris  oi'  i-iii':  I'AciKJC 


live  unnecessary,  tliough  pilotage  on  the  larger  vessels  is  customary. 
In  all  cases  the  streams  leading  into  the  harbors  from  the  Cascades 
hem-  h(':ny  loads  oJ"  silt,  and  have  filled  up  the  (isliiaries  for  long  dis- 
tances. The  tide  flats  thus  built  up  have  proven  an  invaluable  asset, 
for  they  have  made  up  to  some  extent  the  deficiency  of  low  flat  lands 
necessary  for  industries  and  terminal  facilities.  South  of  Deception 
Pass  rock  is  scarce,  but  north  of  that  point  it  outcrops  everywhere, 
and    in    some    instances    forms    dangerous    obstructions.      The    whole 

TABLE  4.— Fheight  Traffic. 


Articles. 


Exports  and  Imports. 


Bags  and  burlap  . . . 

Cement 

Coal 

Coke 

Fibers  

Flour 

Fire  brick  and  clay 
Iron  (pig  and  bar). 

Lumber 

Machinery 

Rice 

Sulphur 

Wheat 


Total 


Domestic. 

Lumber 

Logs 

Oil 

Miscellaneous 


Total 


Local. 


Coal 

Fish 

Flour 

Fruit 

Grain 

Hay  and  feed 

Hops 

Live  stock 

Lojjs  (towed) 

Lumber 

Manufactured  iron  and  steel 

Merchandise 

Miscellaneous 

Oil  (barged) 

Piles  (towed ) 

Potatoes 

Sand  and  gravel  (barged)  . . . 

Shingles 

Stone  (barged ) 

Wood  (barged) 

Wool 


Amount 
(customary  units). 


5  230  tons  . . . . 

80  852bbl 

18  733  tons  . . . . 

4  021  tons  . . . . 

1  703  tons  . . . . 
283  679bbl 

7  149  tons.... 

8  774  tons  . . . . 
122  711  000  ft.  b.  m. 

50  tons    . . . 

2  082  tons  . . . . 
7  630  tons  . . . . 

5  120  826  bushels.. 


317  932  977  ft.  b.m 

48(K)0  000ft.  b.m 

6  900  OOO  bbl 

356  921  tons. . . . 


Total 


3 
13 

107 

3 

728 

11 

22 
035  295 

13  930 

7 

55 

70 

1872 

14  017 
30  610 

1059 

2  193 

562 

14 


424  tons 

223  tons 

397  bbl 

478  tons  . . . . 
413  bushels. 
483  tons  . . . . 

135  tons 

001  heads... 
704  ft.  b.m. 
960  ft.  b.  m. 
369  tons  . . . . 
146  tons  . . . . 

247  tons 

582  bbl 

887  lin.  ft... 

0001b 

183cu.  yd... 
733  bundles. 
364  cu.  yd.. . 
603  cords  . . . 
105  tons 


Amount, 

in  short 

tons. 


5  230 

19  202 

18  733 

4  021 

1  70:i 
27  800 

7  149 

8  774 
159  524 

50 

2  082 
7  630 

153  624 


415  522 


413  313 

96  000 

1  1.59  200 

356  921 


2  025  434 


3  424 
13  223 

10  525 

3  478 
18  116 

11  483 
135 

4  592 
2  070  591 

18  110 

7  369 

55  146 

70  247 

314  594 

280  358 

15  305 

1  592  671 

38  390 

843  550 

21  905 

105 

5  393  317 


Valuation, 


$488  934 

119  061 

47  313 

14  187 

190  313 

186  654 

33  848 

137  454 

505  497 

1  445 

90  662 

124  643 

[  511  403 


451  414 


$4  133  130 

288  000 

5  477  600 

21  415  260 


$31  313  990 


$23  968 

1  586  760 

526  250 

208  680 

391  525 

172  245 

27  000 

918  400 

6  211  773 

181  100 

257  915 

5  514  600 

4  214  820 

1  343  782 

1  121  432 

306  100 

796  335 

1  151  700 

84  355 

54  762 

23  100 

$25  116  602 


Rate  per 
ton-mile. 


Mills. 
0.694 
0.122 
0.694 
0.308 
0.798 
0.638 
0.191 
0.184 
0.620 
0.694 
0.851 
0.638 
0.421 


3.331 
1.50 
2.50 
5.00 


20.00 
20.00 
20.00 
40.00 
25.00 
20.00 
50.00 
35.00 

5.00 
20.00 
25.00 
50.00 
50.00 
30.00 
12.50 
30.00 

8.00 
28.00 
10.00 
15.00 
50.00 
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conformation  of  the  Puget  Sound  country  is  tiie  result  of  glacial 
action,  and  many  of  the  lakes  and  bays  are  simply  the  gouged  out 
'paths  of  glaciers,  while  the  shores  are  masses  of  the  most  heteroge- 
nous material.  So  irregular  and  broken  with  indentations  and  islands 
is  the  Sound  area  that  tidal  currents  and  stages  are  wholly  irregular. 
Tidal  predictions  are  possible  only  as  a  result  of  long  observation, 
and  are  stated  in  the  Government  tables  in  terms  of  retardation 
behind  the  Port  Townsend  prediction. 

With  this  general  reference  to  the  ports  of  Puget  Sound,  a  some- 
what detailed  description  will  be  given  of  its  principal  port,  Seattle, 
Wash.  Seattle  Harbor  means  primarily  Elliott  Bay,  a  not  very  large 
indentation  into  the  east  shore  of  the  Sound.  Between  its  extreme 
limits,  West  Point  and  Alkali  Point,  the  pier-head  line  is  10  miles 
long.  The  really  practical  limits  of  the  harbor,  as  far  as  the  near 
future  is  concerned,  may  better  be  taken  as  Duwamish  Head  and  the 
southern  point  of  Magnolia  Bluff,  directly  opposite.  Within  the  line 
joining  these  points  is  Elliott  Bay  proper,  quite  similar  in  contour 
(though  slightly  smaller  in  area)  to  Commencement  Bay,  on  which  the 
port  of  Tacoma  is  situated.  The  area  of  Elliott  Bay,  as  thus  limited, 
is  4.0  sq.  miles,  and  its  shore  line  (pier-head  line),  not  counting  slips 
and  waterways,  is  6.5  miles.  Over  this  entire  area  there  is  ample 
depth  for  the  heaviest  shipping.  There  is  never  any  ice  or  rough 
weather  to  disturb  deep-sea  vessels,  though  southwest  winds  disturb 
small  vessels  in  the  reach  south  of  Smith's  Cove,  as  north  winds  do 
those  on  the  south  side  of  the  harbor.  The  tidal  currents  are  too  slight 
to  be  drawbacks  of  any  moment. 

The  water-front  development  is  most  pronounced  along  that  por- 
tion where  the  city  began  its  growth.  Eor  upward  of  a  mile  the  entire 
frontage  is  in  active  use.  There  are  some  important  piers,  which,  as 
a  rule,  are  run  out  at  very  oblique  angles  with  the  shore  in  order  to 
secure  the  necessary  length  without  getting  out  to  prohibitory  depths. 
At  the  north  is  the  important  pier  of  the  Great  Northern  Railway,  and 
near  it  a  still  unimproved  waterway.  Smith's  Cove,  1  mile  long  and 
400  ft.  wide,  which  is  destined  to  important  use  in  the  growth  of  that 
part  of  the  city.  On  the  south  side  of  the  harbor,  the  delta  of  the 
Duwamish  River  has  been  filled  in,  except  for  the  reservation  of  two 
waterways,  the  East  and  the  West,  inclosing  a  tract  of  land  popularly 
known   as   Harbor   Island,   from   which   great  things   are  expected   in 
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the  future  growth  of  the  city.  As  the  phiii  will  liiially  uork  out,  East 
Waterway  will  be  i)ractifally  a.  slii),  about  1  mile  long  and  75U  It.  wide, 
with  slips  and  quays  on  the  two  sides.  The  east  side  of  the  Waterway 
is  really  a  part  of  the  main  water-front.  West  Waterway  will  be  'JOU  ft. 
wide  and  will  be  the  outlet  of  the  Duwamish  Kiver. 

The  valley  of  the  Duwamish  furnishes  the  single  large  tract  of 
bottom  land  directly  adjacent  to  the  harbor,  and  it  must  naturally 
develop  into  an  important  industrial  center.  Plans  are  perfected  and 
well  under  way,  with  a  large  part  of  the  funds  already  provided,  for 
straightening  the  river  and  excavating  a  channel  4  miles  up  the  valley 
to  a  bottom  width  of  150  ft.  and  a  low- water  depth  of  16  ft.  The 
utility  of  this  work  in  the  industrial  development  of  the  city  is  bound 
to  be  great. 

Such  is  what  may  be  termed  Seattle's  outer,  or  tidal,  harbor,  with 
a  perimeter,  including  the  three  main  waterways,  of  12.5  miles  east 
of  Magnolia  Bluff  and  Duwamish  Head,  and  this  is  susceptible  of 
almost  indefinite  extension  by  pier  and  slip  construction.  Every  foot 
of  this  frontage  is  served,  or  readily  capable  of  being  served,  by 
railroads,  and  the  possibilities  of  expansion  are  all  that  are  likely  to 
be  required  for  a  century  to  come.  The  extent  of  existing  wharf  con- 
struction is  such  as  to  give  about  14  500  lin.  ft.  of  berthing  space. 

In  addition  to  this  magnificent  giff  of  Nature,  Seattle  has  another 
absolutely  unique  among  the  sea  ports  of  the  world — what  may  be 
called  her  inner  harbor,  soon  to  be  opened  to  the  commerce  of  the 
seas.  The  glaciers,  in  carving  out  the  picturesque  topography  of  this 
city,  left  two  remarkable  troughs  or  basins,  bordered  by  hills  from 
200  to  500  ft.  high.  These  basins  are  just  enough  above  sea  level  to 
keep  out  the  tides,  and  their  waters,  therefore,  are  fresh.  Their  own 
levels  differ  by  only  about  10  ft.,  the  larger  lake  being  the  higher. 
Nearly  all  the  area  of  both  lakes  is  deep  enough  for  the  heaviest  ship- 
ping; and  all  that  Nature  has  left  undone  to  make  it  accessible  from 
the  sea  is  to  provide  a  lock  and  an  artificial  channel  from  Lake  Union 
to  the  Sound,  and  a  channel  between  the  lakes.  This  work  is  being 
done  by  the  Government  and  the  local  community.  A  channel,  100  ft. 
wide  on  the  bottom  and  36  ft.  deep,  will  be  provided,  with  two  parallel 
locks,  one  825  ft.  long  and  80  ft.  wide,  interior  dimensions,  and  the 
other  150  ft.  long  and  30  ft.  wide,  for  small  boats.  Salmon  Bay,  a  tidal 
slough  betw^een  Lake  Union  and  the  Sound,  will  be  raised  by  the  lock 
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and  dam  to  the  level  of  Lake  Union,  and  Lake  Washington  will  be 
lowered  to  the  same  level,  thus  giving  a  uniform  level  from  the  lock 
to  the  remotest  corners  of  Lake  Washington.  The  canal  right  of  way 
will  admit  of  double  the  present  proposed  width,  should  commerce 
ever  demand  it.  The  bridges  will  have  30  ft.  clearance,  except  one 
railroad  bridge  which  will  remain  open  when  not  in  use.  The  fluctu- 
ation of  level  will  not  exceed  2  ft.  The  lakes  are  free  from  obstructions 
and  do  not  freeze.  Incidentally,  the  lowering  of  Lake  Washington 
will  absorb  the  floods  of  its  water-shed  and  of  Cedar  Kiver,  and  thus 
furnish  a  needed  relief  to  the  floods  of  the  Duwamish,  besides  draining 
extensive  marsh  areas  around  the  shore  and  making  them  available 
for  industrial  use. 

There  has  been  much  speculation  as  to  the  value  of  this  proposed 
improvement  work.  On  the  face  of  it,  it  would  seem  to  furnish  one 
of  the  most  ideal  opportunities  that  any  port  ever  had.  Think  what 
it  would  mean  to  Los  Angeles,  if,  instead  of  spending  tens  of  millions 
for  a  narrow  and  restricted  tidal  harbor,  she  could,  at  an  expense  of 
$4  000  000  or  $5  000  000,  open  up  40  sq.  miles  of  fresh,  deep  water 
with  a  shore  line  of  100  miles.  But  at  Seattle  it  does  not  mean  what 
it  would  at  Los  Angeles.  The  rare  perfection  of  the  harbor  of  Elliott 
Bay  places  even  this  wonderful  fresh-water  harbor  at  a  discount,  as 
far  as  over-seas  shipping  is  concerned.  Still,  its  incomparable  advan- 
tages are  bound  to  tell.  Absolute  freedom  from  tidal  fluctuation  and 
currents,  freedom  from  the  teredo  and,  therefore,  assurance  of  per- 
manence in  subaqueous  timber  construction,  the  beneficial  effect  of 
fresh  water  on  the  hulls  of  vessels,  and  the  access  which  the  lakes 
give  to  all  sections  of  this  district,  are  advantages  which  will  not  go 
unused.  The  first  and  immediate  effect  will  be  on  small-boat  traffic, 
lighterage,  and  the  like,  and  a  complete  readjustment  of  this  class 
of  traffic  may  surely  be  expected.  Salmon  Bay  and  Lake  Union  will 
become  great  docks  in  the  very  heart  of  the  city,  while  Lake  Wash- 
ington will  offer  thousands  of  acres  of  shore  lands  adapted  to  manu- 
facturing. Gradually,  larger  shipping  will  follow,  particularly  in 
quest  of  lumber  cargoes.  Already  inquiries  are  being  made  for  sites 
for  the  fishermen's  fleet  and  the  yachting  and  motor-boat  fleets.  The 
large  number  of  vessels  which  ply  these  northern  waters,  but  which 
lie  idle  in  winter,  will  find  ideal  refuge  here.  It  will  be  strange  if 
even  the  Navy  Department  does  not  take  advantage  of  these  fresh, 
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sheltered  waters  to  lay  up  such  of  its  vessels  on  this  Coast  as  remain 
tor  a  time  out  of  commission.  'J'he  ship-building  industry  of  the 
entire  Northwest  ought  to  center  at  Seattle.  Therefore,  in  spite  of 
the  unrivaled  attractions  of  Elliott  Bay,  Seattle's  future  fresh-water 
harbor  seems  bound  to  become  a  priceless  adjunct  to  the  city's  growth. 

The  natural  perfection  of  Seattle's  outer  harbor  is  in  no  way  better 
shown  than  by  the  remarkable  fact — probably  unique  among  American 
harbors — that  no  Federal  appropriation  has  ever  been  made  for  its 
improvement.  The  only  expenditure,  not  by  direct  private  initiative, 
has  been  the  development  of  the  East  and  West  Waterways  and  Harbor 
Island,  and  this  has  cost,  in  round  numbers,  $3  000  000. 

The  development  of  the  inner  harbor  will  have  cost,  when  com- 
pleted, exclusive  of  bridges  and  other  crossings,  approximately 
$4  250  000,  of  which  the  Government  will  have  contributed  about 
$2  750  000,  and  local  agencies  (State  and  County)  about  $1500  000. 

On  the  west  shore  of  the  Sound,  directly  opposite  Seattle,  and 
concealed  in  a  deep  inlet,  with  narrow,  tortuous  approaches,  yet  safe 
for  the  heaviest  ships  and  protected  by  strong  defenses,  is  one  of  the 
most  interesting  spots  in  the  city.  It  is  the  Naval  Station  of  the  North 
Pacific  Coast,  destined  to  expansion,  because  of  its  superior  advantages, 
into  one  of  the  greatest,  if  not  the  greatest,  in  the  United  States.  It  is 
mentioned  in  this  connection  with  particular  reference  to  its  dry-dock 
facilities,  which  are  often  utilized  by  commercial  vessels.  There  are 
other  dry  docks  on  the  Sound,  particularly  the  Heffernan  Dock  on 
East  Waterway,  Seattle,  but  no  others  of  a  capacity  for  docking  the 
largest  vessels. 

Tacoma,  the  second  port  in  importance  on  the  Sound,  is  30  miles 
south  of  Seattle,  on  Commencement  Bay,  similar  in  form  and 
position  to  Elliott  Bay.  The  tide  flats  have  been  built  up  by  deposits 
from  the  Puyallup  Kiver,  as  those  of  Elliott  Bay  were  by  the  Du- 
wamish.  Two  waterways  have  been  laid  out,  and  one  of  them,  the 
City  Waterway,  has  been  excavated  into  these  flats.  An  attempt  was 
made  to  excavate  the  other — the  Puyallup  Waterway — but  the  exces- 
sive deposits  of  silt  brought  down  by  the  river  (greatly  augmented 
since  1906  by  the  bodily  diversion  to  the  Puyallup,  through  natural 
causes,  of  the  White  Kiver  from  its  former  outlet  into  the  Duwamish) 
made  it  impossible  to  secure  or  maintain  the  desired  depth.  The 
principal  dockage  facilities  consist  of  a  long  quay  dock  on  the  west 
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side  of  the  Bay,  the  City  Waterway,  and  a  slip  excavated  by  the 
Chicago,  Milwaukee  and  Puget  Sound  Railroad  for  its  own  use.  The 
aggregate  berthing  space  is  14  500  lin.  ft.  The  business  of  the  port  has 
been  greatly  promoted  by  the  location  there  of  the  principal  shipping 
facilities  of  two  important  railway  systems,  and  it  now  crowds  closely 
on  that  of  Seattle. 

There  are  five  other  ports  on  the  Sound  worthy  of  particular  note. 
These  are  Olympia,  at  the  extreme  southern  end,  and  formerly  im- 
portant as  the  first  point  where  travel  from  the  Columbia  touched  the 
Sound — a  very  important  circumstance  before  there  were  any  good 
roads  or  railroads  in  the  country.  Everett  is  30  miles  north  of  Seattle, 
and  is  at  the  point  where  the  Great  Northern  Railway  reaches  tide- 
water. It  lies  at  the  mouth  of  the  Snohomish  River,  and  is  a  port  of 
considerable  importance.  Bellingham  is  another  of  the  important 
secondary  ports,  and  the  farthest  north  of  those  considered  in  the 
paper.  Anacortes  is  a  flourishing  port  on  Fidalgo  Island,  reached 
by  a  branch  line  of  the  Great  Northern.  Port  Townsend  is  the 
chief  port  on  the  Olympic  Peninsula,  and  has  a  peculiar  importance 
quite  apart  from  its  commercial  business,  which  is  slight.  It  stands 
at  the  gateway  to  Puget  Sound,  where  the  great  defenses  are,  it  is 
the  headquarters  of  the  Customs  District  of  the  Sound,  the  location 
of  the  Quarantine  Station  and  Marine  Hospital,  the  base  for  nearly 
all  marine  reckonings  pertaining  to  the  Sound,  and,  in  other  respects, 
an  artificially  important  port.  Its  location  is  such,  however,  that, 
despite  its  excellent  harbor,  there  is  no  reason  to  expect  that  it  will 
ever  develop  an  important  commerce  of  its  own. 

The  expenditures,  in  round  numbers,  already  made  or  authorized, 
by  the  Government  in  improving  the  several  harbors  of  the  Sound, 
are  as  follows.  There  have  also  been  local  expenditures  in  most  of 
them,  but  these  amounts,  except  in  the  case  of  Seattle,  are  difficult 
to  determine. 

Olympia    $160  000 

Tacoma    320  000 

Seattle    (Canal)    2  750  000 

Everett    700  000 

Bellingham    60  000 

Total $3  990  000 
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The  commercial  statistics  of  the  Sound  ports  are  given  in  Table  5, 
the  totals  being  as  follows: 

I'"rt.  Short  tons.  Valuation. 

Seattle    2  371628     $96  048  996 

Tacoma    1  299  206       61  315  442 

Other    ports    2  244  889       28  892  495 

Entire  Sound 5  915  723  $186  256  933 

TABLE  r,.— Freight  Traffic,  1910. 


Article. 


Amount 
(customary  units). 


Amount, 
short  tons. 


Valuation. 


Port  of 

Seattle.* 

Lumber 

100  795  173  ft.  b.  m. 
1  675  745  bushels. 
616  310bbi. 

201590 

50  272 

60  398 

30  109 

8  705 

637  a51 

til  0  292 

1  063  155 

123  227 

91029 

31  562  567 

1  noi  595 

2  619  887 
722  925 
256  072 

2  706  147 

Grain 

Flour 

Fodder 

Fruit 

148  219  cases. 

Coal 

Building  material 

1  475  480 

Merchandise 

55  522  586 

Oil 

t616  133  bbl. 

2  372  949 

Miscellaneous 

27  308  788 

Total 

2  371  628 

$96  048  996 

,    ,-;    :        Port  of 

Tacoma. 

■:pi 

,'  J.,  1  ■ 

Lumber 

Grain 

268  221  170  ft.  b.  m. 

404  427 

137  412 

125  589 

19  747 

4  918 

49  565 

60  778 

163  022 

170  473 

163  275 

$3  087  293 
4  056  344 

Flour    

5  084  121 

Fodder 

271  730 

Fruit 

497  400 

Coal 

151  292 

Oil 

Building  material  

303  890  bbl. 

528  728 
1  008  541 

Merchandise    ...                                     

31  290  942 

Miscellaneous                                          

15  339  051 

f-  •:     If 
Total 

\  ■                     -^  j-;?-; 

1299  206 

$61  315  442 

PuGET  Souio),  Seattle 

AND  Tacoma  Excluded. 

Lumber 

Grain 

1  196  745  204  ft.  b.  m. 

1  686  207 

23  489 

4283 

12  705 

9  021 

16  431 

3  142 

178  230 

136  511 

174  870 

$10  503  009 
626  875 

Flour 

133  621 

Fodder 

234  012 

Fruit 

542  393 

Coal 

67  793 

Oil 

Building  material                  

15  410  bbl. 

24  527 
537  253 

Merchandise 

10  084  509 

Miscellaneous. ...                    

6  138  503 

Total 

2  244  889 

$28  892  495 

*  Compiled  from  the  Harbor  Master's  Report. 
+  Computed  in  part. 


PORTS  OF  THE  PACIFIC  185 

Vancouver,  B.  C. — The  chief  Canadian  port,  Vancouver,  B.  C,  is 
in  the  vicinity  of  the  mouth  of  the  Great  Fraser  River,  though  actually 
not  in  the  valley  of  that  stream.  More  fortunate  than  Portland,  Van- 
couver has  been  able  to  flank  a  troublesome  river  with  its  floods  and 
shoals  while  still  taking  advantage  of  its  valley  on  its  rail  route  through 
the  mountains.  The  port  has  been  built  in  a  land-locked  bay  called 
Burrard  Inlet,  surrounded  on  nearly  all  sides  by  towering  hills  which 
give  the  location  a  most  beautiful  setting.  The  area  of  the  entire 
inlet  inside  the  entrance  is  23.6  miles,  with  a  shore  line  of  upward 
of  50  miles;  but  the  port  proper,  as  at  present  developed,  utilizes  only 
a  small  fraction  of  this.  The  shores  are  mainly  of  rock  formation; 
the  tidal  range  is  11  ft.  mean  and  16.4  ft.  extreme.  There  is  no  ice, 
and  the  harbor  is  perfectly  sheltered  and  has  good  anchorage. 

The  port  facilities,  as  developed  so  far,  are  mainly  on  the  south 
side  of  the  east  5.5  miles  of  the  Inlet.  The  portion  of  the  Inlet  com- 
prising the  harbor  is  about  IJ  miles  in  width,  connecting  with  the 
Gulf  of  Georgia  on  the  west  and  the  remainder  of  the  Inlet  on  the  east 
by  two  narrow  channels  designated  First  and  Second  Narrows, 
respectively.  These  Narrows  were  formed  by  the  deposit  of  gravel, 
sand,  and  small  boulders  brought  down  by  mountain  streams  on  the 
north  side  of  the  Inlet  and  deposited  in  the  shape  of  extensive  bars. 
The  Narrows  are  deep,  but  only  about  500  ft.  in  width.  Navigation 
through  them  is  seriously  handicapped  by  strong  tidal  currents,  which, 
at  the  First  Narrows,  reach  as  high  as  8  knots  per  hour  at  spring  tide, 
and  are  such  a  menace  to  navigation  that  the  Dominion  Government 
has  undertaken  to  widen  the  entrance  by  dredging  to  1  200  ft.  The 
improvement  will  not  affect  the  current  perceptibly,  but  will  give  more 
leeway  for  the  navigation  of  ships.  In  most  portions  of  the  harbor  the 
tidal  currents  interfere  seriously  with  the  berthing  of  ships. 

New  Westminster. — Ten  miles  south  of  Vancouver  on  the  Fraser 
River,  and  16  miles  above  its  mouth,  is  the  Town  of  New  Westminster, 
which  is  taking  active  steps  to  develop  port  facilities  for  deep-sea 
shipping.  The  Fraser  is  a  large  river,  not  unlike  the  Columbia,  but 
with  a  channel  less  difficult  to  improve  and  maintain.  The  ordinary 
tidal  range  at  the  port  is  only  5  ft.,  but  the  range  between  high  and 
low  water  in  the  river  is  14  ft.  Reference  will  be  made  in  another  place 
to  the  steps  being  taken  to  develop  this  port. 
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Victoria. — This  has  been  an  important  i)ort  in  the  past,  and  is  so 
still,  though  its  commercial  business  is  not  large.  It  is  the  chief  port 
of  Vancouver  Island  and  on  it  is  located  the  capital  of  British  Co- 
lumbia. The  commercial  port  is  on  a  small  land-locked  inlet  with 
bald  rocky  shores.  A  few  miles  to  the  west  is  the  celebrated  Esqui- 
mault,  an  excellent  port,  strongly  defended,  and,  prior  to  1905,  the  head- 
quarters of  the  British  North  Pacific  Naval  Squadron. 

Prince  Rupert. — This  harbor  is  on  an  island  within  a  well-sheltered 
inlet  on  the  "inside  passage"  to  Alaska,  a  little  north  of  the  mouth  of 
Skeena  Kiver,  the  valley  of  which  stream  is  the  route  of  the  western 
division  of  the  railroad.  The  area  of  the  entire  inlet  in  front  of  and 
back  of  the  island  is  about  27  sq.  miles,  and  that  of  the  shore  line  is 
about  80  miles.  The  tidal  range  is  large,  the  maximum  being  27  ft. 
and  the  mean  about  14.  The  harbor  is  perfectly  sheltered  and  is  free 
from  ice. 

The  port  is  very  new%  and  its  development  has  only  begun.  It  now 
has  about  2  700  ft.  of  berthing  space,  of  which  600  ft.  belongs  to  the 
Provincial  Government  and  the  rest  to  the  Grand  Trunk  Pacific.  It 
has  a  sectional  dry  dock  600  ft.  long.  The  newness  of  the  port  and  the 
fact  that  rail  connection  east  is  not  yet  opened,  give  little  as  yet  for 
comparison  with  other  ports.    Its  record  lies  all  in  the  future. 

The  promoters  of  this  important  terminal  enterprise  adopted  the 
almost  unique  course  in  civic  growth  of  laying  out  their  city  before  its 
occupancy  by  settlers  began.  It  has  been  scientifically  planned  by 
artists  of  national  reputation,  and,  if  the  plans  are  followed,  it  will  be 
spared  the  disfiguration  characteristic  of  most  American  cities. 

III. — Notable  Engineering  Works. 

The  development  of  the  ports  of  the  Pacific  has  evolved  a  great 
range  of  engineering  problems,  some  of  which  are  of  unusual  magni- 
tude, difiiculty,  and  cost.  A  brief  reference  to  the  more  important  will 
be  given.     They  include : 

(1)  Rock  removal. 

(2)  Breakwater  construction. 

(3)  Jetty  construction. 

(4)  Lock  construction. 

(5)  Dredging. 

(6)  Sea-wall  and  pier  construction. 
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Bock  Removal. — This  class  of  work  has  been  confined  mainly  to 
San  Francisco  Harbor  and  to  ports  north  of  the  Strait  of  Juan  de 
Fuca.  In  San  Francisco  the  removals  have  been  almost  entirely  of 
isolated  rocks,  some  of  which  did  not  originally  come  to  the  surface. 
Another  example  of  sunken  rock  removal  is  that  in  Roche  Harbor, 
San  Juan  Island,  Washington.  Ledge  rock  removal  has  been  and  is 
being  extensively  carried  on  in  British  Columbia  ports. 

The  various  rock  removals  in  the  vicinity  of  San  Francisco  include 
the  following:  Blossom  Rock,  directly  in  the  channel  leading  from 
Golden  Gate  into  the  harbor;  Rincon  Rock,  now  within  the  pier-head 
line  and  covered  with  a  wharf;  Arch  Rock;  the  two  Shag  rocks;  Cen- 
tissima  Rock,  in  the  Bonita  Channel  just  outside  the  Golden  Gate;  and 
Noonday  Rock,  33  miles  at  sea  opposite  the  harbor  entrance.  Of  these 
removals,  Blossom  Rock  was  most  important.  The  method  of  removal 
originated  with  General  Alexander  of  the  U.  S.  Corps  of  Engineers, 
and  the  plans  were  very  carefully  worked  out.  They  included  the 
building  of  a  coffer-dam  on  top  of  the  rock,  which  rose  to  within  6  ft. 
of  low  water,  unwatering  the  coffer-dam,  sinking  a  shaft  into  the  bed 
of  the  rock,  and  then  excavating  an  immense  chamber  into  which  was 
to  be  placed  the  explosive.  It  was  expected  that  the  strong  tidal  cur- 
rents would  remove  most  of  the  shattered  rock,  and  that  the  remainder 
would  be  scraped  into  deep  water.  The  contractor  sank  and  securely 
fastened  to  the  rock  a  timber  crib  which  served  the  double  purpose  of 
a  platform  and  a  protection  to  an  iron  tube  6  ft.  in  diameter  and  14 
ft.  high,  which  was  placed  through  the  center  of  the  crib.  A  water- 
tight connection  was  effected  with  the  rock  by  the  use  of  a  liberal 
quantity  of  cement.  The  tube  was  then  unwatered  and  a  shaft  sunk 
to  Reference  30  ft.  below  low  water.  During  the  progress  of  sinking 
the  shaft  so  much  leakage  occurred  through  the  rock  that  it  was 
found  expedient  at  two  different  times  to  telescope  smaller  tubes  into 
the  shaft  and  secure  water-tightness  by  cementing  the  annular  space 
between  the  rock  sides  of  the  shaft  and  the  tubes.  At  a  depth  of  14.5 
ft.  into  the  rock  the  leakage  became  nominal,  and  the  chamber  was 
then  easily  excavated.  The  floor  of  the  chamber  was  at  Reference  31.5 
ft.  below  low  tide,  the  axes  being  135  and  55  ft.,  respectively.  The  roof 
conformed  to  the  general  shape  of  the  surface  of  the  rock  and  had  a 
thickness  varying  between  14  and  18  ft.  Four  stone  pillars  were  left  at 
the  shaft,  and  timber  supports  were  distributed  throughout  the  chamber. 
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The  explosive  used  was  nitrate  of  soda,  of  which  4 '300  lb.  was 
phued  ill  -')8  wooden,  ale  barrels  and  in  7  old,  boiler-iron  tanks.  'J'he 
barrels  were  distributed  around  the  ed^e  of  the  chamber,  and  the  tanks 
were  scattered  at  about  equal  int(?rval8  on  the  floor.  The  blast  took 
place  on  April  23d,  1870.  The  explosion  was  a  pronounced  success,  but 
the  chamber  had  not  been  made  large  enough  to  engulf  the  broken-up 
roof,  and  the  hope  that  the  current  would  remove  the  debris  was  not 
realized.  The  subsequent  removal  of  debris,  by  scraping  the  blasting, 
cost  as  much  as  all  the  previous  operations,  up  to  and  including  the 
blast. 

A  contract  for  removing  an  additional  6  ft.  from  Blossom  Rock 
in  order  to  give  a  30-ft.  depth  at  low  water,  was  let  in  November,  1902. 
for  $45  142.  The  quantity  of  rock  to  be  moved  was  4  630  cu.  yd.  The 
contractor  drilled  a  few  holes,  but  abandoned  the  process  for  surface 
blasting  and  dredging  the  broken-up  rock  into  deep  water.  The  official 
reports  do  not  give  the  reasons  for  the  adoption  of  this  method,  but  it 
may  be  conjectured  that  at  least  one  reason  was  the  shattered  state  of 
the  rock  due  to  former  operations. 

On  January  2d,  1863,  the  clipper  ship.  Noonday,  was  wrecked  on 
an  uncharted  rock  in  the  Pacific  opposite  Golden  Gate,  and  a  demand 
arose  for  its  removal.  A  search  for  the  rock  was  made  by  the  U.  S. 
Coast  Survey,  and  a  pinnacle  5  ft.  square  on  top,  with  19^  ft.  of  water 
over  it  at  low  tide,  was  found  and  buoyed.  In  1874  a  contract  was 
awarded  to  Mr.  Edward  Moore,  of  Portland,  Me.,  for  removing  the 
menace  to  navigation,  at  an  upset  price  of  $20  000.  Being  in  the 
open  sea  and  subject  to  adverse  weather  conditions,  the  work  entailed 
more  hazard  than  similar  work  in  a  sheltered  harbor.  At  first  it  was 
proposed  to  sink  an  encircling  chain  to  a  depth  of  50  or  55  ft.,  at  low 
tide,  to  which  were  to  be  attached  packages  of  nitro-glycerine,  but 
when  operations  were  commenced  the  diver  discovered  below  the  re- 
quired depth  a  cavity  10  ft.  deep  in  one  side  of  the  rock.  The  plan  was 
altered  immediately  to  put  the  entire  charge  of  explosive  in  the  cavity. 
The  charge  was  fired  May  7th,  1875,  and  proved  an  entire  success. 

1  The  method  of  subaqueous  rock  removal  known  as  "bulldozing" 
apparently  had  its  origin  in  San  Francisco.  It  consists  simply  in 
placing  high  explosives  in  contact  with  rock  surface  and  exploding 
it  there  without  drilling  or  tamping.  The  shattered  surface  is  then 
scraped  away  and  the  process  repeated.     Although  the  use  of  explosives 
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by  this  method  is  excessive,  the  expense  of  drilling  is  saved.  The 
results,  so  far,  however,  do  not  seem  to  commend  the  method  on  the 
score  of  either  efficiency  or  cost.  In  1907-08  a  submerged  rock  at  the 
entrance  to  Roche  Harbor,  Puget  Sound,  V7as  removed  by  this  method. 
The  volume  of  the  portion  to  be  removed  was  1  500  cu.  yd.,  and  the 
contract  price  was  $23  460 ;  but  the  work  probably  cost  the  contractor 
more  than  this.  The  official  Government  report  says  that  "the  method, 
as  applied  in  this  case,  did  not  prove  satisfactory,  and  the  contractors 
state  that  if  they  had  the  work  to  do  over  they  would  drill  the  rock."    ; 

In  the  work  in  San  Francisco  Bay,  where  the  masses  to  be  removed 
were  considerable,  the  contract  price  per  cubic  yard  was  less  than  $10; 
as,  for  example,  the  work  on  Rincon  Rock,  before  it  was  abandoned, 
cost  $9.06  per  cu.  yd.  for  the  removal  of  4  357  cu.  yd. ;  and  the  cost 
of  removing  32  000  cu.  yd.  on  the  Shag  and  Arch  Rocks  was  $7.93  per 
cu.  yd. 

The  subaqueous  basaltic  rock  excavation  at  the  eastern  end  of 
Victoria  Harbor  was  performed  by  the  drilling  method.  The  single 
drill  was  mounted  on  a  platform  float  that  could  be  raised  clear  of 
high  tide  by  steam  power  spuds.  Steam  was  furnished  from  boilers 
on  a  barge.  Thirty-two  holes  were  drilled  at  one  setting  of  the  raised 
platform.  The  holes  were  2.5  in.  in  diameter,  drilled  to  a  depth  of 
2.5  ft.  below  grade  (20  ft.  at  low  water),  and  spaced  3  by  3  ft.  The 
actual  cost  for  drilling  and  blasting  only  was  $6.17  per  cu.  yd.,  without 
interest,  depreciation,  or  plant  renewal. 

The  blasting  in  Vancouver  Harbor  will  be  a  more  delicate  opera- 
tion, as  it  will  be  carried  on  in  close  proximity  to  constructed  piers. 
Holes  3  in.  in  diameter,  spaced  5  by  5i  ft.  centers,  will  be  drilled  to 
a  depth  of  3  ft.  below  the  required  grade  line  (36  ft.  at  low  tide), 
and  shot  off  in  series.  It  is  expected  that  1^  lb.  of  dynamite  per  foot 
of  hole  will  be  used.  The  estimated  cost  for  drilling  and  blasting  is 
$5.60  per  cu.  yd.  Dredging  the  broken  rock  will  approximate  an 
additional  $1  per  cu.  yd.  The  Vancouver  rock  is  a  sloping  sandstone 
ledge  overlaid  with  from  3  to  7  ft.  of  gravel,  hardpan,  and  disintegrated 
sand  rock. 

Breakwater  Construction, — As  an  example  of  breakwater  construc- 
tion strictly  speaking — that  is,  work  done  for  the  primary  purpose 
of  protecting  anchorage  areas  or  harbor  entrances  from  ocean  storms — ■ 
the  San  Pedro  Breakwater  at  Port  Los  Angeles  is  the  most  important 
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on  tlie  Const.  As  finally  constructed,  it  has  a  icn^Mli  of  11  ()()()  ft.  and 
extends  tirst  on  a  curve  and  then  in  a  straight  line  easterly  from  Point 
Fermin,  thus  giving  shelter  against  south  and  southwest  exposure 
and  in  pnrticidnr  cdinpletely  protecting  the  entranee  to  the  inner 
harbor  which  is  hehind  the  inner  end  of  the  structure.  The  break- 
water is  built  entirely  of  rock,  except  a  concrete  block  40  ft.  square 
and  20  ft.  high  at  the  outer  end.  The  base  of  this  block  is  3  ft. 
below  the  low-water  plane.  The  construction  of  the  breakwater  was 
effected  from  a  double  trestle  carrying  tracks  of  standard  gauge.  The 
substructure  was  l)uiit  to  the  elevation  of  low  water  and  consists  of 
a  central  portion  of  stone  weighing  1  ton  or  less,  with  larger  stones 
on  the  side  slopes.  The  superstructure  is  38  ft.  wide  at  the  bottom 
and  20  ft.  wide  at  the  top  (14  ft.  above  low  water),  with  stepped  sides 
of  huge  blocks  of  stone  placed  by  cranes.  On  the  ocean  side  the  stones 
weigh  16  000  lb.  or  more;  on  the  harbor  side,  6  000  lb.  or  more.  The 
space  between  the  sides  is  compactly  filled  with  rock  of  all  sizes, 
and  the  top  is  finished  with  large  stones.  The  side  blocks  have  been 
placed  with  such  care  that  they  seldom  depart  more  than  6  in.  from, 
exact  position. 

Jetty  Construction. — As  used  in  this  connection,  the  term,  jetty, 
applies  to  a  structure  designed  to  serve  the  primary  purpose  of  con- 
centra,ting  and  directing  ocean  currents  to  develop  scouring  effects 
over  shoal  bars,  and  the  secondary  purpose  of  protecting  such  crossing 
from  storms,  as  far  as  their  location  for  the  first  purpose  will  permit. 
They  are,  therefore,  a  combination  of  training  dike  and  breakwater. 
There  are  four  prominent  examples  on  that  portion  of  the  Pacific 
Coast  considered  in  this  paper,  all  of  which  are  north  of  San  Fran- 
cisco, namely,  Humboldt  Bay,  Coos  Bay,  the  Columbia  Eiver,  and 
Grays  Harbor.  There  are  also  numerous  minor  examples,  as  at  San 
Diego,  Los  Angeles,  and  Oakland.  The  principles  involved  are  essen- 
tially the  same  in  all,  though  varied  in  application,  of  course,  to  suit 
the  conditions  of  each  case.  The  Columbia  Jetty  far  exceeds  any 
of  the  others  in  importance  and  in  the  magnitude  of  the  work,  and  the 
description  will  be  limited  to  this  one  example. 

As  originally  projected,  the  jetty  extends  in  a  west-by-northwest 
direction  4^  miles  from  the  east  side  of  Point  Adams  across  Clatsop 
Spit  and  out  to  deep  water.  The  jetty  was  to  be  built  of  large  size 
stone  on  a  brush  mattress  and  raised  to  the  level  of  low  tide.     Later, 
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the  project  was  changed  to  raise  it  to  high  tide,  and  four  groins 
were  to  be  built  from  the  north  side  to  arrest  scour.  Work  was  begun 
in  1885  under  an  estimate  of  $3  710  000,  and  was  completed  ten 
years  later  at  half  the  estimate.  The  depth  over  the  bar  had  in- 
creased, in  the  meanwhile,  from  21  to  31  ft.,  and  the  work  seemed 
to  have  accomplished  its  purpose  perfectly. 

Unfortunately,  the  bar  began  rebuilding  itself,  the  depths  shoaled, 
and  several  years  later  there  was  only  the  original  depth  of  21  ft., 
and  it  seemed  to  be  necessary  to  start  all  over.  A  new  project  was 
adopted,  extending  the  jetty  3  miles  farther,  or  somewhat  beyond  the 
longitude  of  Cape  Disappointment  on  the  north  shore.  The  work  was 
to  be  supplemented  by  dredging  over  the  bar.  This  extension  is  now 
nearing  completion  and  has  resulted  in  a  present  depth  of  from  25 
to  27  ft.     A  permanent  depth  of  30  ft.  is  sought. 

This  work,  it  is  scarcely  necessary  to  remark,  is  probably  the 
largest  and  most  difficult  of  its  kind  ever  attempted,  and  has  evolved 
some  of  the  most  ingenious  and  elaborate  methods  for  overcoming 
difficulties  in  the  whole  range  of  engineering.  The  two  great  obstacles 
to  be  overcome  in  the  execution  of  the  work  are  the  storms  and  the 
teredo,  and  it  is  the  fact  of  the  storm  that  gives  the  teredo  its  "inning." 
The  roughness  of  the  sea  precludes  the  use  of  barges  for  dumping 
rock,  thus  necessitating  a  trestle,  and  the  trestle  piling  is  the  particu- 
lar delight  of  the  teredo,  which  puts  it  out  of  commission  in  from 
10  to  20  months.  The  rebuilding  of  the  trestle  on  the  rock  of  the 
jetty,  which  has  been  repeatedly  necessary,  and  the  methods  resorted 
to  in  order  to  arrest  the  work  of  the  teredo,  have  taxed  the  resources 
of  the  engineers  to  the  utmost. 

The  jetty  itself,  as  now  being  built,  consists  of  a  bed  course  of 
small  rock  as  a  substitute  for  brush  mattress,  it  being  found  imprac- 
ticable to  use  the  mattress  beyond  the  shoal  depths  of  Clatsop  Spit. 
On  the  foundation  so  provided  heavier  rock  is  deposited,  and  the  whole 
is  covered  on  the  seaward  slope  with  very  heavy  rock  ranging  in 
weight  from  6  to  16  tons  per  piece.  Even  these  enormous  masses 
are  displaced  by  the  storms,  and  the  embankment  is  progressively 
shaken  down  during  each  winter  season. 

The  long  continuance  of  this  work  has  evolved  a  very  efficient 
system  for  its  management — one  which  it  would  be  difficult  perhaps 
to  improve  on,  because  every  feature  is  the  result  of  actual  experience. 
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The  pile-driver  is  u  study  in  itself.  The  support  of  the  pile  trestle 
on  its  bed  of  huge  boulders,  the  arrangement  of  the  movable  car 
beds  and  of  the  cars  themselves  for  the  quick  handling  of  the  rock,  the 
systematic  orgajiizatioii  of  the  work,  which  moves  with  the  regularity 
of  clockwork,  and,  finally,  the  rational  division  of  the  work  between 
the  contract  and  day-labor  systems,  assigning  to  each  the  share  it 
is  best  adapted  to  carry  out — all  combine  to  make  this  great  work 
well  worthy  the  attention  of  the  engineers  of  the  United  States.* 

Lock  Construction. — Locks  are  an  important  adjunct  of  port  de- 
velopment in  English  ports,  where  they  are  applied  to  overcome  the 
drawback  of  excessive  tidal  fluctuation.  They  are  nowhere  so  used 
on  the  American  Continent,  but  they  are  about  to  be  used  in  the 
Port  of  Seattle  for  the  purpose  of  effecting  a  very  large  extension  of  the 
harbor,  as  previously  explained.  The  lock  which  separates  the  main 
harbor  from  the  Sound  is  located  at  the  outlet  of  Salmon  Bay,  1  mile 
inland  from  deep  water,  at  a  sheltered  and  easily  defended  point  called 
the  Narrows. 

The  lock  is  really  a  double  structure,  comprising  a  large  chamber 
for  heavy  shipping,  log  rafts,  etc.,  and  a  small  chamber  for  the  use 
of  the  mosquito  fleet.  It  is  certain  that  small-boat  traffic  through 
the  canal  will  be  large,  and  the  plans  provide  a  small,  quick-operating 
lock  for  its  use  so  as  to  avoid  the  slower  and  more  expensive  opera- 
tions of  the  larger  lock.  It  is  considered  that  this  provision  will  prove 
one  of  the  most  useful  features  of  the  canal.  A  similar  arrange- 
ment is  provided  on  the  Manchester  Ship  Canal,  in  England.  It 
seems  to  the  writer  that  if  the  Panama  Canal  plans  are  open  to  any 
important  criticism  it  is  in  not  providing  a  flight  of  smaller  locks. 
To  operate  those  immense  locks  for  the  passage  of  small  boats  cannot 
fail  to  prove  a  great  waste  of  energy  and  time  and  possibly  an  inter- 
ference with  traffic. 

Eeturning  to  the  Lake  Washington  Canal  lock:  a  description  of 
that  structure,  which  is  now  in  process  of  erection,  will  be  given.  The 
larger  lock  will  be  825  ft.  long  and  80  ft.  wide,  or  large  enough 
to  admit  without  breaking  the  large  log  rafts  which  are  certain  to 
constitute  an  important  part  of  the  traffic.  The  sill  of  the  lower 
gate  will  be  at  Reference  25  ft.  below  extreme  low  tide,  29  ft.  below 

*  Those  who  desire  a  detailed  description  are  referred  to  an  article  on  page  109  of 
Engineering  News  of  July  30th,  1908. 
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mean  lower  low  tide,  and  35.67  ft.  below  mean  sea  level.  The  sill 
to  the  upper  gates  will  be  36  ft.  below  the  low-water  level  of  the  canal 
and  38  ft.  below  the  high-water  level.  The  lock  will  be  supplied  with 
intermediate  gates  which  may  be  used  to  divide  the  chamber  into 
lengths  of  350  and  475  ft.,  respectively,  for  convenience  and  economy 
of  water  in  the  passage  of  shorter  vessels.  There  will  be  guard  gates 
at  the  two  entrances,  and  a  movable  dam  at  the  upper  end  for  emer- 
gencies arising  from  accidents.  The  small  lock  will  be  built  on  the 
south  side  of  the  large  one,  and  will  be  150  ft.  by  30  ft.  and  16  ft. 
deep  over  the  miter  sills. 

The  lock  walls  will  be  of  mass  concrete,  gravity  section,  straight- 
front  face,  with  a  toe  projecting  into  the  lock  chamber,  and  stepped 
back.  The  filling  culverts  will  be  of  large  elliptical  section,  running 
the  full  length  of  both  walls,  and  connecting  with  the  chamber  by 
numerous  side  culverts  at  right  angles  to  the  axis  of  the  lock.  The 
controlling  culvert  gates  will  be  of  the  Stoney  type  in  the  large  lock 
and  of  some  form  of  cylindrical  balanced  valves  in  the  small  one. 
It  is  expected  to  fill  or  empty  the  chamber  of  the  big  lock  in  8  min. 

The  lock  gates  will  be  of  steel,  with  parallel  straight  faces  except  near 
the  front  and  back  edges.  All  gates  will  be  provided  with  air  cliambers 
to  relieve  the  strain  on  anchorages  and  to  permit  of  floating  the  guard 
gates  out  of  position  for  repairs  and  painting.  The  main  gates  will 
be  reached  by  closing  the  guard  gates  and  pumping  out  the  chamber. 

The  most  interesting  detail  of  the  lock,  and  the  one  on  which  there 
will  be  most  divergence  of  opinion,  is  the  lock  floor.  The  ever-recurring 
debatable  question  in  lock  construction  arises  here — shall  the  floor  be 
made  strong  enough  to  resist  an  upward  hydrostatic  pressure,  or  shall 
it  be  a  mere  pavement  to  protect  the  underlying  material  from  scour, 
reliance  being  placed  on  the  cut-off  walls  to  prevent  leakage?  The 
lock  floor  is  not  yet  determined  on,  the  decision  being  held  in  abeyance 
until  an  examination  can  be  made  of  the  foundation  material,  when 
the  lock  coffer-dam  is  unwatered. 

The  lock  when  completed  will  be  exceeded  in  size,  on  the  American 
Continent,  by  the  Panama  Lock  only;  it  will  be  on  a  par  with  the  new 
Sault  Lock,  greater  in  some  particulars,  but  less  in  others,  and  will 
entail  the  solution  of  more  difficult  engineering  problems  than  the  one 
at  the  Sault.     It  will  rank  with  the  greatest  European  locks,  and  take 
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its  plnct}  ill  shippinp:  ;iinl  ciiginctTing  circles  as  one  of  the  very  prom- 
inent structures  of  its  class. 

Tlie  prin<'ipal  data  relating-  to  the  canal  are  as  follows: 

Extreme   low  tide   in   Puget   Sound Keference    0 

Mean  lower  low  tide,        "  "     "  4 

i\Iean  low  tide,  "  "     "  0.89 

Mean  sea  level,  "  "     "  10.67 

Mean  high  tide,  "  "     "  14.50 

Mean  higher  high  tide,     "  "     "  15.23 

Extreme  high  tide,  "  "     "  18 

Present  level  of  Lake  Union "  25 

"         low-water    level    in    Lal^e    Wash- 
ington             "  33 

"         high-water    level    in    Lake    Wash- 
ington             "  38 

Proposed  low-water  level  in   canal "  24 

"  high-    "         "        "        "    "  26 

Length  of  large  lock  between  quoins 825       ft. 

Width     "       «  "  "  "      80 

Depth  on  lower  sill  at  extreme  low  tide 25        " 

"        "        "       "      "  mean   sea  level 35.67  " 

"        "    upper  "      "  low  water 36.00  " 

"       "      "  high     "      38.00  " 

Lift  of  lock  from  extreme  low  tide  to  high  water  .  . .  26.00  " 
"     "      "        "           "        high    "    "    low        "      ...       6.00  " 

Depth  of  water  in  main  body  of  Lake  Union 40.00  " 

"        "       "        "  Lake  Washington 40.00  to  200.00  " 

Length  of  canal  from  deep  water  in  Puget  Sound 

to  deep  water  in  Lake  Washington 8.00  miles 

Dredging. — Pacific  Coast  ports  are  no  exception  to  the  almost 
universal  need  of  dredging  operations  to  secure  full  navigable  depths 
in  channels  and  docks.  Seattle  and  Tacoma  come  nearest  to  being 
exceptions,  but  even  in  these  ports  waterways  have  been  created  artifi- 
cially by  dredging.  At  Seattle,  for  example,  a  great  deal  of  work  has 
been  done  in  reclaiming  the  tide  flats  of  the  Duwamish  Delta,  and 
creating  artificial  waterways  there,  while  now  extensive  operations 
are  in  progress  in  excavating  the  Duwamish  Waterway  and  the  Lake 
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Washington  Canal.  None  of  these  operations  was  necessary,  how- 
ever, in  the  main  harbor,  which  everywhere  had  ample  depth.  At  the 
other  extreme  is  Los  Angeles,  where  the  harbor  itself  is  being  built 
almost  entirely  from  excavation.  Differing  from  either  of  these  is 
Portland,  where  the  channel  of  approach  to  the  harbor  requires  very 
extensive  and  continuous  dredging,  not  only  for  original  deepening, 
but  for  maintenance  of  depth.  San  Diego,  Oakland,  San  Pablo  Bay, 
Grays  Harbor,  and  several  of  the  ports  in  Puget  Sound,  have  been 
thus  improved  by  excavation.  As  a  rule,  this  work  has  been  done  with 
Government  appropriations,  though  in  some  ports,  such  as  Portland, 
and,  more  recently,  Los  Angeles  and  Seattle,  local  funds  are  being 
contributed  to  the  work.  Now  that  the  reclamation  of  tide  flats  is 
becoming  so  profitable  an  enterprise,  dredging  will  be  resorted  to  more 
than  ever,  the  operation  serving  the  double  purpose  of  excavating 
slips  and  channels  and  filling  the  abutting  lands. 

The  plant  used  in  this  work  embraces  every  practical  variety  of 
dredging  machinery,  from  the  heaviest  sea-going  hopper  or  suction 
dredge  to  ordinary  steam  shovels  loaded  on  scows.  The  Pacific  Coast 
dredging  fleet,  taken  as  a  whole,  both  publicly  and  privately  owned, 
is  a  formidable  one.  In  the  more  localized  operations  electricity  is 
sometimes  used  as  the  motive  power.  Oil  is  used  extensively  as  fuel. 
All  varieties  of  excavation  are  encountered,  from  the  lightest  alluvium 
to  indurated  clays  that  border  closely  on  soft  rock.  In  California 
great  use  is  made  of  the  clam-shell  dredge,  with  enormously  long  booms, 
designed  for  levee  building  on  the  Lower  Sacramento  and  San  Joaquin 
Rivers,  and  on  some  tributaries  of  the  larger  stream  great  hydraulic 
dredges  are  used  to  glean  out  the  particles  of  gold  which  the  improvi- 
dent miner  wasted  as  he  sluiced  down  the  auriferous  hillsides  a  genera- 
tion and  more  ago. 

It  is  needless  to  describe  in  any  detail  these  dredging  operations, 
for  they  present  nothing  sufficiently  characteristic  to  mark  them 
from  those  with  which  engineers  are  familiar  in  the  East.  It  will 
be  of  interest,  however,  to  refer  briefly  to  two  of  the  dredges.  The 
latest  sea-going  hopper  dredge  built  by  the  United  States  Govern- 
ment is  the  Chinook,  for  use  on  the  Columbia  River  Bar.  It  is  a 
converted  transport,  445  ft.  long,  of  5  590  gross  tonnage.  The  trans- 
formation was  made  in  1902,  but  many  alterations  and  repairs  have 
been  made  since  that  time.    The  dredge  has  two  20-in.  pumps  and  two 
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bins  of  a  total  capacity  of  3  GOO  cu.  yd.     Its  performance  during  the 
fiscal  year  ending  June  30th,  1911,  was: 

Days  worked    160 

Cubic  yards  excavated 722  431 

Total  operating  cost $58  943.15 

Cost  per  cubic  yard $0.08159 

Probably  the  most  effective  dredging  plant  for  all  purposes  on  the 
Pacific  Coast  is  the  Friihling,  built  in  Germany  in  1906  at  a  cost  of 
$275  000,  exclusive  of  duty  and  cost  of  steaming  to  British  Columbia. 
It  is  the  property  of  the  Department  of  Public  Works,  of  Canada,  and 
operates  on  the  Fraser  River.  It  is  of  the  "Friihling"  scraper  suction 
type,  elevating  material  by  a  pair  of  16-in.  centrifugal  pumps  through 
pipes  and  delivering  to  hoppers  inside  the  hull.  It  is  a  sea-going 
dredge,  of  steel  construction  throughout,  and  is  self-propelled  by  twin 
screws.  Its  length  between  perpendiculars  is  187  ft.;  the  extreme 
beam  is  34.5  ft.,  the  draft,  loaded,  about  14  ft.,  and  the  hopper  capacity 
at  this  draft,  800  cu.  yd.  Its  performance  from  April  1st,  1910,  to 
March  31st,  1911,  was  as  follows: 

Hours  worked    862.5 

Cubic  yards  excavated    924  800 

Average  cubic  yards  per  hour 1  072 

Average  cubic  yards  per  day  of  9  hours,  in- 
cluding all  delays  3  000 

Maintenance  cost   $37  948.10 

Repairs  cost 8  835.58 

Total  cost  46783.68 

Cost  per  cubic  yard 0.0505 

Sea-Wall  and  Pier  Construction.— As  stated  elsewhere  in  this  paper, 
there  has  been  very  little  massive  sea-wall  construction  in  the  ports 
of  this  Coast,  San  Francisco  being  the  only  considerable  exception.  The 
earlier  type  of  cross-section  adopted  there  consisted  of  a  loose  rock  core 
faced  with  heavy  stone  paving.  More  recently,  reinforced  concrete 
on  a  rubble  and  pile  foundation  is  being  used.  There  have  been  some 
attempts  to  build  vertical  concrete  walls  in  Seattle  Harbor,  but  the 
excessive  cost  and  the  injurious  effect  of  the  sea- water  on  the  con- 
crete   have    not    led    to    their    repetition.      Where    the    tidal    range 
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is  as  great  as  it  is  at  Seattle,  a  sea  wall  has  to  stand  above  the  foun- 
dation fully  60  ft.,  and  the  cost  of  a  wall  built  on  any  adequate  plan 
is  almost  certain  to  exceed  $300  per  lin.  ft.  This  condition  has  led 
to  various  schemes  for  supporting  the  land  face  without  the  cost 
of  a  wall.  Creosote  or  concrete  piling,  concrete  piers,  or  cylinders  sup- 
porting a  platform  back  for  a  distance  of  from  30  to  60  ft.,  afford  an 
opportunity  to  carry  the  slope  up  at  an  angle  which  can  be  made  stable 
at  moderate  expense  with  brush  or  rock  paving  or  a  combination  of 
both.  Much  thought  is  now  being  given  to  this  problem,  and  a  type 
of  construction  will  doubtless  be  evolved  which  will  be  a  fair  com- 
promise between  cost  and  durability. 

The  same  difficulties  enter  the  problem  of  pier  construction.  The 
method  heretofore  in  force  along  the  Coast  has  been  mainly  that 
of  wooden  piling  and  timber  superstructures — in  fact,  the  simplest 
form  of  practical  construction.  Latterly,  there  has  been  a  strong 
wave  of  sentiment  for  "permanent"  work,  which  means  reinforced  con- 
crete substructures  and  fire-proof  superstructures.  Conservative  con- 
siderations, however,  are  going  to  place  a  strict  limit  on  the  applica- 
tion of  this  method,  and  timber  construction,  with  creosoted  piling, 
where  subject  to  the  ravages  of  the  teredo,  will  continue  to  be  the  rule. 
Any  extensive  adaptation  of  the  costly  masonry  construction  of  Euro- 
pean ports  is  not  to  be  expected. 

The  serious  problem,  of  course,  is  that  of  the  substructure.  Ordi- 
nary piling  will  not  last  a  year  in  these  waters.  Creosoted  piling,  if  of 
superior  quality,  is  safe  for  fifteen  years;  but  the  lack  of  stability  in 
very  deep  water,  where  depth  necessary  for  draft  is  augmented  by  a 
high  tidal  range;  the  great  cost  of  replacement,  requiring,  as  it  often 
does,  the  removal  of  shed  roofs  and  the  suspension  of  business;  the 
increased  danger  from  incendiarism,  rats,  theft,  etc.,  and  draft  in 
conflagration,  all  due  to  the  open  work  underneath,  are  very  serious 
drawbacks  which  go  far  to  offset  the  advantages  of  less  cost.  The 
most  practical  compromise  with  timber  construction  would  seem  to  be 
creosoted  piling  under  wharf  platforms  with  protected  slopes  to  bulk- 
heads on  line  with  the  shed  walls,  thus  giving  solid  fills  under  the 
sheds.  Concrete  piling  or  concrete  cylindrical  piers,  such  as  are  used 
in  the  splendid  new  Government  piers  at  Fort  Mason,  San  Francisco 
Bay,  are,  of  course,  more  to  be  desired  for  this  exterior  work.  A 
brief  description  will  be  given  of  two  docks,  one  a  fine  example  of 
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ty])ical  timber  construction  and  tlie  other  an  original  plan  of  solving 
the  difficulties  referred  to. 

The  (Jrnnd  'I'nmk  Pacific  Dock,  at  the  foot  of  Madison  Street, 
Seattle,  is  a  rec(>nt  structure.  It  is  625  ft.  long,  128  ft.  wide,  and  is 
supported  entirely  on  creosoted  piles,  the  length  of  the  bearing  piles 
varying  from  55  to  90  ft.,  with  bracing  piles  as  long  as  110  ft.  The 
bents  are  10  ft.  apart,  and  the  piles  in  the  bents  are  spaced  from  6  ft. 
centers  at  the  inner  end  to  ?>  ft.  at  the  center.  The  capping  and  floor 
systems  are  of  very  thorough  construction,  and  the  dock  appears  to 
have  thorough  stability,  notwithstanding  the  great  depth  of  water  in 
which  it  stands. 

The  main  shed  is  90  ft.  wide,  with  a  platform  8  ft.  wide  on  the 
south  side  and  16  ft.  on  the  north,  the  latter  carrying  a  railroad 
track.  There  are  five  adjustable  slips  on  each  side  and  one  at  the 
outer  end  worked  by  worm  gear.  The  fender  piles  are  of  tight-bark 
fir.  and  are  driven  two  at  every  bent  and  fastened  to  12  by  12-in. 
stringers  with  |-in.  straps.  At  the  outer  end  they  are  spaced  3  ft. 
apart,  and  clusters  of  seven  piles  are  driven  at  the  outer  corners. 
The  timber  used  in  construction  was  241  775  lin.  ft.  of  creosoted  piling, 
71  000  ft.  B.  M.  of  creosoted  bracing,  and  1 113  000  ft.  B.  M.  of  other 
lumber.  In  its  finish,  offices,  equipment,  and  general  lay-out,  it  is  the 
best  example  of  dock  construction  on  Puget  Sound. 

The  second  of  the  docks  selected  for  a  brief  description  here  is 
the  Great  Northern  Dock,  at  Vancouver,  B.  C.  It  was  designed  by 
K.  W.  Miinster,  M.  Am.  Soc.  C.  E.  The  pier  is  450  ft.  long  and  293 
ft.  wide,  with  a  berthing  space  of  30-ft.  depth  at  low  water  on  each  side, 
and  with  two  sheds,  403  by  102  ft.  Between  the  buildings  is  a  space 
41  ft.  wide.  The  distinctive  feature  of  the  structure  is  a  cantilever 
platform  supported  on  cylindrical  concrete  piers,  which  themselves  rest 
on  a  sandstone  ledge.  These  piers  are  4.5  ft.  in  diameter,  with  a  base 
enlarged  to  10  ft.  The  foundation  is  carried  down  into  the  hardpan 
or  sandstone  ledge  to  a  minimum  depth  of  3  ft.  below  the  bottom  of 
the  slip.  The  piers  will  have  an  average  height  of  52  ft.  On  top  of 
them  will  be  placed  a  longitudinal  concrete  girder,  3  ft.  wide  and 
about  7  ft.  in  depth,  which  will  carry  the  transverse  girders  forming 
the  immediate  support  of  the  floor  slab,  which  are  placed  12.5  ft. 
center  to  center.  The  transverse  girders  are  from  2  to  3  ft.  wide,  6  ft.  ^^ 
deep,  and  51  ft.  long.     They  will  project  16.5  ft.  beyond  the  line  of 
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the  piers  and,  acting  as  a  cantilever,  will  carry  corresponding  parts 
of  the  front  platform.  The  inner  end  of  these  girders  will  rest  on  a 
line  of  16-in.  concrete  piles  driven  to  refusal  and  stayed  in  position 
before  the  rock  embankment  is  placed.  The  floor  slab  is  to  be  7  in. 
thick.  The  concrete  platform  and  beams  have  been  designed  for  a 
distributed  load  of  500  lb.  per  sq.  ft.  The  railroad  track  running  the 
length  of  the  platform  is  placed  centrally  over  the  longitudinal  girders. 
The  reinforced  concrete  construction  supporting  the  track  is  pro- 
portioned to  carry  a  100-ton  switch  engine.  Tie-rods  encased  in  con- 
crete will  anchor  the  concrete  platform  firmly  to  the  embankment. 

The  warehouse  buildings  are  of  wooden  construction  covered  with 
galvanized  iron.  The  roof  is  to  be  carried  on  trusses  spanning  the 
whole  width  of  the  building,  leaving  an  imobstructed  floor  space.  The 
floor  inside  of  the  building  will  be  paved  with  creosoted  blocks  on  a 
<3oncrete  base.  The  concrete  slabs  on  the  outside  platform  are  to  be 
covered  with  an  asphalt  wearing  surface.  The  cost  of  the  completed 
•dock  and  buildings  will  be  approximately  $1.50  per  sq.  ft. 

IV. — Administrative  Systems. 

Public  Ownership  and  Control. — In  discussing  the  different  systems 
of  administrative  control  which  obtain  in  the  ports  of  the  Pacific 
Coast,  it  is  necessary  to  take  cognizance  of  the  present  strong  trend 
of  public  thought  in  favor  of  public  ownership  and  control  of  port 
facilities.  It  would  be  interesting  to  examine  the  reasons  which  un- 
derlie this  movement,  but  it  must  suffice  for  the  present  purpose  to 
say  that  they  are  essentially  the  same  as  those  that  have  substituted 
the  free  public  highway  for  the  toll  road  of  former  times.  For  the 
wharf  is  in  reality  the  transfer  point  between  a  free  public  highway 
on  the  land  and  a  free  public  highway  on  the  water,  and  there  is  no 
more  reason  why  this  point  of  transfer  should  be  made  a  subject 
of  private  monopoly  than  either  highway.  The  transfer  may  not 
indeed  be  made  wholly  free,  and  the  user  may  properly  pay  the  actual 
cost  of  use,  just  as  a  user  of  the  public  highways  pays  another  for 
hauling  himself  and  goods  along  it  when  he  does  not  perform  that 
service  himself.  Moreover,  a  public  wharf  being  built  and  maintained 
through  the  agency  of  only  a  limited  portion  of  the  community 
actually  using  it,  the  cost  cannot  be  equitably  charged  to  that  por- 
tion alone,  as  it  would  be  if  absolutely  free  of  tolls  and  maintained 
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solely  by  taxation.  A  strictly  free  port  is  not,  therefore,  one  of  the 
things  to  be  expected  or  desired,  and  is  not  likely  to  be  realized 
except  as  a  result  of  cut-throat  competition  between  rival  ports.  The 
writer  will  not  go  further  into  this  extremely  important  matter  of 
port  control  than  to  repeat  a  summary  of  the  principles  involved  as 
stated  by  him  in  a  recently  published  article.* 

"The  true  policy  for  a  great  port  to  pursue  in  these  matters  would, 
therefore,  seem  in  the  light  of  present-day  advanced  practice,  to  be 
essentially  as  follows: 

"The  wharves  with  the  buildings  and  appurtenances  directly  con- 
nected therewith  should  be  built  and  owned  by  the  port  itself,  and 
should  be  operated  either  directly  or  by  short-term  assignments  in 
such  way  as  to  eliminate  entirely  the  element  of  private  monopoly, 
and  to  bring  the  cost  of  service  to  the  lowest  point  consistent  with 
maintenance,  operation,  and  gradual  recoupment  of  original  outlay. 
Even  when  this  return  cannot  be  fully  realized  and  the  utilities  have 
to  be  supported  in  part  by  taxation,  public  ownership  may  still  be 
vastly  advantageous  through  indirect  benefits,  just  as  are  public  high- 
ways which  yield  no  direct  revenue  whatever. 

"The  system  of  railway  tracks  serving  the  wharves  should  be 
consolidated  in  the  larger  ports,  under  a  single  unified  management, 
separate  and  distinct  from  the  tributary  railway  systems,  except  as 
they  form  the  connecting  link  between  such  railways  and  the  wharves. 
These  service  tracks  may  be  managed  either  by  a  private  terminaJ 
company,  subject  to  port  supervision,  or  by  the  port  authorities 
themselves.     The  latter  method  has  definite  advantages. 

"So  far  as  a  port  may  directly  or  indirectly  foster  industrial  de- 
velopment in  connection  with  its  own  utilities,  it  should  do  so  upon 
terms  which  will  attract  private  capital  and  insure  it  a  sufficient  lease 
of  life  to  enable  it  to  work  out  its  plans  and  enjoy  the  fruition  thereof. 
The  case  is  essentially  different  from  that  of  public  utilities,  and  so 
far  as  a  port  may  be  drawn  into  such  enterprises  it  must  necessarily 
be  upon  a  different  basis.  There  is  no  question  that  many  industrial 
enterprises  have  so  close  a  connection  with  water  and  rail  transfer 
facilities  as  to  make  them  quasi-public  enterprises.  While  they  are 
not  of  a  character  which  a  port  will  ordinarily  take  up  as  an  original 
proposition,  they  are  entitled  to  every  practicable  measure  of  co- 
operation and  assistance  which  the  port  may  give,  and  are  to  be  con- 
sidered as  an  essential  element  in  its  successful  development." 

In  many  European  ports  there  is  a  close  approach  to  this  ideal, 
though  with  wide  variations  under  different  governments  and  customs. 


*  Railway  and  Marine  News,  Seattle,  Wash.,  May  1st,  1912. 
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In  America  the  ultra-democratic  ideal  of  laissez  faire  and  non-inter- 
ference by  Government  led  to  an  almost  universal  custom  of  private 
ownership  of  harbor  frontages.  Astute  business  foresight  was  not  slow 
to  appreciate  the  opportunity  thus  offered,  and  the  important  points 
of  every  important  harbor,  almost  in  its  infancy,  became  private 
monopolies.  When  the  railroad  came,  this  evil  assumed  an  aggravated 
form,  and  it  would  be  a  threadbare  story  to  describe  the  extensive 
appropriation  of  water  frontage  by  the  railroads,  particularly  in  the 
newer  sections  of  the  country. 

As  time  has  passed  and  the  public  has  been  brought  face  to  face 
with  a  situation  resulting  from  its  own  earlier  indifference,  a  change 
in  sentiment  has  taken  place  and  is  just  now  in  full  tide  of  progress. 
The  people  are  determined  to  recover  the  birthright  which  they  bartered 
away  for  a  paltry  mess  of  pottage.  It  is  no  paltry  ransom,  however, 
that  they  are  being  compelled  to  pay.  Untold  millions  are  being 
paid  and  will  continue  to  be  paid  for  what  should  never  have  been 
parted  with  at  all;  but  the  people  are  determined,  cost  what  it  may, 
to  regain  control  of  their  water  fronts.  Private  interests  resist— it 
is  the  loss  of  a  rich  monopoly — but  they  cannot  prevail,  and  the  force 
of  public  sentiment  should  be  brought  to  bear  to  make  the  struggle 
as  brief  as  possible. 

San  Francisco. — Among  the  ports  of  the  Pacific  Coast,  San  Fran- 
t^isco  is  the  one  bright  exception  in  the  past  to  the  rule  of  private 
ownership.  The  principle  of  public  ownership  and  control  has,  indeed, 
been  adopted  in  all  three  of  the  Coast  States;  but  it  has  failed  utterly 
in  application  except  in  the  Port  of  San  Francisco.  A  significant 
proof  of  the  overshadowing  importance  of  this  port  in  the  past  history 
of  the  State  of  California  is  seen  in  the  fact  that  early  legislation 
on  port  matters  was  directed  almost  exclusively  to  San  Francisco, 
and  a  system  of  government  was  established  there  which  was  not  ap- 
plied to  any  other  port  of  the  State.  The  statute  which  created  the 
Board  of  State  Harbor  Commissioners  (note,  it  is  a  State  tribunal, 
perfectly  general  in  its  title)  limits  its  jurisdiction  to  "possession  and 
control  of  that  portion  of  the  Bay  of  San  Francisco"  (description  by 
metes  and  bounds  takes  up  three  pages  in  the  printed  statute), 
extending  in  general  terms  from  the  Federal  Reservation  (the 
Presidio)  near  Golden  Gate  around  into  the  Bay  to  the  line  between 
San  Francisco  and  San  Mateo  Counties.     Though  a  State  body,  its 
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activities  are  purely  local  and  pertain  exclusively  to  a  porlifni  of  the 
water-front  of  a  single  city  of  the  State.  Its  ofHcers  are  ai)poiiited 
by  the  Governor  and  confirnicd  by  the  Senate,  and  are  a  regular  part 
of  the  political  machinery  of  the  State.  The  first  lioard  of  Commis- 
sioners was  appointed  in  18G3,  and  the  Board  has  been  in  existence, 
therefore,  for  very  nearly  half  a  century. 

Whatever  may  have  been  the  failings  of  this  body — and  it  has 
been  accused  of  many  things,  particularly  of  being  a  subservient 
political  organization — the  fact  that,  through  all  these  years,  in  a  State 
where  railroad  influence  was  supreme,  it  has  maintained  the  integrity 
of  the  water-front  of  San  Francisco  and  has  kept  it  in  public  con- 
trol, must  stand  to  its  everlasting  credit.  To-day  San  Francisco,  New 
Orleans,  and  Montreal  are  the  only  American  ports  in  which  the  prin- 
ciple of  public  ownership  is  practically  applied  on  a  large  scale,  and 
though  the  system  in  force  in  San  Francisco  is  not  as  perfect  as  that 
in  iSTew  Orleans,  it  is  a  vast  improvement  over  that  which  prevails 
generally  in  the  ports  of  this  country. 

The  vicissitudes  of  economic  progress,  however,  have  at  last  made 
the  system  of  State  control  antiquated,  and  San  Francisco  is  now 
ready  to  forego  the  pupilage  of  the  State  and  take  her  future  into  her 
own  hands.  She  wants  home  rule.  She  notes  with  anxious  eye  the 
prodigious  strides  of  Los  Angeles,  San  Diego,  and  particularly  the 
cities  across  her  own  Bay.  These  ports  are  helping  themselves,  ex- 
cept that  they  are  receiving  from  the  State  grants  of  tide  lands 
amounting  to  many  thousands  of  acres.  They  are  organizing  on  the 
basis  of  their  own  needs.  They  issue  their  own  bonds.  They  prepare 
their  own  plans.  They  fight  their  own  battles.  They  are  not  tied 
down  to  legislative  sanction  for  the  measures  they  desire  to  adopt, 
and  do  not  have  to  go  to  the  electorate  of  the  whole  State  for  financial 
aid.  They  may  be  no  longer  willing  to  help  pay  San  Francisco's 
bills,  and  it  behooves  San  Francisco  to  get  authority  to  pay  them 
herself.  She  is  waking  up  to  the  situation  and  is  now  earnestly 
agitating  for  complete  home  rule  of  her  port.  Undoubtedly  it  will 
come,  and  with  it  a  more  energetic  and  efficient  working  out  of  her 
destiny. 

The  small  importance  of  the  east  side  of  the  Bay  in  the  early 
years  made  it  an  easy  prey  to  private  interests.  Although  the  water- 
front of  Oakland  was  granted  to  the  town  by  the  State  as  far  back 
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as  1852,  it  immediately  passed  into  private  hands  on  a  long-term  lease, 
and  finally  fell  into  the  control  of  the  Southern  Pacific,  from  which 
it  has  only  recently  been  wrested  by  strenuous  litigation.  The  port 
is  fully  alive  to  its  opportunities,  and  the  course  of  development 
from  now  on  will  unquestionably  be  in  the  direction  of  public  owner- 
ship and  control.  As  yet  there  is  no  port  organization  separate  and 
distinct  from  the  City  Government.  In  time  the  east-side  towns 
undoubtedly  will  consolidate,  and  a  comprehensive  port  organization 
will  be  developed.  Whether  such  an  organization  for  the  whole  of 
San  Francisco  Bay  will  ever  be  adopted  is  doubtful.  The  jealousies  of 
the  two  sides  are  too  strong  to  make  union  practicable  at  present; 
but  to  the  onlooker  from  the  outside,  a  port  commission  for  the  whole 
of  San  Francisco  Bay,  with  unified  development  of  the  entire  port, 
would  seem  to  be  the  best  plan. 

Los  Angeles. — In  Los  Angeles  there  is  no  separate  port  organization 
distinct  from  the  City,  but  the  policy  of  public  ownership  is  mak- 
ing great  headway.  Probably  the  bitterest  struggle  ever  waged  to  rid 
a  port  of  the  incubus  of  private  monopoly  of  its  water-front  is  that 
of  Los  Angeles  against  the  allied  Southern  Pacific  and  other  interests. 
Of  the  final  triumph  of  the  people's  cause  there  is  no  longer  any  doubt, 
though  the  delay  and  expense  of  litigation  are  a  severe  strain  on  the 
patience  of  the  community.  The  administration  of  the  port  is  divided 
on  indefinite  lines  between  a  board  of  public  works  and  a  board  of 
harbor  commissioners.  The  method,  of  course,  is  unbusinesslike  and 
has  resulted,  as  might  have  been  foreseen,  in  conflicts  of  authority 
which  have  seriously  disturbed  the  orderly  procedure  of  the  work 
of  port  development.  One  of  the  first  problems  which  Los  Angeles 
should  solve  is  the  working  out  of  an  efiicient  system  of  port 
administration. 

San  Diego. — San  Diego  furnishes  an  interesting  example  of  the 
prevalence  of  home-rule  sentiment  in  Californian  ports.  In  1910  the 
State  voted  $1500  000  in  bonds  for  the  development  of  the  harbor; 
but  the  people  preferred  home  rule,  and  the  Legislature  annulled 
the  grant  and  ceded  the  tide  lands  within  the  city  limits  to  the  City 
on  condition  that  the  latter  shall  expend  $1  000  000  in  port  develop- 
ment along  specified  lines  and  within  a  specified  time.  There  is  no 
separate  port  organization  in  San  Diego,  and  the  development  work 
is  carried  out  as  an  adjunct  of  the  City  Administration. 
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Portland. — The  Oregon  system  of  port  management  is  admittedly 
not  a  satisfactory  one,  and,  as  exemplified  by  its  application  to  the 
principal  port  of  the  State,  it  is  in  no  sense  an  efficient  one.  It  does  not 
embrace  any  comprehensive  scheme  of  port  development  and  control, 
and,  until  quite  recently,  it  contemplated  nothing  in  the  line  of  public 
ownership  and  control  of  dock  facilities;  it  left  the  whole  matter  to 
private  enterprise.  The  river  front  was  originally  deeded  to  the  City, 
but  has  passed  almost  entirely  into  the  hands  of  private  interests — 
mainly  that  of  the  railroads.  So  strong  was  the  hold  of  this  system 
that,  when  the  "Port  of  Portland"  was  created  twenty  years  ago, 
its  purpose  was  not  at  all  to  provide  port  facilities,  much  less  ac- 
quire or  control  those  in  existence,  but  solely  to  secure  and  maintain 
a  25-ft.  channel  to  the  sea.  It  was  simply  an  ally  of  the  Government 
in  its  regular  work  of  channel  improvement.  Certain  specific  func- 
tions have  since  been  added,  such  as  control  of  pilotage  charges  and 
the  building  of  a  floating  dry  dock;  but  in  its  essential  purpose  it 
is  still  an  agency  for  channel  improvement  only.  Its  name,  therefore, 
is  a  misnomer,  and,  when  public  sentiment  became  aroused  recently 
to  the  necessity  for  some  actual  measures  in  port  development,  a  new 
body  was  organized — the  Portland  Dock  Commission — to  take  up  this 
particular  line  of  work.  A  bond  issue  of  $2  500  000  was  authorized, 
and  plans  are  actively  in  progress  for  the  construction  of  a  system  of 
public  docks.  On  the  face  of  it,  the  whole  arrangement  appears  to 
be  of  an  unsatisfactory  and  piecemeal  order.  Neither  the  original 
nor  the  new  commission,  nor  even  both  together,  has  anything  like 
a  comprehensive  jurisdiction;  but  their  work  has  to  be  supplemented 
by  co-operation  with  the  City,  and  thus  there  is  a  sort  of  three-cornered 
jurisdiction  of  the  port.  It  is  scarcely  to  be  expected  that  such  a 
system  can  be  permanently  satisfactory.  In  all  probability  there  will 
result  a  consolidated  port  organization,  which  will  comprehend  the 
present  divided  jurisdictions  and  proceed  systematically  with  a  unified 
upbuilding  and  administration  of  the  port. 

The  Washington  State  Law.—T\iQ  State  of  Washington  has  re- 
cently taken  the  most  advanced  position  of  any  of  the  Pacific  Coast 
States  in  this  important  matter  of  port  administration.  By  Act  of 
March  14th,  1911,  it  provided  a  system  of  comprehensive  port  develop- 
ment and  control  under  an  organization  for  that  exclusive  purpose. 
The   organization   is  styled   a  Port   Commission,   and  is  composed   of 
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tKree  members  elected  for  terms  of  one,  two,  and  three  years,  respect- 
ively, in  the  first  instance,  and  one  Commissioner  each  year  there- 
after for  the  three-year  term.  The  powers  of  the  Commission  are  very 
comprehensive,  embracing  the  whole  range  of  port  development  and 
a  large  measure  of  port  control.  Certain  powers  are  still  lacking 
for  the  legal  enforcement  of  rules,  etc.,  and  there  is  doubt  as  to  the 
extent  of  the  Commission's  power  in  promoting  industrial  enter- 
prises. There  are,  however,  certain  crude  provisions  which  need 
modification  to  make  the  statute  run  smoothly;  but  on  the  whole  it  is 
the  most  elaborate,  comprehensive,  and  effective  measure  of  the  kind 
ever  passed.  It  will  take  time  for  it  to  gain  full  recognition,  for 
it  strikes  at  the  root  of  private  monopoly  in  communities  where  a  large 
element  of  the  so-called  "business"  interests  is  immovably  committed 
to  such  monopoly;  but,  if  it  ever  has  half  a  chance  to  demonstrate  its 
efficiency,  it  will  command  popular  approval.  Two  districts  have  al- 
ready been  organized — one  in  King  Coimty,  in  which  Seattle  is  located, 
and  one  in  Chehalis  County,  which  embraces  Grays  Harbor.  In  the 
Seattle  District  the  law  has  been  put  into  effect  with  great  vigor, 
and  a  programme  of  $6  000  000  has  been  adopted  by  popular  vote. 

The  development  of  the  Port  of  Seattle  prior  to   the  passage  of 
this  law  is  a  typical  example  of  the  complete  miscarriage  of  a  great 
purpose.     In   no    State   in   the   Union   was   a  broader   view   taken   of 
public  questions  of  this   character  in  framing  the  Constitution  than 
in  Washington.     It  was   the  purpose   of  the   State  to  hold  the   tide 
lands  in  perpetuity  for  the  use  of  the  people,  and  the  first  Board  of 
Harbor  Line  Commissioners  was  in  earnest  and  determined  to  abide 
by   the   purpose   of   the    Constitution.      It   would   have   been    a   great 
thing  for  Seattle  if  it  had  prevailed ;  but  the  time  was  not  ripe.    Public 
sentiment  did  not  support  it.     It  robbed  private  interests  of  too  many 
opportunities  for  speculation.     The  false  cry  of  business  necessity  pre- 
vailed, and  in  one  way  and  another  the  Constitutional  injunction  was 
completely  nullified,   and   the   tide  lands,   now  worth  many   millions, 
passed  wholly   into  private   hands   at   almost  nominal   rates.     Streets 
were  vacated,  and  even  the  harbor  area,  the  phantom  relic  of  a  bene- 
ficent intention,  was  so  tied  up  to  abutting  lands  as  to  become  a  private 
monopoly.     To-day  the  Port  Commission,  in  trying  to  recover  enough 
of   this  wasted   heritage  to  build   its  first  piers,   is   asked   to  pay^  in 
some  instances,  as  high  as  $86  000  per  acre. 
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British  Cohunhian  I'orls. — Tlic  Jiritish  Columbian  ports,  particu- 
Inrly  Vancouver,  aro  wholly  private-ownership  ports,  and  the  water-front 
development  is  almost  exclusively  in  the  hands  of  the  railroads.  It  is  a 
strikiiij;  contrast  to  the  j^'rcat  Canadian  port  of  Montreal,  which  is  one 
of  the  most  progressive  public-ownership  i)orts  in  the  world.  Van- 
couver is  passing  through  the  boom  experience  of  most  new  localities 
in  the  West,  and  is  willing  to  make  almost  any  concession  to  private 
interests  for  what  ])romises  most  for  the  immediate  present.  Not  until 
after  the  present  i)eriod  of  expansion  has  passed,  and  public  thought, 
now  absorbed  in  speculation  activities,  has  time  to  take  stock  of  the 
situation,  is  it  likely  that  the  problems  of  port  control  will  be  given 
very  serious  consideration. 

Port  Charges. — The  diversity  of  administrative  method  among  the 
Coast  ports  is  particularly  manifest  in  port  charges.     The  widest  dif- 
ference prevails,  and  in  only  one  port  is  there  a  definite  and  uniform 
system.     San  Francisco  has  a  well-defined  schedule  of  charges,  and, 
whether  the  best  adapted  to  the  purpose  or  not,  it  is  carefully  worked 
out   and   serves   its   purpose   very   well.     In   most   other   ports   of   the 
Coast,  rates  are  a  matter  of  private  arrangement,  although  in  each  there 
is  generally  a  voluntary  agreement  among  shippers  as  to  what  they 
shall  be.    They  vary  greatly,  and  even  in  the  same  port  different  rates 
are  often   applied  according  to  the  exigencies  of  the  case.     Thus,   in 
Seattle,  the  basing  rate  on  foreign  cargoes  is  25  cents  per  ton,  and  on 
coast  and  local  cargoes  50  cents  per  ton.     In  San  Francisco  the  whole 
matter  is  strictly  regulated  by  a  public  body,   and  there  is  complete 
uniformity  and  absence  of  discrimination.     Heretofore  in  Seattle  there 
has  been  no  such  regulation  except  the  ineffectual  regulation  of  the 
State  Commission,  and  there  are  frequent  complaints  of  discrimination 
and  irregularity.     The  two  systems,  moreover,  are  essentially  different. 
In   San  Francisco  there  is  a  substantial  dockage  charge  against  the 
vessel;    in   Seattle  there  is  no  such   charge,   the  entire  charge   being 
against  the  cargo.    It  is  this  custom  which  has  given  Seattle  the  repu- 
tation   of   being   a   "free   port",   but  the   freedom   refers    only   to   the 
vessel  itself.     The  system  is  not  an  equitable  one,  and  will  have  to  be 
changed    as   soon    as    an   agreement    among   the    Sound   ports    can   be 
reached.     The  San  Francisco  system  is  the  more  rational  one  in  this 
respect.     It  comprises  three  fundamental  charges,  which  have  been  de- 
fined officially  as  follows: 
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Dockage. — The  charge  made  for  vessels  occupying  berths  at  the 
wharves  or  moored  in  any  slip  or  channel. 

T()]ls^ — The  charge  made  for  merchandise  passing  over  State 
premises. 

Wharfage. — The  charge  made  for  leaving  merchandise  on  State 
premises  longer  than  the  time  specified  in  the  rules. 

In  the  Puget  Sound  ports  there  are  no  dockage  charges  unless  a  ves- 
sel is  lying  alongside  a  dock  unengaged.  The  "handling"  of  the  cargo 
corresponds  to  "tolls"  in  San  Francisco,  though  it  is  less  definite  in 
its  application  and  sometimes  has  no  application  at  all. 

Although  the  San  Francisco  system  appeals  to  the  layman  as  the 
more  rational  and  just,  the  ship  operator  is  positive  in  his  preference  for 
the  Puget  Sound  system  (if  it  can  be  called  such)  and  holds  that  it  is 
decidedly  the  cheaper  port.  As  far  as  the  vessel  is  concerned,  this  is 
true,  but  there  is  no  great  difference  in  amount  where  the  total  cost 
to  ship  and  cargo  is  considered.  Labor  conditions  in  San  Francisco 
make  stevedoring  higher  than  on  Puget  Sound,  but  this  is  a  matter 
entirely  apart  from  the  port  regulations  in  themselves.  Labor  unions 
may  at  any  time  force  wages  in  other  ports  to  the  San  Francisco  scale, 
and,  therefore,  a  correct  comparison  of  systems  should  assume  uni- 
formity of  wages. 

In  Los  Angeles  the  charges  are  classified  under  the  heads  of  dock- 
age handling,  and  wharfage,  "handling"  corresponding  to  "tolls"  in 
the  San  Francisco  schedule.  The  rates  in  San  Francisco  are  fixed 
by  the  Board  of  State  Harbor  Commissioners,  supplemented  by  several 
statutory  enactments.  In  Los  Angeles  they  are  fixed  by  the  Board  of 
Harbor  Commissioners,  a  branch  of  the  City  Government.  The  City 
charter  gives  this  Board  the  same  legal  powers  which  the  State  Board 
enjoys  in  San  Francisco  in  regard  to  the  enforcement  of  its  rates  and 
regulations,  and  gives  it  the  power  to  punish  violations  thereof.  In 
San  Diego  there  appears  as  yet  to  be  no  system  of  local  public  control 
of  rates,  all  the  docks  being  in  the  hands  of  private  interests.  As  soon 
as  the  new  municipal  docks  are  completed,  the  control  of  rates  will  be 
reduced  to  a  system. 

In  Portland,  as  in  San  Francisco,  pilotage  is  compulsory,  and  is  an 
important  item  of  the  vessel's  expense  while  in  port.  The  wharves 
being  all  private  property,  there  is  no  public  control  of  rates,  and  the 
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charges  of  various  kinds  are  (Ictciiiiiiied  largely  by  the  individual  wharf 
owners,  although,  of  course,  there  is  general  conformity  to  an  agreed 
schedule.  The  new  Dock  Commission,  by  the  erection  of  its  own 
wharves,  will  naturally  assume  control  of  future  charges. 

In  Seattle  the  newly  created  Port  Commission  has  the  power  to 
fix  rates,  but  has  exercised  that  power  for  the  present  only  as  a  matter 
of  form  to  comply  with  certain  requirements  of  the  statute.  Prior 
to  the  actual  completion  of  the  docks  which  it  contemplates  building, 
it  w^ll  adopt  a  thoroughly  considered  rate  schedule.  Under  the  present 
law  it  has  no  legal  machinery  with  wdiich  to  enforce  compliance  with 
its  rules,  but  this  defect  will  doubtless  be  corrected  by  the  next  Legis- 
lature. 

In  Tacoma  and  other  Sound  ports,  practically  the  same  system  and 
schedule  of  charges  prevail  as  at  Seattle,  but  it  may  be  expected  that, 
in  the  near  future,  an  effort  will  be  made  to  revise  the  whole  system 
through  some  mutual  agreement. 

The  British  Columbian  ports  being  still  almost  exclusively  under 
railroad  control  and  ownership,  as  far  as  port  facilities  are  concerned, 
the  rates  are  privately  controlled,  and  the  charges  are  absorbed  largely 
by  the  railroads. 

Co-operation  among  Ports. — The  writer's  study  of  this  question  has 
led  him  to  believe  that  important  results  might  follow  a  duly  organized 
conference  among  the  recognized  authorities  of  the  various  ports  on 
the  Coast  with  a  view  to  evolving  a  uniform  system  of  port  administra- 
tion and  of  port  charges. 

V. — Plans  for  the  Future. 

Let  us  now  take  a  brief  survey  of  the  ports  of  the  Coast  from  the 
viewpoint  of  their  plans  for  the  future.  In  the  first  part  of  this  paper 
it  was  stated  that  the  Coast  is  putting  its  house  in  order  for  the  reception 
of  the  trade  which  will  come  from  the  opening  of  the  Panama  Canal. 
It  is  a  safe  assumption  that  nine-tenths  of  the  funds  provided  in  the 
past  three  years,  or  that  will  be  provided  in  the  next  three,  for  the 
development  of  the  Coast  ports,  have  been  secured  through  the  argu- 
ment that  they  are  necessary  for  the  above  purpose.  Ambitious  plans 
have  been  prepared  by  recognized  experts  looking  to  a  future  a  hun- 
dred years  ahead  and  involving  expenditures  which  can  only  be  guessed 
at.     To  a  great  extent  these  plans  will  slumber  indefinitely,  because  of 
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their  very  excess  over  any  actual  requirement;  but  nevertheless  there 
will  be  an  immense  stride  forward  in  definite  development.  How  far 
it  will  extend  in  the  near  future  will  depend  on  the  progress  made  be- 
fore the  tide  of  popular  enthusiasm  begins  to  ebb,  as  it  may  be 
expected  to  do  within  a  few  years  after  the  opening  of  the  Canal,  and 
the  shrewd  promoters  of  port  development  and  no  less  shrewd  port 
engineering  experts  will  doubtless  make  the  most  of  the  present  op- 
portunity and  ride  on  the  crest  of  the  flood  wave  to  a  point  vv'hich  the 
normal  depth  of  water  would  not  permit  them  to  reach. 

San  Francisco  Bay. — San  Francisco  has  a  fund  of  $10  000  000  for 
port  improvement,  embracing  sea-wall  and  dock  construction  and  the 
acquisition  of  64  blocks  of  submerged  tide  lands.  A  considerable  por- 
tion of  this  sum  will  probably  have  to  be  used  in  replacing  defective 
structures,  but  it  is  already  decided  to  build  twelve  additional  wharves 
of  dimensions  varying  from  600  to  850  ft.  in  length  by  140  to  200  ft. 
in  width.  Six  additional  ferry  slips  are  to  be  provided,  and  the  two 
sections  of  the  belt  railway  are  to  be  connected  across  Market  Street. 
The  approaching  Exposition  will  doubtless  stimulate  to  still  greater 
exertion,  particularly  if  San  Francisco  secures  home  rule  in  the  man- 
agement of  her  port. 

Across  the  Bay,  the  City  of  Oakland  has  voted  $2  503  000  in  bonds, 
and  is  actively  at  work  in  developing  her  west  water-front  and  her 
important  interior  harbor.  Her  west  front  development,  or  the  Key 
Route  Basin,  is  a  promising  scheme,  involving  the  filling  in  of  400 
acres  of  land  out  to  the  bulkhead  line  between  the  Oakland  and  Key 
Route  Moles,  and  wharfing  out  beyond  this,  still  between  the  moles,  to 
the  pier-head  line,  in  such  a  way  as  to  form  an  interior  basin  with 
numerous  slips  and  quays. 

The  plans  for  the  interior  harbor  are  scarcely  less  ambitious,  while 
Alameda,  Berkeley,  and  Richmond  have  their  own  projects  of  develop- 
ment. These  have  not  yet  taken  form,  however,  in  actually  adopted 
plans  or  funds  for  carrying  them  out. 

Los  Angeles. — While  Los  Angeles  has  fought  and  is  still  fighting 
an  heroic  battle  for  the  right  to  build  and  control  a  port  of  her  own, 
she  has  as  yet  made  only  a  small  expenditure  on  her  own  account.  She 
has,  however,  voted  $3  000  000  in  bonds  and  has  committed  herself  to 
an  expenditure  of  $7  000  000  more.  She  has  had  various  studies  made 
for  the  future  development  of  the  port,  and  E.  P.  Goodrich,  M.  Am. 
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Soc.  C.  E.,  has  presented  plans  both  for  the  outer  and  inner  harbor 
which,  if  correctly  reported  by  the  press,  are  better  fitted  for  a  popula- 
tion like  that  of  New  York  City  than  anything  which  even  so  thriving 
a  city  as  Los  Angeles  has  any  right  to  expect  in  the  near  future. 
Fortunately,  those  dazzling  schemes  are  harmless,  and  doubtless  do 
good  by  broadening  the  public  vision  to  a  larger  horizon. 

The  Goodrich  studies  provide  an  outer  harbor  in  front  of  Terminal 
Island  protected  by  a  20  000-ft.  extension  of  the  breakwater,  and  fur- 
nishing ten  long  piers,  500  ft.  wide,  with  intervening  slips  400  ft. 
wide.  The  inner  harbor  studies  are  more  immediately  practical,  though 
scarcely  less  ambitious;  but,  as  they  involve  several  alternative  plans 
and  have  received  no  official  action,  it  is  scarcely  worth  while  to  discuss 
them  here.  It  is  enough  to  add  that  the  actual  realization  of  this  plan 
for  82  miles  of  developed  water-frontage  will  cost  from  $75  000  000 
to  $100  000  000. 

According  to  the  latest  report  of  the  U.  S.  Chief  of  Engineers,  the 
City  "is  preparing  to  undertake  immediately  the  improvement  of  79 
acres  on  the  westerly  side  of  the  entrance  channel  *  *  *  rendering 
available  about  9100  feet  of  deep-water  frontage."  This  is  in  the 
outer  harbor. 

San  Diego. — In  San  Diego  no  comprehensive  scheme  of  develop- 
ment has  yet  been  prepared,  but  the  City  has  voted  the  sum  of  $1  000  000 
for  new  docks  and  for  sea-wall  construction.  The  length  of  berth- 
ing space  to  be  provided  with  this  fund  is  1  600  ft.,  and  the  length  of 
the  sea  wall  is  to  be  2  500  ft.  This  will  make  possible  the  reclamation 
of  50  acres  of  tide  flats.  No  definite  steps  have  as  yet  been  adopted  for 
a  terminal  belt  railway.  It  is  stated  that  the  City  intends  to  follow 
up  its  present  plans  with  a  $3  000  000  bond  issue.  Perhaps  most  im- 
portant, as  bearing  on  the  future  of  the  port,  is  the  project,  said  to  be 
in  contemplation,  of  building  a  railroad  directly  east  to  Yuma. 

Portland.— Povtland,  like  San  Erancisco,  is  pursuing  the  sane 
course  of  "procuring  her  cloth  before  cutting  out  her  garments."  In 
1910  a  Commission  of  Public  Docks  was  created  by  City  Charter 
amendment,  and  the  sum  of  $2  500  000  was  voted  for  the  construction 
of  such  docks  as  might  be  needed  in  the  near  future.  This  Commis- 
sion employed  a  board  of  experts  from  New  York  City,  consisting  of 
E.  P.  Goodrich,  M.  Am.  Soc.  C.  E.;  W.  J.  Barney,  Jun.  Am.  Soc. 
C.  E.,  and  Charles  W.  Staniford,  M.  Am.  Soc.  C.  E.     A  complete  de- 
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tailed  plan  has  been  prepared  by  the  Board  and  has  just  been  made 
public.  Those  features  of  the  plan  which  are  proposed  for  immediate 
adoption  consist  of  two  combination  docks,  sheds,  and  warehouses,  one 
on  each  side  of  the  river,  a  coal  dock,  a  motor-boat  landing,  fireboat 
station,  etc. 

The  West  Side  improvement  will  consist  of  a  quay  dock,  1  075  ft. 
long  and  100  ft.  wide,  in  the  central  section  of  the  harbor  below  the 
city  bridges.  For  two-thirds  of  its  length  it  will  be  a  single-level  struc- 
ture, and  the  rest  two-level,  the  upper  being  at  Elevation  32  and  the 
lower  at  18  ft.  above  low  water.  The  dock  will  be  provided  with  ad- 
justable slips,  escalators,  and  elevators,  and  will  have  space  for  storing 
10  000  tons  of  freight.  A  six-story  reinforced  concrete  warehouse 
provided  with  full  equipment  for  handling  goods  will  be  erected  in  the 
rear  of  the  dock.  Its  capacity  will  be  about  40  000  tons.  Three  addi- 
tional warehouses  are  planned  as  soon  as  funds  are  available.  Dock 
autos  will  be  the  main  reliance  for  handling  freight. 

The  East  Side  improvement,  conveniently  located  for  the  transac- 
tion of  business,  consists  of  a  two-story  quay  structure,  500  ft.  long 
by  100  ft.  wide,  capable  of  storing  6  000  tons  on  each  level.  A  one- 
story  reinforced  concrete  warehouse  will  be  provided  with  a  founda- 
tion for  five  additional  stories.  All  structures  in  both  improvements 
are  to  be  of  steel  and  concrete,  and  fire-proof  throughout. 

In  addition  to  these  improvements  for  immediate  adoption,  the 
plan  of  the  Consulting  Board  provides  for  future  development  on  the 
two  sides  of  the  river,  7  000  ft.  of  quay  construction,  pier  and  slip 
development  affording  21  200  ft.  of  berthing  space  with  piers  300  ft. 
wide,  together  with  the  necessary  warehouses  and  other  accessories.  A 
large  coal-handling  plant,  freight-assemblage  and  storage  yard  with 
a  capacity  of  1  500  cars,  and  a  public  belt  line  serving  all  the  docks, 
are  also  to  be  provided.  The  total  development  gives  more  than  6 
miles  of  berthing  space,  of  which  only  about  1  750  ft.  are  as  yet  pro- 
vided for.  As  to  this  initial  programme,  it  is  understood  that  it  is  accept- 
able to  the  Dock  Commission,  and  that  steps  will  be  taken  immediately 
to  carry  it  into  effect.  In  connection  with  the  Dock  Commission  pro- 
jects, reference  may  again  be  made  to  the  joint  projects  of  the  Govern- 
ment and  the  Port  of  Portland  Commission  to  secure  a  30-ft.  channel 
to  the  sea. 
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Payel  Suund  and  Urays  Harbor. — North  of  llie  Coliiiiil)ia  Kivc-r, 
port-developiiicnt  work  will  doubtless  always  be  associated  with  the 
name  of  Virgil  G.  Jiogue,  Al.  Ani.  Soc.  C.  E.  Pursuant  to  a  charter 
amendnu'iit  of  the  City  of  Seattle,  adoi)ted  JVla.rch  8th,  1910,  a  Civic 
Plans  Commission  was  created  for  the  purpose  of  forming  a  plan  for 
the  future  development  of  that  city.  This  Commission  employed  Mr. 
Jiogue  as  its  Engineer,  and  his  very  elaborate  report,  submitted  August 
24th,  1911,  includes  a  complete  scheme  of  development  of  Seattle's 
harbor.  Following  immediately  on  the  submission  of  this  report  came 
the  creation  of  the  Port  Commission  of  Seattle,  specifically  charged 
with  the  duty,  among  others,  of  preparing  a  "comprehensive  scheme"  of 
port  development.  While  Mr.  Bogue's  plans  as  a  whole  have  not  been 
adopted  by  a  vote  of  the  people,  their  essential  harbor  features  will  be 
given  close  study  in  the  preparation  of  any  plans  that  the  Port  Com- 
mission may  adopt.  Mr.  Bogue,  after  the  completion  of  his  Seattle 
work,  made  a  similar  study  for  Tacoma  and  also  for  Grays  Harbor,  and 
he  is  now  engaged  on  a  plan  for  Prince  Rupert.  As  already  stated^ 
whatever  action  may  be  taken  as  to  the  immediate  adoption  of  his  work 
in  these  ports,  it  is  certain  to  have  a  profound  influence  on  their 
future  development. 

The  Seattle  plan  embraces  elaborate  suggestions  for  every  part 
of  the  harbor,  with  especial  emphasis  laid  on  the  Harbor  Island  and 
Smith's  Cove  sections.  The  mosquito  fleet  and  industrial  features  of 
the  inner  harbor  are  likewise  fully  elaborated.  No  effort  was  made 
to  form  an  estimate  of  costs,  for  the  plan  is  one  for  long-continued  de- 
velopment; but  it  certainly  represents  an  outlay  of  not  less  than 
$25  000  000. 

The  Port  Commission  has  definitely  adopted  an  initial  programme 
involving  an  expenditure  of  $6  000  000.  This  includes  a  slip  with 
two  wharves  on  the  east  side  of  East  Waterway,  giving  berthing  space 
for  four  large  ships;  a  solid  filled  pier  on  the  central  water-front,  with 
an  1 100-ft.  berthing  space  of  deep-sea  depth,  and  a  floating  landing 
stage  for  small  boats  with  800  ft.  of  landing  space,  and  also  a  large 
fruit  cold-storage  plant;  a  lumber,  coal,  grain,  and  general  tranship- 
ment dock  at  Smith's  Cove;  a  small  dock  for  general  use  on  Salmon 
Bay;  and  a  new  ferry  across  Lake  Washington.  The  Port  Commission 
is  taking  initial  steps  looking  to  the  establishment  of  a  terminal  rail- 
way system  for  the  port. 
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In  addition  to  the  Commission's  original  programme,  there  is  being 
considered,  at  the  earnest  request  of  certain  business  interests,  a  very 
ambitious  project  for  Harbor  Island,  patterned  after  the  Bush  Ter- 
minals of  New  York.  The  pier  development  proposed  comprises  six 
new  piers  with  an  aggregate  berthing  space  of  16  800  lin.  ft.,  or 
enough  for  the  simultaneous  berthing  of  42  ships  of  an  average  length  of 
400  ft.  Ba,ck  of  the  piers  is  to  be  an  extensive  industrial  development. 
The  whole  project  is  to  be  a  co-operative  one  between  the  Port  District 
and  a  private  terminal  company. 

It  is  conservative  to  state  that  expenditures  of  all  classes- 
Federal,  State,  County,  City,  Port  District,  and  private— actually  au- 
thorized or  in  definite  contemplation,  for  the  development  of  Seattle 
Harbor,  aggregate  approximately  $20  000  000. 

The  study  made  by  Mr.  Bogue  of  the  possibilities  of  Tacoma  Harbor 
may  best  be  told  in  his  own  words,  as  summarized  in  his  report  on 
Grays  Harbor: 

"At  Tacoma,  a  great  movement  is  on  foot  to  keep  the  city  well  to 
the  fore  in  all  port  extension  matters.  The  plans  contemplate  a  canal 
system  with  an  aggregate  length  of  6  miles,  to  say  nothing  of  spurs 
and  laterals  which  may  be  built  in  future  years  in  connection  with  large 
industrial  enterprises.  The  cost  of  this  canal  system  is  estimated  at 
about  $4  000  000.  It  will  develop  a  vast  area  of  tideflats  and  present 
unexcelled  opportunities  for  industrial  development  with  convenient 
access  from  both  sea  and  land.  Beside  the  canal  system  a  number  of 
waterways  are  to  be  built  and  various  slips  and  piers  which  will 
provide  the  best  accommodations  for  vessels  engaged  in  ordinary  com- 
merce. When  these  improvements  shall  have  been  made,  the  wharf 
frontage  of  Tacoma  between  Point  Defiance  and  Brown's  Point  will 
aggregate  42.6  miles,  all  of  which  is  well  protected  and  easy  of  ingress 
or  egress." 

Olympia,  Everett,  and  Bellingham  are  not  as  yet  taking  positive 
action  in  the  development  of  their  ports,  but  they  will  probably  do  so 
in  the  near  future. 

Grays  Harbor. — The  Port  Commission  of  Grays  Harbor,  through 
Mr.  Bogue,  has  prepared  an  elaborate  scheme  of  development,  but  the 
report  does  not  furnish  an  estimate  of  its  probable  cost,  and  no  pro- 
vision is  yet  made  for  carrying  it  into  effect. 

Vancouver,  B.  0. — As  already  stated,  no  comprehensive  scheme  of 
development  of  this  port  has  been  adopted.     Special  studies  have  been 
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and  are  being  nuule  of  diflerent  parts  of  the  harbor,  and  there  are 
rumors  of  gigantic  development  plans  by  private  interests.  The  Great 
Northern  luuhvay  lias  a  fine  new  i)ier  uudv.r  con.strijetion,  and  other  pri- 
vate improvements  are  in  progress;  but  there  is  as  yet  no  general  plan, 
no  distinctive  scheme  of  port  administration,  and  no  provision  of  public 
funds. 

The  conformation  of  the  harbor  and  the  handicap  of  tidal  fluctua- 
tion and  currents  have  suggested  an  improvement  which,  though  costly, 
would  seem  to  i)ossess  great  merit.  That  is  to  place  a  lock  and  dam 
across  the  throat  of  the  harbor  at  the  second  iSTarrows,  thus  holding 
the  upper  part  of  the  Inlet  at  high  tide  and  making  it  a  fixed-level 
fresh-water  harbor.  This  would  restrict  the  tidal  area  to  one-third  its 
present  extent  and  would  reduce  tidal  currents  in  the  lower  harbor  so 
much  as  greatly  to  improve  conditions  there.  It  would  seem  on  the 
face  of  it  that  this  would  be  an  improvement  of  great  importance  to 
the  future  of  the  port. 

New  Westminster. — The  fresh-water  port  of  New  Westminster  is 
taking  active  steps  in  harbor  development.  It  has  recently  expended 
$15  000  on  the  study  of  a  plan  and  its  presentation,  and  is  about  to  put 
into  effect  the  one  prepared  for  it  by  A.  O.  Powell,  M.  Am.  Soc.  C.  E. 
It  comprises  wide  marginal  streets,  routes  for  railways,  the  extension 
of  the  city  quay,  and  a  long  waterway  in  a  slough  parallel  to  the  river, 
from  which  the  river  is  to  be  excluded  at  the  upper  end.  A  succession 
of  parallel  slips,  oblique  to  the  axis  of  the  waterway,  will  develop 
a  berthing  space  of  7i  miles. 

Victoria. — Even  tha.t  sometime  staid  and  delightful  provincial  town 
of  Victoria,  more  distinctly  British  than  any  other  port  of  the  Pacific, 
has  become  infected  with  the  Panama  hacillus,  and  is  cogitating  what 
it  may  do  to  be  prepared  for  the  changes  which  it  has  been  told  are 
about  to  ensue.  No  definite  plans  have  as  yet  been  evolved,  but 
among  the  tentative  suggestions  are  an  outer  harbor  to  be  protected  by 
a  breakwater  in  front  of  the  present  entrance  to  the  inner  harbor,  and 
also  a  development  in  Oak  Bay  on  the  opposite  side  of  the  town  fronting 
to  the  eastward. 

Prince  Rupert. — Studies  for  the  Port  of  Prince  Rupert  are  now  in 
progress  under  the  direction  of  Mr.  Bogue,  but  are  not  yet  far  enough 
along  for  incorporation  in  this  paper.  A  suggestion  that  has  been 
made  of  possible  future  development  in  this  port,  however,  may  be 
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properly  mentioned.  Prince  Rupert  City  is  on  an  elliptically  shaped 
island  about  6  miles  long  north  to  south  by  4  miles  east  and  west. 
The  "lakes"  which  separate  the  island  from  the  mainland  in  the  rear 
have  an  area  north  of  the  railroad  crossing  of  about  40  sq.  miles. 
It  is  not  unlikely  that  the  north  and  south  passages  will  be  dammed 
off  and  provided  with  locks,  thus  converting  the  lakes  into  a  tideless, 
fresh-water  harbor  just  at  the  level  of  high  tide.  While  this  develop- 
ment is  still  some  distance  off,  it  has  such  great  advantages,  in  view  of 
the  extreme  tidal  fluctuation  in  Prince  Rupert  Harbor,  that  it  will 
probably  be  realized  eventually. 

Outlay  on  Pacific  Coast  Ports. — From  the  statistics  of  obligations 
actually  assumed  to  date,  and  by  the  aid  of  the  most  reliable  forecasts 
obtainable  of  port  planning  for  the  near  future,  it  will  be  a  conserva- 
tive estimate  to  place  the  cost  of  port  development  along  the  Coast  dur- 
ing the  next  five  years  at  $50  000  000. 

VI. — Influence  of  the  Panama  Canal. 
The  writer  will  close  with  a  brief  statement  of  the  influence  ol  the 
Panama  Canal  on  the  commerce  of  the  Pacific  Coast.     The  aggregate 
effect  will  be  a  summation  of  the  following: 

(1)  Effect  on  consumption  and  production  among  the  existing 

population ; 

(2)  Effect  on  consumption  and  production  through  increase  of 

population — chiefly  immigration; 

(3)  Effect  on  rail  commerce  between  the  Pacific  and  Atlantic 

Coasts ; 

(4)  Effect  on  industrial  development; 

(5)  Effect  on  Oriental  traffic  to  the  east  coast  of  America  now 

transhipped  to  rail  at  Pacific  Coast  Ports; 

(6)  Adverse  effect  of  Canal  tolls. 

Consumption  and  Production. — Under  the  first  heading,  it  may  be 
assumed  that  there  will  be  some  increase  of  consumption  due  to  a  re- 
duction of  prices  resulting  from  lower  freight  rates  via  the  Canal. 
Eor  example,  anthracite  coal  may  possibly  find  considerable  use  along 
the  northern  coast,  where  now  it  finds  very  little,  if  any  at  all.  As  to 
production,  the  effect  ought  to  be  extensive  and  immediate  on  lumber 
products,  for  the  Canal  will  open  to  Coast  lumber  the  market  of  both 
shores  of  the  Atlantic,  and  the  production  can  be  instantly  increased 
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to  any  desired  extent  by  putting  existing  mills  now  closed  into  opera- 
tion or  speeding  up  others  to  their  full  capacity.  In  the  matter  of 
fruit  and  cereal  products,  no  radical  effect  on  production  should  be  ex- 
pected as  an  innnediate  result  of  opening  the  Canal.  The  conditions 
are  not  the  same  as  with  lumber,  and  any  material  increase  of  produc- 
tion must  await  an  increase  of  population  and  general  development. 

Immigration. — This  consideration  brings  up  the  second  heading 
specified — the  influence  of  the  Canal  on  the  increase  of  population  on 
the  Pacific  Coast.  It  is  an  influence  which,  in  the  long  run,  may  prove 
the  most  important  of  all;  for  it  is  not  so  much  additional  port  facili- 
ties that  are  needed  to  develop  a  country  as  increased  numbers  of  those 
who  do  the  work  of  development.  Many  other  factors,  of  course,  con- 
tribute; but  in  a  new  country  increase  of  population  is  the  main 
thing,  and  this  must  come  in  large  part  through  accessions  from  the 
outside.  There  is  a  general  consensus  of  opinion  that  the  opening  oi 
the  Canal  will  have  more  immediate  effect  on  immigration  than  on 
any  other  class  of  traffic.  In  this  fact  lies  a  great  hope  and  a  great  peril 
for  the  Coast.  What  kind  of  immigrants  will  be  brought  here?  What 
reception  will  they  meet?  Will  they  prove  a  blessing  or  a  curse  to  our 
communities?  The  writer  will  consider  these  matters  no  further  than 
to  quote  a  paragraph  from  a  bulletin  recently  published  by  the  Seattle 
Port  Commission: 

"In  this  connection  the  commission  may  be  justified  in  digressing 
so  far  as  to  observe  that  the  real  preparation  for  this  influx  of  immi- 
gration rests  with  the  people  of  the  State  rather  than  with  the  Port 
Commission  or  the  Government.  If  intelligent  and  organized  effort  is 
made  through  agents  in  Europe  to  secure  a  good  quality  of  immigrants, 
and  if  similar  effort  is  made  here  to  start  them  in  their  new  career 
without  too  much  hindrance  and  discouragement  and  without  being 
victimized  by  those  whose  only  desire  is  to  fleece  them  of  their  meager 
belongings  and  leave  them  stranded  in  a  country  where  the  problems  of 
successful  agriculture  are  so  different  from  what  they  are  accustomed 
to,  this  immigration  may  be  of  inestimable  value  to  the  State  and  indi- 
rectly to  its  metropolis  and  chief  port.  But  if  this  matter  is  allowed 
to  drift  along  without  organization  or  sympathetic  effort  in  aid  of  the 
new  arrival,  the  result  may  be  to  crowd  this  port  with  an  indigent 
population  and  to  justify  the  effort  which  is  said  to  be  already  under 
way  here  to  resist  the  whole  immigration  movement." 

Diversion  of  Rail  Traffic. — ^In  reference  to  the  third  consideration, 
a  degree  of  uncertainty  exists  which  completely  nonplusses  the  ablest 
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traffic  authorities  of  the  country.  The  rail  traffic  between  the  Pacific 
Coast  and  points  far  enough  east  to  be  affected  materially  by  the  Canal 
is  smaller  than  is  popularly  supposed.  A  high  railroad  authority  has 
estimated  that  not  more  than  600  000  tons  of  traffic  goes  to  the  North- 
west Coast  from  east  of  "Missouri  River  common  points",  and  that 
only  about  20%  of  this  originates  east  of  Buffalo  or  Pittsburgh  where 
the  influence  of  the  Canal  would  be  effective.  On  traffic  from  the 
Great  Lakes  and  from  the  Mississippi,  Ohio,  and  Missouri  Basins,  it 
is  not  likely  that  the  Canal  will  have  much  effect.  The  railroads  will 
hold  it,  except  for  the  possibility  that  it  may  cease  to  originate  in  those 
sections.  All  but  about  7i%  of  this  traffic,  it  has  been  estimated, 
might  originate  on  the  Atlantic  and  Gulf  Coasts,  where  it  would  fall 
directly  within  the  Canal  influence.  Is  it  not  likely  that  the  ultimate 
result  of  the  Canal  will  be  to  transfer  to  the  Atlantic  Coast  much  of  the 
Pacific  Coast  traffic  which  now  originates  in  the  central  sections,  thus 
cutting  off  from  both  the  railroads  and  the  producer  of  the  Central 
West  an  important  business?  And  is  it  not  a  perception  of  this  prob- 
able result  which  accounts  for  the  lukewarmness,  if  not  active  opposi- 
tion, of  certain  sections  of  the  country  to  free  tolls  for  coastwise  trade 
through  the  Canal?  In  any  event,  it  seems  to  be  reasonably  certain 
that  the  Canal  (particularly  with  free  tolls)  will  transfer  from  rail 
to  ship  a  large  part  of  the  traffic  which  now  crosses  the  country  to 
the  westward  by  rail.  This  will  operate  to  increase  the  business  of 
ports  on  both  coasts  and  of  the  railroads  from  the  coast  inland  for  un- 
certain distances. 

As  to  east-bound  traffic  originating  on  the  Coast,  lumber  shipments 
will  increase  very  largely,  but  rather  through  the  opening  of  new 
markets  than  the  diversion  of  existing  rail  shipments.  The  present 
eastern  market  for  Coast  lumber  is  mainly  in  the  tramontane  region 
eastward  as  far  as  the  Mississippi.  The  market  farther  east  cannot 
stand  the  heavy  freight  charge,  except  for  shingles  and  the  finer  grades 
of  lumber.  The  market  of  the  Central  West  will  continue  to  get  its 
supply  by  rail,  and  only  consignments  farther  east  are  likely  to  be 
diverted  to  the  water  route. 

With  fruit  products  of  all  kinds  along  the  Coast,  there  is  every 
reason  to  believe  that  the  Canal  will  effect  a  marked  change  in  the 
method  of  shipment.  Refrigerator  ships  will  carry  this  product  to 
both  shores  of  the  Atlantic  in  better  condition  and  at  cheaper  rates 
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than  can  be  done  under  present  conditions.  It  is  estimated  that  within 
10  years  the  fruit  shipments  from  Central  Washington  and  Oregon 
will  approach  100  000  carloads,  while  the  sliipnient  of  all  classes  of  fruit 
from  California  will  exceed  that  figure.  The  problem  of  handling  those 
prodigious  quantities  by  rail  in  the  short  periods  and  over  the  long  dis- 
tances necessary  may  prove  an  impossible  one;  and  the  water  route  will 
c'OMio  in  as  a  great  roliei"  in  addition  to  its  normal  advantages.  It  seems 
to  be  one  of  the  certainties  of  the  near  future  that  cold-storage  plants 
of  immense  capacity  will  be  built  in  all  the  principal  ports  in  order 
that  the  fruit  crop  can  be  stored  in  part,  awaiting  shipment,  jf: 

In  regard  to  wheat  and  other  grain,  and  ftsh  products,  the  Canal 
will  not  make  much  change,  because  these  products  already  go  largely 
by  water;  but  considerable  change  in  the  method  of  water  shipment 
is  likely  to  result.  Wheat,  for  example,  is  now  shipped  mainly  in 
sacks  in  order  to  avoid  the  alleged  danger  of  heating  if  shipped  in 
bulk  on  the  long  voyages  via  the  Horn,  Good  Hope,  or  Suez.  The 
shorter  voyage  via  Panama  will  obviate  this  difficulty,  and  we  may  ex- 
pect to  see  elevators  in  greater  numbers  provided  in  our  ports,  as  they 
are  on  the  Great  Lakes,  at  Montreal,  and  in  other  Eastern  ports. 

Industrial  Development. — It  is  a  much  disputed  question  as  to  what 
the  effect  the  Canal  will  have  in  promoting  industrial  development 
on  the  Coast,  particularly  manufactures.  Some  hold  that  the  lower 
freight  cost  will  bring  raw  materials  here  at  rates  which  will  make 
manufacturing  practicable  where  it  is  not  at  present.  On  the  other 
hand,  it  is  argued  that  the  lower  rates  will  bring  manufactured 
products  from  the  East  more  cheaply  than  at  present,  and  that  this  wih 
offset  the  tendency  just  noted.  Where  the  balance  of  these  conflicting 
forces  will  fall  is  wholly  problematical,  but  it  is  certain,  from  the 
uniform  experience  of  the  older  sections  of  the  country,  that  increas- 
ing growth  in  population  and  wealth  of  itself  will  bring  increased 
development  of  manufactures.  It  will  become  a  part  of  the  develop- 
ment of  every  port,  and  will  operate  to  increase  its  business. 

Oriental  Traffic. — As  to  Oriental  traffic  transhipped  to  or  from  At- 
lantic or  Gulf  points,  it  is  clear  that  the  effect  of  the  Canal  must  be 
to  draw  it  away  from  Pacific  Coast  ports.  It  will  not  draw  it  away 
altogether,  because,  with  certain  commodities,  like  silk,  of  high  value  in 
proportion  to  freight  charge,  the  interest  on  purchase  cost  may  amount 
to  more,  through  the  longer  time  required  to  receive  the  goods  via  the 
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Canal,  than  the  saving  in  freight.  Most  of  the  manufacturers  con- 
sulted are  agreed  that  silk  shipments  will  continue  to  go  by  rail.  With 
other  articles,  however,  such  as  hemp  bound  East  and  cotton  bound 
West,  it  would  seem  that,  if  through  lines  are  established  direct  to  the 
Orient,  via  Panama,  they  must  absorb  this  class  of  traffic. 

Canal  Tolls. — It  is  a  matter  of  profound  satisfaction  to  be  able  to 
state  in  this  discussion  of  the  ports  of  the  Pacific  Coast  that  a  ques- 
tion vital  to  their  welfare  and  one  but  yesterday  of  doubtful  issue  has 
been  settled  and  settled  right.  Our  coastwise  trade  will  pass  through 
the  Canal  without  paying  any  toll.  The  great  principle  of  the  free 
public  highwaj^  and  of  the  free  use  of  public  improvements  of  rivers 
and  harbors,  has  triumphed  over  the  narrow  vision  and  selfish  interest 
that  threatened  to  defeat  it.  It  is  one  of  the  greatest  victories  of  an 
enlightened  national  citizenship,  which  illumines  the  record  of  this 
generation. 

The  victory,  however,  great  as  it  is,  is  not  as  great  as  it  should 
be.  The  Canal  should  be  free  to  all  commerce.  The  highway  toll 
system  on  this  great  thoroughfare  should  be  abolished  for  all  nations 
and  forever.  The  same  system  on  the  public  roads  became  its  own 
executioner,  because  it  defeated  its  own  end.  It  prevented  the  use  for 
which  the  road  was  built,  and  while  it  was  an  improvement  on  no  road 
at  all,  it  never  performed  its  full  service.  So  likewise,  tolls  on  com- 
merce through  the  Panama  Canal  will  restrict  the  rightful  use  of  that 
great  work.  This  is  a  demonstrable  certainty.  Take  a  table  of  dis- 
tances and  look  up,  for  example,  the  routes  from  New  York  to  Val- 
paraiso via  Panama  and  Magellan.  The  Panama  route  is  3  500  nautical 
miles  shorter.  Yet  it  is  a  fact  that  the  delay  in  passing  the  Canal  plus 
the  toll  cost  at  a  dollar  a  ton  commuted  into  cost  of  running  the  vessel 
will  make  it  cheaper  for  large  fast  vessels  to  take  the  longer  route. 
To  vessels  between  Valparaiso  and  European  ports,  the  disparity 
against  the  Canal  route  will  be  still  greater,  and,  of  course,  the  same 
principle  applies  in  varying  degrees  to  all  routes.  Tolls  will  inevitably 
restrict  the  use  of  the  Canal,  and  thus  deprive  the  United  States  and 
the  rest  of  the  world  of  its  full  benefit. 

It  is  one  of  the  most  powerful  illusions  that  public  thought  is 
subject  to,  that  a  work  like  this,  in  order  to  justify  itself,  must  be  made 
to  pay  its  own  cost  in  direct  revenue.  It  is  easy  to  overlook  the  fact 
that  every  dollar  collected  in  this  way  has  to  be  paid  by  the  people  in 
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some  other  form.  At  tlie  very  best,  it  is  taking  out  of  one  pooket  to 
put  into  another,  and  meanvvliile  the  utility  of  the  work  is  being  cur- 
tailed by  restriction  of  us(\  Happily  the  true  principle  has  been 
grasped  by  our  legislators  and  applied  to  the  Canal,  as  far  as  our  own 
trade  is  concerned,  and  that  is  the  utmost  which  it  was  in  their  present 
power  to  do.  It  is  only  just  that  foreign  nations  which  have  borne 
no  portion  of  the  cost  of  the  Canal  should  pay  something  for  its  use. 
No  one  can  question  the  correctness  of  that  position,  but  this  end 
should  be  attained  by  payment  for  this  use,  without  imposing  a  toll,  by 
the  discovery  of  some  method  which  will  not  restrict  the  use  of  the 
Canal.  Is  such  an  achievement  possible?  The  writer  believes  that 
it  is. 

It  can  come,  of  course,  only  through  international  agreement;  but 
it  is  conceivably  practical  to  form  a  convention  by  which  each  nation 
shall  pay  into  the  Treasury  of  the  United  States  a  proportion  of  the 
rightful  charge  based  on  the  actual  use  of  the  Canal  by  its  own  sub- 
jects, or  under  its  own  flag,  or  on  the  tonnage  to  and  from  its  own 
ports.  The  charge  would  be  computed  on  cost  of  maintenance  and 
operation  and  such  an  additional  sum  annually  as  would  retire  the  in- 
debtedness within  a  determinate  period.  The  question  is  surely  worthy 
of  highest  consideration,  and  few  subjects  more  vital  to  the  interests 
of  the  world  at  large  could  engage  the  attention  of  the  Third  Hague 
Conference  in  1915  than  this  of  mutual  co-operation  to  make  the 
greatest  public  work  of  the  ages  free  to  all  users.  Let  the  police  juris- 
diction, direct  control  and  operation,  and  questions  of  use  in  time  of 
war  be  left  to  the  United  States;  but  otherwise  let  it  be  free.  As  the 
writer  has  elsewhere  said,  a  "way  must  be  found  for  making  Panama 
and  Suez  as  free  to  the  world's  commerce  as  if  Nature  herself  had 
excavated  their  channels — as  free  as  are  the  Straits  of  Gibraltar  and 
Magellan." 
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DISCUSSION 


L.  J.  Le  Conte,  M.  Am.  Soc.  C.  E.  (by  letter).— On  page  180  Mr. 
the  authors  speak  in  glowing  terms  of  the  future  possibilities  of  the 
Lake  Washington  Ship  Canal  scheme,  now  well  under  way.  As  a 
matter  of  historical  interest,  it  may  be  stated  that,  in  October,  1871, 
the  late  Gen.  B.  S.  Alexander,  accompanied  by  Lieut,  (now  Col.) 
Thomas  H.  Handbury,  M.  Am.  Soc.  C.  E.  (both  of  the  Corps  of  Engi- 
neers, U.  S.  A.),  and  the  writer,  as  Assistant  Engineer,  went  to  Puget 
Sound  with  the  view  of  making  extensive  "current  observations"  for 
the  purpose  of  determining  the  practicability  of  harbor  defense  by 
torpedoes.  While  on  this  mission,  Mr.  Briar  Brown  and  Dr.  Whit- 
worth,  two  estimable  citizens  of  Seattle,  took  the  party  to  the  proposed 
ship  canal  site,  and  explained  the  scheme.  Orders  were  received  to 
make  the  survey,  and  called  for  plans,  estimates  of  quantities,  and 
probable  cost  of  making  a  ship  canal, 

"with  the  view  of  ascertaining  the  adaptability  of  this  lake  for  a  naval 
depot,  and  the  proper  route  for  a  ship  canal  to  connect  it  with 
Admiralty  Inlet,  and  the  cost  of  such  canal.*" 

The  field  work  was  done  by  Lieut.  Handbury  and  the  writer.  The 
report  of  the  results  of  this  survey  will  not  be  found  in  the  River 
and  Harbor  Lidex,  because  the  expenses  came  out  of  "Surveys  for 
Military  Defense";  consequently,  it  will  appear  only  among  the  Senate 
Executive  Documents  for  the  fiscal  year  ending  June  30th,  1872. 

At  the  time  this  survey  was  made,  it  was  claimed  that  the  main 
object  of  the  fresh-water  depot  was  to  enable  the  naval  fleet  to  go  up 
into  Lake  Washington,  and,  while  taking  on  stores  and  supplies,  all 
barnacles,  sea-grasses,  etc.,  befouling  their  bottoms  would  naturally 
drop  off,  leaving  them  clean  when  they  proceeded  to  sea.  In  ordinary 
cases,  of  course,  ships  would  have  to  go  into  dry  dock  to  have  their 
bottoms  cleaned.  For  large  vessels,  this  would  be  a  matter  of  $2  000 
per  day  in  dock  expenses,  hence  the  great  saving  to  be  naturally  ex- 
pected. The  writer  has  no  doubt  whatever  of  the  great  future  pos- 
sibilities of  the  Lake  Washington  Ship  Canal,  and  will  watch  its 
growth  in  usefulness  with  interest. 

Speaking  of  the  Sound  waters  in  general,  the  writer  was  greatly 
impressed  by  the  bold  shores  everywhere.  In  fact,  a  3  000-ton  ship 
can  go  up  to  the  shore,  make  fast  to  the  trees,  and  lay  there  as  long 
as  necessary.  This  same  feature  was  also  noted  in  Lake  Washington, 
and  the  writer  is  firmly  of  the  opinion  that  it  is  due  to  vertical 
stratification;  thus,  whenever  one  stratum  drops  off,  it  always  leaves 
a  new  vertical  face  standing.     This  natural  feature  makes  trouble  for 

t Report,  Chief  of  Engineers,  U.  S.  A.,  1872,  p.  26. 
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Mr.       the  coininercial   wliarves   alon^'  the  sliorc,  })iit,  iiovc^rtliclcsH,   it  has   its 

Lt»Coiite.       , 

advantages    iii   some   cases. 

'I'lie  removal  of  Bh)ss(>m  Kock,  in  San  Francisco  Harbor,  was  a 
most  inlcM-csting  piece  of  work,  and  tlie  fact  that  it  ended  disastrously 
was  due,  as  usual,  to  uncx[)ected  contingencies.  The  writer  had  the 
pleasure  of  visiting  the  work  several  times  during  its  progress,  and 
just  after  the  blast,  in  April,  1870,  was  told  by  the  late  Col.  A.  \V.  von 
Schmidt,  the  contractor,  that  he  was  compelled  to  set  it  off  some  time  be- 
fore ho  really  int(>n(led,  because  of  the  exceedingly  shaky  condition  of 
the  rocky  shell  overhead,  which  had  to  be  propped  up  with  timbers.  The 
tremor  due  to  the  working  of  the  hoisting  engine  at  the  main  shaft 
would  start  up  leaks  everywhere,  and  he  was  dreadfully  afraid  of  a 
general  collapse;  hence  the  blast  was  premature.  The  subsequent 
quantity  of  dredging  and  scraping  necessary  to  get  the  required 
depth  of  24  ft.  at  low  water  ate  up  all  the  profits  on  the  contract. 

The  draft  of  vessels  entering  the  harbor  gradually  increased  to  28  ft., 
and  in  November,  1902,  a  second  contract  was  let  for  increasing 
the  depth  over  the  rock  to  30  ft.  at  low  water.  The  extra  6  ft.  to  be 
removed  being  largely  loose  broken  stone,  the  contractor  resorted  to 
surface  blasting,  and  excavating  with  a  clam-shell  dredge  and  a  10-ton 
bucket  of  the  grapple  type  with  long  lever  arms.  The  results  were 
highly  satisfactory. 

The  same  system  and  dredge  were  also  used  in  the  removal  of 
Shag  Rock  No.  2,  and  the  results  were  equally  satisfactory.  The 
whole  secret  of  success  in  surface  blasts  lies  in  the  use  of  small 
charges,  exclusively.  The  writer  had  local  charge  of  the  removal  of 
Rincon  Rock,  in  San  Francisco  Harbor,  and  the  contractor  engineer, 
Mr.  Albert  Boschke,  made  the  great  mistake  of  using  40-lb.  charges 
for  surface  blasting  before  dredging  the  broken  rock.  Such  large 
blasts  simply  expend  their  force  in  making  a  fine  fountain,  and  the 
mechanical  effect  on  the  bottom,  where  it  is  needed,  is  practically 
nothing. 

The  quantity  of  powder  required  for  each  blast  is  that  which  will 
just  begin  to  make  a  fountain.  In  most  cases  this  is  about  6  lb.  of, 
say,  90%  nitro-gelatine.  These  small  blasts,  judiciously  distributed 
and  followed  immediately  by  clam-shell  dredging,  are  by  far  the 
cheapest  and  most  effective,  where  applicable. 

A  few  remarks  about  the  great  jetty  at  the  mouth  of  the  Columbia 
River  may  not  be  out  of  place.  The  prodigious  movement  of  sand 
mentioned  in  the  early  reports  on  this  work  proved  to  be  a  myth,  and 
later  experience  showed  that  the  sand  simply  traveled  in  an  orbit 
of  limited  diameters.  When  the  Point  Adams  Jetty  was  well  extended, 
the  sand  movement  practically  disappeared,  because  it  was  '"bottled- 
up."  The  depth  of  31  ft.  was  obtained  over  the  bar,  and  everybody 
rejoiced.     Peacock  Spit,  on  the  north  side,  next  to  Cape  Disappoint- 
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ment,  was  practically  the  natural  north  jetty.  Unfortunately,  Pea-  Mr. 
cock  Spit  was  cut  away  by  subsequent  heavy  storms  and  strong  cur-  ®  '^^^' 
rents,  and  as  a  result  the  bar  shoaled  up  to  its  original  depth  of  21  ft. 
at  low  water.  It  is  very  evident  that  the  only  thing  to  do  is  to  build 
another  jetty  from  Cape  Disappointment  out  along  the  crest  of  Pea- 
cock Spit,  and  thus  maintain  the  spit  and  hold  the  tidal  currents  up 
to  their  work  along  and  against  the  south  jetty.  The  writer  is  of 
the  opinion  that  a  31-ft.  channel  cannot  be  maintained  unless  Peacock 
Spit  is  fixed  on  the  north  side. 

Dredging  has  grown  to  be  a  most  important  adjunct  to  every  type 
of  harbor  work.  The  great  advances  made  in  machinery  have  cheapened 
the  cost  of  dredging  to  such  an  extent  that  all  schemes  for  proposed 
harbor  work  are  now  materially  affected  thereby.  It  may  be  stated 
that  the  day  for  extending  jetties  out  into  deep  water  in  order  to 
maintain  the  depth  on  the  bar  is  gone  forever.  The  annual  interest 
on  the  cost  of  deep-water  extensions  will  pay  for  the  necessary  dredg- 
ing five  times  over. 

The  improvement  of  tidal  flats  for  commercial  purposes  is  looming 
up  everywhere.  When  the  fact  is  considered  that  the  new  property, 
after  full  improvement,  can  be  readily  sold  for  $30  000  per  acre,  one 
can  see  how  easy  it  is  to  pay  for  proposed  schemes. 

Everywhere  in  Europe  it  is  customary  for  the  government  to  con- 
demn and  purchase  all  property  contiguous  to  a  proposed  harbor  work, 
and,  after  improvements  are  completed,  sell  the  property  to  the  highest 
bidder.  As  a  result,  it  not  only  gets  all  its  money  back,  but  in  addition 
a  handsome  profit.  The  writer  fails  to  see  why  the  same  cannot  be 
done  in  the  United  States. 

The  work  for  bar  dredges  is  growing  more  important  every  day. 
Where  the  entrance  is  largely  under  good  shelter,  the  work  can  be 
done  for  4  or  5  cents  per  cu.  yd. ;  but  where  the  bar  is  exposed  to  heavy 
deep-sea  swells  a  large  part  of  the  time,  the  working  period  is  cut 
down  fully  one-half,  and  the  cost  naturally  goes  up  to  8  and  10  cents 
per  cu.  yd.  These  results  are  so  flattering  that  harbors  of  any  im- 
portance cannot  afford  to  get  along  without  a  good  bar  dredge  for 
general  use,  as  it  will  pay  back  its  first  costs  in  one  year's  operation. 

E.  P.  Goodrich,  M.  Am.  Soc.  C.  E.— Having  been  a  student  of  Mr, 
port  problems  for  some  years,  and  being  intimately  connected  with  ^^°^"°^- 
some  of  the  work  described  in  this  paper,  the  speaker  has  studied  it 
with  considerable  attention.  Concerning  several  points,  his  interest 
has  been  specially  aroused.  The  general  problem  of  the  Panama  Canal 
and  its  effect  on  the  commerce  of  the  world  is  of  great  interest,  and, 
together  with  the  various  physical  problems  discussed  by  the  authors, 
has  been  of  professional  interest  to  the  speaker.  On  these  matters, 
however,  he  does  not  care  to  make  any  comments. 

Concerning  several  non-professional  points,   the  speaker's   interest 
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Mr.  has  Ix'on  similarly  aroused.  Anionp^  those  is  tho  fact  that,  in  a  pro- 
fessional paper  before  tlie  American  Society  of  Civil  Engineers,  noth- 
ing but  an  obviously  exaggerated  nevv^spapcr  report  has  been  used  in 
describing  tho  port  conditions  at  Los  Angeles,  Cal.  The  speaker  may 
lay  himself  open  to  critiei-sm  for  possessing  unprofessional  curiosity, 
but  he  must  confess  that  had  it  been  possible,  he  would  have  liked  to 
await  the  authors'  final  discussion  in  order  to  ascertain  whether  or  not 
they  would  correct  the  descriptions  of  the  projected  Los  Angeles  work, 
by  making  use  of  modified  but  obviously  more  accurate  subsequent 
newspaper  articles,  to  the  files  of  which  they  evidently  have  access. 
The  speaker  is  in  entire  accord  with  the  opinion  expressed  in  the  paper, 
that  it  is  possible  that  the  popular  enthusiasm  which  is  now  working 
such  wonders  on  the  Pacific  slope  may  go  too  far,  and  that  the 
pendulum  may  eventually  start  on  a  reverse  swing.  Thus,  both  in 
Portland,  Ore.,  and  in  Los  Angeles,  Cal.,  he  has  laid  himself  open  to  the 
possibility  of  becoming  unpopular  by  sounding  a  strong  note  of  con- 
servatism. It  may  not  be  out  of  place  to  state  that  the  newspapers 
in  both  cities  reported  such  fact,  which  might  have  been  discovered 
by  the  authors  had  they  read  the  local  papers  carefully.  Because  of  the 
juxtaposition  of  the  speaker's  name,  coupled  with  certain  comments 
about  the  Los  Angeles  work,  with  the  authors'  reference  to  "shrewd 
promoters  of  port  development  and  no  less  shrewd  port  engineering 
experts,"  who  "will  doubtless  make  the  most  of  the  present  oppor- 
tunity and  ride  on  the  crest  of  the  flood  wave  to  a  point  which  the 
normal  depth  of  water  would  not  permit  them  to  reach,"  he  is  afraid 
that  casual  readers  will  obtain  an  erroneous  conception  of  the  Los 
Angeles  work  and  of  his  connection  with  it.  Even  the  qualifications 
inserted  by  the  a.uthors  are  considered  inadequate  to  meet  the  exactions 
of  truth,  and,  therefore,  the  following  facts  are  presented  to  the 
Society  in  an  effort  to  secure  justice  for  a  city  which  the  authors 
themselves  have  characterized  as  "incontestably  the  center  of  activity 
of  Southern  California"  and  destined  to  "become  a  great  port,  not 
because  Nature  made  it  so,  but  because  her  own  virile  people  have 
said  so." 

The  facts  (which  might  have  been  ascertained  by  correspondence 
or  by  perusal  of  public  prints)  are  as  follows:  The  City  of  Los 
Angeles  owns  about  200  acres  in  the  outer  harbor,  comprised  in  two 
tracts  of  about  150  and  50  acres,  respectively.  The  outer  harbor  works 
now  contemplate  the  immediate  improvement  of  only  one  of  these 
tracts,  work  on  the  50-acre  tract  being  practically  under  contract  to 
the  extent  of  bulkheading  and  filling,  while  plans  for  the  150-acre 
tract  are  in  process  of  evolution,  the  detailed  design  being  made  sub- 
ject to  the  determination  of  certain  physical  conditions  with  regard 
to  currents,  the  occurrence  of  rock  in  the  foundations,  and  the  secur- 
ing of  certain  real  estate  to  provide  rights  of  way  for  means  of 
access. 
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In  a  professional  paper*  published  nearly  a  year  ago  by  Amos  A.      Mr. 
Fries,   M.   Am.   Soc.   C.   E.,   Captain,   Corps   of  Engineers,  U.   S.   A.,  ^°°^"^^- 
a  suggestion  was  made  with  regard  to  the  possibility  of  further  im- 
provement  of  the   outer   harbor,   proposing   a   tremendous   breakwater 
and  certain  long  piers  similar  to  those  described  by  the  authors  and 
ascribed  to  the  speaker: 

ii^-  -X-  *  (]uQ  iq  fi^Q  {2Lct  that  the  ocean  bottom  becomes  flatter 
as  you  go  east  from  Point  Fermin,  the  breakwater  can  be  extended 
to  inclose  any  amount  of  anchorage  that  may  be  desired.  Indeed,  a 
25  000-foot  extension,  should  that  much  ever  be  required,  could  be 
made  on  almost  the  same  line  as  the  outer  arm  of  the  present  break- 
water, and  while  keeping  in  depths  averaging  barely  48  feet  would 
inclose  10  square  miles  of  water,  half  of  which  would  average  more  than 
36  feet. 

*5r  w  w  w  w  7v 

"Not  only  can  the  breakwater  be  greatly  extended,  but  if  fifty 
or  one  hundred  years  hence  a  long  extension  becomes  necessary,  the 
harbor  frontage  itself  can  be  increased  at  least  17  miles  by  the  con- 
struction of  nine  slips  between  Deadmans  Island  and  the  entrance 
to  the  Long  Beach  Harbor.  The  slips  beginning  at  the  present 
18-foot  curve  could  be  made  in  lengths  varying  from  6  500  to  2  100 
feet,  with  a  tongue  of  land  1  000  feet  in  width  between  each  two  slips. 

"It  would  seem  advisable,  whenever  any  considerable  extension  of 
a  breakwater  is  made,  to  leave  a  gap  2  000  feet  in  width  between  the 
present  breakwater  and  the  beginning  of  the  extension." 

.  While  the  authors  state  that  great  reliance  is  being  placed  on  the 
inner  harbor  in  the  development  of  port  facilities,  they  also  say  that: 
"A  great  saving  fact  in  the  enormous  labor  of  building  the  Harbor 
of  Los  Angeles  is  its  close  relation  to  the  industrial  development  of 
the  city.  The  lands  into  which  the  waterways  are  being  dredged  are 
admirably  adapted  for  factory  locations,  and  the  material  of  excava- 
tion is  being  used  in  making  the  necessary  fills.  The  whole  develop- 
ment goes  hand  in  hand  in  a  way  to  produce  the  best  results." 

It  is  the  speaker's  firm  opinion  that  the  inner  harbor  will  be  de- 
veloped almost  exclusively  for  industrial  plants  and  the  outer  harbor 
for  deep-sea  tonnage.  At  the  wharves  of  the  inner  harbor,  vessels 
with  full  cargoes  for  special  manufacturing  plants  will  berth.  In 
order  to  make  the  best  use  of  certain  dredging  which  has  already  been 
completed,  the  speaker  recommended,  and  it  is  understood  that  the 
contracts  have  now  been  let  for,  certain  temporary  wharves  located 
on  one  of  the  arms  of  the  inner  harbor  as  now  laid  out.  Only  a  por- 
tion of  this  wharf  will  be  shedded,  and  this  whole  improvement  will 
be  carefully  studied  in  an  effort  to  determine  what  is  likely  to  be  the 
future  of  that  portion  of  the  port.  It  is  further  believed  that  the 
authors  should  have  put  their  qualification  with  regard  to  the  profit- 
ableness of  reclaiming  tide  flats,  noted  under  the  head  of  "Dredging," 

*  ''  Los  Angeles  Harbor,"  Professional  Memoirs,  Corps  of  Engineers,  U.  S.  A.,  and 
Engineer  Department  at  Large,  VoL  IV,  No.  13  (Jan,-Feb.,  1913),  p.  1. 
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Mr,       in  closer  proximity  to  the  i)oiiit  they  endeavor  to  make  of  the  great 
cost  of  doing  the  liarbor  work  in  J.os  Angeles.     They  say: 

"Now  that  the  roohinintion  of  tide  flats  is  hofoming  so  profitable 
an  enterprise,  dredging  will  be  resorted  to  more  than  ever,  the  opera- 
tion serving  the  double  ])urpose  of  excavating  slips  and  channels  and 
filling  the   abutting  lands." 

Increased  real  estate  values  will  be  much  greater  in  Los  Angeles 
in  comparison  than  in  many  other  locations,  so  that  moneys  expended 
will  produce  larger  returns  for  self-supporting  enterprises,  such  as 
harbor  propositions  have  generally  shown  themselves  to  be,  and  the 
criticism  of  the  costly  nature  of  the  work  at  Los  Angeles  Harbor  sub- 
mitted by  the  authors  becomes  largely  nullified.  In  reference  to  this, 
it  may  be  well  to  call  further  attention  to  what  the  authors  say  with 
regard  to  San  Francisco  Bay: 

''The  shoaling  of  San  Francisco  Bay  is  one  of  those  great  natural 
blessings  which  the  unthinking  are  so  accustomed  to  look  on  as  a  curse. 
One-tenth  of  its  natural  area,  with  deep  connecting  channels,  would 
serve  every  possible  need  of  commerce,  while  the  other  nine-tenths  would 
be  of  immeasurably  greater  benefit  reclaimed  and  turned  to  industrial 
or  agricultural  use.  Every^  cubic  yard  of  earth  washed  down  from  the 
rugged  slopes  of  the  mountains  is  worth  a  thousand  times  more 
in  those  low  areas,  where  it  is  turned  to  efficient  use  in  the  service 
of   Man." 

As  to  the  inner  harbor  at  Los  Angeles,  the  speaker  has  recom- 
mended certain  alterations  in  the  harbor  lines,  a  portion  of  which 
proposed  changes  has  been  presented  to  the  War  Department  for 
consideration,  and  it  is  hoped  will  receive  its  approval.  Again,  with 
regard  to  the  inner  harbor,  such  changes  in  harbor  lines  are  in  close 
accord  with  the  recommendations  contained  in  the  paper  by  Capt. 
Fries,  who  writes  as  follows : 

"Between  Deadmans  Island  and  the  turning  basin  in  the  inner 
harbor  there  are  18  000  feet  of  bulkhead  lines  and  500  acres  of  land, 
most  of  which  is  now  reclaimed.  The  frontage  there  may  be  increased 
a  few  thousand  feet  by  slips.  Above  the  turning  basm,  m  the  east 
and  west  basins  combined,  there  are  750  acres  of  reclaimed  land 
and  52  000  feet  of  frontage  exclusive  of  the  Salt  Lake  Railroad 
Company's  land  on  the  south  and  east.  This  frontage  may  be  increased 
economically  by  slips  to  the  extent  of  13  000  feet.  i -i     ^.v, 

"The  above  is  along  present  approved  harbor  lines,  and  while  the 
total— including  the  slips  suggested  by  the  writer  and  the  12  000  feet 
along  the  Salt  Lake  Railroad  Company's  property— amounts  to  132  000 
feet,  or  25  miles,  it  does  not  represent  half  the  frontage  that  can  be 
developed  if  the  future  shall  show  that  more  is  needed.  .      ,    . 

"Bounded  bv  the  bluffs  of  San  Pedro  on  the  west,  the  Anaheim 
Road  and  the  city  of  \Yilmington  on  the  north,  the  City  of  Long 
Beach  on  the  east,  and  San  Pedro  Bay  on  the  south,  there  are  some 
8   'square  miles    (about   5  000   acres)    of  swamp,   tide,    and   submerged 
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lands    capable    of   being    practically    improved    as    part    of    the    inner       Mr. 
harbor.      Before   this   is   all   developed   it   is   evident   that  the   present  ^<^o<^'''ch- 
anchorage  area  will  be  too  small. 

4f  *  *  «  *  * 

''*  -jfr  *  the  land  owned  by  the  Salt  Lake  Railroad  Company  be- 
tween the  Long  Beach  Harbor  and  the  east  basin  can  probably  best 
be  developed  by  slips  opening  into  the  east  basin  and  the  Cerritos 
Channel  between  it  and  the  Long  Beach  Harbor,  giving  a  frontage  of 
12^  miles.  On  Plate  V  the  channels  are  shown  500  feet  wide  on 
the  north  side  of  Cerritos  Channel,  where  they  are  about  1  mile  in 
length,  and  300  feet  wide  on  the  south  side  where  the  lengths  are 
2  000  feet." 

The  authors  are  entirely  wrong  with  regard  to  their  criticism  of 
the  possibilities  of  the  inner  harbor  of  Los  Angeles  becoming  silted 
by  material  carried  in  the  floods  of  the  Los  Angeles  and  San  Gabriel 
Rivers.  The  speaker  cannot  do  better  than  quote  again  from  the  report 
of  Capt.  Fries: 

"The  question  of  maintenance  of  depths  is  always  a  very  im- 
portant one  when  considering  the  future  of  a  harbor.  In  this  matter 
Los  Angeles  Harbor  is  exceedingly  fortunate.  Indeed,  it  is  hard  to 
conceive  of  an  ocean  harbor  that  will  cost  less  to  maintain.  The  two 
causes  of  the  deterioration  of  a  harbor  are  silt  carried  down  by  rivers 
flowing  into  the  harbor  and  sand  piled  up  at  the  entrance  by  cross- 
currents  and  wave   action. 

"Ordinarily,  the  Los  Angeles  River  is  the  only  one  whose  waters 
reach  the  harbor  during  the  rainy  season.  During  the  greater  part 
of  the  year  the  river  goes  entirely  dry  before  reaching  the  sea,  due 
to  irrigation  and  the  great  quantities  of  water  used  in  the  city  of  Los 
Angeles.  It  is  noted,  however,  that  during  the  winter  of  1910-1911 
the  San  Gabriel  River,  which  ordinarily  flows  into  Alamitos  Bay, 
about  10  miles  east  of  Los  Angeles  Harbor,  broke  from  its  regular 
channel  into  one  known  as  New  River  at  a  point  about  20  miles  from 
the  harbor  and,  following  the  New  River,  united  with  the  Los  Angeles 
River  at  a  point  about  5  miles  north  of  the  harbor.  This  was  one 
of  the  worst  floods  known  in  many  years  and  carried  into  the  Los 
Angeles  Harbor  possibly  350  000  cubic  yards  of  material.  Efforts  are 
now  being  made  by  railroad  companies  and  agricultural  interests  in 
the  vicinity  of  the  break  to  make  such  improvements  in  the  bank  of 
the  river  as  will  confine  it  in  the  future  to  its  regular  channel,  empty- 
ing into  Alamitos  Bay. 

"The  Government  has  been  asked  to  aid  in  this  as  a  measure  of 
protection  to  the  harbor,  and  steps  are  being  taken  in  that  direction. 
Unquestionably  this  improvement  will  be  made,  but  even  if  the  San 
Gabriel  River  should  regularly  flow  into  the  Los  Angeles  Harbor, 
the  cost  for  dredging  would  still  be  comparatively  small,  as  the 
records  for  nearly  fifty  years  show  only  five  serious  floods.  These  oc- 
curred in  1867,  1873,  1884,  1891,  and  1911.  The  Los  Angeles  River 
itself  carries  down  some  material  in  smaller  floods  at  lesser  intervals, 
but  the  amount  is  so  small  as  to  be  scarcely  noticeable,  except  just 
where  the  river  first  enters  the  deep  water  of  the  harbor." 
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Mp.  Another   point   described   by   Capt.   Fries,   and   now   hviun   actively 

oocirK-h.  p^jgj^p^  |,^y  ^j^(j  local  authorities,  is  the  widening  of  the  channel  between 
the  inner  and  outer  harbors  to  a  minimum  of  750  ft.  A  request 
for  this  imi)r()voment  has  been  formally  filed  with  the  War  Depart- 
ment, and  it  is  believed  that  the  Washington  authorities  look  favor- 
ably on  the  suggestion. 

In  discussing  the  administrative  systems  of  the  ports,  the  authors 
criticize  the  conditions  in  Los  Angeles,  where  there  was  originally 
and  is  now  technically  a  divided  responsibility.  The  trouble  described 
by  them,  however,  has  been  entirely  overcome  by  the  Mayor,  who 
appointed  what  is  called  an  "Advisory  Harbor  Commission,"  consist- 
ing of  the  two  boards  meeting  jointly,  with  the  Mayor  as  Chairman. 
During  the  meetings  of  this  joint  board  all  matters  relating  to  harbor 
affairs  are  talked  out,  and  differences  of  opinion  are  eliminated.  The 
Mayor's  solution  of  the  small  difficulty  described  by  the  authors  has 
proven  highly  advantageous  to  the  community. 

With  reference  to  the  table  of  comparative  costs  to  ship  and  to 
cargo  in  Pacific  Coast  ports,  the  fact  should  be  pointed  out  that, 
with  the  exception  of  San  Francisco,  the  table  shows  Los  Angeles 
to  have  the  lowest  total  cost.  It  should  be  noted  further  that  the 
handling  rate  of  41.8  cents  has  been  taken  from  an  average  which 
might  be  vastly  different  in  an  actual  case.  The  dropping  of  the 
0.8  cent  would  reduce  the  cost  by  nearly  $200. 

The   speaker   is   extremely  sorry   that  the   authors  were   not  more 
accurate  in  their  statements  with  regard  to  Los  Angeles  Harbor,  and 
believes  that  it  throws  grave  doubt  on  the  accuracy  of  the  paper  in 
other  points. 
Mr.  Lewis   M.    Haupt,    M.    Am.    Soc.    C.    E.    (by   letter)  .—This   is   a 

«aupt.  ^^^y  comprehensive  paper,  not  only  on  the  engineering^  problems  of 
Pacific  Coast  harbors,  but  also  on  their  commercial  relations;  and,  in 
view  of  interesting  discussions  previously  published  in  the  Transac- 
tions of  this  Society,*  the  present  contribution  is  one  of  great  value 
to  the  Profession  as  a  guide  to  and  aid  in  the  early  solution  of  these 
intricate  questions. 

History  and  experience  are  the  foundations  of  theory  on  which 
the  engineer  must  rely  to  shape  his  course  in  order  that  he  may  best 
serve  his  Profession  and  his  country  by  removing  these  obstacles 
to  international  commerce,  hence  it  is  that  this  paper  is  peculiarly 
appropriate  on  the  eve  of  the  completion  of  the  Panama  Canal.     As  it 

*  -  On  the  straits  of  Juan  de  Fuca,  Puget  Sound;  and  Goverament  Improvemems  on 
thp  Pacific  Coast,"  bv  B  W.  De  Courcy,  M.  Am.  Soc.  C.  E.,  Vol.  XXV  p.  420. 

^lSprov?ng  the  Entrance  to  a  Bar^Harbor  by  a  Single  Jetty,"  by  T.  W.  Symons,  M.  Am. 

^"^^•^  De'^crTp'iio^t^SorBay;  Oregon,  and  the  Improvement  of  Its  Entrance  by  the  Gov- 
ernment," by  William  W.  Harts,  M.  Am.  Soc.  C   E.,  Vol.  XLVI,  p.  482^     .  _   «„,  n  i^    Vol 
"Seacoast  Harborsin  the  United  States,"  by  C.  E.  Gillette,  M.  Am.  Soc.  C.  E.,  Vol. 

"^''NotesVthe^B'af  Harbors  at  the  Entrances  to  Coos  Bay  and  Umpqua  and  Siuslaw 
Rivers,  Oregon,"  by  Morton  L.  Tower,  M.  Am.  Soc.  C.  l>.,  Vol.  LXXl,  p.  d4y. 
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covers  all  the  important  ports  from  San  Diego  to  Vancouver,  no  Mr. 
■detailed  discussion  is  possible,  nor  are  the  maps  appended  sufficient  ^*"p*- 
for  such  purpose;  the  text,  however,  supplements  them  in  large  part 
by  stating  local  conditions  and  results,  and  several  extracts  therefrom 
are  submitted  as  pointing  to  such  modifications  of  practice  and  policy 
as  to  give  promise  of  much  greater  certainty  of  securing  early  results. 
As  it  is  not  possible  to  review  all  the  cases  cited,  that  of  the 
typical  and  important  Columbia  Bar  is  taken  as  an  example,  because, 
as  the  authors  very  justly  state: 

"This  work  *  *  *  is  probably  the  largest  and  most  difficult  of 
its  kind  ever  attempted  *  *  *.  The  two  great  obstacles  to  be  over- 
come *  *  *  are  the  storms  and  the  teredo  *  *  *.  The  rough- 
ness of  the  sea  precludes  the  use  of  barges  for  dumping  rock,  thus  nec- 
essitating a  trestle,  and  the  trestle  piling  is  the  particular  delight  of  the 
teredo,   which  puts   it  out   of  commission   in   from   10   to   20  months. 

*  *     *     the  embankment  is  progressively  shaken  down  during  each 
winter  season." 

Specifically,  the  work  is  described  as  follows : 

"The  jetty  was  to  be  built  of  large  size  stone  on  a  brush  mattress 
and  raised  to  the  level  of  low  tide.  Later,  the  project  was  changed 
to  raise  it  to  high  tide,  and  four  groins  were  to  be  built  from  the 
north  side  to  arrest  scour.  Work  was  begun  in  1885  *  *  *^  and 
was  completed  ten  years  later  at  half  the  estimate.  The  depth  over 
the  bar  had  increased,  in  the  meanwhile,  from  21  to  31  ft.,  and  the 
work  seemed  to  have  accomplished  its  purpose  perfectly. 

*  *  *  *  *  * 

"Several  years  later  there  was  only  the  original   depth   of   21   ft. 

*  *     *.     A   new   project   was    adopted,    extending   the   jetty   3   miles 
farther,     *     *     *     to    be    supplemented    by    dredging    over    the    bar. 

*  *     *     a  permanent  depth  of  30  ft.  is  sought. 

"The  jetty  itself,  as  now  being  built,  consists  of  a  bed  course  of 
small  rock  as  a  substitute  for  brush  mattress,  it  being  found  im- 
practicable to  use  the  mattress  beyond  the  shoal  depths,  *  *  *  and 
the  whole  is  covered  on  the  seaward  slope  with  very  heavy  rock  rang- 
ing in  weight  from  6  to  16  tons  per  piece." 

These  extracts  indicate  that  the  usual  resources  of  jetties  built  out 
from  the  shore  by  the  aid  of  trestles  and  laid  on  mattresses,  supple- 
mented by  dredging,  are  at  least  very  unsatisfactory,  if  not  impractical, 
at  this  locality,  because  of  the  activity  of  the  teredo  and  the  waves, 
so  that  the  method  has  been  modified  to  conform  more  closely  to  that 
proposed  in  the  recent  paper*  by  H.  C.  Ripley,  M.  Am.  Soc.  C.  E. 

Notwithstanding   the   great   skill    and   ingenuity   expended   in   the  • 

construction  and  maintenance  of  this  trestle,  more  than  6  miles  in 
length,  and  the  excellent  system  of  operation,  the  physical  conditions 
are   such   as   to   retard   its   advance   to   such   an   extent  that   it   seems 

*  "  How  to  Build  a  Stone  Jetty  on  a  Sand  Bottom  in  the  Open  Sea,"  Transactions, 
Am.  Soc.  C.  E.,  Vol.  LXXV,  p.  J040. 
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Mr.  inii)ossiblo  to  overtake  the  deposits  of  littoral  drift  which  conatitute 
*'""'"  tlio  bar;  for  the  last  official  report  available  at  this  writing,  states  the 
following  facts:  The  estiinat(Hl  cost  to  secure  a  depth  of  40  ft.  was 
$3  715  000.  This  project  was  revised  to  raise  the  jetty  to  mid-tide 
level,  in  liUm,  at  a  cost  of  $3  .52!)  300,  and  to  make  it  25  ft.  wide  at 
that  level.  In  some  places  it  is  in  39-ft.  depths,  thus  requiring  an 
enormous  increase  in  the  amount  of  rock.  Between  September  20th, 
1910,  and  June  30th,  1911,  the  dredge  worked  on  the  bar  62  days, 
removing  212  080  cu.  yd.     The  project  is  85%  completed. 

"The    survey    of    June    shows    the    channel    to   have   shifted    about 

2  500  ft.  to  the  northwest,  and  the  depths  vary  from  25  to  27i  ft., 
an   increase  of  1   ft.  over  last  year. 

"The  life  of  the  trestle  is  very  uncertain.  *  *  *  It  is  believed 
that  the  contraction  of  the  entrance  by  the  north  jetty  may  be  fol- 
lowed by  scouring  along  the  north  side  of  the  south  jetty  (2  miles 
distant),  and  that  for  its  maintenance  two  more  groins  should  be 
provided,  each  about  500  ft.  long.  The  total  appro])riations  since  1902 
aggregate  $7  901  852.25.     The  outer  24-ft.  contour  has  advanced  some 

3  000  ft.  since  1902,  and  the  outer  depths  of  50  ft.  in  that  year  had 
shoaled  to  24  ft.  by  1909.  On  the  southerly  side  of  the  jetty  the 
24-ft.  curve  had  advanced  about  4  000  ft.  within  2  years,  or  about 
twice  the  length  of  the  jetty  extension  in  the  same  time,  and  large 
deposits  had  been  made  in  the  throat  of  the  entrance  between  the 
jetty  and  Peacock  Spit." 

The  deductions  from  these  statements  are  that  the  extension  of 
the  jetty  has  caused  deep  erosion  at  its  outer  end,  requiring  enormous 
quantities  of  rock  to  fill  voids  formerly  occupied  by  sand  in  place; 
the  rapid  advance  of  the  outer  slope,  accompanied  by  a  shoaling  of 
26  ft.  at  the  4-fathom  contour;  the  inability  to  overtake  this  advance 
by  the  jetty;  the  shifting  of  the  channel  some  ^  mile  to  the  north- 
west by  the  deposits  of  drift;  the  great  excess  of  cost,  amounting  to 
more  than  $1000  000  per  ft.  of  depth  gained;  and  the  proposal  to 
erect  the  second  jetty  extending  out  from  Cape  Disappointment  for  a 
distance  of  2  miles,  and  at  this  same  distance  from  the  present  jetty, 
but  neither  of  them  reaching  to  the  crest  of  the  bar  by  nearly  a  mile. 
The  result  of  this  must  be  to  aggravate  the  seaward  movement  of 
the  bar,  while  affording  little  or  no  protection  for  dredging. 

It  is  also  apparent  that  the  report  of  85%  completion  does  not  apply 
to  the  north  jetty,  nor  to  the  ultimate  extension  of  both,  if  this  method 
is  to  be  the  main  reliance  for  the  improvement  of  this  bar.  The  pur- 
pose of  the  south  jetty,  slightly  convex  to  the  channel,  H  miles  in 
length,  was  to  extend  the  protecting  spit  to  a  point  abreast  of  Cape 
Disappointment  and  thus  secure  the  co-operation  of  that  headland, 
as  a  second  jetty.  This  has  resulted  in  disappointment,  and  any  ex- 
tensions of  two  jetties,  it  would  seem,  would  give  no  promise  of  any 
different   result,   because   there   is   no   change   in   the  general   regimen 
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of   the  entrance,   affecting   the   relative   equilibrium   of   the  flood   and     Mr. 
ebb   currents.  *"^  ' 

If  the  life  of  the  piling,  due  to  the  teredo,  is  taken  at  the  maximum 
limit  of  20  months,  then  the  entire  structure  subject  to  their  attacks, 
must  be  rebuilt  in  that  brief  time,  necessitating  constant  repairs  and 
heavy  expenses  for  maintenance.  Moreover,  the  statement  from  actual 
experience  that  the  dredge  was  able  to  work  62  days  out  of  283,  or 
22%  of  the  time,  covering  the  winter  season,  would  give  a  reasonable 
assurance  that  it  may  be  quite  possible  to  work  on  the  bar  by  creating 
an  insular  barrier  on  its  outer  slope,  as  a  nucleus,  sufficient  to  serve 
as  a  breakwater  to  protect  a  floating  plant.  From  this  a  rock  jetty 
could  be  extended  shoreward  to  connect  the  deep-water  areas  on  its 
outer  and  inner  slopes,  and  to  protect  the  crest  from  the  littoral 
drift,  as  well  as  create  a  reaction  from  the  impingement  of  the  ample 
discharge  on  its  concave  face  which  would  cut  a  channel  more  than 
40  ft.  deep  automatically,  as  is  shown  by  the  existing  channel  at  the 
base  of  the  Point  EUice  headland  just  within  the  throat  of  the  en- 
trance, which  channel  is  about  8  miles  long  and  more  than  40  ft. 
deep,  having  a  radius  of  5  miles. 

So  confident  is  the  writer  that  such  a  permanent,  navigable  chan- 
nel could  be  readily  obtained  that,  on  June  9th,  1902,  at  the  instance 
of  the   Senator  from  Oregon,   he  filed   with  the   Secretary  of  War   a 
proposal  to  guarantee  such  a  channel  for  the  sum  of  $2  500  000,  which      ^ 
proposal  was  referred  to  a  Special  Board  of  Engineers  for  considera- 
tion and  report.     On  October  14th,  the  Board  gave  a  hearing  to  the 
officials  of  the  Keaction  Jetty  Company   (organized  with  a  capital  of 
$1000  000  to  execute  the  work),  at  which  time  a  full  discussion  was 
submitted  to  the  Board,  all  the  members  being  present.     On  Novem- 
ber   10th,    1902,   the   Board   requested    further   information,    and   sub- 
mitted   twenty-three    queries    which    were    categorically    answered    on 
the  17th,   and  after  several  months   of  consideration,   the  report  was 
filed  with  the  Secretary  of  War,  but  its  contents  were  not  disclosed, 
and  the  Keaction  Jetty  Company  was  advised  that  it  could  ascertain 
the  findings  when  the  annual  report  of  the   Chief  of  Engineers  was 
published.     As  that  report  has  expunged  all  reference  to  the  special 
provisions  of  the  tender  then  submitted,  and  as  10  years  have  elapsed 
since  it  was  made,  and  the  recommendations  of  the  Board,  which  were 
estimated   to   cost   $2  260  000   for   the   extensions   of   the   south  jetty, 
at  mid-tide  level,  a  distance  of  2|  miles,  have  been  executed  and  for 
which    appropriations    approximating   $8  000  000   have   been    set   aside, 
it  would  seem  appropriate  that  the  terms  of  that  proposal  should  be 
reviewed,    as    a   matter   of   interest   to   the   parties   concerned,    merely 
as    an    index    to    the    early    solution    of    this    difficult    but    important 
problem  of  securing  an  open  channel  of  ample  capacity  at  reasonable 
cost  without  bar  advance. 
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Hallpt  '^^^^  principles   involved   have  been  tested  on   a  practical  scale  at 

■  a  condemned  inlet  on  the  Texas  Coast,  and  notwithstandin^r  the 
most  serious  physical  as  well  as  "metaphysical"  obstacles,  a  detached 
jetty  actually  secured  the  lull  predicted  depth  of  20  ft.  before  the 
work  was  connected  with  the  shores.  Then  it  was  seriously  impaired, 
and  the  channel  shoaled  to  9  ft.,  requiring  several  years  before 
equilibrium   was  restored.      Thus   assurance   becomes   doubly   sure. 

Briefly,  the  reaction  jetty  proposal  reviewed  the  physical  condi- 
tion of  the  bar  and  it.s  changes,  as  shown  from  official  charts,  stating 
that  to  obtain  the  40-ft.  channel  would  require  the  removal  of  some 
30  000  000  cu.  yd.  which  would  be  impraeticable  by  dredging  in  the 
open  sea  with  no  protection  works,  as  it  would  require  some  30  years^ 
if  there  were  no  littoral  drift  to  maintain  the  supply,  and  would 
cost  more  than  $6  000  000. 

To  control  this  drift  and  create  an  automatic  channel,  the  com- 
pany designed  a  permanent  structure  to  create  a  zone  of  local  activity 
across  the  bar,  to  arrest  the  drift  on  its  convex  face,  being  on  the 
windward  or  "weather"  side  of  the  proposed  crossing,  and,  at  the 
same  time,  to  cause  a  continuous  reaction,  with  erosion  and  deepening 
on  its  concave  face,  by  utilizing  the  forces  and  agencies  of  impact, 
head,  reaction,  concentration,  gravity,  and  continuous  deflection, 
wherebj'  a  sufficient  amount  of  the  potential  energy  of  the  affluent 
water  is  developed  locally  to  produce  deep  scour  and  lateral  trans- 
portation. 

The  old  jetty,  completed  in  1895,  which  created  the  temporary 
30-ft.  depth,  ha.d  caused  the  bar  to  shoal  up  at  the  rate  of  3  500  000 
cu.  yd.  per  annum,  and  pushed  it  seaward  about  1  mile,  reducing  depths 
of  60  ft.  to  30  ft.,  and  less. 

To  avoid  this  advance,  the  company  proposed  to  make  its  work 
discontinuous,  leaving  a  gap  of  about  2  miles  between  the  outer 
end  of  the  existing  jetty  and  the  inner  end  of  the  breakwater.  The 
company  also  proposed  to  reverse  the  direction  of  the  curvature  of 
the  breakwater,  so  as  to  place  its  cutting  face  toward  the  ebb  currents 
and  to  receive  them  at  first  tangentially  and,  by  gradual  but  con- 
tinuous deflections,  cause  a  constantly  increasing  pressure  on  the  most 
vital  part  of  the  ebb  for  a  distance  of  about  2  miles  across  the  bar. 
Thus,  too,  the  ingress  of  the  flood  tide  would  not  be  impaired,  and  the 
conditions  of  equilibrium  would  be  changed  in  favor  of  the  ebb- 
stream. 

Numerous  other  advantages,  not  incidental  to  straight  jetties,  were 
pointed  out,  time  and  expense  were  to  be  saved,  and  no  risk  was  to  be 
incurred  by  the  Government,  which  was  to  be  fully  safeguarded 
by  bonds,  and  pay  only  for  work  in  place  and  depths  secured. 

Plans  and  cross-sections  of  the  existing  and  proposed  channels 
were  submitted,  with  the  form  and  dimensions  of  the  proposed  struc- 
ture, closing  with  these  words : 
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"As  the  proposed  plan  is  novel  and  the  location  one  of  exceptional  Mr. 
difficulty,  this  Company  desires,  if  permitted,  to  accept  all  the  re-  **^"p*- 
sponsibility  for  the  success  or  failure  of  its  plan,_  and  will  furnish 
such  security  as  the  Secretary  of  War  may  require  to  protect  the 
United  States  from  loss  by  reason  of  its  failure.  It  will  also  satisfy 
the  Secretary  of  its  ability  to  carry  out  the  contract  to  execute  these 
plans  as  rapidly  as  the  physical  conditions  will  permit  *  *  *.  We 
believe  that  this  proposition  will  be  found  to  be  'the  most  economical 
a.nd  advantageous  to  the  Government,'*  since  it  is  based  upon  the 
utilization  of  a  part  of  the  enormous  energy  now  going  to  waste 
over  the  bar." 

After  summing  up  the  special  advantage  to  be  secured  by  the 
acceptance  of  the  proposal,  the  Company  pledged  its  good  faith  for 
its  execution  in  the  following  words: 

"If  this  Board,  therefore,  can  see  its  way  to  recommend  to  the  War 
Department  the  acceptance  of  this  proposition  for  the  relief  of  the 
Columbia  Kiver  Basin,  it  is  believed  that  it  will  perform  a  public 
service  of  great  value  to  the  country,  and  the  Company  will  accept 
the  trust  and  the  responsibility  of  its  execution  in  good  faith,  and  will 
release  the  Government  from  any  or  all  claims  for  royalties  incidental 
to  the  use  of  its  patents  at  this  place." 

The  sequel  to  this,  and  similar  tenders  with  like  guaranties,  indi- 
cated so  plainly  that  the  policy  of  past  administrations  was  not  to 
encourage  the  letting  of  contracts  to  extrinsic  parties,  however  guaran- 
teed, that  the  Reaction  Jetty  Company  was  dissolved. 

The  changes  on  the  bar  during  the  past  10  years  have  served  to 
confirm  the  predictions  made  to  the  Board  of  1902  as  to  the  probable 
effects  of  the  Government  plan,  and  the  elaborate  report  submitted 
at  that  time  only  alluded  to  the  offer  of  the  Company  in  a  single 
paragraph  as  follows  :t 

"The  Board  knows  of  no  plan  for  the  improvement  of  this  entrance 
that  has  not  contemplated  one  or  two  jetties  extending  continuously 
seaward  from  the  points  of  the  entrance  that  are  fixed  in  position 
naturally  or  artificially.  The  turbulence  of  the  bar  is  such  that  opera- 
tions from  floating  plant  have  never  been  seriously  considered  as  practi- 
cable, and  any  work  must  be  executed  from  a  structure  built  out 
from  the  shore.  Even  the  structure  proposed  by  the  Reaction  Jetty 
Company,  while  nominally  a  detached  breakwater,  is  in  effect  an 
■extension  of  the  old  jetty,     *     *     *." 

This  was  the  only  reference,  and  the  extension  of  the  south  jetty, 
as  since  constructed,  was  recommended,  notwithstanding  the  follow- 
ing statements  in  the  report: 

"The  Board  cannot  expect  that  an  advance  of  the  bar  at  this 
point  will  not  follow  the  construction  of  the  jetties  and  the  removal 
of  the  large  quantity  of  sand  necessary  to  secure  a  40-ft.  channel. 
Such  advances  have  invariably  been  found  in  all  jetty  harbors." 

*  Terms  of  the  law  authorizing  the  Secretary  to  make  such  contracts. 
t  Repoi-t,  Chief  of  Engineers,  U.  S.  A.,  1902,  p.  2305. 
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Mr.  But  it   is  expected   lliat  : 

Maupt. 

"'V\\o  \v;i\('s  and  strdii^'  littoral  currents  have  at  this  point  their 
niaxinuun  ctTcM't,  in  retarding-  and  counteracting-  the  bar  advance,  and, 
unless  the  history  of  the  past  (»()  years  is  niiskiading,  that  advance  will 
be  speedily  checked  and  probably  reversed  with  a  return  of  the  outer 
bar  slope  toward  its  pres(>nt  location." 

These  hopes  do  not  appear  to  have  been  justified  by  the  results  in 
the  later  reports,  and  the  question  arises  as  to  whether  or  not  there 
may  ever  be  a  better  solution  than  the  two-jetty  plan,  which,  it  is 
conceded,  "invariably"  advances  the  bars  in  "all"  cases.  The  answer 
may  be  suggested  by  the  experience  at  Aransas  Pass  during  the  opera- 
tion of  the  partial  reaction  breakwater,  which  not  only  prevented  bar 
advance  but  caused  a  recession  of  the  outer  contours  until  the  chan- 
nel was  cut  entirely  through,  without  injury  to  the  structure,  by  a 
feeble  diurnal  tide.  There  are  many  other  elements  in  this  report 
of  the  Board  of  1902-03  which  are  worthy  of  consideration,  but  space 
and  time  prevent  the  writer  from  mentioning  them. 

It  is  hoped  that  these  suggestions  may  open  the  door  to  a  broader 
consideration  of  the  policies  and  possibilities  of  this  nation  for  remov- 
ing physical  obstacles  to  international  trade,  and  be  of  greater  economic^ 
advantage  to  all  people. 

Some  light  is  thrown  on  the  status  of  the  two-jetty  system  of 
surmounting  ocean  bars  by  the  following  extracts  from  a  letter  by 
Col.  E.  H.  Ropes,  a  layman  of  New  York,  who  was  endeavoring  to 
effect  an  entrance  from  the  Gulf  of  Mexico  to  the  bluffs  across  Corpus 
Christ!  Bay,  Texas,  addressed  to  Mr.  Brewster  Cameron,  also  a  layman, 
interested  in  promoting  the  opening  of  the  near-by  entrance  at  Aransas 
Pass  where  three  previous  efforts  had  failed.* 

As  this  letter  expresses  the  opinion  of  one  who  had  given  his  time 
and  means  to  a  project  on  which  he  was  willing  to  stake  his  fortune, 
after  careful  investigation,  it  has  a  direct  bearing  on  the  subject  as 
a  practical  demonstration  of  the  futility  of  undertaking  a  maritime 
work  without  consideration  of  all  the  elements  affecting  the  problem. 

"llie  Plea  for  'Ropes   Pass/ 

"New  York  City,  May  24th,  1894. 
"Mr.  Brewster  Cameron, 
"Baltimore,  Md. 
"Dear    Sir:—    *     *     *     If   you    are    in    a    position    to    go    ahead 
with  Aransas  Pass,  I  have  no  proposition  to  make.     If  you  are  not,  or 
if  you  had  considered  the  outcome  of  your  efforts  there  so  dubious  as  to 
incline  you  to   consider   a   proposition   from  me   I   should   make  one. 

*  This  letter  is  a  part  ot  the  posthumous  correspondence  left  by  Mr  Cameron  who  lost 
his  life  iV^DDing into  the  Niagara  Rapids  above  the  Falls  after  he  had  successfully  reor- 
Sin ized  tllSSpa^^^^  Company  and  inaugurated  the  work  on  the  plans  of  the 

feactfon  jetty  which  secured  the  requisite  depths  before  the  second  jetty  was  built. 
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The    whole    thing   turns    upon    the    condition    of    your    prospects    for     Mr. 
Aransas.  Haupt. 

''You  are  right  in  thinking  I  will  be  benefited  by  deep  water  at 
Aransas.  It  will  be  far  more  to  me  than  the  public  supposes.  I  have, 
therefore,   the  best   of   reasons   for   wishing  you   success.     *     *     * 

"The  objections  you  cite  to  Ropes'  Pass  are  based  upon  wholly 
erroneous  ideas  concerning  the  scientific  project,  the  commercial 
plan,  and  the  financial  methods.  Of  this  I  could  satisfy  you  in  a 
brief  interview. 

'^1.  The  channel  across  Mustang  Island,  no  where  goes  through 
land  30  feet  high.  Half  the  distance  is  through  flats  covered  at  high 
tide;  the  rest  has  an  average  height  of  3  to  10  feet,  *  ->^  *  while 
a  vast  amount  of  dredging  will  be  required  at  Aransas  for  dockage  in 
any  depth  exceeding  12  feet.  At  Ropes'  Pass  the  dredging  for  chan- 
nel makes  the  dockage,  and  by  reason  of  the  shorter  passage  and  greater 
depths  the  currents  will  be  immensely  more  powerful  to  scour,  thus 
saving  much  excavation. 

"2.  The  dockage,  being  on  both  sides  of  the  channel,  is  now  com- 
pletely land-locked.     No  harbor  could  be  more  so. 

"3.  We  can  also  make  it  a  free  port  *  *  *  while  Aransas  will 
doubtless  charge  tolls. 

"4.  But  the  jetty  work  is  the  big  item,  as  has  been  shown  at  every 
Texas  point.  Dredging  in  smooth  water  is  child's  play  in  comparison. 
Do  you  know  that  more  than  $9  000  000  has  been  spent  on  Texas  jetties, 
and  with  no  important  permanent  results?  Ropes'  Pass  requires  less 
jetty  work  than  any  proposed  harbor  on  that  coast. 

"5^  *  *  -K-  J  i^now  more  now  than  I  did  five  years  ago  about 
Texas  sand-bars.  The  official  reports  show  that  every  prophecy  con- 
cerning the  results  of  work  on  each  of  the  Texas  bars  has  been  nega- 
tived by  experience.  Latterly  the  Reviewing  Boards  have  been  denounc- 
ing such  predictions  as  the  product  of  'ignorance'  and  as  attempts  to 
impose  upon  'the  credulity  of  mankind'!  Engineers  of  the  highest 
rank  declare  that  no  prediction  can  possibly  be  made  of  the  effect 
of  operations  on  those  bars.  All  the  strong  language  occurs  in  the 
official  reports.  Galveston  was  the  immediate  theme,  but  the  principles 
apply  equally  well  to  all  the  Texas  bars.  The  facts  sicken  me  of  all 
bar  work  on  that  coast.  Why,  they  have  been  at  work  24  years  at 
Galveston,  and  at  other  points  nearly  as  long.  You  know  the  results. 
Every  bar,  as  soon  as  it  is  touched,  commences  to  move  seaward.  That 
is  the  real  trouble  at  the  Brazos.  The  existing  jetties  end  where 
deep  water  was  when  they  were  begun.  The  bar  has  been  racing  with 
the  jetties,  just  as  at  Galveston. 

"6.  Ropes'  Pass  has  great  advantage  over  others  in  length  of 
jetties,  in  size,  depth,  and  nearness  of  internal  basin,  and  in  other 
important  matters,  but  none  counts  as  much  as  the  fact  that  we  have 
no  bar  to  deal  with.  It  is  a  steady  slope  all  the  way  from  beach  to  90-ft. 
depth.  We  can  figure  exactly  how  much  rock  will  be  required  to  build 
our  jetties  to  any  given  depth.  No  living  man  can  do  this  at  any 
other  point. 

"If  the  bars  had  only  stood  still  at  Galveston  and  Brazos,  the  jetties 
would  now  stand  in  deep  water.  Not  only  this,  but  no  bar  can  form 
at  Ropes'  Pass  until  the  whole  shape  of  the  coast  has  changed,  because 
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Mr.      our  jetties  will  sliiit  :i\v:iy  the  l);ir  l)uil(iiiij4  forces  from  the  chajiiiel,  and 
Ilaupt.  jj^    ^yj]]    take    Iniiidicds   of   years    for    tlie    wliolo    island    to   build   (uit    to 
tiiese  ends. 

"Your  inipre^ssion  that  the  conditions  are  'more  favorable'  at 
Aransas  than  at  Jiopes'  is  natural,  but  erroneous," 

(The  remainder  of  the  communication  refers  to  finaTicin^  the 
project,   and  asks  for  a  conference.) 

The  sequel  is  well  known,  for  the  effort  to  dredge  a  cut  across 
Mustang  Island  into  Corpus  (^hristi  Bay  merely  made  an  indent  in 
the  beach,  destroying  the  continuity  of  the  littoral  drift,  which  was 
driven  into  this  artificial  bight,  and  closed  up  the  channel  in  the  wake 
of  the  dredge  which  was  imprisoned  in  its  own  grave.  Had  the  leeward 
jetty  been  built,  in  advance,  to  a  sufficient  distance  to  intercept  the 
drift,  there  might  have  been  a  fair  chance  of  opening  the  cut  through 
to  the  bay,  and,  with  proper  work,  of  maintaining  it. 

This  work,  therefore,  was  abandoned,  while  that  at  Aransas  Pass, 
due  to  the  new  order  of  construction  by  building  in  from  the  outer 
end  by  a  floating  plant  and  on  a  concave  trace,  has  automatically  scoured 
out  its  own  channel,  more  than  20  ft.  in  depth  and  300  ft.  in  width, 
without  bar  advance,  at  a  cost  to  the  Government  of  less  than  one- 
fourth  of  its  original  estimate,  and  with  a  14-in.  diurnal  tide.  It  is 
true  that  subsequently  a  second  straight  jetty  was  built,  at  a  cost, 
including  other  superfluous  works,  of  more  than  $1  000  000,  but  the 
immediate  effect  of  connecting  the  "Haupt  breakwater"  with  the  shore 
of  St.  Joseph's  Island  was  to  shoal  the  20-ft.  channel  to  about  9  ft. 
and  reduce  the  tidal  energy  to  such  an  extent  that  nearly  4  years 
elapsed  before  the  former  20-ft.  channel  was  recovered.  This  experience, 
therefore,  furnishes  an  excellent  practical  example  of  the  removal  of 
an  ocean  bar  by  a  portion  of  a  single  barrier  placed  across  its  crest, 
without  aid  from  dredging  and  without  bar  advance,  at  a  very  great 
economy  in  cost,  and  should  commend  itself  to  the  Profession  as 
worthy  of  acceptation  in  many  other  cases,  notably  at  the  mouth  of  the 
Columbia  River,  Grays  Harbor,  Coos  Bay,  etc.,  on  the  Pacific  Coast, 
where  the  conditions  are  exceptionally  favorable. 
Gen.  H.  M.  Chittenden,  M.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Goodrich 

has  permitted  an  unnecessary  sensitiveness  to  the  writer's  rather 
jocular  commentary  on  his  ambitious  vision  of  the  future  port  of 
Los  Angeles  to  give  a  false  color  to  his  estimate  of  what  the  writer 
said  about  that  port.  A  careful  perusal  of  the  treatment  of  that  sub- 
ject, mainly  in  Section  II  of  the  paper,  will  show  it  to  be  substantially 
accurate,  though  lacking  in  detail,  as  was  necessarily  the  case.  Par- 
ticularly inexcusable  is  the  following  remark  by  Mr.  Goodrich: 
"Nothing  but  an  obviously  exaggerated  newspaper  report  has  been 
used  in  describing  the  port  conditions  at  Los  Angeles."  The  most 
superficial  examination  of  the  paper  would  show  the  absurdity  of  that 
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statement.     As    a   matter   of   fact,    all   available   literature,    including       uen. 
Major  Fries'  admirable  report,  was  used,  and  this  was  supplemented  ^^'"enden. 
by  a  long  list  of  questions  sent  to  an  official  of  the  Port  of  Los  Angeles 
asking  for  data  on  all  phases  of  the  question. 

As  to  the  newspaper  report,  which  is  what  really  annoys  Mr. 
Goodrich,  it  came  to  hand  just  before  the  paper  was  finished.  It 
fitted  in  so  perfectly  with  the  writer's  treatment  of  "plans  for  the 
future"  and  seemed  to  be  so  much  in  detail  and  to  bear  so  unmistaka- 
bly Mr.  Goodrich's  authority,  that  the  writer  ventured,  with  some 
misgiving,  it  is  true,  to  make  use  of  it.  If  it  committed  him  to  any 
erroneous  suggestions  as  to  the  future  of  Los  Angeles  which  later 
data  would  have  modified,  he  is,  of  course,  only  too  glad  to  accept 
corrections. 

The  writer  will  not  comment  on  Mr.  Goodrich's  references  to 
estimates  of  cost  of  Los  Angeles  work,  nor  to  administrative  control, 
for  they  are  so  manifestly  unjust  that  Mr.  Goodrich  must  himself 
realize  the  fact  if  he  will  but  compare  his  criticism  with  what  the 
writer  really  said. 

The  comment  on  the  writer's  parenthetical  reference  to  the  Los 
Angeles  and  San  Gabriel  Rivers  is  a  case  of  assuming  that  something 
was  meant  which  was  not  said,  and  then  criticising  that  something. 
The  writer's  description  of  the  natural  state  of  those  streams  is 
literally  correct;  but  he  did  not  anywhere  say,  or  even  imply,  that 
these  streams  were  a  menace  to  the  integrity  of  the  harbor.  The 
writer  has  carefully  looked  over  his  paper  to  see  if  it  contains  any 
hint  of  danger  "of  the  inner  harbor  of  Los  Angeles  becoming  silted 
up  by  material  carried  in  the  floods"  of  these  streams,  and  he  can  find 
none.  All  this,  and  the  careful  refutation  of  it,  are  purely  the  result  of 
Mr.  Goodrich's  imagining  what  the  writer  did  not  say. 

In  short,  Mr.  Goodrich  has  permitted  himself,  most  mistakenly, 
to  class  the  writer  as  a  "knocker"  of  the  Port  of  Los  Angeles.  Yet 
a  perusal  of  the  paper  will  show  it  to  be,  not  only  wholly  sympathetic  in 
tone,  but  full  of  admiration  for  the  wonderful  work  which  the  people 
of  Los  Angeles  are  doing. 

The  impartial  reader  of  the  paper  cannot  fail  to  observe  that  it 
endeavors  to  draw  a  just  comparison  among  the  leading  ports  of  the 
coast  as  to  their  respective  advantages  and  drawbacks.  The  partisans 
of  each  will  naturally  take  exception  as  to  their  particular  port,  magni- 
fying the  advantages  and  minimizing  the  drawbacks;  but,  when  all 
is  said  and  done,  the  case  for  the  principal  United  States  ports  on 
the  Pacific  Coast  will  stand  substantially  as  summarized  below: 

San  Diego. — Advantages:  A  magnificent  natural  harbor  which, 
with  a  moderate  degree  of  development,  would  accommodate  the  ship- 
ping of  the  world. 

Drawbacks:  A  sharp  restriction  of  hinterland   (tributary  commer- 
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cM.u'tenden    ^'*'*^   territory)    l)y   the   iinlioiial   frontier   inmicdiatcly  to  tlic  south   and 
■  a    nioimlain    ran^o   on   the  cast.     The   first   natural   outlet   to  tlie  east- 
ward is  in  the  vicinity  of  Los  Anpeles. 

Los  .l/ifireZes.— Advantages:  Commercially  located  where  the  great 
southern  transcontinental  routes,  and  also  one;  from  the  interior, 
debouch  from  the  mountains  to  the  coast  plain;  strategic  location  for 
ocean  terminal;  extensive  and  productive  near-hy  hinterland;  good 
comieetion  with  tlie  hinterland  farther  back;  climate  an  asset  of 
enormous   value   in   development   of   country. 

Drawbacks:  Entire  absence  of  an  adequate  natural  port,  and  con- 
sequent necessity  of  creating  one  almost  wholly  by  artificial  means; 
cost  of  port  development  greatly  enhanced  by  this  fact. 

San  Francisco  5a?/.— Advantages :  A  perfect  natural  harbor  of 
great  magnitude,  close  to  the  sea;  a  hinterland  which  embraces  the 
heart  of  California's  agricultural  and  mineral  producing  regions — one 
of  the  richest  in  the  world;  on  the  line  of  the  great  routes  north 
and  south;  in  direct  rail  connection  with  all  the  region  to  the  east- 
ward; a  commerce  and  development  half  a  century  old,  with  the  im- 
mense force  of  customs  and  established  lines  of  trade  in  its  favor; 
most  centrally  located  of  all  the  ports  for  the  commerce  of  the  Pacific; 
important  naval  and  military  bases. 

Portland. — Advantages :  Unexcelled  strategic  location  at  great  cross- 
roads of  north  and  south,  and  east  and  west  routes;  a  productive  local 
binterland  (agricultural)  in  the  Willamette  and  other  near-by  val- 
leys; immense  timber  resources;  a  water-grade  route  to  the  eastward — 
the  only  one  from  the  Pacific  Coast  of  the  United  States;  consequently 
a  vast  natural  interior  hinterland. 

Drawbacks:  Long  distance  and  defective  natural  channel  to  sea 
which  discourages  entrance  of  largest  vessels — a  drawback  as  yet  only 
partly  overcome. 

Puget  Sound. — Advantages:  Almost  perfect  natural  harbors,  the 
principal  defect  being  excess  of  depth;  center  of  great  timber  produc- 
ing region;  center  of  great  fish  producing  region;  limited  local  agri- 
cultural hinterland;  extensive  agricultural  hinterland  back  of  the 
mountains;  the  natural  emporium  for  the  Alaska  trade;  well  located 
for  Oriental  trade;  important  naval  and  military  base. 

Drawbacks :  Walled  off  from  natural  hinterland  to  eastward  by 
an  immense  range  of  mountains,  the  main  passes  being  less  than  75 
miles  from  tide-water  and  more  than  3  000  ft.  high ;  crossed,  however, 
by  three  railways,  which  give  same  terminal  rates  as  to  Portland. 

A  most  striking  illustration  of  the  drawbacks  above  described  of 
both  the  Lower  Columbia  and  of  Puget  Sound  was  seen  in  the  condi- 
tions w^hich  prevailed  on  January  7th  and  8th,  1913.  A  fierce  storm 
was  causing  wrecks  and  great  loss  of  life  at  the  mouth  of  the  Columbia, 
while   deep   snow,   avalanches,    and    (soon   after)    floods   from   melting 
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snow  completely  paralyzed  rail  traffic  over  the  mountains  back  of  Puget        Gen. 
Sound,  and  caused  considerable  loss  of  life.     Permanently  to  remove  ^'^'^^^^^^den. 
either    the    handicap    of   the    Columbia    Bar   or   the   handicap   of   the 
Cascade  Mountains  will  cost  an  enormous  sum,  yet  both  ends  must 
be  classed  as  within  the  range  of  practical  engineering. 

In  the  foregoing  comparative  estimate  of  advantages  and  draw- 
backs of  Pacific  Coast  ports  it  will  be  noted  that  San  Francisco  stands 
first;  and  it  seems  to  the  writer  that  she  will  long  continue  to  stand 
first,  because  of  her  unexcelled  advantages.  It  has  also  become  more 
and  more  apparent  to  him  that,  unless  ports  are  close  competitors  in 
the  same  field — not  distant  competitors  like  Puget  Sound  and  Cali- 
fornia ports — a  mere  superiority  of  port  facilities  cuts  little  figure 
in  the  matter  of  competition.  Vessels  are  bound  to  go  where  the  trade 
is,  even  if  docks  are  inferior  and  charges  high,  and  the  writer  does 
not  believe  that  San  Francisco  or  Seattle  will  take  much  trade  from 
each  other  by  reason  of  superior  expenditures  on  docks  and  wharves; 
but,  with  two  nearby  ports  like  Seattle  and  Tacoma,  both  of  which 
are  eciually  well  located,  as  far  as  local  trade  is  concerned,  and  be- 
tween which  the  vessel  owner  sees  no  choice  except  in  the  matter  of 
conveniences  and  charges,  a  superior  equipment  in  either  might  be 
decisive   in   its   favor. 

The  writer  will  refer  to  one  other  point,  that  of  port  administra- 
tion. Mr.  Goodrich  says  that  Los  Angeles  has  corrected  the  unde- 
sirable condition  in  port  administration  prevailing  at  the  time  this 
paper  was  written.  That  is  fortunate,  but  the  writer  does  not  be- 
lieve that  anything  approaching  an  ideal  system  will  ever  be  worked 
out  as  long  as  port  administration  is  a  function  of  city  government 
and  is  thereby  necessarily  involved  in  city  politics  and  subject  to  the 
vicissitudes  of  changing  administration.  That  this  is  the  view  of 
sagacious  observers  on  the  ground  is  evident  from  the  following  ex- 
tract,* received  after  the  foregoing  statement  was  written : 

'^Inefficiency  and  delay,  bickering,  obstruction,  and  even  deadlocks 
will  unquestionably  be  the  rule  rather  than  the  exception  so  long  as 
the  present  machinery  for  harbor  development  is  relied  on  by  the  city. 
The  concentration  of  power,  authority  and  responsibility  in  one  board, 
under  which  the  legal,  engineering  and  administrative  departments 
would  be  placed,  will  probably  have  to  come  before  much  satisfactory 
progress  is  made  on  this  all-important  municipal  project — the  develop- 
ment of  Los  Angeles  harbor." 

In  a  most  instructive  pamphlet  recently  issued  by  the  Common- 
wealth Club  of  California,  Professor  C.  T.  Wright,  of  the  University 
of  California,  made  some  pertinent  observations  on  port  administra- 
tion.    The  following  are  some  of  his  conclusions: 

"The  organization  of  the  harbor  governing  body  should  be  simple 
and  efficient.     Its  members  should  be  few  in  number,  with  a  tenure  of 

*  From  the  Los  Angeles  Tribune,  January  17th,  1913. 
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Gen.  otfiee  sufficiently  loiifj:  lo  iM-iiiiit  of  tlic  foriiintioii  and  inauguration 
Chittenden,  of  a  consistent  j^olicy. 

"The  appointment  of  a  full  new  board  alnujst  always  results  in 
an  entirely  new  policy.  A  new  board  usually  rejects  a  great  part  of 
the  projrraninic  outlined  by  its  predecessors,  and  spends  a  large  part 
of  its  time  in  preparatory  work  before  it  begins  or  j)ursues  any  real 
constructive  programme;  and  this  in  turn  is  superseded  by  the  plan  of 
a  succeeding  board.  The  harbor  governing  body,  if  ideally  consti- 
tuted, would  be  a  per|)etual  body,  a  certain  proi)ortion  of  whose  mem- 
bers would  retire  each  year.  In  other  words,  it  ought  not  to  be  pos- 
sible, or  at  least  it  ought  not  regularly  to  occur,  that  the  entire  board 
should  retire  at  one  time,  or  even  that  a  majority  of  the  board  should 
do  so. 

"The  harbor  governing  body  should  have  full  authority  to  carry 
out  the  work  which  it  exists  to  do,  subject  of  course  to  review  by  the 
courts  or  other  higher  authority.  This  power  of  the  governing  board 
should   extend  to  all   activities  which   directly   concern   shipping. 

"A  harbor  governing  body  should  represent  a  constituency  of  ample 
financial   ability." 

These  are  sound  fundamental  principles.  While  it  is  perfectly 
true  as  a  rule  that  "What'er  is  best  administered  is  best,"  and  that 
a  very  efficient  law  inefficiently  administered  may  give  poor  results 
while  a  defective  law  efficiently  administered  may  give  good  results, 
still,  in  the  long  run,  the  best  law  will  give  the  best  results.  The 
writer  believes  that  the  Washington  State  statute  comes  nearer  to 
satisfying  the  above  fundamentals  laid  down  by  Professor  Wright  than 
any  other.  The  port  organization  is  simple,  consisting  of  three  mem- 
bers, entirely  free  of  State,  county,  or  city  politics,  and  responsible 
directly  to  the  people  of  the  Port  District. 

The  harbor  governing  body  (Port  Commission)  is  a  continuing  body, 
the  term  of  office  being  three  years,  and  only  one  member  being 
elected  each  year.  No  sudden  change  of  policy,  with  its  disturbing 
features,  is  possible,  as  is  the  case  with  the  San  Francisco  Board,  which 
is  liable  to  change  bodily  with  every  change  of  State  administration. 

The  powers  of  the  Port  Commission  are  extensive ;  its  activities  are 
directed  to  the  single  purpose  of  port  development ;  it  is  almost  supreme 
within  its  restricted  sphere,  and  its  authority  satisfies  perfectly  Professor 
Wright's  requirement  that  it  be  "both  extensive  and  intensive." 

The  territorial  extent  of  the  constituency  and  also  its  financial 
ability  are  determined  in  the  original  organization  of  the  district.  The 
Port  of  Seattle,  for  example,  was  made  co-terminous  with  King  County, 
in  which  the  City  of  Seattle  is  located.  "Ample  financial  ability"  does 
not  necessarily  mean  large  financial  ability.  A  small  port  may  have 
an  organization  and  a  financial  ability  "ample"  for  itself,  which 
might  be  quite  inadequate  for  a  great  port.  The  system  is  thoroughly 
elastic,  and  is  applicable  to  all  conditions,  and  the  writer  would  com- 
mend a  study  of  it  by  port  authorities  wherever  changes  are  contem- 
plated in  port  organizations. 
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In  submitting  the  following,  the  writer  does  not  pretend  to  have 
solved  any  special  points  in  engineering  science.  The  paper  contains 
only  a  re-statement  of  some  of  the  problems  which  every-day  practice 
has  made  of  interest  to  him  in  the  construction  and  maintenance  of 
the  Guatemala  Railway,  and  this  is  the  only  reason  for  thinking 
that  they  may  be  of  interest  to  those  engaged  in  similar  work. 

For  instance,  the  increase  of  the  reaction  on  the  intermediate  sup- 
port of  a  continuous  beam  for  a  double  span  is  generally  disregarded 
when  computing  trestlework;  but,  at  the  same  time,  and  for  the  sake 
of  stiffness,  the  stringers  for  trestlework  are  generally  made  continu- 
ous over  two  spans;  therefore,  the  writer  has  considered  it  worth 
while  to  undertake  the  solution  of  this  problem,  in  order  to  ascertain 
whether  or  not   the  general   practice   is   approximate   enough. 

Of  course,  if  such  stringers  are  laid  with  broken  joints,  the  total 
load  on  each  bent  is  the  same,  but  the  partial  reaction  due  to  the 
stringer  which  is  continuous  on  the  bent  considered  is  higher  than  that 
due  to  its  fellow,  therefore  the  load  on  such  a  bent  is  not  symmetrical, 
and,  in  consequence,  the  foundations,  whether  mud-sills  or  piles,  are 
likely  to  settle  unevenly. 

It  is  stated  in  the  textbooks  on  applied  mechanics  that  a  continu- 
ous beam  on  three  supports  can  be  dealt  with  as  two  separate  beams 
fixed  at  the  intermediate  point  and  simply  supported  at  the  ends. 
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In  this  assumption  tlic  writer  lias  considered  a  concentrated  load 
on  a  Ix'ain  snpportcd  at  one  end  and  fixed  at  tlic  other,  and  lias  worked 
out  the  solution  of  this  problem  in  accordance  with  the  general  prin- 
ciples of  the  elastic  theory,  as  follows: 

If  the  beam  be  simply  supported  at  the       |       /t\  ^^ 


Wh        l!        ^rr 


two  ends,  tlie  reaction  on  A  should  be:    ,  /f 

Wa  \<^-^ 6 

and  the  reaction  on  B  = -;  but  the  effect  Fio.  i. 

a  +  '-> 

of  the  embedding  or  fixed  support  at  B  (Fig.  1)  increases  the  reaction 
at  this  point  and  diminishes  it  at  A,  so  that  the  reactions  are: 

Wb 
On  A  X= —  Z 

a-\-b 

OnB r=i^  +  Z. 

a  -\-  b 

Note  that  the  increase  and  decrease  of  the  reactions  on  the  two 
ends  must  be  equal,  so  as  to  fulfill  the  condition,  X  -\-  Y  =  Wj  that 
is  to  say,  the  sum  of  the  two  reactions  must  be  equal  to  the  total  load. 

The  bending  moment  at  Cj  referred  to  the  support.  A,  is: 

Wb 


m 


\a-\-b  ) 


and  the  bending  moment,  referred  to  5^  is : 

m'  =   (  ^-    +  Z")   b  —  M, 

M  being  the  bending  moment  at  the  fixed  end,  B. 

These  two  moments  must  be  equal,  as  corresponding  to  the  same 
section,  C,  so  that: 

{  ^^  _  zVt  =    ("-^^  ^  z)   b—  M-  from  which, 

(a  -f-  ?))  Z  =  3f (1) 

Otherwise,  the  general  equations  of  the  neutral  fiber  applied  on  the 
segment,  A  C,  should  be: 


E  I-^^ 

d  x^ 

Wb 

=    X  — 

a-hb 

-  Zx 

EI  -f- 
d  X 

Wb    X' 

~  a+b  2 

-Z-  +  C 

Ely 

Wb    x^ 
~  a  4-  b   6 

-Z-  +  Cx 

D 
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C  being  the  unknown  value  of  the  constant  in  the  first  integral,  the 
constant  of  the  second  integral  being  =  0,  as  representing  the  value 
of  the  deflection  at  the  support,  A. 

The  neutral  fiber  equations  between  C  and  B  are; 

d^  y'  Wa 

d  x'^        a  +  6 


E  I  ^^2  "-  — r^  X'  -\-  Z  X'  —  M 


^  ^dy'  Wa  x'^        „x'^ 

E  1  -^    =  , h  Z    -  —  Mx' 

d  x'  a  +  0  2  2 

„  ^                    W  a  x'^       „  x'^  x'^ 

Ely'        = \-  z  ^~  —  M  — 

the  constants  in  the  two  integrals  being  =  0  because  5  is  a  fixed  end. 

At  the  point,  C,  the  two  segments,  A  C  and  B  C,  must  be  tangent 
to  each  other,  and,  therefore  if  a;  =  a  in  the  first  system  of  equa- 
tions, and  x^  =  h  in  the  second  one,  the  two  following  conditions 
must  be  fulfilled : 

d  y  d  y' 

Therefore,  the  two  conditions  wanted  are: 

Wh    d^        „  a^         ^  /  TF  a     h'' 


Z-~-  +  o 


a  +  6    2  2 


Va  4-  6    2  2  / 


Wh    a^         ^    a^     ,    ,,            Wa    h^         „   h^  b^ 

Z  —  -^  C  a  = -—  +  Z  —  —  M 


a-j-h    6  6  ~  a-\-  h    6  6"~         2 

which  can  be  reduced  to: 

Wah        „a^  —  h^ 
-^-Z^-=Mb-C 

W  ah  ^         -,         „  a^  +  6^ 

—z—(a  —  h)  —  Z       y      ^  —Mb^—Ca 

The  foregoing  equations,  together  with  Equation  1,  will  give  the 
system : 

(a+b)  Z  ^  M 

Wab  a^  —  b^ 

-^-Z—^=Mb-C 

Wab  d-^  ^b^  b^ 
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from  which,  after  substituting  for  M  its  value  as  in  Equation  1,  and 
eliminating  C,  results : 

y  _W(i  h  (-2  a  +  h) 
'  ~  ~  2  {a  H-  hf       ' 

and  therefore  M  =  — 27a"+T)'^ — " 

Call  the  total  span  /,  and: 

Wah(l  +  a)         _  TF  g  6  (?  +  g) 

The  following  is  an  application  of  the  foregoing  theory  to  the 
^'Mogul"  engines  of  the  Guatemala  Railway  (3-ft.  gauge)  on  the  pile 
bridges  of  that  road: 

According  to  the  actual  conditions,  the  loading  diagram  for  the 
maximum  reaction  on  the  intermediate  support  is  as  shown  in  Fig.  2. 

The  total  load  on  B  is  equal  to 
the  sum  of   the  two  reactions  due  xir\       /p\        /ir\  i 


to    the    two     11-ton    driver     axles       ^ ^^  ^  -^^ 

plus   the  12-ton   axle    which    bears  Fig.  2. 

directly  on  the  support. 

The  reaction  on  B  due  to  the  left-hand  span 

__   Wa        Wah(l+a)  _  ^^^  _        g  ^g  ^^^^^ 

-      Z      "*"  2  1^ 

The  reaction  on  B  due  to  the  right-hand  span 


I^        W  a'  h'  (I  +  gO  _  5_g       2.06  =  7.56 
I      ^  2f 


(C 


Total 15.62  tons. 

Axle  bearing  directly  on  B 12.00 

Total  reaction  on  :B 27.62  tons. 

Whereas,  disregarding  the  continuity  of  the  beam,  the  total  reac- 
tion on  the  same  point  should  be  23.46  tons. 

Therefore,  the  increase  due  to  the  continuity  is  18  per  cent. 

As  for  the  bending  moment,  it  is  not  worth  while  to  take  into 
consideration  the  continuity  of  stringers  in  order  to  calculate  their 
size,  because  their  strength  is  governed  somewhat  by  the  horizontal 
shearing   along   the   neutral   fiber,   and  the   equation   of   moments   for 
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the  continuous  beams  would  give  too  small  a  size  to  resist  the  hori- 
zontal  shearing. 

The  following  example  will  illustrate  this  :        0.4'  01' 

AVith    the    same    "  Mogul  "    engine,    the         lU,  JJT       '     "Tj 


loading  diagram  for  the   maximum  bending        \Ty        V'""' 

moment  is  as  shown  by  Fig.  3.  ^  ij ^^ ^  ^ 

Disregarding   the   continuity  :  Fig.  3. 

The  reaction  at  A =     16.8     tons. 

The  reaction  at  B =    17.2     tons. 

The  maximum  bending  moment =     38.7     ft-tons. 

The  maximum  bending  moment  under  each  rail.  . .  .  =     19.3     ft-tons. 

«  "  "  "  "  "        "    =  232        in-tons. 

The  maximum  shear  under  each  rail =       8.60  tons. 

Assuming  the  cross-bending  stress  =  1  000  lb.  per  sq.  in.,  that  is, 

0.5  tons,  —  (section  modulus)    =  464,  which  practically  corresponds 

to  two  6  by  16-in.  pieces. 

Continuous  Beam. — 

Left-hand  axle Z  =  0.18  tons;    M  =    2.16  ft-tons. 

Middle  axle Z  =  2,23      "       M  =  26.76        " 

Right-hand  axle Z  =  0.09      "       M  =    1.08        " 

Totals Z  =  2.50  tons;    M  =  30.00  ft-tons. 

Therefore,  the  total  reaction  at  5  =  17.2  -f-  2.5  =  19.7  tons. 
The  maximum  shear  under  each  rail  =  9.85  tons. 
The  maximum  bending  moment  under  each  rail  =  15.00  ft-tons  = 
180  in-tons. 

If  the  cross-bending  stress  =  0.5  tons,-—-  =  360,  which  corresponds 

Z 
to  two  4  by  16-in.  pieces. 

Longitudinal  Shearing  Strain. — 

3  Maximum  vertical  shear 

Jd  = 

2     Cross-section  of  beam 

Tor  two  pieces  6  by  16  in.  (disregarding  continuity) 

H:=~       ^  ^^  =  0.067  tons  =  1341b.  per  sq.  in. 

For  two  pieces  4  by  16  in.  (continuous  beam) 

3      9.85 
H=-^  o  w  -.^  :^  0.115  tons  =  2301b.  per  sq.  in. 
2    b  X  16 


'4Ui  NOTKS  ON    Bl{Tn(;KWOI{K 

Whereas,  the  actual  reaction,  9.85  tons,  due  to  the  continuous 
beam,  applied  to  the  size  deduced  from  the  bending  moment,  dis- 
regarding continuity   (two  pieces,  6  by  16  in.),  would  give: 

7/   =   154   lb.   per  sq.   in. 

which,  although  too  high,  is  much  more  reasonable  than  two  pieces, 
4  by  16  in. 

In  the  foregoinji-  calculations,  for  the  sake  of  simplicity,  the  writer 
has  not  included  the  dead  loads;  and,  as  he  has  referred  to  longitudi- 
nal shearing,  he  will  point  out  the  discrepancy  between  the  safe 
shearing  stress  with  the  grain,  as  recommended  by  the  Association  of 
Railway  Superintendents  of  Bridges  and  Buildings  and  the  safe  uni- 
form loads  on  beams  as  per  the  tables  reprinted  from  the  Proceedings 
of  the  same  Association. 

These  tables  are  computed,  as  explained  in  the  preface  of  the 
pamphlet,  assuming  that:  "the  working  stress  in  shearing  is  one- 
twentieth  of  that  in  cross-breaking." 

To  realize  this,  take  for  instance  the  tabular  figures  for  a  short- 
leaf  yellow  pine  beam,  1  in.  wide,  16  in.  deep,  on  a  12-ft.  span. 

3     F  2  .    ^         1000 

The  foregoing  formula,  S  =  —  — ,  or  V  =  —  h  d  <S,  if  S  =  -^^ 

=  50,  h  =  1  in.,  d  =  16  in.,  and  notins:  that  the  total  load  is  equal  to 
twice  the  end  reaction  for  uniform  loads,  (rives  : 

4cZs  4X16X50  ,  r^'-r^  u 

W = =10/0  lb. 

""      3  3 

Therefore  the  tabular  values  correspond  to  a  safe  shearing  stress  of 
50  lb.  per  sq.  in.,  whereas  the  value  generally  accepted  in  ordinary 
practice  is  100  lb.  per  sq.  in.,  and  therefore  the  safe  load  on  the  fore- 
going beam  should  be  2140  lb.  or,  say,  twice  as  much  as  shown  in 
the  table. 

Therefore  the  assumption  of  "working  shearing  stress  =  one- 
twentieth  of  allowable  extreme  fiber  stress"  does  not  agree  with  actual 
practice.     Doubtless   this   error   came   through   overlooking   these   two 

facts : 

The  working  cross-breaking  stresses  recommended  by  the  Associa- 
tion of  Railway  Superintendents  refer  to  the  ultimate  extreme  fiber 
strain  as  an  average  between  the  ultimate  endwise  compressive  and 
tensile  strengths. 
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The  ultimate  cross-bending  strains,  as  shown  in  the  United  States 
Forestry  Department  tables,  agree  fairly  well  with  the  values  of  R 
deduced  from  the  well-known  formula: 

I 

Bending  moment  =  B   ^ 

applied  to  a  beam,  1  in.  square,  and  of  1  ft.  span,  supported  at  each 
end,  loaded  with  a  center  breaking  load,  W,  given  by  actual  tests. 

The  writer  has  not  at  hand  the  center  breaking  loads  from  the 
Forestry  Department  tests,  but  has  come  to  this  conclusion  by  using 
the  values  given  in  Trautwine's  "Pocket-Book." 

In  the  latter  case  it  is  a  matter  of  fact  that,  for  white  pine  and 
similar  material,  the  ratio  between  shearing  with  the  grain  and  cross- 
bending  (ultimate)   is  about  one-twentieth. 

Another  important  point  in  bridge  building  is  the  depth  to  be  given 
to  a  girder  to  stand  a  certain  strain,  which,  as  far  as  the  writer 
knows,  has  never  had  a  definite  solution.  Experience  shows  it  to  be 
from  one-ninth  to  one-twelfth  of  the  span,  which  is  not  definite.  At 
the  same  time,  experience  shows  the  maximum  allowable  deflection  of 
girders  under  good  conditions,  and  from  this  the  depth  can  be  deduced 
as  follows : 

The  value  of  the  bending  moment  due  to  the  actual  axle  loads 
being  nearer  to  the  value  for  the  equivalent  uniform  load  than  to  the 
moment  due  to  a  single  concentrated  load,  we  may  refer  the  actual 
deflection  of  the  girder  to  the  formula  for  uniform  loads. 

For  the  sake  of  accura.cy,  however,  the  total  uniformly  distributed 
load  must  be  computed  so  that  the  maximum  bending  moment  it 
produces  shall  be  equal  to  the  maximum  bending  moment  due  to  the 
actual  loading  diagram. 

Call  M  the  actual  maximum  bending  moment,  I  the  span,  and  W 
the  total  uniform  load: 

M=-~,  and  therefore  W  =  -^ (2) 

o  i 

The  deflection  is  given  by  the  formula: 

•^      77  X  J5;  X  I,  ^^    77  "  384 

W  f 

From  which,  I  = — (3) 

llXEXf 
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Otherwise,  call  S  the  permissible  unit  stress,  F  the  flange  area,  and 
d  the  depth  of  the  girder: 

M  =  S  X  F  X  d. 

At  the  same  time,  assuming,  as  in  regular  practice,  that  the  bend- 
ing moment  is  entirely  resisted  by  the  flange  area: 

F  X  d^  2  I 

/=  -  ,  and  F  =~-j./  ,  and  therefore: 

„      S  X  2  X  /  ,,   ,       2  S  I        ,  ,      2  S  7 

^  =  — d^  -^^'  =  -d-'""'''^=^r ^'^ 

From  Equations  2  and  3, 

i  =  ^-^,  T-,    .    •—  —'  T^  w  ^^  ^^^  substitutmg  this  value  in  Equation  4, 
nX  F  X  J        n  E  Xf  ^  ' 

,      2  SX^  Ml'       2XSX  Sf   ,       ^.  ^     r 

^  11  X  E  f  M  ^  11  X  EX  f  ^^  ^^^^^'  of  course,  the  span,  Z,  is  ex- 
pressed in  inches  ;  but,  if  the  span  be  measured  in  feet: 

^  .•     u     X       2  X  8  X  144  X  ^^  X  t"  (feet) 

d  (inches)  = — = —. 

^  ^  11  X  EXf  (inches) 

Assuming  E  =  29  500  000  lb.,  and  S  =  10  000  lb., 

_  2  X  8  X  144  X  10  X  f  (feet)  _  Z^(feet) 

~  77  X  295  X  100  X  /  ""     '        100  X  / 

As  for  the  value  of  f,  although  it  might  go  up  to  the  limit  of  1  in. 
in  a  100-ft.  span,  the  writer  finds,  after  working  out  the  depths  of  the 
plate-girder  spans  on  this  road  from  25  to  85  ft.,  that  the  results  of 
the  foregoing  formula  (assuming  a  deflection  of  J  in.  in  a  100-ft.  span) 
agree  with  the  actual  dimensions  within  2  or  3  in.  in  most  cases. 

The  following  is  an  example:  In  the  80-ft.  girder  span  over 
"Los  Andes"  Kiver  on  the  Guatemala  Railway,  I  =  80  ft.  The 
deflection  should  be  0.875  X  0.8  =  0.7  in.  in  order  to  keep  the 
standard  of  i  =  0.875  in.  per  100  ft.  of  span. 

In  this  case 

/       im.       ^^400  1.014X6  400       ^^^. 

rf  =r  1 .014 =: =  92,  <  in. 

100  X  0.7  70 

The  actual  depth  of  the  girder  as  built  by  the  Baltimore  Bridge 
Company  =  90  in. 
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DISCUS  sioisr 


W.   J.   C.  Ho  WALT,  Assoc.  M.  Am.  Soc.   C.  E.   (by  letter).— The     Mr. 

,1  Howalt. 

author  says: 

"It  is  stated  in  the  textbooks  on  applied  mechanics  that  a  con- 
tinuous beam  on  three  supports  can  be  dealt  with  as  two  separate 
beams  fixed  at  the  intermediate  point  and  simply  supported  at  the 
ends." 

The  foregoing  statement  holds  good  only  when  the  following  con- 
ditions are  fulfilled: 

1.  The  two  spaces  must  be  equal. 

2.  All  three  supports  must  be  on  a  straight  line. 

3.  Cross-sections  of  the  beam  symmetrical  around  the  center  sup- 

port must  be  equal. 

4.  The  loads  must  be  arranged  symmetrically  around  the  center 

support. 

Conditions  1  and  3  are  fulfilled  in  the  author's  case.  Condition  2 
is  assumed  to  exist,  but,  when  settlement  is  feared,  it  is  quite  ad- 
visable to  consider  what  effect  this  may  have.  Condition  4  is  not  ful- 
filled at  all,  and  renders  the  whole  deduction  void. 

Apply  a  load,  as  in  Fig.  1,  and  call  the  supports  A,  B,  and  C,  as 

indicated  in  Fig.  2.     The  reaction  at  B,  as  found  by  the  author,  hap- 

Wh         1 
pens  to  be  correct.     The  reaction  at  A   will  be —  —  Z,  and  at  C 

a  +  6        2 

= o"  ^ '  *^^®'  b®i°g  ^^  uplift,  must  be  counteracted  by  anchorage. 

On  page  242  the  author  accounts  for  the  total  external  load  in 
the  reactions  at  A  and  B  (his  equation,  Z  +  Z  =  Tf).  It  must  be 
assumed,  therefore,  that  no  anchorage  is  applied  at  the  C  end  of  the 
beam,  but  this,  in  turn,  will  change  the  continuous  beam  to  a  simple 
one  supported  at  A  and  B,  with  an  overhanging  end  on  which  no 
load  acts,  and  for  which  the  formulas  are  not  applicable. 

Now  look  at  Fig.  3,  whicli  is  supposed  to  be  a  diagram  showing  the 
loading  for  maximum  bending  moment  for  both  simple  and  continuous 
beams;   in  neither  case  is  this   diagram  correct. 

In  the  first  case  assume  the  train  coming  in  at  B  and  stopped  when 
the  12-ton  axle  is  4.69  ft.  from  B.  We  will  then  get  a  maximum 
moment  of  42.07  ft.-tons  against  the  author's  "maximum"  moment  of 
38.7  ft.-tons. 

Eegarding  the  second  case:  The  writer  will  only  refer  to  Fig.  2. 
This  position  of  the  load  gives  a  moment  at  B  =  49.92  ft-tons  against 
the  author's  "maximum  moment  of  30.00  ft-tons.     In  both  cases  the 
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Mr.      ioriiiiil:i    t'di-    iiKniifiit,    M,   oil    p;i^o   244,    was    used,   which    toriiiuhi,   by 
tlie  way,  is  wrong. 

Tlie  author  makes  no  (h'stinction  between  reaction  and  shear. 
With  loadings  as  in  Fig.  I]  iind  with  continuous  beams,  the  maximum 
reaction  is  19.7  tons,  but  the  maximum  shear  is  only  18.55  tons.  He 
should  explain  why  he  uses  the  same  position  of  the  load  for  finding 
both  maximum  moment  and  maximum  shear. 
Mr.  William  P.  Parkkr,  M.  Am.  Soc.  0.  E.  (by  letter). — The  author's 

treatment  is  on  the  assumption  that  a  continuous  beam  on  three 
points  of  support  can  be  dealt  with  as  two  separate  beams  fixed  at 
the  middle  point  and  simply  supported  at  the  ends. 

This  assumption  is  incorrect,  as  a  load  on  either  span  affects  the 
reactions  on  all  three  supports. 

For  any  load,  W  (Fig.  4),  the  sum  of  the  reactions  at  1  and  2  is 
greater  than  IF,  while  the  reaction  at  3  is  negative.  The  three  re- 
actions, R^  -\-  E^  -{-  R^,  of  course,  are  equal  to  IF. 

The  purpose  of  the  investigation  seems  to  be  primarily  to  find  the 
reactions  at  R^,  the  intermediate  support,  for  any  load  or  series  of  loads. 
By  the  method  in  the  paper,  the  results  give  a  much  less  reaction  than 
the  correct  one.  The  writer,  for  his  work  in  reinforced  concrete  de- 
sign, uses  the  curves  in  Fig.  4,  which  give  directly  the  reaction  at 
all  three  points  of  support  for  a  concentrated  load  in  any  position  and 
the  results  from  a  series  of  loads  can  be  combined  arithmetically  to 
give  the  resultant  reactions.  With  the  reactions  found,  it  is  easy  to 
ascertain  the  bending  moment  and  shear  at  any  point  on  the  beam, 
and  locate  points  of  contraflexure. 

Using  the  notation  on  Fig.  4:    From  the  theorem  of  three  moments, 
for  any  load  in  the  span,  1-2,  TF  produces: 
Moment  M^  =        0 
Moment  M^  =  —  I  id  (a — a^) 
Moment  M^  =        0 

Taking  the  center  of  moments  at  the  different  supports,  and  ex- 
pressing the  given  moment,  the  algebraic  sum  of  the  reaction  and  loads 
multiplied  by  the  arms  gives  three  equations.  These,  together  with 
the  equation,  R^  -{-  R^  -\-  R^  =  TF,  make  it  possible  to  solve  for  the 
values  of  the  reaction,  as  follows : 

R^  ^  -\-  wh  —  I  w  (a — a^) 
R^  ^  -\-  wa  -\~  ^  w  (a — a^) 
R^  =  —  i  w  (a — a^) 

These  three  equations  were  used  in  laying  out  the  curves  in  Fig.  4. 
The  results  from  the  use  of  the  curves  are  readily  checked,   for, 
having  found  the  reactions  for  a  given  W, 

^1  +  ^2  +  ^3  =  ^^- 


I 
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CONTINUOUS  GIRDER  OVER  3   POINTS  OF  SUPPORT 
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Diagram  gives  reactions  at  Supports    i^i,jR2  *&  -^3  for  a  Load 
"«^"  at  distance  "a''  from  Support  Ej.     Lower  horizontal  line 
represents  different  values  of  "a".     Where  vertical  from  given 
value  intersects  the  different  curves  will  give  directly  fo  oi^'W 
which  goes  to  each  of  the  Supports. 
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il^lt....  ^'  ^"^AR  Y  Boy,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— Kegard- 

iny:  tlie  four  conditions  required  to  deal  with  a  continuous  beam  as 
thoujj:h  it  were  two  independent  beams  fixed  at  the  intermediate  sup- 
port, Conditions  1  and  3  are  of  course  fulfilled  and  also  Condition  2, 
because,  when  settlement  is  feared,  a  structure  is  not  supported  at 
diiferent  levels,  but  on  the  same  level;  and  it  is  under  the  condition 
of  the  same  level  that  loads  act  on  the  structure,  which  will  settle  un- 
evenly if  the  foundations  are  not  well  proportioned  to  the  loads  they 
are  to  sustain.  This  is  what  must  be  avoided;  therefore,  it  cannot  be 
considered  as  an  actual  working  condition. 

As  for  Condition  4,  it  is  not  mathematically  fulfilled,  but  might 
be  accepted  as  approximate  enough,  because  the  position  of  the  engine 
for  the  maximum  reaction  on  the  intermediate  support  agrees  very 
nearly  with  it,  for  which  the  writer  refers  to  Fig.  2  and  to  Article  15 
of  "Railroad  Construction,"  by  W.  L.  Webb,  M.  Am.  Soc.  C.  E.,  in 
regard  to  the "  possibility  of  assuming  uniform  axle  loads,  uniformly 
spaced,  in  computing  trestle  works,  with  results  approximate  enough 
in  actual  practice,  which  is  the  writer's  standpoint,  as  stated  in  the 
preface  of  the  paper. 

Moreover,  it  is  usual,  in  working  out  solutions  of  engineering 
problems,  that  some  assumptions  be  made,  for  the  sake  of  simplicity 
in  the  resulting  formulas,  provided  they  prove  to  be  approximate 
enough  in  practice. 

In  quoting  the  equation  for  the  reaction  at  A,  Mr.  Howalt  shows 

Wh        Z  .  .    .    Wb         ^ 

'  —  —  instead  of ,  —  Z,  according-  to  the  writer's  development ; 

a+62  a  +  6'  "^  p^ 

that  is  the  point  in  discussion,  and  the  uplift,  —  Z,  has  been  taken 

into   account  when   calculating  the   reaction. 

As  for  Fig.  3,  which  was  used  as  a  loading  diagram  to  compute 
the  cross-section  of  beams,  the  writer  accepted  it  in  spite  of  the  fact 
that  it  is  not  absolutely  exact,  either  for  the  bending  moment  or  for 
the  end  reaction,  because,  if  refined  accuracy  is  not  required,  it  is  rather 
usual  to  compute  the  bending  moments  by  placing  the  heaviest  axle 
loads  about  in  the  center  of  the  span,  and  the  others  in  their  relative 
positions.  As  for  the  reactions,  they  are  calculated  for  the  heaviest 
total  load  on  the  beam,  and,  after  stating  that  the  formula  obtained 
for  the  moment,  M,  ought  to  be  disregarded  in  practice,  the  writer 
did  not  consider  it  necessary  to  go  fully  into  the  matter,  as  everybody 
is  acquainted  with  the  influence  diagrams  and  the  method  of  the 
French  engineer,  M.  Barre,  of  fixing  the  position  of  the  center  of 
gravity  of  the  axle  loads  for  the  maximum  bending  moment  on  end- 
supported  beams. 

The  foregoing  assumption  might  be  checked  as  follows : 

Let  M  =  38.7  tons,  as  accepted  in  the  writer's  calculations,  so  that 
M  =  19.3  tons  under  each  rail  =  232  in-tons  =  0.5  tons  (permissible  I 
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stress)  X      (section   modulus).      Therefore,  ^  =  404,  which  practically         Mr. 

^        Z  ^  V'ilar  y  Boy. 

corresponds  to  two  6  by  16-in.  pieces,  the  section  modulus  of  which 
is  512. 

Using  the  bending  moment,  M  =  42.07  tons,  as  worked  out  by 
Mr.  Howalt,  M,  under  each  rail  =  21.03  ft-tons  =  252.36  in-tons,  and 

assuming  as  before  that  S  =  0.5  tons,  -  =  504.72,  which  also  corresponds 

to  two  6  by  16-in.  pieces. 

Therefore,  the  writer's  purpose  being  only  the  comparison  of  the 
resulting  cross-sections  for  the  same  loading  diagram,  both  in  the  case 
of  the  end-supported  beam  and  of  the  one  fixed-end  beam,  the  use  of 
Fig.  3  does  not  appear  to  be  unreasonable. 

The  value  of  M  =  30  ft-tons  does  not  apply  to  Fig.  2,  as  Mr. 
Howalt  appears  to  think,  but  to  Fig.  3,  which  might  be  ascertained  by 
checking  up  the  arithmetical  calculations,  so  that  really  it  cannot 
be  compared  to  the  value,  M  ==  49.92  ft-tons,  obtained  by  Mr.  Howalt 
for  Fig.  2,  even  if  such  value  be  correct. 


Fig.  5. 

The  writer  does  not  like  to  insist  on  trifles,  but  his  attention  was 
called  to  the  fact  that  the  bending  moment  for  a  continuous  beam 
under  concentrated  loads  is  higher  than  for  an  end-supported  beam 
covering  the  same  span  at  the  rate  of  49.92  ft-tons,  as  against  42.07 
ft-tons  (both  figures  calculated  by  Mr.  Howalt),  and  although  the  mat- 
ter has  been  explained  quite  definitely  by  Mansfield  Merriman,  M. 
Am.  Soc.  C.  E.,*  the  writer  checked  up  the  foregoing  figures  as  in 
Fig.  5. 

The  central  load  of  12  tons  being  disregarded,  as  it  bears  directly 
on  B,  and,  therefore,  produces  no  deflection,  the  theorem  of  three 
moments  for  concentrated  loads  might  be  applied  to  the  two  11-ton 
axles,  and  therefore: 

M'  V  +  2  M"  (V  +  I")  +  M'"  I"  =  —  P'  V  (K  —  K'^) 
—  P"  V^  (2  K—  3  K^  +  ii^). 

As  the  beam  is  simply  supported  at  the  ends,  M'  =  M"'  =  0.  Also, 
V  =  r  =  12  ft.,  K  =  0.54  for  the  first  span,  and  K  =  0.5  for  the 
second  span. 

*  "  Mechanics  of  Materials,"  Chapter  on  "  Comparison  of  Beams." 
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Mr.  Then : 

ViiHi-  y  Bov. 


4S  M"  :=  _  11  X  IN  (().:,4-    o.Ki)        11  X  144  (1  —0.75   |   O.l-j:,) 
4S3f"  =_  11  X  144  (0.r)4  — (».10  f  1  —  0.75  +  O.l'io) 

=  -  11  X  144  X  0.755  =  —  1  195.92  ;  and  M"  =  —         '^^ 

48 

=  —  24.91  ft-toiis,  as  against  49.92  ^nvcii  by  Mr.  Ilowalt. 

Dealing  with  the  continuous  beam  as  though  it  were  two  separate 
beams  fixed  at  the  intermediate  support,  and  applying  the  writer's 
formula  for  M,  the  results  are  as  follows: 

For  the  first  span  =  25.2  ft-tons; 
For  the  second  span  =  24.7  ft-tons ; 

as  against  the  24.91  ft-tons  given  by  the  theorem  of  three  moments, 
whereas  Mr.  Howalt's  figures   are  about  twice  as  great. 

As  the  obtained  value  for  the  reaction  at  B  "happens  to  be  correct," 
and  the  value  of  M,  according  to  the  same  method,  also  happens  to 
be  very  close  to  the  exact  figures,  and,  moreover,  as  the  whole  de- 
duction is  in  accordance  with  the  general  principles  of  the  theory  of 
flexure,  the  writer  thinks  that  his  method  is  not  altogether  wrong, 
although  he  considers  that  in  practice  it  must  be  disregarded  in  com- 
puting the  cross-sections  of  stringers,  as  stated  in  the  paper. 

Referring  to  Mr.  Parker's  discussion,  the  only  point  to  be  decided 
is  whether  or  not  the  results  obtained  by  considering  the  continuous 
beam  as  two  independent  beams,  fixed  at  the  middle  point,  are  approxi- 
mate enough  in  practice.  Of  course,  the  deduction  on  the  basis  of 
the  theorem  of  three  moments  is  mathematically  exact  and  excludes 
any  assumption,  and,  furthermore,  JMr.  Parker's  formulas  are  so  handy 
that  had  the  writer  known  of  them,  he  would  have  accepted  and  used 
them  instead  of  working  out  the  solution  of  the  same  problem  in  a 
different  way. 

At  the  same  time,  Mr.  Parker's  conclusion  as  to  the  method  in  the 
paper  giving  a  much  less  reaction  at  R^  than  the  correct  one,  is 
probably  due  to  the  fact  that  the  percentage  shown  by  the  curves  in 
Fig.  4  refers  to  the  actual  load  on  the  beam,  whereas  the  percentage 
shown  in  the  paper  refers  to  the  calculated  reaction  without  regard 
to  the  continuity  of  the  beam. 

The  figures  obtained  by  applying  Mr.  Parker's  formulas  to  Fig.  2 
will  prove  it: 

i?2  =  ^f^'ci  -f-  ^  ^<"  («  —  ct^)  gives  the  following  results  : 

For  the  left-hand  load,  R^  =    8.03  as  against  8.06  shown  in  the  paper. 
For  the  right-hand  "     R'.,  =    7. .59  "         "       7.56      "       "    "        " 
Load  restinir  on  B.     R"\  =  12.00  =  12.00      "       "    "        " 


Total  reaction  at  B,  27.62  =  27.62  shown  in  the  paper. 
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In  order  to  prove  that  the  foregoing  result  is  not  a  mere  coincidence,        Mr. 
the  writer  tried  to  compare  both  formulas  (Mr.  Parker's  and  his  own)  ^''^'  ^  ^'^^• 
from  a  theoretical  and  abstract  standpoint,  as  follows: 

To  avoid  any  misunderstanding,  the  symbols,  a  and  h,  in  the  writer's 
formula  will  be  expressed  in  Greek  letters,  a  and  ^8,  because  in  such 
formula  a  and  h  represent  the  actual  dimensions,  in  feet,  whereas  in 
Mr.  Parker's  they  are  fractional  factors,  so  that  the  actual  lengths 
of  the  two  stretches  of  beam  are  al  and  hi,  respectively,  that  is  to  say, 
a  =  al  and  ^  =  II,  and  as  a:  +  ^  must  be  equal  to  the  total  span,  I, 
it  follows  that  a  +  ?)  =  1. 

Therefore,  the  writer's  formula: 
Wa        Wa/3  (1+  a) 
T'^  2  1^ 


Ji   —  — \- -^^ -,  will  be  easily  reduced  to  : 


WXalXbl(l-^al)       _^_      ,    WfXah(l^a) 

W 

B2  =  Wa  +  --  X  a&  (1  +  a),  but  5  =  1  —  a,  so  that 

W  w 

R^=  TFa  +  ;-Xa(l  — a)  (1  +  a)  =  TFa  + yXa  (1— a^ 

W 

R^=Wa  +  —  {a  —  a^) 

which  is  identical  with  the  resulting  formula  on  the  basis  of  the 
theorem  of  three  moments,  this  being  why  the  writer  believes  that 
Mr.  Parker's  assertion,  about  the  different  results  obtained  from  his 
and  the  writer's  formula,  is  due  to  a  misunderstanding. 

Similarly,  the  writer's  formula  for  R,  might  be  reduced  to : 

E^  =z  loh  —  ^w  (a  —  f/) (4) 

against  i?j  =  wb  —  -    iv  (a  —  a^)  from  the  theorem   of  three   moments, 

1  „       , 

the  difference  between  these   two  values  being  —  --  w   (a  —  a**),  the 

maximum   of  the   absolute  value  of  which    (for   a   constant  load,   w) 
corresponds  to  the  maximum  value  of  (a  —  a^),  the  first  derivative  of 
which : 
1  —  3  a^  equalized  to  0,  that  is  to  say,  1  —  3  a^  =  0,  solved  for  a  leads 

to  a  =  KJ-  =  '\/0.3333  =  0.58,  which  corresponds  to  a  maximum  of  the 
function,  as  the  second  derivative  is  a  negative  expression. 

Therefore,  the   maximum  absolute  value  of  --  w  (a  —  a^)  should  be: 

w  (0.58  —  0.20)   =  ~-  IV  X  0.38  =  0.095  w,  or,  in  other  words,  the 
4  4 
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Mr.  inaxiiiiiiMi    iTror   in    the   vjiluc   of   R^,   duo  to   tlu;   writer's   assumption, 

\iiiiry  Boy.  gijould  be  9A%  of  the  load,  w,  in  case  only  one  span  is  loaded,  as  sliovvn 
in  Fi^.  4. 

If  the  two  spans  are  loaded,  as  in  Fig.  6,  the  reaction  at  A  should 
be  as  follows: 

On  aecount  of  the  load,   W,    i\  =  W  b  —       W (a  —  a*') 

u         u        u     u      u^jY'^r^'  =  (      )—  W  (a'  —  a''-^) 

and,  thurofore,  tlu'  total  reaction  at  A  would  be  : 

n^=^  Wh  —      W  (a  —  fc"^)  —  W  (a'  —  a'^) 

and,  if    W=  IF',  a  =  a',  h  =  h' ,  or,  in    other   words,  if  the    spans  be 

symmetrically  loaded  :  B^  =^  ic  h —     iv  (a  —  a"^),  which  is  identical  with 

Equation  (4),  so  that  if  the  axle  loads  are  uniform  and  uniformly 
spaced,  which  is  the  case  of  the  engine  drivers  in  the  standard  loading 
diagram,  both  formulas  (Mr.  Parker's  and  the  writer's)  should  lead  to 
exactly  the  same  values. 


k a >i< b 5J< o >i< a >t 

i  (^       [ @ 1, 

A$  Wb  AC 


->t^ 


Fig.  6. 

As  for  the  actual  axle  loads,  the  conditions  prove  to  be  so  close  to 
symmetry  that  the  difference  between  the  results  of  both  formulas 
may  be  disregarded  in  practice. 

Referring  again  to  Fig.  2 :  / 

a  =  0.54,  h  =  0.46,  a'  =  O.o,  h'  =  0.5,  W=  W  =  11  tons,  so  that 
by  using  Mr.  Parker's  method  : 

i?^  =  11  X  0.46  —  ]    11  (0.54  —  0.16)  —   -    11  (0.5   —   0.125)  J 

4  m 

=  11  (0.46  _  0.095  —  0.094)  =  11  X  0.271  =  2.9S1  tons.  ■ 

Whereas,  the  writer's  method  gives  : 

nXjj_n  X  6.5  X  5.5  X  18.5  ^^^^^^_^^^^^^ 
1  12  3  456 

=  11  X  0.269  =  2.959  tons. 

The  error  is  2.981  —  2.959  =  0.022  tons,  that  is  to  say,  less  than  1% 
of  the  exact  value,  which  is  within  the  error  of  the  slide-rule,  the  use 
of  which  is  generally  accepted. 
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Keviewing  the  whole  discussion,   the  following  conclusions   might         Mr 
be   obtained:  VilaryBoy. 

First. — As  for  the  value  of  the  reaction  at  the  intermediate  sup- 
port (which  was  the  writer's  primary  purpose),  the  assumption  of  a 
continuous  beam  being  equivalent  to  two  separate  beams  fixed  at  the 
intermediate  support  proves  to  be  absolutely  exact  in  any  case. 

Second. — As  for  the  reaction  at  the  ends  and  the  bending  moment, 
the  above  assumption  is  absolutely  correct  in  the  case  of  the  two  spans 
being  symmetrically  loaded,  and  approximate  enough  in  practice  for 
the  actual  loading  diagrams. 

Third. — As  for  the  reaction  at  the  ends  and  the  bending  moments, 
the  assumption  should  be  incorrect  in  the  case  of  only  one  span  being 
loaded,  which  is  not  the  actual  loading  diagram  in  the  problem  sub- 
mitted by  the  writer. 
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Of  recent  years  many  data  have  been  accumulated  from  the  pub- 
lished results  of  tests  of  the  strength  of  columns  and  struts.  The 
application  of  these  tests  to  the  various  cases  that  occur  in  the  design 
of  columns,  however,  gives  rise  to  some  difficulties,  owing  principally  to 
a  want  of  some  general  method  by  which  the  experimental  data  may 
be  co-ordinated.  Eor  instance,  from  the  individual  tests  on  braced 
struts,  the  proportions  to  be  adopted  for  bracing  can  be  approximately 
determined,  but  no  rules  based  on  these  tests  have  been  formulated 
which  are  generally  applicable. 

In  this  paper  it  is  proposed  to  consider  briefly  the  derivation  of 
the  Rankine-Gordon  formula  and  the  writer's  formula  for  columns,  and 
then  compare  some  of  the  values  obtained  from  tests  on  columns  with 
those  derived  from  the  formulas  applicable  to  the  particular  cases 
considered.  Some  criticism  on  column  formulas  and  their  application 
to  the  design  of  struts  will  then  be  given,  and  some  suggestions  offered 
as  to  the  lines  on  which  the  co-ordination  of  experimental  work  in  this 
direction  should  proceed. 

A  bibliography  of  the  literature  of  the  subject  is  given  in  the 
appendix,  together  with  titles  of  papers  by  the  writer  referred  to  in 
the  text. 

At  different  times  various  formulas  have  been  put  forward  to 
determine  the  strength  of  columns;  of  these,  the  writer  considers  the 
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Rankine-Gordon  formula  to  be  the  best.  The  following  quotation 
from  Mansfield  Merriman,*  M.  Am.  Soc.  C.  E.,  also  supports  the 
writer's  opinion: 

"The  theoretic  basis  of  Rankine's  formula  seems  far  more  satis- 
factory than  that  of  any  other  which  has  been  proposed  for  the  dis- 
cussion of  such  columns  as  are  used  in  engineering  practice." 

This  formula  is  of  a  form  proposed  by  Tredgold  and  afterward 
revised  by  Gordon,  who  determined  the  approximate  value  of  the  con- 
stants; it  was  then  modified  by  Rankine,  who  substituted  the  value  of 
the  radius  of  gyration  for  the  diameter  of  the  cross-section.  The 
formula  only  applies  to  solid  columns,  and  requires  modification  when 
used  for  hollow  or  irregular  forms  of  cross-section.  It  may 
be  derived  as  follows :  Consider  the  column  of  uniform  cross- 
section  shown  by  Fig.  1,  and  assume  that  it  is  slightly  bent 
by  the  load,  P;  then  the  bending  moment  at  the  middle  is 

M  =  P  d  =  p  A  d (1) 

Where  P  =  the  load  on  the  column, 
d  =  the  central  deflection, 
p  =  the  load  per  unit  area, 
and  A  =  the  area  of  the  cross-section. 
From  the  theory  of  flexure, 

M   __    pj 
^~  ~  ^  ^~ '^yits  •  sd^-  •  •  (2) 

Where  I  =  the  moment  of  inertia  of  the  cross-section  about 
a  diameter, 
y  =  the  distance  of  the  outer  fiber  from  the  neutral 
axis, 
and  pj  =  the  intensity  of  the   outer  fiber   stress   due  to 
bending. 
From  Equations  1  and  2  the  following  relation  obtains: 


f-d^  I 


p  A  d 


Pi  I 


Pi 

or  -— !-  = 


dy 


(3) 


y  p       p^ 

since  I  =  A  p'^,  where  p  is  the  radius  of  gyration  of  the  cross-section. 

If  the  cross-section  of  the  column  is  considered  as  being  made  up  of 

two  areas,  as  shown  by  Fig.  2,  one  of  which,  ^^,  transmits  the  direct 

stress  and  the  other,  A^,  transmits  the  bending  stress;  then,  if  the  outer 
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tiber  stress  due  to  bending  is  equal  to  the  direct  stress,  P  =^  p  A  may 
be  put  equal  to  p^  A^;  also,  /  =  A^p^,  giving 


Pi 
P 


-  Jll.  — 


dy 


(4) 


A ,  fj- 

This  relation  obtains  because  any  alteration  of  the  breadth  of  a 
given  cross-section  does  not  alter  the  value  of  p.  Adding  unity  to  both 
sides  of  Equation  3  and  putting  p  -\-  p^  =  f^  the  strength  to  com- 
pression of  the  material,  gives 

■'        (^; 


P  = 


1  + 


dy 


In  applying  Equation  5  to  columns  and  struts,  the  difficulty  arises 
as  to  the  determination  of  what  function  of  the  length  applies  to  d, 
and  it  can  only  be  approximated.  The  Rankine-Gordon  formula 
assumes  that  the  area,  A^,  transmits  only  the  direct  stress  and  is  not 
affected  by  the  bending  stress,  and  that  the  area,  A  2,  transmits  the 
bending  stress  and  is  not  affected  by  the  direct  stress;  and  further, 
that,  when  the  column  is  about  to  break,  the  in- 
tensity of  the  direct  stress  on  A^  is  then  equal  to 
the  intensity  of  the  bending  stress  on  the  outer 
fiber  of  A^.  This  assumption  gives  the  first  approxi- 
mation derived  from  theory,  and  errs  on  the  side  of 
safety,  because  the  strength  of  the  column,  con- 
sidered as  a  whole,  is  greater  than  that  of  the  as- 
sumed compound  column. 

From  the  theory  of  flexure,  the  deflection  of  the  column  is  given  by 
the  expression 


Fig.  2. 


d  = 


Tt''  Ey 


(6) 


where  E  =  Young's  modulus  of  elasticity,  L  =  the  length  of  the 
column,  and  the  other  terms  have  the  signification  already  given.  This 
expression  is  the  same  as  that  obtained  for  a  uniform  beam  supported 
at  its  extremities  and  carrying  a  load  proportional  to  the  ordinates  of  a 
sine  curve;  the  deflection  curve  is  then  also  a  sine  curve.  Substituting 
for  d  in  Equation  5  from  Equation  6  gives 


P  = 


A 


1  + 


Tt"  E  ft" 


(■) 
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which  is  the  form  of  the  Rankine-Gordon  formula  for  centrally  loaded, 
round-ended  columns.  In  order  to  modify  it  to  include  eccentrically 
loaded  columns,  assume  that  the  sinusoidal  deflection  curve  closely 
approximates  to  the  parabola;  then,  from  Fig.  1, 

fp 
^-^  +  ^ ^^> 

where  e  =  the  eccentricity  of  loading. 

Substituting  for  d  in  Equation  5  from  Equation  8  gives 

^  =  ^=    --      e/        fp-  ("> 

^     p^    ^    Tt^E  p^ 

which  is  the  modified  form  of  the  Rankine-Gordon  formula  for  eccen- 
trically loaded  columns. 

The  writer  has  given  the  further  modification  of  the  formula  to 
include  transversely  loaded  columns,  which  can  be  derived  as  follows: 
From  Equations  9  and  4, 


but 


.,\p^      ^'E  pV 

Pe_fA^e       p^ 


I  A^  p'        y 

hence  ^  +     /  ^'       ^  =  1 

f^  Tt'E  p'  A, 

f  f  V 

or 


(10) 


f-p^n'E  p'        A^ ;• 

giving,  from  Equation  4, 

P                       f 
^-A  =  ^     .     fP  f      W 

To  apply  the  formula  given  in  Equation  10,  a  supplementary  calcula- 
tion is  necessary  in  order  to  determine  the  load  required  to  produce  a 
given  fiber  stress,  p^-    Writing  Equation  10  in  the  form, 

^^-,— Z^ZTEZ. '''' 

Now  P^  =  -^,o,-A,  =  ^JL 

A         2^  2  —     ^        2   ' 


y      A^p^  p^p 


2<)'?  'I'm;  s'ri{i:\(i'i'ii  of  (joi.r.M  ns 

Mild  substituting:  for  A.^  in  Equation  12  gives 

M  =  ^!^ -A.  (i:>) 

f  I'      f 

To  determine  M,  tlie  kind  of  normal  loading  must  be  specified;  for 
a  unit'onii  load,  3f  =  ■-— ,    where    ic    is    the    intensity    of    the    load    per 

unit  length  on   the  column;   hence,   for  a   given   column,  when  M  is 

<:ivcn.  p,,  can  be  determined  from  iMiuatlon  1.'5,  and  conversely. 

w  I 
¥oT  the  uniform  load,  the  shear  stress,  S,  is  -.  ,  and  this  is  taken 

up  by  the  supports  at  the  ends  of  the  column;  there  is  also  the  internal 

shear  stress  of  the  column  to  be  considered.     Usually,  in  a  beam  or 

girder,  it  is  the  shearing  stresses  which  give  rise  to  the  bending  moments; 

in  columns,  however,  it  is  the  variations  of  the  bending  moments  which 

give  rise  to  the  shearing  stresses.    If,  then,  a  column  is  bent  to  its  proof 

deflection,  so  also  should  the  web   (if  properly  designed)   come  to  its 

proof  stress.     Now  consider  the  column  as  a  beam  supported  at  its   1 

extremities  and  bent  to  a  sinusoidal  curve.    If  w  is  the  intensity  of  the 

load  per  unit  area,  and  d  is  the  central  deflection,  the  bending  moment 

wdT^        ,  ^      wdl 
M  =  — 5-,  and  *S  = 

where  S  is  the  shearing  force  at  one  support.    Hence, 

^^— =.3f  =^ (14) 

n  y 

Now  M  =  Pd  for  the  column,  and  substituting  for  P  and  d  from 

Equations  6  and  7  gives 

/  t'A  fl' 

S  —  = 


'^   7t'  E  p' 

or  S  =  ^ , :Er-2 ^^'^^ 

y       I         7t  E  p^ 

From  this  equation  the  thickness  of  the  web  for  box-columns  can 

be  determined ;  for  braced  columns,  the  area  of  the  cross-section  of  the 

S 
bracing  is  given  by  the  equation,  a  =        sec.  S,  where    0    is   the    angle 

of  the  bracing  with  the  direction  of  the  shearing  force.     It  follows, 
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then,  from  Equations  13  and  15,  that  in  designing  columns  the 
external  and  internal  shear  stresses  must  be  considered  together. 

The  formulas  given  in  Equations  7,  9,  ?j:i;u  H  can  be  written  in  the 
generalized  form 

^  =  T^ /       /eJ    — 7P~T ^^^> 

which  may  be  regarded  as  the  modified  form  of  the  Rankine-Gordon 
formula  extended  to  include  eccentric  and  transversely  loaded  columns. 
The  formula  only  applies  to  solid  columns,  and  requires  modification 
when  applied  to  colum.ns  of  irregular  or  hollow  forms  of  cross-section. 

If  a  short,  hollow,  cylindrical  tube  be  tested  under  direct  compres- 
sion in  the  testing  machine,  it  fails  by  secondary  flexure  or  wrinkling, 
and  the  tube  breaks  up  into  a  series  of  waves.  From  a  comparison  of 
the  results  obtained  from  a  large  number  of  tests  by  the  writer,  it  was 
shown  that,  as  the  tube  becomes  larger  in  diameter  and  the  thickness 
less,  the  load  producing  failure  becomes  smaller,  and  it  is  not  until 
the  length  of  the  tube  is  less  than  a  wave  length  that  the  load  pro- 
ducing failure  approaches  the  resistance  to  compression  of  the  material. 
Hence  the  true  strength  to  compression  of  the  tube  is  the  load  which 
produces  the  wave  formation.  From  the  experiments,  and  also  from 
the  analysis,  it  was  found  that  the  wave  length  varied  as  the  square 
root  of  the  area  of  the  cross-section.  This  result  leads  to  the  following 
equation  for  the  limiting  load : 

./;  =  — ^ (17) 

1  +  ^^^ 
t 

where  f^  =  the  limiting  load  per  unit  of  area  on  a  column  of  one  wave 
length, 
/    z=  the  strength  to  compression  of  the  material, 
k    =  a  constant, 
p    =  the  radius  of  gyration  of  the  circular  cross-section  about 

a  diameter, 
t    =  the  thickness  of  the  circular  cross-section. 
Further   experiments    on    columns    of    square,    triangular,    and     H 
sections  showed  that  the  above  formula  applied,  not  only  to  circular 
sections,  but  to  these  sections  as  well,  the  coefficient,  Jc,  having  a  par- 
ticular value  for  each  cross-section. 


2G4 
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Keferriiig  now  to  liic  Ivankine-Gordon  formula  given  in  Equation  7: 
The  value  of  f,  the  strength  to  compression,  was  assumed  as  constant, 
whereas  the  experimem'LS.  show  that  it  is  a  variable  which  involves  the 
phenomena  of  secondary  fl^L'Xure,  and  therefore  should  be  replaced  by 
the  value,  fc,  given  in  Equation  17.  The  following  formula  is  then 
obtained : 


r 


J 


t  Tt^  E  p^ 


(18) 


This  formula  takes  into  consideration  both  primary  and  secondary 
flexure,  and  its  solution  involves  the  length  and  the  figure  and  thick- 
ness of  the  cross-section  of  the  column.  Also,  by  giving  values  to  h 
pertaining  to  the  different  figures  of  the  cross-section,  it  can  be  applied 
generally  to  all  forms  of  struts. 

When  eccentric  and  transverse  loading  require  to  be  taken  into 
consideration,  the  formula,  by  substitution  from  Equation  17  in  Equa- 
tion 16,  becomes 

P  r 


P  = 


(-'")(' -7.  7^,) 


+ 


7t''E  p\f 


f 


.(19) 


t  /  \       p-  r—p^/     Ti"  j^  p"  J  —  p^, 

Table  1  gives  the  constants  to  be  used  in  the  foregoing  formulas 
for  different  materials;  these  have  been  deduced  from  a  critical  exam- 
ination of  the  tests  on  columns   and  from  the  writer's  experiments. 

/     . ._._.-,„.. .      / 


The  value  of  the  constant,  c,  is 
for  fixed-ended  columns. 


„  _  for  round-ended  columns  and  ^     „  ^ 
7t^  E  4  Tt^E 


TABLE  1. 


Material. 


Nickel  steel 

Bessemer  steel 

Mild  steel 

Mild  steel,  annealed  — 
Wrought  iron,  annealed 
Cast  iron 


Strength  to 
compression.  /, 

in  pounds 
per  square  inch. 


120  000 

110  000 

80  000 

60  000 

.55  000 

110  000 


Modulus  of 
elasticity.  E. 


31  000  000 
31  000  000 
30  000  000 
30  000  000 
26  000  000 
14  000  000 


Round-ended 
columns,  c. 


2  800 
2  600 

4  000 

5  000 

4  500 
1 

1  300 


Fixed-ended 
columns. 


1 

11 

200 

10 

400 

16 

000 

20 

000 

18 

000 

5  200 
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The  coefficient,  k,  is  of  the  form    „- ,  where  N  represents  the  tabular 

Jii 

number  of  the  figure  of  the  cross-section  of  the  column.    On  Fig.  3  are 

shown  the  numbers  obtained  for  a  few  types  of  cross-section;  these 

have  been  obtained  from  tests  on  small  specimens,  for  which  reason 

they  can  only  be  considered  as  approximate. 

IT.  50 


Keo 

... 

2^.  120 


Fig.  3. 


On  Fig,  4  are  shown  the  results  of  some  tests  by  the  writer  on  mild- 
steel  columns,  i  in.  in  diameter.  The  values  obtained  for  the  solid, 
round-ended  columns  under  central  loading  are  shown  by  Curve  A,  and 
the  plotted  values  from  the  Kankine-Gordon  formula  by  Curve  2.     It 

will  be  noticed  that  these  curves  intersect  at  the  value  of  —  =  about 

I  ' 

40  to  45.     For  values  of  —  less  than  45  the  values  Sfiven  by  the  formula 


V?(ili 


nil';  srHi;.\(i  111  ur  columns 


are  slightly  higher  than   the  experimental  ones,  and  for  values  of 

between  45  and  120  those  given  by  the  formula  are  somewhat  less  than 

those  obtained  from  the  experiments.      For  vuhics  of  —  greater   than 

120  the  calculated  and  experimental  values  sensibly  agree  with  Curve  1, 
obtained  from  Euler's  formula.  The  writer  has  shown  that  the  experi- 
mental curves  can  be  closely  approximated  by  assuming  the  deflection 
curve  of  the  column  to  vary  in  some  proportion  less  than  the  square 
of  the  length;  the  resulting  formulas  then  become  more  complex  and 
are  of  little  use  for  the  practical  design  of  columns.  For  this  reason 
the   writer    adheres    to    the   Rankine-Gordon    as    a    practical    working 
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formula.  The  values  obtained  by  its  use,  except  for  very  short  columns, 
always  err  on  the  side  of  safety,  and  the  simplicity  of  its  form  must 
always  recommend  it  to  engineers.  When  evaluating  the  constants  for 
the  formula  from  experimental  data,  it  is  necessary  to  bear  in  mind 
the  relations  between  the  experimental  and  calculated  curves,  as  just 
pointed  out.  The  same  remarks  apply,  but  in  a  much  smaller  degree, 
when  allowing  for  secondary  flexure  in  the  writer's  formulas.  Ciirves  B 
and  3  show  this.  Curve  B  relates  to  a  series  of  tests  on  centrally 
loaded,  mild-steel  tubes,  |  in.  in  diameter  and  18  S.W.G  thick.  These 
have  been  selected  to  show  the  influence  of  secondary  flexure  on  the 
strength  of  such  columns.  Curve  3  shows  the  calculated  values  from 
the  formula.  Curves  C  and  Jj.  relate  to  the  same  tubes  but  having 
an  eccentricity  of  loading  of  i  in.    In  these  experiments  there  is  little 


i 


THE  STRENGTH  OF  COLUMNS  2G7 

variation  in  the  loads  producing  failure  for  a  large  range  of  the  length, 
owing  to  the  small  deflection  of  the  column  under  the  applied  load 
compared  with  the  eccentricity  of  loading. 

The  values  obtained  by  the  use  of  the  foregoing  formulas  will  now 
be  compared  with  the  results  obtained  from  some  experimental  tests  on 
columns.* 

The  first  results  are  those  of  compression  tests  on  channel  bars  of 
latticed  columns.f  From  the  writer's  experiments,  the  value  of  f,  for 
solid,  rolled,  wrought-iron  bars,  is  about  60  000  to  65  000  lb.  per  sq.  in. 
Assuming  the  greater  value,  then  Equation  17  becomes 

/.=^^^ m 

i  +  kJ^ 

From  the  sketches:}:  of  the  different  sections,  it  is  only  possible  to 
approximate  to  the  values  of  —  of  the  channel  sections.  Taking  the 
value  of  p  about  an  axis  perpendicular  to  the  long  side  of  the  section, 
and  dividing  by  the  thickness,  gives  —  approximately  9,  10,  11,  and  12, 

for  the  6,  8,  10,  and  12-in.  sections,  respectively.     These  numbers  give 

Ic  =  0.06,  approximately,  and  Equation  20  becomes 

65  000 
/c  =    (21) 

1  +  0.06  -^- 
t 

and  the  values  of  f^  for  the  6,  8,  10,  and  12-in.  sections  are  42  000, 
40  500,  39  000,  and  37  800  lb.  per  sq.  in.,  respectively.  On  comparing 
these  numbers  with  those  given  from  the  tests  on  the  shorter  lengths 
of  the  channel  bars  they  will  be  found  to  be  in  close  agreement. 

Substituting  from  Equation  21  in  the  Eankine-Gordon  formula 
gives 

P  65  000 


P 


1  +  0.06-^4-  ~^ ^ 

i        4  300    p^ 


E  being  taken  at  28  000  000.     The  data  in  the  sketches  and  tables  are 
not  sufficiently  precise  to  allow  of  any  great  accuracy  in  determining 

T  nnlK°^'^A?5^S^  ^^\^  ^-^^r^fx-^t^'  results  of  these  tests  are  contained  in  Professor 
SoSy     ^P  ^^  Mechanics"  (Ninth  edition),  and  some  are  in  the  Transactions  ot  t\ii& 

t  Lanza,  "  Apphed  Mechanics,"  pp.  422-423. 
t Lanza,  "Apphed  Mechanics,"  pp.  427-428. 


?nR  'IIIK   STKIiNdl  II    <)l     rOT.T-MVS 

the  values  of  p,  of  wliicli  two  nro  to  be  considered,  one  in  a  plane 
parallel  to  the  lacing  and  the  other  in  a  plane  perpendicular  thereto. 
Using  the  smaller  values  in  the  formula  gives  numerical  results  which 
approximate  to  the  experimental  values  in  the  tables*     The  constant, 

-,  has  been  deduced  for  round-ended  columns.     For  the  tests  given 


4  :my 

in  the  tables  the  friction  of  the  pins  prevents  this  condition  from  being 
satisfied,  and  therefore  the  constant  requires  to  be  modified  for  these 

tests;  a  value  of  about       .t    should  be  used. 

The  manner  of  failure,  as  stated  in  the  tables,  gives  but  little  in- 
formation as  to  the  way  in  which  the  lacing  was  affected  when  failure  of 
the  column  took  place.  As  already  pointed  out,  in  a  laced  column  the 
proportions  of  the  lacing  depend  on  the  shear  stresses  due  to  primary 
flexure  of  the  column.  Reverting  to  Equation  15,  and  applying  it  to 
the  test  column,  No.  463,t  gives  the  thrust  in  the  lacing  as  about 
1750  lb.  For  this  column,  the  following  are  the  approximate  data: 
From  Equation  21,  /  =^  42  000  lb.  per  sq.  in.,  A  =  4.68,  p  =  3  in. 
(nearly),  I  =  240  in.,  and  y  =  4.5.  Substituting  these  values  in 
Equation  15  gives 

— I 

;r  ^     80 
The  lacing  slopes  at  45°  (nearly),  giving 

P  =  S  sec.  6  ==  2  500  X  v^2  =  3  500  lb.  (nearly). 
This  thrust  is  taken  up  on  two  bars  of  the  lacing,  giving  1  750  lb. 
on  each. 

The  size  adopted  for  the  lacing  was  1.95  by  i  in.  in  cross-section 
and  11.3  in.  long  between  rivet  centers.  Assuming  the  bar  to  have  been 
hinged  at  the  ends,  the  safe  thrust  it  would  carry,  by  Equation  7, 
would  be 

65  000  X  1.95  X  - 
4 
P  = — 2 =  4  850  lb.,  approximately. 

1  +  "-—  — 
4  300 

As  the  calculated  tlirust  was  only  1  750  lb.,  the  bracing  was  of  ample 

strength.     This  seems  to  have  been  the  case  with  nearly  all  the  experi- 

*  Lanza,  "  Applied  Mechanics,"  pp.  422,  423,  425. 
t  Lanza.  "Applied  Mechanics,"  p.  425. 
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ments  given  in  these  tables,*  more  especially  as  no  particular  failures 
of  the  lacing  were  recorded. 

In  addition  to  the  shear  stress  due  to  primary  flexure,  there  also 
arises  the  question  of  the  proportions  to  be  adopted  for  the  lacing  when 
secondary  flexure  is  considered.  If  the  lacing  is  made  uniform 
throughout  the  column,  and  is  of  suflScient  strength  to  transmit  the 
shear  stresses,  it  is  also  of  ample  strength  to  resist  deformation  due 
to  secondary  flexure.  The  writer  has  shown  that,  in  the  case  of  the 
usual  box-  and  H -sections,  the  wave  length  of  the  wave  formation  is 
less  than  the  breadth  or  width  of  the  section.  In  a  laced  column,  the 
channel  bars  are  forced  by  the  lacing  to  take  up  a  wa.ve  length  of  twice 
the  length  of  the  lattice  spacing,  and  this  quantity  is  always  greater 
than  the  size  of  the  section.  Under  these  conditions  the  stresses  set 
up  in  the  lacing  due  to  secondary  flexure  are  small  compared  with  the 
shear  stress  at  the  ends  of  the  column. 

In  a  few  tests  of  Phoenix  columns,!  the  constants  deduced  there- 
from, on  substitution  in  Equation  18,  give 

P  70  000 


P 


A  p  1       l^ 

1  +  0.04  —  H ^ 

i  4  000  p2 


In  using  the  formula,  it  is  to  be  noted  that  the  columns  were  tested 
with  flat  ends,  and  therefore  the  ends  of  the  column  were  sensibly  fixed. 

For  these  columns,  the  constant,  --—-,  is  multiplied  by  — .     The  co- 

4  000  "^4 

efficient,    h   =   0.04,    for   these   sections,   has   the    smallest   value   yet 

obtained  from  tests  on  columns.     Therefore,  they  give  the  column  of 

maximum  strength  for  a  given  quantity  of  material.     The  writer  has 

previously  drawn  attention  to  the  advantage  of  stiffened  and  cellular 

forms  of  cross-sections  for  columns. 

The  results  of  a  number  of  tests  on  wrought-iron  pipe  columns  at 

the  Massachusetts  Institute  of  Technology^  will  be  considered  next. 

The  deduced  value  of  the  constants,  on  substitution  in  Equation  18, 

gives  !^ 

_    P^    _    65  000 

10    t     ^   4  000  p2 


*  Lanza,  "  Applied  Mechanics,"  pp.  422.  423,  425. 
+  Lanza,  "  Applied  Mechanics,"  p.  425. 
t  Lanza,  "  Applied  Mechanic?. "'  p.  440. 
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This  formula  agrees  closely  with  the  writer's  experiments,  ou  tubes 
of  much  smaller  diameters,  in  the  laboratory  of  Trinity  College, 
Dublin. 

Now  examine  some  tests  on  wrought-iron  Z-bar  columns  by  C.  L. 
Strobel,  i\l.  Am.  Soc.  C.  E."^'  The  Z-irons  used  in  making  the  columns 
were  2^  by  3  by  2i-in.  and  ^\j  in.  thick.  The  constants  deduced  from 
these  tests,  on  substitution  in  Equation  18,  give 

P  ()o  000 


P  = 


A  11^ 

1+0.4  + 


4  000  p2 
The  columns  were  tested  with  fixed  ends,  and  tJierefore  the  constant, 

1  1 

,  is  to  be  nmltiplied  by  — -.     The  value  of  k  — ,  for  the  section  of 


4  000'  ^  •'4  ^c*  «^  V,.  ,.    ^ 

those  columns,  cannot  be  given  until  further  experimental  data  have 
been  obtained. 

In  some  tests  on  eight  full-sized  Bessemer  steel  bridge  columns  by 
the  late  J.  G.  Dagron,  M.  Am.  Soc.  C.  E.,t  the  deduced  value  of  the 
constants,  on  substitution  in  Equation  18,  gives 

P  80  000 

^'  ^  Z^ i — I'' 

These  were  latticed  columns,  and  were  tested  with  pin  ends.  It  is 
necessai-y  to  make  a  slight  allowance  for  the  friction  of  the  pins,  which 

increases  the  value    of    the    constant   from   ^  ^^^  to  about  -—:—-.     The 

4  000  6  000 

lattice  bars  were  If  by  i  by  14^  in.,  center  spaced,  and  18  in.  apart. 
Keverting  to  Equation  15,  and  substituting  the  data  from  the  table,  the 
thrust  in  the  lattice  bars  at  the  ends  is  approximately  3  500  lb.,  and 
the  breaking  load  on  the  lattice  bars,  calculated  from  Equation  7,  gives 
3  300  lb.,  showing  that  the  proportions  for  the  bracing  were  closely 
correct.  The  columns  invariably  failed  by  crippling,  the  lattice  bars 
at  the  ends  of  the  columns  remaining  intact. 

The  data,  details,  and  results  of  some  tests  on  mild-steel  and 
wrought-iron  columns,  by  Professors  Talbot  and  Moore:}:  will  now  be 


*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XVIII,  1888,  p.  103;  also  Lanza,  "Applied  Mechan- 
ics/' p.  439. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  XX,  1889,  p.  254;  also  Lanza,  "  Applied  Mechanics," 
p.  495. 

t  Transactions.  Am.  Soc.  C.  E.,  Vol.  LXV,  1909,  p.  202;  also,  Bulletin  No.  kU.  University 
of  Illinois.  June,  1910.  ; 
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examined.     The  deduced  value  of  the  constants  from  Test  17  on  the 

mild-steel  column,  No.  1,  on  substitution  in  Equation  18,  gives 

r  GO  000 


%>  = 


A  ~  1        I' 

1  +  1.4  -h 


4  600   p' 

The  tension  tests  show  that  the  steel  was  of  a  very  mild  quality, 
and  for  this  reason  the  value  of  /  =  60  000  has  been  adopted.  The 
value  of  the  coefficient,  Ic,  is  approximately  0.09.  The  column  failed 
by  the  sudden  buckling  of  the  flange  between  adjacent  lattice  bars,  and 
therefore  the  ends  of  the  column  may  be  regarded  as  having  been  partly 
fixed.  Reverting  to  Equation  15,  and  substituting  the  values  from  the 
data  the  shear  stress  is  determined  as  being  approximately  3  800  lb.,  and 
the  thrust  in  two  lattice  bars  about  4  250  lb.  The  lattice  bars  were 
li  by  yV  by  18  in.,  and  the  breaking  load  on  these  bars,  calculated  by 
Equation  5,  gives  6  500  lb.,  and  for  two  bars  13  000  lb.,  showing  that 
they  were  of  ample  strength.  It  will  be  noted  that  the  column  failed 
by  crippling.  In  Test  No.  1'^  the  lattice  bars  were  1  by  i  in.  The 
breaking  load  on  these  bars,  calculated  by  Equation  7,  gives  1  000  lb. 
(nearly),  and  2  000  lb.  for  two  bars,  showing  that  they  had  only  half 
the  required  strength.  In  this  test  the  column  failed  by  the  buckling  of 
the  lacing. 

The  deduced  value  of  the  constants,  from  the  tests  on  wrought-iron 
columns,  on  substitution  in  Equation  18,  gives 

_  P_  55  000 

5  000    p" 
and  the  value  of  the  coefficient,  h,  approximately  0.08.     These  columns 
failed  by  crippling,  no  failure  of  the  lacing  being  recorded.    Calculating 
the  value  of  the  shear  stress  from  Equation  15  shows  that  the  lacing 
was  of  ample  strength. 

The  object  of  this  paper  is  to  draw  attention  to  the  merits  of  the 
Rankine-Gordon  formula,  and  of  the  writer's  formula  for  co-ordinating 
the  experimental  data  obtained  from  tests  on  columns.  The  formula 
takes  into  consideration  eccentric  and  normal  loading  and  secondary 
flexure,  which  covers  most  of  the  factors  that  arise  in  considering 
problems  on  columns ;  moreover,  the  formula  is  derived  in  a  logical  way, 
which  theory  shows  to  be  a  first  and  true  approximation  of  the  problem. 


*  Bulletin  No.  hh.  University  of  Illinois,  Table  7,  p.  35. 
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a  merit  which,  as  far  as  the  writer  is  aware,  is  not  possessed  by  any 
other  eoluniii  formula.  From  the  standpoint  of  the  engineer,  the  use  of 
theory,  for  the  purposes  of  design,  is  to  act  as  a  guide,  and  it  is  essen- 
tial to  know  within  what  limits  it  may  be  safely  relied  upon.  In  this 
respect,  the  derivation  of  the  formula,  as  already  pointed  out,  errs  on 
the  side  of  safety,  and  this  is  also  true  when  applying  it  to  evaluate  the 
shear  stresses  set  up  in  the  column.  Other  formulas  in  use  for  the 
design  of  columns,  such  as  the  straight-line  formula,  can  be  modified  to 
allow  for  secondary  flexure.  For  instance,  the  straight-line  formula 
can  be  put  in  the  form, 

P        ,    ? 
p  =  f  -  a      —h    - 
t  p 

where  a  and  &  are  constants. 

I 
This  formula,  although  useful  within  a  limited  range  of      ,  for  pur- 

P 

poses  of  rapid  design,  can  only  be  roughly  modified  to  include  eccentric 
and  transverse  loading;  and,  as  a  formula  for  co-ordinating  the  results 
of  experimental  tests,  is  of  little  value. 

The  writer  does  not  claim  that  any  great  accuracy  has  been 
obtained  in  deducing  the  constants  from  the  experimental  data  in 
the  paper.  The  data  given  with  the  tests  are  not  sufiScient,  and  the 
range  of  the  experiments  is  too  limited  to  allow  of  more  than  first 
approximations  being  obtained.  To  dissect  and  co-ordinate  the  mass  of 
experimental  data  now  in  existence  is  beyond  the  powers  of  any  one 
man,  and  the  work  can  only  be  carried  through  by  a  body  such 
as  the  American  Society  of  Civil  Engineers,  who,  the  writer  under- 
stands, has  formed  a  Special  Committee  to  deal  with  the  subject.  A 
co-ordination  of  the  experimental  data  on  column  tests  would  be  of 
great  value  to  the  Engineering  Profession,  and  the  American  Society 
of  Civil  Engineers  is  to  be  congratulated  on  being  the  first  to  take  the 
matter  in  hand. 


THE  STllENGTH  OF  COLUMNS  273 

APPENDIX. 


Bibliography. 

E.    Hodgkinson.      Philosophical    Transactions,   Royal    Society    of 

London,  1840,  p.  227. 
G.  Berkley.     "On  the  Strength  of  Iron  and  Steel."     Minutes  of 

Proceedings,  Inst.  C.  E.,  1869-70,  Vol.  XXX,  p.  215. 
T.   C.   Clarke.     "Iron  Bridges  of  Very  Large  Span  for  Railway 

Traffic."     Minutes  of  Proceedings,  Inst.  C.  E.,  1877-78,  Vol. 

LIV,  p.  179. 

E.  Winkler.     "Investigation  on  the  Strength  of  Columns."     Civil 

Ingenieur,  1878,  Vol.  XXIV,  p.  17. 

M.  Merriman.  "On  the  Constants  in  Gordon's  Formula."  Journal, 
Franklin  Institute,  1882,  Vol.  CXIII,  p.  58. 

J.  Christie.  "Experiments  on  the  Strength  of  Wrought-Iron 
Struts."    Transactions,  Am.  Soc.  C.  E.,  1884,  Vol.  XIII,  p.  85. 

T.  C.  Fidler.  "On  Practical  Strength  of  Columns."  Minutes  of 
Proceedings,  Inst.  C.  E.,  1885-86,  Vol.  LXXXVI,  p.  261. 

R.  Krohn.  "New  Formula  for  Compression  Members."  Trans- 
actions, Am.  Soc.  C.  E.,  1886,  Vol.  XV,  p.  537. 

Ayrton  and  Perry.     "Struts."     The  Engineer,  Dec.  10th  and  24th, 

1886,  pp.  464  and  513. 

Robert  H.  Smith.     "Struts."     The  Engineer,  Oct.  14th  and  28th, 

1887,  pp.  303  and  345. 

Wheatley  and  Wood.     "Stiffness  of  Struts."     The  Engineer,  Jan. 

6th,  1888,  p.  1. 
De  Preaudeau.     "On  the  Strength  of  Struts."     Annales  des  Pouts 

et  Ohaussees,  April,  1894,  p.  498. 
C.    G.    Barth.     "New    Formula   for   the    Strength    of    Columns." 

Journal,  Assoc,  of  Eng.  Societies,  1898,  Vol.  20,  p.  239. 
J.    M.    Moncrieff.        "The    Practical    Column    Under    Central    or 

Eccentric  Loads."     Transactions,  Am.  Soc.  C.  E.,  1900,  Vol. 

XLV,  p.  334. 

F.  Wittenbauer.     "Strength  of  Struts."     Zeitschrift  des  Vereines 

deutscher  Ingenieure,  1902,  Vol.  46,  p.  501. 
J.  M.  Moncrieff.     "The  Practical  Strength  of  Columns  or  Struts." 
Engineering,  June  6th,  1902,  p.  731. 


2^  ^  THE  STRENGTH   OT  COLIMXS 

F.  Wittenbauer.  "Strength  of  Struts."  Zeitschrift  dea  Vereines 
deutscJier  Ingenieure,  190<'3,  Vol.  47,  p.  245. 

E.  A.  Neville.  "Note  on  Eider's  Formula."  Technical  Paper 
No.  129,  Government  of  India. 

W.  E.  Lilly.  "The  Strength  of  Columns."  Froceedings,  Inst. 
Mech.  Engrs.,  1905. 

W.  E.  Lilly.  "The  Economic  Design  of  Columns."  Proceedings, 
Inst.  C.  E.  of  Ireland,  March,  1906. 

W.  E.  Lilly.  "The  Design  of  Struts."  Engineering,  Jan.  10th, 
1908. 

W.  E.  Lilly.  "The  Rankine-Gordon  and  Euler's  Formula  for 
Columns."    Engineering,  July  2d,  1909. 

W.  E.  Lilly.  "The  Quebec  Bridge  Disaster."  Proceedings,  Inst. 
C.  E.  of  Ireland,  Dec.  4th,  1907. 

W.  E.  Lilly.  "The  Strength  of  Solid  Columns."  Read  before  the 
British  Association  for  the  Advancement  of  Science,  1908, 
Engineering,  Nov.  13th,  1908. 

W.  E.  Lilly.  "The  Rankine-Gordon  and  Euler's  Formula  for 
Columns,"  Engineering,  Jan.  14th,  1910. 

W.  E.  Lilly.  "The  Strength  of  Solid  Columns."  Proceedings, 
Inst.  C.  E.  of  Ireland,  Nov.  4th,  1908. 

W.  E.  Lilly.  "The  Collapsing  Pressure  of  Circular  Tubes."  Pro- 
ceedings^ Inst.  C.  E.  of  Ireland,  Feb.  2d,  1910. 

W.  E.  Lilly.  "Eccentrically  Loaded  Columns."  Minutes  of  Pro- 
ceedings, Inst.  C.  E.,  Vol.  CLXXXL 

W.  E.  Lilly.     "The  Elastica,"    Engineering,  March  31st,  1911. 

W.  E.  Lilly.  "A  New  Formula  for  the  Design  of  Arches."  Pro- 
ceedings, Inst.  C.  E.  of  Ireland,  May,  1911. 

W.  E.  Lilly.  "Reinforced  Concrete  Columns."  Concrete,  April, 
1912. 


DISCUSSION^ 'on  strength  OF  COLUMNS  ^75 

DISCUSSION 


Edward  Godfrey,  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  Mr, 
is  timely  and  important,  not  so  much  because  it  adds  complexity  to  '^^^' 
the  already  overburdened  subject  of  the  theoretical  strength  of 
columns,  but  because  it  affords  an  opportunity  for  a  skeptical  examina- 
tion of  the  basis  of  all  these  column  formulas,  and  particularly  be- 
cause any  adverse  criticism  of  the  basic  formulas  will  no  doubt  find 
a  worthy  champion  in  the  able   author. 

In  the  technical  press,  the  writer  has  repeatedly  assailed  both  the 
Gordon-Rankine  and  the  Euler  formulas  for  columns.  A  paper  on 
this  subject,  which  if  not  denied  ought  to  have  revolutionized  the  sub- 
ject, he  had  difficulty  in  finding  a  publisher  to  accept.  It  was  not 
controverted  when  published,  and  it  has  not  revolutionized  the  sub- 
ject; the  writer  expected  nothing  of  the  sort;  "what  ought  to  be"  and 
"what  is"  are  separate  and  distinct  things.  It  takes  many  years  to 
pry  accepted  standards  loose  from  a  body  of  professional  men,  even 
though  these  standards  a,re  clearly  proven  false.  In  the  meantime  the 
writer  has  observed  and  demonstrated  in  his  practice  and  reading  that 
confidence  in  the  Euler  and  Gordon-Rankine  formulas  has  resulted  in 
failure,  as  the  error  is  so  great. 

When  the  writer  was  a  student  he  swallowed  the  arguments  of  his 
textbooks  largely  because  of  the  authority  behind  them.  Since  he  has 
"put  away  childish  things"  he  appreciates  the  fact  that  the  highest 
authorities  may  err,  and  that  error  may  be  in  the  very  subject  that 
they  know  best.  He  accepted  the  apparent  logic  of  the  derivation  of 
these  formulas  in  those  days,  just  as  he  would  now  probably  accept 
what  the  textbooks  state  regarding  the  supposed  strength  of  presumably 
reinforced  concrete  columns,  which  are  constantly  proving,  by  failing 
under  a  fraction  of  that  strength,  that  such  textbooks  are  wrong.  Now, 
in  reviewing  his  textbooks,  he  fails  to  discover  any  logical  basis  for 
either  the  Euler  or  the  Gordon-Eankine  formulas.  If  there  is  such 
basis,  it  is  not  stated  in  these  books. 

Textbooks  say  of  the  Euler  load  that  "under  this  load  the  column 
just  begins  to  deflect,  and  will  under  a  constant  load  retain  any 
deflection  which  may  be  given  to  it,  within  the  elastic  limit  of  the 
material."  The  writer  can  find  no  logical  proof  of  this  in  the  deriva- 
tion of  the  Euler  formula  in  these  same  books.  It  happens  that  the 
Euler  load  is  one  that  will  double  any  initial  bow  'in  a  column. 
If  an  end  load  adds  100%  to  the  initial  bow  of  a  round-ended  column 
(more  properly,  one  with  knife-edge  bearings),  it  will,  by  reason  of 
this  added  bow,  add  another  like  amount  because  of  that  added  deflec- 
tion, and  again  another  and  another,  and  so  on  ad  infinitum,  or  until 
the  column  fails.     So  that,  whatever  initial  bow  the  column  has  to  start 
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Mr.  with,  it  will  fail  at  the  Eulor  load.  A  column  may  be  perfectly  straight, 
n'>.  jjj^^^  jg^  have  an  initial  bow  of  infinitesimal  amount:  it  will  fail  at  the 
Euler  load,  and  will  not  carry  any  more  load  than  at  its  first  measur- 
able deflection.  A  similar  column  may  have  an  initial  bow  of,  say, 
i  in.;  it  will  continue  to  deflect,  but  will  not  fail  until  the  load  is 
twice  that  which  gives  a  total  deflection  of  i  in.  Both  columns  will  sus- 
tain the  same  ultimate  load  (assuming  that  they  are  slender  columns), 
though  the  originally  imperfect  one  will  deflect  much  more  before 
reaching  its  ultimate  capacity.  These  facts  can  be  proven  by  the 
theory  of  flexure.  They  show  one  of  the  anomalies  of  the  theory  of 
columns.  The  writer  believes  that  one  would  have  to  search  through 
engineering  literature  a  long  time  before  he  would  find  any  statement 
of  these  facts,  and  yet  they  have  a  tremendously  important  bearing 
on  the  subject  of  the  strength  of  columns. 

The  Euler  load  is  independent  of  the  tensile  or  compressive  strength 
of  the  steel,  depending  only  on  the  modulus  of  elasticity,  which  is  prac- 
tically the  same  for  all  grades  of  steel.  The  Euler  load  is  the  abso- 
lute maximum  that  any  column  can  take,  no  matter  how  high  the 
elastic  limit  or  the  ultimate  strength  of  the  steel  may  be,  and  two 
slender  columns,  of  the  hardest  and  of  the  softest  steel,  respectively, 
will  have  practically  the  same  ultimate  strength.  These  are  also 
anomalies,  and  are  very  difficult  to  find  in  engineering  literature. 
They  also  have  an  important  bearing  on  the  subject  of  the  strength 
of  columns. 

While  the  Euler  load  is  the  greatest  that  any  column  could  take,  it 
has  practical  application  only  to  slender  columns.  Short  columns,  by 
reason  of  the  limiting  compressive  strength  of  the  metal,  cannot  sus- 
tain loads  approaching  the  Euler  load,  but  will  fail  by  crushing  or 
buckling.  Hence  some  other  formula  must  be  used  for  shorter  columns. 
None  can  be  correct,  however,  that  shows  greater  ultimate  strength 
for  any  column  than  that  shown  by  the  Euler  formula,  and  herein 
is  where  the  Gordon-Rankine  formula  is  in  error,  at  least,  in  its 
application  in  American  books.  Rankine  does  not  point  out  this 
limitation  in  his  derivation  of  the  formula.*  His  statement:  "The 
greatest  deflection  [of  a  rectangular  column]  consistent  with  safety 
is  directly  as  the  square  of  the  length,  and  inversely  as  the  thickness," 
is  not  sufficiently  full.  The  deflection  which  counts  is  not  the  initial 
bow,  which  might  be  conceded  to  be  constant  for  similar  columns, 
but  the  resulting  bow  after  the  load  is  applied  and  equilibrium  is 
established.  There  is  no  relation  between  this  deflection  and  the  di- 
mensions of  the  column,  for  it  is  a  function  of  the  load  itself.  Any 
treatment  that  fails  to  recognize  this  is  incomplete  and  is  likely  to 
result  in  error. 

*  "Applied  Mechanics,"'  p.  361. 
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Dr.  Lilly,  in  effect,  ties  up  his  Gordon-Rankine  formula  with  the  Mr. 
Euler  formula  when  he  recognizes  that  the  deflection  or  curvature  '°^^^^y- 
in  the  column  will  limit  its  carrying  capacity.  His  values  of  p  cannot 
exceed  the  Euler  unit  stress.  The  constant  of  his  Gordon-liankine 
formula  is  thus  deduced  from  purely  theoretical  reasoning.  This 
is  eminently  better  than  empirical  determination  of  the  constant  as 
the  latter  has  worked  out. 

A  common  value  for  the  constant  of  the  Gordon-Rankine  formula 

for    round-ended    columns   is    r^-7,.     This,    with   a   value    of    50  000 

lb  oou 

for  /,  gives,  for  the  ultimate  strength  of  a  column  having  a  ratio 
of  slenderness  of  240,  a  unit  stress  of  11  910  lb.  per  sq.  in.  (Hand- 
books work  this  out  for  the  busy  user.)  The  Euler  load  for  this 
column  is  only  5140  lb.  per  sq.  in.  This  is  the  absolute  maximum 
load  that  any  column  could  take,  and  yet  a  formula  in  general  use 
appears  to  show  that  it  can  take  132%  more  than  this.  Here  is  the 
count  which  the  writer  would  urge  against  the  Gordon-Rankine 
formula,  and  he  has  known  failure  to  result  from  confidence  in  this 
same  formula  with  the  constants  commonly  used. 

The  writer  believes  that  the  Gordon-Rankine  formula  fails  to 
meet  the  needs  of  the  practical  design  of  columns,  and  that  a  straight- 
line  formula  is  far  superior.  It  gives  results  closer  to  those  obtained 
from  experiments,  and  there  are  several  reasons  why  it  should. 

Columns,  as  commercially  manufactured,  are  imperfect,  of  neces- 
sity, and  a  formula  for  their  design  should  take  into  account  this 
fact.  They  are  not  in  true  alignment,  and  their  end  connections 
are  not  always  central.  The  writer  has  shown*  that,  if  proportionate 
imperfections  are  assumed  in  columns,  a  purely  theoretical  formula 
can  be  deduced,  which,  though  very  complex,  gives  a  locus  which  is 
almost  straight  for  a  large  part  of  its  length  and  agrees  closely 
with  the  commonly  used  straight-line  column  formulas. 

The  ultimate  strengths  of  test  columns  fall  away  rapidly  after  the 
range  of  very  short  columns  is  passed.  This  is  probably  because  of 
local  crimping  or  buckling  of  the  metal,  but  it  is  a  fact  which  must 
be  dealt  with  in  the  treatment  of  columns.  The  Gordon-Rankine 
curve  does  not  take  this  shape,  hence  it  fails  to  meet  this  condition. 
The  straight-line  formula  does  meet  this  condition,  for  the  locus  falls 
away  from  the  start. 

The  straight-line  formula  has  the  further  advantage  that  it  dis- 
courages the  use  of  slender  columns.  Slender  compression  members 
may  be  weak  by  reason  of  their  own  weight,  or,  if  in  a,  vertical  posi- 
tion, an  accidental  blow  may  cause  them  to  fail. 

'^  Eailway  Agf  Gazette.  July  2d,  1909. 
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Mr.  hi  tlui  writtTs  opinion,  the  wliolo  sul)j(!ct  of  coluniiis  in  enpineer- 

(;.Hlfr.'y.  jjj^  textbooks  should  be  re-written,  and  its  theoretical  treatment  simpli- 
fied, instead  of  being  rendered  more  complex.  A  large  part  of  the 
engineering  literature  on  this  subject  could  be  expunged  with  resulting 
benefit. 

It  is  manifestly  impossible  to  evolve  a  formula  which  will  show  close 
agreement  with  any  comprehensive  series  of  tests,  for  the  reason  that 
similar  columns  show  discordant  results.  The  exact  strength  of  struc- 
tural steel  columns  cannot  be  predicted,  because  imperfections  of  manu- 
facture enter  so  largely  in  the  results.  Approximate  results  are  all 
that  can  be  expected,  and  simple  theory  answers  this  purpose  just 
as  well  as  the  most  complex  theory  ever  devised. 

In  this  re-casting  of  column  literature,  the  importance  of  the 
Euler  load  should  be  emphasized,  not  as  a  load  which  the  column  can 
hold  in  equilibrium,  conveying  the  idea  that  there  is  surplus  strength 
in  the  column,  but  as  the  extreme  limit  of  its  carrying  capacity. 

Another  fact  of  great  importance  which  should  be  emphasized 
is  that  slender  columns  of  all  grades  of  steel  are  of  practically  equal 
strength.  Working  formulas  should  recognize  this,  and  values  should 
converge  for  long  columns  in  low  and  high  steels.  Nickel  steel  struts 
of  light  dimensions  are  not  economical,  because  their  strength  is 
practically  the  same  as  for  soft  steel,  though  they  cost  much  more. 

The  converging  of  the  strengths  of  columns  of  different  grades  of 
steel  as  the  lengths  increase  has  been  illustrated  by  some  tests*  made 
by  J.  A.  L.  Waddell,  M.  Am.  Soc.  C.  E.     With  similar  columns  of 

carbon  steel  and  nickel  steel  in  which        was  27.   the  average  strength 

r 

of  the  latter  was  75%  greater  than  that  of  the  former;  with  others, 

in  which        was   81,   the   nickel    steel    columns    averaged    only    47% 

?• 
stronger.    This  indicates  clearly  the  convergence  to  equality  that  theory 
proves  must  exist  in  slender  columns  of  high  and  low  steel. 

On  the  Continent  of  Europe  the  Euler  formula  seems  to  be  the 
standard  for  the  design  of  columns.  This  is  a  grave  error  which 
American  engineers  do  not  commit.  The  Euler  formula  has  no  applica- 
tion whatever  to  columns  of  ordinary  lengths,  as  used  in  bridges  and 
buildings,  for  the  values  increase  as  short  lengths  are  approached,  and 
it  would  require  steel  of  almost  unlimited  strength  to  satisfy  the 
formula   and  hold  up  under  the  compression. 

A  short  time  ago,  a  gas-holder  post,  in  a  structure  in  Germany, 
failed,  with  disastrous  results.  The  column  was  designed  by  the 
Euler  formula,  which  was  one  of  the  errors  made  by  the  designers. 


-■  Transactions.  Am.  Soc.  C.  E.,  Vol.  LXril.  p.  250. 
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for  it  was  not  (as  considered  by  them)  a  slender  column.  The  gravest  Mr. 
error  made  in  the  design  was  the  use  of  batten-plates  instead  of  lattice.  °  ^^^' 
Another  woful  lack  in  the  theoretical  treatment  of  columns  is  that 
of  emphasis  on  the  extreme  importance  of  some  means  of  carrying 
shear  in  both  rectangular  directions  in  the  column.  Batten-plates 
will  not  do  this  in  any  adequate  degree.  This  column  was  made  up 
of  two  5-in.  channels  held  together  by  a  few  pairs  of  small  tie-plates. 
As  the  writer  has  pointed  out,*  these  tie-plates,  or  batten-plates,  can- 
not prevent  the  channels  from  bowing  and  acting  practically  as  sepa- 
rate slender  columns.  Fig.  5  shows  this  column  and  how  and  why 
it  could  fail  as  a  slender  column.  It  is  surprising  that  a  high 
European  authority,  instead  of  condemning  this  flimsy  construction, 
on  the  basis  of  common  sense  and  theory,  delivered  the  following: 

"The  use  of  tie-plated  columns,  when  the  section  is  assumed  to  be 
integral,  may  lead  to  constructions  which  do  not  afford  adequate 
security  under  loading  of  unusual  character." 


o     ol -'-~  ~~  |o_o| lo_p ZZZ-~Z~  ~-~-~^  P _?_ 
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Fig.  5. 

Much  is  said  of  the  impracticability  of  securing  true  hinged  or 
pin  ends  on  columns  in  testing  them,  and  the  idea  is  prevalent  that 
most  compression  members  are  in  fact  practically  fixed-ended  in 
structures.  This  is  more  of  the  misinformation  of  engineering  litera- 
ture. It  is  much  easier  to  get  a  practically  pin-ended  member  in  a 
structure  than  in  a  testing  machine.  In  the  latter,  the  rigid  heads 
and  friction  on  the  pins  hold  the  member  under  test  almost  rigid  at 
the  ends.  In  a  bridge,  the  compression 'members  are  only  insecurely 
held  by  other  members  as  weak  as,  or  weaker  than,  themselves. 

A  case  which  came  under  the  writer's  notice  is  that  of  the  strut 
of  a  jib  crane  shown  in  Fig.  6.  The  designer  considered  this  as 
fixed-ended,  and  proportioned  it  by  the  Gordon-Kankine  formula. 
It  is  no  wonder  that  failure  occurred.  The  writer  considered  the  strut 
as  of  the  slenderness  of  one  of  the  channels,  and  pin-ended.  This 
is  the  only  reasonable  way  to  treat  it.  It  could  fail  by  the  bowing 
of  the  two  channels,  as  indicated.  The  single  pair  of  batten-plates 
could  offer  but  little  resistance.  The  gusset-plates,  to  which  the  ends 
are  attached,  are  more  nearly  like  ideal  pin-ended  connections  than 
pins  would  be,  for  there  is  practically  no  resistance  against  rotation. 

*  Engineering  News,  July  27th,  and  September  28th,  1911.  : 
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Mr. 
(Godfrey, 


Those  are  some  of  \ho  tliin^'^s  tliat  could  bo  written  into  the  sub- 
ject of  columns  to  replace  a  vast  amount  of  meaningless  mathematics. 

The  subject  of  reinforced  concrete  columns  has  sprung  up  with 
a  rank  growth  of  mathematical  nonsense  which  every  great  reinforced 
concrete  disaster  disproves.  Tests  are  interpreted  as  applying  to  con- 
struction, while  they  do  not  embody  the  essential  features  necessary 
to  safe  construction.  Columns  utterly  lacking  in  toughness  are  tested 
with  infinite  care  (in  testing)  in  order  to  preserve  their  evanescent 
strength;  then  such  columns  are  built  into  a  structure  where  tough- 
ness is  an  essential  characteristic.  Is  it  any  wonder  that  the  Engineer- 
ing Profession  is  degraded  by  periodic  wrecks,  when  its  leaders  show 
such  lack  of  common  sense? 


I_  —  ^^"L,. 
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Fig.  6. 


Mr.  J.  O.  EcKKusLEY,  j\l.  Am.  Soc.  C.  E.   (by  letter). — This  brief  dis- 

Eckersley.  cession  of  Mr.  Lilly's  suggestive  paper  was  prompted  by  the  question: 
Would  it  not  repay  the  endeavor  to  derive  a  more  rigorous  treatment 
for  the  strength  of  columns?  Science  is  truly  a  function  of  the  epoch 
in  its  ideals  and  achievements,  and  technical  knowledge,  as  we  under- 
stand it  to-day,  is  becoming  pre-eminently  mathematical,  and  justly  so, 
for  mathematics  unchallenged  governs  the  appreciation  and  mastery 
of  the  physical  sciences  in  theory  and  practice. 

Even  though  one  has  the  feeling  that  the  solution,  in  an  absolute 
sense,  founded  on  abstract  mathematical  reasoning,  will  be  found 
impossible;  at  the  same  time,  one  recognizes  the  importance  of  the 
endeavor  to  attain  precisely  this  result. 

Although  the  demands  made  on  mathematical  science,  to  follow 
Mr.  Lilly's  paper,  are  not  great,  yet,  if  the  rough  and  ready  reasoning 
of  the  engineer  gave  way  to  the  more  rigorous  analysis,  a  considerable 
knowledge  in  the  realm  of  higher  mathematics  would  be  required. 

In  general,  engineers,  almost  unanimously,  regard  analyses  involv- 
ing higher  mathematics  as  dispensable.  Judging  from  past  experience, 
however,  there  appears  to  be  every  inducement  for  the  mathematical 
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engineer  to  continue  his   studies  with  unflagging  zeal  and  confident       Mr. 
optimism,   for  there  is   little   reason  to   doubt,   and  many  reasons  to    ^  ^^^  ®^' 
expect,  greater  achievements  through  just  such  persistent  pursuit  of 
scientific   investigation. 

This  attitude  of  engineers  toward  analyses  is  clearly  shown  in  their 
endeavor  to  simplify  everything,  an  endeavor  economically  and  en- 
tirely commendable,  which,  however,  introduces  simplifying  assump- 
tions such  that  it  is  questionable  whether  we  may  with  propriety  con- 
sider them  valid,  at  least  from  a  mathematical  viewpoint. 

The  syncopation,  we  might  say,  of  the  column  formula  is  no  ex- 
ception. For  instance,  Rankine's,  written  in  the  form,  y  =  a  (1  -{- 
bx^)~^,  is  a  cubic  equation;  this  was  simplified  to  a  quadratic  by 
substituting  a  parabola  in  the  form  oi  y  =  c  —  dx"^;  and,  in  due  time, 
it  was  further  reduced  to  the  linear  form,  y  =  e  —  fx,  where  the  letters, 
a  to  f,  inclusive,  represent  empirical  constants  determined  in  every 
case  as  if  the  simplifying  assumptions  of  the  theory  of  flexure,  initial 
straightness,  homogeneity,  central  loading,  etc.,  were  rigorously  ob- 
tained. The  questioned  validity  of  the  deductions  from  such  formulas 
is  shown  by  the  fact  that  the  results  of  experiment  and  the  deductions 
are  not  confirmatory.  More  exact  mathematical  treatment  of  the  ques- 
tion than  that  given  by  the  above  formulas  has  been  advanced  by 
several  writers,  English,  French,  German,  and  American;  also,  the 
effects  of  eccentricity  and  local  bending  between  points  of  attachment 
of  lattice  bars  are  not  new.  Mr.  Lilly's  treatment  of  the  subject,  in 
common  with  others,  has  introduced  approximations  at  divers  places 
in  the  analysis,  which  permit  of  criticism  from  the  mathematical 
standpoint. 

To  compare  some  of  the  salient  points  of  difference  between  what 
we  may  term  the  rigorous,  as  compared  with  the  usual,  approximate 
treatment,  let  us  consider  the  following  parallel  columns  for  reference ; 


Rigorous. 

1st.  When  a  column  is  subjected 
to  strain,  its  dimensions  in 
every  direction  are  altered, 
the  lateral  changes  follow- 
ing a  law  similar  to  that  of 
Hooke. 

2d.  Strains  do  occur  in  all  the 
three  mutually  perpendicular 
planes  of  reference. 

3d.  A  torque  would,  in  general, 
exist. 

4th.  The  elastic  curve,  when  the 
column  weight  is  considered, 
is  not  a  symmetrical  curve. 


Usual  Approximation. 

1st.    Changes   of   dimensions   are 
construed  as  negligible. 


2d.  The  strains  are  assumed  to 
be  entirely  co-planar,  i.  e., 
in  one  plane. 

3d.  Irrotational  stress  is  as- 
sumed. 

4th.  The  weight  of  the  column  is 
neglected,  which  leads  to  a 
symmetrical  elastic  curve. 


28-> 
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HinoRous. 
51  li.   Willi  suitable  lateral  forces, 
(he    so-called    neutraJ    plane 
may  be  broken  or  even  dis- 
continuous. 


Oth.  The     curvature     would,     in 
general,   be   tortuous. 


Usual  Approximation. 

r>tb.  So  far  as  the  geometry  of 
the  neutral  line  is  con- 
cerned, it  is  regarded  as  a 
continuous  curved  line  hav- 
ing a  tangent  and  osculating 
plane. 

0th.  In  the  curvature  formula,  it 
is  assumed  that  dl  =  dx, 
which     reduces     the     exact 


expression, 


(lx(X^  y  d'^  y 


,  to 


dp     '^^    dx^ 

(Where  the  curve  is  such 
that  a  great  difference  in  x 
occurs  for  a  small  difference 
in  y,  the  exact  form  should 
be  retained.) 
7th.  The  section  is  assumed  to  re- 
main  plane. 

Vertical  shear-deformation  is 
neglected. 

Conjugate    effect    of    trans- 
verse strain  is  neglected. 


8th. 


9th. 


7th.  The  section  after  strain  is 
actually  curved. 

8th.  Vertical  shear-deformation 
exists. 

9th.  The  conjugate  effect  of  trans- 
verse strain  really  trans- 
forms the  surface  of  a 
rectangular  sectioned  column 
into  an  anticlastic  surface. 

To  examine  the  column  by  the  more  exact  treatment,  recourse  must 
be  lia.d  to  the  general  equations  of  the  equilibrium  of  an  elastic  solid, 
and  would  lead  to  expressions  involving  determinants,  elliptic  func- 
tions, Bessel  equations,  and  w^hat  not,  and  is  beyond  the  scope  of  this 
discussion.  The  column  would  be  introduced  by  definition,  endowed 
with  certain  ideal  properties,  and  subjected  to  certain  conditions  not 
confined  to  empiric  verification,  just  as  a  set  of  necessary  and  suf- 
ficient axioms  is  adopted  for  the  various  geometries,  and  the  transla- 
tion, into  the  language  of  the  applied  mathematical  treatment,  would 
be  accomplished  by  substituting  as  manj^  of  the  properties  of  the 
materials  as  could  be  experimentally  determined  or  inferred,  in  lieu 
of  the  ideal. 

The  essential  difference  between  such  an  analysis  and  the  usual 
method  is  that  evanescent  quantities  of  a  higher  order  would  be  re- 
tained and  their  final  elimination  made  when  the  derivative  governing 
the  desired  degree  of  accuracy  was  determined;  while  the  usual  method 
neglects  certain  factors  in  the  initial  assumptions  and  later  approxi- 
mations, believing  that   their  effect  on  the  final  result  is  negligible. 
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which,  of  course,  is  admissible  when  the  degree  of  approximation  Mr. 
permits,  that  is,  when  the  displacements  are  expressed  as  functions  ^  ^•'se.\ 
of  some  selected  system  of  spatial  co-ordinates  and  are  developed  into 
series — the  approximation  ends  with  the  first  derivative,  and  we  have 
the  usual  Hooke's  assumption,  of  a  plane  remaining  plane  under 
strain.  This  order  of  accuracy,  however,  is  only  an  approximation; 
yet,  under  certain  conditions,  it  is  sufficiently  close. 

What  the  writer  wishes  to  bring  out  clearly  is  this:  A  vast  litera- 
ture has  developed  on  the  subject,  both  at  home  and  abroad,  and  no- 
where has  he  found  what  could  be  called  a  rigorous  solution  from  the 
purely  "mathematical  theory  of  elasticity"  point  of  view.  The  ques- 
tion in  mind  while  writing  this  is :  Would  it  not  be  profitable  to  attack 
the  problem  from  such  a  point  of  view,  and  then  use  this  as  a  means 
toward  the  interpretation  and  co-ordination  of  the  phenomena?  What 
if  the  analysis  does  involve  the  theory  of  probabilities,  determinants, 
and  higher  functions?  It  is  the  pursuit  along  these  lines  which 
offers  any  reasonable  excuse  to  engineers  for  the  existence  of  anything 
other  than  a  straight-line  formula;  for  the  problem  from  an  engineer's 
point  of  view  is  simply  this:  Primarily,  for  very  short  prisms  (so  short 
that  no  lateral  forces  act),  the  crushing  strength  represents  the  value 
of  the  function.  Secondarily,  for  very  long  prisms,  in  general  (even 
though  lateral  forces  act),  the  bending  value  is  the  controlling  factor, 
and  represents  the  function.  Hence,  all  that  the  engineer  desires  is 
a  rational  formula  giving  a  continuous  relation  between  these  two 
limiting  values,  even  though  it  contains  approximations. 

It  is  obvious  how  complex  the  relations  between  the  crushing,  shear- 
ing, and  bending  values  of  the  material  would  be  for  intermediate 
lengths,  aside  from  the  influence  of  local  bending  due  to  lattice  bars, 
etc.  The  true  form  of  the  expression  involving  these  would  be  of 
little  interest  save  to  the  mathematical  engineer,  for  it  must  be  con- 
ceded that,  from  a  pra.ctical  point  of  view,  a  straight-line  formula  can 
be  used  successfully  in   the  design  of  columns. 

Finally,  Mr.  Lilly  is  to  be  congratulated  and  encouraged  to  con- 
tinue his  investigations,  which  will,  it  is  believed,  approach  more 
nearly  the  more  rigorous  treatment  as  he  considers  the  neglected 
factors. 

Henry  S.  Prichard,  M.  Am.  Soc.  C.  E.  (by  letter).— The  author  Mr. 
considers  the  Rankine-Gordon  formula  to  be  the  best  of  the  various  P^'^*^^^^- 
formulas  which  have  been  put  forward  to  determine  the  strength  of 
columns,  and  in  support  of  his  opinion  he  quotes  the  statement  that: 
"The  theoretic  basis  of  Rankine's  formula  seems  far  more  satisfactory 
than  that  of  any  other  which  has  been  proposed";  but  he  qualifies 
his  opinion  in  respect  to  "theoretic  basis,"  by  stating  that  an  assump- 
tion is  made  in  the  derivation  of  the  formula  which  "errs  on  the  side 
of  safety." 
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Mr  Tn  (lonliii/]:  with  tlio  i)rnc'li('jil   side  of  his  suhjcft,  the  author  pivcs, 

ill  V\<^.  4.  a  curve,  A,  showing  the  results  of  some  tests  which  he  made 
on  mild-stccl  solid  columns,  ^  in.  in  diameter,  and  another  curve  show- 
ini;-  the  results  obtained  by  using  Kankinc's  formula  with  constants, 
wliich  he,  the  author,  has  deduced  for  mild  steel;  and  he  states  that  he 
"has  shown  that  the  experimental  curves  can  be  closely  approximated 
by  assuming  the  deflection  curve  of  the  column  to  vary  in  some  propor- 
tion less  than  the  square  of  the  length";  that  "the  resulting  formulas 
then  become  more  complex  and  are  of  little  use  for  the  practical 
design  of  columns,"  and  that  "for  this  reason"  he  "adheres  to  the 
Kankine-Gordon  as  a  practical  working  formula." 

In  this  comparison  of  the  Rankine-Gordon  formula  with  the  results 
of  experiments,  the  constant  used  as  "the  strength  to  compression"  is 
80  000  lb.  per  sq.  in.  The  writer  does  not  share  the  author's  opinions 
as  to  the  theoretical  and  practical  excellence  of  the  Kankine  formula, 
and  he  does  not  approve  of  the  use  of  such  a  high  unit  stress  for  "the 
strength  to  compression." 

Rankine,  before  giving  his  analysis  of  beams  and  columns,  states 
that  "the  elasticity  of  every  solid  is  sensibly  perfect  when  the  strain 
does  not  exceed  a  certain  limit,"  that  "Hooke's  Law — 'ut  tensio  sic  vis' — 
is  sensibly  true  for  all  relations  between  strains  and  stresses,"  and 
that  "this  condition  is  fulfilled  in  nearly  all  cases  in  which  the 
stresses  are  within  the  limit  of  proof  strength";  and  he  bases  his 
analyses  on  these  fundamental  statements;  in  other  words,  he  predi- 
cates ideal  conditions. 

In  his  analysis  of  beams,  he  derives  equations  for  deflections  based 
on  the  fact— quite  true  for  beams— that  the  entire  stress  in  the  extreme 
fiber  is  due  to  bending.  Subsequently,  lie  makes  the  mistake  of 
applying  one  of  these  equations  to  the  deflection  of  columns,  entirely 
overlooking  or  neglecting  the  fact  that,  in  all  cases  of  ordinary  col- 
umns, part,  at  least,  of  the  stress  in  the  extreme  fiber  is  due  to  direct 
compression.  This  mistake  leads  to  an  erroneous  formula  for  columns, 
which,  on  the  strength  of  Rankine's  endorsement,  has  deceived  and 
has  continued  to  deceive  engineers,  and  interfere  with  a  correct  under- 
standing of  the  subject,  for  more  than  fifty  years. 

The  error  is  reflected  in  the  author's  Equation  6  for  deflection 
of  columns,  which  he  makes  a  factor  of  the  total  stress  intensity  in 
the  extreme  fiber,  /,  instead  of  a  factor  of  /  —  p,  as  it  should  be  (p  be- 
ing the  load  per  unit  area).  The  author  prefaces  this  substitution 
with  an  unwarranted  assumption,  which,  as  he  states,  "errs,"  and  gives 
what  he  terms  "the  first  approximation."  When  /  has  a  value  of  80  000 
lb.  per  sq.  in.  and  the  length  is  60.8  times  the  radius  of  gyration,  the 
effect  of  this  substitution  is  to  change  the  result  of  his  Equation  T 
from  80  000  to  40  000  lb.  per  sq.  in. 


He  develops  the    equation,  P  =  — ^^ —  (which    is    Euler's),    and 
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It  is   astonishing  that  Ranliine   should  have  made,   or   acquiesced       Mr. 
in,  this  error  in  regard  to  the  deflection  of  columns,   as  a  centrally  '^^^'^'^^''d- 
loaded    column,    made    of    perfectly    elastic    material    and   having    an 
initially    straight    axis,    is    truly    a    spring,    and    he    has    proved    the 
following  :* 

"Theorem.  That  a  spring  of  a  given  length  and  section,  to  the 
ends  of  whose  neutral  surface  a  pair  of  forces  are  applied,  will  not  he 
bent  if  those  forces  are  less  than  a  certain  finite  magnitude/* 

7t'  EI 

adds,  "  and  this  finite  quantity  is  the  smallest  force  which  will 
hend  the  given  spring  in  the  manner  proposed."  For  instance,  a 
centrally  loaded,  perfectly  elastic,  initially  straight  spring,  with  a 
modulus  of  elasticity  of  30  000  000  and  a  ratio  of  length  to  radius 
of  gyration  of  60.8,  will  not  be  bent  if  the  load  is  less  than  80  000  lb. 
per  sq.  in. 

There  is  another  limit  to  the  value  of  P;  it  cannot,  of  course,  be 
greater  than  fA  (limiting  stress  intensity  times  cross-sectional  area), 
and  this  latter  limit  governs  for  short  columns,  as  the  force  required 
to  strain  such  columns  to  the  limiting  stress  intensity  is  less  than 
that  which  it  would  take  to  bend  them,  if  they  were  not  thus  limited. 
For  instance,  if  a  steel  spring  be  conceived  as  having  a  ratio  of  length 
to  radius  of  gyration  of  less  than  60.8,  and  if  the  limiting  stress 
intensity  is  80  000  lb.  per  sq.  in.,  the  stress  will  reach  this  limit 
under  a  load  of  80  000  lb.  per  sq.  in.  without  any  preliminary  bending. 

In  view  of  the  prevalent  uncertainty  as  to  the  theory  of  perfectly 
elastic,  initially  straight,  centrally  loaded  columns,  the  writer  sug- 
gests that  the  author  state  whether  he  accepts  this  theorem  of 
Eankine's;  and  if  he  does  not  accept  it,  that  he  indicate  wherein 
he  considers  Rankine's  "proof"  to  be  in  error. 

For  the  limiting  stress  intensity  given  by  the  author  (80  000  lb. 
per  sq.  in.),  the  limiting  line,  on  Fig.  4  (beyond  which  initially 
straight,  perfectly  elastic,  mild-steel  columns  will  either  crush  or 
become  plastic  and  flow,  if  short,  or  begin  to  bend  and  almost  imme- 
diately fail,t  if  long),  will  follow  the  80  000-lb.  per  sq.  in.  line  from 

I  I 

—  =  0  to  its  intersection  with  Euler's  curve  at  —  =  60.8,  and  from 
P  p 


*"  Applied  Mechanics,"  Eleventh  edition,  pp.  351-352. 

t  In  a  paper  on  the  "  Theory  of  the  Ideal  Column,"  in  Transactions,  Am,  Soc.  C.  E.,  Vol. 
XXXIX  (1898).  pp.  100-103,  William  Cain,  M.  Am.  Soc.  C.  E.,  has  shown:  "first,  thac Euler's 
formula  gives  the  load  at  which  bending  just  begins,  and,  second,  that  a  very  small  increase 
to  this  load  insures  failure."  As  a  numerical  illustration,  a  column  pivoted  at  the  ends. 
325  in.  long,  was  assumed  as  built  up  of  two  5-in,  channels.  The  inch  being  the  unit,  A  =  3.9, 
J=14.8,  and  E=  29  000  000  lb.  per  sq.  in.  Euler's  formula  gives  the  load  that  causes  incipient 
bending  as  40  105  lb.  It  was  computed  by  an  exact  formula  that  an  increase  of  the  load  of 
only  5  lb.  caused  a  deflection  of  3.44  in.  at  the  center,  with  a  resultant  stress  on  the  most 
compressed  fiber  greater  than  the  elastic  limit.  Finally,  an  increase  of  2  or  3  lb.  more  would 
entail  rupture,  or  a  breaking  in  two  of  the  column. 
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Mr.  tills  point  it  will  follow  Miller's  <'iirv('  for  nil  longer  columns.  The 
ililTcrenco  between  this  theoretically  correct  line  and  the  line,  Curve  2, 
of  tlu>  iiuthor's  adaptation  of  Kankine's  formula,  shows  the  latter  to 
be  in  error  as  a  theoretical  formula,  for  such  ideal  steel  under  such 
ideal   conditions,  from  0  to  50  ])er  cent. 

Of  course,  ste(M  which  crushes  at  80  000  lb.  i)er  s(|.  in.  is  not 
perfectly  elastic  to  this  limit,  and,  of  course,  the  other  ideal  assump- 
tions of  theory  arc  not  fully  realized.  Actually,  columns  are  never 
quite  initially  strnight  and  centrally  loaded.  There  is  always  some 
initial  deviation  between  the  axis  and  the  line  of  thrust  (though  it 
is  not  always  appreciable),  and  this  causes  some  deflection  under  any 
load,  though  in  many  cases  it  is  very  slight  and  in  some  it  is  not 
appreciable  until  the  load  is  nearly  equal  to  either  Euler's  limit,  if 
the  column  is  long,  or  to  the  yield  point,  if  it  is  of  moderate  length.* 
Actually,  the  limiting  stress  at  which  failure  occurs,  in  wrought- 
iron  and  steel  columns  which  are  too  short  to  have  Euler's  formula 
^PPb'j  is  not  constant  (even  for  material  of  the  same  quality),  as 
indicated  by  theory,  but  varies  from  a  stress  somewhat  below  the 
yield  point,  for  the  longest  columns  of  this  class,  to  the  yield  point, 
for  short  columns,  and  to  the  crushing  stress  for  very  short  ones. 
This  is  due  to  the  great  reduction  in  stiffness  which  takes  place  at 
the  yield  point  and  to  the  partial  reduction  in  stiffness  from  imper- 
fections in  elasticity,  which  develops  shortly  before  the  yield  point 
is  reached. 

The  loss  in  stiffness  necessary  to  cause  failure  by  bending  grows 
less  as  length  increases;  hence,  the  load  required  to  cause  the  failure 
of  columns  of  this  class  grows  less  as  length  increases,  even  when 
great  care  is  taken  to  reduce  to  a  minimum  the  initial  deviation 
between  the  axis  and  the  line  of  thrust. 

The  fact  that  the  strength  of  wrought-iron  and  soft  or  medium 
steel  columns  of  moderate  length  is  limited  to  about  the  yield  point, 
is  well  illustrated  in  Tables  2  and  3,  and  many  other  series  of  column 
tests  could  be  cited  if  necessary.  In  fact,  the  writer  does  not  know  of 
any  such  columns  of  moderate  length  which  sustained  loads  greater 
than  the  yield  point  of  the  material.  In  experiments,  short  columns, 
solid  or  of  thick  material,  do,  temporarily,  at  least,  sustain  loads  in 
excess  of  the  yield  point,  and  their  ability  to  do  so  has  a  value  as  a 


*  In  illustration,  the  following  tests  are  cited: 

A  4-in.,  wrought-iron.  I-beam  column,  6  ft.  6^  in.  long  with  rounded  ends  and  a  ratio 
of  length  to  radius  of  gyration  of  161,  tested  by  Mr.  Christie,  at  Pencoyd,  had  no  appreciable 
deflection  until  the  load  almost  reached  10  300  lb.  per  sq.  in.,  at  which  point  it  deflected  0.03 
in.  It  failed  at  12  118  lb.  per  sq.  in.  Euler's  formula  for  this  ratio  of  length  to  radius  of 
gyration  and  for  a  modulus  of  elasticity  of  27  000  000  gives  10  300  lb.  per  sq.  in.  (Trans- 
dctions,  Am.  Soc.  C.  E.,  Vol.  XIII  (1884),  p.  111.) 

The  Waiertown  A.rsenal  Report  for  1910,  p.  172,  describes  a  steel  column,  13  ft.  8M  i«- 
long,  composed  of  one  web  10  by  %  in-'  and  four  angles,  4  by  3  by  %  in.,  tested  with  flat  ends, 
which  had  no  deflection  up  to  and  including  32  000  lb.  per  sq.  in.  At  34  OOO  lb.  per  sq.  in., 
the  deflection  was  0.17  in.  and  at  34  710  lb.  per  sq.  in.,  it  failed  by  deflection.  The  ratio  of 
length  to  radius  of  gyration  was  100.  The  yield  point,  as  shown  by  tests  of  three  similar 
columns  with  a  ratio  of  12,  was  36  000  for  this  grade  of  steel. 
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TABLE  2. — Yield  Point  in  Tension  and  Compression,  and 
Failure  in  Compression. 


Mr. 
l*richard. 


All  bars  from  the  same  blow  of  Bessemer  steel. 

All  specimens  of  each  size  from  the  same  bar,   and  all  of  full  size, 

"as  from  the  rolls,"  except  the  tension  tests  of  3-in.  flats. 
All  compression  specimens  tested  with  flat  ends. 
The  specimens  used  for  determining  the  yield  points  in  compression 

were  two  diameters  long. 
All  results  are  given  in  pounds  per  square  inch. 
Compiled  from  tests  made  by  the  late  Charles  A.  Marshall,  M.  Am. 

Soc.  C.  E.,  and  given  in  Transactions,  Am.  Soc.  C.  E.,  Vol.  XVII 

(1887),  p.  68,  Tables  1  and  2. 


Yield 

Point. 

Failure  Loads  in  Compression.    Ratios  of 
Length  to  Radius  of  Gyration  are  Given  in 

Shape  of 
bar  and 

Tension. 

Compression, 

Columns  Headed  — . 
p 

diameter. 

in 

4.^   • 

GO -a 

1  Test  each. 

1  Test  each. 

1  Test  each. 

1  Test  each. 

inches. 

o§3 

Load. 

01  0) 

+j  be 

<*-  eg 

0  Sh 

.  ^ 

Load. 

I 

I 

/ 

J 

0^ 

p 

Load. 

P 

Load. 

p 

Load. 

p 

Load. 

%  Round. 

4 

46  090 

1 

47  300 

50 

44  980 

1 

4 

44  202 

2 

46  020 

48 

44  000 

1^        " 

3 

40  747 

2 

43  460 

48 

40  850 

]Y^        " 

8 

40  275 

2 

41  290 

48 

41  880 

m     - 

3 

40  017 

2 

42  075 

48 

39  950 



2 

3 

38  207 

2 

38  830 

48 

40  850 

2M 
2}4 

1 

37  000 

2 

38  125 

48 

36  790 

72 

36  580 

1 

36  100 

2 

36  840 

48 

35  650 

70 

34  450 

H  Square. 

3 

44  273 

2 

43  845 

45 

44  960 

T%          " 

2 

47  815 

2 

49  055 

, , 

1 

3 

43  560 

1 

44  025 

42 

43  080 

lYi     " 

3 

41  060 

2 

42  300 

42 

40  060 

1^     '' 

3 

39  317 

2 

42  740 

42 

38  420 

i^   :: 

3 

38  193 

2 

40  630 

42 

39  450 

2 

No 

test 

1 

39  870 

42 

39  750 

m    " 

1 

38  310 

2 

39  940 

42 

39  270 

63 

37  330 

3x%  Flat. 

3 

47  363 

42 

47  650 

63 

46  420 

83 

46  150 

'  • 

3XH    " 
3XM    " 

3 

44  417 

42 

41  650 

83 

43  490 

104 

42  170 

3 

41  447 

42 

43  580 

10? 

40  700 

3X1      " 

8 

39  397 

42 

41  200 

83 

86  920 

3x114  " 

4 

38  482 

39 

88  350 

63 

35  430 

3xm  " 

4 

37  820 

42 

36  920 

3X1%  '' 

4 

35  917 

42 

35  760 

•  • 

...... 

3X2      " 

4 

39  302 

42 

37  670 

•  * 

4X1^     "     * 

2 

53  800 

42 

55  420 

63 

55  110 

83 

55  320 

104 

51  210 

4X1      " 

2 

41  415 

42 

42  630 



104 

39  270 

4X1J4  " 

1 

36  680 

42 

39  300 

88 

88  200 

4X1J4  " 

1 

37  580 

42 

39  500 

63 

39  850 

104 

39  100 

*  "  Bar  finished  at  very  low  heat." 

Note  that  the  failures  by  compression  occurred  at  or  below  the  yield  point,  that  the 
yield  point  of  each  bar  was  about  the  same  in  tension  and  compression,  and  that  it  varied 
greatly  m  different  sizes. 
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TAIJLE  3. — C()Mi>in;ssioN  Tksts,  at  Watkhtown  Arsknal,  of  Kollkd 
Stkkl  H-Sfctions.  Nominal  size,  G  ijv  G  in.,  2.'j.8  lb.  im<:k  ft., 
Tested  in  Hoiuzontal  Position,  with  Wfbs  Vfutical. 

The  "elastic  limit"  per  square  iiicli  in  tensile  tests  of  four  specimens 
from  flange  and  two  from  wob  is  given  as  follows:  From  flange, 
28  500,  31840,  29  500,  30  490;  average,  30  107.  From  web,  32  59oi 
31850;  average,  32  245. 

Compiled   from   Watertown   Arsenal   Reports   for   1908   and   1909. 


Ratio  of 

leuKth 

to  least 

radius  of 

gyration. 


25 
25 
25 

50 
50 

50 

75 
75 
75 

100 
100 
100 

125 
125 
125 

150 
150 
150 


Tested  with  Flat  Ends. 


Yield 

poiut,  in 


Ultimate, 
in  pounds 


pounds  per   '"  t^"""^« 

r  square      P^^'.^^H"'''*^ 
I       inch.  '"C^- 


Initial 
horizontal 
deflection. 


Tested  with  Pin  Ends.    Pins  Vertical, 

IN  Plane  of  Web,  and  3  In.  in 

Diamkter. 


Yield 

point,  in 

pounds  per 

square 

inch. 


Ultimate, 

in  pounds 

per  square 

inch. 


Initial  horizontal 
deflection. 


30  000 

aoooo 

30  000 


O 

a 

2 

o 


43  110 
40  710 

44  730 

28  980 

28  620 

29  000 

29  000 
29  000 
28  680 

28  000 
2(3  000 
28  000 

27  000 
26  000 
25  000 

24  670 
23  000 
23  000 


None  given 


0.04  in. 
0.04  in. 

wavy 

0.00  in. 
0.00  in. 

0.08  in. 
0.10  in. 
0.17  in. 

0.03  in. 
O.OUin. 
0.17  in. 


31  000 
29  000 
29  000 


29  000 


o  CO 
■.  <0 

O  ai 


O 


45  000 
44  000 

46  000 

28  850 
38  350 
31)  78U 

28  000 
28  000 
28  650 

24  000 

26  000 

27  000 

22  540 

23  925 

25  000 

20  360 
17  430 
10100 


None  given. 


0.08,  0.11  in. 

Kinky  +  0.04  in. 

0.04,  0.03  in. 

0.07,  0.4  in. 
0.20,  0.12  in. 
0.07,  0.00  in. 

0.23,  0.18  in. 
0.15  in. 
0.07,  0.10  in. 

0.10  in. 
O.20,  0.15  in. 
0.05,  0.06  in. 

0.15  in. 
0.16  in. 
0.42  in. 


Note  the  great  importance  of  the  yield  point  in  limiting  ultimate  capacity. 

temporary  safeguard  against  disaster  under  excessive  loads,  even 
though  the  columns  would  be  irreparably  injured.  This  justifies  a 
somewhat  higher  working  load  for  such  columns  than  would  other- 
wise be  the  case. 

Short  wrought-iron  and  steel  columns  of  such  solid  or  thick  ma- 
terial, however,  are  not  much  used.  Most  short  columns  are  made  of 
such  thin  material,  have  their  cross-sections  so  distended,  or  have 
some  detail  so  weak,  that  if  tested  to  destruction,  failure  would  occur 
from  local  bending  (or,  as  the  author  aptly  terms  it,  secondary  flex- 
ure), or  from  the  giving  way  of  some  detail,  under  a  load  not  much, 
if  any,  greater  than  the  yield  point. 

The  yield  points  of  wrought  iron  and  steel  are,  beyond  question, 
the  critical  'stresses  for  wrought-iron  and  steel  columns,  and  should  be 
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jbstituted   for   the   crushing   resistances    given   in    Table    1    as 
:rength  to  compression." 

In  this  connection,  it  is  useful  to  know  that  the  yield  point  of  steel 
and  probably  of  wrought  iron)  is  practically  the  same,  for  metal  of 
le  same  quality,  in  compression  and  tension.  This  is  illustrated  in 
'ables  2  and  4  (after  allowing  for  the  fact  that  the  yield  points  in 
ompression,  in  Table  2,  were  determined  from  very  short  specimens, 
'hich  tends,  whether  the  stress  be  compression  or  tension,  to  raise  some- 
what the  yield  point),  and  many  other  cases  could  be  cited  if  necessary. 

'ABLE  4. — Comparative  Tests  in  Tension  and  Compression  of 
Specimens,  li  in.  in  Diameter,  from  Open-Hearth,  Steel  Bars 
OF  Ten  Grades. 

Specimens  turned  to  1.0092  in.  in  diameter.     Compression  specimens 

12  in.  long,  with  ratio  of  length  to  radius  of  gyration  of  48. 
/ompiled  from  Watertown  Arsenal  Reports  for  1886  and  1887. 
ill  loads  in  pounds  per  square  inch. 


"the       Mr. 

Prichard. 


Composition. 

Tension. 

Compression, 

Mark. 

c, 

per  cent. 

Mn., 
per  cent. 

Si., 
per  cent. 

Ultimate. 

Yield  point. 

Yield  point. 

Ultimate. 

833 

0.09 
0.20 
0.31 
0.37 
0.51 

0.57 
0.71 
0.81 
0.89 
0.97 

0.11 
0.45 
0.57 
0.70 
0.58 

0.93 
0.58 
0.56 
0.57 
0.80 

52  475 
68  375 
80  600 
85  100 
98  700 

117  400 
116  750 
149  600 
141  290 
152  550 

30  000 
39  500 
46  500 
50  00(J 
58  000 

56  000 
.  56  000 
73  000 
76  000 
80  000 

30  500 
37  000 
44  500 
47  000 
57  000 

57  000 
56  000 

76  500 

77  500 
83  500 

32  125 
39  190 
45  500 

50  875 
58  000 

65  500 
65  440 
87  750 
84  125 
91  500 

123 

782 

795 

803 

797 
823 
7o0 
756 
334 

0.03 

0.07 
0.08 
0.1? 
0.19 
0.28 

,H?i?if  f?-^*  the  yield  point  in  tension  and  compression  is  about  the  same  for  each  grade, 
)int  ^^  ^^  compression  specimens  of  the  five  lowest  grades  occurred  near  the  yield 

Digressing,  somewhat,  from  the  direct  theme  of  this  discussion :  Some 
igmeers,  in  discussing  the  question  of  local  slenderness  or  weakness, 
ave  advocated  the  doctrine  that  columns  should  be  designed  so  that 
ley  cannot  fail  from  local  slenderness  or  weakness,  but  will,  if  tested, 
3velop  the  full  strength  of  the  column  considered  as  a  whole.  This 
entirely  a  matter  of  economy  and  convenience,  and  of  having  ample 
iffness  and  sufficient  strength  to  carry  the  load  required  with  an 
nple  margin  of  safety.  If  the  column  design  is  good  in  these  respects, 
lere  is  no  reason  whatever  for  changing  to  a  less  economical  or  con- 
mient  form  of  cross-section.  The  cross-section  usually  has  to  be 
^signed  with  reference  to  connections,  method  of  loading,  and  other 
-actical  considerations,  and,  when  thus  designed,  is  likely  to  have 
ction  and  dimensions  which,  though  amply  strong  and  stiff,  will  not 
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Mr.       develop   the  strength  of  the  column,  as  gaug<;d  by  its  length,  radius 
*  ■  of  gyration,  and  cross-sectional  urea,  unless  sectional  area  not  needed 
for  any  other  purpose  is  added.   The  important  consideration  is  that  the 
strength  of  a  column  shall  be  gauged  by  its  weakest  feature. 

Keverting  to  a  direct  discussion  of  the  paper:  The  Rankine 
formula  is  not  a  satisfactory  one  for  practical  use.  It  cannot  be  made 
to  agree  well  with  the  results  of  tests  of  wrought-iron  and  steel  columns 
of  moderate  length,  and,  when  the  constants  are  adjusted  to  make  the 
formula  agree  as  well  as  may  be  with  the  results  of  tests  of  such 
columns,  it  gives  results  much  too  high  for  long  columns.  On  the 
other  hand,  if,  by  suitable  constants,  the  formula  is  made  to  give  proper 
values  for  long  colunms,  it  gives  results  unnecessarily  low  for  those 
of  moderate  length,  and,  with  the  same  constants,  may  give  results 
altogether  too  high  for  short  columns,  as  is  the  case  with  the  author's 
adaptation  of  the  formula,  as  gauged  by  his  own  experiments.  These 
facts  are  shown  in  Table  5,  in  which  it  is  also  shown  that,  when  an 
allowance  is  made  for  slight  unintentional  eccentricity,  to  the  extent 
recommended  by  A.  Marston,*  M.  Am.  Soc.  C.  E.,  the  author's  recent 
experiments  confirm  with  remarkable  closeness  the  theory  of  eccentric- 
ally loaded  columns.  The  comparison  is  all  the  more  striking  and 
convincing  from  the  fact  that  the  experiments  were  made  by  an  advo- 
cate, on  theoretical  grounds,  of  the  Rankine  formula,  who  is,  pre- 
sumably, free  from  any  prejudice  in  favor  of  the  theory  which,  with 
some  variation  in  detail,  is  supported  by  the  analyses  of  Messrs. 
Marston,  Cain,  Moncrieff,  Johnson,  Jonson,  and  others  who  have  dis- 
cussed the  subject  of  columns  before  this  Society. 

Marston's  equation  for  nominally  centrally  loaded  columns,  and  the 
close  approximations  to  Marston's  equation  which  others  have  derived, 
are  tedious  to  apply,  but  they  can  be  closely  approximated  as  to  results 
by  easily  applied  empirical  formulas.  The  following  empirical  formu- 
las agree  well  with  the  results  of  the  author's  experiments  on  solid 
mild-steel  columns,  i  in.  in  diameter,  except  in  the  case  of  very  short 
ones,  which  failed  at  loads  above  the  yield  point.  (These  loads  were, 
doubtless,  much  higher  than  those  which  the  columns  could  permanently 
sustain  without  undue  deformation). 

For   ratios  of  length,  I,  to  radius  of   gyration,    p,  of  100   or   less, 

p  =  58  000  —  3  f — ")   (a) 

For     ratios     of    length    to    radius    of    gyration    of    100    or    more, 

300  000  000  .^. 


V  P  /  P 

p  being  the  load  per  square  inch  of  cross-sectional  area. 


*  Transactions.  Am.  Soc.  C.  E.,  Vol.  XXXIX  (1898),  pp.  108-113. 
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Mr.  These  equations  are  arranged  for  the  sole  purpose  of  formulating 

Prichard.  ^|^^  author's  experiments  on  solid  mild-steel  columns,  i  in.  in  diameter, 

and,  as  arrang'ed,  are  j)resented  without  recommendation  for  any  other 

I)urpose.    When  made  entirely  general  for  any  grade  of  steel  or  wrought 

iron,  they  become 

/  ^  \' 
p  z=  yield  point  —  constant  (  —  j    (c) 

7i'^  X  modulus  of  elasticity 

» TT" 7T' "> 


(t)  - '  (t) 


The  range  of  application  of  Equation  c,  and  the  value  of  its  con- 
stant, have  to  be  chosen  to  suit  the  series  of  columns  for  which  the 
formulas  are  arranged.  The  value  of  x  has  then  to  be  found  by  first 
determining  the  value  of  p  for  the  length  of  column  at  which  the  ap- 
plication of  Equation  c  ends  and  Equation  d  begins. 

Equation  c  is  a  parabola;  a  form  which  the  late  J.  B.  Johnson, 
M.  Am.  Soc.  C.  E.,  advocated  for  short  columns  and  those  of  moderate 
length.  He,  however,  made  his  parabolas  always  tangent  to  Euler^s 
curve,  and  advocated  Euler's  formula  for  long  columns.  On  this  basis, 
the  constant  for  columns  with  pivoted  ends  is  always 

(yield  point)^ 

4  TT^  X  modulus  of  elasticity' 

The  writer  prefers  to   increase   the  constant   and  modify  Euler's 

formula  for  long  columns,  as  per  Equation  d,  in  order  to  make  a  greater 

reduction  for  length.     For  bridges   and  buildings,  long  columns   are 

usually   tabooed,   but   for   some   kinds   of    construction   they    are   not 

objectionable. 

Professor  Johnson  compared  his  column  formula  with  the  very 
careful  tests  made  by  M.  Considere.  The  tests  with  which  the  formulas 
were  compared  were  of  columns  consisting  of  rectangular  steel  bars 
with  pivoted  ends,  adjusted  so  that  there  was  no  appreciable  eccentricity. 
The  bars  were  of  six  degrees  of  hardness,  and  the  results  when  plotted 
agreed  with  the  corresponding  six  parabolic  curves  of  the  formula  to 
an  extent  that  was  truly  remarkable. 

To  show  that  the  strength  of  a  column,  unless  it  is  very  short, 
is  no  function  of  the  ultimate  strength  of  the  material,  either  in 
tension  or  compression,  M.  Considere  cold-rolled  the  medium-hard 
steel  No.  5,  which  had  a  yield  point  of  47  000  lb.  per  sq.  in.,  until  it 
had  elongated  10%  of  its  original  length.  This  raised  its  yield  point 
to  71  000  lb.  per  sq.  in.,  while  its  ultimate  tensile  strength  was  raised 
only  from  83  000  to  88  500  lb.  per  sq.  in.  The  columns  of  this 
steel,  No.  6,  with  the  yield  point  of  71000  lb.  and  an  ultimate  of 
88  500  lb.  per  sq.  in.,  were  stronger  (in  the  maximum  case  more  than 
10%  stronger)  than  the  columns  of  steel.  No.  8,  with  a  yield  point  of 
64  000  lb.  and  an  ultimate  strength  of  98  000  lb.  per  sq.  in. 
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Professor  Johnson  also  showed  that  his  parabolic  formula  agrees  Mr. 
well  with  other  tests,  notably  Tetmajer's  *  His  (Johnson's)  diagrams,  P"^*^^*"^- 
comparing  his  parabolic  formula  with  Tetmajer's  tests,  were  repro- 
duced by  Mr.  Marston,t  with  the  locus  of  his  (Marston's)  formula  for 
eccentrically-loaded  columns  added,  in  his  discussion  of  Professor 
Cain's  paper  on  the  "Theory  of  the  Ideal  Column."  They  were  again 
published,  as  given  by  Marston,  in  Professor  Cain's  discussion:j:  of 
the  paper  on  "Safe  Stresses  in  Steel  Columns,"  by  J.  K.  Worcester, 
M.  Am.  Soc.  C.  E. 

These  diagrams  are  very  interesting  and  instructive.  They  show  a 
close  resemblance  between  tests  and  theory  when  provision  is  made  in 
theory  for  the  inevitable  initial  deviation  between  the  axis  and  the 
line  of  thrust;  that  a  parabolic,  empirical  formula  for  short  columns  ^^'''' 
and  those  of  moderate  length  is  about  as  good  and  much  simpler  than 
the  theoretical  one;  and  that  the  averages  of  the  tests  agree  well  with 
the  parabolic  formula  advocated  by  Professor  Johnson;  but  they  also 
show  that  a  curve  which  gives  more  reduction  for  length  accords  better 
with  the  minimum  results. 

This  was  one  of  a  number  of  facts  which  influenced  the  writer,  in 
discussing  Mr.  Worcester's  paper, §  to  advocate  a  formula  which  gives 
a  greater  reduction.  The  formula,  the  reasons  for  advocating  it,  the 
method  of  using  it  in  cases  of  intentional  eccentricity,  the  additional 
limitations  suggested  for  short  columns,  and  other  practical  and  theo- 
retical considerations  were  outlined  in  this  discussion  and  need  not 
be  repeated  here,  but  it  is  best  to  add  a  caution  with  regard  to  the 
yield  point. 

The  yield  point  varies  greatly,  even  in  steel  from  the  same  melt, 
as  shown  in  Table  3,  and  will  cause  great  differences  in  the  strength 
of  columns  of  ordinary  lengths.  This  is  especially  important  in  deal- 
ing with  columns  made  of  thick  plates  and  large,  thick  angles,  which 
are  likely^to^  have  much  lower  yield  points"  Than  Ihinner  and  "smaller 
sizes^'oFliommaTry  TEe  same  grade  of  steel.  It  will  not  do,  in  such 
cases,  to  pin  one's  faith  unreservedly  to  any  formula,  no  matter  how 
well  it  is  supported  by  tests  of  solid  bars,  J  in,  in  diameter,  or  other 
small  shapes. 

Such  tests,  however,  are  very  useful  in  determining  experimentally 
the  laws  of  columns  by  systematically  varying  one  condition  while 
others  remain  constant.  The  author's  tests  are  to  be  commended,  in 
this  regard.  To  plat  columns  differing  greatly  in  yield  point,  eccen- 
tricity, end  restraint,  and  local  stiffness  on  the  same  diagram  in  a  kind 
of  hodge-podge,   only   leads  to   confusion   and   tends   to   discredit  the 

*  The  information  regarding  Professor  Johnson's  parabolic  formula  and  M.  Considere's 
tests  is  taken  from  Professor  Johnson's  "  Materials  of  Construction,"  pp.  361-363,  and 
"  Modern  Framed  Structures,"  pp.  148-152. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  XXXIX  (1898),  pp.  108-113. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXI  (1908),  pp.  204-205. 

§  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXI  (1908),  pp.  165-178. 
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Mr.       valuable  inforniatioii  which  has  l)Oon  acquired  by  analytical  and  experi- 

Pnehard.  jj^gj^^aj   investigation.     The  value  of  rational  investigation,   in  which 

sound  theory  explains  and  supplements  experiments  and  experiments 

put    to    the    test    and    verify    sound    theory,    should    receive    general 

recognition. 

An  important  step  in  this  direction  will  have  been  taken  when  it 
becomes  generally  recognized  that  Rankine's  formula  is  based  on  a 
blunder  caused  by  a  plausible  but  fallacious  assumption  of  analogy 
in  deflection  of  beams  and  columns,  that  it  has  only  the  semblance  of 
a  "theoretic  basis,"  and  that  it  is  not  even  a  good  empirical  formula 
for  wrought  iron  and  steel. 
Mr.  J.   S.   Branne,   M.   Am.   Soc.   C.   E.    (by  letter). — The   writer  has 

Branne.  ^^^^  ^j^-^  pgpgj.  -^i^h  much  interest,  and  has  been  especially  at- 
tracted by  the  attempt  to  find  the  size  of  lace-bars  to  connect  the 
component  parts  of  the  columns,  in  order  that  said  parts  may  act  \ 
truly  as  one  piece  in  the  distribution  of  loading,  which  produces, 
generally,  both  direct  compressive  stresses  and  bending  stresses,  as 
it   may   be;    and   that   even   wide   columns,   meaning   those   of  a   low 

ratio  of      have  some  side  deflection  due  to  compressive  loading,  speak- 

ing  now  of  such  deflection  in  an  "ideal  column."  ^        ^ 

That  there  is  a  natural  irregularity  and  deviation  from  a  straight 
line,  due  to  lack  of  uniformity  in  the  component  parts,  is  well  known 
to  all  engineers,  this  very  thing  making  the  theoretical  determination 
of  strength  so  hard  to  reconcile  with  the  data  as  actually  revealed 
by  tests. 

It  seems  to  the  writer  that  there  are  two  kinds  of  compression 
members:  the  wide  ones  and  the  slender  ones;  the  first  failing  by 
flow  of  metal,  directly  compressed,  the  second  by  flow  and  flexure 
stresses,  which  latter  are  induced  by  the  sidewise  deflection  of  the 
compression  member.  By  failing  is  here  meant  "a  perceptible  set, 
showing  unfitness  for  further  loading,  not  actual  destruction." 

Experiments  have  shown  that  wide  columns,  when  properly  fabri- 
cated, fail  when  the  nominal  unit  stress  approaches  or  ranges  around 
the  elastic  limit.  The  experiments  made  by  Mr.  James  E.  Howard* 
show  test  results  on  wide  columns.  Just  where  to  draw  the  line 
between  "wide"  and  "slender"  columns  is  not  so  easy.  The  Progress 
Report  of  the  Special  Committee  on  Steel  Columns  and  Strutsf  gives 
a  series  of  diagrams  of  tests,  which  are  condensed  into  one  diagram, 
Fig.   23,   showing  the   results   of  many  tests.     The   curves   are   quite 

flat  up  to  -  =  70,  after  which  they  drop  more  sharply. 


*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXIII.  p.  429. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXVI,  p.  401. 
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The  cross-sections  of  the  columns  in  Mr.  Howard's  tests  were  about  ^^Mn^ 
90  sq.  in.,    and   the  ratio,  |,  was    26  for    Column   No.  1,  and  47  for 

Columns  Nos.  2  to  5.  Columns  Nos.  1  and  2  did  not  fail;  but  Nos.  3, 
4,  and  5  did  fail,  Nos.  3  and  4  in  the  pin-plates,  and  No.  5  in  the  body 
of  the  column.  The  manner  of  failure  in  No.  5  was  that  the  webs 
buckled,  resulting  in  a  "sharp  bend,  or  set";  Mr.  Howard's  Eig.  1, 
Plate  XLII,  shows  a  photograph  of  Column  No.  5  after  failure. 

In  none  of  these  columns  was  the  failure  induced  to  any  per- 
ceptible degree  by  flexure  stresses,  as  such  combined  action  of  direct 
compression  and  bending  would  have  caused  failure  somewhere  be- 
low the  elastic  limit. 

It  must  be  remembered  here  that  the  test  pieces  of  the  component 
parts  showed  quite  a  variation  in  tensile  strength,  which  makes  it 
impossible  to  refer  to  a  certain  magnitude  as  the  elastic  limit  of  the 
column,  as  a  whole.  Columns  Nos.  3  and  4  failed  at  points  where 
the  punching  of  many  holes  (with  much  subsequent  riveting)  induced 
numerous  and  complex  local  stresses;  No.  5  failed  by  the  buckling 
of  the  web  at  a  point  12  ft.  8  in.  from  the  end,  probably  due  to  local 
weakness,  for  the  test  load  gave  a  nominal  average  unit  stress  of 
30  490  lb.  per  sq.  in.  In  these  columns  the  lace-bars  could  not  have 
had  much  to  do  before  the  elastic  limit  of  the  column  was  reached, 
when  locally  weak  spots  put  them  into  activity.  It  does  not  seem  pos- 
sible to  calculate  the  lace-bars  in  wide  columns  which  fail  at  unit 
stresses  approaching  or  ranging  around  the  elastic  limit.  If  lacing  is 
used  in  such  columns,  it  should  be  quite  heavy,  in  order  to  take  care 
of  local  weaknesses;  or,  still  better,  lacing  should  be  avoided,  and  one 
should  use  cover-plates  or  continuous  diaphragms,  forming  part  of 
the  section  of  the  column,  so  as  not  to  waste  material. 

If  heavy  lacing  is  used,  the  tie-plates  at  the  ends  of  the  columns 
should  be  long  and  thin,  rather  than  short  and  thick,  to  steady  up 
the  member  as  much  as  possible;  and  where  the  component  parts  are 
fairly  wide,  say  15  in.  or  more,  diaphragms  should  be  used  at  the 
ends,  in  addition  to  the  plates,  thus  helping  to  equalize  the  stresses 
carried  into  the  compression  member.  Similar  precautions  should 
be  taken  at  intermediate  points  where  loads  are  applied. 

As  to  columns  of  the  second  kind,  namely,  the  slender  ones,  all 
tests  show  that  failure  occurs  much  below  the  elastic  limit,  clearly 
indicating  the  presence  of  bending  stresses  in  addition  to  the  direct 
compressive  stress.  The  bending  will  induce  shear  in  the  columns, 
producing  compressive  or  tensile  stresses  in  the  lace-bars. 

If  the  deflection  be  assumed  to  result  from  a  uniform  transverse 
loading,  which  assumption  is  not  quite  correct,  it  will  be  evident  that 
the  stresses  in  the  lace-bars  are  greatest  at  the  ends  of  a  free-end 
column.     If  the  column  is  not  free  to  move  at  the  ends,  but  stands 
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Mr.  between  this  type  nnd  tlie  oiio  willi  restrained  ends,  the  shear  is  also 
Branne.  gj-^jj^gg^;  ^t  the  ends,  necessarily,  but  it  is  evident  that  greater  care 
slioiild  be  taken  in  this  latter  tyite  to  tie  the  component  parts  together 
more  securely  at  the  ends  than  for  free-end  columns.  If  comparison 
be  made,  then,  with  uniformly-loaded  beams,  it  will  be  noticed  that  in 
one  with   free  ends  the  longitudinal  stress  caused  by   the  maximum 

wl     ^  ,  .       -,    i. 

center  bending  moment,   -i — — ,  has  to  be   transmitted  from   the   eom- 

I 
pression  side   to   the   tension  pide   in   a   length,      ;     in    the    one    with 

wl 
restrained    ends,  the  same  amount  has  to  be  taken  up   (from     -f  —~ 

wl 
at  the  center  to  —  — ^  at   the    ends),    but   this    presupposes   that  the 

column   is   held  rigidly  at  the   ends,  a 'bending  moment,  —  — ,  is   al- 

ready  supposed  to  exist,   and  this  should  be  taken  care  of  by  extra 
long  tie-plates   or   diaphragms   between   the   channels. 

To  proportion  the  lace-bars  under  the  assumption  of  miiform  trans- 
verse loading,  a  working  formula  has  to  be  used,  for  example,  Ameri- 
can Bridge  Company,  medium  steel,  17  000  -^  f-J   ,  or  Ameri- 

^      I  . 

can    Railway  Maintenance   of   Way  Association,    16  000  =    tO  -^,  and 

the   reduction   of   fiber   stress    is   assumed   as   the   unit   extreme   fiber 
stress  due  to  bending,  whence  the  uniform  load  can  be  found. 

On  this  basis  of  approximating  the  real  conditions,  which  certainly 
are  unknown,   it  will  be  found : 

(1)  When  the  column  is  slender,  yet  the  section  not  great,  the 
average  specification  covers  the  size  of  lattice-bars  very  well. 

(2)  When  the  column  section  becomes  quite  heavy,  and,  at  the 
same  time,  due  to  space  requirement  of  some  kind,  the  com- 
ponent parts,  generally  channel-shaped,  are  placed  closely 
together,  making  failure  evident  in  the  lace-bars,  it  will  be 
found  that  the  generally  used  lace-bars,  as  given  in  the  speci- 
fications, are  not  strong  enough,  but  must  be  increased, 
finally  resulting,  economically,  in  doing  away  with  lacing 
and  substituting  cover-plates,  or  a  continuous  diaphragm,  as 
noted  before. 

Finally,  as  regards  the  wide  column,  while  the  lace-bars  can  have 
nothing  to  do  from  a  theoretical  sidewise  deflection,  at  the  same  time, 
one  component  part  may  be  stressed  more  than  the  other,  due  to  a 
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faulty  foundation  or  a  small  error  in  fabrication,  causing  an  uneven  Mr. 
unit  stress,  which  produces  stresses  in  the  lacing.  As  long  as  the  ''^°°^- 
component  parts  are  small,  such  unevenness  can  be  cared  for  by  the 
lacing  taking  up  the  longitudinal  shear;  but,  when  the  component 
parts  are  very  heavy,  the  lacing  cannot  make  them  act  as  one,  for, 
being  proportionally  so  much  lighter  than  the  component  parts,  they 
become  overstrained  and  yield.  Cover-plates  or  continuous  diaphragms 
cannot,  of  course,  overcome  the  faults  of  foundation  or  errors  in  fabri-' 
cation,  but  have  the  strength  to  transmit  unevenness  of  stress  with- 
out becoming  overstrained,  thus  making  the  column  act  as  one  homo- 
geneous piece,  reducing  the  unevenness  of  stress  in  the  component 
parts. 

The  tests  conducted  by  Arthur  N.  Talbot,  M.  Am.  Soc.  C.  E.,  at 
the  University  of  Illinois  Engineering  Experiment  Station,*  showed 
an  irregular  action  of  the  lace-bars,  some  of  the  bars  showing  more 
stress  near  the  center  than  at  the  ends.  Further  data  bearing  on 
these  tests  may  be  found  in  the  many  interesting  notes  in  the  same 
bulletin. 

W.  E.  Lilly,  Esq.  (by  letter). — Mr.  Godfrey's  discussion  contains  Mr. 
a  great  deal  of  controversial  matter  regarding  the  strength  of  columns,  '  ^' 
and  the  writer  will  endeavor  to  reply  to  some  of  the  points  that  have 
been  raised.  It  is  to  be  regretted,  however,  that  Mr.  Godfrey  was 
not  more  definite  in  stating  his  objections.  Vague  statements,  unless 
based  on  reasoning  of  some  kind  or  experimental  evidence,  can  hardly 
be  considered  as  discussion  on  the  subject.  Mr.  Godfrey  states  that 
he  has  repeatedly  assailed  both  the  Rankine-Gordon  and  Euler  formulas 
for  columns,  and  has  observed  and  demonstrated,  in  his  practice  and 
reading,  that  confidence  in  these  formulas  has  resulted  in  failure. 
The  writer  totally  differs  with  him,  after  an  examination  of  the 
majority  of  the  tests  made  on  columns.  From  the  results  of  his  own 
experiments,  he  has  come  to  the  conclusion  that  the  Rankine-Gordon 
formula,  when  secondary  flexure  is  allowed  for,  may  be  relied  on  for 
the  design  of  columns;  and,  as  he  has  shown  in  previous  papers,  it 
gives  results  which  agree  more  closely  with  the  experimental  tests 
than  can  be  obtained  by  the  use  of  any  other  formula;  further,  the 
formula  is  logically  derived,  a  merit  not  possessed  by  any  other  column 
formula.  He  has  fully  discussed  the  derivation  of  both  the  Rankine- 
Gordon  and  Euler  formulas  in  the  papers  referred  to  in  the  Appendix. 

Mr.  Godfrey's  examples  of  the  uses  of  Rankine-Gordon's  and 
Euler's  formulas  are  unfortunate,  and  show  how  dangerous  it  is  to 
use  the  constant  in  the  Rankine-Gordon  formula  without  knowing 
how  it  has  been  derived.  Euler's  formula  always  gives  a  greater  value 
than  that  obtained  from  the  Rankine-Gordon  formula  under  similar 
conditions  of  column  loading.     The  writer  would  refer  Mr.  Godfrey 

*  Bulletin  TVo.  A4,  June  6th,  1910. 
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Mr.    to    the    constiyits    t!:iven    in    llu'    pnpor    and    to    the   manner    of    their 
Lilly.  J      .      ,. 
derivation. 

Mr.  Godfrey  states  that  the  Ivaiikine-Gordon  formula  fails  to  meet 
the  needs  of  the  practical  design  of  columns,  and  that  the  straif^ht-line 
fornnda  is  far  superior.  It  ^ives  results  closer  to  those  obtained  from 
experiments,  and  there  are  several  reasons  why  it  should.  In  the 
paper  the  writer  has  referred  to  the  merits  of  the  Rankine-Gordon 
formula  as  a  practical  one  for  the  design  of  columns,  and  does  not 
propose  to  discuss  it  further.  He  has  also  referred  to  the  straight- 
line  formula.  His  own  experiments  show  that  it  does  not  give  results 
which  agree  closely  with  the  experiments,  and  there  are  no  reasons, 
based  either  on  theory  or  experimental  evidence,  why  it  should. 

Mr.  Godfrey  mentions  two  instances  of  columns,  in  which  the 
component  parts  were  joined  by  batten-plates  and  of  the  disastrous 
results  which  followed  the  use  of  these  columns.  The  writer  agrees  with 
Mr.  Godfrey  that  lattice  bracing  should  be  used,  as  columns  of  this 
kind  cannot  transmit  the  shear  stresses  set  up  by  the  bending  of 
the   columns. 

Mr.  Eckersley's  remarks  are  generally  in  accordance  with  the 
writer's  views;  the  mathematical  treatment  of  the  column  problem,^ 
however,  in  the  present  state  of  knowledge,  appears  to  be  so  full  of  ^ 
difficulties  as  to  be  almost  incapable  of  rigorous  solution,  notwith- 
standing the  efforts  made  in  this  direction  by  various  investigators. 
It  is  for  this  reason  that  so  many  semi-empirical  formulas  have  been 
put  forward  at  different  times,  and  of  these,  as  stated  in  the  paper, 
the  writer  considers  the  Rankine-Gordon  formula,  together  with  his 
own  modification  of  it,  to  be  the  best. 

He  thinks  that  any  attempt  to  solve  the  column  problem  should 
be  approached  somewhat  as  follows:  Let  a  solid  column,  as  shown  by 
Fig.  1,  be  given,  in  which  the  load  is  applied  at  a  given  eccentricity, 
e.  When  loading  is  gradually  applied  to  the  column,  it  commences 
to  bend  or  deflect,  and  the  magnitude  of  the  deflection  depends  on  the 
elasticity  of  the  material,  other  quantities  being  assumed  as  constant. 
As  the  loading  is  increased,  the  deflection  increases,  and  when^  it 
reaches  a  limiting  value,  depending  on  the  strength  of  the  material, 
failure  of  the  column  takes  place.  The  problem  thus  considered  shows 
that,  among  other  quantities,  three  are  involved,  namely,  the  coefficient 
of  elasticity,  E,  the  strength  of  the  material,  /,  and  the  deflection,  d, 
when  failure  of  the  column  takes  place. 

It  follows  that  any  column  formula  must  of  necessity,  among  pther 
quantities,  include  these  three,  if  it  is  to  be  generally  applicable.     The  i 
mathematical   treatment   of   the   problem   leads   to    difficulties    in    de-f 
termining  the  deflection,  d,  and  as  far  as  the  writer  is  aware,  it  can 
only  be  approximated  to.     It  remains  for  future  investigators  to  de- 
termine the  rigorous  form  of  the  function  governing  the  deflection. 
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The  formation  of  a  satisfactory  column  formula  will  then  be  an  easy   Mr. 

Lilly. 

matter. 

Mr.  Prichard's  remarks  require  a  more  detailed  reply,  and  the 
writer  will  endeavor  to  discuss  the  more  salient  points  raised.  Mr. 
Prichard  states  that  he  "does  not  share  the  author's  opinions  as  to  the 
theoretical  and  practical  excellence  of  the  Kankine  formula,  and  he 
does  not  approve  of  the  use  of  such  a  high  unit  stress  for  the  'strength 
to  compression' " ;  and,  further,  after  referring  to  Kankine,  he  states : 

"Subsequently,  he  [Rankine]  makes  the  mistake  of  applying  one 
of  these  equations  to  the  deflection  of  columns,  entirely  overlookmg 
or  neglecting  the  fact  that,  in  all  cases  of  ordinary  columns,  part,  at 
least,  of  the  stress  in  the  extreme  fiber  is  due  to  direct  compression. 
This  mistake  leads  to  an  erroneous  formula  for  columns,  which,  on 
the  strength  of  Rankine's  endorsement,  has  deceived  and  has  con- 
tinued to  deceive  engineers,  and  interfere  with  a  correct  understanding 
of  the  subject,  for  more  than  fifty  years. 

"The  error  is  reflected  in  the  author's  Equation  6  for  deflection  of 
columns,  which  he  makes  a  factor  of  the  total  stress  intensity  in  the 
extreme  fiber,  f,  instead  of  a  factor  of  f  —  p,  as  it  should  be  (p  being 
the  load  per  unit  area).  The  author  prefaces  this  substitution  with 
an  unwarranted  assumption,  which,  as  he  states,  'errs',  and  gives  what 
he  terms  'the  first  approximation'." 

With  regard  to  the  foregoing  remarks,  either  Mr.  Prichard  is  in 
error,  or  he  has  not  studied  the  underlying  assumptions  made  in  the 
derivation  of  the  Rankine-Gordon  formula;  for  the  real  point  of  the 
formula  is  that  it  does  allow  for  the  stress  in  the  extreme  fiber  due 
to  direct  compression.  Mr.  Prichard  is  also  in  error  in  stating  that 
/  —  p  should  be  used  for  p  in  the  derivation  of  the  formula,  and  the 
writer  would  refer  him  to  the  articles  in  Engineering,  quoted  in  the 
appendix  to  the  paper,  in  which  he  will  find  the  Rankine-Gordon  and 
Euler's  formulas  fully  discussed.  There  is  no  doubt  that,  after  perus- 
ing the  same,  he  will  qualify  his  opinion  regarding  the  substitution 
referred  to  being  an  unwarranted  one.  Mr.  Prichard  then  quotes 
from  Rankine  the  theorem  underlying  the  Eulerian  analysis  of  a 
spring  or  slender  column,  and  states : 

"In  view  of  the  prevalent  uncertainty  as  to  the  theory  of  perfectly 
elastic,  initially  straight,  centrally  loaded  columns,  the  writer  suggests 
that  the  author  state  whether  he  accepts  this  theorem  of  Rankine's; 
and  if  he  does  not  accept  it,  that  he  indicate  wherein  he  considers 
Rankine's  'proof  to  be  in  error." 

In  the  articles  in  Engineering  previously  referred  to,  the  writer  has 
already  stated  his  objections  to  the  Eulerian  analysis,  and  pointed  out 
wherein  it  errs;  the  assumption  of  I,  the  moment  of  inertia,  remaining 
constant  when  applied  to  columns  is  false;  also  the  value  of  E  does 
not  remain  constant  outside  the  range  of  the  elastic  limits.    An  article 
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Mr.    in  Engineering'*'  on   the  streiipth  of  columns  will  give  Mr.  Prichard 
^'  fiirtlior  information   on   this  i)()int. 

i\rr.  Prichard  does  not  agree  with  the  writer's  high  unit  stressea 
adopted  for  the  strength  to  compression,  and  states: 

"The  yield  points  of  wrought  iron  and  steel  are,  beyond  question, 
the  critical  stresses  for  wrought-iron  and  steel  columns,  and  should 
be  substituted  for  the  crushing  resistances  given  in  Table  1  as  ^the 
strength  to  compression'." 

The  writer  does  not  agree  with  this  statement ;  from  his  own  experi- 
ments he  is  of  the  opinion  that  the  yield  point  can  only  be  determined 
with  any  degree  of  accuracy  on  annealed  bars.  On  bars  which  had  been 
subjected  to  cold  rolling  or  to  permanent  strain  he  doubts  whether  any 
real  yield  point  could  be  said  to  exist.  He  thinks  that  too  much  im- 
portance has  been  attached  to  this  quantity  as  a  standard  measurement,  i 
Tables  2  and  3,  given  by  Mr.  Prichard,  show  a  variation  of  the  values 
from  29  000  to  49  000  lb.  per  sq.  in.,  and,  in  view  of  such  wide  varia- 
tions, the  writer  prefers  to  retain  the  values  for  the  strength  to  com- 
pression given  in  the  paper.  He  would  refer  Mr.  Prichard  to  a  paper 
on  the  elastic  limit  and  strength  of  materials,!  in  which  the  above 
points  are  more  fully  discussed. 

Mr.  Prichard  refers  to  the  formula  for  columns  given  by  Marston, 
and  states,  in  Table  5,  that  this  formula  was  first  given  by  Marston  in 
the  Transactions,  Am.  Soc.  C.  E.,  Vol.  XXXIX,  and  since  endorsed 
by  many  authorities.  Mr.  Prichard  is  in  error;  the  formula  was  given, 
as  long-  ago  as  1878,  by  Smith,:|:  and  modifications  of  it  have  been  given 
by  Perry  and  Neville.  Mr.  Prichard  puts  forward  this  formula  as  a 
rigorously  theoretical  one;  this,  however,  is  not  the  case,  as  the  writer 
showed  in  the  articles  in  Engineering  already  referred  to.  Considered 
from  the  point  of  view  of  a  practical  column  formula,  it  is  open 
to  many  objections.  The  values  given  in  Table  5  show  this.  In  the 
particular  case  when  the  eccentricity,  e  =  0,  the  loads  on  the  column, 

for  values  of  -  between  0  and  70,  are  all  equal,  and,  for  values  greater 
than  70,  the  loads  follow  the  Eulerian  curve;  this  is  equivalent  to  as- 
suming that,  for  values  of  ^  between   0  and    70,  the  column  has    no 

I 
deflection  when  failure   takes  place,  and  then  for  values  of  — '  greater 

P 
than  70  for  the  deflection  to  vary  approximately  as  the  square  of  the 
length  of  the  column.     This  is  contrary  to  experience,   as  shown  by 
tests  on  columns,  and  is  evidently  incorrect.     To  assume  some  value 


*  August  23d,  1912. 

t  Read  before  the  Institution  of  Civil  Engineers  of  Ireland,  December  6th.  1911. 

X  Proceedings,  Edinburgh  and  Leith  Engineering  Society. 
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for   the   yield   point   of   the   material   from   experiment,    and   then   to   Mr. 
•^  I  Lilly. 

assert  that  no  column  within  the  range  of  —  between  0  and  70,  when 

P 

loaded  with  the  load  per  unit  of  area,  will  bend,  is  inconceivable;  and 
yet  this  is  the  standpoint  from  which  Mr.  Prichard  bases  his  faith 
in  the  Smith-Marston  formula.  Experiments  show  that  columns  al- 
ways bend  before  failure  takes  place,  and  the  writer  is  of  the  opinion 
that  some  function  of  the  length  must  be  assumed  for  the  deflection 
in  the  derivation  of  any  useful  column  formula.  It  is  in  this  respect 
that  the  Eulerian  analysis  has  had  such  a  retarding  influence  on 
investigations  on  columns,  in  the  enunciation  of  a  critical  load  as 
obtained  from  Euler's  formula,  together  with  a  zero  deflection  of 
the  column,  in  contradistinction  to  the  idea  that  the  essential  point  to  be 
considered  is  the  deflection  of  the  column  when  failure  takes  place. 
The  Smith-Marston  formula  has  never  found  favor  with  engineers, 
owing  to  its  being  troublesome  to  use  in  practice;  if  it  were  theoretic- 
ally correct,  this  would  be  no  argument  against  it,  but,  as  it  is  not, 
there  is  nothing  to  be  gained  in  using  it.  In  conclusion,  Mr.  Prichard 
states : 

"An  important  step  in  this  direction  will  have  been  taken  when  it 
becomes  generally  recognized  that  Rankine's  formula  is  based  on  a 
blunder  caused  by  a  plausible  but  fallacious  assumption  of  analogy 
in  deflection  of  beams  and  columns,  that  it  has  only  the  semblance  of 
a  'theoretic  basis,'  and  that  it  is  not  even  a  good  empirical  formula 
for  wrought  iron  and  steel." 

The  statement  of  the  derivation  of  the  Rankine-Gordon  formula 
is  incorrect;  if  anything,  it  applies  more  nearly  to  the  formula  advo- 
cated by  Mr.  Prichard,  as  the  writer  has  shown  in  the  articles  already 
referred  to. 

Mr.  Branne's  remarks  are  of  interest  to  the  writer.  As  far  as 
he  is  aware,  the  Rankine-Gordon  formula  is  the  only  one  which  per- 
mits the  determination  of  the  sizes  of  the  bracing  in  a  logical  way, 
and  the  examples  given  in  the  paper  show  that  the  results  obtained 
by  its  use  are  closely  correct.  From  a  comparison  of  the  tests  carried 
out  on  columns,  it  is  difiicult  to  generalize,  owing  principally  to  the 
limited  range  of  the  length  of  the  columns  tested,  and  it  is  to  be 
hoped  that,  in  the  future,  in  arranging  for  further  experiments,  this 
point  will  be  borne  in  mind. 

In  conclusion,  the  writer  thanks  those  gentlemen  who  have  discussed 
the  paper.  Some  difference  of  opinion  was  to  be  expected,  the  subject 
being  one  of  much  complexity.  If  the  paper  leads  to  a  co-ordination 
of  the  results  of  the  tests  on  columns,  the  writer  will  feel  that  he  has 
been  amply  repaid  for  the  labor  of  preparing  it. 


lo;; 
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THE  FLOOD  OF  MARCH  22d,  1912,  AT 
PITTSBURGH,  PA.* 

By  Kenneth  C.  Grant,  Assoc.  M.  Am.  Soc.  C.  E.  -1 

With  Discussion  by  Messrs.  L.  J.  Le  Conte,  William  R.  Copeland, 

Jean  de  Pulligny,  J.  Waldo  Smith,  Morris  Knowles, 

AND  Kenneth  C.  Grant. 


On  March  22d,  1912,  the  Allegheny  and  Monongahela  Rivers,  which 
join  at  Pittsburgh  to  form  the  Ohio,  reached  a  gauge  height  of  28.1  ft., 
the  highest  stage  since  February  16th,  1908,  when  there  was  a  30.7-ft. 
flood. t  Except  for  a  second  flood,  on  March  20th,  1908,  which  reached 
a  stage  of  27.3  ft.,  no  other  flood  of  importance  had  occurred  at  Pitts- 
burgh for  four  years,  although  the  danger  line,  22  ft.,  had  been  reached 
several  times,  the  highest  stage  occurring  on  January  31st,  1911,  when 
the  rivers  rose  to  a  gauge  height  of  25.2  ft.  The  record  stage  of  35.5  ft. 
occurred  on  March  15th,  1907,  when  about  $6  000  000  of  flood  damage 
resulted. 

In  view  of  the  exhaustive  studies  looking  toward  methods  of  flood 
relief  that  have  been  made  by  the  Flood  Commission  of  Pittsburgh, 
which  has  recently  published  its  report,  it  is  thought  that  a  brief 
description  of  the  recent  flood  will  prove  of  interest.  To  this  descrip- 
tion has  been  added  a  graphical  study  of  the  peak  reduction  that  could 
have  been  obtained  if  the  system  of  storage  reservoirs  proposed  by  the 
Flood  Commission  had  been  in  operation. 

*  Presented  at  the  meeting  of  November  6th,  1912. 

t  The  portion  of  this  paper  describing  the  flood  was  in  large  part  written  directly  after 
its  occiirrence,  and  published  in  Engineering  Neics  of  April  4th,  1912.  Since  this  first 
writing,  additional  data  have  become  available,  and  the  description  has  been  modified  and 
enlarged  accordingly. 
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At  8  A.  M.,  on  March  21st,  1912,  the  gauge  at  Pittsburgh  registered 
17.9  ft.  For  5  days  prior  to  this  date  the  rivers  had  been  flowing 
fairly  full,  the  gauge  readings  at  Pittsburgh  varying  between  13  and 
18  ft.  The  weather  had  been  mild,  and  the  high  temperatures  that 
prevailed  for  part  of  the  time  had  gradually  brought  the  ice  out  of 
the  tributaries  and  head-waters  of  the  Allegheny.  The  ice  on  the 
Monongahela  and  its  tributaries  had  gone  out  some  time  before.  Had 
cold  weather  continued  until  the  20th,  when  the  flood  rainfall  began, 
the  ice  on  the  Allegheny  would  have  been  held  back  until  then,  the 
flood  would  have  been  considerably  higher,  and  might  have  been  danger- 
ously increased  by  ice  gorges.  The  ice  moved  out  of  the  Upper 
Allegheny  and  its  tributaries  on  the  17th.  On  the  Clarion  Kiver  a 
heavy  gorge  formed  below  Clarion,  raising  the  stage  at  that  place  to 
13.0  ft.  on  the  16th,  which  rapidly  reduced  to  4.6  ft.  on  the  17th,  when 
the  ice  moved  out  early  in  the  morning.  Ice  was  running  on  the 
Allegheny  at  Parker  on  the  16th  and  17th,  and  began  passing  Freeport 
on  the  morning  of  the  17th. 

During  the  21st  the  rivers  at  Pittsburgh  rose  rapidly  and  crossed 
the  danger  line,  or  the  22-ft.  stage,  about  2  p.  m.,  rising  steadily  until 
5  A.  M.  on  the  22d,  when  the  maximum  of  28.1  ft.  was  reached.  The 
crest  remained  at  this  level  for  2  hours  and  then  dropped  at  about  the 
same  rate  as  it  had  risen,  falling  below  the  danger  line  at  about  2  a.  m. 
on  the  23d,  and  registering  19.6  ft.  at  8  a.  m.  The  rise  was  probably 
checked  to  some  extent  by  a  sudden  drop  in  temperature  on  the  21st. 
The  water  was  above  the  danger  line  for  about  36  hours,  during  which 
time  the  total  discharge  above  the  22-ft.  stage  was  about  6  221  000  000 
cu.  ft.    The  discharge  at  the  crest  of  28.1  ft.  was  about  300  000  sec-ft. 

All  the  rain  causing  this  flood  fell  practically  in  the  12  to  14 
hours  preceding  8  a.  m  on  the  21st,  although  in  some  sections  it  con- 
tinued for  a  few  hours  after  this  time.  After  the  middle  of  March, 
with  the  exception  of  an  inch  or  two  in  the  extreme  northern  part  of 
the  Allegheny  Basin,  there  was  no  snow  on  the  ground  to  contribute  to 
the  flood  run-off. 

The  precipitation  was  lightest  over  the  Northern  Allegheny  Basin, 
where  it  was  mostly  in  the  form  of  snow.  The  Upper  Allegheny,  there- 
fore, contributed  little  to  the  rise,  especially  as  practically  all  the  6  in. 
of  snow  which  fell  was  still  on  the  ground  on  March  23d.  French 
Creek  was  at  a  fairly  high  stage,  being  above  10  ft.  throughout  the 
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20th  and  21st.  Tlio  Clarion,  however,  rose  to  only  6.6  ft.,  9.4  ft.  below 
record  stage,  and  lied  Jiank,  iMalioning,  and  Crooked  Creeks  were  not 
largo  contributors,  so  that  the  Allegheny  at  Kittanning  rose  to  only 
17.2  ft.,  12  ft.  below  record  stage,  at  4  p.  m.  on  the  21st.  At  Freeport, 
the  river  registered  23.2  ft.  at  6  r.  m.  on  the  21st,  when  the  water  was 
rising  at  the  rate  of  0.1  ft.  per  hour.  The  main  contributor  from  the 
Allegheny  Basin  was  the  Kiskiminetas  lliver,  which  reached  a  stage 
of  28.0  ft.  at  Avonmore  at  8  p.  m.  on  the  21st,  9  hours  before  the  crest 
was  reached  at  Pittsburgh. 

On  the  Monongahola  Basin,  the  Cheat,  Tygart  Valley,  and  West 
Fork  Rivers  were  not  important  factors  in  the  rise.  The  Youghio- 
gheny,  however,  was  an  important  contributor,  and,  with  the  Kiski- 
minetas, was  the  main  cause  of  the  high  stage  attained  at  Pittsburgh. 
It  reached  a  stage  of  22.7  ft.  at  West  Newton  at  8  p.  m.  on  the  21st. 
Except  during  the  flood  of  March,  1907,  when  the  maximum  at  West 
Newton  was  28.2  ft.,  this  river  had  never  been  higher  than  22.0  ft.  at 
this  station.  The  time  necessary  for  floods  of  these  heights  to  move 
from  West  Newton  and  from  Avonmore  to  Pittsburgh  is  from  9  to  12 
hours,  and  both  the  Youghiogheny  and  Kiskiminetas,  therefore,  must 
have  delivered  their  greatest  discharge  at  Pittsburgh  at  about  flood- 
peak  time,  between  5  and  7  a.  m.  on  the  22d. 

The  high  stages  in  the  Kiskiminetas  and  Youghiogheny  Rivers  were 
to  be  expected,  as  the  rainfall  was  heaviest  over  their  basins.  The 
maximum  rainfall  recorded  during  this  storm  was  at  Lycippus, 
Pa.,  on  the  Kiskiminetas  Basin,  where  3.05  in.  fell  in  the  12  to  14 
hours  following  the  evening  of  March  20th.  The  next  greatest  rainfall 
was  at  Johnstown,  Pa.,  on  the  same  basin,  where  2.91  in.  fell  during 
the  same  period.  The  region  of  greatest  rainfall  centered  around  these 
stations.  Toward  the  north  the  recorded  rainfall  decreases  rapidly  in 
amount,  and  it  is  evident  that,  with  the  exception  of  the  Kiskiminetas 
Basin,  little  of  the  Allegheny  Basin  received  more  than  1  in.  of  rainfall, 
while  a  considerable  portion  received  only  ^  in.,  or  less.  Toward 
the  south  the  amount  of  rainfall  recorded  decreases  more  gradually  to 
about  1  in.  near  Grafton  and  Parsons,  W.  Va.,  and  farther  south,  near 
the  head-waters  of  the  West  Fork,  to  less  than  i  in.  A  considerable 
portion  of  the  Monongahela  Basin,  therefore,  mostly  included  within 
the  Youghiogheny  water-shed,  received  2  in.  or  more  of  rainfall,  while 
the  larger  part  received  more  than  1  in.  .    ..    ..    ,  -,^ 
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The  rainfall  causing  this  flood  is  given  in  Table  1,  and  the  map 
>i  the  basins,  Fig.  1,  shows  its  distribution.  Table  2  gives  the  daily 
fauge  heights  at  stations  on'  the  main  rivers  and  their  tributaries 
)efore  and  after  the  time  of  the  Pittsburgh  peak,  including  time  and 
leight  of  maximum  stage  in  so  far  as  records  exist. 

TABLE  1. — Eainfall  Causing  Flood  of  March  22d,  1912,  at 

Pittsburgh.* 


Allkghent  Basin. 


Station. 


Lllegany,  N.  Y 

LDgelica,  N.  Y 

Jaldwin,  Pa 

Jolivar,  N.  Y 

Jrookville,  Pa 

Clarion,  Pa 

)erry,  Pa 

j'ranklin,  Pa 

rreeport,  Pa , 

Jaskiuville,  N.  Y 

aerr  Island  Dam,  Pa, 

aunt,  N.  Y 

[ndiana,  Pa 

Johnstown,  Pa 

Lycippus,  Pa 

Olean,  N.  Y 

Otto,  N.  Y 

Parker,  Pa 

F*ittsburgh,  Pa 

Saegerstown,  Pa 

ialtsburg,  Pa 

iprJDgdale 

^Volusia.  N.  Y 

iVarren,  Pa 

JVestfield,  N.  Y 


Depth, 

in 
inches. 


0.65 

0.92 

0.64 

1.00 

0.35 

0.12 

1.99 

1.07 

1.61 

0.50 

1.15 

0.40 

0.20 

2.91 

3.05 

1.00 

0.40 

0.79 

0.58 

0.85 

1.63 

1.32 

0.50 

0.66 

0.39 


MONONGAHELA  BASIN. 


Station. 


Depth, 

in 
inches. 


Buckhannon,  W.  Va 

Cahfornia,  Pa 

Central  Station,  W. 

Va 

Confluence,  Pa 

Crest  on,  W.  Va 

Elkins,  W.  Va 

Fairmont,  W.  Va 

tGIenville,  W.  Va... 

Grafton,  W.  Va 

Greensboro,  Pa 

Greensburg,  Pa 

Irwin,  Pa 

Lock  No.  4,  Pa 

Lost  Creek,  W.  Va.. 
Mannington,  W.  Va. 
Morgantown.  W.  Va. 

Parsons,  W.  Va 

Philippi,  W.  Va 

Pickens,  W.  Va 

Rowlesburg,  W.  Va.. 

*Smithfield 

Somerset,  Pa 

Uniontown,  Pa  

West  Newton,  Pa 


0.30 
1.65 

0.70 
2.3?' 
0.43 
0.68 
1.59 
0.45 
0.80 
1.54 
2.53 
1.64 
1.19 
0.73 
1.50 
2.00 
1.00 
0.71 
0.69 
1.56 
1.47 
1.55 
1.65 
2.19 


Ohio  Basin.J 


Ohio  Basin. 


Beaver  Dam,  Pa 

Claysville,  Pa 

Davis    Island    Dam. 

Pa 

Greenville,  Pa 

Grove  City,  Pa 

Sharon.  Pa 

Ell  wood  City,  Pa.... 

Beaver  Falls,  Pa 

Coraopolis,  Pa 


Depth, 

in 
inches. 


0.98 
0.68 

0.93 
0.98 
0.93 
0.82 
0.91 
0.96 
0.86 


*  This  rain  fell  in  the  12  to  14  hours  preceding  8  a.  m.  on  March  21st:  in  a  few  sections  it 
iontmued  for  a  few  hours  after  this  time, 
t  Just  outside  of  basin, 
t  Records  used  in  locating  isohyetal  lines  on  Fig.  1. 

Damage  hy  Flood. — The  damage  caused  by  this  flood  in  Pittsburgh 
md  in  other  communities  bordering  the  rivers  above  and  below  that 
jity  was  considerable.  A  careful  census  of  flood  damage,  made  by  the 
Pittsburgh  Flood  Commission  after  the  27.3-ft.  flood  of  March  20th, 
L908,  showed  a  direct  loss  at  Pittsburgh  alone,  for  a  flood  about  1  ft. 
ower  than  the  recent  stage,  of  more  than  $400  000.  It  would  seem 
-easonable,  therefore,  to  place  the  direct  loss  in  the  recent  flood  at 
ibout  $500  000,  although,  when  complete  information  is  at  hand,  this 
igure  may  be  modified,  especially  a,s  certain  streets  in  the  flooded 
iistrict  were  raised  during  1911.     About  250  acres  of  the  low-lying 
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MAP  SHOWING  RAINFALL 

IN 

ALLEGHENY  AND  MONONGAHELA 
DRAINAGE  BASINS 

JSING  FLOOD  OF  MARCH  22,  1912  AT  PITTSBURGH 
Scale  in  Miles 


Fig.  1. 
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portions  of  the  city,  including  pcrliaps  40  acres  of  railroad  and  in- 
dustrial yards,  were  submerged  to  a  maximum  depth  of  about  9  ft. 
Several  miles  of  main-line  railroad  and  of  street-car  tracks  were  sub- 
merged, the  water  reaching  a  depth  of  about  8  ft.  on  the  ]>altimore 
and  Ohio  tracks  along  the  right  bank  of  the  Allegheny.  Approximately 
6  miles  of  streets  and  alleys  were  submerged  to  a  greatest  depth  of 
about  7  ft. 

The  night  of  March  21st  was  one  of  discomfort  to  thousands  of 
people  living  in  the  low-lying  portions  of  the  city.  Most  of  the  resi- 
dents of  these  districts  moved  their  furniture  upstairs  and  remained  in 
their  houses.  Others  left  their  homes  in  boats  manned  by  the  police. 
Dozens  of  small  boats  plied  the  streets  of  Lower  Allegheny,  carrying 
people  to  and  from  their  homes.  Damage  and  discomfort  of  a  similar 
nature  were  experienced  in  all  the  low-lying  towns  along  the  rivers 
above  and  below  Pittsburgh. 

The  interference  with  business  was  not  serious.  The  down-towix 
business  section  was  not  invaded,  as  in  the  great  flood  of  1907,  although  - 
cellars  were  flooded  by  seepage  and  back-water  from  the  sewers,  and 
pumps  had  to  be  operated  while  the  rivers  were  at  flood  stage.  Mer- 
chandise and  other  materials  stored  in  cellars  and  basements  had  to  be 
removed  to  the  sidewalks  or  to  higher  portions  of  the  buildings.  The 
merchants  in  the  lower  districts,  as  a  precaution,  had  stop-plank  flood- 
gates in  place  on  the  night  of  the  21st.  The  accurate  prediction  of 
fIS.O  ft.,  made  by  the  Local  Forecaster  of  the  United  States  Weather 
Bureau,  gave  ample  time  to  prepare  for  the  flood,  and  much  valuable 
property  was  saved  thereby. 

The  following  details  gathered  from  the  newspaper  accounts  of  the 
flood  damage,  have  not  been  verified,  but  are  believed  to  be  reasonably 
accurate. 

The  interruption  to  traffic  caused  considerable  inconvenience  and 
loss  of  time  on  March  21st  and  22d.  In  some  sections  street-car 
service  was  seriously  interfered  with  by  flooded  tracks,  and  thousands 
were  late  for  work  on  the  22d  on  account  of  re-routeing  and  trans- 
ferring. The  Baltimore  and  Ohio  Kailroad  tracks  and  passenger 
station  on  the  right  bank  of  the  Allegheny  Kiver  were  flooded  by  noon 
on  the  21st,  and  all  trains  were  transferred  to  the  Smithfield  Street 
Station.  On  the  South  Side,  or  left  bank  of  the  Monongahela,  some 
of  the  tracks  of  the  Pittsburgh  and  Lake  Erie  Railroad  were  under  a 
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few  inches  of  water,  but  traffic  was  not  interrupted.  At  West  Newton, 
on  the  Youghiogheny  River,  the  Baltimore  and  Ohio  tracks  were 
flooded  and  the  trains  were  run  on  the  tracks  of  the  Pittsburgh  and 
Lake  Erie,  on  the  other  bank.  Portions  of  the  tracks  of  the  Pennsyl- 
vania Railroad  along  the  Kiskiminetas  River,  between  Saltsburg  and 
Salina,  and  along  the  Conemaugh  River,  at  Sloan's  Cut,  east  of 
Blairsville,  were  washed  away. 

Several  thousand  men  were  laid  off  on  account  of  the  high  water 
entering  industrial  plants  and  causing  their  shut-down.  At  least  2  000 
of  these  employees,  it  was  stated,  would  be  out  of  work  for  a  week. 
The  Pennsylvania  Department  of  the  National  Tube  Works,  in  Second 
Avenue,  shut  down  for  a  week  when  water  entered  the  plant  at  about 
2  A.  M.  on  the  22d.  The  rolling  mill  at  the  Continental  Department  of 
the  same  Company  also  shut  down  for  a  week.  About  1  700  men  are 
employed  in  these  two  departments.  The  plants  of  the  A.  M.  Byers 
Company,  at  South  Sixth  Street,  and  of  the  Dilworth,  Porter  Company, 
at  South  Fourth  Street,  closed  down  on  the  night  of  the  21st,  on  account 
of  the  high  water  backing  into  the  fly-wheel  pits.  The  Carbon  Steel 
Company  and  the  American  Steel  and  Wire  Company's  plant  at  15th 
Street  had  to  shut  down  on  the  morning  of  the  22d.  The  Open- 
Hearth  Department  of  the  Jones  and  Laughlin  Steel  Company,  at 
South  27th  Street,  was  shut  down  on  the  night  of  the  21st,  as  it  was 
feared  that  the  furnaces  might  be  flooded,  but,  as  the  water  did  not 
reach  them,  work  was  resumed  on  the  morning  of  the  22d.  At  the 
mills  of  the  Spang,  Chalfant  Company,  at  Etna,  all  movable  machinery 
and  material  were  transferred  to  points  above  flood  level.  This  was 
also  done  at  the  Westinghouse  Air-Brake  Works,  at  Wilmerding,  on 
Turtle  Creek,  a  small  tributary  of  the  Monongahela  near  Pittsburgh. 
This  plant  closed  down  on  the  morning  of  the  21st  on  account  of  high 
water  in  Turtle  Creek,  and  in  the  afternoon  the  water  was  20  in.  deep 
on  the  floor  of  the  works.  Men  were  engaged  all  night  in  cleaning  up, 
and  work  was  resumed  on  the  morning  of  the  22d.  At  Hays,  on  the 
left  bank  of  the  Monongahela,  a  short  distance  above  Pittsburgh,  the 
Monongahela  Iron  and  Steel  Company  and  the  National  Car  Wheel 
Works  were  shut  down  on  the  night  of  the  21st,  because  of  flooded 
furnaces,  throwing  about  650  men  out  of  work. 

Movement  of  the  Flood  Down  the   Ohio  River. — The  flood   crest 
reached  Rochester,  Pa.,  25  miles  down  the  Ohio  from  Pittsburgh,  at 
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about  11  A.  M.  on  tho  22i\,  and  tlie  streets  and  cellars  in  the  lower 
section  of  tho  town  were  flooded.  At  Steubeiiville,  Ohio,  08  miles 
below  Pittsburgh,  the  highest  stage,  37.0  ft.,  was  reached  on  the  evening 
of  the  22d.  Several  industrial  plants  were  shut  down,  and  railroad  and 
street-car  traffic  was  interrupted.  At  Wheeling,  W.  Va.,  90  miles  below 
Pittsburgh,  the  water  rose  above  the  danger  line  of  3G.0  ft.  at  1  p.  m. 
on  the  22d,  and  reached  the  maximum  for  this  flood,  38.6  ft.,  at  about 
midnight  on  the  22d.  Street-car  traffic  was  interfered  with  and,  on 
certain  lines,  was  suspended.  Basements  and  cellars  in  the  low  dis- 
tricts were  flooded,  and  merchandise  had  to  be  removed  to  the  sidewalks 
and  to  upper  stories.  Several  mills  were  obliged  to  close.  The  crest 
reached  Parkersburg,  W.  Va.,  183  miles  below  Pittsburgh,  at  4  p.  m., 
on  the  24th,  when  a  stage  of  37.0  ft.,  or  about  1  ft.  above  the  danger 
line,  was  recorded.  Little  damage  is  done  at  this  stage  at  Parkersburg. 
Cincinnati,  Ohio,  468  miles  below  Pittsburgh,  had  its  highest  water, 
53.4  ft.,  or  3.4  ft.  above  the  danger  line,  at  3  p.  m.  on  March  27th. 
The  flood  stage  of  50  ft.  was  reached  on  the  morning  of  the  25th,  and 
residents  in  the  low-lying  districts  began  to  move  out  of  their  houses. 
The  water  began  to  overflow  some  of  the  railroad  tracks  on  the  26th, 
when  the  gauge  read  52.2  ft.  at  8  a.  m.,  but  the  service  was  not  inter- 
rupted. At  Cincinnati  a  stage  of  54  ft.  or  more  prevents  trains  from 
entering  the  Union  Central  Depot.  The  river  at  Cairo,  HI.,  at  the 
mouth  of  the  Ohio,  967  miles  below  Pittsburgh,  reached  its  maximum 
of  54.0  ft.  (9  ft.  above  the  danger  line)  on  April  6th.  The  previous 
recorded  maximum  was  52.2  ft.,  in  February,  1883.  The  river  at  this 
point  was  above  the  danger  line  of  45  ft.  for  32  days,  from  March  22d 
to  April  22d,  inclusive. 

The  flood  on  the  Mississippi  during  April,  1912,  was  one  of  the 
worst  ever  experienced  on  that  river,  and  in  some  sections  exceeded  all 
previous  records.  Many  lives  were  lost,  and  enormous  damage  resulted 
from  overflow.  The  Ohio  River  was  the  principal  contributor  to  this 
rise,  although  part  of  the  flood-water  came  from  the  Lower  Missouri 
and  Upper  Mississippi.  The  Arkansas  and  Red  Rivers  were  not 
important  contributors.  Professor  H.  C.  Frankenfield  has  published* 
an  excellent  article  recording  the  history  of  the  conditions  preceding 
this  great  flood,  and  the  stages  of  its  progress  down  the  river.  The 
data  presented  in  that  article  bring  out  the  fact  that,  unquestionably. 


*  Engineering  News,  April  I8fch,  1912. 
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^^-  2. — West  Reliance  Street,  Allegheny,  on  the  Morning  of 
March  22d,  1912. 


Fig.  3. — River  Avenue,  on  the  Right  Bank  op  the  Allegheny  River,  on  the 

Morning  of  March  22d,  1912. 
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flood  stages  in  the  Mississippi  are  raised  by  the  levees,  and  that  the  end 
has  not  yet  been  reached,  as  far  as  extreme  high  stages  are  concerned, 
especially  in  the  event  of  the  possible  combination  of  great  floods  in 
both  the  eastern  and  western  tributaries. 

Estimated  Reduction  of  the  Pittshurgh  Crest  hy  Storage  Reservoirs. 
— Before  proceeding  to  a  discussion  of  the  reduction  of  the  flood  of 
March  22d,  1912,  which  could  probably  have  been  obtained  at  Pitts- 
burgh if  a  system  of  flood-control  reservoirs  had  been  in  operation, 
the  following  outline  of  the  studies  made  along  these  lines  by  the  Flood 
Commission  of  Pittsburgh  will  perhaps  be  of  interest. 

The  Report  of  the  Flood  Commission  was  issued  in  April,  1912.  It 
gives  a  detailed  account  of  the  extensive  surveys  and  studies  made  by 
the  Commission  for  the  purpose  of  determining  the  feasibility  of  pre- 
venting floods  at  Pittsburgh  by  storage  reservoirs  on  the  Allegheny  and 
Monongahela  Basins.  The  forty- three  most  favorable  sites  were  selected 
from  a  large  number  considered,  and  detailed  estimates  were  made  of 
the  capacities  and  costs  of  the  respective  reservoirs. 

These  surveys  and  studies  showed  that,  at  certain  sites,  the  maxi- 
mum  storage  feasible  was  greater  than  needed  for  flood  control.  For 
example,  if  all  forty-three  reservoirs  were  constructed  to  maximum 
capacity,  the  storage  in  excess  of  that  required  for  flood-control 
purposes  would  amount  to  4  357  000  000  cu.  ft.  on  the  Allegheny  Basin, 
and  17  937  500  000  cu.  ft.  on  the  Monongahela  Basin,  the  total  maximum 
capacity  found  available  being  nearly  103  000  000  000  cu.  ft. 

The  capacities  of  these  reservoirs  were  cut  down,  therefore,  in  each 
case  to  the  amount  necessary  to  control  floods  from  the  drainage  areas 
above  the  respective  dams.  The  total  capacity  of  the  twenty-one 
projects  on  the  Allegheny  Basin  then  amounted  to  49  725  800  000  cu.  ft., 
and  of  the  twenty-two  on  the  Monongahela  Basin  to  30  772  000  000 
cu.  ft.,  or  a  total  of  80  497  800  000  cu.  ft.  These  reservoirs  would 
control  8  454  sq.  miles,  or  73%  of  the  Allegheny  drainage  area,  and 
3  379  sq.  miles,  or  46%  of  the  Monongahela  drainage  area ;  or  a  total 
of  11  833  sq.  miles,  or  62%  of  the  total  drainage  area  above  Pittsburgh. 
The  total  cost  of  the  forty-three  projects  would  be  $34  170  800. 

An  analysis  of  the  effect  of  these  forty-three  reservoir  projects  in 
reducing  floods  at  Pittsburgh  was  then  made  for  the  eleven  principal 
floods  from  1898  to  1908.  Prior  to  1898,  sufficient  data  for  such  studies 
were  not  available. 
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This  study  of  tlie  Pittsburgh  ponk  reduction  was  made  graphically 
by  a  series  of  mass-diagrams,  in  wliieh  the  estimated  flood  volumes 
contributed  by  the  various  controlled  tributaries  were  assembled  in 
their  calculated  positions  under  the  main  volume  curve  representing  the 
Pittsburgh  peak,  or  flood  crest,  and  the  reduced  peak  was  obtained  by 
deducting  these  tributary  volumes  from  the  volume  of  the  main  peak, 
which  is  what  would  actually  take  place  if  the  proposed  reservoirs 
on  these  tributaries  were  constructed.  A  diagram  of  this  kind  was 
constructed  for  each  of  the  eleven  floods  considered. 

By  these  diagrams  it  was  ascertained  that,  of  the  eleven  floods 
studied,  all  except  the  highest,  that  of  March,  1907  (35.5.  ft.),  would 
have  been  reduced  well  below  the  danger  line.  The  March,  1907,  flood 
would  have  been  reduced  to  25.3  ft.,  and  would  have  been  above  22  ft. 
for  22  hours,  as  compared  with  the  actual  61  hours.  These  eleven 
floods  remained  above  the  22-ft.  stage  from  34  to  86  hours.  The  longest 
flood,  that  of  March,  1905,  which  reached  the  gauge  height  of  29  ft., 
remained  above  the  22-ft.  stage  for  86  hours.  This  flood  would  have 
been  reduced  to  a  gauge  height  of  18.3  ft.  It  was  also  found  that, 
with  62%  of  the  total  drainage  area  controlled,  a  reduction  of  from 
39  to  84%  of  the  peak  discharge  would  have  been  obtained,  or  an 
average  of  53  per  cent. 

Relative  Effectiveness  of  Reservoirs.— It  is  evident  that  the  amount 
of  flood  reduction  effected  by  a  given  reservoir  project  is  not  merely 
a  matter  of  the  magnitude  of  the  flood  in  the  tributary  it  controls; 
it  is  just  as  much  a  question  of  how  the  contribution  of  that  tributary 
arrives,  with  reference  to  the  time  of  the  crest,  in  the  main  river.       ^ 

Inspection  of  these  mass-diagrams,  by  which  the  reductions  of  the 
Pittsburgh  peaks  were  estimated,  showed  that  certain  tributaries  are 
notable  and  repeated  offenders  in  Pittsburgh  floods,  that  is,  their  flood- 
volume  curves  arrive  there  at  about  the  same  time  as  the  Pittsburgh 
peak.  It  is  obvious  that  the  most  effective  storage  would  be  that 
controlling  their  flood-waters.  Therefore,  a  study  of  the  relative 
effectiveness  of  the  various  projects  was  made  on  this  basis,  and  it  was 
found  that,  except  in  the  case  of  the  1907  flood,  a  comparatively  small 
number  of  reservoir  projects  is  needed  to  reduce  floods  at  Pittsburgh 
to  below  the  danger  line;  and  that  certain  projects  would  have  but  little 
effect,  and,  therefore,  should  be  dismissed  from  further  consideration 
for  flood-prevention  purposes.  .-^i:'r.<i-.>o  yj^n  o\-^" 
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Thus,  it  was  found  that  if  fifteen  of  these  least  effective  projects 
\ere  rejected,  reducing  the  cost  by  about  $6  000  000,  all  the  eleven 
loods  considered  would  still  be  reduced  to  below  the  danger  line  except 
:hat  of  1907,  which  would  be  reduced  to  26.1  ft.,  or  only  0.8  ft.  above 
:he  point  to  which  it  would  be  reduced  by  the  construction  of  all  forty- 
ihree  projects. 

A  further  analysis,  taking  into  account  the  relative  cost  as  well  as 
;he  relative  effectiveness  of  the  respective  projects,  reduced  the  number 
io  seventeen.  These  seventeen  selected  projects  control  a  drainage  area 
Df  8  023  sq.  miles,  or  69%  of  the  Allegheny  Basin,  and  2  159  sq.  miles, 
3r  29.5%  of  the  Monongahela  Basin;  or  a  total  of  10  182  sq.  miles,  or 
54%  of  the  total  drainage  area  above  Pittsburgh.  Thirteen  of  the 
projects,  with  a  total  capacity  of  42178  500  000  cu.  ft.,  are  on  the 
Allegheny  Basin,  and  four,  with  a  total  capacity  of  17  302  900  000 
cu,  ft.,  are  on  the  Monongahela  Basin,  the  total  capacity  on  the  two 
basins  being  59  481 400  000  cu.  ft.  The  total  cost  of  the  seventeen 
reservoirs  would  be  $21  672  100,  or  an  average  cost  of  $364  per  1  000  000 
cu.  ft.  of  storage  capacity. 

The  locations  of  these  seventeen  selected  projects,  together  with  the 
drainage  area  controlled  by  each,  are  shown  on  Fig.  5. 

It  was  found  that,  if  these  seventeen  projects  had  been  constructed, 
the  average  reduced  peak  for  the  eleven  floods  would  have  been  18.9  ft. ; 
and  that  in  only  the  two  highest  floods,  March  15th,  1907  (35.5  ft.), 
and  March  1st,  1902  (32.4  ft.),  would  the  reduction  have  been  less 
than  to  the  danger  line  of  22  ft.  In  the  1902  flood  the  reduced  peak 
would  have  been  only  0.3  ft.  above  the  danger  line,  and  would  have 
been  above  that  line  for  such  a  short  time  as  to  be  negligible.  The 
reduced  peak  of  the  1907  flood,  however,  would  still  have  been  6.8  ft. 
above  the  danger  line,  and  a  certain  amount  of  overflow  and  damage 
might  still  result  from  occasional  great  floods,  if  the  flood  relief  work 
should  be  confined  to  the  construction  of  the  seventeen  selected  reservoirs. 

Combination  of  Reservoirs  and  Low  Wall. — The  reduction  of  the 
maximum  flood  to  this  height,  or  even  to  30.0  ft.,  however,  would 
greatly  reduce  the  amount  of  wall  necessary  to  prevent  overflow. 
Investigation  showed  that  the  cost  of  the  low  wall  which  could  be 
used  in  combination  with  the  seventeen  selected  reservoirs  would  be 
so  small  that  it  would  be  far  cheaper  to  construct  it  than  to  build 
the  large  amount  of  additional  reservoir  storage  which  would  be 
necessary  to  reduce  the  occasional  great  floods  below  the  danger  line.,,jr; 
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These  seventeen  selected  reservoirs  would  reduce  the  flood  heights 
so  much  that  no  wall  would  ho  required  on  the  Monon^^ahela  or  Ohio 
Rivers.  It  would  be  necessary  to  construct  a  wall  only  along  a  few 
low-lying  portions  of  the  Allegheny.  This  low  wall,  in  combination 
with  the  reduction  in  flood  heights  which  would  be  obtained  by  reservoir 
storage,  would  prevent  overflow  by  a  40-ft.  flood  at  Pittsburgh.  It 
would  cost  about  $670  000.  The  total  cost,  therefore,  of  the  wall  and 
reservoirs  would  be  $22  342  100. 

If  certain  revisions  in  the  river  channels  were  made,  the  total 
value  of  the  land  reclaimed  along  the  river  front  would  amount  to  about 
$2  307  000.  The  total  net  cost  of  the  low  wall  and  the  seventeen  selected 
reservoirs  combined,  therefore,  would  be  $20  035  100. 

Reduction  of  the  Flood  of  March  2M,  791^.— The  flood  of  March 
22d,  1912,  is  the  first  of  any  importance  that  has  occurred  since 
gauging  stations  have  been  in  operation  on  all  the  tributaries  controlled 
by  the  seventeen  selected  reservoirs  referred  to.  The  accompanying 
graphical  estimate  (Fig.  6)  of  the  probable  reduction  in  the  Pitts- 
burgh peak  which  could  have  been  obtained  had  the  system  of  reser- 
voirs recommended  by  the  Flood  Commission  been  in  operation  is, 
therefore,  of  peculiar  interest,  as  confirming  the  claims  made  by  the 
Commission  and  showing  the  conservative  character  of  the  assumptions 
made  necessary  by  incomplete  data  in  certain  portions  of  the  above' 
described  flood-reduction  studies. 

The  peak  reduction  diagram,  Fig.  6,  is  similar  to  the  diagrams  used 
in  the  studies  made  by  the  Flood  Commission.  The  discharges  at  Pitts- 
burgh were  obtained  by  gauge  heights  furnished  by  the  U.  S.  Weather 
Bureau,  and  an  approximate  discharge  curve  for  the  Ohio  River  at 
Pittsburgh  was  based  on  measurements  by  the  U.  S.  Engineers.  The 
flood-volume  curves  of  the  tributaries  controlled  by  the  seventeen 
selected  projects  are,  with  two  exceptions,  based  on  actual  stream- 
flow  measurements.  The  curve  representing  the  flood  discharge  of  the] 
Allegheny  River  at  the  site  of  the  lower  of  the  three  Allegheny  proj- 
ects, a  short  distance  above  Oil  City,  is  based  on  discharge  measure- 
ments at  Red  House,  N.  T. ;  the  Loyalhanna  Creek  curve  is  based  on  th( 
records  of  Black  Lick  Creek  and  a  study  of  rainfall  data,  the  Loyalhanna 
ga,uge  having  unfortunately  been  out  of  commission  during  this  flood. 

These  tributary  flood-volume  curves,  representing  the  flood-water 
which  would  have  been  held  back  by  the  proposed  reservoirs,  are  plotted 
under  the  Pittsburgh  peak  in  the  positions  in  which  it  is  estimated 
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they  actually  arrived  at  Pittsburgh,  based  on  the  calculated  time  of 
travel  of  floods  from  the  respective  dam  sites  to  the  latter  place.  On 
account  of  their  smaller  size,  they  are  plotted  to  a  vertical  scale  twice 
as  great  as  that  used  for  the  Pittsburgh  peak.  By  subtracting  the  sum 
of  their  ordinates  at  a  scries  of  points,  that  is,  one-half  the  graphical 
sum,  on  account  of  the  difference  in  scales,  from  the  corresponding 
ordinates  of  the  Pittsburgh  peak,  a  reduced  peak  has  been  obtained, 
the  highest  point  of  which  represents  a  discharge  of  only  168  000 
sec-ft.,  corresponding  to  a  gauge  height  of  16.9  ft.  This  represents 
a  reduction  in  discharge  of  132  800  sec-ft.,  or  43%;  and  in  gauge 
height,  of  11.2  ft.,  or  to  5.1  ft.  below  the  danger  line. 

Table  3  contains  various  data  with  regard  to  the  seventeen  reser- 
voirs. It  also  includes  the  results  of  an  analysis  of  the  peak  reduc- 
tion diagram,  and  brings  out  the  relative  effectiveness  of  the  respec- 
tive projects  in  reducing  this  particular  flood. 

The  term,  "effective  capacity,"  has  been  used  to  designate  that  part 
of  each  tributary  flood-volume  curve  falling  within  the  effective  zone, 
or  the  time  when  the  Pittsburgh  crest  w^as  above  the  danger  line,  or 
22-ft.  stage.  In  other  words,  it  represents  the  portion  of  the  capacity 
used  in  storing  damaging  flood-water.  The  reduction  in  gauge  height 
to  be  credited  to  a  given  project  has  been  obtained  by  multiplying 
the  total  reduction,  11.2  ft.,  by  the  percentage  of  total  effective  ca- 
pacity credited  to  each  project. 

It  will  be  noted  that,  with  the  exception  of  the  Youghiogheny  proj- 
ect, all  the  reservoirs  are  of  ample  capacity  to  have  controlled  the 
damaging  flood-water  delivered  from  their  respective  catchment  areas. 
The  Youghiogheny  reservoir  would  have  filled  up  a  few  hours  before 
it  ceased  to  deliver  damaging  flood-water.  The  position  of  this  filling 
up  has  been  indicated  on  the  peak  reduction  diagram,  Fig.  6;  and, 
beyond  this  point,  the  ordinates  of  the  Youghiogheny  flood  volume 
curve  have  not  been  used  in  reducing  the  Pittsburgh  peak. 

About  293  000  000  cu.  ft.  of  additional  storage  capacity  would  have 
been  needed  to  store  all  the  damaging  flood-water  delivered  by  the 
Youghiogheny  above  the  reservoir.  The  surveys  showed  that,  by  in- 
creasing the  height  of  the  dam  to  96  ft.,  about  984  000  000  cu.  ft.  of 
additional  storage  could  be  obtained  at  this  site,  and  the  capacity  of 
this  reservoir  should  be  increased  by  part  of  this  amount,  at  least,  in 
order  to  insure  complete  control  of  all  floods  from  its  catchment  area. 
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It  should  be  noted,  however,  that  before  the  discharge  of  about 
17  000  sec-ft.,  which  the  Youghiogheny  was  delivering  at  the  time  the 
reservoir  would  have  filled  up,  could  have  been  reached  in  the  stream 
below  the  dam,  enough  water  would  have  been  stored  in  the  reservoir 
to  give  a  head  of  about  2.5  ft.  on  the  spillway.  With  a  surface  area 
of  940  acres,  this  would  have  given  an  additional  storage  of  about 
102  000  000  cu.  ft. 

The  costs  per  1  000  000  cu.  ft.  of  total  and  of  effective  capacity  are 
also  shown  in  Table  3.  In  the  last  three  columns,  the  projects  are 
ranked  according  to  these  costs,  the  lowest  being  No.  1;  and,  according 
to  effectiveness,  the  project  with  the  greatest  reduction  in  gauge  height 
to  its  credit  is  ranked  as  No.  1. 

Evidently,  it  does  not  follow  that,  because  a  reservoir  has  a  low 
cost  per  1 000  000  cu.  ft.  of  storage,  it  is  the  cheapest  to  build  for 
flood-control  purposes.  The  water  which  it  controls  may  be  that  of  a 
tributary  which  rarely,  if  ever,  delivers  that  flood-water  at  Pittsburgh 
during  the  critical  period  of  damaging  flood  height.  Whereas,  another 
reservoir,  of  high  cost  per  unit  of  storage,  may  control  a  stream  which 
is  invariably  an  offender  whenever  its  drainage  area  receives  flood 
rainfall.  A  number  of  favorable  reservoir  sites  having  been  selected 
and  surveyed,  and  estimates  of  the  capacities  and  costs  of  the 
respective  projects  having  been  determined,  if  only  a  certain  number 
of  them  are  to  be  built,  the  ultimate  criterion  for  their  selection  for 
flood-control  purposes  is  not  the  lowest  cost,  nor  even  the  greatest 
effectiveness;  it  is  both.  In  other  words,  the  final  selection  should  be 
based  on  the  lowest  cost  per  unit  of  effectiveness. 

Thus,  in  Table  3,  it  will  be  noted  that,  in  this  particular  flood, 
the  Clarion  No.  3  project  ranked  13  in  effectiveness  and  11  in  cost 
per  unit  of  effectiveness,  although  it  ranked  1  in  cost  per  unit  of  total 
capacity.  The  Youghiogheny  project,  on  the  other  hand,  although  it 
ranked  16  in  cost  per  unit  of  total  capacity,  being  exceeded  only  by 
the  French  Creek  project,  ranked  3  in  effectiveness  and  2  in  cost  per 
unit  of  effectiveness. 

It  is  obvious,  of  course,  that  such  a  selection  of  reservoirs  cannot 
be  made  from  a  study  of  one  flood,  for  no  two  floods  are  alike  in 
their  origin.  The  rainfall  varies  widely  in  amount,  in  distribution, 
and  in  relative  time  of  arrival.  Moreover,  even  with  the  same  rainfall, 
the  run-off  from  a  given  xiart  of  a  drainage  area,  being  affected  by 
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many  conditions,  may  vary  widely.  It  is  necessary,  therefore,  that 
the  volume  and  distribution  of  storage  shall  be  adequate  to  control 
all  possible  conditions  and  combinations  of  run-off. 

It  was  in  the  foregoing  manner,  after  making  a  similar  analysis  of 
the  a.ction  of  the  forty-three  reservoirs  in  the  eleven  principal  floods 
from  1898  to  1908,  that  the  seventeen  reservoir  projects  recommended 
by  the  Flood  Commission  of  Pittsburgh  were  selected.  As  previously 
stated,  it  is  estimated  by  the  Commission's  engineers  that,  with  these 
seventeen  reservoirs,  all  floods  at  Pittsburgh,  including  a  possible  future 
40-ft.  flood,  would  be  reduced  to  a  point  where  overflow  and  flood 
damage  could  be  prevented  by  a  low  wall  along  a  few  low-lying  portions 
of  the  Allegheny  River;  and  that  the  total  net  cost  of  these  reservoirs 
and  the  wall,  taking  into  account  the  value  of  the  land  reclaimed, 
would  be  only  about  $20  000  000,  or  less  than  twice  the  direct  losses 
from  flood  damage  sustained  during  the  past  ten  years  at  Pittsburgh 
alone.  Moreover,  the  flood  relief  would  not  be  confined  to  Pittsburgh, 
but  would  be  extended  along  the  rivers  and  their  principal  tributaries 
above  that  city,  and  down  the  Ohio  River  for  many  miles  below  it. 
For  example,  at  Wheeling,  W.  Va.,  90  miles  below  Pittsburgh,  the 
greatest  recorded  flood,  that  of  1884,  53.1  ft.,  could  have  been  reduced 
by  13  ft. ;  and  the  next  greatest,  that  of  March,  1907,  50.1  ft.,  by  14.5  ft. 

Proceeding  farther  down  the  Ohio,  it  is  evident  that,  as  other 
important  tributaries  enter,  this  storage  would  become  a  decreasing 
factor  in  reducing  the  Ohio  floods.  In  so  far  as  such  floods  originate 
above  Pittsburgh,  the  storage  would  be  effective,  but  complete  control 
of  floods  at  these  lower  points  would  necessitate  the  construction  of 
additional  storage  on  the  tributaries  entering  the  Ohio  between  Pitts- 
burgh and  the  point  where  flood  relief  is  desired.  A  similar  solution 
of  the  problem  on  the  other  tributaries  of  the  Ohio  would  extend  the 
flood  relief  throughout  its  entire  valley. 

Above  Pittsburgh,  the  Allegheny  River,  from  its  mouth  to  Oil  City 
—a  distance  of  about  134  miles — would  be  relieved  from  frequent  dis- 
astrous floods.  Flood  levels  on  the  Kiskiminetas  River,  for  a  distance 
of  41  miles  above  its  mouth,  would  also  be  considerably  lowered.  On 
the  Monongahela  River,  floods  would  be  greatly  reduced  from  Fairmont, 
W.  Va.,  to  Pittsburgh,  a  distance  of  127  miles.  On  the  West  Fork 
River,  they  would  be  controlled  for  a  distance  of  38  miles  above  the 
mouth,  and,  on  the  Youghiogheny  River,  they  would  be  lowered  con- 
siderably for  a  distance  of  83  miles  above  its  mouth. 
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The  system  of  storage  reservoirs  could  be  operated  primarily  for 
flood  prevention  during  the  flood  season,  and  for  increasing  the  low- 
water  flow  during  the  low-water  season.  A  study  of  the  flood  records 
shows  that  80%  of  the  floods  has  occurred  in  the  months  from  November 
to  March,  inclusive;  and  that  the  20%,  occurring  in  the  period  from 
April  to  October,  inclusive,  has  been  of  relatively  less  severity,  and 
could  have  been  prevented  from  doing  damage  by  the  low  wall  which 
has  been  proposed  in  combination  with  the  reservoirs. 

With  the  amount  of  flood-water  which,  by  this  method,  could  be 
safely  retained  in  these  reservoirs  until  needed  in  dry  weather,  com- 
bined with  the  surplus  spring  and  early  summer  flow  that  could  be 
gathered,   a  notable  improvement  in  the  low-water  flow  of  the  main 
rivers  and  their  tributaries  could  be  effected.    The  low-water  flow  of  the 
Allegheny   at   Pittsburgh   could  be  increased  to   about   3.5   times   its 
minimum    throughout    the    entire    dry-weather    season;    that    of    the 
Monongahela  to  about  6  times  its  minimum;  that  of  the  Kiskiminetas 
River  to  about  6  times  its  minimum;  and  that  of  the  Youghiogheny 
River  to  about  10  times  its  minimum.     These  increases  of  low-water 
flow  are  those  which  would  obtain  with  only  the  seventeen  selected 
projects  constructed,  and  would,  of  course,  extend  down  the  Ohio.     At 
Wheeling,  the  low-water  discharge  could  be  maintained  at  3  times  the 
present  minimum,  corresponding  to  an  increase  in  stage  of  2.3  ft. 

The  extent  of  these  improvements  in  low-water  flow  will  be  appre- 
ciated when  it  is  realized  that  267  miles  of  main  rivers  and  386  miles 
of  tributaries,  or  a  total  of  653  miles  of  stream  channels  above  Pitts- 
burgh, would  have  their  low-water  discharge  considerably  increased  and 
made  uniform  during  dry  weather.  If  all  the  forty-three  projects 
referred  to  were  constructed,  there  would  be,  of  course,  a  considerably 
greater  increase  of  low-water  flow,  which  would  extend  over  393  miles 
of  main  rivers  and  570  miles  of  tributaries,  or  a  total  of  963  miles  of 
stream  channels  above  Pittsburgh. 

The  benefits  to  navigation,  sanitation,  water  supply,  and  water- 
power,  which  would  result  from  such  an  improvement  in  stream 
regimen  would  naturally  be  very  considerable.  They  form  a  strong 
additional  argument  in  favor  of  the  construction  of  storage  reservoirs 
for  purposes  of  river  regulation  and  flood  control,  and  broaden  the 
problem  to  one  demanding  State  and  National  consideration. 
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loconte  ^^'   '^'   ^^^'  ^'^^^^''  ^^-   ^^'-  ^^^-  ^'  ^"   (^y  lettor.)— The  writnr  is 

onte.  ^\^^,y^\y  intcM-csted   in   this  paper,  heenuse   the  p:eneral   scheme  for  flood 

control  therein  considered  was,  in  liis  younger  days,  a  pleasing  day- 
dream M'hieh  Imnnted  him  for  years.  Long  experience  in  this  line  of 
thought,  however,  has  brought  a  realization  of  many  practical  diffi- 
culties which  cannot  be  easily  adjusted.     The  author  says: 

''The  system  of  storage  reservoirs  could  be  operated  primarily  for 
flood  prevention  during  the  flood  season,  and  for  increasing  the  low- 
water  flow  during  the  low-water  season." 

This  is  perfectly  feasible,  and  true  in  every  respect,  provided  every 
private  or  quasi-private  interest  is  prevented  from  interfering  with 
free  and  untrammelled  operation  in  the  interest  of  flood  control  purely. 

The  author  also  states : 

"The  benefits  to  navigation,  sanitation,  water  supply,  and  water 
power,  which  would  result  from  such  an  improvement  in  stream 
regimen  would  naturally  be  very  considerable." 

This  is  exactly  where  the  fundamental  difficulties  of  the  whole 
scheme  come  in.  Experience  everywhere  shows  that  it  is  almost  im- 
possible to  reconcile  private  interests  and  flood-control  interests  in  one 
and  the  same  scheme.  The  conflict  is  irrepressible,  and,  in  a  majority 
of  cases,  the  combined  scheme  is  utterly  impracticable.  A  single  in- 
stance is  sufficient  to  show  the  true  nature  of  the  irrepressible  conflict. 
The  same  reasoning  will  apply  to  any  one  of  the  seventeen  reservoirs 
proposed. 

Complete  flood  control  requires  that  all  the  storage  reservoirs  shall 
be  practically  empty  just  before  the  expected  peak  flood  arrives,  say. 
in  February  and  March  of  each  year.  This  will  furnish  the  desired 
storage  room  for  the  great  rush  of  flood-waters,  and  everything  will 
work  satisfactorily.  On  the  contrary,  how  does  this  requirement  affect 
private  interests?  Water-supply  and  water-power  interests  both  de- 
mand that  the  reservoir  shall  be  filled  as  early  in  the  wet  season  as 
possible  so  as  to  be  absolutely  sure  of  a  full  reservoir  before  that  season 
is  over.  This  means  that  the  expected  great  "peak  flood,"  which  comes 
in  February  and  March,  will  rush  down  the  river  and  into  a  full 
reservoir,  pass  over  the  crest  of  the  dam  unrestrained,  and  continue 
down  stream  just  exactly  as  it  did  before  the  dam  was  built.  As  a 
result,  the  flood  height  in  the  lower  river  would  be  the  same  as  before 
the  reservoir  system  was  built,  if  not  greater,  inasmuch  as  the  pro- 
posed improvements  are  supposed  to  raise  the  low-water  plane  of  the 
river  to  some  extent. 

From  this  it  is  clear  that,  as  a  rule,  flood-control  schemes  cannot 
be  combined  with  such  schemes  as  water  supply,  water  power,  irriga- 
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tion,  etc.,  on  account  of  conflicting  interests  which  are  almost  insur-       Mr. 
mountable.     This   is  the  principal   reason  why  this  truly  fascinating 
problem  has  remained  dormant  for  sixty  years  or  more,  and  has  never 
received  a  practical  solution. 

The  writer  ventures  to  submit  a  few  mild  suggestions,  which,  of 
course,  pass  for  what  they  are  worth.  Where  the  flood-danger  period 
does  not  extend  over  2  or  3  months  each  year,  the  storage  reservoir 
waters  could  be  used  for  power  or  water-supply  purposes  during  the 
remaining  9  or  10  months.  During  the  2  or  3  months  when  the  storage 
reservoirs  must  be  kept  practically  empty — in  anticipation  of  the  great 
peak  flood — all  the  power  plants  and  water-supply  plants  must  neces- 
sarily be  kept  going  with  auxiliary  steam  plants  erected  for  the  special 
purpose.  The  long  transmission  lines  in  California  generally  have 
auxiliary  steam  plants  in  the  cities  where  they  sell  their  power  and 
light.  These  auxiliary  plants  are  started  up  whenever  there  is  a  break- 
down on  the  main  transmission  lines;  therefore,  a  stoppage  of  2  or  3 
months  at  the  main  power-house  is  not  vital.  Likewise,  in  the  case 
of  a  water-supply  company:  if  the  natural  flow  of  the  stream  above  the 
reservoir  site,  in  February  and  March,  is  sufiicient  for  water-supply 
purposes,  all  well  and  good,  and  no  steps  need  be  taken  for  an  auxiliary 
supply;  but,  if  it  be  short  of  requirements,  a  small  auxiliary  steam 
pumping  plant  could  be  located  just  below  the  dam  site,  the  pump  wells 
being  fed  by  underground  seepage  from  the  reservoir  above.  The 
capacity  of  this  plant  need  be  only  sufficient  to  cover  the  deficiency. 

William  R.  Copeland,  Assoc.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Mr. 
Grant  evidently  prepared  his  paper  with  the  idea  of  proving  that  the  ^^P®'^^'^- 
construction  of  storage  reservoirs  on  the  water-shed  of  the  Allegheny 
River  will  protect  the  residents  of  Pittsburgh  and  vicinity  from 
damage  by  flood.  He  seems  to  have  overlooked  an  important  matter 
in  this  connection,  and  that  is  the  question  of  the  effect  which  may 
be  produced  on  the  Allegheny  by  the  storage  of  acid  waters  from  coal 
mines  in  such  reservoirs. 

Consider,  for  example,  the  proposed  reservoir  on  the  Loyalhanna. 
This  river,  rising  on  the  western  slope  of  the  Allegheny  Mountains, 
flows  northwestward  for  about  30  miles  until  it  joins  the  Conemaugh 
at  Saltsburgh,  forming  the  Kiskiminetas.  From  its  source  to  Latrobe, 
it  lies  in  a  rather  broad,  open  valley.  Between  Latrobe  and  Salts- 
burgh, however,  it  winds  through  a  valley,  so  narrow  and  deep  in  many 
places  that  it  becomes  a  gorge. 

This  valley  is  crossed  at  four  or  five  places  by  dikes  of  stone  which 
form  natural  dams,  and  they  have  been  raised  in  height  artificially 
for  the  purpose  of  storing  water  for  mill  powers.  The  pools  thus 
formed — each  a  mile  or  more  in  length — serve  as  catch-basins  for 
the  mine  drainage  entering  the  stream  from  each  side. 
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Mr.  'IMiis   mine  water  lias  several   marked  eliaracteristics,  one  of  which 

copt»iiiii(i.  ^  |.j^j^^  -^g  specific  gravity  is  greater  than  that  of  ordinary  surface 
water.  Therefore,  the  drainage  droi)s  to  the  bottom  of  the  river, 
collecting,  of  course,  in  the  pools  above  the  dikes.  Another  bad 
feature  of  mine  drainage  is  the  free  acid  and  acid  salts  which  it 
contains. 

Chemical  analyses  have  shown  that  water  flowing  from  coal  mines 
in  this  region  carries  from  100  to  500  parts  per  million  of  free 
acid.  Dilution  and  reaction  with  the  alkaline  carbonates  carried  by 
the  surface  waters  tend  to  reduce  the  acidity,  but,  nevertheless,  a 
sample  of  water  taken  from  the  bottom  of  a  pool  in  the  Loyalhanna 
in  September,  1899,  contained  200  parts  per  million  of  free  acid — 
and  the  sample  was  taken  just  after  a  considerable  flood  had  passed 
down  the  stream. 

July,  August,  and  the  first  half  of  September  had  been  very  dry, 
but  about  September  15th  a  thunder-storm  having  the  characteristics 
of  a  cloudburst  broke  upon  the  upper  water-shed.  So  great  was  the 
rainfall  that  the  run-off  raised  the  river  more  than  2  ft.,  creating  a 
current  in  the  Loyalhanna  which  swept  the  immense  volumes  of 
acid  mine  drainage  stored  in  the  pools  into  the  Kiskiminetas,  and 
eventually  into  the  Allegheny. 

Millers  and  farmers  have  complained  for  years  that  the  mine  waters 
of  the  Loyalhanna  eat  up  their  iron  water-wheels,  and  poison  stock 
which  drink  from  the  stream.  One  man  told  the  writer  that  he  had 
lost  a  1-in.  iron  crow-bar  through  the  ice  on  the  river  during  the 
preceding  winter,  and  that  by  spring  the  bar  had  been  eaten  in  two. 

The  head-waters  of  the  Loyalhanna  contain  fish,  frogs,  lilies,  and 
all  the  natural  aquatic  life  of  the  region;  but  below  the  entrance  of 
the  first  coal-mine  drains,  at  the  outskirts  of  Latrobe,  not  a  fish  nor  a 
weed  can  be  found  in  the  water. 

When  the  mine  water — swept  into  the  Kiskiminetas  by  that  Sep- 
tember flood — reached  its  month,  the  acid  burned  the  legs  of  Italian 
laborers  working  on  a  bridge  pier,  and  drove  them  out  of  the  river. 
Passing  into  the  Allegheny  the  sulphur  water  killed  tons  of  fish  in  its 
run  of  40  miles  to  Pittsburgh,  and  the  rotting  bodies  created  such 
foul  conditions  that  the  Superintendent  of  the  Pittsburgh  water  sup- 
ply at  once  started  an  investigation  regarding  the  cause  of  the  death 
of  the  fish. 

Smaller  floods  of  this  character  are  of  common  occurrence  in  the 
Allegheny,  and  are  becoming  more  common  annually.  The  volume  of 
mine  water  is  increasing,  too,  as  new  coal  mines  are  being  opened 
yearly,  the  workings  in  others  are  being  extended,  and  last,  but  by  no 
means  least,  the  drainage  from  all  former  openings  continues  to  pour 
unceasingly  into  the  watercourses. 
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At  present  the  dikes  and  dams  are  so  low  that  the  Loyalhanna  is  ^  Mr. 
flushed  out  several  times  a  year,  but  what  will  happen  if  a  great 
reservoir  is  formed  by  throwing  a  dam  across  the  stream  near  its 
mouth,  as  indicated  on  the  plan,  Fig.  5.  Such  a  structure  will  surely 
store  the  acid  mine  drainage,  and,  if  any  exceptional  flood,  from  a 
cloudburst  or  other  severe  storm,  sweeps  the  water  out  of  the  reservoir, 
far  greater  volumes  of  stronger  acid  water  will  be  poured  into  the  Alle- 
gheny than  has  ever  entered  it  at  one  time  before. 

When  this  happens,  the  water  consumers  in  all  the  towns  on  the 
river,  and  the  men  in  charge  of  the  water  purification  works  at  Pitts-j 
burgh  and  elsewhere,  may  well  take  heed  lest  the  mine  drainage  de- 
stroy their  boilers   and  water  mains,   and  even  close  the  water-works 
plants  temporarily. 

The  location  of  the  dam  on  the  Loyalhanna  has  doubtless  been 
chosen  in  order  to  get  a  maximum  amount  of  storage  and  to  decrease 
the  danger  of  flood  from  this  region  to  a  minimum;  but,  in  view 
of  the  presence  of  mine  water  on  the  lower  water-shed,  is  it  advisable 
to  locate  the  dam  at  the  proposed  site?  Would  it  not  be  better  to 
build  the  dam  above  Latrobe,  for  instance,  at  Ligonier?  Part  of  the 
town,  a  railroad,  and  some  highways  would  doubtless  be  wiped  out, 
and  the  volume  of  water  stored  would  be  reduced.  Some  persons 
might  argue,  further,  that  the  process  of  holding  back  the  alkaline 
surface  water  at  Ligonier  would  cause  a  more  concentrated  sulphur 
water  to  flow  into  the  Allegheny.  This  effect  could  be  easily  remedied 
by  opening  gates  at  the  dam,  and  really  improve  present  conditions 
by  keeping  a  larger  and  more  uniform  flow  through  the  lower  valley 
at  all  seasons. 

Lf  the  dam  is  ever  built  at  the  site  proposed  in  Fig.  5,  channels 
should  be  cut  through  all  the  present  dikes  to  drain  the  heavy  acid 
water  from  the  lower  parts  of  the  pools;  and  blow-off  gates  should  be 
placed  in  the  bottom  of  the  dam  through  which  a  constant  discharge 
of^  water  will  be  maintained  for  the  purpose  of  preventing  the  acid 
mine  drainage  from  destroying  the  gates  or  even  injuring  the  structure 
itself,  as  well  as  the  city  mains  and  plants  on  the  lower  rivers. 

Mr.  Knowles  calls  attention  to  the  fact  that  the  Flood  Commission 
considered  the  question  of  the  action  of  acid  mine  waters  in  storage 
reservoirs,  and  decided  that  there  was  no  danger  from  this  source. 
The  speaker  desires  to  add  a  word  of  caution,  because  there  are  two 
factors  which,  from  the  nature  of  the  acid  mine  water  and  well-known 
hydraulic  laws,  contradict  the  reasons  suggested  by  Mr.  Knowles. 

^  Mine  water  is  heavier  than  surface  water,  and  can  be  made  to 
mix  with  it  only  by  prolonged  agitation.  The  theory  that  because  mine 
water  is  brought  into  the  presence  of  great  volumes  of  surface  water 
the  acidity  will  be  neutralized  by  dilution  is  disproved  by  the  evidence 
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aei(i    iniiie   (Iraiiiajic    entering   the    latltT    troin    Ihe   coal    iiuiujs    ot    the 

Conriellsville  region  ^athiTs  in  pools  at    tlic  Ixjttoin  of  the   river  an  far 

a\va\"  as   McK'eespnrt.     This  I'acf  r;ni  he  verilicd  hy  tlie  iiiaiiai^er  of  the 

water-softeiiinji'  phint    at    tliat    city. 

Moreover,  all  i)ersons  who  have  to  deal  with  solutions — especially 
with  those  of  metallic  salts — find  that  constant  agitation  for  hours 
is  recjuired  to  make  the  li(':i\.\  liciuors  mix  with  th(i  dilution  waters, 
and  that  this  agitation  must  l)e  kept  up  constantly  in  order  to  prevent 
the  two  kinds  of  waters  from  separating  into  layers. 

Four  or  five  years  ago  the  writer  traced  the  acid  mine  water  flowing 
out  of  the  Kiskimineta-s  down  the  left  bank  of  the  Allegheny  Kiver 
as  far  as  Tarentum — a  distance  of  about  10  miles.  The  condition 
was  all  the  more  noticeable  because  an  island,  which  lies  in  the  river 
about  i  mile  above  Tarentum,  divided  the  stream  into  a  streak  of  clear 
strongly  acid  water  on  its  left  shore  and  muddy  and  strongly  alkaline 
waters  on  its  right  shore.  This  fact  was  not  confined  to  the  writer's 
observation,  but  waii  confirmed  by  the  ferryman  wdio  lived  on  the  left 
bank  of  the  river,  at  the  foot  of  the  island,  and  by  the  officials  of  the 
Pennsylvania  Salt  Company's  works  at  Natrona.  These  gentlemen,^ 
whose  plant  was  under  suspicion  at  the  time  as  the  source  of  the  1 
acid  water  in  the  river,  had  made  tests  on  many  samples  of  the  river 
water,  and  found  that  it  was  acid  for  a  large  part  of  the  year  along 
the  left  bank  and  alkaline  on  the  right. 

Moreover,  the  surface  w^ater  carried  into  the  Loyalhanna  by  spring 
rains  will  probably  be  several  degrees  warmer  than  the  w^ater  which 
has  been  lying  at  the  bottom  of  the  reservoir  all  winter.  This  dif- 
ference in  temperature  will  tend  to  make  the  surface  water  run  over 
the  top  of  the  mine  drainage  lying  in  the  deep  pools  on  the  floor  of 
the  basin. 

Finally,  it  is  a  matter  of  common  observation  that  a  sudden  inrush 
of  flood-waters  tends  to  push  the  w^ater  in  the  reservoirs  out  bodily, 
instead  of  mingling  with  it.  Therefore,  the  promoters  of  these  storage 
reservoirs  in  coal-mine  districts  are  Avarned  that  Xature  is  not  likely 
to  destroy  the  acidity  by  dilution,  and  that  the  builders  of  dams  must 
provide  artificial  means  for  making  surface  w^ater  mix  with  the  mine 
waste,  otherwise  the  building  of  dams  will  be  dangerous  to  the  in- 
habitants of  the  lower  water-sheds. 

The  w^riter  desires  to  suggest  a  second  time  that  the  pools  in  the 
bottoms  of  these  reservoirs  be  filled  with  sand  and  gravel  or  drained, 
and  that  gates,  left  open  in  the  bottoms  of  the  dams,  shall  maintain 
a  constant  discharge  of  the  heavy  liquors  collecting  along  the  beds 
of    the    reservoirs. 
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Jean  de  Pulligny,  M.  Am.  Soc.  C.  E. — The  speaker  knows  very  Mr.  de 
little  about  the  Ohio  Kiver,  as  he  only  saw  it  once,  but  can  say  a  few  P"ii'goy. 
words  about  the  very  severe  floods  which  have  to  be  controlled  in  Paris, 
where  they  caused  great  damage  three  years  ago.  At  the  present  time 
the  speaker  understands  that  the  waters  are  rising  again  very  rapidly, 
and  the  people  are  anxious  to  know  whether  they  will  have  to  undergo 
the  same  severe  experience. 

One  of  the  solutions  proposed  has  been  the  building  of  dams  up 
stream.  The  Seine  has  several  affluents,  and  the  rising  of  the  flood 
at  Paris  depends  largely  on  the  way  in  which  the  various  rivers  above 
send  down  their  flow.  Tf  the  floods  arrive  at  Paris  simultaneously, 
the  rise  there  is  very  high;  if  they  pass  one  after  the  other,  the  rise 
is  much  less,  so  that  keeping  one  flood  waiting  a  few  hours  and  allow- 
ing it  to  escape  afterwa,rd  might  be  sufficient  to  prevent  any  great  rise 
at  Paris. 

Besides  the  construction  of  reservoirs  up  stream,  other  measures 
have  been  proposed,  and,  generally  speaking,  all  those  which  allow 
the  water  to  flow  freely  between  the  city  embankments  and  below  the 
city  may  help,  to  a  certain  extent,  to  lower  the  crest  of  the  flood. 

It  has  been  proposed  to  build,  around  the  city,  a  deviation  canal 
which  would  receive  the  flow  of  the  Marne  (an  affluent  of  the  Seine) 
cibove  Paris,  and  carry  it  below  the  city.  For  helping  the  flow  of  waters 
below  Paris,  it  has  been  proposed  to  construct  an  underground  canal 
from  Bougival  to  Poissy,  which  would  cut  straight  across  the  several 
loops  formed  by  the  river  below  the  city.  All  these  works  and  many 
others  would  surely  be  useful,  but,  unfortunately,  their  cost  would  be 
very  large. 

J.  Waldo  Smith,  M.  Am.  Soc.  C.  E.— The  speaker  is  not  familiar  Mr. 
with  the  Ohio  River,  or  with  the  circumstances  or  conditions  which  ^°"*^- 
control  the  flow  of  the  Allegheny  in  the  Pittsburgh  District,  but  if 
these  streams  are  like  those  with  which  he  is  familiar  in  New  York 
State,  New  England,  and  New  Jersey,  he  is  convinced  that  there  has 
been  no  great  flood,  but  that  at  some  time  there  will  be  a  greater  one, 
and  that  there  has  occurred  no  great  drought,  but  that  at  some  time 
there  will  be  a  drier  one. 

To  control  these  floods,  and  to  utilize  their  waters  by  storage, 
is  an  extremely  difficult  problem.  Eloods  in  the  rivers  with  which 
the  speaker  is  familiar  do  not  occur  by  rule;  they  are  likely  to  occur 
in  any  month  of  the  year.  He  has  known  of  floods  in  July,  in  August, 
in  September,  in  October,  in  January,  Ma.rch,  April,  May,  and  June, 
and,  no  doubt,  a  careful  comparison  of  the  records  would  show  that 
floods  had  occurred  in  the  other  months  of  the  year  as  well,  and  severe 
floods  too.  In  order,  then,  to  utilize  the  run-ofl  waters  for  the  develop- 
ment  of   an    average   power   or   for    augmenting   the   low-season   flow 
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Mr.     and.  at   the  same  tiinc,   rurnish   ack'tiuate  protection   against   floods,  is 
■""^    'a  (lillifult  problem. 

'riiis  discussion  is  a  general  one,  for,  as  already  stated,  the  speaker 
is  not  familiar  with  the  problems  of  the  Allegheny  Kiver,  and  it  may 
be  that  Hoods  in  that  region  usually  occur  in  certain  seasons  only. 

>ii;-  jMorris  Knowles,  ^1.  A.m.  Soc.  C.  E. — To  the  speaker  and  to  others 

who  have  studied  the  conditions  in  Pittsburgh,  this  paper  is  exceedingly 
interesting.  It  will  be  recalled  that  some  criticisms  of  the  Flood 
Conmiission's  Report  have  been  based  on  the  fact  that  it  was  founded 
on  incomplete  data  regarding  rainfall,  run-off,  and  river  gaugings; 
yet  this  paper  is  a  study,  using  actual  rainfall  measurements  and 
stream  gaugings  on  every  one  of  the  streams  on  which  the  Flood 
Commission  recommended  reservoirs.  The  close  correspondence  of  the 
results  to  those  calculated  on  necessarily  incomplete  data  for  the 
Report  proves  the  reasonableness  of  the  Flood  Commission's  assump- 
tions and  justifies  its  belief  that  the  seventeen  recommended  projects 
would  prove  effective  in  controlling  floods. 

Another  interesting  feature  is  the  light  thrown  on  the  one  flood 
which  would  not  have  been  lower  than  the  damage  height,  even  with 
the  seventeen  reservoirs  in  operation,  namely,  the  flood  of  1907.  The 
main  causes  at  the  time  of  that  flood  were  the  Kiskiminetas  and  the 
Youghiogheny,  just  as  in  the  flood  of  1912,  although  not  exactly  to 
the  same  degree.  This  study  confirms  the  view  that  even  these  two 
offending  streams  could  have  been  controlled  (when  we  consider  their 
^  time   and  intensity  effect   acting  with   all  others)    so  that  conditions 

would  have  been  materially  better. 

A  word  as  to  the  recurrence  of  floods,  and  as  to  the  reasonableness 
of  considering  any  project,  not  only  for  this  purpose,  but  for  other 
and  correlated  purposes:  During  the  past  38  years,  about  75%  of  the 
floods  at  Pittsburgh  have  occurred  between  December  1st  and  April 
1st;  the  remaining  25%  have  been  scattered  through  the  other  months, 
and,  with  one  or  two  exceptions,  have  been  small  and  of  short  duration. 
Of  this  25%  not  one  would  have  topped  the  flood  wall  which  the 
Flood  Commission  recommended  to  supplement  the  seventeen  reser- 
voirs. The  reservoirs,  therefore,  would  have  been  necessary  for  flood 
protection  only  during  4  months  of  the  year,  and  could  have  been 
operated  for  other  purposes  during  the  remaining  8  months.  It  was 
this  which  led  the  Pennsylvania  Water  Supply  Commission  to  incor- 
porate such  restrictions  as  the  following  in  two  power  company 
charters  that  have  been  granted  since  the  Flood  Commission  made 
its  report: 

"That  the  requirements  of  the  Corps  of  Engineers,  United  States 
Army,  in  charge  of  the  Allegheny  River,  as  to  the  minimum  stream 
discharge  must  be  embodied  in  any  plan  for  using  the  water  stored, 
as  well  as  the  rights  of  lower  riparian  owners  to  have  available  at  all 
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times  at  least  the  minimum  stream  flow,  as  determined  by  the  Water      Mr. 
Supply  Commission  of  Pennsylvania,  must  be  protected.  Knowies. 

"That  the  operation  of  reservoirs,  in  so  far  as  the  control  of  floods 
and  the  maintenance  of  lov7-water  flow  is  concerned,  shall  be  subject  to 
the  direction  and  jurisdiction  of  the  Water  Supply  Commission  of 
Pennsylvania." 

There  has  been  some  discussion  with  regard  to  the  effect  on  acid 
conditions.  The  speaker  had  hoped  that  the  report  of  the  Flood  Com- 
mission had  made  it  evident  that  in  this  matter,  also,  there  was  great 
benefit  to  be  obtained  by  this  plan.  All  but  four  of  the  proposed 
reservoirs  are  located  on  portions  of  streams  which  are  not  now  acid. 
It  is  true  that  some  others  may  become  acid,  but  the  location  of  the 
reservoirs,  near  the  head-waters,  and  above  most  of  the  mine  develop- 
ments, will  restrict  this  to  a  minimum.  Moreover,  the  effect  at  the 
low-pool  dams  is  no  criterion  whatever  of  what  will  happen  in  a  very 
large  basin  with  a  comparatively  high  dam.  There  a  sudden  rise 
will  not  flush  out  the  acid  which  has  accumulated  in  the  bottom,  but 
will  dilute  it  to  a  greater  and  greater  degree  until  it  overflows  the 
spillway.  The  same  great  dilution  will  take  place  when  a  full  reser- 
voir is  drawn  down  to  prepare  for  another  flood. 

The  speaker  has  not  the  exact  figures  in  mind,  but  the  increased 
stage  at  low  water  on  the  Allegheny  River  and  the  consequent  dilu- 
tion, made  possible  by  the  proper  operation  of  the  seventeen  reservoirs, 
would  result  in  a  reduction  of  both  the  hardness  and  the  acidity  of  that 
river  of  something  like  one-half  or  one-third  at  extreme  stages,  with 
a  marked  reduction  at  other  times. 

The  idea  of  the  beneficial  use  of  such  reservoirs  for  many  pur- 
poses other  than  the  prevention  of  floods  has  resulted,  as  Mr.  Grant 
has  remarked,  in  the  organization  of  a  group  of  interested  people  in 
Pennsylvania;  some  of  these  are  capitalists  seeking  investment  and 
some  are  public-spirited  citizens  and  representatives  of  civic  bodies, 
who  have  come  together  on  the  common  ground  of  desiring  a  sane 
development  of  the  water  resources  of  the  State.  They  believe  that 
the  doing  of  one  thing  does  not  necessarily  antagonize  the  doing  of 
another,  and  that  many  great  benefits  can  be  obtained  through  private 
development  with  State  regulation  and  co-operation.  They  are,  there- 
fore, interesting  themselves  in  developing  the  water  laws  of  the  State. 

Kenneth  C.  Grant,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— The  Mr. 
seventeen  reservoirs  described  in  the  paper  have  a  combined  capacity  ^^^°*- 
of  about  60  000  000  000  cu.  ft.  The  greatest  flood  that  has  ever  visited 
Pittsburgh  had  a  volume  of  only  26  000  000  000  cu.  ft.  above  the  flood 
stage.  The  recent  flood  of  January  9th,  1913,*  the  fourth  greatest 
in  48  years,  had  a  volume  of  only  13  000  000  000  cu.  ft.  above  the 
flood  stage. 

*  Described  in  Engineering  News,  January  30th,  1913. 
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Mr.  It    is    not     iiiircnsonnblc    to    expect,    tlicrefon*,    even    without    the 

■  grapliienl  proof  dcserihed,  tliat  the  reservoir  system  proposed  by  the 
Flood  Commission  will  control  floods  at  Pittsburgh  effectively;  and  the 
discussions  have  not  expressed  any  doubts  of  their  effectiveness  in  tliis 
respect.  It  has  been  stated,  however,  that  the  reservoirs  could  not  be 
used  for  flood  control  and  for  improving  the  low-water  flow  of  the 
rivers  as  well.  Jt  is  claimed  that  such  a  scheme  is  utterly  impractica- 
ble, and  has  never  reached  a  practical  solution. 

Keservoirs  combining  the  purpose  of  flood  control  with  those  of 
water  supply,  water-power,  and  navigation  are  not  an  experiment. 
They  have  been  built  and  are  being  operated  successfully  in  other 
countries.  The  writer  has  had  the  opportunity  of  examining  these 
works  on  two  occasions  during  the  last  few  years.  Some  of  them  he 
has  described  briefly*  in  his  discussion  of  the  paper  by  John  H.  Lewis, 
Assoc.  M.  Am.  Soc.  C.  E.;  others  are  to  be  found  in  Germany  and 
Bohemia.  A  large  reservoir  constructed  on  a  tributary  of  the  Oder 
River,  in  Southeastern  Germany,  for  flood  control  and  water-power 
development,  has  given  such  good  results  during  the  8  years  since  its 
completion,  that  another  and  larger  project  has  been  constructed,  and 
is  just  about  to  be  put  in  operation.  Another  large  project  is  being 
constructed  by  the  German  Government  on  a  tributary  of  the  Weser, 
combining  the  purposes  of  flood  control,  improvement  of  navigation, 
and  water-power  development. 

One  of  the  discussions  calls  attention  to  the  conditions  that  would 
obtain  where  the  reservoirs  were  constructed  on  streams  carr^'ing  a 
large  quantity  of  acid  from  the  mines.  It  is  claimed  that  the  greater 
specific  gravity  of  the  acid  would  lead  to  its  concentration  at  the 
bottom  of  the  reservoirs,  and  that,  in  the  event  of  a  great  flood 
filling  the  reservoir,  this  acid  would  be  swept  out  and  become  a 
menace  to  water  supplies  below.  As  a  matter  of  fact,  this  very  prop- 
erty of  the  acid,  which  would  keep  it  at  the  bottom  of  the  reservoir 
even  when  overflow  took  place  over  the  spillway,  simplifies  the  problem 
of  avoiding  the  conditions  of  concentrated  acidity  that  are  described. 
By  placing  gates  at  the  extreme  bottom  level  of  the  reservoir,  and 
others  higher  up,  this  acid  could  be  released  gradually  from  the  bottom 
gates  during  flood  times,  to  mingle  with,  and  be  diluted  by,  the  large 
flood  discharge.  If  found  necessary,  a  simple  arrangement  of  baffles 
would  make  this  mixture  complete. 

The  reservoir  particularly  referred  to  is  near  the  mouth  of  Loyal- 
hanna  Creek.  It  is  suggested  that  the  dam  be  built  farther  up  the 
creek,  above  Latrobe,  in  order  to  avoid  storing  the  mine  water,  most 
of  which  originates  on  the  lower  portion  of  the  drainage  basin.  There 
are  several  reasons  why  this  should  not  be  done,  chief  among  which 

*  Proceedings,  Am.  Soc.  C.  E.,  for  December,  1912,  p.  1753. 
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are  the  great  reduction  in  the  drainage  area  controlled,  and  the  fact    Mr. 
that  the  very  conditions  pointed  out  as  so  objectionable — the  flushing  ^''^°^- 
out  of  the  acid  in  the  existing  pools — would  be  done  away  with  by  locat- 
ing the  dam  near  the  mouth   and  taking  ca.re  of  the  acid  as  before 
suggested. 

It  must  be  borne  in  mind,  moreover,  that  only  two  of  the  thirteen 
reservoirs  proposed  on  the  Allegheny  Basin,  those  on  Loyalhanna  and 
Black  Lick  Creeks,  are  to  be  on  streams  that  carry  any  appreciable 
quantity  of  mine  drainage;  and  that  the  discharge  from  the  other  eleven 
reservoirs  will  dilute,  to  a  large  extent,  any  acid  water  that  may  come 
from  these  streams.  Such  dilution,  of  course,  would  not  occur  if  the 
rainfall  were  local  around  the  Loyalhanna  or  Black  Creek  basins;  but 
that  is  just  where  the  beneficial  effect  of  the  reservoir  near  the  mouth 
of  each  creek  would  make  itseK  felt,  by  holding  back  the  acid  at  the 
bottom  until  a  favorable  time  for  its  discharge. 
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THE  ECONOMIC  ASPECT 

OF   SEEPAGE   AND   OTHEK   J.OSSES 

IN  IKKIOATION  SYSTEMS.* 

By  E.  G.  Hopsox,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  L.  J.  Le  Conte,  W.  C.  Hammatt, 
Luther  Wagoner,  and  E.  G.  Hopson. 


In  a  report  to  the  Comptroller  of  New  York  City,  made  by  John 
R.  Freeman,  M.  Am.  Soc.  C.  E.,  in  1900,  on  the  New  York  water 
supply,  attention  was  drawn  in  a  very  clear  and  forceful  manner  to 
the  enormous  proportion  of  waste  incident  to  the  operation  of  a  great 
city  water-works  system.  The  subject  had  been  dealt  with  before  by 
other  engineers,  and  has  been  handled  in  a  very  comprehensive  way 
by  others  since,  but  the  writer  did  not  recall  at  the  time  ever  having 
seen  the  subject  dealt  with  so  comprehensively  as  in  Mr.  Freeman's 
report. 

On  page  38  of  that  report  there  is  an  interesting  diagram  show- 
ing the  consumption  of  Croton  water  hour  by  hour  during  a  typical 
week.  By  an  ingenious  interpretation  of  related,  but  more  or  less 
disjointed,  bits  of  evidence,  it  was  shown  that  of  a  daily  delivery  of 
115  gal.  to  each  inhabitant  of  the  city,  only  about  40  gal.  were  really 
used  and  about  75  were  wasted,  that  is,  the  proportion  of  use  to  waste 
was  about  1:2. 

It  was  further  deduced  that  of  the  75  gal.  wasted,  65  was  in  all 
probability  needless  waste,  and  could  be  stopped  by  the  adoption  of 
proper  measures.  Naturally,  the  question  arose  as  to  whether  it  was 
worth  while  for  a  city  to  continue  to  lavish  vast  sums  in  the  con- 
struction   of   new   works,   the   greater   part   of   the  product   of   which 

*  This  paper  was  presented  at  the  Annual  Convention  at  Seattle,  Wash.,  and  also  at 
the  meeting:  of  December  4th,  1912. 
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would  flow  into  the  sea  without  benefit  to  any  one,  or  whether  it 
would  not  be  better  policy  to  devote  some  of  this  money  to  internal  im- 
provements in  works  already  built,  whereby  savings  equivalent  in  their 
effect  to  extensions  of  the  supply  system  could  be  effected.  Since  the 
Freeman  report  was  made  much  additional  information  has  been  gained 
on  waste  and  its  prevention  in  city  water-works  systems,  and  it  has 
been  shown  that  the  amount  of  what  was  termed  by  Mr.  Freeman 
needless  waste  is  not  quite  so  great  as  had  been  supposed.  The  ques- 
tion as  to  whether  enforced  economy  in  use  is  better  policy  than  in- 
creasing the  capacity  of  the  system  is  still,  to  a  large  extent,  a  debat- 
able one. 

The  reasons  in  favor  of  moderate  consumption  and  avoidance  of 
waste  apply  with  even  greater  force  to  an  irrigation  system  than  to 
a  city  water-works  system,  in  spite  of  the  fact  that  the  cost  of  the 
latter  is  relatively  much  higher  than  that  of  irrigation  works.  In 
a  great  city  the  cost  of  water-works  is  a  comparatively  light  burden 
to  the  community,  the  expense  to  the  individual  of  an  unrestricted 
supply  of  pure  water  being  one  of  the  smallest  items  in  his  annual 
expense  account.  On  the  other  hand,  anything  in  the  nature  of  re- 
striction in  use  directly  affects  the  personal  convenience  of  each 
inhabitant,  and  is  resented;  he  often  prefers  paying  an  extra  trifle 
in  order  to  enjoy  not  only  a  sufficiency  but  an  excess. 

With  an  irrigation  system  conditions  are  different.  Usually,  the 
supply  is  limited  in  quantity,  and  a  waste  in  one  direction  is  imme- 
diately reflected  by  straitened  conditions  in  another.  A  system  of 
irrigation  work  is  designed  to  supply  a  definite  quantity  of  water  to 
each  acre  of  land.  The  engineer  makes  certain  allowances  for  waste 
and  losses  by  seepage  and  evaporation.  If  his  calculations  are  correct, 
the  land  receives  a  supply  considered  by  him  as  sufficient,  but  not 
excessive.  If,  however,  through  some  unexpected  cause,  the  waste 
or  losses  are  greater  than  were  anticipated,  less  land  can  be  brought 
under  cultivation  than  had  been  contemplated,  or  farmers  are  com- 
pelled to  get  along  with  less  water  than  had  been  considered  necessary; 
hence  the  results  are  felt  immediately  and  directly. 

In  the  case  of  irrigation,  as  with  a  water-works  system,  losses  can 
be  classed  as  curable  and  incurable,  and  it  is  the  writer's  purpose 
to  consider  briefly  those  classes,  as  illustrated  by  works  constructed 
by  the  Government  in  the  Northwest  during  the  last  five  or  six  years. 
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liouglily  speaking,  incurahle  losses  in  irrigation  syslems  result 
directly  through  wnlcr  lost  l»y  ab8orpti(»ii  in  the  beds  of  reservoirs  and 
evaporated  into  the  air.  Curable  loss  lies  almost  wholly  in  that 
absorbed  in  the  betLs  of  canals  and  other  conduits. 

In  the  great  storage  reservoirs  reciuired  for  irrigation  works  it  is 
obviously  an  economic  impossibility  to  accomplish  anything  in  the 
way  of  preventing  absorption  or  seepage  losses  in  their  beds.  What- 
ever losses  result  through  this  cause  must  be  accepted  as  unavoidable. 
The  engineer,  however,  must  be  prepared  to  ax^cept  responsibility  for 
results,  as  his  advice  or  decision  on  the  all-important  question  of  select- 
ing or  approving  a  reservoir  site  is  the  only  safeguard  against  what 
may  be  disastrous  loss  if  his  judgment  is  ill-advised.  For  this  reason 
the  writer  is  illustrating  the  fundamental  differences  in  conditions 
and  results  in  four  typical  irrigation  reservoirs  built  in  the  North- 
west by  the  United  States  Government. 

The  East  Park  Reservoir  is  strictly  a  storage  reservoir,  built  on 
a  branch  of  Stony  Creek,  one  of  the  Coast  Range  feeders  of  the 
Sacramento  River.  The  dam  site  is  a  good  one,  being  a  notch  in 
a  great  conglomerate  dike  or  ridge  that  runs  through  the  country 
in  a  north  and  south  direction,  and  the  dam  is  a  solid  masonry  struc- 
ture of  the  gravity  type  on  an  arched  plan.  The  bed  of  the  reservoir 
is  practically  wholly  in  the  typical  California  shale.  The  dam  was 
completed  in  1910,  and  water  was  first  stored  in  the  winter  and  spring 
of  1910  and  1911.  Weekly  measurements  a,re  taken  of  the  influent 
and  effluent,  the  storage,  and  the  rates  of  evaporation. 

The  maximum  capacity  of  the  reservoir  is  45  000  acre-ft.,  and 
the  maximum  area  of  water  surface  is  1  690  acres.  Table  1  shows 
the  results  in  the  season  of  1910-11,  the  season  being  from  November 
Ist  to  November  1st,  in  this  and  all  the  following  cases. 

TABLE  1.— East  Paek  Reservoir,  1910-11. 


Influent 

EflQuent  and  losses  : 

Evaporation 7 100  11 

TTse,  waste  and  surplus 58  300  89 

*Seepage 0  0 

*  No  appreciable  seepage  loss. 


Percentage  of 
Influent. 


•^:>4 


Fig.  1. — Cold  Springs  Reservoir,  Oregon. 


Fig.   2. — Jointing  46- Inch  Concrete   Pipe,   Umatilla  Project. 
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This  reservoir  represents  the  highest  condition  of  efficiency  of 
any  of  the  four  described.  The  records  fail  to  show  any  seepage 
loss,  the  only  appreciable  loss  being  that  by  evaporation;  thus  nearly 
90%  of  the  water  entering  this  reservoir  is  available  for  use. 

The  Cold  Springs  Reservoir  of  the  Umatilla  Project,  in  Oregon, 
is  a  good  average  reservoir,  from  a  Western  standpoint.  In  the 
East  it  would  probably  not  be  regarded  as  a  site  of  special  promise. 
The  dam  is  an  earthen  one,  nearly  4  000  ft.  long,  of  a  maximum 
height  of  nearly  100  ft.  The  general  structure  of  the  country  is 
volcanic,  with  vast  overlying  beds  of  stratifxcd  sands,  gravels,  and 
hardpan.  The  valley  constituting  the  reservoir  site  is  the  outlet  of 
some  200  sq.  miles  of  drainage  area  with  little  or  no  ordinary  run-off. 
The  reservoir  is  supplied  by  a  feed  canal,  some  25  miles  long,  divert- 
ing from  the  Umatilla  River  at  times  when  the  latter  has  available 
water.  The  capacity  of  the  reservoir  is  50  000  acre-ft.,  and  its 
maximum  area  is  1  550  acres. 

This  reservoir  was  first  placed  in  commission  in  the  spring  of 
1908,  and  has  been  operated  ever  since.  There  are,  therefore,  four 
yearly  records  of  results.  In  this  case  measurements  were  obtained 
with  unusual  accuracy,  as  practically  all  the  inflow  passed  over  a 
sharp-crested  weir  at  the  lower  end  of  the  feed  canal,  and  the  effluent 
was  also  carefully  measured  over  another  weir  below  the  outlet  gates. 
This  reservoir  shows  losses  ranging  from  34  to  24%  of  the  influent 
during  the  four-year  period.  Judging  by  the  record  of  the  past  two 
years,  it  would  appear  that  a  fair  condition  of  stability  has  been  at- 
tained in  the  regimen,  in  which  about  one-fourth  of  the  water  enter- 
ing this  reservoir  is  subject  to  unavoidable  loss  through  seepage  and 
evaporation.     Table  2  gives  a  summarized  tabulation  of  the  results. 

The  Clear  Lake  Reservoir,  in  California,,  situated  just  south  of  the 
California-Oregon  line,  is  a  feature  of  the  Klamath  Project.  It  occu- 
pies a  great  natural  depression  or  sink,  some  25  000  acres  in  extent, 
at  the  reservoir  flow  line.  About  one-half  of  the  bed  consists  of  a 
natural  sink  of  alkaline  water  known  as  Clear  Lake  which  for  ages 
has  received  and  evaporated  the  surplus  waters  of  Willow  Creek.  This 
reservoir  was  built  by  the  Government  principally  for  the  purpose  of 
holding  back  the  waters  of  Willow  Creek,  in  order  to  facilitate  the  un- 
watering  of  lands  marginal  to  Tule  Lake,  a  body  of  water  into  which 
Willow   Creek  ultimately  discharges.     The  reservoir  was  intended  to 
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'I'AIILE  2. — CoiJ)  Spiuncs   1Ii:si:hv()I|{,  Okkcon. 
l\^rceiitn«;o  of  Losses  Expressed  in  Terms  of  the  Influent. 


1908. 

1908-09.     ' 

1909-10 

1910-11. 

u 
o 

a 
o 

4-> 

i 

a 
o 

Acre-feet. 

s 

<^ 

i/ 
u 
o 
< 

a 

Intiiient 

20  366 

2  400 

4  515 

13  451 

. .          42  820 

12           4  205 
22            4  021 

10 
9 

81 

61526 

5  333 
10  461 
45  732 

9 
17 

74 

72  278 

6  252 
10  878 
.55  163 

Effluent  and  losses : 

Evaporation 

g 

Seepage 

15 

IJse,  waste,  anil  surplus. 

00 

34  504 

76 

Return  flow 

865 

1 

503 

•• 

182 

combine  the  purposes  of  a  great  evaporating  pan  and  a  regulator  of 
the  diversion  channel  that  diverts  the  discharge  of  Lost  River  from 
Tule  Lake  into  Klamath  River.  ]\Iore  recent  plans,  however,  have 
considered  its  possibilities  as  a  source  of  irrigation  supply.  The 
capacity  of  the  reservoir  is  enormous,  as  compared  with  the  available 
water  supply,  being  450  000  acre-ft.,  with  an  area  of  25  000  acres. 
The  dam  on  Willow  Creek  is  a  rock  fill  structure,  some  30  ft.  high, 
which  was  completed  in  1909.  There  are  two  years'  records  of  the 
action  of  this  reservoir,  as  given  in  Table  3. 

TABLE  3. — Clear  Lake  Reservoir. 


Influent 

Effluent  and  losses : 

Evaporation 

Seepage 

Use,  waste,  and  surplus 


1909-10. 


Acre-feet. 


141000 

80  000 
48  000 
13  000 


Percentage. 


57 
34 

9 


1910-11. 


Acre-feet. 


225  000 

88  000 

24  000 

113  000 


Percentage. 


39 
11 

50 


The  rate  of  evaporation  in  this  vicinity  has  been  estimated  at  a 
little  more  than  4  ft.  in  an  average  year.  It  will  be  noted  that 
evaporation  is  the  principal  loss  in  the  Clear  Lake  Reservoir,  as  had 
been  anticipated.  The  seepage  losses  during  the  first  year  were  heavy, 
but,  apparently,  the  marginal  lands  have  filled  up,  so  that  the  losses 
in  1911  were  comparatively  moderate.  It  is  important  to  note  that 
in   a   year  of  copious   run-off,  like   1910-11,   as  much   as   50%   of  the 


I 


'>yy 


Fig.    5. — Mortar- Lined   Laterals   and   Concrete    Structures, 
Umatilla  Project. 


Fig.  6. — Mortar- Lined  Lateral,  Umatilla  Project, 
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supply  was  subject  to  unavoidable  loss  or  waste,  which,  in  this  case, 
was  intentional,  the  principal  purpose  of  the  reservoir  being  the 
disposition  of  surplus  water,  rather  than  its  conservation  for  use. 

The  Deer  Flat  Reservoir,  a  feature  of  the  Boise  Project,  in  Idaho, 
presents  different  natural  conditions  from  the  three  preceding  types. 
It  does  not  occupy  a  natural  drainage  valley  or  sink,  but,  on  the 
contrary,  is  situated  on  a  flat  saddle  between  the  hills,  the  lower  ends 
of  which  are  closed  by  two  earthen  dams.  It  has  a  maximum  area  at 
high-water  line  of  9  250  acres,  with  a  maximum  capacity  of  186  000 
acre-ft.  The  reservoir  derives  its  supply,  as  in  the  case  of  the  Cold 
Springs  Reservoir,  through  a  feeder  canal,  known  as  the  New  York 
Canal,  diverting  from  the  Boise  River  some  10  miles  southeast  of 
Boise.  The  reservoir  was  first  placed  in  commission  in  1909,  and  has 
been  in  operation  ever  since.  The  bed  consists  in  large  part  of  silts, 
sands,  and  gravels,  with  a  covering  of  from  3  to  5  ft.  of  soil.  Seepage 
losses  in  this  case  have  been  pronounced  from  the  outset,  and  con- 
stitute the  bulk  of  all  losses.  When  the  reservoir  was  first  placed  in 
commission  almost  90%  of  the  water  entering  it  was  lost  by  absorp- 
tion in  the  reservoir  bed.  In  that  year,  however,  the  reservoir  was 
only  filled  to  one-tenth  of  its  capacity.  During  the  next  two  seasons 
larger  and  larger  quantities  of  water  were  introduced,  and  the  propor- 
tion of  losses  has  fallen  appreciably,  but  still  remains  exceedingly 
high.  During  the  last  season  about  two-thirds  of  the  water  entering 
this  reservoir  was  subject  to  loss  through  evaporation  and  seepage.  It 
may  be  expected  that  conditions  will  improve  at  this  point  as  the 
adjacent  and  underlying  strata  of  the  reservoir  gradually  become 
filled  by  the  constant  application  of  water,  but  the  extent  and  period  of 
these  ameliorating  conditions  are  quite  uncertain.  A  summarized 
tabulation  of  results  is  given  in  Table  4. 

TABLE  4. — Deer  Flat  Resekvoik. 


1909. 

1909-10. 

1910-11. 

Acre- 
feet. 

Percentage. 

Acre- 
feet. 

Percentage. 

Acre- 
feet. 

Percentage. 

Influent 

64  000 

4  000 
55  000 

5  000 

6 
86 

8 

130  000 

18  000 
80  000 

32  000 

14 
62 

24 

230  000 

20  000 
140  000 

70  000 

Effluent : 

Evaporation 

9 

Seepage 

Use,  waste,  and  sur- 
plus   

61 
30 
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The  forejicoing  records,  while  incomplete  and  faulty  in  many  re- 
spects, are  among  the  best  obtainable  in  a  new  country,  and  in  any 
event  are  instructive.  The  general  problem  of  reservoir  losses  is 
often  given  less  attention  l)y  engineers  than  its  importance  warrants. 
In  many  cases  the  dam  site  is  apt  to  monopolize  attention,  and  an 
engineer  accustomed  to  deal  with  reservoir  sites  in  Eastern  river  val- 
leys, where  the  adjacent  water-tables  are  high  and  the  losses  are 
generally  confined  to  evaporation,  may  be  led  to  the  commission  of 
grave  mistakes.  A  great  deal  has  been  said  and  written  about  return 
flow.  One  of  the  writer's  earliest  recollections  in  connection  with 
reservoir  studies  was  the  discussions  in  the  Transactions  of  the  Society 
between  Messrs.  FitzGerald,  Stearns,  Fteley,  and  others,  on  ground- 
water storage  of  certain  reservoirs  in  the  East.  Mr.  FitzGerald's 
conclusions  as  to  the  general  inadvisability  of  giving  credit  to  the  in- 
visible storage  of  a  reservoir  are  wise.  Save  under  exceptional  condi- 
tions, the  writer  doubts  whether  much,  if  any,  additional  draft  can  be 
made  from  Western  reservoirs  in  excess  of  the  visible  storage.  During 
the  past  four  years  the  Cold  Springs  Reservoir  has  absorbed  some 
30  000  acre-ft.  of  water  in  its  bed;  it  has  apparently  yielded  back 
only  about  1 500  acre-ft.  The  Deer  Flat  Reservoir  has  absorbed 
apparently  270  000  acre-ft.,  wath  little  or  no  return. 

It  is  important  to  note  that,  in  a  reasonably  good,  representative, 
irrigation  reservoir,  such  as  Cold  Springs,  one-quarter  of  the  water 
turned  into  it  is  lost;  and  that,  a.pparentlj^  under  the  most  favorable 
circumstances,  as  at  East  Park,  10%  will  be  lost. 

The  main  lesson  to  be  derived  from  these  few  illustrations  is  that 
the  geologic  structure  of  the  site  should  be  given  the  most  careful 
consideration,  as  it  is  vital  to  determine  in  advance,  as  nearly  as 
may  be,  the  amount  of  reservoir  losses,  and  whether  they  are  likely 
to  be  of  a  permanent  character. 

On  the  Umatilla  Project,  the  cost  of  the  irrigation  works  per  acre 
of  irrigable  land  is  from  $60  to  $70;  on  the  Truckee-Carson  Project, 
about  $40;   on  the  Orland  Project,   about  $50;   on  the   Tieton,   about] 
$90;   on   the   Sunnyside,   about  $50;    and  on  the  Klamath,   from   $3( 
to  $40;  say,  an  average  of  about  $55.     This  is  a  fair  indication  of  thj 
general   run   of   costs   in   large   irrigation   work    in   that  part    of   tl 
country,    and    is    probably    lower    than    the    average    costs    on    new^ 
projects,  either  Government  or  private. 
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1907-8 


908-9 


1909-10 


1910-11 


EAST  PARK  RESERVOIR,  CAL. 


COLD  SPRINGS  RESERVOIR,  ORE. 


DEER  FLAT  RESERVOIR,  IDAHO 
Fm.  7. 


a5o 
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'1  lie    VMi-ious    loa.scs    in    the    water-supply    system,    as    expressed    in 
percentages  of  water  diverted,  are  as  shown  in  U'able  5. 

TABLE  6. — Peiicentages  of  Losses. 


Umatilla 

Truc-kee-Carson 

Orlaiid 

Klamath 

Tieton 

Sunuyside 


Reservoir. 

Canal  losses. 

20 

82 

0 

41 

8 

28 

0 

48 

0 

24 

0 

27 

Totals. 


52 

41 
81 
48 
•J4 
27 


These  losses,  running  from  one-fourth  to  upwards  of  one-half 
of  the  whole  supply,  a.re,  unfortunately,  not  all.  They  include  only  the 
losses  from  the  diversions  down  to  the  end  of  the  regular  lateral 
systems  operated  by  the  Government;  but  below  these  are  the  ramifica- 
tions of  the  small  ditches  built  by  the  farmers  to  distribute  water  to 
their  farms.  These  farm  ditches  are  usually  small  earthen  trenches, 
in  wdiicli  hea.vy  seepage  occurs  before  the  water  actually  reaches  the 
crop.  In  some  cases  farmers  use  water-tight  flumes  and  pipes  for 
their  local  distribution,  but  the  proportion  of  these  cases  is  as  yet  )| 
comparatively  small,  although  on  the  increase.  It  has  been  estimated 
that  seepage  losses  in  the  farmers'  ditches  on  many  projects  is  not  less 
than  50%  of  the  losses  in  the  main  canal  and  lateral  systems.  Allow- 
ing for  the  losses  in  the  farmers'  ditches  not  included  in  Table  5, 
the  latter  might  be  revised  as  shown  in  Table  6,  it  being  understood 
that  the  losses  in  the  farmers'  ditches  are  merely  the  expression  of 
individual  opinion,  not  of  actual  measurement. 

TABLE  6. — Percentages  of  Losses. 


Reservoir. 

Cakal 

Losses. 

Totals. 

Canals  and 
laterals. 

Farmers' 
ditches. 

Umatilla  .   .        

20 
0 
8 
0 
0 
0 

32 
41 
23 

48 
24 
27 

15 
15 

10 
15 

8 
7 

67 

Truckee-Carson  

56 

Orland      . .               

41 

Klamath  .                

63 

Tieton        .                 

32 

Riinnvsidp                     

34 

Seepage  losses  on  the  Umatilla  Project  early  assumed  serious  pro- 
portions owing  to  the  sandy  character  of  the  soil  and  the  gravelly 
substrata.  With  the  unlined  earthen  ditches,  as  originally  con- 
structed, only  about  one-third  of  the  water  diverted  reached  its  proper 
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destination.  The  works  were  costly,  and  the  quantity  of  the  supply 
was  limited.  Unless  means  could  be  found  to  lessen  these  losses,  it 
was  evident  that  the  entire  area  could  not  be  irrigated,  and  the  build- 
ing costs  would  not  be  wholly  repaid. 


Apr, 


May  June  July  Aug.  Sept. 

SUNNYSIDE  PROJECT,  WASH. 


Oct. 


^^^r.y-'^^^^^^l^il^l^l^^^ljrom  River  and  RescrUir 

100 

L^c;;           ,       Use  and  Waste  _                             ;  >.-^-.'-^c^TrJ 

■^---^-.r— ^^c.-Ft. 

Apr.  May  June  July  Aug. 

ORLAND   PROJECT,  CAL. 


Sept. 


Oct. 


Apr.  May  June  July  Aug.  Sept.  Oct. 

TRUCKEE-CARSON    PROJECT,  NEV. 
Fig.  8. 

About  equally  severe  proportional  losses  were  found  on  the  Truckee- 
Carson  Project,  in  Nevada,  and  on  the  Klamath  Project,  in  Oregon, 
but  in  both  these  projects  there  is  more  elasticity,  due  to  their  greater 
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available   supplies,   and,    in    the   case  of    tlic    i\limi;itli    I'roject,   to   the 
small   apprrogato  quantity   used. 

Losses  on  the  Tieton  and   Sunnyside  l*iuj(;ets  are  probably  much 
more  satisfactory  than  in  the  average  well-constructed  project  in  that 


May 


June  July  Aug. 

KLAMATH  PROJECT,  ORE. -CAL. 


Sept. 


Mar.  Apr.  May  June  July 

UMATILLA  PROJECT,  ORE. 
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May  June  July  Aug.  bcpc. 

TIETON  PROJECT,  WASH. 
Note;-Practically  no  losses  in  Main  Canal 
Fig.  9. 

vicinity,  due,  in  the  first  case,  to  the  complete  concrete  lining  of  the 
main  canal  and  the  tight  character  of  the  substrata  of  the  irrigated 
lands.  In  the  Sunnyside  Project,  the  relatively  small  canal  losses 
are  due  mainly  to  the  fine  texture  of  the  soils. 


Fig.  10. — Main  Canal,  Truckee  Project,  Concrete  Lined. 


Fig.   11. — Mortar-Lined  Lateral,  Umatilla  Project. 
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It  is  probably  a  fact  that  in  the  average  project  from  40  to  50% 
of  the  supply  is  lost  by  seepage  in  the  beds  of  channels  before  it 
reaches  the  actual  point  of  application.  As  the  farmer  is  paying  from 
$30  to  $90  per  acre  for  this  water,  the  loss  is  very  appreciable. 

In  Southern  California  valuable  orchard  lands  have  been  under 
irrigation  for  a  generation.  Crop  values  have  been  very  high,  and, 
in  many  cases,  the  water  supply  has  been  so  limited  that  effective 
measures  toward  conservation  have  been  enforced.  On  many  projects 
in  that  region  the  distributing  channels  are  lined  with  concrete,  or 
pipe  is  used  liberallj^  The  high  values  of  lands  and  the  scanty  water 
supply  have  rendered  these  measures  not  only  desirable  but  necessary. 
Strict  economy  in  use  has  also  been  enforced,  for  the  same  reason, 
but,  in  the  newer  projects  in  the  Northwest,  where  crops  of  lower 
values  obtain,  it  has  not  hitherto  been  seriously  regarded  as  feasible 
to  resort  to  such  expensive  treatment.  Conditions,  however,  have 
changed  materially  with  regard  to  crop  values,  and  many  of  the  water 
supplies  which  appeared  to  be  inexhaustible  a  few  years  ago  are  being 
rapidly  fully  appropriated,  so  that  reasons  for  economy  and  waste 
prevention  are  becoming  more  and  more  cogent. 

Some  interesting  experiments  carried  out  under  the  auspices  of 
the  College  of  Agriculture  of  the  University  of  California,  in  1906, 
by  B.  A.  Etcheverry,  Assoc.  M.  Am.  Soc.  C.  E.,  on  various  kinds 
of  canal  lining,  including  concrete,  clay  puddle,  and  oiled  surfaces, 
are  worthy  of  consideration.  The  object  of  these  experiments  was  to 
determine  relative  costs  and  efficiencies  of  different  classes  of  lining 
in  reducing  seepage  and  preventing  the  growth  of  vegetation.  Without 
attempting  to  enter  into  the  details  of  these  experiments,*  the  general 
results  showed  that  the  concrete  lining  alone,  although  the  most 
expensive,  gave  assured  results.  The  oiling,  as  would  be  expected,  is 
very  much  cheaper  than  any  other  treatment,  costing  only  about  one- 
quarter  as  much  per  square  foot  as  concrete.  During  the  iirst 
year  it  appears  to  be  of  some  value  in  reducing  seepage  losses,  measure- 
ments showing  that  the  losses,  as  compared  with  those  in  an  untreated 
earthen  canal,  are  only  about  40%  of  the  latter.  The  oil  seemed  to  be 
principally  valuable  in  preventing  a  growth  of  vegetation.  The  clay 
puddle    lining    gave    somewhat   better    results    in    preventing    seepage 

*  "  Lining:  of  Ditches  and  Reservoirs  to  Prevent  Seepage  Losses,"  Bulletin  No.  188,  Agri- 
cultural Experiment  Station,  University  of  California. 
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llian  the  oiled  surface.  'J'lie  inoriiir  mid  concrete  linings,  however, 
iMcvenird  from  two-lliirds  to  iiine-tentlis  of  the  total  losses,  and,  of 
course,  entirely  stopped  the  ^;rowth  of  vegetation. 

Ai)parently,  the  effe(.'t  of  the  oil  treatment  is  only  temporary, 
and  a  year  or  two  afterward,  a  re-examination  of  the  canals  in  which 
the  experiments  were  made  showed  that  the  growth  of  vegetation 
in  the  oil-treated  canals  was  equal  to  that  in  those  untreated,  and 
in  all  probability  the  seepage  losses  were  also  as  great. 

In  1910  and  1911,  a  lateral  on  the  Umatilla  Project  was  lined  with 
mortar,  1  in.  thick,  and  careful  measurements  were  made  to  de- 
termine the  losses.  The  lateral  had  been  selected  for  lining  on  ac- 
count of  the  very  porous  character  of  its  bed  and  in  order  to  reduce 
seepage  loss.  With  the  lateral  closed  at  the  ends  by  dams,  measurements 
showed  that  the  water  surface  lowered  about  0.1  ft.  each  day  in  the 
lined  ditch,  and  by  applying  this  rate  of  loss  to  the  canal  system 
as  a  whole,  making  due  allowance  for  velocity  of  flow,  it  was  computed 
that  the  aggregate  seepage  loss  in  the  project,  if  all  the  canals  were 
lined,  would  be  about  5%  of  the  supply.  With  the  unlined  system 
the  loss  is  close  to  50  per  cent.  Subsequent  measurements  have 
confirmed  the  above,  and,  from  these  and  other  data,  the  conclusion 
has  been  reached,  tha.t  seepage  losses  can  be  kept  down  to  less 
than  10%  of  the  amount  diverted,  if  good  linings  are  placed. 

During  the  past  two  years  much  canal  and  ditch  lining  has  been 
placed  on  Government  projects  in  the  Xorthwest.  These  linings  are 
from  1  to  4  in.  thick,  depending  on  the  size  of  the  canal  and  the  con- 
ditions. The  heavy  linings  are  of  regular  sand  and  gravel  concrete  hav- 
ing about  1  part  of  cement  to  8  parts  of  sand  and  gravel.  They  are 
generally  placed  without  forms,  the  sides  of  the  channel  being  trued 
up  and  a  rather  dry  mix  being  used.  The  cost  has  usually  been 
about  $6  per  yd.  The  great  bulk  of  the  ditch  lining,  however,  has  not 
been  of  regular  gravel  concrete  but  of  mortar,  which  is  usually  com- 
posed of  1  part  of  cement  to  4  parts  of  sand.  Before  placing  the  mortar 
the  ditches  are  carefully  trued  up  by  running  a  movable  form  or 
templet  along  their  courses,  and  wetting  and  tamping  the  earth 
around  the  form.  Immediately  after  the  form  is  removed,  the  mortar 
is  pla.ced  and  kept  damp  until  it  has  set  well.  It  is  jointed  usually  at 
about  4-ft.  intervals  in  order  to  take  care  of  temperature  shrinkage.   This 
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lining  is  done  with  much  rapidity  by  experienced  gangs.  The  ma- 
terials are  mixed  in  small  portable  gasoline-driven  mixers,  and  the 
completed  canals  are  kept  full  of  water.  The  costs  of  work  of  this 
kind,  carried  out  on  a  fairly  large  scale,  for  lining  1^  in.  thick,  rein- 
forced at  the  top  by  an  extra  heavy  curbing,  run  from  55  to  60  cents 
per  sq.  yd.,  inclusive  of  all  administrative  and  engineering  charges 
and  of  the  earthwork.  In  general,  the  cost  of  the  earthwork  is  about 
one-third  of  the  entire  cost. 

Take,  for  example,  a  small  lateral  of  the  Umatilla  Project  lined 
in  this  way  during  1911 :  The  length  was  12  400  ft. ;  the  ditch  di- 
mensions were  4  ft.  wide  at  the  bottom,  and  4  ft.  deep,  with  side 
slopes  of  li  to  1;  the  entire  cost  of  the  work  averaged  $1.05  per  ft. 
Comparing  a  small  ditch  thus  lined  with  an  unlined  one,  the  former 
will  cost  from  three  to  four  times  more  than  the  unlined  ditch,  but 
one  of  the  economic  advantages  which  the  lined  ditch  possesses  is  the 
greater  velocity  of  flow  possible  and  the  consequently  smaller  cross- 
sectional  area  of  the  channel.  Another  important  advantage  in  lined 
ditches  is  the  avoidance  of  drop  structures.  It  is  surprising  what 
a  large  proportion  of  the  total  cost  of  ditch  building  goes  into  drop 
structures  which  are  necessary  in  order  to  keep  velocities  below  the 
eroding  point  in  an  earthen  channel.  With  lined  channels  high 
velocities  are  not  only  possible,  but  desirable,  in  order  to  keep  the 
channel  clean. 

As  an  illustration  of  w^hat  proportion  the  cost  of  structures  in  a 
distribution  system  bears  to  the  entire  expense  of  the  latter,  figures 
taken  from  the  Orland  Project  in  California  are  given.  This  terri- 
tory is  notably  free  from  topographic  irregularities,  and  the  earth  is 
firm  and  good  for  building  purposes.  The  proportion  of  cost  of  struc- 
tures, therefore,  would  be  expected  to  be  small. 

The  lateral  system  covers  14  000  acres,  and  includes  54  miles  of 
ditches  ranging  in  capacity  from  12  to  75  sec-ft.  Very  little  ditch 
lining  has  been  placed,  but  the  structures  are  all  of  concrete,  the 
cheapest  building  material.     The  cost  totals  are  as  follows: 

Excavation   work    $64  376 

Structures    57  632 

Total    $122  008 
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The  slrucLinvs  inrliidcd  in  tli(--('  cost  !"t;)l,-  ((iinpi-i^i'  tlic  following 
tviH's: 

Checks    and   drops $20  885 

'I'urn-outs 12  001 

Bridges    9  972 

Kailroad  crossin/^s    G  924 

Special   structures 5  805 

Spillways    1143 

Checks,  drops,  and  turn-outs  total  $33  780,  or  28%  of  the  entire 
cost  of  the  lateral  system.  All  this  cost  could  not  be  obviated  by  lin- 
ing the  system,  but  certainly  a  verj^  large  proportion  could. 

With  a  smaller  cross-sectional  area,  the  saving  in  drop  structures, 
and  the  more  direct  and  economical  location  possible  in  the  lined 
ditches,  the  actual  difference  in  cost  per  acre  of  land  served  by  lined 
or  unlined  canals  is  comparatively  small.  It  will  generally  be  found 
to  be  less  than  $10  per  acre,  in  many  cases  less  than  $5.  If  one  takes 
into  consideration  the  operating  economics,  the  lined  laterals  have  a 
distinct  advantage  by  their  freedom  from  breaks,  seeped  banks,  and 
growth  of  vegetation  in  the  channels,  all  of  which  should  admit  of 
a  material  reduction  in  operating  costs.  If  these  latter  savings  could 
be  calculated  from  an  investment  standpoint  and  capitalized,  any 
advantage  in  first  cost  of  the  unlined  ditches  would  probably  dis- 
appear, and  a  substantial  margin  be  shown  on  the  other  side. 

While  considering  canal  lining,  it  would  be  well  to  give  a  little 
attention  to  the  merits  of  pipe  work  in  a  distributing  system.  Large 
quantities  of  pipe  have  been  used  in  the  distributing  systems  of  the 
Umatilla,  Tieton,  and  Sunnyside  Projects.  The  great  bulk  of  this 
pipe  is  of  concrete,  both  reinforced  and  plain,  in  sizes  running  from 
54  in.  down  to  12  in.  in  diameter.  The  sizes  below  24  in.  have  been 
usually  made  by  the  dry  process,  the  reinforcement  consisting  of 
outside  wire  winding  under  tension.  The  larger  diameters  have 
usually  been  wet  mixed,  the  pipe  being  manufactured  in  yards  and 
hauled  and  laid  like  cast-iron  pipe.  Some  of  these  lines  of  pipe  are  of 
great  length,  and  work  under  heads  running  up  to  110  ft.  They  have 
always  given  satisfaction,  from  every  standpoint.  A  distribution 
system  consisting  wholly  of  concrete  pipe  would  be  undoubtedly  the 
most   satisfactory   from    an    operating   standpoint,    and   although   the 
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Fig.  12. — TiETON  Main  Canat.,  Concrete  Lined. 


Fig.  13. — Typical  Pakmers'  Lateral,  Umatilla  Project. 
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irst  cost  would  be  comparatively  high,  it  might  in  the  end  prove  to 
)e  more  truly  economical  than  the  open-ditch  system.  With  con- 
crete pipe  seepage  losses  are  practically  negligible.  A  number  of 
iests  of  different  lines  of  4-ft.  pipe,  under  operating  conditions,  show 
;he  following,  all  this  pipe  having  a  shell  3  in.  thick: 

Length.  Head.         Average  seepage  per  mile. 

1 4  700  ft.  39  ft.  0.07  sec-ft. 

2 5  400  "  28    "  0.05  "      " 

3 3  600  ''  19    "  0.04  "      " 

4..ta-Au,- 9  800  "  85    "  0.20  "      " 

Apparently,  the  loss  per  mile  in  pipe  of  this  size  is  nearly  directly 
)roportiona,l  to  the  head,  and  averages  about  0.02  sec-ft.  per  mile  for 
sach  10-ft.  head  carried  on  the  pipe.  A  pipe-distributing  system  of 
concrete  throughout,  under  an  average  pressure  head  of  50  ft.,  with 
lelivery  to  each  40-acre  subdivision,  would  thus  only  lose  about  1%, 
vhich  is  unimportant. 

Taking  the  average  of  the  six  projects  quoted,  the  a.verage  cost 
)f  the  irrigation  works  would  be  $55  per  acre,  with  an  average  com- 
)ined  loss  in  reservoirs  and  canals  of  about  50%  of  the  entire  water 
lupply.  Of  the  latter,  about  6%  is  practically  incurable  reservoir  loss; 
he  remaining  44%  has  been  classed  as  curable,  that  is,  the  great 
►ulk  of  it  can  be  cured  or  prevented  if  economic  conditions  render 
uch  action  wise. 

Should  the  ditch  systems  of  these  projects  be  wholly  lined  with 
concrete  or  pipe,  the  losses  might  be  reduced  from  44%  to  10%,  or 
ess,  a  net  saving  of  34%,  or,  say,  one-third  of  the  whole  supply.  It 
s  evident,  therefore,  that  either  the  systems  could  be  extended  to 
:over  about  one-third  more  area,  or  if  such  land  is  not  available, 
he  works  might  be  constructed  of  smaller  dimensions  and  at  less 
ost.  In  the  case  of  works  already  built,  the  latter  alternative  is 
napplicahle,  and  is  merely  illustrative  of  what  might  have  been 
:one,  but  cannot  be  helped  now.  The  lesson,  however,  should  be  ap- 
plied to  new  work.  In  cases  where  new  lands  can  be  taken  in  under 
xisting  works,  consideration  should  be  given  to  the  possibilities  of 
xtension  by  lining  the  present  systems. 

Suppose,  for  example,  a  project  of  20  000  acres  costing  $55  per 
ere,  or  a  total  of  $1  100  000 ;  if,  by  lining  the  ditches,  the  irrigable 
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area  can  he  increased  to  27  000  acres,  there  will  be  fir«t  an  addi- 
tional cost  for  the  new  laterals  with  lininpr,  which  has  been  found  to 
be  about  $18  per  acre  in  a  fairly  difficult  country,  or,  for  the  7  000 
acres,  an  additional  construction  cost  of  $12G000  will  be  necessary. 
Secondly,  there  will  be  the  cost  of  lining  the  present  ditch  system,  cover- 
ing 20  000  acres,  which,  taken  at  $12  per  acre,  would  mean  an  added 
charge  of  $224  000.  'Ilie  gross  cost  of  the  extended  project,  therefore, 
would  be  $1  450  000,  or  an  average  cost  of  $54  per  acre.  This,  ap- 
parently, does  not  result  in  a  material  reduction  in  the  acreage  cost, 
but  the  great  advantage  lies  in  rendering  available  for  profitable  use 
the  larger  areas  of  land,  the  conservation  of  the  water  supply,  and 
the  avoidance  of  drainage  evils  referred  to  later.  As  a  matter  of  fact, 
the  process  of  extending  a  project  already  constructed  with  unlined 
earth  canals,  by  the  subsequent  lining  of  ditches,  is  always  much  more 
expensive  than  if  constructed  de  novo  with  the  entire  system  lined. 

In  the  case  of  a  proposed  large  extension  of  the  Umatilla  Project, 
it  is  planned  to  line  the  entire  canal  system  from  the  head-works 
down  to  the  minor  ramifications  of  the  distribution  system  delivering 
to  each  40-acre  subdivision.  At  no  point  in  the  system  will  the  water 
be  exposed  to  avoidable  seepage  loss,  and  when  the  head-gates  at  the 
reservoir  are  opened,  the  Government  will  have  the  assurance  that 
more  than  90%  of  the  supply  will  actually  reach  the  cultivated 
fields. 

Closely  connected  with  the  question  of  canal  losses  is  the  drainage 
problem.  On  nearly  every  irrigation  project  large  and  frequently 
increasing  areas  will  be  found  subject  to  the  rise  of  ground-water. 
The  principal  contributing  influence  in  most  cases  is  the  seepage  loss 
from  the  lateral  systems,  although  a  proportion,  of  course,  is  due  to 
over-irrigation  of  the  fields.  On  the  Sunnyside  Project,  in  Washing- 
ton, some  4  000  or  5  000  acres  of  the  best  land  were  seriously  affected 
a  few  years  ago,  large  areas  having  been  practically  forced  out  of 
cultivation.  In  this  case  the  Government  was  compelled  to  build  a 
deep  channel  at  a  cost  of  some  $340  000,  mainly  for  the  purpose  of 
affording  an  outlet  to  the  surplus  water.  On  the  Minidoka  Project, 
in  Idaho,  the  drainage  feature  is  one  of  the  most  serious  problems. 
At  Umatilla  the  seepage  water  accumulating  below  the  project  in 
the  Umatilla  Eiver  has  increased  the  summer  flow  some  100  sec-ft., 
and    has    rendered    necessary    the    excavation    of    extensive    drainage 
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ditches  through  the  lower  lands.  At  Klamath  some  $40  000  has  been 
expended  during  the  past  three  years  on  this  account,  and,  on  the 
Truckee-Carson  Project,  it  is  planned  to  expend  not  less  than  $400  000 
in  addition  to  the  large  sums  already  disbursed.  There  is  no  ques- 
tion that  much  relief  from  this  increasing  danger  will  be  experienced 
by  eliminating  from  the  ground-water  accumulations  the  bulk  of  the 
canal  seepage.  It  is  the  writer's  belief  that,  as  time  goes  on,  it  may 
even  be  found  necessary  for  legislatures  to  require  canal  systems  to  be 
lined  or  otherwise  protected  from  seepage  loss,  not  only  in  the  in- 
terests of  the  investor  and  water  user,  but  as  a  reasonable  measure 
of  conservation  when  water  supplies  are  limited.  As  an  engineering 
and  business  policy,  it  is  well  in  the  front  rank,  and  should  be  con- 
sidered by  all  who  are  building  new  works  or  operating  and  extending 
those  already  constructed. 
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Mr.  L.  J.  Lk  Contk,  M.  Am.  Soc;.  C.  E.  (hy  letter).— The  curable  and 

Le  Cont«.  .  i  i      i  i-         ,        •  ...  .    , 

incurahle  losses  of  water  in  ;iii  irrigation  system  are  certainly  worthy 

of  the  most  careful  study  and  judicious  consideration.  The  loss  due  to 
leakage  from  the  reservoir  bed  is  usually  regarded  as  incurable,  never- 
theless, the  site  ought  to  be  most  carefully  examined,  geologically, 
before  it  is  finally  accepted. 

Ex])orience  everywhere  shows  that  when  a  large  storage  reservoir 
is  built,  the  knowing  ones  always  buy  the  water  rights  on  the  adjoin- 
ing stream  on  the  lower  side.  They  know  from  experience  that  the 
leakage  from  the  reservoir  will  swell  the  run-off  of  the  adjoining 
stream.  Where  the  stratification  dips  naturally  from  the  reservoir 
site  toward  the  stream  in  the  adjoining  water-shed,  the  leakage  may  be 
very  serious.  A  notable  case  is  that  of  the  River  Glyde,  in  Ireland, 
wdiere  the  rainfall  and  run-off  were  being  carefully  observed  by  able 
engineers.  Observations  for  3  months  in  the  rainy  season  showed  a 
rainfall  of  5.89  in.  and  a  run-off  of  9.35  in.  This  result  gave  rise  to 
a  great  deal  of  merriment,  at  the  time,  but  subsequent  observations 
proved  that  the  flood-waters  from  the  higher  adjoining  water-shed 
found  underground  passages  and  escaped  into  the  Glyde  water-shed,  thus 
swelling  the  observed  run-off  to  abnormal  dimensions.  This  was  dis- 
covered by  putting  coloring  matter  in  the  upper  stream  and  noting 
its  appearance  in  the  waters  of  the  Glyde  at  a  lower  level,  where 
the  gaugings  were  being  made.  This  simple  experiment  explained  the 
wdiole  mystery. 

This  only  goes  to  show  how  fallacious  it  is  to  assume  that  the 
run-off  records  account  for  all  the  water  that  naturally  comes  from  the 
direct  water-shed.  In  point  of  fact,  a  large  percentage  of  it  may 
come  from  an  indirect  water-shed.  A  notable  case  is  that  of  the 
Danube  Eiver;  observations  at  the  Iron  Gate  show  that  a  large  per- 
centage of  the  summer  flow  goes  through  subterranean  channels,  and 
swells  the  summer  flow  of  another  stream  in  an  adjoining  water-shed. 

It  is  quite  common  in  every-day  practice  to  pick  out  a  dam  site 
where  a  dike  cuts  across  the  valley,  the  presumption  being  that  all 
danger  of  underground  flowage  is  thereby  avoided.  This  is  true,  but, 
at  the  same  time,  it  makes  a  fine  face  for  leakage  to  run  along  over 
and  into  the  adjoining  water-shed. 

Mr.  Hopson's  estimate  of  a  loss  of  55%  seems  to  be  extravagant. 
In  designing  new  works,  it  is  generally  customary  to  allow  for  a  loss 
of  one-third  of  the  total,  two-thirds  of  the  water  being  delivered  at 
its  final  destination.  Of  course,  when  the  canals  are  first  opened  to 
service,  the  loss  is  very  great  (fully  55  to  60%);  but  it  gradually 
grows  less  and  less  as  the  channels  silt  up.     Shortly  after  the  works 
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are  opened,  the  maintenance  force  begins  the  work  of  puddling  the  canal  Mr. 
beds.  This,  of  course,  is  usually  done  at  times  when  the  water  is  ^*^  Conte. 
least  needed  for  irrigation,  and  duties  are  not  pressing.  This  puddling 
is  kept  up  each  year,  until  it  is  completed,  when  the  total  loss  from 
seepage  and  evaporation  is  generally  reduced  from  60  to  33;\%,  but 
as  low  as  25%  in  some  cases.  In  a  majority  of  cases,  the  quantity  of 
water  saved  by  the  canals  being  lined  or  unlined,  but  puddled,  as 
usual,  is  not  to  exceed  25%  at  best,  and  may  be  much  less;  hence, 
lining  is  certainly  questionable.  Of  course,  in  all  cases  where  water 
is  highly  valuable,  the  scheme  of  lining  the  canals  is  entirely  feasible 
and  desirable;  but,  in  pioneer  countries  which  are  being  developed,  the 
first  cost  is  practically  prohibitive,  and,  as  a  rule,  that  work  is  left 
to  future  generations. 

The  important  point  made  by  the  author,  however,  that  the  cost  of 
an  unlined  canal  system  and  a  lined  canal  system  will  be  practically 
the  same,  certainly  calls  for  full  investigation.  At  present  the  writer 
is  unable  to  see  it  in  the  light  presented.  The  author  also  calls  atten- 
tion to  the  great  saving  in  drainage  troubles,  brought  about  by  a  general 
and  complete  system  of  lined  canals,  laterals,  and  distributing  ditches. 
There  seems  to  be  little  doubt  that  the  drainage  troubles  would  be 
greatly  mitigated;  at  present,  they  constitute  the  most  distressing 
feature  of  irrigation  works,  the  unsanitary  conditions  created  and  de- 
veloped by  the  best  types  being  notorious. 

In  most  cases  surface  and  sub-drainage  take  care  of  themselves. 
The  natural  drainage  channels  should  be  used  for  that  purpose  exclu- 
sively. They  should  be  cleaned  out  and  some  little  money  should  be 
spent  in  deepening,  straightening,  and  correcting  any  natural  defects. 

The  lamentable  effect  of  excessive  irrigation,  on  the  one  hand,  and 
defective  drainage,  on  the  other,  are  beyond  ordinary  comprehension. 
When  all  the  facts  of  any  case  are  properly  grasped,  the  drainage 
problem  naturally  develops  into  a  veritable  sink-hole  for  the  waste 
of  public  money;  hence  the  necessity  for  the  exercise  of  the  highest 
grade  of  good  judgment. 

In  India  the  British  Government  was  compelled  to  pass  the  most 
drastic  laws  to  control  irrigation.*  On  sanitary  grounds,  no  water  is 
allowed  to  be  issued  for  autumn  crops  nearer  than : 

5    miles    from    a    military    post. 

1    mile         "       "    native    town    of    more    than    10  000    inhabitants. 

1  a  a         a  a 

2 

2  i'  "         '(  " 

4 

200  yd.  from  small  villages. 

*See   discussion  by    Surgeon-General  H.  W.  tJellew  on   paper  'The   Evils  of  Canal 
Irrigation  in  India,  and  Their  Prevention,"  by  T.  H.  Thornton,  Journal.  Society  of  Arts, 
Vol.'  XXXVI,  p.  521  (Mar.  23d,  1888);  and  ''The  Injurious  Effects  of  Canal  irrigation  on  the 
Health  of  the  Population  of  the  Punjab,  and  Their  Remedy,"  by  Surgeon-General  H.  W 
Bellew,  Journal,  Society  of  Arts,  Vol.  XXXVI,  p.  640  (May  11th.  1888). 


1  a  a         a  a  a  u  a  a  k  000  " 

2  a  "         "  "  "  '<  ii  "  -\  QQO  *' 


3lW!         i)iscU.S{Si()N  :  sKi:i*A(ii';  i.(>.ssi:.s  in   ii;i;i(i a  i  ion  systkms 

Mr.  W.   C.   ir.vMMATT,   1^1.   AiM.   S(K!.   C.   E.    (hy   letter). — Tlie  cnicstion 

bn)Uj;l»L  out  111  this  excellent  paper  is  oi  great  interest  to  irrigation 
engineers.  It  is  really,  however,  a  business  proposition,  as  to  how 
nuich  expense  is  justifiable  for  the  purpose  of  preventing,  or  diminish- 
ing, the  losses  and  damage  due  to  seei)age  from  canals  and  ditches. 
Into  this  determination  enter  so  many  factors,  that  no  rule  or  formula, 
however  complex,  can  be  made  to  cover  the  subject. 

The  quantity  of  seepage  from  canals  has  been  the  subject  of  many 
investigations,  and  is  (lei)endent  on  many  conditions,  which  condi- 
tions will  affect  its  cure.  The  writer  knows  of  cases  where,  at  certain 
seasons  of  the  year,  tlie  seepage  into  a  reservoir  from  its  water-shed 
more  than  offsets  the  evaporation  therefrom,  so  that  the  reservoir 
remains  practically  stationary  under  a  120°  sun. 

In  both  reservoirs  and  canals,  the  seepage  loss  is  dependent  on  the 
depth  of  water  in  the  canal,  the  breadth  of  the  wetted  perimeter,  the 
soil  through  which  the  canal  is  excavated,  the  kind  of  subsoil  and  the 
distance  thereto,  the  height  of  the  ground-water,  the  slope  of  the 
country,  the  growth  of  weeds  in  the  canal,  the  character  of  the  vegeta- 
tion outside  of  the  canal,  and  many  other  factors.  All  water  which 
seeps  from  the  canal  can  be  accounted  for  and  traced  to  its  destination. 
In  some  cases  it  has  a  flow  through  the  soil,  in  a  definite  direction 
and  at  a  determinable  speed,  toward  some  open  watercourse  or  under- 
ground reservoir.  The  character  of  the  soil  through  which  the  canal 
is  cut  may  make  a  variation  in  the  rate  of  seepage  of  from  0.3  to  1.6 
vertical  ft.  per  day— the  limits  of  measurements  made  by  the  writer. 
Aquatic  grasses  and  weeds  require  water  for  their  growth,  aid  seep- 
age by  loosening  the  soil  and  facilitating  the  passage  of  water  to  the 
subsoil,  and  increase  evaporation  through  their  leaves.  Measurements 
under  the  supervision  of  the  writer  have  shown  this  to  increase  the 
natural  seepage  as  much  as  40  per  cent.  A  certain  quantity  of  seep- 
age goes  to  supply  the  wants  of  near-by  vegetation,  thus  creating  a 
flow  and  a  gradient  in  that  direction. 

The  seriousness  of  the  loss  by  seepage  depends  on  various  causes, 
among  which  are  the  following :  The  scarcity  of  water  and  consequent 
loss  in  crop  value,  due  to  lack  of  the  quantity  lost  by  seepage;  the 
character  of  the  soil,  and  the  consequent  tendency  toward  the  rise 
of  the  ground-water;  and  the  character  of  crops,  and  the  effect  on 
them  of  a  high  or  low  water-table. 

In  Southern  California,  where  water  is  scarce  and  the  crops  con- 
sist mainly  of  citrus  fruits,  the  value  of  the  water  for  crop  propaga- 
tion will  pay  for  an  immense  expense  for  seepage  prevention.  On  the 
other  hand,  in  Central  California,  where  water  is  plentiful  and  the 
crops  are  grain,  cereals,  and  alfalfa,  and  $5  per  acre  per  year  is  a 
prohibitive  price  for  water,  very  little  expense  for  the  prevention  of 
losses  is  justifiable.     It  is  seldom  that  the  seepage  from  a  canal  is  suf- 
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icient  to  water-log  the   soil.     At   the  maximum   rate  the  writer  has       Mr. 

een,  namely,   1.6  vertical  ft.  in  24  hours,  the  seepage  from  a  canal  ^^^"^™*tt 

arrying   100   sec-ft.   would  be  about   sufficient  per  mile  to   raise   the 

:round-water   1   ft.   in   900   acres.     As   the   100   sec-ft.   would  irrigate 

bout  16  000  acres,  and  as  only  about  10%   of  this  would  go  toward 

rop  propagation,  the  remainder  staying  in  the  soil,  the  small  proportion 

if   ground-water   due   to    canal   seepage    is    apparent.      Consider   also 

hat  the  farmer's  tendency  is  to  over-irrigate,  especially  where  water 

3  sold  at  a  flat  price  per  acre  without  regard  to  the  quantity  used, 

,nd  we  have  the  reason  for  the  drowning  of  so  many  good  farming 

Teas. 

B.  A.  Etcheverry,  Assoc.  M.  Am.  Soc.  C.  E.,  has  made  a  great 
tudy  of  various  linings  for  canals  and  ditches.*  The  data  which  he 
las  compiled  show  a  maximum  cost  of  lining  of  about  6  cents  per 
q.  ft.,  and  this  is  for  thin  mortar  lining  which  is  only  adaptable  to 
:anals  in  solid  ground  capable  of  resisting  the  pressure,  and  with  no 
)ossibility  of  settlement.  In  most  of  the  canal  systems  of  Central 
California,  the  cost  of  the  entire  system,  exclusive  of  the  preparation 
)f  the  land  itself,  has  fallen  to  between  $10  and  $25  per  acre  of 
rrigated  land.  The  cost  of  lining  only  the  main  canals  and  branches 
vould  raise  the  cost  of  the  systems  from  25  to  50%,  which  would 
)nly  be  justified  by  a  continued  scarcity  of  water. 

The  writer  has  only  discussed  the  lining  of  canals  for  the  preven- 
ion  of  seepage  losses.  Where  the  point  of  diversion  is  so  much 
ibove  the  point  of  use  of  the  water  that  a,  steep  grade  and  a  swift 
low  is  obtainable,  the  lining  of  the  canal — by  reducing  the  co- 
ifficient  of  roughness  and  by  increasing  the  allowable  velocity — will 
educe  the  section  sufficiently  to  repay  its  cost,  partly,  if  not  wholly. 
Another  element  is  the  growth  of  weeds,  which  would  be  eliminated 
ly  a  concrete  lining. 

To  summarize:  The  question  as  to  the  lining  of  canal  systems 
hould  be  decided  by  balancing,  against  the  cost  of  such  lining,  the 
'alue  of  the  water  lost,  the  damage  done  by  that  water,  the  cost  of 
xcavation  and  of  structures  saved,  and  the  elimination  of  the  cost 
if  canal  cleaning. 

Luther  Wagoner,  M.  Am.  Soc.  C.  E. — Under  the  speaker's  direc-  Mr. 
ion,  a  concrete  lining  was  applied  to  a  ditch  near  the  Mokelumne  *^o°®^* 
iliver,  in  California,  in  1912.  To  test  seepage  loss,  a  portion  of  the 
mlined  ditch  was  filled  2  ft.  deep  with  water;  it  settled  at  the 
'ate  of  1  in.  per  hour,  and  one  day  later  there  was  a  depth  of  water 
)f  4  in.  in  the  ditch.  This  loss,  in  comparison  with  the  total  quantity 
)f  water  carried  by  the  ditch,  was  small.  The  chief  object  of  the 
Lining  was  to  avoid  the  numerous  breaks  caused  by  gophers. 

*  These  data  may  be  found  in  Bulletin  No.  188,  Agricultural  Eyperiment  Station,  Uni- 
'ersity  of  California,  and  in  Bulletin  No.  U,  Department  of  Agriculture,  Victoria,  B.  C. 
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Mr.  As    tlicro   was    no   local   supply    of   conorete   material,   the   best   i)i(i 

ohtai liable  was  9.7  cents  per  sq.  ft.  for  a  1  :  10  f^ravel  concrete,  2  in 
thick.  This  was  applied  to  the  dressed  banks  and  k(*pt  wet  by  watering 
with  a  hose.  l>a.ter,  a  \  :  '2  groutin^jc  was  washed  over  the  surface. 
After  two  days,  a  section  of  the  lined  ditch  was  filled  2  ft.  deep  with 
water  for  use  on  the  following  section.  One  week  later  there  was 
1  ft.  of  water  in  the  lined  ditch,  the  loss  of  1  ft.  being  seepage  and  use. 
It  was  not  especially  desired  to  cut  down  the  seepage  loss,  but  rather 
to  stop  perforation  by  gophers,  and,  for  this  reason,  as  well  as  to 
reduce  costs,  a  1:10  mixture  was  considered  of  ample  strength  to 
stand  up  on  a  1  to  1  slope,  and  that  it  would  be  gopher-proof. 

It  was  brought  out  at  the  Hetch  Hetchy  public  hearing,  before 
Secretary  Fisher,  at  Washington,  D.  C,  on  November  25th-30th,  1912, 
that  all  unlined  ditches  sustain  a  considerable  loss.  F.  H.  Newell, 
M.  Am.  Soc.  C.  E.,  Director  of  the  Keclamation  Service,  conceded 
that  losses  on  the  Turlock  and  Modesto,  California,  ditches  and  laterals 
might  reach  from  35  to  45%  of  the  water  turned  into  them,  and  that  a 
2-in.  sand-cement  lining  might  cut  down  the  losses  to  15  per  cent. 

The  possible  saving  of  from  20  to  30%  of  the  water  by  lining  would 
only  be  an  economic  possibility  when  water  is  high  priced,  or  when 
it  can  be  used  for  a  high-priced  crop  like  citrus  fruits.  For  tk 
ordinary  crops,  and  present  conditions  in  Central  California,  it  does 
not  appear  as  yet  that  there  is  any  economic  warrant  for  lining.  As 
the  wealth  of  the  community  increases,  doubtless  this  will  be  done, 
largely  for  the  purpose  of  extending  the  use  of  the  water  over  a  greater 
acreage,  as  the  areas  of  good  lands  are  greater  than  can  at  present  be 
supplied  with  water. 
Mr.  E.  G.  HoPSON,  M.  Am.  Soc.  C.  E.  (by  letter).— In  closing  the  dis- 

Hopson.  ^,^jgg-Qj^  Qjj  tjjis  paper,  the  writer  notes  that  some  who  have  taken  part 
therein  have  expressed  the  opinion  that  in  certain  localities,  with 
which  they  are  familiar,  conditions  would  not  warrant  the  cost  of  pro- 
tecting ditch  systems  against  seepage  losses  by  lining.  In  the  paper 
the  ^vriter  has  only  attempted  to  indicate  that,  under  certain  conditions, 
such  lining  is  warranted,  and  that  the  conditions  requiring  lining 
are  tending  to  increase  each  year,  judging  the  matter  entirely  from 
the  economic  standpoint. 

In  making  this  statement  it  is  well  understood  that,  with  low- 
priced  crops,  reasonably  tight  soils  and  subsoils,  and  an  abundant 
water  supply,  the  extra  expense  of  placing  concrete  in  the  canals  is 
unwarranted.  A  few  years  ago  such  action  would  have  been  con- 
sidered unwarranted  in  almost  every  case.  The  writer  has  endeavored 
to  illustrate  the  changes  in  opinion  that  are  being  forced  by  more 
straitened  conditions  in  water  supply,  as  irrigation  development  pro- 
ceeds and  the  available  lands  are  being  more  fully  utilized,  giving  afi 
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an  example  an  important  project,  the  feasibility  of  which  has  mainly     Mr. 
depended  on  the  economic  use  of  the  water  supply,  only  possible  by  ^"P'^o" 
the  avoidance  of  waste  by  seepage  in  the  beds  of  the  canals. 

In  placing  concrete  lining  in  irrigation  laterals,  attention  is  called 
to  the  necessity  of  making  careful  selection  of  the  ingredients  of  the 
concrete.  The  writer  has  had  experience  in  ditch  lining  which  has  not 
fulfilled  the  purpose  of  minimizing  seepage,  mainly  due  to  the  use  of 
coarse  aggregates  in  the  concrete  itself.  Coarse  aggregates  give  a 
concrete  which,  possibly,  is  entirely  satisfactory,  from  the  standpoint  of 
strength  and  durability,  but  relatively  porous.  In  selecting  the  aggre- 
gates, it  is  believed  to  be  very  important  to  obtain  well-graded  mixtures 
containing  suificient  fine  material  to  furnish  a  dense  water-tight  con- 
crete, using  the  term  "water-tight"  in  the  relative  sense.  A  little  care 
in  making  the  selection  and  grading  can  generally  be  expected  to  give 
good  results. 
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Paper  No.   1251 

.SPECIFICATIONS  FOR  METAL  RAILROAD  BRIDGES 
MOVAULE   IN  A  VERTICAL  PLANE. 

By  B.  R.  Leffler,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  Augustus  Smith,  Charles  H.  Mercer, 
P.  J.  Reich,  and  B.  K.  Leffler. 


The  excellent  paper  and  specifications  for  movable  bridges  by  C.  C. 
Sclmeider,  Past-President,  Am.  Soc.  C.  E,,*  though  quite  general, 
pertained  mostly  to  the  common  swing  bridge,  or  one  which  rotates 
about  a  vertical  axis.  The  writer  has  felt  the  need  of  specifications 
covering  railroad  bridges  movable  in  a  vertical  plane,  which  necessity 
was  created  by  the  third  and  fourth  track  work  in  progress  on  the 
railroad  with  which  he  is  connected.  The  common  swing  bridge  is 
not  well  adapted  to  more  than  two  tracks.  The  writer  knows  of  only 
two  four-track  swing  bridges  in  operation. 

There  seems  to  be  a  real  necessity  among  engineers  for  specifications 
covering  movable  bridges  of  this  class.  The  engineer  who  has  not 
given  long  and  special  study  to  this  class,  which  is  handled  mostly 
by  patentees,  cannot  give  adequate  consideration  to  the  various  designs 
presented  to  him  under  intense  competitive  conditions.  These  speci- 
fications are  intended  as  an  aid  to  his  judgment. 

It  is  not  considered  wise,  at  this  time,  to  enter  into  a  discussion 
of  the  relative  merits  of  the  various  patented  bridges,  the  purpose  of  the 
specifications  being  to  aid  in  producing  a  first-class  structure  for  any 
style  which  may  be  adopted. 

Some  unsettled  technical  questions  are  considered,  such  as  stresses 
in  wire  ropes  bent  over  a  sheave,  the  rating  and  testing  of  electric 

*  Transactions^  Am.  Soc.  C.  E.,  Vol.  LX,  p.  258. 
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aotors,  the  character  of  the  grooves  for  the  lubrication  of  trunnions 
arrying  heavy  loads,  the  designing  of  keys  and  key-ways,  etc. 

The  writer  anticipates  that  the  average  mechanical  engineer  will 
ot  agree  with  the  views  on  stresses  in  wire  ropes.  He  believes  that 
lechanical  engineers  use  methods  which  are  too  loose  (under  the  guise 
f  so-called  practical  experience)  in  designing  machinery  parts.  As 
enerally  used,  wire  rope  is  much  over-stressed,  principally  by  being 
ent  over  sheaves  which  are  too  small.  Such  practice  may  do  where 
tie  rope  is  readily  inspected  and  easily  replaced,  but  wire  rope  for 
Lipporting  counterweights  in  lift  bridges  should  be  designed  by  formu- 
is  which  take  into  account  the  leading  factors  affecting  the  life  and 
trength  of  the  rope.    A  large  factor  of  safety  should  then  be  used. 

The  rating  of  electric  motors  is  that  adopted  by  the  American 
nstitute  of  Electrical  Engineers,  in  June,  1907.  Some  engineers  specify 
.  half-hour  rating,  which  usually  means  a  motor  of  the  crane  type, 
kfotors  for  mill  work  are  now  being  made,  and  are  superior  to  any  other 
Tpe  for  strength  and  ruggedness;  these  are  tested  on  the  one-hour 
ating,  and  are  suitable  for  bridgework. 

Considerable  care  should  be  devoted  to  the  design  and  workman- 
hip  of  grooves  in  large  trunnions  for  lubrication.  The  grooves  should 
e  large  and  allow  of  being  cleaned.  Compression  grease  cups  should 
e  used. 

The  design  and  workmanship  of  keys  and  key-w^ays  do  not  usually 
3ceive  enough  attention,  as  keys  come  loose  and  cause  damage  and 
elay  in  the  operation  of  bridges.  Erectors  sometimes  use  offset  keys, 
lade  in  the  field,  for  adjusting  the  relative  position  of  machine  parts; 
ut  such  keys  are  very  objectionable.  A  key  of  minimum  size,  based 
n.  the  diameter  of  the  shaft  and  low  unit  stresses,  has  been  specified. 

Cut  gear  teeth  are  specified  for  wheels  transmitting  considerable 
>wer.  This  is  somewhat  unusual;  but,  as  most  railroad  bridges 
^e  not  hand-operated,  the  resulting  smoothness  in  the  running  of  the 
lachinery  is  desirable.  Cut  gears  add  a  very  small  percentage  to 
le  total  cost  of  a  structure.  The  cutting  of  cast  gears  sometimes 
)veals  defects  which  otherwise  would  remain  hidden. 

Two  formulas  are  presented  for  the  strength  of  shafting,  axles, 
tc.  This  subject  is  not  treated  very  clearly  in  works  on  machine  de- 
gn.     The  use  of  the  term  "equivalent  twisting  moment"  is  confus- 
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inp.  'I'lu'  fornuilas  conform  to  the  practice  in  structural  flosi^ing 
of  giving  a  value  for  tension  or  compression,  nnrl  one  for  shear, 
respectively. 

The  writer  believes  tliat  bridge  engineers  often  specify  too  high 
a  wind  pressure.  As  usually  specified  for  stationary  structures,  this 
includes  an  allowance  for  unknown  lateral  forces  which  are  caused 
by  a  train  moving  over  a  bridge.  Obviously,  a  smaller  wind  pressure 
should  be  specified  for  a  bridge  in  motion.  A  pressure  of  10  lb.  i)er 
sq.  ft.  means,  according  to  the  formula,  F  =  0.0032  V^,  a  velocity  of 
56  miles  per  hour.  The  machinery  should  be  able  to  hold  the  structure 
for  a  pressure  of  15  lb.  The  wind  pressure  on  a  long  bascule  bridge  is 
a  large  item. 

Designers  are  sometimes  too  careless  in  their  methods  of  designing 
machinery,  relying  mostly  on  rules-of- thumb  or  so-called  experience. 
All  resistance  should  be  separately  (and  finally  in  their  totality)  con- 
sidered. Coefficients  should  be  adopted  for  the  various  sliding  and 
rolling  surfaces.  The  resistance  of  the  moving  span  and  attache<i 
parts  should  be  reduced  to  a  single  force  acting  at  the  rack  or  in  the 
operating  cable.  The  motor  torque  for  overcoming  this  resistance,  and 
the  machinery  resistance,  should  be  shown  for  all  positions  of  the  mov- 
ing structure.  The  best  method  is  to  plot  curves  showing  the  torques, 
etc.;  the  time  of  opening,  in  5-  or  10-sec.  intervals,  should  be  plotted 
as  abscissas,  and  the  motor  torque,  resistance  at  rack,  etc.,  as  ordinates. 

A  moving  structure  is  subject  to  some  impaet  stresses  due  to  its 
own  motion,  the  magnitude  of  which  cannot  be  found.  The  coefficients 
given  simply  express  the  writer's  opinion. 

No  claim  of  originality  is  made  for  all  parts  of  the  specifications. 
The  writer  is  largely  indebted  to  Mr.  Schneider's  paper;  to  J.  A.  L. 
"Waddeil  and  J.  L.  Harrington,  Members,  Am.  Soc.  C.  E.,  for  workman- 
ship and  material  for  wdre  rope  and  attachments;  and  to  others.  To 
some  extent  his  labors  have  been  those  of  a  compiler. 

There  is  scarcely  any  first-class  technical  literature  in  the  United 
States  on  the  bending  of  wire  rope.* 

The  ^vriter  has  endeavored  to  make  the  specifications  complete,  but, 
of  course,  this  was  impossible.  Some  points  are  not  covered;  for  in- 
stance, a  specification  should  be  framed  to  cover  the  design  of  segmental 

*  Attention  is  caileJ  to  the  article  by  Chapman,  in  the  Engineering  Review,  London, 
October,  1908. 
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iiid  track  girders  in  rolling  bridges,  with  special  reference  to  taking 
?are  of  the  heavy  concentrated  load. 

A  rough  test  of  the  power  required  to  open  a  double-track  trunnion 
)ridge  of  159-ft.  span,  weighing,  for  parts  in  motion: 

Machinery 156  877  lb. 

Steel)  Counterweight....     538  313  "       Counterweight  truss-link  plate. 

5pan 797  009  "       Operating  struts. 

Concrete 2  570  000  " 


4  062  199  lb.  =  2  031  tons. 

Pest  of  Powder  : 

Controller 

notches. 

Volts. 

Amperes. 

1 

212 

150         ^ 

2 

210 

200 

3 

210 

200 

4 

210 

250 

5 

210 

200 

Time  required  to 
2  min.  20  sec. 

open 

6 

210 

190 

7 

201 

350 

8 

201 

225 

9 

201 

375 

10 

201 

300 

1 

219 

60       ^ 

2 

219 

60 

3 

219 

60 

4 

219 

75 

5 

219 

75 

Time  required  to 

close 

6 

219 

75 

2  min. 

7 

205 

250 

8 

205 

225 

9 

205 

200 

10 

205 

200 

Average  of) 

205 

240        ^ 

'  Time   required  to 
2  min.  15  sec. 

oj^en 

readings    of  > 

another  test.  ) 

21  fi 

Q.q         1 

Time   required  to 

close 

2  min. 
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SI'KCII'ICAIIOXS    i'Uli    MU\  Mill,    liAUJiUAH    lUillKJES 


Sfope. 


Parts 

Classified 

as  Machinery 


Sheaves. 


Air 

Compressor 

Boilers. 

Wire  Ropes 
and  Cables. 


Sockets,  Pins, 
Levers,  etc. 


Structural 
Steel  Parts. 


Segmental 
Girders. 


Electrical 
Equipraent. 


SPKCIFIOATIONS  V()\i  lUillXiKS  MOVABLE  IN  A 
VKiri'K'AL  PLANK. 

1. — These  siiccilicjitidns  arc  intended  to  ('ov(;r  bascule  hrid^-cs,  which 
are  such  as  rotate  about  a  liorizoiital  axis;  and  vertical  lifts,  which 
are  those  in  which  successive  positions  are  parallel. 

2. — The  specifications  of  The  New  York  Central  Lines  for  Steel 
Hnilrond  Bridges,  for  1010,  shall  npi)ly  to  movable  bridges,  except 
as  noted  herein. 

Manner  of  Bidding. 

3. — Drums,  cylinders,  eccentrics,  trunnions  and  their  cast  sup- 
ports, shafting,  pistons,  gear  wheels,  racks,  boxings,  bearings,  coup- 
lings, disks,  cast  sheaves  and  wheels,  worm  gearing,  valves,  pins  about 
the  axis  of  which  the  connecting  members  rotate,  whistles,  ram  screws 
end  bridge-lock<,  rail-loeks,  indicators,  cranks,  Cixles,  hooks,  wrenches, 
and  similar  parts  of  machineiw  which  require  machine-shop  work,  shall 
be  classified  as  machinery  and  be  paid  for  at  a  common  price  per 
pound.     Electric  motors  are  not  classified  as  machinery. 

4. — The  large  sheaves  of  vertical  lift  bridges,  the  webs  and  dia- 
phragms of  which  are  built  up  with  plates,  angles,  and  rivets,  shall  be 
paid  for  at  a  separate  price  per  pound  of  finished  weight,  including 
casings  and  fastenings  to  trunnions. 

5. — Air  compressor  tanks  and  steam  boilers  shall  be  paid  for  at  2 
separate  price. 

6. — Wire  ropes  and  cables  shall  be  paid  for  at  a  separate  price  pei 
pound. 

7. — The  sockets,  pins,  equalizing  levers,  and  cable  attachments  tc 
the  trusses  and  counterweights  shall  be  paid  for  at  a  separate  pricf 
per  pound. 

8. — Structural  steel  supporting  the  machinery  proper,  counterweigh^ 
frames,  counterweight  trusses,  towers,  and  links,  shall  be  classified  a: 
structural  steel  and  be  paid  for  at  the  same  price  per  pound  as  foi 
the  span  itself. 

9. — Structural  steel  which  can  be  fabricated  by  the  common  shoj 
methods  as  punching,  reaming,  drilling,  shearing,  planing,  etc.,  as  ii 
usually  done  for  stationary  structures,  shall  be  classified  as  structura 
steel  and  be  paid  for  at  the  same  price  per  pound  as  for  the  span  itself 

10. — Segmental  girders  in  rolling  bascule  bridges  and  the  horizonta 
girders  on  which  they  roll  shall  be  paid  for  at  a  separate  price  pei 
pound.  This  does  not  include  any  bracing,  floor  system,  or  othei 
structural  members  which  may  be  attached. 

11. — Electrical  e(iuii)ment,  such  as  wiring,  switch-boards,  controllers 
lights,  blow-outs,  cut-offs,  solenoids,  switches,  motors,  etc.,  shall  be  paic 
for  on  a  lump-sum  basis. 
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12. — Cast-iron  parts  used  in  counterweights  shall  be  paid  for  at  a 
separate  price  per  pound. 

13. — Concrete  in  counterweights  shall  be  paid  for  at  a  price  per 
cubic  yard  in  place. 

14. — It   is   to   be  understood   that   if   any   extra   parts   are   needed,  Extra  Parts, 
or  any  question  arises,   all  difficulties   shall  be  settled   on   the  pound 
price  basis  as  quoted  and  accepted  for  the  parts  in  question. 

General  Details  of  Desigmng. 

15. — Self-centering  and  seating  devices  shall  be  used  on  the  free  Seif-Centering 
ends  of  the  moving  span.     Holding  and  forcing-down  devices  shall  be 
used  for  the  free  ends  of  each  truss. 

16. — Designs  for  bridging  the  gap  between  the  shore  rails  and  mov-    Rail-Locks, 
ing  rails  shall  be  furnished  by  the  Ilail;:'oad   Company.     Loose  rails 
will  not  be  allowed. 

17. — Air  buffers  shall  be  furnished  at  the  free  ends  of  the  moving    Air  Buffers, 
span. 

18. — The  counterweights  shall  be  easily  adjustable.     Usually,  this      Coumer- 
shall  be  done  by  adding  or  taking  away  cast-iron  parts,  or  small  con- 
crete blocks. 

19. — Metal  stairways,  with  l^-in.  hand-rail,  shall  be  provided,  for      stairways, 
access  to  the  machinery,  trunnions,  and  counterweights. 

20. — The    reinforcements    of    webs    in    the    segmental    girders    and      Girders  in 
track  girders  of  rolling  bridges  shall  be  symmetrical  about  the  center       Bridges, 
planes  of  the  webs.     The  center  planes  of  the  segmental  webs   shall 
coincide  with  the  corresponding  center  planes  of  the  webs  of  the  track 
girders. 

21. — In  calculating  the  resistances  to  be  overcome  by  the  machinery,  Coefficients  of 
the  resisting  forces  shall  be  reduced  to  a  single  force  acting  between  the   Moving  Span 
pinion  and  operating  rack,  or  in  the  operating  cable.     In  determining  ^^^p^^s^^^ 
this  force,  the  following  coefficients  shall  be  used  in  starting  the  span, 
and,  except  for  the  stiffness  in  cables,  shall  be  reduced  one-half  after 
motion  is  begun: 

For  friction  on  trunnions i 

For  rolling  friction  of  rolling  bridges ^^ 

For  stiffness  in  cables ^i^ 

22. — In  figuring  the  machinery  losses  between  the  operating  rack  or      Losses  in 
operating    cable    and   the   motor,    the   following    coefficients    shall   be    Machfnery. 
used:  for  the  efficiency  of  any  pair  of  gears,  0.94;  for  journal  friction, 
0.07.    The  losses  of  any  worm  gear  shall  be  taken  at  30%  for  an  angle 
of  thread  20°  or  more.  ^'j  ^'^"^ 

23. — The  time  to  open  the  bridge  after  the  ends  are  released  shall  Time  to  Open, 
be  as  specified  on  the  proposal  drawing. 


Iiiortlft. 
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Impjiot  in 

iStriU'tural 

Tarts. 


Impact  for 
Machinery 
Parts,  etc. 

Wind 
Pressure. 


Detailed 
Drawiugs. 


Outline 
Drawing  of 
Machinery. 


Torque 
Curves. 


24. — Tlie  force  nccossary  to  overcome  the  inertia  and  produce  ac- 
celeration and  retardation  for  tlic  time  of  opening  shall  be  con- 
sidered. The  machinery  shall  be  capable  of  stopping  the  bridge  in 
G  sec;  for  this  purpose,  the  coefficient  of  friction  in  the  friction  brake 
shall  be  taken  at  not  less  than  25  per  cent. 

25. — In  calculating  the  dead-load  stresses  in  the  moving  structural 
parts,  for  the  various  positions  of  the  open  bridge,  such  stresses  shall 
be  increased  25%  as  allowance  for  impact.  For  stationary  structural 
parts  (as  towers,  and  supporting  girders  in  rolling  bridges),  to  which 
moving  parts  arc  attached,  or  on  which  such  parts  roll,  15%  of  the 
static  load  shall  be  added  as  impact. 

26. — In  structural  steel  parts,  where  a  percentage  of  the  dead  load 
or  static  load  is  added  for  impact,  the  unit  stresses  for  stationary 
structures  shall  be  used;  the  impact  percentages  are  an  allowance 
similar  to  that  provided  by  an  impact  formula  for  stationary  railroad 
bridges. 

27. — The  allowance  for  impact  in  trimnions,  cables,  cable  attach- 
ments, and  machinery  parts  is  taken  care  of  by  lowered  unit  stresses. 

28. — The  least  wind  pressure  to  be  assumed  in  proportioning  the 
machinery  or  moving  parts  shall  be  15  lb.  per  sq.  ft.  on  the  exposed 
surfaces  of  the  moving  parts  as  projected  on  any  vertical  plane.  The 
machinery  shall  be  strong  enough  to  hold  the  moving  parts  in  any 
position  for  this  pressure,  and  be  capable  of  opening  the  bridge  in 
the  specified  time  at  10  lb.  per  sq.  ft.  wind  pressure. 

28a. — On  the  ordinary  open-floor  bridge  with  ties,  the  exposed  sur- 
face to  wind  shall  be  taken  as  equal  to  80%  of  a  full  quadrilateral  the 
width  of  which  is  the  distance  from  center  to  center  of  trusses  and 
the  length  of  which  is  that  of  the  moving  span. 

29. — The  Contractor  shall  make  complete  detailed  drawings  of  the 
machinery,  so  that  any  other  shop  can  take  them  and  duplicate  the 
machinery.  No  reference  to  patterns  or  individual  shop  practices  will 
be  considered  in  lieu  of  the  complete  drawings.  These  drawings  shall 
show  a  general  outline  of  the  assembled  machinery.  The  drawings 
shall  be  made  on  tracing  cloth,  each  sheet  24  by  36  in.  in  outside 
dimensions.  These  drawings  shall  become  the  property  of  the  Rail- 
road Company  on  the  completion  of  the  job. 

30. — The  Contractor  shall  furnish  an  outline  drawing  of  the  ma- 
chinery, on  which  are  shown  the  forces  acting  on  the  gear  teeth,  the 
twisting  moment  and  bending  moment  on  shafts,  and  other  necessary 
information  for  checking  the  strength  of  the  machine  parts.  A  tabula- 
tion of  the  formulas  and  methods  of  calculation  shall  be  shown  com- 
plete enough  to  allow  them  to  be  checked. 

31. — The  Contractor  shall  shov/  by  a  drawing  of  curves  the  torque 
to  be  exerted  by  the  motor  or  prime  mover,  as  follows : 
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1.  A  torque  curve  for  acceleration  and  retardation ; 

2.  A  torque  curve  for  the  frictional  resistances; 

3.  A  torque  curve  for  any  unbalanced  condition  of  the  structure; 

4.  A  torque  curve  for  the  wind  load; 

5.  A  torque  curve  showing  the  greatest  combination  of  resistances 

acting  at  any  one  time. 

In  figuring  the  friction  at  starting  (this  being  twice  the  running  fric- 
tion), no  acceleration  of  the  moving  mass  shall  be  considered.  This 
friction  shall  be  considered  as  reduced  to  the  running  friction  in  the 
first  second  after  the  power  is  applied. 

32. — The  Contractor  shall  check  the  location  of  the  center  of  gravity 
of  the  moving  span,  including  all  parts  attached  thereto,  and  also  the 
location  of  the  center  of  gravity  of  the  counterweight,  including 
counterweight  girders  and  trusses,  by  computations  based  on  accurate 
weights  calculated  from  shop  plans.  He  shall  submit  duplicate 
sketches  and  copies  of  these  computations  accompanied  by  weight  bills 
to  the  Railroad  Company  for  approval. 

33. — All  bridges  shall  be  equipped  with  hand-operating  mechanism. 
The  number  of  men  and  the  time  required  to  operate  shall  be  esti- 
mated on  the  assumption  that  the  force  one  man  can  exert  on  a  lever 
is  40  lb.  with  a  speed  of  160  ft.  per  min.  developing  about  ^  h.p.  For 
calculating  the  strength  of  the  machinery,  the  power  of  one  man  shall 
be  assumed  as  125  lb.,  but  150  lb.  shall  be  the  minimum  used  and 
applied  to  the  extreme  end  of  a  lever. 

Operating  Machinery. 

34. — The  parts  shall  be  simple  in  design,  and  easily  erected,  in- 
spected, adjusted,  and  taken  apart.  The  fastenings  shall  hold  the 
parts  in  place  securely  after  they  have  been  set. 

35. — Rolled  or  forged  steel  shall  be  used  for  bolts,  nuts,  keys, 
cotters,  pins,  axles,  screws,  worms,  piston  rods,  trunnions,  and  crane 
hooks,  if  any. 

36. — Trunnions,  pins,  and  shafting  more  than  3^  in.  in  diameter 
shall  be  of  forged  structural  steel.  Shafting  3^  in.  or  less  in  diameter 
may  be  of  cold-rolled  steel. 

37. — Forged  or  cast  steel  shall  be  used  for  levers,  cranks,  and  con- 
necting rods. 

38.— Cast  steel,  or  forged  steel,  shall  be  used  for  couplings,  end 
shoes,  racks,  toothed  wheels,  brake  wheels,  drums,  sheaves,  and  hangers 
where  the  supported  weight  will  cause  tensile  stresses.  Large  sheaves 
may  be  built  of  structural  steel. 

39. — Pinions  shall  be  made  of  forged  steel,  and  cut  from  the  solid 
metal. 

39a. — Pinions  shall  have  not  less  than  fifteen  teeth. 


Center  of 
Gravity. 


Hand 
Operation. 


Kind  of 
Material. 


siM'ci  lie  \'ri(i\s   I'ou   .M()\'.\iii.i;  i;Aii,i;nM.   i;uii>uES 


Cast  Iron. 


Metal  for 
l^usliiiiirs. 


Castings. 


Bolts  and 
Nuts. 


Screws 

Tap-Bolts, 

Set-Screws, 

etc. 


40. — Sockets  iisod  for  lirilrlinn:  tlio  oiuls  of  wii-e  ropes  ftli.ill  he 
forged  without  wolds,  from  tlie  solid  steel. 

41. — Tnst  iron  mny  be  used  in  boxes  for  shafts  2  in.  or  less  in 
diameter,  and  which  ohviou.'^l.y  carry  light  loads.  Other  boxes  shall 
be  of  cast  steel. 

42. — Cast  iron  may  l)e  iisfd  in  eccentrics,  cylinders,  i)istons,  fly- 
wheels, and  parts  of  motors  which  are  usually  made  of  cast  iron.  Cast 
iron  shall  not  be  used  for  any  trunnion  or  axle  support. 

43.- — Phosphor-bronze,  brass,  and  Babbitt  metal  shall  be  used  for 
the  bushing  or  lining  of  journal  bearings  and  other  rotating  or  sliding 
surfaces,  to  prevent  seizing. 

44. — Phosphor-ln'onze,  only,  shall  be  used  for  bushing  for  the  trun- 
nions of  bascule  and  lift  bridges,  or  in  any  large  bearing  carrying 
heavy  loads. 

45. — The  bushings  for  large  bearings,  such  as  for  trunnions,  and 
similar  parts,  shall  be  held  from  rotating  in  their  casings.  The 
force  tending  to  cause  rotation  shall  be  taken  as  one-eighth  of  the  load 
on  the  trunnion  or  bearing,  and  as  acting  tangent  to  the  surface  be- 
tween the  back  of  the  bushing  and  casing.  It  shall  be  practicable 
to  take  out  the  bushing  when  the  trunnion  is  slightly  lifted. 

46. — Castings  which  are  to  be  attached  to  rough  unfinished  sur- 
faces shall  be  provided  with  chipping  strips.  The  outer  unfinished 
edges  of  ribs,  bases,  etc.,  shall  be  rounded  off,  and  inside  corners 
filleted. 

47. — Bolts  and  nuts,  up  to  li  in.  in  diameter,  shall  have  U.  S. 
Standard  V-threads.  Nuts  and  exposed  bolt  heads  shall  be  hexagonal 
in  shape,  and  each  nut  shall  be  provided  with  a  washer.  If  the  nut 
will  come  on  an  inclined  surface,  a  special  seat,  the  top  surface  of 
which  is  at  right  angles  to  the  bolt,  shall  be  cast  or  built  up  to  re- 
ceive the  nut.  Bolt  heads  which  are  countersunk  in  castings  shall  be 
square. 

48. — Nuts  which  are  subject  to  vibration  and  frequent  changes  of 
load  shall  have  locking  arrangements  to  prevent  the  gradual  unscrew- 
ing of  the  same.  If  double  nuts  are  used  for  that  purpose,  each  nut 
shall  be  of  the  standard  thickness.  Nuts  shall  be  secured  by  split 
pins  put  through  the  bolt. 

49. — Screws  which  transmit  motion  shall  have  square  threads. 

50. — Tap-bolts  and  stud-bolts  shall  not  be  used,  except  by  special 
permission. 

51. — Set-screws  shall  not  be  used  for  transmitting  torsion  to  shafts 
or  axles.  They  shall  be  used  for  holding  keys,  or  other  light  parts, 
in  place. 
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52. — Collars  shall  be  used  wherever  necessary  to  hold  the  shaft 
Tom  moving  horizontally.  Each  collar  shall  have  at  least  two  set-screws 
it  an  angle  of  120  degrees. 

53. — Shaft  couplings,  unless  of  the  flexible  kind,  shall  be  of  the 
lange  type,  or  split  muff  with  bolt  heads  and  nuts  countersunk. 

54. — Couplings  shall  be  keyed  to  shaft. 

55. — Gib-head  or  hooked  keys  shall  be  used  for  keying  machinery 
)arts  to  shafts,  except  where  otherwise  shown.  The  keys  shall  have 
he  proportions  shown  in  Fig.  1,  in  which  d  is  the  diameter  of  the 
haft 


I    4 


i... 


'slco 


4    I 


Never  Jjss  than  length  of  Hub+  cL 
(if  Practicable)  ^ 


_Taper^aIn.np...^^^   r. 


Fig.  1. 

A  B  is  a  mid-section  of  the  tapered  length.  The  sides  shall  be 
)arallel. 

56. — If  the  foregoing  shape  of  key  gives  unit  stresses  in  shear  or 
)earing  exceeding  those  in  the  table  of  allowable  unit  stresses,  its  sec- 
;ion  must  be  increased. 

57. — The  key  shall  be  sunk  in  grooves  in  both  hub  and  shaft.  The 
inish  of  the  grooves  and  key  shall  be  such  as  to  give  a  full  bearing 
)n  all  four  sides,  except  as  taper  of  key  will  not  allow. 

58. — If  practicable,  the  groove  in  the  shaft  shall  be  made  long 
jnough  to  allow  the  key  to  be  inserted  without  moving  the  wheel  side- 
vise.     After  the  key  is  firmly  seated,  the  groove  shall  extend  beyond 

3  d 
he   point  of  the  key  a  distance   not  less  than  —    to   allow  for  future 

(S 

lightening;   the   clear   distance   between   hub    and   hook   of   key   shall 

d 
LOt  be  less  than  ~~. 


59. — The   depth  of  the  groove  in  the   shaft  shall  be 


3  d 


measured 


it  the  side  of  the  groove. 

60. — In  the  case  of  large  shafts  carrying  heavy  parts,  two  or  more 
:eys  of  special  design  shall  be  used.  In  such  cases,  the  matter  shall 
)e  taken  up  with  the  Engineer,  for  special  study. 

61. — The  foregoing  requirements  for  keys  and  key-ways  are  for 
najor  machinery  parts,  the  use  of  which  is  intended  to  develop  the  full 
;orsional  strength  of  the  shaft.  For  minor  parts,  the  keys  and  key-ways 
;liall  be  proportioned  for  that  size  of  shaft  in  which  torsional 
itrength  would  be  developed  by  the  minor  parts. 
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62. —  Keys  shall  be  hold  in  idnce  by  8ot-scrows. 

<j'5. — If   pnu'ticablc,   the   IciiK^h   of   the   Inib   shall   be  not  less   tlian 


'2(1.      Its   thickness  shall    l»f   not    less   than 
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light  driving  fit. 

64. —  '1  he  groove  in  thr  hnb  shall  be  made  on  the  center  line  oi 
an  arm. 

65. —  Ilnbs  shall  be  bored  truly  at  the  center  of  the  wheel. 

66. — For  trunnions  and  similar  parts,  which  are  designed  chiefly  foi 
bending  and  bearing,  the  keys,  key-ways,  and  bolts  shall  be  designed  tc 
hold  the  trunnion  from  rotating.  The  force  tending  to  cause  rotation 
shall  be  taken  at  one-fourth  the  load  on  the  trunnion,  and  shall  be 
taken  as  acting  at  the  circumference  of  the  trunnion. 

67. — Journals  shall  be  proportioned  to  resist,  not  only  the  various 
stresses  to  which  they  are  subjected,  without  exceeding  the  permissible 
liber  and  bearing  stresses,  but  also  to  prevent  a  tendency  to  heat  and 
seize. 

68. — Steel  bearings  carrying  steel  shafts  or  journals  shall  be  lined 
with  bronze  or  brass.  If  shafts  are  3  in.  or  less  in  diameter  and 
of  a  slow  motion,  Babbitt  metal  may  be  used.  Bearings  of  steel  on  steel 
for  moving  surfaces  will  not  be  allowed. 

68a. — Divided  journal  and  trunnion  bearings  shall  be  used,  and 
the  cap  shall  be  fastened  to  the  base  with  turned  bolts  recessed  intc 
the  base.  The  nuts  and  heads  shall  bear  on  finished  bosses  cast  on  the 
bearing. 

69. — In  cast-iron  boxes  carrying  light  shafts,  no  lining  is  needed. 

70. — The  bearings  of  shafts  shall  be  placed  as  near  to  the  point:! 
of  loading  as  possible. 

71. — The  foot-steps  of  vertical  shafts  shall  be  of  axle  or  tool  steel 
and  shall  run  on  bronze  disks. 

72. — Provision  shall  be  made  for  the  effective  lubrication  of  journals 
or  any  other  sliding  surfaces.  Closed  oil  or  compression  grease  cups 
shall  be  used.  Grooves  shall  be  cut  in  the  surface  of  the  trunnior 
to  provide  for  the  proper  distribution  of  grease  or  oil. 

73. — The  grooves  in  large  trunnions  shall  approximate  to  a  U  shape 
the  size  shall  be  such  that  a  wire  ,\  in.  in  diameter  may  lie  wholh 
within  the  groove.  The  edge  of  the  U  shall  be  rounded  to  a  radius 
of  ^  in. 

74. — The  grooves  shall  be  straight,  running  parallel  to  the  axis  oi 
the  trunnion.  They  shall  be  not  less  than  three  in  number,  anc 
located  so  that  all  parts  of  the  bearing  surface  of  the  bushing  wil 
be  swept  by  the  contained  lubricant,  in  an  opening,  and  in  a  closing 
of  the  bridge.     The  grooves  must  allow  of  being  cleaned  with  a  wire. 

75. — In  any  trunnion  bearing,  or  similar  heavy  bearings,  strong 
compression  grease  cups  shall  be  used  for  the  grooves. 
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76. — Oil  and  grease  ducts  shall  be  located  so  that  the  lubricant  will 
low  by  gravity  toward  the  bearing  surface. 

77. — Dust  covers  shall  be  provided  for  principal  bearings,  in  pnr- 
icular  for  trunnions. 

78. — Line  shafts,  extending  from  the  center  of  the  bridge  to  the  Shaftsupports 
nd,  shall  not  be  continuous,  but  shall  be  connected  with  claw  coup- 
ngs.    Each  length  of  shafting  shall  rest  in  not  more  than  two  bearings, 
ath  the  couplings  close  to  the  bearings. 

79. — If  shaft  supports  are  connected  to  the  floor-beams,  in  bridges 
aving  long  panels,  intermediate  supports  shall  be  used;  these  shall 
e  adjustable,  and  are  intended  merely  to  prevent  the  shaft-  from 
agging. 

80. — Equalizing  gears  or  devices  shall  be  used  to  insure  equal  ac- 
Lon  at  the  pinions  and  operating  racks. 

81. — The  unsupported  length  of  shafts  shall  not  exceed  L  =  80 v  d?' 
)r  shafts  supporting  their  own  weight  only  ;  L  =  50  V  rZ^  for  shafts 
arrying  pulleys,  gearing,  etc.,  where  L  =  length  of  shaft  between 
enter  of  bearings,  in  inches;  and  d  =  diameter  of  shaft,  in  inches. 

82. — Line  shafts  connecting  machinery  at  the  center  to  that  at  the 
nds  shall  run  at  fairly  high  speed.  The  speed  reduction  shall  be  made 
n  the  machinery  near  the  end. 

83. — In  designing  circular  shafting,  trunnions,  and  axles,  the 
reatest  unit  fiber  stress  in  tension  or  compression  due  to  bending 
tiall  be  calculated  by  the  following  formula: 

^  -  ^3  (4  -  - 1  J-^0  ■ 

84. — The  maximum  unit  shear  shall  be  calculated  by  the  following 
)rmula: 
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85. — In  these  formulas,  f  =  unit  fiber  stress  in  tension  or  com- 
ression;  ;S'  =  unit  shear;  d  =  diameter  of  shaft;  M  =  the  simple 
mding  moment;  and  T  =  the  simple  twisting  moment. 

86. — If  a  shaft,  trunnion,  or  axle  has  one  key-way  cut,  /  and  S  shall 
?  increased  by  one-sixth;  if  two  key-ways  are  cut,  increase  by  one- 
)urth.  If  the  shaft,  etc.,  is  enlarged  through  the  hub,  this  does  not 
pply. 

87. — In  calculating  the  bending  moment  on  shafts,  trunnions,  and 
(urnals,  the  distance  from  center  to  center  of  bearings  shall  be  taken. 

88. — Gear  teeth  shall  be  of  the  involute  type,  with  an  angle  of 
)liquity  of  20  degrees.  The  roots  below  the  clearance  line  shall  be 
Heted. 

89. — The  width  of  the  teeth  may  be  as  great  as  four  times  the 
Ltch,  but  not  more,  except  for  wheels  running  at  a  very  high  velocity, 
5  in  motors  where  abrasion  is  to  be  considered. 
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91. — For  the  purpose  of  sotlint?  ^^ear  teeth  accurntely  in  the  field 
erection,  tlie  jtitch  circle  shall  he  scribed  on  the  ends  of  the  teeth. 

i>2. — Worm  j^carinj^:.  lor  i  ransniittini^  power,  .shall  have  an  angle 
of  thread  not  less  than  '20  decrees.  The  worm  shall  rnn  in  oil.  A 
bronze  or  brass  collar  shall  be  nsed  at  the  end  of  the  worm  and  at  the 
end  of  the  wheel  axle,  to  take  care  of  the  end  thrust.  The  wheel 
shall  be  of  bronze.  If  a  niit  eng-ages  the  worm,  the  nut  shall  be  of 
bronze. 

92a. — Worm  wheels  shall  have  not  less  than  twenty-eight  teeth. 

93. — Worms  which  are  to  be  nsed  for  actuating  signals,  indicators, 
or  other  minor  parts  may  have  an  angle  of  thread  less  thaji  20  degrees. 

93a. — Safety  guards  shall  be  provided  around  gears  and  other  mov-, 
ing  parts  where  it  is  necessary  for  workmen  to  be  while  the  machinery' 
is  in  motion. 

Counterbala:ncing,  Operating  Ropes,  and  Attachments. 

94. — Wire  rope  shall  be  made  by  some  manufacturer  approved  by 
the  Engineer. 

95. — The  counterbalance  ropes  shall  be  of  plow-steel  wire,  and 
shall  consist  of  six  strands,  of  nineteen  wires  each,  laid  around  a  hemp 
center. 

96. — Ropes  shall  be  laid  up  in  the  best  manner,  and  shall  be 
thoroughly  soaked  in  an  approved  lubricant  during  the  process  of 
manufacture. 

97. — The  counterbalance  ropes  shall  be  made  from  wire  which  has 
been  tested  in  the  presence  of  an  inspector  designated  by  the  Engineer, 
and  which,  for  sizes  from  0.076  to  0.150  in.  in  diameter  (the  limiting 
values  used  in  counterbalance  ropes),  exhibits  the  following  physical 
properties : 

a.— The  tensile  strength  shall  be  not  less  than  225  000  lb.  per  sq.  in. 

for  wire  from  0.150  to  0.126  in.,  nor  less  than  230  000  lb.  for 

wire  from  0.125  to  0.101  in.  in  diameter ;  nor  less  than  235  000 

■     lb.  for  wire  from  0.100  to  0.076  in.  in  diameter. 

h. — The  total  ultimate  elongation,  measured  on  a  piece  12  in.  long, 

shall  be  not  less  than  2.4  per  cent. 
c. — The  number  of  times  a  piece  6  in.  long  can  be  twisted  around 
its  longitudinal  axis  without  rnpture  shall  be  not  less  than  1.4 
divided  by  the  diameter,  in  inches. 
d. — The  number  of  times  the  ^vire  can  be  bent  90°  alternately  to 
the  right  and  to  the  left,  over  a  radius  equal  to  twice  its 
diameter,  without  fracture,  shall  be  not  less  than  six.  This 
test  shall  be  made  in  a  mechanical  bender  constructed  so  that 
the  wire  actually  conforms  to  the  radius  of  the  jaws  and  is 
subjected  to  as  little  tensile  stress  as  possible. 
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98. — The  rope  shall  be  made  in  one  piece,  if  possible.     Its  breaking      ultimate 
3trength,  as  determined  by  the  test  described  in  Paragraph  101,  shall    ^"^^caWes/'^ 
be  not  less  than 
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99.— In  case  the  breaking  strength  of  the  rope  falls  below  the  values 
cited  above,  the  entire  length  from  which  the  test  pieces  were  taken 
shall  be  replaced  by  the  manufacturer  with  a  new  length,  the  strength 
and  physical  qualities  of  which  come  up  to  the  specifications. 

100. — Sockets  used  in  connection  with  this  rope  shall  be  forged, 
without  welds,  from  solid  steel.  In  every  case  the  dimensions  shall 
be  such  that  no  part  under  tension  shall  be  loaded  higher  than  65  000  lb. 
per  sq.  in.  when  the  rope  is  stressed  to  its  ultimate  strength,  as  named 
above.  The  sockets  must  be  attached  to  the  rope  by  a  method  which  is 
absolutely  reliable  and  will  not  permit  the  rope  to  slip  in  its  attach- 
ment to  the  socket. 

101. — In  order  to  show  the  strength  of  the  rope  and  fastenings,  a 
number  of  test  pieces,  not  more  than  10%  of  the  total  number  of 
finished  lengths  which  will  be  ultimately  made,  nor  less  than  two 
from  each  original  long  length,  and  not  more  than  12  ft.  long,  shall 
be  cut,  and  shall  have  sockets,  selected  at  random  from  those  which 
are  to  be  used  in  filling  the  order,  attached  to  each  end.  These  test 
pieces  are  to  be  stressed  to  destruction  in  a  suitable  testing  machine. 
Under  this  stress  the  rope  must  develop  the  ultimate  strength  given 
in  Paragraph  98. 

102. — The  sockets  must  be  fastened  to  the  rope  so  that  there  is 
no  slipping  of  the  rope  in  the  basket.  If  slipping  should  occur,  then 
the  method  must  be  changed  until  one  is  found  whereby  slipping  can 
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be  entirely  avoided.  The  sockets  thcmselvfs  shall  ]>(-.  .-tnui^MT  ilmn 
the  ropo  with  wliich  they  nre  used;  if  one  slio\dd  hroak  (hiring  the 
test,  then  two  others  shall  he  selected  and  attaehi'd  to  another  i)iefe 
of  roi)e  and  the  test  repeated;  and  this  i)rocess  shall  be  continued  until 
the  inspector  is  satisfied  of  their  reliability,  in  which  case  the  lot  shall 
be  accepted.  If,  however,  lO^o  or  more  of  all  the  sockets  tested  brctak 
at  a  load  less  than  the  mininuun  ultimate  strength  of  the  rope  given 
in  Paragraph  !)S,  then  the  (Mitire  lot  shall  he  rejected  and  new  ones 
shall  be  made  of  stronger  material. 

103. — The  length  of  each  rope,  from  inside  of  bearing  to  inside  of 
bearing  of  sockets,  shall  be  determined,  and  a  metal  tag  having  the  said 
length  stamped  th.ereon  shall  he  securely  attached  to  the  rope. 

104, — The  purchaser  reserves  the  right  to  test  each  wire  rope  con- 
nection, after  its  attachment  is  made,  up  to  one-half  of  the  ultimate 
strength  of  the  rope,  and,  if  it  shows  the  least  sign  of  weakness,  it 
shall  be  rejected  and  replaced. 

105. — The  manufacturer  shall  provide  proper  facilities  for  making 
the  tests,  and  shall  make  at  his  own  expense  all  the  tests  required. 
Tests  shall  be  made  in  the  presence  of  an  inspector  who  represents 
and  is  paid  by.  the  Engineer. 

106. — Ropes  shall  be  shipped  in  coils  the  minimum  diameter  of 
which  is  at  least  thirty  times  that  of  the  ropes,  and  they  shall  be  un- 
coiled for  use  by  revolving  the  coil,  not  by  pulling  the  rope  away  from 
the  stationary  coil. 

107. — The  equalizing  levers  connecting  the  ropes  to  the  counter- 
weights and  their  pins  more  than  3i  in.  in  diameter  shall  be  of  forged 
steel;  pins  3^  in.  in  diameter  or  less  shall  be  of  rolled  machinery  steel. 
The  levers  shall  be  neatly  finished,  and  shall  conform  to  the  dimensions 
shown  on  the  drawings. 
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108. — For  the  parts  of  the  operating  machinery  of  movable  bridges 
which  are  usually  exposed  to  the  weather,  the  finish  shall  be  confined 
to  the  bearing,  rotating,  and  sliding  surfaces,  and  wherever  it  is  re- 
quired to  produce  accurate  fits  and  precise  dimensions. 

109. — Castings  shall  be  cleaned,  and  seams  and  other  blemishes 
removed. 

110. — Drainage  holes,  not  less  than  |  in.  in  diameter,  shall  be  drilled 
in  places  where  water  is  likely  to  collect. 

111. — Unfinished  bolts  may  have  a  play  of  yV  in.  in  the  bolt  holes. 
Turned  bolts  must  have  the  diameter  of  the  shank  at  least  tV  in.  largef 
than  the  diameter  of  the  threaded  portion,  and  must  have  a  driving 
fit  in  the  bolt  hole. 

112. — The  backs  of  racks  and  contact  surfaces  shall  be  planed. 
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113. — The  top  and  bottom  of  the  tread-plates  and  contact  surfaces 
in  rolling  bridges  shall  be  planed  to  fit.    A  full  bearing  must  be  made. 

114. — The  periphery  and  the  ends  of  teeth  which  mesh  with  a 
shrouded  pinion  shall  be  planed,  and  the  pitch  line  scribed  thereon. 

115a. — The  joints  between  the  caps  and  bases  of  journal  and  trun- 
nion bearings  shall  be  planed.  The  ends  of  the  bases  and  surfaces  in 
contact  with  the  supports  shall  be  planed.  Bolt  holes  for  holding  the 
cap  to  the  base  and  for  holding  the  base  to  its  support  shall  be  drilled. 

115. — Journals  and  trunnions  shall  be  turned  with  a  fillet  at  each 
end  and  at  points  where  the  section  changes.  Trunnions  and  journals 
8  in.  and  more  in  diameter  shall  have  a  hole,  1^  in.  in  diameter,  bored 
through  on  the  longitudinal  axis.  Journals,  trunnions,  and  bushings 
must  be  polished  after  being  turned.  The  use  of  a  cutter  which 
trembles  or  chatters  will  not  be  allowed. 

116. — The  grooves  in  the  surfaces  of  trunnions  or  similar  large 
bearings  shall  be  machine  cut.  Chipping  and  filing  will  be  allowed 
only  for  removing  small  inequalities.  The  grooves  shall  be  smooth, 
especially  the  rounded  corners. 

117. — Hubs  of  wheels,  pulleys,  couplings,  etc.,  shall  be  bored  to  fit 
close  on  the  shaft  axle.  If  the  hub  performs  the  function  of  a  collar, 
the  end  next  to  the  bearing  shall  be  faced.  Holes  in  hubs  of  toothed 
gear  wheels  shall  be  concentric  with  the  pitch  circle. 

118. — The  periphery  of  gear  wheels  shall  be  turned.  Gear  wheels 
which  are  part  of  the  train  which  actuates  the  moving  span,  or  the 
bridge-locks,  or  the  rail-locks,  shall  be  cut.  Machine-moulded  teeth 
may  be  used  for  actuating  signals  or  small  parts. 

119. — Beveled  gears  shall  be  cut.  The  cutting  shall  be  done  by  a 
planer  having  a  rectilinear  motion  to  and  from  the  apex  of  the  cone. 
Rotating  milling  cutters  shall  not  be  used. 

120. — The  grooves  in  the  circumference  of  sheaves  carrying  wire 
ropes  shall  be  turned  to  a  radius  which  will  fit  the  rope.  This  is  to 
be  done  after  the  sheave  is  completely  assembled  and  permanently 
riveted  up. 

121. — At  the  juncture  of  the  shrouding  and  teeth  in  pinions,  clean- 
ing, chipping,  or  other  means  shall  be  used  to  insure  the  meshing  of 
the  pinion  teeth  and  rack  teeth. 

122. — Threads  on  worms,  and  the  teeth  of  worm  wheels  shall  be 
cut  and  shall  fit  accurately.    Point  contact  shall  be  avoided. 

123. — Any  two  surfaces  which  slide,  roll,  or  bear  on  each  other 
shall  be  planed. 

124. — Machinery  parts  shall  be  assembled  on  the  supporting  mem- 
bers in  the  shop,  and  shall  be  aligned  and  fitted,  with  holes  in  the  sup- 
ports drilled,  and  with  the  members  in  correct  relative  position.  The 
members   shall   be   match-marked,   both    to   the   supports   and   to   each 
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other,  and  re-erected  in  the  same  relative  position;  or.  if  not  assembled 
in  the  shop,  connecting  holes  in  tlio  supports  sliall  he  drilled  in  the 
field. 

125. — The  holes  in  the  girders  and  columns  for  the  bolts  connecting 
the  main  sheave  bearings  to  tlieir  supporting  girders  shall  be  drilled 
from  the  solid  tiirou^-li  ca.st-iron  or  steel  templets  on  which  the  hear- 
ings were  set  and  accurately  lined  when  the  holes  in  the  bearing  were 
bored.  The  bolt  holes  and  the  bolts  shall  be  turned  to  the  same  diameter 
and  the  bolts  driven  to  place  without  injury  to  them,  the  bearings, 
or  the  girders  or  columns. 

120. — If  trunnions  rotate  in  fixed  pedestal  bearings,  such  as  the 
sheave  trunnions  in  vertical  lift  bridges  or  similar  bearings,  the 
pedestals  shall  be  firmly  mounted  in  the  shop,  the  trunnions  placed 
ther(Mn  and  covcm's  bolted;  the  whole,  when  assembled,  shall  simulate 
the  assemblage  in  the  field  as  nearly  as  practicable.     The  maximum 

W  r 

torque  in   ineb-nounds   rcJiuircd    to   rotate    the    ti'unnion    shall    be , 

10 

where  IT  e(iuals  the  weight  of  the  trunnion,  in  pounds,  and  r  equals 
the  radius  of  the  trunnion,  in  inches.  If  large  structural  parts  rotate 
about  the  axis  of  the  trunnion,  the  trunnion  shall  be  inserted  in  its 
bushing  in  the  structural  part  and  rotated.  If  the  shop  position  of 
the  structural  part  is  flat,  which  is  the  usual  case,  the  axis  of  the 
trunnion  will  be  vertical,  and  there  will  be  no  load  on  the  bearing; 
in    this   case   the   maximum    torque   required   to    rotate   the   trunnion 

shall  be ■.     At  least  four  complete  rotations  of  the  trunnion  must  be 

50 

made.    If  any  grinding  or  hard  turning  is  found,  it  must  be  remedied. 

These  trunnion  tests  shall  be  made  in  the  presence  of  the  Railroad 

Company's  inspector,  and  with  such  apparatus  as  will  readily  determine 

the  torque. 

127. — Faces  of  flange  and  split  muff  couplings  shall  be  planed  to 
fit.     The  couplings  shall  be  keyed  to  the  shaft. 

128. — A  special  effort  to  secure  good  workmanship  on  keys  and 
key-ways  shall  be  made. 

129. — Machined  surfaces  shall  have  a  coating  of  white  lead  applied 
to  them. 

130. — Machinery  which  is  of  the  regular  standard  manufactured 
type,  such  as  steam,  gasoline,  electric  motors,  pumps,  air  compressors, 
etc.,  shall  be  guaranteed  by  the  manufacturer  as  to  efficiency,  and  shall 
be  subject  to  the  approval  of  the  Engineer.  Motors  shall  be  tested  to 
prove  that  they  fulfill  the  specified  requirements  and  develop  the  de- 
sired speed,  power,  and  torque. 

131. — The  rating  of  a  motor  shall  be  the  horse-power  determined 
by  the  brake  test. 
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132. — The  electric  equipment  shall  conform  to  the  Standardization 
tules  of  the  American  Institute  of  Electrical  Engineers,  as  approved 
une  21st,  1907.  (See  "Standard  Hand  Book  for  Electrical  Engineers," 
d  Edition,  Sect.  19.) 

133. — The  unit  stresses  per  square  inch,  to  be  used  for  parts  in 
'hich  main  stresses  are  not  increased  by  impact,  shall  be  as  follows: 

Stresses  in  One  Direction,  in  Pounds  per  Square  Inch. 


Material. 


Tension. 


Compression. 


Fixed  Bearing.      Shear. 


rachinery  steel 9  400       9  400  —  40 


11  000 


tructural  steel. 


8  oOO       8  500  —  36 


0  200 
5  600 


A.  I.  E.  E 
Rules. 


teel  castings 


7  000       8  000  ~  35 


5  000 

4  600 
3  000 


hosphor-bronze 6  600  

ast  iron 3  000  8  000 

Shear  on  keys 4  900  1b. 

Bearing  on  keys 8  800  " 

134. — The  maximum  unit  tension  in  plow-steel  cables  shall  be 
ne-sixth  of  the  ultimate.  The  maximum  unit  tension  is  equal  to  the 
irect  unit  stress  plus  the  extreme  fiber  unit  stress  in  the  individual 
lire  due  to  bending  over  the  sheave. 

135. — For  stresses  which  are  reversed  at  the  rate  of  five  or  more 
imes  per  minute,  use  one-half  of  the  above  unit  stresses. 

136. — If  wire  rope  is  bent  over  a  sheave,  the  bending  stress  and 
ermissible  load  on  the  rope  shall  be  calculated  as   follows: 

Let  P  =  the  total  pull  or  permissible  load,  on  the  rope,  in  pounds ; 
K  =  extreme  unit  fiber  stress  in  the  greatest  individual  wire; 
E  =  modulus  of  elasticity  =  28  500  000 ; 
a  =  cross-sectional  area  of  rope,  in  square  inches; 
d  =  diameter  of  thickest  wire,  in  inches; 
D  =  diameter  of  sheave  to  center  of  rope,  in  inches ; 
S  =  greatest  unit  tension  allowable; 
a  =  angle  of  helical  wire  with  axis  of  strand; 
^  =  angle  of  helical  strand  with  axis  of  rope; 
c  =  diameter  of  rope. 

Ed  cos}  a  cos.^  /? 


Then  K 


=  a  fs 


D 

Ed  cos:^  acosr/3 
D 


) 


(1) 


(^) 


Reversal  of 
Stresses. 


nSS  si'Kcii'ic  \'ri(>\s   I'oi;   mon  \i!i,i:  i;  \i  i.uo  \i)  iiimdoes 

For  rope  having'  six  sfrjnuls  nf  niiiclccii  ('(|iimI  wires  each, 

,  1   SOD  0(1(1  r  V 

^'^"(•^■--"/.      ) '■•> 

(J 

hecaiisi'  i'oi^r  ix  cos.-  ft  ---_-  (),!>"),  (7  =  —7-. 

15 

l.*J7. — For  haulaije  rope,  six  Htraiuls  of  seveu  wires  each,  take  (/  =       . 

138. — If  a  rope  is  in  contact  with  a  sheave  over  a  small  arc,  the 
actual  radius  of  curvature  may  be  greater  than  that  of  the  sheave. 
(Fig.  2.) 

Let  R  =  the  actual  radius  of  curvature; 

0  =  the  angle  between  the  directions  of  the  rope; 
ir  =  pull  on  individual  wire,  equal  to  P  divided  by  the  number 
of  wires  if  all  wires  are  of  equal  diameter. 


Fig.  2. 


Then  B  = 


4 


E 


4  COS.  — 


U ear  Teeth. 


139. — If  Ji  is  greater  than  the  radius  of  the  sheaves,  2R  should  be 

used  in  place  of  D  in  Formulas  1,  2,  and  3.     The  formula  is  only  valid 

for  0  between  110  and  180  degrees. 

strength  of  140.— The  strength  of  cut  gear  teeth  shall  conform  to  the  following 

formula,  one  tooth  only  taking  pressure: 

/  0.012  \       600 

P  =M  (0.154  -  -^)  ^-^^-^.  m  winch 

P  =  pressure  on  tooth,  in  pounds; 
/  =  permissible  unit  stress  =  IT  000  lb. ; 
p  =  pitch,  in  inches; 
l  =  face  or  breadth  of  tooth,  in  inches; 
n  =  number  of  teeth  in  gear; 
V  =  velocity  on  pitch  circle,  in  feet  per  minute. 

141. The  strength  of  machine-moulded  teeth  shall  be   calculated 

by  the  foregoing  formula,  taking  f  =  15  000  lb. 

142. The  strength  of  shrouded  teeth  shall  be  computed  as  for  uncut 

teeth,  the  purpose  of  the  shrouding  being  to  provide  for  future  wear  of 
pinions. 


Rollers. 
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143. — The  foregoing  formula  is  for  involute  teeth  having  an  angle 
of  obliquity  equal  to  20  degrees. 

144. — The  pressure,  in  pounds  per  linear  inch,  on  rollers  at  rest    Pressure  on 
shall  be,  for  rolled  and  cast  steel,  600  d,  where  d  equals  the  diameter 
of  the  roller,  in  inches. 

Unit  Stresses  for  Bearing  on  Rotating  and  Sliding  Surfaces. 

145. — The  maximum  bearing  values  for  rotating  and  sliding  sur- 
faces, in  pounds  per  square  inch,  shall  be  as  follows: 

For  bearings  on  which  the  speed  is  slow  and  intermittent : 

Pounds 

per 

square 

inch. 

146. — Pivots  for  swing  bridges :  Hardened  tool  steel  on  special 

phosphor-bronze    3  000 

147. — Trunnion   bearings   on  bascule  bridges:    Axle   steel   on 

phosphor-bronze,  average  1  500 

and  never  greater  than  1  700  lb.  for  maximum  bearing 
for  any  position  of  the  bridge. 

148. — Wedges:    Cast  steel  on  cast  steel  or  structural  steel.  ..  .     500 

149. — Screws    which    transmit   motion    on   projected    area    of 

thread   200 

150. — For  ordinary  cases,  parts  moving  at  moderate  speeds: 

Hardened  steel  on  hardened  steel 2  000 

Hardened  steel  on  bronze 1  500 

Tool  steel   (not  hardened)    on  bronze 900 

Structural  steel  on  bronze 600 

Cast  iron  on  structural  steel •  400 

Cast  iron  on  cast  iron 400 

On  cross-head  slides,  speed  not  exceeding  600  ft.  per  min .       50 

151. — In  order  to  prevent  heating  and  seizing  at  higher  speeds,  the 
pressure  on  pivots  or  foot-step  bearings  for  vertical  shafts  and  journals 
shall  not  exceed: 

40  000 

On  pivots p  =  :; —   per  square  inch. 

n   d 

.           ,,                    300  000  .     ^ 

On  journals p  = —  per  square  nich. 

Where  n  =  number  of  revolutions  per  minute, 
and  d  =  diameter  of  journal  or  pivot,  in  inches. 

152. — For  crank  pins  and  similar  joints  with  alternating  motion, 
the  limiting  bearing  values  given  in  the  above  formula  may  be  doubled. 


:vM) 


si'i:(  iiic\  ri()\s  |.()K  movahm:  i:aii,ko\I)  innixiKs 
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l'*)'*^. — The  poriniasiblo  prossiires.  in  i)f)uiMls  per  liiicir  iricli  of  roller 
in  ludfion,  shall  be  as  follows: 

For  cast  iron   p  =      200d 

For  steol  castings   p  ^^      400(i 

For  axle  steel p  =      500^ 

For  tool  steel   p  =      800ri 

For  hardened  tool  steel /7  =  1  OOOd 

Where  ;>  =  pressure  per  linear  inch  of  roller, 
and  d  =  diameter  of  roller,  in  inches. 

154. — The  foregoing  values  are  for  rollers  and  bearing  surfaces  of 
the  same  material;  if  rollers  and  bearing  surfaces  are  of  different 
materials,  the  lower  value  shall  be  used. 

Motors. 

155. — The  kind  of  motor  best  adapted  to  any  particular  case  de-    \ 
pends  on  local  conditions,  and  should  be  left  to  the  judgment  of  the 
Engineer. 

15G. — If  the  bridge  is  operated  by  mechanical  power,  the  motor  shall 
be  of  ample  capacity  to  move  or  turn  the  bridge  at  the  required  speed. 
All  machinery  parts  shall  be  designed  with  sufficient  strength  to  resist  1 
the  greatest  pressure  which  can  be  exerted  by  the  motor.  No  matter 
what  mechanical  power  is  used,  all  bridges  shall  also  be  provided  with 
hand-power  operating  machinery. 

157. — Friction  brakes,  to  be  operated  by  hand  or  foot,  shall  be  pro- 
vided where  the  motor  is  located  in  the  operator's  house.  They  shall 
be  attached  to  the  secondary  shaft  of  the  motors  which  connect  to 
the  moving  gear,  and  shall  have  sufficient  capacity  to  stop  or  hold 
the  moving  span  in  any  position,  under  all  conditions. 

158. — If  mechanical  power  of  any  kind  is  to  be  used  for  operating 
a  movable  bridge,  a  suitable  house  shall  be  provided  for  the  operator. 
The  house  shall  be  of  such  dimensions  as  required  for  the  purpose  for 
which  it  is  to  be  used.    It  shall  be  placed  in  a  position  where  the  operator 
can  observe  the  signals  and  see  the  approaching  vessels  and  trains,  and 
with  enough  windows  of  sufficient  size,  so  that  this  view  will  not  be 
obstructed.     If  the  operator's  house  is  above  or  below  the  floor  of  the 
bridge,   suitable   steel  or   iron   stairs   with   railings   shall   be  provided 
to  lead  from  the  floor  of  the  bridge  to  the  floor  of  the  operating  house.   . 
The   house   shall  be   of   fire-proof   construction,   consisting  of   a   steel 
frame,  steel  floor-joists  and  a  fire-proof  floor.     If  the  house  contains, 
motors  and  machinery,  the  floor  shall  preferably  consist  of  steel  plates? 
but,  if  the  motors  are  located  elsewhere,  the  floor  between  the  joistsl 
may  be  of  concrete  construction.    The  sides  and  roof  shall  be  of  metal, j 
concrete,   or   any   other  non-combustible   material.      The   hand-rail   fori 
stairwavs  and  other  places  shall  be  of  1^-in.  gas  pipe. 
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159. — Whenever  the  climatic  conditions  require  it,  provision  shall 
be  made  for  heating  the  operator's  house.  If  steam  power  is  used,  the 
house  shall  be  heated  by  a  steam  coil  or  radiator  fed  from  the  boiler. 
If  electric  power  is  used,  the  heat  may  be  supplied  by  electricity.  If 
g-asoline  is  used,  or  any  other  power  which  cannot  be  utilized  for  heat- 
ing, a  coal,  wood,  petroleum,  or  gas  stove,  as  directed  by  the  Engi- 
neer, shall  be  provided. 

160. — If  a  steam  engine  is  used,  it  shall  consist  of  a  double-cylinder, 
reversing  engine,  the  piston  speed  of  which  shall  not  exceed  200  ft. 
per  min. ;  it  shall  develop  the  desired  power  and  speed  with  a  steam 
pressure  of  50  lb.  per  sq.  in.  The  engine  shall  be  connected  to  the 
operating  machinery  by  an  approved  friction  clutch,  arranged  so  that 
the  moving  and  locking  machinery  can  be  operated  alternately  or 
stopped  without  stopping  the  engine. 

161. — In  the  steam  supply  pipe,  and  close  to  the  steam  chest,  shall 
be  placed  a  steam  separator.  This  separator,  under  test  with  quality 
of  steam  as  low  as  QQ%,  shall  show  an  average  efficiency  of  85%  in 
five  tests. 

162. — The  steam  shall  be  generated  by  one  or  two  upright,  tubular 
boilers,  each  of  which  shall  have  twice  the  capacity  of  the  engine. 
The  boilers  shall  be  designed  for  a  steam  pressure  of  150  lb.  per  sq.  in., 
and  shall  be  adapted  to  the  kind  of  fuel  specified  by  the  Engineer;  they 
shall  be  of  open-hearth  steel  in  accordance  with  the  specifications  for 
boiler  plates.  Paragraphs  246  to  251,  inclusive.  They  shall  be  en- 
cased in  asbestos  and  covered  with  Russia  iron. 

163. — The  boilers  shall  also  be  in  accordance  with  the  specifications 
of  the  JVlechanical  Department  of  the  Railway  Company,  and  shall 
conform  to  the  civil  laws. 

164. — Vertical  boilers  shall  have  submerged  flues  at  the  top. 

165.— The  total  horse-power  of  the  boilers  shall  be  twice  that  of  the 
engine,  and  shall  be  computed  by  the  following  rule:  Calculate  the 
inside  area  of  the  tubes,  the  area  of  tube  sheet  next  to  the  fire,  and  the 
sides  of  the  fire-box  where  this  is  in  contact  with  the  fire.  Take  the 
sum  of  these  areas  in  square  feet  and  divide  by  fifteen.  The  intention  is 
to  allow  15  sq.  ft.  of  heating  surface  per  horse-power.  At  least  ;\  sq.  ft. 
of  grate  surface  shall  be  provided  per  horse-power. 

166. — The  engine-room  shall  be  provided  with  a  steel  water  tank 
of  sufficient  capacity;  a  duplex,  steam  feed-pump;  and  an  injector  for 
each  boiler,  with  necessary  pipes  and  connections  for  feeding  boilers 
separately  or  together;  steam  water-lifters  with  necessary  strainers, 
flexible  hose,  and  piping  to  lift  the  water  from  the  river  into  the  tank; 
a  coal  hoist  and  a  steel  coal-bin  of  sufficient  capacity.  The  engine- 
room  shall  be  provided  with  a  suitable  indicator  for  recording  the  posi- 
tions of  the  moving  span  in  turning  and  locking.     A  work-bench  with 
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a  full  sot  of  niiichinist's  tools  shnll  ho  firovidod,  such  a8  a  vise, 
wn'uolios,  ohisola,  hniuinors,  filos,  oilors,  oil-cans,  and  oil-tank. 

KIT.  .\  whi^tlo  luivin^  a  hell  5  in.  in  diaiuctor  and  12  in.  lonp, 
shnll  ho  installed  complete.  If  operated  by  air,  the  compressor  and  air 
tank  shall  confonn  to  the  following:  specifications;  The  compressor 
shall  he  motor  driven,  the  motor  and  compressor  hcinp^  on  one  frame, 
and  poarcd.  All  working-  parts  shall  be  completely  enclosed,  and  self- 
luhricatinj>:.  The  compressor  shall  have  a  piston  displacement  of  from 
25  to  .'50  cu.  ft.  ])or  in  in.  when  working  against  a  tank  pressure  of 
90  lb.  per  sq.  in.  The  compressor  shall  be  provided  with  strainer, 
and  automatic  governor  and  switch,  in  order  that  the  compressor  may 
start  and  stop  automatically  at  any  predetermined  tank  pressure.  The 
air  r(H'eiving  tank  shall  be  36  in.  in  diameter  and  8  ft.  long,  or  of  equal 
capacity.  The  tank  shall  be  galvanized,  and  good  for  a  working  pres- 
sure of  100  lb.  per  sq.  in.  It  shall  be  provided  with  pressure  gauge 
and  pigtail,  pop-valves  and  drain  cock,  and  have  standard  flanges  bushed 
for  li-in.  pipe.  The  Contractor  shall  furnish  all  pipe,  pipe  fittings,  and 
valves,  and  all  shall  withstand  a  working  pressure  of  100  lb.  per  sq.  in. 

168. — If  a  gasoline  motor  or  other  internal-combustion  motor  is 
used,  a  low-speed  engine  of  the  most  substantial  kind  shall  be  selected, 
the  maximum  piston  speed  of  which  shall  not  exceed  350  ft.  per  min. 
The  engine  shall  have  a  reversing  gear  provided  with  approved  friction 
clutches,  to  be  operated  by  a  hand-wheel.  The  countershaft  connecting 
the  engine  with  the  operating  machinery  shall  be  provided  with  disen- 
gaging couplings,  arranged  so  that  the  moving  and  locking  machinery 
can  be  operated  alternately  and  in  either  direction  without  stopping 
the  engine.  Motors  of  10  h.p.  and  more  shall  be  started  by  compressed 
air.  The  engine-room  shall  be  provided  with  a  water  tank  of  sufficient 
capacity.  The  gasoline  tank  shall  be  located  outside  of  the  engine- 
house.  The  engine-room  shall  be  provided  with  indicators  for  record- 
ing the  positions  of  the  moving  span,  and  lifting  and  locking  ap- 
paratus. A  work-bench  with  a  full  set  of  machinist's  tools,  etc.,  shall 
be  provided,  the  same  as  specified  for  steam  engines. 

169. — Electric  motors  and  generators,  if  for  direct  current,  shall  be 
of  the  railway  series,  interpole  type,  water-proof,  with  slotted-drum 
armature,  and  form-wound  armature  coils.  They  shall  be  a  standard 
commercial  type  in  common  use. 

170. — The  coils  shall  be  impregnated. 

171. — Motors,  generators,  automatic  circuit  breakers,  solenoids, 
brakes,  and  other  electric  mechanism  shall  be  tested  at  the  factory  by 
the  manufacturer  in  the  presence  of  the  Railway  Company's  inspector. 

172. — The  rating  of  a  direct-current  motor  is  the  horse-power  output 
at  the  armature  shaft  which  gives  a  rise  of  temperature  above  the  sur- 
rounding air  (referred  to  a  room  temperature  of  25°  cent.)  not  exceeding 
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90°  cent,  at  the  commutator  and  75°  cent,  at  any  other  part  after  one 
hour's  continuous  run  at  its  rated  voltage  (and  frequency  in  the  case 
of  an  alternating-current  motor)  on  a  stand  with  the  motor  covers 
removed  and  with  natural  ventilation.  The  rise  in  temperature  is 
to  be  determined  by  thermometer,  but  the  resistance  of  no  electric  cir- 
cuit in  the  motor  shall  increase  more  than  40%  during  the  test. 

172a. — Alternating-current  motors  shall  show,  in  a  run  for  heat  test, 
the  following  maximum  temperature  rises  above  25°  cent,  for  the  sur- 
rounding room:  For  ^-hour  run  under  nominal  load,  40°  cent.;  for 
3-min.  run  under  150%  nominal  load,  55°  cent. 

173. — Direct-current  motors  shall  be  capable  of  carrying  a  load  of 
200%  for  3  min.  with  the  same  temperature  rise  and  momentarily  of 
iOO%  without  injury,  starting  cold  in  each  instance. 

174. — The  motors  under  test  shall  develop  the  required  horse-power     Torque  of 
md  torque  at  the  armature  shaft.   Characteristic  curves  showing  the 
results  of  the  test  shall  be  furnished  by  the  manufacturer. 

175. — The  motor  frame  shall  have  two  bearings  for  the  countershaft 
and  shall  have  a  forged-steel  cut  pinion,  out  of  one  piece,  keyed  to 
the  end  of  the  armature  shaft  and  secured  by  a  lock-nut. 

175a. — If  the  motor  is  enclosed  in  a  case,  as  mill  motors  are,  small 
)penings  of  sufficient  size  shall  be  provided  in  the  case  for  the  inspec- 
tion, removal,  and  replacing  of  brushes. 

176. — One  cast-steel  cut  gear,  bored  and  key-seated  for  attachment 
:o  the  countershaft,  shall  be  furnished  with  the  motor.  The  gear  and 
oinion  shall  be  covered  by  a  sheet-steel  or  malleable-iron  split  gear 
:ase,  supported  by  the  motor  frame  and  completely  covering  the  gear 
md  pinion.  An  opening,  with  a  hinged  cover,  shall  be  provided  in  the 
rear  case  for  inspection  and  oiling.  The  gear  ratio  shall  be  such 
hat  the  full  speed  of  the  countershaft  will  not  be  more  than  125  rev. 
)er  min. 

177. — For  each  size  of  motor  furnished,  the  Contractor  shall  supply   spare  Motor 
he  following  spare  parts :   One  armature,  one  field  coil,  one  pinion,  one         ^^^*^* 
ear,  and  one  set  of  brushes.     These  parts  shall  be  finished  and  fitted 
n  such  a  manner  as  to  admit  of  being  installed  in  their  respective 
laces  without  further  fitting  or  adjustment. 

178. — The  motors  shall  be  mounted  in  such  a  manner  as  to  admit      Mounting 
f  easy  access  for  inspection  and  repairs;  they  shall  be  supported  se-       Motors, 
urely  by  brackets  or  suitable  foundations. 

1'''9. — If  the  machinery  and  motors  are  on  the  moving  span,  they 
hall  be  capable  of  being  operated  satisfactorily  in  any  position  of  the 
pan. 

180. — The  controllers  for  motors  shall  be  located  in  the  operating-    Controllers, 
ouse.    The   controllers    shall   be   of   the    reversing    drum    type,    with 
lagnetic  blow-out,  and  shall  be  capable  of  varying  and  maintaining 


394 


Sl'i;t  IIIIAIIONS    I  (>l;    M(>\.MJl.i;    UAlLhOAI)    UKIIXJK.S 


Tyf^  of 
Controllers. 


Controllers, 
Where  Needed, 


Automatic 
Cut-Offs. 


Resistances. 


Electric 
Brakes. 


the  s])rod  of  the  motors  throughout  the  entire  range  deflircd,  without 
injurious  sparking,  nnd  without  sliock  due  to  sudden  variation  in 
spci'd.  The  controllers  shall  he  capiihle  of  doing  their  work  for  tlie 
usual  loads,  and  excess  loads,  that  may  come  upon  the  motors,  with 
a  temperature  rise  not  exceeding  that  specified  for  the  motors. 

IM.— Ono  controller,  witii  the  necessary  resistances,  shall  he  fur- 
nished for  controlling  the  operation  of  each  main  operating  motor. 
They  shall  be  connected  so  that  the  motors  may  be  operated  together. 

IS'2. — The  controllers  for  direct-current  motors  shall  be  of  the  series- 
l);irall(^l  type;  or  of  the  type  in  which  the  field  is  varied,  as  may  he  done 
for   the    iuterpole    type   of   motor. 

183. — One  controller  shall  be  furnished  for  the  operation  of  the 
rail-locks,  and  one  for  bridge-locks.  These  controllers  shall  be  designed 
so  that  the  oi">eratiou  of  any  motor  can  be  cut  out  by  pulling  a  switch 
on  the  switch-board,  without  affecting  the  operation  of  any  of  the  other 
motors. 

184. — An  automatic  cut-off  or  short-circuiting  device  shall  be  pro- 
vided which  will  throw  out  the  circuit  breakers,  cut  off  the  current 
from  the  operating  motors  and  set  their  brakes  when  the  bridge  is 
5°  from  its  open  position,  and  its  closed  position.  Spring  switches  ^ 
shall  be  provided  which,  if  closed  and  held  closed,  will  put  the  cut-offs 
out  of  commission  and  thus  enable  the  bridge  tender  fully  to  close 
or  open  the  bridge. 

185. — The  end-lock  motor  shall  be  stopped  and  its  brake  set  auto- 
matically at  each  end  of  its  travel. 

18G. — Kesistances  shall  be  of  the  cast-grid  type,  and  of  such  capacity 
that  the  motor  can  be  operated  continuously  at  any  point  of  the  con- 
troller when  developing  full-load  torque,  or  for  10  min.  when  develop- 
ing 50%  over-load  torque,  without  sufficient  rise  in  temperature  of  the 
resistance  to  cause  deterioration  of  any  part.  The  resistances  shall  be 
mounted  so  as  to  admit  of  free  ventilation  and  be  without  injurious 
vibration. 

187. — The  main  operating  motors,  rail-lock  motors,  and  bridge-lock 
motors  shall  be  provided  with  approved  post  brakes  which  are  held  in     , 
set  position  by  a  spring  with  such  force  as  to  overcome  not  less  than    j 
50%  of  the  maximum  torque  required.     The  friction  surfaces  are  to   ' 
be  of  materials  not  affected  by  moisture.     The  brakes  are  to  be  released 
by  solenoids  of  ample  power  and  heating  capacity  whenever  the  motors 
are  taking  current,  and  are  to  be  automatically  set  whenever  the  cur- 
rent fails  or  is  cut  off  from  the  motors.     Weather-proof  motors  shall] 
be  provided  with  weather-proof  solenoids.     Brakes   shall  be   provided] 
with  a  foot-switch  release  for  coasting  purposes.     Means  shall  be  pro- 
vided for  mechanically  releasing  the  brakes  when  the  bridge  is  to  be' 
operated  by  hand  or  other  equipment. 
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188. — An  additional  emergency  brake  shall  be  provided  and  applied 
to  the  main  operating  machinery.  This  shall  be  released  by  means  of  a 
motor-operated  mechanism  furnished  by  the  Electrical  Contractor,  which 
shall  hold  the  brake  in  release  as  long  as  the  current  is  applied  to  the 
brake  motor.  Cutting  off  the  current  from  this  brake  motor,  or  any 
failure  of  current,  will  result  in  the  instantaneous  application  of  the 
brake.  This  brake  will  be  normally  set,  but  will  be  released  by  the 
operator  before  starting  the  bridge,  and  be  held  in  release  during  the 
entire  operation  unless  an  emergency  condition  arises  requiring  brake 
power  in  excess  of  that  offered  by  the  motor  brakes,  in  which  case  it 
may  be  instantly  applied  by  the  operator.  After  the  bridge  has  been 
closed  and  traffic  has  been  resumed,  this  brake  will  again  be  applied. 
This  portion  of  the  equipment  shall  be  designed  so  that  it  will  not  be 
injured  if  left  in  release  indefinitely.  Proper  means  shall  be  provided 
for  releasing  the  brake  mechanically  when  the  bridge  is  to  be  operated 
by  hand  or  emergency-power  equipment. 

189. — The  emergency  brake  motor  circuit  is  to  be  independent  of 
the  general  interlocking  system,  and  there  shall  be  a  mechanical  in- 
terlocking device  which  will  prevent  the  main  leaf  motors  and  the 
emergency  brake  from  being  used  one  against  the  other. 

190. — The  emergency-brake  switch  shall  be  attached  to  the  con- 
troller stand  within  easy  reach  of  the  operator  and  proper  labels  shall 
be  placed  back  of  the  switch  handle  to  indicate  "Set"  and  "Released" 
positions  of  the  brake. 

191. — Unless  the  current  supply  is  taken  from  more  than  one  source, 
it  shall  be  conducted  to  the  switch-board  in  two  independent  conductors, 
one  for  the  supply,  and  one  for  the  return  current. 

192. — Submarine  cables,  if  needed,  will  be  furnished  and  laid  by 
the  Railroad  Company. 

193. — The  wiring  from  the  collector  rings  for  the  electrical  equip- 
ment of  the  bridge  shall  be  furnished  by  the  Contractor. 

194. — The  quality  of  all  wires  and  insulation  shall  conform  to  the 
specifications  of  the  Railway  Signal  Association,  as  revised  and  adopted 
in  October,  1911,  and  contained  in  Volume  8  of  the  Proceedings  of 
that  Association. 

195. — If  wires  are  to  be  placed  in  conduits,  the  conduits  shall  be 
of  ample  size,  sherardized,  and  loricated  on  the  inside.  No  wire  less 
than  No.  12,  B.  &  S.  gauge,  shall  be  used. 

196. — Conduits  shall  be  of  sufficient  size  to  allow  the  wires  to  be 
easily  drawn  in.  No  joints  are  to  be  made  inside  of  a  conduit.  Con- 
dulets  and  factory  ells  shall  be  used.  Condulets,  ells,  and  conduits 
shall  be  sherardized,  and  loricated  inside. 

197. — The  wiring,  motor  installation,  and  the  whole  electric  equip- 
ment must  conform  to  the  underwriter's  code,  and  to  the  city  code,  if 
the  bridge  is  subject  to  city  authority. 
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108. — Enclosed  fuses  slinll  \>r  \\<('(]. 

r.»l>.  .\()  wire  siunllcr  llmii  .\<i.  10,  ]].  ^  S.  ^'aiige,  stranded  wire, 
.sliall  1)('  \\^c(\. 

200. — Wires  when  installed  siiall  be  permanently  tagged  and  num- 
bered so  that  amy  wire  can  be  traced  from  the  switch-board  to  the 
motors,  and  to  the  source  of  power. 

201. — Ground  connections  of  ample  area  shall  be  provided. 

202. — A  switch,  of  the  (piick-break  type,  shall  be  i)rovided  for  each 
supply  wire.  Each  motor  circuit  and  each  light,  signal,  indicator,  or 
other  circuit  shall  be  provided  with  switches  which  are  approved  by 
the  Railway  Company's  Engineer.  The  switches  shall  be  mounted  on 
an  enameled  slate  panel  switch-board  (not  less  than  1^  in.  thick, 
and  free  from  metallic  veins,  or  flaws)  in  the  operator's  house.  The 
switch-board  shall  be  large  enough  to  carry  the  meters,  switches,  cut- 
outs, fuses,  etc.  Switches,  cut-outs,  buttons,  etc.,  shall  be  provided 
with  plates  designating  their  use. 

203. — An  automatic  circuit  breaker  shall  be  placed  on  the  switch- 
board in  the  operating  motor  circuit  of  the  bridge.  Each  line  to  the 
motor,  each  line  to  the  electric  brakes,  and  each  lighting,  signal,  in- 
dicator, or  otlier  circuit,  shall  be  protected  by  enclosed  fuses. 

204. — Any  circuit  whatsoever  shall  be  protected  by  fuses,  circuit 
breakers,  or  equivalent  devices,  which  will  insure  the  excessive  cur- 
rent being  cut  off  before  any  parts  are  damaged. 

205. — The  feeders  shall  be  protected  by  a  pole-switch  fuse  and 
lightning  arrester  mounted  on  a  non-combustible  and  non-absorbent  in- 
sulating base. 

206. — Lightning  arresters  shall  be  placed  as  near  as  practicable  to 
the  parts  to  be  protected,  and  away  from  combustible  material.  A 
No.  4,  B.  &  S.  gauge,  wire  should  be  used  for  the  connection;  this 
wire  should  run  in  a  straight  line  to  a  ground  plate,  and  not  be  con- 
nected to  any  structural  parts.  To  avoid  inductive  resistances,  the 
wire  should  not  run  through  a  conduit.  If  a  choke-coil  is  used,  it  should 
be  thoroughly  insulated  from  the  ground  and  other  conductors. 

207. — The  connections  of  parts  in  contact  wuth  track  shall  be  such 
as  to  allow  no  short  circuiting  of  track  signals. 

208. — Electric  contacts  shall  be  protected  from  the  weather  or  ac- 
cumulations of  dirt. 

209. — Motors  must  be  housed  in  weather-proof  metal  housing.  This 
housing  must  be  large  enough  to  allow  the  inspection  and  oiling  of  the 
motor.  It  must  be  readily  removable  so  that  access  to  the  motor  may 
be  obtained.  Xo  metal  in  this  housing  shall  be  less  than  Xo.  16, 
U.  S.  Standard,  gauge;  it  shall  be  galvanized. 

210. — Solenoids  and  electrically-operated  brakes  shall  be  housed. 

211. — The  Contractor  shall  provide  and  install  electric  light  indi- 
cators for  the  purpose  of  showing  the  operator  the  various  positions 
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of  the  bridge,  especially  the  fully  open,  entirely  closed,  nearly  open, 
and  nearly  closed  positions  of  the  bridge,  and  the  fully  open  and  fully 
closed  positions  of  the  rail-lock  and  bridge-locks. 

212. — A  volt  meter,  ammeter,  and  watt  meter  shall  be  provided  on 
the  switch-board.  The  use  of  external  multiple  shunts  will  not  be 
permitted. 

213. — The  switch-board  shall  be  furnished  with  one  2-c.  p.  lamp 
for  detecting  ground,  and  a  2-c.  p.  lamp  for  illuminating  the  ammeter 
and  volt  meter  scales. 

214. — In  the  operator's  house  shall  be  placed  ten  16-c.  p.  lights,  and 
additional  lights  about  the  machinery  and  such  other  lights  as  the 
Engineer  may  direct.  Eor  all  lights  in  the  house  above  ten  in  num- 
ber, the  Eailroad  Company  will  pay  the  regular  market  price  or  furnish 
them  to  the  Contractor. 

215.— Lights  of  16-c.  p.  shall  be  placed  outside  at  the  head  and  foot 
of  stairways  or  similar  paths.  All  lights  in  the  house  shall  have 
tungsten  filaments. 

216. — The  Contractor  shall  furnish  warning  and  channel  lights 
and  signals,  in  accordance  with  the  U.  S.  Government  requirements, 
or  other  harbor  requirements. 

217. — Alternating  motors  shall  be  of  the  three-phase  induction  type 
Y^ith  slip-rings,  rotor-wound,  25  cycles  and  220  voltage,  unless  other- 
wise specified.  The  resistances  for  varying  the  speed  shall  be  in  series 
with  the  rotor  circuit,  and  shall  be  such  as  to  affect  evenly  all  three 
phases.    Motors  of  5  h.p.  or  less  may  be  of  the  squirrel-cage  type. 

218. — Alternating-current  motors  shall  be  of  the  crane  type,  and  be 
of  rugged  construction.  The  motors  shall  be  capable  of  exerting 
momentarily  a  maximum  torque  equal  to  at  least  two  and  a  quarter 
times  the  greatest  torque  shown  by  the  torque  curves  for  the  bridge 
and  operating  machinery,  even  if  it  requires  a  motor  having  a  nominal 
horse-power  greater  than  that  which  may  be  found  from  the  torque 
curves  (Paragraph  31). 

219. — The  control  of  motors  shall  be  electrically  interlocked  with 
each  other  and  with  the  signal  system,  and  the  bridge  shall  be  con- 
trolled in  such  a  way  that  the  end-locks  or  wedges  cannot  be  released 
until  the  signals  have  gone  to  the  danger  position  and  the  derails  are 
set,  or  the  bridge  motor  started  until  the  end-locks  and  wedges  have 
actually  been  released.  In  closing  the  bridge,  the  control  shall  be  such 
as  to  make  it  impossible  for  the  operator  to  move  the  end-locks  or 
wedges  until  the  bridge  has  been  completely  closed,  or  to  set  the  signals 
at  safety  until  the  bridge  has  been  closed  and  the  end-locks  and  wedges 
are  in  place. 

220. — The  company  will  furnish  and  install  the  railway  signal  sys- 
tem, also  the  master  lever  and  all  necessary  devices  controlling  the 
interlock  between  this  signal  system  and  the  bridge  as  a  whole.     The 
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Contrnctor  shall  fnniisli  and  install  the  necossary  devices  for  inter- 
locking: the  various  parts  of  the  hrid^e  with  each  other  and  for  con- 
nection  to  the   Company's   master  lever. 

SpE(  IFICATIONS    FOR    SPECIAL    MeTALS    UsED    FOR    MACHINERY    PaRTS. 

221. — Steel  for  casting's  may  be  made  by  the  open-hearth  or  crucible 
process. 

222. — All  castings  shall  be  annealed  unless  otherwise  specified. 

223. — Phosphorus    0.05%  maximum. 

Sulphur    0.05%  maximum. 

224. — iMinimum  physical  (jualities,  as  determined  on  a  standard  test 
specimen,  of  i  in.  diameter  and  2  in.  gauged  length : 

Tensile  strength,  in  pounds  per  square  inch 70  000 

Elongation:  percentage  in  2  in 18 

Contraction  of  area :  percentage 25 

225. — A  test  to  destruction  may  be  substituted  for  the  tensile  test, 
in  the  case  of  small  or  unimportant  castings,  by  selecting  three  cast- 
ings from  a  lot.  This  test  shall  show  the  material  to  be  ductile,  free 
from  injurious  defects,  and  suitable  for  the  purpose  intended.  A  lot 
shall  consist  of  all  castings  from  the  same  melt  or  blow,  annealed 
in  the  same  furnace  charge. 

226. — Castings  shall  be  true  to  pattern,  free  from  blemishes,  flaws, 
or  shrinkage  cracks.  When  the  bearing  surface  of  anj^  steel  casting  i.s 
finished  there  shall  be  no  blow-holes  visible,  exceeding  1  in.  in  any 
direction,  nor  exceeding  ^  sq.  in.  in  area.  The  length  of  blow-holes 
cut  by  any  straight  line  laid  in  any  direction  shall  never  exceed  1  in. 
in  any  1  ft. 

227. — Xo  blow-hole  exceeding  one-half  the  above  dimension  and  area 
will  be  allowed  in  any  gear  tooth,  or  in  the  rim  at  the  root  of  the  teeth. 

228. — The  correction  of  defects  in  castings,  by  welding  electrically 
by  thermit  or  by  similar  processes,  will  not  be  allowed. 

229. — Large  castings  shall  be  suspended  and  hammered  all  over. 
No  cracks,  flaws,  defects,  or  weakness  shall  appear  after  such  treatment. 

230. — A  specimen  (1  in.  by  i  in.)  shall  bend,  cold,  around  a  diameter 
of  1  in.,  through  an  angle  of  90°,  without  fracture  on  the  outside  of 
the  bent  portion. 

231. — The  number  of  standard  test  specimens  shall  depend  on  the 
character  and  importance  of  the  castings.  A  test  piece  shall  be  cut,  cold, 
from  a  coupon  to  be  moulded  and  cast  on  some  portion  of  one  or  more 
castings  from  each  melt  or  blow,  or  from  the  sink-heads  (in  case  heads 
of  sufficient  size  are  used).  The  coupon  or  sink-head  must  receive 
the  same  treatment  as  the  casting  or  castings,  before  the  specimen  is 
cut  out,  and  before  the  coupon  or  sink-head  is  removed  from  the  casting. 

232. — Turnings  from  the  tensile  specimen,  or  drillings  from  the 
bending  specimen,  or  drillings  from  the  small  test  ingot,  if  preferred 
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by  the  inspector,  shall  he  used  to  determine  whether  or  not  the  steel 
is  within  the  limits  in  phosphorus  and  sulphur  specified  in  Paragraph 
223   concerning  chemical  properties. 

Steel  Forgings. 
B   I 

233. — Steel  forgings  may  be  made  by  the  open-hearth  or  crucible    Qualities  of 

steel  Forgings 
process. 

234. — Phosphorus    0.04%  maximum. 

Sulphur    0.05%  maximum. 

235. — Minimum  physical  properties,   as  determined  on   a  standard 
:urned  test  specimen,  of  ^  in.  diameter  and  2  in.  gauged  length : 
Tensile  strength,  in  pounds  per  square  inch,  55  000  to  65  000 
Elongation :  percentage  in  2  in 28 

236. — A  specimen  (1  in.  by  \  in.)  shall  bend,  cold,  180°,  around  a 
diameter  of  ^  in.,  without  fracture  on  the  outside  of  the  bent  portion. 
The  bending  may  be  effected  by  pressure  or  by  blows. 

237. — The  number  and  location  of  the  test  specimens  to  be  taken 
from  a  melt,  blow,  or  forging  shall  depend  on  their  character  and  im- 
portance, and,  therefore,  must  be  regulated  by  individual  cases.  The 
test  specimen  shall  be  cut,  cold,  from  the  forging,  or  full-sized  pro- 
longation of  the  same,  parallel  to  the  axis  of  the  forging  and  half  way 
between  the  center  and  the  outside ;  the  specimens  shall  be  longitudinal, 
i.  e.,  the  length  of  the  specimen  shall  correspond  with  the  direction 
in  which  the  metal  is  most  drawn  out  or  worked.  When  forgings  have 
large  ends  or  collars,  the  test  specimens  shall  be  taken  from  a  prolonga- 
tion of  the  same  diameter  or  section  as  that  of  the  forging  back  of 
the  large  end  or  collar.  In  the  case  of  hollow  shafting,  either  forged 
or  bored,  the  specimen  shall  be  taken  within  the  finished  section  pro- 
longed, half  way  between  the  inner  and  outer  surfaces  of  the  wall  of 
the  forging. 

238. — Turnings  from  the  tensile  specimen,  or  drillings  from  the 
bending  specimen,  or  drillings  from  the  small  test  ingot,  if  preferred 
by  the  inspector,  shall  be  used  to  determine  whether  or  not  the  steel 
is  within  the  limits  in  chemical  composition  specified  in  Paragraph  234. 

239. — Forgings  shall  be  free  from  cracks,  flaws,  seams,  or  other 
injurious  imperfections,  and  shall  conform  to  the  dimensions  shown  on 
the  drawings  furnished  by  the  purchaser,  and  shall  be  made  and  finished 
in  a  workmanlike  manner. 

240. — All  forgings  shall  be  annealed. 

Axle  Steel. 

241. — Axle  steel  may  be  made  by  the  open-hearth  or  crucible  process.    Qualities  of 

242. — Phosphorus    0.05%  maximum. 

Sulphur    0.05%  maximum. 
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Qualities  of 

Boiler  Plate 

Steel. 


Qualities  of 
ISickel  Steel. 


243. — Minimum  physical  ijroportics,  as  (letcniiined  on  a  standard 
turnnd  test  spooimon,  of  i  in.  diameter  and  2  in.  gauged  length: 

Tensile  strenpfth,  in  pounds  per  square  inch 80  000 

Elongation :  percentage  in  2  in 20 

244.— A  specimen  (1  in.  hy  i  in.)  shall  hend,  cold,  180°,  around  a 
diameter  of  li  in.,  without  fracture  on  the  outside  of  the  hent  por- 
tion.    The  bonding  tests  may  be  made  by  pressure  or  by  blows. 

245. — Turnings  from  the  tensile  test  specimen,  or  drillings  from  the 
small  test  ingot,  if  preferred  by  the  inspector,  shall  be  used  to  deter- 
mine whether  the  melt  is  within  the  limits  in  chemical  composition 
specified  in  Paragraph  242. 

Boiler  Plates. 

246. — The  steel  used  for  boilers  and  fire-boxes  shall  be  made  by  the 
open-hearth  process. 

247. — Phosphorus    0.04%  maximum. 

Sulphur    0.04%  maximum. 

248. — The  physical  properties  required  shall  be  as  follows : 
Tensile  strength  desired,  in  pounds  per  square  inch,  00  000. 

Elon2:ation  :  minmium  percentage  in  8  in.  =  -— — -   ^ 

Ultimate  strength. 

Character  of  fracture Silky. 

Cold  bends,  without  fracture 180°  flat. 

249. — The  ultimate  strength  shall  come  within  4  000  lb.  of  that 
desired. 

250. — Chemical  determinations  of  the  percentage  of  carbon,  phos- 
phorus, sulphur,  and  manganese,  shall  be  made  by  the  manufacturer 
from  a  test  ingot  taken  at  the  time  of  the  pouring  of  each  melt  of 
steel,  and  a  correct  copy  of  such  analysis  shall  be  furnished  to  the 
Engineer  or  his  inspector.  A  check  analysis  shall  be  made  from  the 
finished  material,  if  called  for  by  the  purchaser,  in  which  case  an  ex- 
cess of  25%  above  the  required  limits  will  be  allowed. 

251. — Specimens  for  tensile  and  bending  tests  for  plates  shall  be 
made  by  cutting  coupons  from  the  finished  product,  which  shall  have  | 
both  faces  rolled,    and  both   edges   milled   to   the  usual   form   of   the 
standard  test  specimen,   li  in.  wide  on  a  gauged  length  of  at  least 
9  in. ;   or  with  both  edges  parallel. 

Nickel  Steel  for  Machine  Parts. 
252. — Nickel  steel  shall  be  made  hy  the  open -hearth  process. 

Plates,  shapes,  Rivets, 

and  bars. 

253.— Phosphorus  shall  not  exceed 0.04%  0.04% 

Sulphur  "       "         "       0.05%  0.04% 

Nickel,  not  less  than 3.00%  3.25% 
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254. — The  physical  properties  required  shall  be  as  follows: 

Plates,  shapes,  bars,  and  Rivets, 

forgrings,  pounds 
per  square  inch. 
Minimum. 

Tensile    strength 80  000  60  000  to  70  000 

Elastic  limit 50  000  40  000  minimum 

Elongation,    percentage    in    8    in.,    for    plates,    shapes,    bars,    and 

1  600  000  .   . 

foro^in£:s  ;  and  also  for  rivets  =  ----. ; — -r-  =  mmnnum. 

^  Ultimate  strength. 

Elongation,  percentage  in  2  in.,  for  forgings  =  25. 

255. — Specimens  cut  from  forgings  (1  in.  by  i  in.)  shall  bend,  cold, 
180°,  around  a  diameter  of  1  in.,  without  fracture  on  the  outside  of 
the  bent  portion. 

256. — Specimens  cut  from  plates,  shapes,  and  bars  shall  bend,  cold, 
180°,  around  a  diameter  of  three  times  their  thickness,  without  frac- 
ture on  the  outside  of  the  bent  portion. 

257. — Each  rivet  rod  shall  bend  180°,  flat,  on  itself,  without  frac- 
ture on  the  outside  of  the  bent  portion. 

258. — Kivet  rods  shall  be  tested  as  rolled. 

259. — The  fracture  of  all  tension  tests  shall  show  a  fine  silky  texture, 
of  a  uniform  bluish  gray  or  dove  color,  free  from  black  or  brilliant 
specks,  and  shall  show  no  sign  of  crystallization. 

260. — All  nickel-steel  forgings  shall  be  properly  annealed. 

261. — Annealed  eye-bars  and  similar  members,  when  full-sized  pieces 
are  tested,  shall  comply  with  the  following  requirements: 

Minimum  ultimate  tensile  strength,  in  pounds  per 

square    inch    75  000 

Minimum  elastic  limit,  in  pounds  per  square  inch.  45  000 
Minimum  elongation  in  10  ft.,  including  fracture.  12% 
The  fracture  shall  be  mostly  silky,  and  free  from 

crystals. 
Full-sized  pieces   shall   bend,   cold,   180°,   around 
a  diameter  of  twice  their  thickness,  without 
fracture. 

Tool  Steel. 
262. — This  steel  is  generally  used  for  parts  which  require  harden-    Qualities  of 
ing  or  oil  tempering,  such  as  pivots,  friction  rollers,  ball-bearings,  and     ^""^^  ^*^^^- 
springs. 

263. — Tool  steel  shall  be  made  by  the  open-hearth  or  crucible  process. 

264.— Carbon   1.00%  minimum. 

Phosphorus    0.04%  maximum. 

Sulphur    0.04%  maximum. 

■  Manganese 0.50%  maximum. 
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Qualities  of 
Babbitt 
Metal. 


Purpose  of  the 
Speoili  cations. 


Phosphor-Bronze. 

265. — Special  phosphor-bronze  shall  be  used  for  high  pressures  and 
slow  speed, 

26C. — The  metal  shall  have  a  minimum  elastic  limit  in  compression 
of  27  000  lb.  i>er  sq.  in.  'I'lic  permanent  set  at  100  000  lb.  shall  not 
exceed  yo   in. 

267. — A  test  piece  shall  be  cut  from  a  coupon  to  be  moulded  and 
cast  on  some  portion  of  each  casting.  Test  pieces  shall  be  1-in.  cubes, 
finished. 

268. — Phosphor-bronze  composed  of  the  following  ingredients  and 
of  the  following  proportions  has  given  satisfactory  results: 

Copper    79.7  per  cent. 

Tin    10.       "  " 

Lead    9.5     "  " 

Phosphorus    0.8     ''  " 

Bahhitt  Metal. 
269. — Babbitt  metal  composed  of  the  following  ingredients  and  of 
the  following  proportions  has  given  satisfactory  results  and  a  low  co- 
efficient of  friction  (0.03  to  0.04)  :  ^ 

Copper    3.6  per  cent. 

Tin    89.3     "      " 

Antimony 7.1     "       " 

270. — It  is  the  purpose  of  these  specifications  to  provide  a  first-class 
structure.  They  are  intended  as  an  aid  in  designing  and  fabrication. 
The  subject  of  machine  design  is  so  great  and  varied  that  no  single  work 
of  this  character  can  cover  all  points.  As  a  further  aid  in  securing  a 
first-class  structure,  the  following  works  will  be  considered  authorita- 
tive, in  the  order  named: 

1.  Unwin's  "Machine  Design,"  Part     I,  Ed.  1909. 
Unwin's  "Machine  Design,"  Part  II,  Ed.  1902. 

2.  "A  Manual  of  Machine  Design,"  etc.,  by  Low  and  Bevis,  11th 

Impression. 

3.  Reuleaux's  "Constructor,"  Translated  by  Suplee.  i 

4.  Kent's  "Pocket  Book,"  8th  Ed.  1 

271. — Machine  parts  shall  be  designed,  if  practicable,  by  the  methods 
of  applied  mechanics,  but  such  designs  shall  be  viewed  in  the  light  of 
experience.  It  should  be  borne  in  mind  that  machine  design  is  not 
based  on  the  precise  methods  in  vogue  for  statical  structures. 
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Augustus  Smith,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
esires  to  add  his  acknowledgment  of  the  value  of  the  specifications  ^  ™"  * 
or  movable  bridges,*  by  C.  C.  Schneider,  Past-President,  Am.  Soc. 
).  E.,  and  of  the  discussions  contributed  by  other  members  of  the 
society  on  that  subject.  There  was  great  need  for  definite  specifica- 
ions,  and  Mr.  Lefiler's  valuable  contribution  is  another  important 
ift  to  the  Profession. 

The  writer  is  glad  to  discuss  a  few  of  the  details  defined  so 
ihequivocally  by  the  author,  taking  them  up  in  order,  as  follows: 

Paragraph  55. — The  author  apparently  favors  the  use  of  tapered 
eys,  but  obviously  could  not  attempt,  in  the  text  of  a  specification, 
0  give  any  justification  for  this  preference.  Without  rehearsing  the 
rguments  against  tapered  keys,t  the  writer  would  call  attention  to 
he  fact  that  they  cost  more  than  straight  keys  and  require  considerable 
oom  on  the  shaft  for  each  wheel  fitted,  so  that  it  is  not  practicable 
o  place  a  wheel  close  to  a  bearing,  and,  when  such  keys  are  used,  it 
s  not  practicable  to  place  two  or  more  wheels  very  close  together, 
n  some  cases  tapered  keys  are  necessary.  The  writer's  practice  is  to 
ise  straight  keys  where  possible,  and  tapered  keys  where  straight 
)nes  are  not  practicable. 

Paragraph  92. — Worm  gearing  is  used  frequently  for  transmitting 
)ower,  where  it  is  desirable  to  hold  the  load.  If  the  angle  of  the 
bread  for  the  worm  were  20°  or  more,  the  wheel  would  be  able  to 
urn  the  worm  backwa.rd.  There  are  not  many  data  on  the  limiting 
ngle  of  thread  which  will  give  the  maximum  efficiency  of  a  worm  drive 
without  being  steep  enough  to  permit  the  wheel  to  drive  the  worm, 
rhe  writer  has  found  the  angle  to  be  approximately  6°,  but  much 
lepends  on  the  nature  of  the  thrust  bearing  holding  the  worm,  and 
he  angle  would  be  less  if  first-class  ball  bearings  were  used. 

Paragraph  136. — The  author  allows  for  the  bending  stress  in  the 
ndividual  wires  of  rope  bent  around  a  sheave,  and  points  out  that 
his  is  a  function  of  the  diameter  of  the  individual  wires  and  not 
lirectly  of  the  diameter  of  the  rope,  as  it  is  sometimes  apparently 
bought  to  be.  The  same  thing  has  been  worked  out  by  the  engineers 
if  the  Trenton  Iron  Company.:|:  Attention  is  called  to  the  fact  that 
he  minimum  diameter  of  sheaves  and  drums  given  in  the  lists  of  all 
nanufacturers  of  wire  ropes  has  been  apparently  agreed  on,  like  the 
)rice  list,  but  it  is  not  altogether  consistent  with  the  foregoing  theory. 

The  writer  confesses  to  some  obtuseness  in  his  power  of  concep- 
;ion  of  the  action  of  cumulative  stresses.     If  the  bending  stress  in  the 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LX,  p.  258. 

t  Summarized  in  Kent's  "Mechanical  Engineer's  Pocketbook," 

X  The  results  are  given  in  the  handbooks  of  that  company. 
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Mr.  wires  is  rciilly  iiddcd  to  llic  lonsile  stress  produced  by  the  load  <ni  tlie 
rope,  an  overloatled  rope  should  alunvs  l)r(';il\  on  a  slieave  or  druin. 
and   not  in  a   straight  part. 

l\ira<jnii)li  IJfO. — Tlie  author's  formula  for  determining  the  strength 
of  gear  teeth  follows  the  general  form  advocated  by  Mr.  Lewis,  namely, 
by  making  the  allowable  pressure  proj)ortionate  to  the  pitch  and  face 
multiplied  together,  instead  of  the  earlier  formula  given  by  Tredgold, 
in  which  the  pitch  was  squared.  The  author's  formula  mak(!S  due 
allowance  for  the  number  of  teeth  and  the  velocity,  and  is  intended 
to  apply  to  steel  gearing,  because,  according  to  Paragraph  38,  only 
cast  or  forged  steel  should  be  used  for  this  purpose.  He  should  add 
a  formula  fixing  the  face  in  terms  of  the  tooth  pressure,  to  provide 
for  v.'car.  Cast  iron  works  with  less  friction,  and  usually  with  less 
tendency  to  cut,  than  cast  steel  or  forged  steel  when  running  together, 
and  the  writer  is  doubtful  about  allowing  much  greater  tooth 
pressure  per  inch  of  face  for  steel  than  for  first-class  close-grained 
cast  iron.  It  will  be  observed  that  the  permissible  pressure  on  the 
contact  surfaces  between  the  teeth  of  gears  given  in  Paragraph  140 
is  many  times  greater  than  that  allowed  in  sliding  contact  by  Para- 
graph 150.  Unwin  mentions  the  old  rule  that  the  pressure  between^ 
teeth  should  not  exceed  400  lb.  per  in.  of  face,  in  order  to  obtain  good 
wearing  results.  The  late  James  Christie,*  M.  Am.  Soc.  C.  E.,  in  his 
discussion  of  Mr.  Schneider's  paper,  gives  a  formula  naming  the 
working  pressure  of  the  tooth  in  pounds  per  inch  of  face,  in  terms 
of  the  pitch  multiplied  by  a  constant  dependent  on  the  nature  of 
the  materia],  and  divided  by  the  square  root  of  the  velocity.  Mr. 
Christie's  formula,  it  will  be  observed,  gives  higher  values  for  steel 
than  for  cast  iron,  in  the  ratio  of  10  to  6. 

Paragraph  157. — The  writer  would  suggest  adding  to  this  para- 
graph a  sentence  to  the  effect  that  when  brakes  which  act  through  the 
transmission  machinery  are  used,  all  parts  of  that  machinery  so  affected 
shall  be  designed  to  withstand  the  maximum  force  set  up  by  the  appli- 
cation of  the  brakes,  if  it  should  be  more  than  that  of  the  driving 
motor. 

Paragraph  168. — The  author  limits  the  maximum  piston  speed  o:^ 
internal-combustion  motors  to  350  ft.  per  min.  A  comparison  of 
the  various  speeds  given  by  manufacturers  of  so-called  "heavy-duty" 
motors  would  indicate  an  allowable  piston  speed  of  500  ft.  per  min., 
and  even  higher.  The  writer's  experience  with  a  gasoline  motor 
indicates  perfectly  satisfactory  results  at  500  ft.  per  min.  One  objec- 
tion to  putting  the  piston  speed  too  low  in  motors  of  this  type,  is  the 
inevitable  leaks  past  the  piston  rings,  and  at  low  speeds  there  is  a 
marked  loss   in  compression   around  the  valves,   so  that   an  internal- 
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ombustion  engine  does  not  develop  the  proportional  power  at  a 
)w  speed  that  it  would  at  a  higher  speed. 

The  writer  would  also  recommend  adding  a  provision  to  this  para- 
raph  limiting  the  ignition,  if  electric,  to  the  jump-spark  method,  and 
ould  also  advocate  specifying  the  use  of  a  jump-spark  apparatus  in 
Inch  the  secondary  coil  is  made  up  on  each  spark  plug  as  part  of  it, 
)  that  a  low-tension  current  of  6  or  10  volts  at  the  outside  is  all 
lat  would  have  to  be  taken  care  of  in  the  wiring.  He  would  recom- 
lend  a  clause  prohibiting  the  use  of  any  internal  combustion  motor 
1  which  cooling  water  was  passed  through  a,  packing  or  joint  designed 
)  withstand  the  gases  of  combustion.  This  provision,  in  the  case 
[  engines  in  which  the  cylinder  head  is  made  separable  from  the  body 
:  the  cylinder,  would  require  the  cooling  water  to  be  by-passed  out- 
de  from  the  cylinder  to  the  head,  or  brought  to  and  from  the  head 
ad  cylinder  separately.  Preference  should  be  given  to  an  air-cooled 
Lotor  of  proven  reliability. 

Paragraph  177. — In  this  paragraph  the  author  names  the  spare 
arts  to  be  furnished  with  an  electric  motor.  The  writer  thinks  that 
?rtain  spare  parts,  such  as  igniters  and  crank-pin  brasses,  would  be 
Ivisable  in  the  case  of  internal-combustion  motors. 


>lr. 
Smith. 


Fig.    3. 

Paragra'ph  180. — The  author  specifies  controllers  of  the  reversible 
'um  type,  and  while  these  give  very  good  results,  the  writer  has  found 
lat  controllers  of  the  disk  type,  such  as  are  made  by  the  Electric 
ontroller  and  Manufacturing  Company,  give  equally  satisfactory  re- 
dts  in  hoisting  and  crane  service,  so  that  he  would  not  advise  limit- 
Lg  controllers  to  the  drum  type. 

In  the  discussion  of  Mr.  Schneider's  paper,  a  number  of  leading 
jsigns  of  bascule  bridges  were  brought  out.  Though  it  has  no  direct 
saring,  as  part  of  this  discussion,  it  might  be  of  interest  at  this  time 

add  to  the  various  bridges  brought  out  by  Mr.  Schneider's  paper, 
design  which  the  writer  prepared  for  the  Stone  Bridge,  at  Tiverton, 
r  the  State  of  Rhode  Island,  based  on  the  old  Delille  type  of  fortifica- 
Dn  draw-bridge. 

The  mechanical  principles  involved  in  this  bridge  are  obvious  from 
ig.  3.  The  advantage  of  the  stiff  connecting  link  between  the  mov- 
g  bascule  and  the  counterweight  is  that  the  bridge  can  be  balanced 
,  all  points  and  forced  down  against  a  wind  pressure.  Another  ad- 
mtage    is    that    the    spans    on    which   the    counterweight   moves    can 
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Mr.     1)«'    ii^cd    fro(iii(iitly    as   through   truss   spans,    like   aj)proac'h   spans,   on 

Smith.  1        •  1         r    .  I  1  •    i  •  i  »       i  •     i     ,• 

each  side  ot  the  (irnw,  with  .some  ('CDiiomy  in  metal.  A  third  loatiire 
is  that  a.ll  the  niovinp'  parts  arc  higli  above  tlio  water,  and  cannot  be 
affected  by  salt  spray  or  ice.  In  common  with  many  others  of  the 
bascule  type,  a  low-lcvcl  bridfje  is  possible,  and  no  expensive  founda- 
tions for  counterweiKlit  or  the  like  are  necesi^ary.  Another  advanlaf^c; — 
ajid  it  seems  to  the  writer  a  very  important  one — is  that  this  brid^^e, 
especially  where  a  double-leaf  bascule  is  used,  has  a  more  pleasing 
architectural  effect  than  is  commonly  the  case  with  bascule  bridges. 

In  the  Tiverton  Bridge,  which  was  designed  for  highway  and  trolley 
car  service,  no  central  pier  was  used,  but  the  connecting  rods  were  made 
of  very  ample  cross-section  so  as  to  reduce  the  deflection  of  the  bridge 
at  the  center  to  a  negligible  amount  for  the  purpose.  For  railway 
service,  a  center  pier  of  some  sort  would  doubtless  be  desirable;  such 
a  pier  would  be  built  in  the  middle  of  a  two-leaf  span  with  less  obstruc- 
tion to  traffic  than  would  be  the  case  if  a  swinging  draw  were  used. 

Mr.  Charles  H.  Mercer,  M.  Am.  Soc.  C.  E.   (by  letter). — The  writer 

Mercer. 

'  is  connected  with  a  company  which  fabricates  and  erects  a  considerable 

number  of  bridges  movable  in  a  vertical  plane,  and,  after  consulting  I 
freely  with  the  electrical  and  mechanical  engineers  of  this  company, 
has  considered  it  appropriate  to  compile  and  present  the  results,  with 
the  hope  that  they  will  be  found  to  contain,  at  least  in  part,  sufficient 
merit  to  commend  themselves  to  Mr.  Leffler.  Such  a  set  of  specifica- 
tions can  best  become  a  smooth  working  document  by  criticism  fol- 
lowed by  a  broad  review  of  the  whole  problem. 

Paragraph  2. — The  "Specifications  of  the  New  York  Central  Lines 
for  Steel  Railroad  Bridges,"  for  1910,  are  made  a  part  of  the  author's 
specifications.  These  specifications  require  the  railroad  company  to 
furnish  and  lay  the  track,  rails,  timber  floor,  etc.  This  is  logical 
for  an  ordinary  steel  bridge,  but  does  not  seem  to  be  proper  for  a 
counterweighted  bridge.  The  contractor  for  a  bridge  of  this  character 
cannot  balance  the  bridge  until  the  floor  is  laid.  If  the  railroad  does 
this  work,  the  labor  forces  will  be  mixed,  which  is  objectionable.  Be- 
sides, the  majority  of  these  bridges  are  erected  open,  which  tends  to 
increase  the  complications  if  the  railroad  company  lays  the  track. 
The  specifications  would  be  more  harmonious  if  they  required  the  con- 
tractor to  do  this  work. 

Paragraph  21. — The  constants  given  in  this  paragraph  do  not  seem 
to  be  sufficiently  specific;  thus,  for  rolling  friction,  the  radius  of  the 
roller  and  wdiether  one  or  tw^o  faces  are  in  contact  should  be  con- 
sidered. The  writer  has  had  to  do  with  "movable"  bridges  moving 
on  rollers  of  12  and  100  in.,  respectively,  and  with  segmental  rollers  of 
much  larger  diameter.  Although  there  is  no  agreement  on  the  constant 
used  in  the  several  formulas  for  rolling  friction,  it  would  seem  that 
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the  maximum  of  these  could  be  used  advantageously  in  ascertaining     Mr. 
the  resistances  to  be  overcome.  ercer. 

The  loss  caused  by  the  stiffness  of  wire  cables  depends  on  the 
5heave  diameter,  the  number  and  angle  of  the  bends,  and  the  type  of 
rope.  The  usual  limitation  of  sheave  diameter  is  not  made  in  these 
specifications,  probably  because  the  stresses  due  to  bending  of  ropes 
3ver  them  are  taken  into  account.  It  would  seem,  however,  that  the 
sheave  diameter  should  be  considered  in  calculating  the  power 
requirements. 

Paragraph  22. — The  coefficient  for  journal  friction  is  given  as  0.07. 
rhe  writer  thinks  this  should  be  covered  by  Paragraph  21,  using  the 
^ame  constant  as  for  friction  on  trunnions,  that  is,  |  for  starting  and 
r\r  for  runnins:. 

Lb  '^ 

Paragraph  23. — This  paraoraph  reads:  "  The  time  to  open  tlie  bridge 
ifter  the  ends  are  released  shall  be  as  specified  on  the  proposal  drawing." 

The  w^riter  suggests  that  it  be  changed  to:  The  time  to  open  the 
)ridge  after  the  ends  are  released  shall  be  approximately  as  specified 
)n  the  drawings. 

The  writer  has  had  to  do  with  contracts  for  two  bridges  under 
hese  specifications  with  the  company  represented  by  Mr.  Leffler,  and 
;here  has  been  no  thought  of  taking  exception  to  this  paragraph,  nor 
leed  there  be  when  the  specifications  are  interpreted  broadly  by  a 
t'eputable  engineer;  but  the  specification  is  now  apt  to  be  more  widely 
adopted  and  made  a  part  of  contracts.  In  such  a  case,  could  not  an 
mscrupulous  representative  of  a  buying  company  make  the  contractor 
!uffer  if  the  bridge  required  somewhat  more  time  to  open  than  was 
ipecified?  Bascule  and  lift  bridges  are  not  designed  by  contractors, 
>ut  ordinarily  by  the  patentees,  who  are  experts  for  their  respective 
tructures,  and  it  is  a  proper  assumption  that  they  are  more  expert  on 
hese  special  bridges  than  the  contractor's  corps  of  engineers.  The 
pecifications  and  plans  on  which  the  contractor  bids  are  complete, 
pecifying  in  detail  the  requirements  of  the  prime  mover,  the  size  of 
ill  pinions,  gears,  shafting,  etc.,  and  the  sectional  areas  of  all  the 
omponent  members,  as  well  as  the  details  for  their  connection.  The 
ontractor  is  told  just  what  to  do.  Except  for  workmanship  and 
naterials,  it  does  not  appear  to  be  equitable  that  he  should  be  held 
esponsible  for  results.  A  contract  based  on  divided  responsibility 
3  wrong  in  principle;  let  the  designer  be  responsible  for  the  design 
nd  the  contractor  for  the  construction  and  materials.  The  writer 
eels  that,  in  specifications  of  this  character,  the  portion  covering  de- 
ign should  be  separate,  and  the  contractor  should  not  be  responsible 
or  it  if  designed  by  any  other  than  himself. 

Paragraph  36. — The  writer  believes  that  trunnions  bearing  on 
(hosphor-bronze  should  be  of  axle  steel  rather  than  structural  steel. 
Phe  harder  steel  would  be  less  apt  to  cut  and  score. 
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yU'.  Pdingraph  126. — This  i)urajj:rai)li  provides  for  tests  of  tnmiiion.s  on 

their  hearings,  and  tlic  lest  rcfiuircs  spcicial  apparatus,  with  coii.s(j(pi(iiit 
delay  and  exj)ense.  The  paragrapli  miglit  well  he  omitted,  hut  if  there 
is  a  demand  for  some  such  test,  the  results  sought  could  he  attained  hy 
placing  the  trunnions  in  their  respective  hearings  on  a  surface  plate. 

Paragraph  166. — This  paragraph  states  that:  ^'All  machinery  parts 
shall  he  designed  with  sutKeient  strength  to  resist  the  greatest  pressure 
which  can  he  exerted  by  the  motor."  Paragraph  173  specifies  an  over- 
load for  direct-current  motors  of  200%  for  3  min.,  and  400%  mo- 
mentarily. Ajiparently,  this  overload  for  the  motors  is  simply  a  test 
of  the  insulation,  hut,  taking  the  requirements  of  Paragraph  156 
literally,  the  machinery  would  have  to  be  designed  for  an  overload  of 
400%  with  the  units  specified  in  Paragraphs  133  and  135,  which 
results  would  be  abnormal. 

Paragraph  168. — The  maximum  piston  speed  of  the  gasoline  engine 
is  lower  than  required  by  standard  practice.  In  all  cases  the  piston 
speed  should  depend  on  the  size  of  the  engine.  The  advisability 
of  operating  the  locking  machinery  by  the  gasoline  engine  is  doubted. 
If  operated  by  hand,  the  machinery  would  be  much  simplified,  and 
there  w^ould  be.  much  less  likelihood  of  jamming  the  lock  machinery 
when  undertaking  to  drive  home  when  not  in  proper  position. 

Paragraph  169. — "Water-proof"  should  be  changed  to  "weather- 
proof," as  it  is  better  to  have  a  semi-open  type  of  motor  properly 
housed.  In  the  case  of  a  totally  enclosed  motor,  the  operator  seldom 
inspects  it  as  thoroughly  as  he  would  if  he  could  examine  the  work- 
ing parts  without  removing  the  cover. 

Paragraph  172. — The  words,  "direct-current,"  in  the  first  line  should 
be  omitted. 

Paragraph  173. — It  would  be  much  clearer  if,  for  each  bridge,  a 
definite  statement  was  made  as  to  how  much  torque  the  motor  had  to 
develop  in  foot-pounds  for  3  min.,  and  the  exact  time  the  motor  would 
have  to  carry  the  normal  torque  of  400  per  cent.  These  values  should 
then  be  selected  so  that  a  standard  motor  which  fulfills  one  will  ful- 
fill the   other  without  a  special  arrangement  of  the  winding. 

The  percentage  of  drop  in  voltage  which  will  be  allowed  under  full- 
load  conditions,  between  the  switch-board  and  the  motor  terminals, 
might  be  stated  for  each  proposition. 

Paragraph  175. — This  paragraph  is  applicable  to  a  back-geared 
motor.     It  may  not  be  advisable  to  use  such  a  motor  in  ever;y^  case. 

Paragraphs  181  and  182. — These  paragraphs  are  slightly  confusing. 
Paragraph  181  calls  for  a  controller  for  each  motor.  Paragraph  182 
calls  for  series-parallel  control,  which  can  be  applied  to  two  or  more 
motors.  It  might  be  better  to  have  the  control  specified  for  each 
case,  because,  where  the  operating  machinery  does  not  rotate  with  the 
bridge,   it  would   seem   as   if   a  remotely  controlled   contact   or  board 
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ould  be  used  to  advantage,  especially  if  the  operator's  house  is  some     Mr. 
.   ,  J.  .  1       1     •  1  Mercer, 

istance  irom  the  bridge. 

Paragraph  188. — The  writer  believes  the  motor-operated,  emergency 
rake  to  be  too  complicated  for  the  average  operator.  A  better  brake, 
s  far  as  concerns  reliability,  less  complication,  and  being  more  nearly 
alanced  in  all  positions  of  the  bridge-leaf,  is  obtained  with  the  same 
7pe  as  that  used  for  the  operating  motors,  provided  the  size  required 
oes  not  exceed  the  largest  size  manufactured.  In  case  it  does,  two 
uch  brakes  should  be  used. 

Paragraph  190. — It  seems  to  be  desirable  that  the  emergency-brake 
witch  be  in  closed  position,  thus  releasing  the  brake  before  power 
5  available  for  the  operating  motors.  In  this  case  the  switch  would 
e  electrically  interlocked,  but  the  operator  would  be  free  to  apply 
he  emergency  brake  at  any  time,  regardless  of  the  position  of  the 
ontroller  arm. 

Paragraph  192. — Submarine  cables,  if  needed,  should  be  furnished 
nd  laid  by  the  contractor  for  almost  the  same  reasons  as  those  given 
or  laying  the  floor,  and  to  obviate  division  of  responsibility  due  to 
ossible  delay.  The  trench  for  such  cables  if  required,  might  be 
redged  or  dug  by  the  railroad  company. 

Paragraph  193. — For  bridges  moving  in  a  vertical  plane,  the  logical 
•lace  at  which  to  deliver  the  current  to  the  electrical  contractor  is 
t  the  switch-board. 

Paragraph  197. — If  the  electrical  equipment  is  installed  as  re- 
uired  in  these  specifications,  there  seems  to  be  no  need  of  requiring 
verything  to  be  in  accordance  with  'N.  E.  C.  Standard,  as  this  standard 
5  devised  for  installations  where  the  danger  of  fire  is  great,  which  is 
ot  true  on  a  bridge.  Bridges  were  not  considered  in  making  up 
be  N.  E.  C.  Standard,  and  its  application  to  them  is  not  sufficiently 
efinite. 

Paragraph  212. — In  measuring  currents,  it  seems  to  be  standard 
ractice  to  use  shunts  for  the  ammeter,  thus  avoiding  heavy  currents 
hrough  the  measuring  instrument  and  the  consequent  impairment 
bereto. 

Paragraph  217. — The  type  of  the  alternating-current  motor  will 
epend  on  the  kind  of  current  available,  and  need  not  be  a  25-cycle, 
20-volt,  three-phase  type. 

Paragraphs  265  and  266. — Phosphor-Bronze. — It  is  well  to  preface 
ny  discussion  on  this  subject  with  a  statement  of  the  fact  that  it 
3  most  difficult  to  obtain  consistent  physical  results  from  any  given 
hosphor-bronze  alloy,  and  the  most  expert  superintendence  in  the 
oundry  is  required  to  produce  uniform  results. 

Probably  on  account  of  the  comparatively  small  quantity  of 
hosphor-bronze  used  in  movable  bridges,  it  has  not  received  the  at- 
ention  from  bridge  engineers  that  its  importance  warrants.     In  look- 
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^iL  '*^^  '*^^'''  l)ri(Jpc  specifications  in  which  tho  composition  for  pliosplior- 
hron/.o  is  given,  the  writer  finds  that  almost  all  specify  that  given  in 
P.irn^^raph  208  of  the  author's  specifications,  namely: 

Copp(>r    70.7  per  cent. 

Tin    10.0     "       " 

Lead    9.5     "       " 

Phosphorus    0.8     "       " 

and  this  composition  will  be  referred  to  hereinafter  as  "standard." 

Practically  all  the  bearings  in  movable  bridges  may  be  characterized 
as  high-pressure  and  slow-speed,  as  against  low-pressure  and  high- 
speed. For  the  latter  conditions,  the  "standard"  composition  seems 
satisfactory,  and  specimen  tests  will  give  physical  results  practically 
as  follows: 

Compression : 

Elastic  limit,  in  pounds  per  square  inch.  .13  000  to  15  000 
Permanent  set  from  100  000-lb.  load,  in  inches.  . .  .        0.27 

This  elastic  limit  is  based  on  a  set  of  0.001  in.  in  1  in. 

Tensile:  \ 

Yield  point,  in  pounds  per  square  inch 20  000 

Ultimate,  in  pounds  per  square  inch 25  000 

Elongation,  percentage  in  2  in 4 

Reduction    3  per  cent. 

After  discussing  this  subject  thoroughly  with  a  leading  metallurgist, 
the  writer  submits  the  following  composition  for  high  pressure  and 
slow  speed : 

Copper    85.2  per  cent. 

Tin    14.0     "       " 

Phosphorus    0.8     "       " 

The  approximate  physical  results  from  this  composition  on  a  cylinder 

with  an  area  of  1  sq.  in.  and  1  in.  long,  should  be: 

Compression :  i 

Elastic  limit,  in  pounds  per  square  inch 20  000  to  22  000* 

Permanent  set  from  100  000-lb.  load,  in  inches.  .     0.12  to       0.16 

In  tension  tests,  this  composition  will  show  some  ductility. 

The  presence  of  lead  in  bridge  bea.rings  subjected  to  heavy  pressures 
is  objectionable,  for  the  following  reasons:  Lead  does  not  alloy  with 
the  copper-tin  bronzes,  but  is  mechanically  admixed,  and,  being  a 
very  soft  metal,  it  immediately  lowers  the  elastic  limit  in  compression, 
causing  the  bronze  to  become  plastic  and  flow  under  pressure.  It 
likewise,  being  a  soft  metal,  tends  to  grip  or  seize  the  shaft  under 
conditions   of   heavy  pressure   and   poor   lubrication.      The   harder   the 
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bronze  the  less  likely  it  will  be  to  seize  the  steel  shaft,  providing,  of      Mr 


course,  the  bronze  does  not  exceed  the  steel  in  hardness. 

Experiments  made  by  the  late  C.  B.  Dudley,*  M.  Am.  Soc.  C.  E., 
indicate  that  the  relative  wear  of  a  copper-tin  alloy  is  one  and  one- 
half  times  that  of  the  "standard"  copper-tin-lead  alloy. 

Eor  convenience,  Table  XCIII,  showing  the  results  of  these  experi- 
ments, is  here  quoted. 
"TABLE    XCIII. — Relative    Wear    of    Bronze    Bearings    (Dudley). 


Mercer. 


Alloy  tested. 


Standard  lead  (phosphor)  bronze 

S 

Ordinary  bronze 

Arsenic  bronze,  A 

Arsenic  bronze,  B 

Arsenic  bronze,  C 

Bronze  K 

Bronze  B 


Composition, 


Copper.    Tin.     Lead.     Phosphorus 


79.70 
87.50 
89.20 
82.20 
79.70 
77.00 
77.00 


10.00 
12.. 50 
10.00 
10.00 
10.00 
10.50 
8.00 


9.50 


7.00 

9.50 

12.50 

15.00 


0.80 


Arsenic. 


0.80 
0.80 
0.80 


Relative 
wear. 


1.00 
1.49 
1.42 
1.15 
1.01 
0.93 
0.86 


This  table  was  determined  by  placing  a  "standard"  and  an  experi- 
mental bearing  on  opposite  ends  of  the  same  axle  on  locomotive  tenders. 
From  time  to  time  they  were  removed  and  weighed  and  the  wear 
was  recorded.  The  copper-tin  alloy  also  gave  some  trouble  from  heating. 
Tliese  experiments  were  conducted  about  1892. 

These  results  as  to  relative  wear  were  confirmed  by  Clamer  about 
1903,  and  are  set  forth  on  page  426  of  the  book : 

"He  used  a  specially  designed  friction-testing  machine,  with  test- 
bearings,  measuring  3^  inches  x  i  inch.  In  each  experiment  the 
iournal  (3|  inches  in  diameter)  made  100  000  revolutions  at  a  speed 
3f  525  revolutions  per  minute,  the  same  pressure  (1  000  lbs.  per  square 
inch),  oil,  and  method  of  lubrication  being  used  throughout.  It  was 
found  that  the  rate  of  wear  diminished,  though  the  friction  and  tem- 
perature increased,  as  the  percentage  of  tin  in  the  bronze  was  de- 
:*rea.sed  and  the  percentage  of  lead  increased  (see  Table  XCIV)." 

'TABLE    XCIV. — Relative    Friction    and    Wear    of    Lead-Bronze 

Bearings   (Clamer). 


Copper. 

Tin. 

Lead. 

Friction,  lbs. 

Temperature 
above  room.  °F. 

Wear,  in 

grms. 

1 

85.76 

14.90 

13 

50 

0.2800 

2 

90.67 

9.45 

13 

51 

0.1768 

3 

95.01 

4.95 

16 

52 

0.0776 

4 

90.82 

4.62 

4.82 

14 

53 

0.0542 

5 

85.12 

4.64 

10.64 

18i 

56 

0.0380 

6 

81.27 

5.17 

14.14 

isf 

58 

0.0327 

7 

75.   ? 

5.    ? 

20.   ? 

18| 

58 

0.0277 

8 

68.71 

5.24 

26.67 

18 

58 

0.0204 

9 

61.34 

4.70 

31.22 

18 

64 

0.0130 

*  "  Lubrication  and  Ijubricants,"'  by  Leonard  Archbutt  and  R.  Montford  Deeley,  p.  425. 
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Mr.  It   is   to   l)c   iinrtic'iilnrly   noted    from    this   table    (XCIV)    that   the 

Mi»rc*«'r.   J.   .      .  •      1       1      II  •  .1 

hut  ion   on   copyier-tni-load   alloys   is  approximately  50%   j^reatcr   than 

on   copjx'r-tin   alloys,   which   approximate  tin?   writer's  composition   for 

hifrh-in'cssure   and   slow-speed   bearings. 

The  resnlts,  as  set  forth  in  the  darner's  Table  XCIV,  were  con- 
firmed later  by  Spare,  from  experiments  made  on  the  same  friction 
testing  machines  namel.y,  the  Cornell  machine. 

1'he  conditions  under  wliich  the  exi)eriments  wore  made  by  Dr. 
Dudley,  and  ^fessrs.  Clamer  and  Spare  differed  widely  from  those 
which  exist  in  a  bearing  with  a  load  of,  say,  from  1  600  to  3  000  lb. 
per  sq.  in.  and  supporting  a  trunnion  which  revolves  only  through  80° 
during  the  operation  of  the  bridge.  The  amount  of  wear  on  the  copper- 
tin  alloy  bearing  with  100  000  n^volutions.  as  reported  by  Clamer,  was 
not  appreciable  from  a  practical  standpoint.  With  an  average  of  ten 
openings  per  day,  for  250  days  per  year,  it  would  take  40  years  for 
100  000  operations  of  a  bridge.  Therefore,  the  problem  for  high 
pressure  and  slow  speed  is  entirely  different  from  that  covered  by  the 
experiments.  It  has  not  been  overlooked  that  the  frictional  area  for 
a  certain  number  of  revolutions  varies  with  the  size  of  the  journal 
or  trunnion,  | 

It  seems  obvious  that,  for  high-pressure  and  slow-speed  bearings, 
stiffness  combined  with  a  low  frictional  resistance  is  essential,  and 
the  wear  is  unimportant.  Stiffness  is  shown  in  the  composition  sub- 
mitted by  a  high  elastic  limit  in  compression,  while  sufficient  ductility 
is  retained. 

To  summarize :  the  writer  recommends  for  movable  bridge  bearings 
a  copper-tin  alloy  with  a  maximum  content  of  1%  of  phosphorus 
(other  alloys  in  excess  of  one-half  of  1%  will  not  be  permitted),  with 
physical  results  specified  as  follows: 

Compression : 

Elastic  limit,  in  pounds  per  square  inch.  .19  000  to  23  000 
Permanent   set   from   100  000-lb.   load,   in 

inches   0.12  to       0.16 

Tension : 

The  yield  point,  ultimate,  and  elongation  in  2  in.  to  be 
recorded. 

The  compression  test  should  be  made  on  a  cylinder  having  an  area 
of  1  sq.  in.  and  1  in.  long  and  the  tension  test  on  a  specimen  having 
a  diameter  of  ^  in.  The  compression  elastic  limit  should  be  determined 
by  the  load  that  gives  a  permanent  set  of  0.001  in.  It  may  be  noted 
that  the  physical  tests  proposed  by  the  writer  are  nearly  a  mean  be- 
tween the  physical  requirements  of  Paragraph  266  and  the  physical 
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results  which  may  be  expected  from  the  "standard"  composition  given     Mr. 
in  Paragraph  268. 

The  writer  acknowledges  his  indebtedness  to  Mr.  C.  R.  Spare, 
Holmesburg,  Philadelphia,  Pa.,  for  information  on  the  subject  of 
phosphor-bronze. 

P.  J.  Reich,  M.  Am.  Soc.  C.  E.  (hj  letter).— Mr.  Leffler's  "Specifica-  Mr. 
tions  for  Bridges  Movable  in  a  Vertical  Plane"  are  quite  complete.  ^'^  ' 
In  the  following  the  writer  suggests  a  few  insertions  which  would 
eliminate  possible  misunderstandings;  questions  the  advisability  of  a 
number  of  unusual  limitations;  and  brings  up  one  general  question — 
the  greatest  power  to  be  assumed  as  being  exerted  by  the  motors,  in 
the  calculations  of  the  machinery  to  hold  it,  a  point  on  which  there 
seems  to  be  no  uniformity. 

Manner  of  Bidding. 

The  classification  of  the  materials  in  detail  for  payment  is  very 
^ood,  and  is  to  be  recommended  in  preference  to  the  more  general 
classifications  that  are  frequently  used.  It  would  be  advisable  in 
Paragraph  3  to  exclude  from  the  machinery — in  addition  to  the  elec- 
tric motors — all  gas  and  steam  engines,  together  with  their  equipments. 
These  are  usually  purchased  by  the  bridge  contractor,  ready  for  opera- 
tion. As  the  weights  are  not  ordinarily  at  hand  for  estimating,  it 
w^ould  be  preferable  and  more  convenient  to  place  a  lump-sum  price 
on  each,  with  its  equipment. 

Paragraphs  6  and  7. — It  would  generally  be  preferable  to  omit 
^sockets"  from  Paragraph  7,  and  include  them  in  Paragraph  6,  with 
tvire  ropes,  as  they  are  furnished  and  attached  to  the  rope  by  the  wire 
rope  sub-contractor. 

Paragraph  8. — It  is  probably  the  intention  of  Paragraph  8,  taken  in 
connection  with  Paragraph  3,  that  attached  machined  parts,  such  as 
3ast-steel  sleeves,  bronze  bushings,  etc.,  for  movable  joints  in  links 
md  similar  members,  be  weighed  separately  and  classified  as  ma- 
chinery. A  note  added  to  this  paragraph  would  prevent  any  mis- 
understandings. 

Similarly,  in  Paragraph  10,  it  is  advisable  to  add  that  "tread- 
elates"  are  to  be  included  with  the  segmental  and  horizontal  girders. 

Several  minor  items  not  mentioned  for  payment  are:  Operator's 
louse  with  its  fixtures,  machinery  housings,  and  lumber,  each  of  which 
should  be  paid  for  at  separate  lump-sum  prices.  (Structural  steel  in 
operator's  house,  or  machinery  housings  should  be  classed  with  struc- 
tural steel.) 

Gas-pipe  railings,  which  a,re  usually  expensive,  should  be  paid  for 
it  a  separate  price  per  pound,  the  size  of  railing  being  specified. 
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Mr.  Ol'KKATING    AIaCHINEUY. 

Keich. 

VanKiraph  86. — "Tnninions,  pins,  and  sliafting  more  than  .'5^  in.  in 
(lininctcr  sliall  be  of  for{j:ed  structural  steel."  Tt  is  (luestionable  whether 
cnon^h  jiood  coines  from  this  low  limitation  to  warrant  the  additional 
expense  and  delays  ineident  to  getting  them.  'J'iie  writer  has  used 
the  rolled  rounds  uj)  to  5  and  5^  in.  with  entire  satisfaction. 

Paragraph  39. — In  limiting  pinions  to  forged  steel,  it  would  be 
necessary  to  make  exceptions  for  those  of  unusual  size,  allowing  them 
to  be  cast.  Exceptions  should  also  be  made  to  the  cutting;  and  cast 
teeth  should  be  required  when  the  pinions  mesh  with  cast  teeth,  as 
would  be  the  case  where  pinions  mesh  with  the  racks. 

Paragraph  Jf8. — "Nuts  shall  be  secured  by  split  pins  put  through  the 
bolt."  This  may  be  interpreted  in  two  ways :  As  a  general  note  for 
all  bolts;  or  only  for  those  where  nuts  are  apt  to  work  off.  To  make  it  a 
general  requirement  would  be  an  unnecessary  expense,  and  it  is  sug- 
gested that  they  be  used  in  special  cases  only  where  requested  by  the 
engineer. 

Paragraphs  55  to  59. — Proportions,  etc.,  of  Keys. — As  many  of  the 
bridge  companies  have  standards  for  keys,  to  which  they  are  accus- 
tomed, and  which  approximate  very  closely  those  outlined,  it  would  be 
preferable  to  make  the  specifications  a  little  more  flexible,  permitting 
their  use  when  acceptable  to  the  engineer.  This  should  not  be  objection- 
able, as  the  theoretical  requirements  are  taken  care  of  under  Para- 
graph 56.  Gib  heads  on  keys  are  not  always  reliable,  as  they  fre- 
quently break  off.  Further,  gib-head  keys  are  not  as  simple  to  make 
and  fit  as  those  without.  Much  better  results  would  be  obtained 
by  requiring  keys  to  be  placed  so  that  they  can  be  backed  out,  using 
the  gib-head  keys  only  where  this  cannot  be  done. 

Paragraph  62. — "Keys  shall  be  held  in  place  by  set-screws."  This 
seems  to  be  an  unnecessary  general  requirement,  in  view  of  the  fact 
that  the  machinery  ought  to  be  in  charge  of  a  competent  man  who 
should  go  over  it  frequently  enough  to  detect  any  key  which  might 
be  working  out.  It  is  doubtful  if  a  key  that  would  work  loose  would 
be  held  long  by  a  set-screw.  Where  keys  might  readily  drop  out,  should 
they  become  loose,  as  in  the  case  of  a  vertical  shaft,  effective  means 
should  be  used  for  holding  them. 

Paragraph  68. — This  paragraph  limits  the  use  of  Babbitt  metal  to 
shafts  3  in.  or  less  in  diameter.  When  the  working  pressures  do  not 
exceed  500  lb.  per  sq.  in.,  Babbitted  bearings  are  entirely  satisfactory 
for  the  larger  ones,  are  easy  running,  economical,  and  simple  to 
replace. 

Paragraph  77. — "Dust  covers  shall  be  provided  for  principal  bear- 
ings, in  particular  for  trunnions"  (where  shown  on  general  plans). 
It    is    verv'    desirable,    from    a    contractor's    point    of    view,    to    have 
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lese  at  least  indicated  where  required,  and  it  is  suggested  to  modify    Mr. 
lis  paragraph  by  adding  the  words :  "Where  shown  on  general  plans."  ^^'^*^« 
his  is  also  referred  to  when  discussing  Paragraph  93a. 

Paragraph  86. — Taking  care  of  the  effect  of  key-ways,  could  also  be 
[cepted  for  overhanging  shafts,  in  which  case  the  maximum  moment 

at  the  center  of  the  bearing  where  no  key-ways  are  cut. 

Paragraph  88. — This  paragraph  limits  gear  teeth  to  20°  involute, 
he  differences  and  relative  advantages  of  the  15  and  20°  involute 
eth  over  one  another  are  not  sufficient  to  exclude  one  or  the  other. 
1  the  past,  the  15°  involute  was  the  more  commonly  used,  and  hence 
ore  bridge  shops  are  equipped  to  cut  them.  A  change  means  a  large 
:pense,  which  is  out  of  proportion  to  the  advantages  gained. 

Paragraph  92. — This  paragraph  limits  the  angle  of  thread  of  worm 

taring  to  20°  as  a  minimum.     As  far  as  wear  and  efficiency  are  con- 

rned,  an  angle  of  thread  of  from  13  to  15°  gives  very  satisfactory 

suits,  and  ought  to  be  permitted.    The  use  to  which  the  worm  gearing 

put  also  governs,  to  some  extent.     If  the  span  were  coasting,  a  wheel 

the  main  train  of  gearing  would  of  necessity  turn  the  worm.  The 
riter  has  no  data  as  to  just  what  this  angle  would  be. 

Paragraph  92a. — The  writer  has  frequently  used  24-toothed  worm 
beels,  and  knows  of  some  21-toothed  wheels  in  service,  working  satis- 
ictorily.    It  would  seem  that  28  as  a  minimum  might  be  high. 

Paragraph  93a. — The  contractor  should  be  asked  to  furnish  only 
ich  safety  guards  as  are  shown  on  the  general  plans.  To  include 
1,  from  a  general  clause  such  as  this,  may  mean  much  or  little, 
spending  on  the  engineer  in  charge.    The  addition  of  these,  or  changes 

their  location  after  the  detailed  plans  are  completed,  almost  in- 
iriably  costs  the  contractor  more,  in  his  drafting  department,  than 

would  to  take  care  of  it  entirely  at  the  bridge  site  after  the  erec- 
Dn  of  the  work.     It  would  be  far  more  satisfactory  to  the  contractor 

the  safety  guards  referred  to   in   Paragraph   93a,   the  dust   covers 

Paragraph  77,  and  railings  in  general  which  are  not  shown  on  the 
ans,   were   taken   care   of   entirely   by   the   purchaser.      In   the   end, 

would  be  the  more  economical  to  the  purchaser,  would  ordinarily 
oid  delays,  by  removing  uncertainties,  and  they  would  unquestionably 

more  suitably  placed. 

Workmanship. 

Paragraph  121. — Although  it  is  not  definitely  permitted,  the  writer 
3uld   infer  from  this   paragraph   that   racks   with   their  pinions   are 
have  cast  teeth. 

Motors. 

Paragraph  156.—"^  *  *  the  motor  shall  be  of  ample  capacity 
I  move  or  turn  the  bridge  at  the  required  speed.  All  machinery  parts 
^all  be  designed  with  sufficient  strength  to  resist  the  greatest  pressure 
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Reich.  ^^^'"^"'^  ^'''"  ^^  exerted  l).v  the  mot(jr."  It  is  very  desirable  that  a  method 
'  of  ol)tjiiMinpr  the  liorf^e-power  of  the  motorR  from  the  torque  curves  of 
Pjinij,n-ai)h  ;n,  he  fixed  by  the  specifications;  and,  fiirtlier,  if  any 
additional  allowance  of  power  is  to  be  made  for  a  mar^nn  of  safety 
it  should  be  stated.  The  fixing  of  this  is  essential  to  another  important 
r('(niirenient:  The  desiprninp:  of  the  machinery  to  enable  it  to  resist 
the  greatest  ])ressure  which  can  be  exerted  by  the  motor. 

The  assumptions  to  be  made  for  calculations  to  take  care  of  hold 
ing  the  motor  are  many,  and  it  would  be  advisable  to  have  it  fixed  b.^ 
the  specifications.  It  is  very  desirable  to  have  it  definitely  fixed  ho\^ 
the  over-loads  which  the  motors  must  stand  should  be  taken  care  of  ir 
the  machinery,  giving  permissible  increases  in  the  unit  stresses,  etc 
These  over-loads  for  which  the  motors  are  good  are  large,  as  given  ir 
Paragraph  173. 

The  design  of  the  machinery  is  largely  dependent  on  the  assump- 
tions made  for  these  two  items,  they  being  somewhat  dependent  or 
each  other.  It  is  very  desirable,  therefore,  that  they  be  given  explicitly 
in  tlio  specifications.  i 

A  common  method  of  taking  care  of  the  two  items  is  to  make 
the  horse-power  of  the  motors  sufficiently  large,  using  the  maximum 
torque,  as  given  by  Paragraph  31,  and  the  maximum  speed  as  a  basif 
for  getting  the  horse-power.  All  machinery  is  proportioned  for  the 
normal  torque  of  the  motor,  and,  as  low  unit  stresses  are  used  foi 
the  machinery,  there  is  no  doubt  that  the  machinery  will  hold  tht 
motor.  There  may  be  times,  if  electrically  operated,  that  the  highei 
starting  torque  may  increase  the  unit  stresses  used,  but  this  can  be 
regulated  by  having  the  automatic  circuit  breaker  arranged  so  that  the 
time  for  opening  or  closing  will  approximate  the  calculated  time. 

]\Iore  accurate  methods  may  be  devised,  depending  on  the  actual 
torque  curves  of  the  motors,  but  this  is  objectionable,  as  the  motors 
are  usually  the  last  thing  ordered  and  wanted;  and,  further,  it  would 
delay  the  progress  of  the  design  too  much  to  get  these  at  the  start. 

Paragraphs  166  to  168. — The  last  sentence  of  each  of  these  para- 
graphs requires  the  contractor  to  furnish  a  work-bench  with  a  full  set 
of  machinist's  tools,  etc.  It  would  be  preferable  to  have  these  fur- 
nished by  the  purchaser,  as  the  exact  needs  could  then  be  taken  care  of. 
this  being  dependent,  to  some  extent,  on  the  operator  and  the  proximity 
of  a  good  machine  shop.  It  is  objectionable  to  the  contractor  to  fur 
nish  these,  as  the  final  cost  is  an  uncertainty,  because  of  uncertain 
requirements;  further,  when  they  are  furnished  with  the  bridge,  they 
are  usually  carried  away  by  some  one  before  bridge  is  taken  over. 

Paragraphs  197  and  216. — Any  special  requirements  by  city  codes 
for  the  electric  installation,  if  the  bridge  is  subject  to  city  authority, 
or  any  Government  or  other  harbor  special  requirement  for  channel 
lights  and  signals,  should  preferably  be  furnished  by  the  purchaser  a^ 
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0  time  of  asking  bids.     The  purchaser  is  usually  in  a  better  position    Mr 
get  this  information,  and  it  means  a  saving  of  considerable  trouble 
each  of  the  bidders. 

Paragraphs  160  to  220. — It  would  be  very  desirable,  from  a  con- 
ictor's  point  of  view,  if  Paragraphs  160  to  220,  covering  power  and 
orator's  house  equipment,  were  divided  into  three  distinct  and  sepa- 
:e  clauses :  One  for  steam-engine  equipment,  one  for  internal-com- 
stion  motor  equipment,  and  one  for  electrical  equipment.  The 
deifications  are  nearly  in  this  order  at  present.  The  separation  is 
dred  for  simplicity  and  to  make  it  unnecessaiy  to  pick  out  the  parts 
it  might  be  interpreted  as  being  required. 

These  specifications  cover  a  first-class  bridge  which  would  be  used 

a  main  line  of  a  railroad  over  a  stream  where  navigation  requires 
squent  opening.     A  supplement  might  profitably  be  added,  waiving 
•tain    restrictions    in    the    design    and    workmanship    of    the    ma- 
inery  and  equipment,  for  economical  purposes,  for  bridges  not  on  a 
tin  line,  or  for  those  which  are  not  opened  frequently. 

In  conclusion,  the  writer  would  add  that  one  essential  feature  to  the 
3cess  of  movable  bridges,  to  which  not  enough  attention  is  ordinarily 
'■en,  is  the  erection.  Many  of  the  troubles  ordinarily  credited  to 
ler  sources  would  be  eliminated  entirely  if  a  good  competent  ma- 
inist,  familiar  with  this  class  of  work,  were  added  to  the  regular 
[•ces,  to  superintend  the  installation  of  the  machinery. 

B.  R.  Leffler,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  desires     Mr. 

.  .  .  Leffler 

express  his  appreciation  of  the  discussion  of  his  paper,  and  offers 

J  following  notes  on  some  of  the  points  brought  out. 

As  a  result  of  the  discussion  and  the  writer's  experiences  since  the 

3er  was  written,  the  specifications  have  been  revised  and  are  pre- 

ited  in  separate  form. 

Taking  up  Mr.  Smith's  discussion: 

Paragraph  55. — The  writer  sees  no  objection  to  other  forms  of  keys, 

•vided  they  are  of  the  right  proportions.     However,  a  tapered  key 

;h  a  moderate  slope,  and  held  by  a  set-screw  through  the  hub,  is 

te  adequate.     The  specifications  have  been   modified   to   allow   the 

1  of  other  keys. 

Paragraph  92. — The  writer  believes  that  the  only  justification  for 
ng  a  worm  gear,  in  the  bridges  covered  by  the  specifications,  is  for 
purpose  of  getting  a  large  reduction  in  a  limited  space  where  a 
in  of  gears  could  not  be  used.  For  this  case,  efiiciency  is  of  more 
portance  than  the  holding  power  of  the  worm.  In  swing  bridges  the 
[•m  has  been  used  to  raise  the  ends  of  the  bridge;  here  the  holding 
v^er  is  of  much  importance. 

Paragraph  136. — The  writer  does  not  believe  it  advisable  to  look 
the  handbooks   of   wire   rope   makers   for   the   proper   diameter   of 


\ 


Leffler 
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Mi-.^  slu'iivcs  for  coniit('r\v«'i^»^lit  rMl)l('fl.     Tt  acoiiis  that  m  r:ilioTiiil  thoory  which 
gives  safe  desipn  is  prcforahlo  to  tahulatcd  ('rn})iric;il  data. 

The  writer's  knowledge  concerning  wire  rope  is  not  extensive  enoujfli 
to  sny  just  where  a  rope  will  break.  Apparently,  it  should  break  where 
it  starts  to  bend  over  the  sheave.  Over  the  sheave,  the  frictional  resist- 
ances of  the  rope  on  the  sheave  groove  probably  strengthens  the  rope 
Over  the  sheave,  the  rope  is  subject  to  radial  forces  which  modify  the 
conditions. 

Paragraph  IJfO. — The  character  of  the  stresses  in  gear  teeth  at  theii 
contact  is  unknown.  Line  contact  with  sliding  is  found;  the  intensity 
of  the  stresses  between  any  two  bodies  pressed  together  on  a  line  is  nol 
known.  This  is  the  problem  of  designing  a  roller  for  heavy  loads.  Th( 
best  pair  of  meshing  gears,  according  to  the  writer's  experience,  is  thai 
of  a  wooden-toothed  bull-wheel  and  cast-iron  pinion. 

Teeth  designed  by  the  Lewis  formula  seem  to  be  satisfactory.  Ir 
the  writer's  experience,  teeth  seem  to  break  instead  of  wearing  out 
Recently,  in  the  horizontal  rack  of  a  rolling  lift  bridge  under  the  writer^ 
care,  several  teeth  were  broken  on  account  of  the  sudden  application  oi 
the  brakes;  the  material  was  cast  steel. 

For  other  points  by  Mr.  Smith,  the  specifications  have  beer 
modified. 

Referring  to  Mr.  Mercer's  discussion,  the  following  views  an 
presented : 

Paragraph  21. — ^In  rolling  bascule  bridges,  pure  rolling  is  not  found 
For  the  full  roller,  a  flange  is  used;  for  the  segmental  roller,  teeth  ii 
the  track.  Hence,  there  is  some  sliding  friction.  Moreover,  there  ii 
considerable  deformation,  which  becomes  partly  permanent.  In  on< 
case  under  the  observation  of  the  writer,  the  rolling  structure  refuses 
to  close  without  the  application  of  extra  torque;  this  is  due  to  perma 
nent  deformation  at  the  end  of  the  track.  Some  rolling  structures  ar< 
not  precise  in  their  movements;  the  free  end  is  forced  sidewise  int< 
its  closed  position  by  guides.  In  lieu  of  more  exact  knowledge,  the  co 
efficient  of  rV  is  a  workable  one.  A  coefficient  for  pure  rolling  ii 
added. 

The  coefficient  for  stiffness  of  wire  rope  is  not  well  known.  Th< 
efficiency  of  a  wire  rope  belt  over  two  pulleys  may  be  equal  to  96% 
including    journal    friction.      *Eytelwein's    formula    for    stiffness    i! 

B  =  -y—   P,    in  which  ^   is   a   constant;   d   is  the   diameter  of  th( 

rope,  and  D  is  that  of  the  sheaves,  both  in  inches.  P  is  the  weight 
lifted.  The  pull,  which  lifts  the  weight,  must  equal  R  -{-  P.  K  can  bt" 
taken  at  J.     The  specifications  are  revised  accordingly. 


*  References  :    Church's  "Mechanics  of  Engineerm^.'*  1890,  p.  193, 

Kennedy's  "Mechanics  of  Machinery,"  4th  Ed.,  Art.  80. 
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The  ratio  of  the  diameter  of  the  sheave  to  that  of  the  rope  in  the    Mr. 
Halsted  Street  lift  at  Chicago  is  90.     After  18  years  of  service,  the  ^''^^'^^ 
ropes  were  still  in  use.     A  high  ratio  should  be  used  to  limit  the  fric- 
tion, and  consequent  wear,  between  the  wires.     A  paragraph  has  been 
added  to  the  specifications  to  cover  this.     According  to  Rankine,  for 
ratios  above  140,  the  effect  of  rigidity  is  negligible. 

Paragraph  22. — Journals  are  not  subject  to  the  high  pressure  found 
in  trunnions;  the  coefficient  at  starting  is  not  as  great.  Again,  there 
is  some  play  in  a  train  of  gears,  and  the  motor  overcomes  the  initial 
journal  friction  before  the  initial  trunnion  friction  comes  into  play. 

Paragraph  23. — It  is  desirable  to  define  clearly  the  line  between  the 
designer  and  the  fabricator.  The  writer  accepts  a  revision.  However, 
the  writer  has  found  it  necessary  to  make  specifications  for  the 
designers. 

Paragraph  36. — The  writer  recommends  the  use  of  a  softer  phosphor- 
bronze  instead  of  a  harder  steel. 

Paragraph  168. — The  writer  has  one  swing  bridge  operated  by  a 
gasoline  engine.  The  rail-locks  are  of  the  sliding-sleeve  type,  and  are 
actuated  by  the  engine.  The  gasoline  engine  is  not  a  suitable  type  of 
prime  mover  for  a  bascule  bridge;  it  does  very  well  for  a  lift,  if  placed 
on  the  moving  span,  and  in  this  position  it  can  be  made  to  operate 
end-locks  for  rails  and  ends  of  span. 

Eor  bridges  of  the  type  herein  discussed,  sliding  rail-locks  may  be 
dispensed  with.  The  writer  has  devised  a  lock  which  holds  securely 
the  ends  of  the  rails,  and  bridges  the  gap  between  the  shore  rail  and 
the  bridge  rail,  and  no  machinery  is  necessary  for  its  operation. 

Paragraph  192.— The  writer  is  not  prepared  to  give  a  specification 
for  submarine  cables.  It  is  the  practice  of  the  railroad  company  with 
which  he  is  connected  to  furnish  the  cable,  because  such  cable  contains 
the  wires  for  signal,  telegraph,  light,  and  telephone  services,  as  well  as 
power  wires  for  the  bridge. 

Paragraph  197. — The  writer  believes  that  the  National  Electric  Code 
represents  good  practice.  Every  bridge  has  an  operator's  house,  or 
power  station,  in  which  part  of  the  electric  equipment  is  installed. 
Obviously,  the  installation  in  the  house  should  be  first  class,  from  a 
fire-protection  standpoint. 

There  are  many  excellent  provisions  in  the  Code  which  should  be 
used  in  any  first-class  electric  installation.  The  character  and  installa- 
tion of  circuit  breakers,  fuses,  switches,  motors,  etc.,  are  important. 
To  cover  all  these  points  in  a  specification  would  be  a  useless  repeti- 
tion of  what  is  already  recognized  as  first-class  practice.  Hence,  a  mere 
reference  to  the  Code  should  be  sufficient. 

Paragraph  266. — The  writer  believes  that  the  suggestions  for 
phosphor-bronze  are  excellent.  The  physical  qualities  of  phosphor- 
bronze  suitable  for  heavy  bearings  seem  to  be  somewhat  unknown. 


420  nisciissioN  ON  M()\Aiu.i;  ifArr.T{OAi)  uriiviks 

Mr.  'l\\v  writer  lins  iiiuhu'  ohscrvntioi)  a  Ininnion  which  hccaine  abnulcd. 

i'hc  pliosphor-broiize  showed  n  i)ermanent  set  of  0.00  in.  on  ji  1-in. 
ciiho  iind(^r  a  100  000-lb.  load.  Another,  and  similar,  case  has  oeeurred. 
Hence,  it  seems  that  a  somewhat  softer  j)hosijlior-bronze  is  more  suit- 
able.   The  specification  su^^ested  is  adopted. 

The  writer  has  not  commented  on  all  the  points  raised  by  Mr. 
fiercer.  Nearly  all  those  omitted  have  been  adopted  in  the  revised 
specification. 

Kef  erring  to  ^Ir.  ]{eich's  discussion,  the  suggestions  are  excellent, 
and  the  writer  has  adopted  most  of  them  in  the  revision. 

Paragraph  GS. —  Babbitt  metal  gives  good  results  if  properly  poured, 
but  where  accuracy  of  alignment  and  correct  relative  position  of  the 
machinery  parts  are  to  be  maintained,  bronze  and  brass  linings  are  l)etter. 

Paragraph  8S. — The  proper  angle  of  obliquity  in  involute  teeth 
is  still  unsettled,  although  the  matter  has  been  before  the  American 
Society  of  Mechanical  Engineers  for  several  years.  For  an  angle  less 
than  20°,  it  is  necessary  to  modify  the  outline,  to  avoid  interference. 
Even  for  20°,  a  slight  change  must  be  made  for  a  pinion  of  17  teeth 
or  less  meshing  with  a  rack. 

The  writer  finds  that  the  special  gear-cutting  concerns  readily  un- 
dertake to  cut  gears  of  any  obliquity  without  much  extra  expense. 
*The  present  trend  is  toward  an  angle  of  20°  as  a  standard. 

Paragraph  92. — For  worm  gears,  used  in  bridges  of  the  character 
specified,  efficiency  is  of  more  importance  than  holding  power.  An 
angle  of  thread  of  20°  is  about  the  lowest  limit  for  a  loss  of  30  per 
cent. 

Paragraph  156. — The  writer  has  attempted  in  the  revision  to  clear 
up  the  question  of  designing  for  excess  torques. 

The  use  of  the  term  "Horse-power"  is  somewhat  misleading.  It  is 
better  to  specify  the  capacity  of  a  motor  by  naming  the  vari- 
able torque  it  should  exert  for  a  given  time,  say  twice  the  normal 
variable  torque  shown  on  the  torque  curves  for  a  cycle  of  operation. 

The  writer  believes  that  the  torque  curves  should  be  worked  up 
as  quickly  as  possible.  This  is  necessary  for  the  correct  determina- 
tion of  the  gear  ratio,  and  the  capacity  of  the  storage  battery,  if  this 
is  intended  as  the  source  of  power. 

Regarding  a  specification  for  bridges  of  minor  importance;  it  is 
the  writer's  experience  that  such  bridges  give  the  most  trouble  in 
maintenance.  Any  power-operated  bridge  should  be  opened  at  least 
once  a  week,  in  order  to  keep  the  parts  in  smooth  running  condition. 
A  movable  bridge,  to  fulfill  its  purpose,  must  be  in  first-class  condi- 
tion continually,  even  if  seldom  moved.  After  a  number  of  years  of 
experience  in  maintaining  movable  bridges,  it  is  the  writer's  opinion 
that  it  is  impossible  to  keep  a  power-operated  bridge  too  efficient. 

*  lu  the  -'American  Machinist  Gear  Book.'-  pp.  20  to  26.  the  subject  is  fully  discussed. 
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The  writer  begs  to  submit  a  demonstration  of  the  formula  for  the     Mr. 
bending  of  wires,  given  in  Paragraph  38.     This  is  largely  of  academic  ^^^®''' 
interest.      The    Trenton    Iron    Company,    in    its    "Wire   Rope   Book," 
gives  a  formula  which  is  intended  to  serve  the  same  purpose. 

In  attempting  to  reduce  the  Trenton  formula,  it  was  found  to  be 
erroneous.  ^Further  investigation  led  to  the  derivation  of  the  formula 
given  in  Paragraph  38.  In  the  deduction  a  slightly  different  limiting 
value  of  the  angle  is  adopted.     This  gives  a  closer  approximation. 

The  Deduction  of  the  Value  of  B  in  Paragraph  138. — 

Proposition. — A  wire  is  bent  over  a  sheave  through  a  small  angle. 
Determine  the  least  radius  of  curvature,  R,  of  the  bend. 

Let  Fig.  4  represent  the  conditions,  considerably  distorted  for 
purposes  of  reasoning. 


Fig.  4. 

For  practical  purposes,  0  is  the  angle  between  the  straight  parts  of 
the  wire. 

Let  I  =  Moment  of  inertia  of  the  wire. 

M  =  Bending  moment  in  the  wire  at  any  point. 
E  =  Modulus  of  elasticity. 
W  =  Pull  on  wire. 

S  =  Length  of  curve,  measured  from  the  y  axis. 
BM  =  EL 
Xow,  by  calculus, 

/  ds  \^   dx^ 

\~dx)   '  '^ 


M  =  W  (ij 


dhj 
X  cot.  a)  sin.  ex. 


if; 


(0 

(2) 


*  Private  correspondence,  dated  May  21st,  1912,  with  Mr.  William  Hewitt. 
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Mr  Now.  as  a  is  t»>  lif  a   larLrr  lui'dt.',   it    will    Im-  aHHUiinMl   to    l)i;    not  Ichh 

(Is 
than  (').")  (lo^recR.     In  Kcpiation   (1)  can    never    exceed    coscc.    a    \n 

(ix 

vahu",  or  be  lesH  tlian  1  :  its  cuhc  will  !)«(  practically  a  (;onHtant,  .say  h. 

Then  R  =  h  —- (la) 

d'  y 

<lr- 
hence,  h   ,.,      W  (y  sin.  a  —  x  cos.  a)  =  EL 

d-ij 

d'^y       bW  (y  sin.  a  —  x  cos.  a) 

Tb?  ^  EI  ' 

h  Wsin.  a  ^  h  W  cos.  a 

Put  =rz —  =  a.  and -— =  /i,  then 

EI  EI 

d^y 

—^  =  ay  —  hx (3) 

Integrating  Equation  (8), 

—  hx 

2/  =  c,  e=^N'«  +  c„e  -=">  H (6) 

a 


e  =  2.718  + 

hence  2/  =  a^  cot.  a  +  c^e  ^^'^  +  c^e  -  '''^^ (0 

Equation  (7)  is  the  equation  of  the  elastic  curve. 


hx 
NoAV,  —  =^  X  cot.  a, 

a 


^=  cot.a+  c,  Va  e^>i«  — C2'/ae-^N''* (8) 

dx 


dy 


Foric^O,  — ^  =  0,  Equation  (8)  becomes  0  =  cot.  a  -\-  c^Va  —  c^Vo.- 

UjX 

dy 

For  X  =  (jj  ,  — —  =  cot.  a,  Equation  (8)  becomes  cot.  a  =  cot.  a  +  q  cc  . 
dx 

cot.  a 
Hence,  c^  =  0,  and  c^  =  — -—  . 

ya 

Equation  (7)  now  becomes 

cot.  a  e-^  ^'" 
y  =  X  cot.  a  -1 — • 

y  a 

cot    ex 
For  X  =  0,  y  = ^,  this  is  the  value   of  y  where  the  curve  crosses 

Va 

the  y  axis. 

Equation   (la)  now  becomes,  for  B  at  the  y  axis,  by  putting  x  =  0, 

cot.  a 
and  y  = ^-  in  Equation  (3), 

Va  _        

-D  ^  Vi        I  EI  iiin.  a 

JX 


cot.  a  -/a         cos.  aS        W 


asl' 


I 
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TIlis  is  the  least  value  of  the  radius  of  curvature.  Mr. 

ds  Leffler. 

As  the  limiting?  values  of——  are  1   and  cosec.   a  =  1.10,  we   will 

dx 


ds    ^         ,  /  ds 


3 


as    ^         ,  /  W'^  \ 

;ume  as  an  averai^e  value  for  — — ,  1.05,  hence,  as  ( i     was   called 

dx  \  dx  / 

Vh  =  1.08. 

Again,  as  a  is  never  less  than  65°,  the  average  value  of  its  sine  can 

taken  at  0.953. 

1.08  X  0.97B    l^T  _    1.054      /"^ 

w 


COS.  a       '\    W         ^o®-  ^^ 


am, 


64    ' 
1.054  ^/ n  d?-    \~^  d^  \~E 


\  W         4.27  COS.  a\ 


ice  R  =  ^  , 

8  COS.  a      \  FT  4.27  cos.  a\   W 

It  is  close  enough  to  take 

4^2         IE 


^  =  ,,        e\w 

17  COS.  — 

2 


-1.1        i!i:\isi:i)  srKciricA'rioxs :  MowMii.i:  i;\iij:()\I)  uuiikjks 

REVISED   SPECIFrCATIONS   FOR   RAIJJiOAD   BRIDGES 
MOVAI'.LE  IN  A  VERTICAL  PLANE. 

Scope.  L — These  spcciHciitions  are  intended  to  cover  bascule  bridges,  which 

are   such  as   rotate  about  a  horizontal   axiti;   and   vertical   lifts,   which 
ar(>  those  in  which  successive  positions  are  parallel. 
Deck.  )>. — The    Contractor   shall    place    and   fasten   permanently    all    ties, 

rails,  gfuards,  and  other  deck  material.  Usually,  the  Railroad  Com- 
pany will  furnish  all  the  deck  material  except  rail-locks,  rails  which 
must  be  fabricated  to  fit  locks,  and  special  devices  to  hold  the  deck  in 
place. 
Responsibility.  3. — If  complete  g'eneral  proposal  plans  are  furnished  to  the  Con- 
tractor, he  shall  be  responsible  for  only  the  material  and  character  oi 
the  workmanship  and  installation.  However,  for  any  parts  of  the 
design  not  covered  by  the  proposal  plan,  and  for  which  the  Contractoij 
is  to  make  a  design,  he  shall  be  wholly  responsible. 
Electrical  4. — Unless   otherwise    specified,   the   electrical   equipment   shall    in 

quipmen  .  ^j^^^^  ^jj  electrical  parts  up  to,  and  including,  the  switch-board.  Elec 
trical  equipment  carrying  the  current  to  the  switch-board  from  th( 
source  of  power  will  be  covered  by  separate  contract. 

5. — The  specifications   of   the   New   York   Central   Lines   for   Stei 
Railroad  Bridges,  for  1910,  shall  apply  to  movable  bridges,  except  a 

noted  herein. 

Manner  of  Bidding. 

Parts  Classified  6. — Drums,  cylinders,  eccentrics,  trunnions,  and  their  cast  support 
as  ac  inery.  gji^jf  (-jjj^.^  pistons,  gear  wheels,  racks,  boxings,  bearings,  coupling 
disks,  cast  sheaves  and  wheels,  worm  gearing,  valves,  pins  about  tl 
axis  of  which  the  connecting  members  rotate,  whistles,  ram  screw 
end  bridge-locks,  rail-locks,  indicators,  cranks,  axles,  hooks,  wrenche 
and  similar  parts  of  machinery  which  require  machine-shop  wor 
shall  be  classified  as  machinery  and  be  paid  for  at  a  common  price  p 
pound.  Electric  motors,  or  other  prime  movers,  are  not  classified 
machinery.    (11). 

Sheaves.  7. — The  large  sheaves  of  vertical  lift  bridges   the  webs   and  di 

phragms  of  which  are  built  up  with  plates,   angles,  and   rivets,  shi 
be  paid  for  at  a  separate  price  per  pound  of  finished  weight,  inclu 
casings  and  fastenings  to  trunnions. 


i 


1 


Air  8. — Air  compressor  tanks  and  steam  boilers  shall  be  paid  for 

Compressor  , 

Bohers.       Separate  price. 
Wire  Ropes  9. — Wire  ropes  and  cables  and  their  sockets  shall  be  paid  for  at 

and  Cables.  ,  •  , 

separate  price  per  pound. 
Pins,  10. — The   pins,    equalizing    levers,    and    cable    attachments    to  ti 

Levers,  etc.     trusses  and  counterweights  shall  be  paid  for  at  a  separate  price  P 

pound. 
Structural  11. — Structural    steel    supporting   the    machinery   proper,    count( 

btee     arts,    -^gjg}^^  frames,  counterweight  trusses,  steel  in  operator's  house,  towe 
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links,   shall  be   classified   as   structural  steel   and  be  paid   for   at 
;aine    price    per    pound    as    for    the    span    itself.      Attached    ma- 
parts,    such    as    sleeves,    bushings,    etc.,    shall    be    classified    as 
inery.    (6). 

. — The  operator's  house,  except  for  the  structural  steel  therein, 
be  paid  for  on  a  lump-sum  basis. 

. — Structural  steel  which  can  be  fabricated  by  the  common 
methods,  as  punching,  reaming,  drilling,  shearing,  planing,  etc., 
usually  done  for  stationary  structures,  shall  be  classified  as 
;ural  steel  and  be  paid  for  at  the  same  price  per  pound  as  for  the 
itself. 

. — Segmental  girders  in  rolling  bascule  bridges  and  the  hori- 
l  girders  on  which  they  roll  shall  be  paid  for  at  a  separate  price 
ound.  This  does  not  include  any  bracing,  floor  system,  or  other 
;ural  members  which  may  be  attached.  Track  plates  shall  be 
led. 

. — Hand-rail  shall  be  paid  for  at  a  separate  price  per  pound. 
. — Electrical  equipment,  such  as  wiring,   switch-boards,   control- 
lights,  blow-outs,  cut-offs,  solenoids,  switches,  motors,  etc.,  shall 
id  for  on  a  lump-sum  basis. 

. — Internal-combustion  engines  and  steam  engines  shall  be  paid 
a  a  lump-sum  basis. 

'. — Cast-iron  parts  used  in  counterweights  shall  be  paid  for  at  a 
ate  price  per  pound. 
'. — Concrete  in  counterweights   shall  be  paid  for  at  a  price  per 

yard  in  place. 
'. — It  is  to  be  understood  that  if  any  extra  parts  are  needed,  or 
[uestion  arises,  all  difficulties  shall  be  settled  on  the  pound  price 
as  quoted  and  accepted  for  the  parts  in  question. 


Operator's 
House. 


Segmental 
Girders. 


Hand-Rail. 

Electrical 
Equipment. 


Engines. 


Extra 
Parts,  etc. 


General  Details  in  Designing. 

. — Self-centering  and  seating  devices  shall  be  used  on  the  free  seif-Centerlu? 

of  the  moving  span.     Holding  and  forcing-down,  devices  shall  be      Devices. 

for  the  free  ends  of  each  truss. 

. — Designs   for   bridging    the   gap   between    the   shore   rails    and     Rail-Locks. 

ig  rails  shall  be  furnished  by  the  Railroad  Company.    Loose  rails 

lot  be  allowed. 

. — Air  buffers  shall  be  furnished  at  the  free  ends  of  the  moving    Air  Buffers. 


Counter- 
weights. 


. — The  counterweights  shall  be  easily  adjustable.  Usually,  this 
be  done  by  adding  or  taking  away  cast-iron  parts,  or  small  con- 
blocks. 

. — Metal  stairways,  with  If-in.   hand-rail,   shall  be  provided  for     stairways 
s  to   the   machinery,   trunnions,    and   counterweights.      The  pipe 
weigh  2.68  lb.  per  ft. 


'\2Ci       inovisKi)  sim;c"Iki(a  rioNs  :   monaiu,!;  h  Aii.ito.M)  Muiixiiis 

(Jinit'isin  2G.— 'J'lie    roinforccuiiciits    of    \v<'l)S    in    the    Hc^sHneiital    j^irderH 

Bi-uiKes.  track  girders  of  rolling  bridge's  shall  be  symmetrical  about  the  ccni 
planes  of  the  webs.  The  center  i)lanes  of  the  segmental  webs  sh;; 
coincide  with  the  corrcsjjondlng  center  planes  of  the  webs  of  the  trac< 
girders.  That  part  of  an  outstanding  leg  of  an  angle,  which  is  bt 
yond  the  outside  face  of  the  upstanding  leg,  shall  not  be  considcret 
as  reinforcement.  The  width  of  contact  between  the  segmental  weh 
(including  the  reinforcements)  and  the  back  of  the  tread  plates,  slin' 
be  equal  to  the  width  of  the  corresponding  contact  in  tlie  track  gird' 
Coefficients  27. — Tn  Calculating  the  resistances  to  be  overcome  by  the  machine i 

Moving  Span   the  resisting  forces  shall  be  reduced  to  a  single  force  acting  betwee/ 
^"^^^ Parts! *^^^  the   pinion    and   operating   rack,   or   in   the   operating   cable.      In    d' 
termining  this  force,  the  following  coefficients  shall  be  used  in  stju 
ing  the  span,  and,  except  for  the  stiffness  in  cables,  shall  be  redu* 
one-half  after  motion  is  begun.    (44)  : 

For  trunnion  friction 

For  rolling  friction  of  bridges  having  rollers  with  flanges, 
or  built-up  segmental  girders ^ 

For  stiffness  of  wire  rope  per  180°  of  bending:  d  =: 
diameter  of  rope,  in  inches  ;  D  =  diameter  of  sheaves, 

in  inches Xi 

Coefficients  28. — For  a  solid   cast  roller,  without  flanges,  in  contact  with  on 

surface  only,  the  coefficient  of  rolling  friction  shall  be  taken  equal  l 

15 

■     ^^^ —  ,  in  which  r  is  the  radius  of  the  roller,  in  inches. 
1  000  r 

29. — In  figuring  the  machinery  losses  between  the  operating  rac 
or  operating  cable  and  the  motor,  the  following  coefficients  shall  \ 
used: 

For  the  efficiency  of  any  pair  of  gears,  journal  friction 

not  included OJ 

For  journal  friction 

Losses   in   a   worm   gear   for   an    angle   of   thread   of    20^ 
or  more 

30. — For    sliding    friction    between    plane    surfaces    intermittei 
lubricated,  such  as  guides  on  tower  posts,  the  coefficient  of  fricj 
shall  be  taken  equal  to  0.08. 
Time  to  Open.        31. — The  time  to  open  the  bridge  after  the  ends  are  released  sha^ 
be  approximately  as  specified  on  the  proposal  drawing. 
Inertia.  32. — The  force  necessary  to  overcome  the  inertia  and  produce  rcc^ 

ration  and  retardation  for  the  time  of  opening  shall  be  considtfed 
The  machinery  shall  be  capable  of  stopping  the  bridge  in  6  sec.jfo 
this  purpose,  the  coefficient  of  friction  in  the  friction  brake  shall  b 
taken  at  not  less  than  25  per  cent. 
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33. — In  calculating  the  dead-load  stresses  in  the  moving  structural 
parts,  for  the  various  positions  of  the  open  bridge,  such  stresses  shall 
be  increased  25%  as  allowance  for  impact.  For  stationary  structural 
parts  (as  towers,  and  supporting  girders  in  rolling  bridges),  to  which 
moving  structural  parts  are  attached,  or  on  which  such  parts  roll,  15% 
of  the  static  stress  shall  be  added  as  impact. 

34. — In  structural  steel  parts,  where  a  percentage  of  the  dead  load 
or  static  stress  is  added  for  impact,  the  unit  stresses  for  stationary 
structures  shall  be  used;  the  impact  percentages  are  an  allowance 
similar  to  that  provided  by  an  impact  formula  for  stationary  railroad 
bridges. 

35. — In  structural  members  subject  to  reversal  on  account  of  the 
motion  of  the  span,  the  effect  of  reversal  shall  be  neglected.  The 
member  shall  be  designed  for  the  stress  giving  the  larger  section. 
For  riveted  connections,  the  number  of  rivets  shall  be  increased  25% 
over  that  required  for  the  static  stress  plus  impact  stress. 

36. — The  allowance  for  impact  in  trunnions,  cables,  cable  attach- 
ments, machinery  parts,  and  structural  parts  supporting  the  machinery, 
is  taken  care  of  by  lowered  unit  stresses. 

37. — The  wind  pressure  to  be  assumed  in  proportioning  the  ma- 
chinery or  moving  parts  shall  be  15  lb.  per  sq.  ft.  on  the  exposed  sur- 
faces of  the  moving  parts  as  projected  on  any  vertical  plane.  The 
machinery  shall  be  strong  enough  to  hold  the  moving  parts  in  any  posi- 
tion for  this  pressure,  and  be  capable  of  opening  the  bridge  in  the 
specified  time  at  10  lb.  per  sq.  ft.  wind  pressure. 

38. — The  structure  shall  be  strong  enough  to  resist  a  wind  pressure 
of  15  lb.  per  sq.  ft.  on  any  surface  as  projected  on  any  vertical  plane 
for  any  open  position  of  the  moving  span.  The  structure  shall  be 
strong  enough  to  resist  a  wind  pressure  of  25  lb.  per  sq.  ft.  when  the 
moving  span  is  in  the  closed  position. 

39. — The  least  wind  pressure  to  be  assumed  on  the  floor  of  the 
moving  span  shall  be  2i  lb.  per  sq.  ft.  for  any  position  of  the  span. 
For  the  vertical  lift,  this  shall  be  taken  as  acting  throughout  the 
movement. 

40. — On  the  ordinary  open-floor  bridge  with  ties,  the  exposed  sur- 
face to  wind  shall  be  taken  equal  to  80%  of  a  full  quadrilateral  having 
a  width  equal  to  the  distance  from  center  to  center  of  trusses  and  a 
length  equal  to  that  of  the  moving  span. 

41. — The  Contractor  shall  make  complete  detailed  drawings  of  the 
machinery,  so  that  any  other  shop  can  take  them  and  duplicate  the 
machinery.  No  reference  to  patterns  or  individual  shop  practices  will 
be  considered  in  lieu  of  the  complete  drawings.  These  drawings  shall 
show  a  general  outline  of  the  assembled  machinery.  The  drawings 
shall  be  made  on  tracing  cloth,  each  sheet  24  by  36  in.  in  outside 
dimensions.  These  drawings  shall  become  the  property  of  the  Rail- 
road Company  on  the  completion  of  the  job. 
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4i\— Tlio  rontrnotor  sli;ill  fiiniisli  nii  ouilino.  drawing  of  tlic  iiia- 
cliinor.v,  on  wliicli  nrv  sliown  tlio  forces  acting  on  tlio  gear  teolli,  the 
twisting:  moment  and  l)(Mi(]in^  moment  on  shafts,  and  other  ne^iessary 
information  for  clieckinp:  the  stren^^th  of  the  machine  parts.  A  tabu- 
lation of  the  formnhis  and  methods  of  calculation  sliall  be  shown  com- 
])lete  {Mioug:h  to  allow  them  to  be  checked. 

4'^. — The  Contractor  shall  show  by  a  drawing  of  curves  the  torque 
to  1)0  exerted  by  the  motor  or  prime  mover,  as  follovs7s: 

1.  A  torque  curve  for  acceleration  and  retardation; 

2.  A  torque  curve  for  the  frictional  resistance; 

3.  A  torque  curve  for  any  unbalanced  condition  of  the  structure; 

4.  A  torque  curve  for  the  wind  load; 

5.  A  torque  curve  showing  the  greatest  combination  of  resistances 
acting  at  any  one  time. 

44. — In  fiij-uring  the  friction  at  starting  (this  being  twice  the  run- 
ning friction),  no  acceleration  of  the  moving  mass  shall  be  considered. 
This  friction  shall  be  considered  as  reduced  to  the  running  friction 
in  the  first  second  after  the  power  is  applied.  (27). 

45. — If  the  Contractor  is  to  furnish  the  design  for  the  electrical 
equipment,  such  as  wiring,  switches,  etc.,  he  shall  show  by  a  curve 
the  current  required  by  the  motor  to  overcome  the  various  resistances. 
This  is  for  the  purpose  of  checking  up  the  carrying  capacity  of  wires 
and  other  parts,  and  determining  the  storage  battery  capacity. 

46. — The  Contractor  shall  check  the  location  of  the  center  of  gravity 
of  the  moving  span,  including  all  parts  attached  thereto,  and  also  the 
location  of  the  center  of  gravity  of  the  counterweights,  including 
counterweight  girders  and  trusses,  by  computations  based  on  accurate 
weights  calculated  from  shop  plans.  He  shall  submit  duplicate 
sketches  and  copies  of  these  computations  accompanied  by  weight  bills 
to  the  Eailroad  Company  for  approval. 

47. — All  bridges  shall  be  equipped  with  hand-operating  mechanism. 
The  number  of  men  and  the  time  required  to  operate  shall  be  esti- 
mated on  the  assumption  that  the  force  one  man  can  exert  on  a  lever 
is  40  lb.  with  a  speed  of  160  ft.  per  min.  developing  about  ^  h.p.  For 
calculating  the  strength  of  the  machinery,  the  power  of  one  man  shall 
be  assumed  as  125  lb. 

Operating  Machinery. 

48. — The  parts  shall  be  simple  in  design,  and  easily  erected,  in- 
spected, adjusted,  and  taken  apart.  The  fastenings  shall  hold  the  parts 
in  place  securely  after  they  have  been  set. 

49. — Rolled  or  forged  steel  shall  be  used  for  bolts,  nuts,  keys, 
cotters,  pins,  axles,  screws,  worms,  piston  rods,  trunnions,  and  crane 
hooks,   if  any. 
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50. — Trunnions,  pins,  and  shafting  more  than  4^  in.  in  diameter, 
shall  be  of  forged  structural  steel.  Shafting  4J  in.  or  less  in  diameter 
may  be  of  cold-rolled  steel. 

51. — Forged  or  cast  steel  shall  be  used  for  levers,  cranks,  and 
connecting  rods. 

52. — Cast  steel,  or  forged  steel,  shall  be  used  for  couplings,  end 
shoes,  racks,  toothed  wheels,  brake  wheels,  drums,  shea,ves,  and  hangers 
where  the  supported  weight  will  cause  tensile  stresses.  Large  sheaves 
may  be  built  of  structural  steel. 

53. — Pinions  shall  be  made  of  forged  steel  and  cut  from  the  solid 
metal,  unless  such  pinions  are  too  large  for  forgings. 

54. — Sockets  used  for  holding  the  ends  of  wire  ropes  shall  be 
forged  without  welds  from  the  solid  steel.  The  equalizing  levers, 
connecting  the  ropes  to  the  counterweights,  or  moving  span,  shall  be 
of  forged  steel. 

55. — Cast  iron  may  be  used  in  boxes  for  shafts  2  in.  or  less  in 
diameter,  and  which  obviously  carry  light  loads.  Other  boxes  shall  be 
of  cast  steel. 

56. — Cast  iron  may  be  used  in  eccentrics,  cylinders,  pistons,  fly- 
wheels, and  parts  of  motors  which  are  usually  made  of  cast  iron.  Cast 
iron  shall  not  be  used  for  any  trunnion  or  axle  supports. 

57. — Phosphor-bronze,  brass,  and  Babbitt  metal  shall  be  used  for 
the  bushing  or  lining  of  journal  bearings  and  other  rotating  or  sliding 
surfaces,  to  prevent  seizing. 

58. — Phosphor-bronze,  only,  shall  be  used  for  bushing  for  the 
trunnions  of  bascule  and  lift  bridges,  or  in  any  large  bearing  carrying 
heavy  loads. 

59. — The  bushings  for  large  bearings,  such  as  for  trunnions  and 
similar  parts,  shall  be  held  from  rotating  in  their  casings.  The  force 
tending  to  cause  rotation  shall  be  taken  as  one-eighth  of  the  load  on 
the  trunnion  or  bearing,  and  as  acting  at  a  tangent  to  the  surface 
between  the  back  of  the  bushing  and  casing;  this  force  shall  not  be 
considered  as  counteracted  by  any  frictional  resistances  between  bush- 
ing and  casing.  It  shall  be  practicable  to  take  out  the  bushing  when 
the  trunnion  is  slightly  lifted. 

60. — Castings  which  are  to  be  attached  to  rough  unfinished  sur- 
faces shall  be  provided  with  chipping  strips.  The  outer  unfinished 
edges  of  ribs,  bases,  etc.,  shall  be  rounded  off,  and  inside  corners 
filleted. 

61. — Bolts  and  nuts,  up  to  IJ  in.  in  diameter,  shall  have  U.  S. 
Standard  V-threads.  Nuts  and  exposed  bolt  heads  shall  be  hexagonal 
in  shape,  and  each  nut  shall  be  provided  with  a  washer.  If  the  nut  will 
come  on  an  inclined  surface,  a  special  seat,  the  top  surface  of  which 
is  at  right  angles  to  the  bolt,  shall  be  cast  or  built  up  to  receive  the 
nut.     Bolt  heads  which  are  countersunk  in  castings  shall  be  square. 
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62. — Nuts  which  arc  suhjcct  to  vibration  and  frequent  changes  of 
load  shall  have  locking  arrangements  to  prevent  the  gradual  unscrewing 
of  the  same.  If  douMo  nuts  aro  used  for  that  i)urj)ose,  each  nut  shall 
he  of  tlie  standard  tiiickness.  Nuts  subject  to  vibration  shall  be  fur- 
ther secured  by  split  pins  through  the  bolt. 

63. — Screws  which  transmit  motion  shall  have  square  threads. 

64. — Tap-bolts  and  stud-bolts  shall  not  be  used,  except  by  special 
permission. 

65. — Set-screws  shall  not  be  used  for  transmitting  torsion  to  shafts 
or  axles. 

GG. — Collars  shall  be  used  wherever  necessary  to  hold  the  shaft 
from  moving  horizontally.  Each  collar  shall  have  at  least  two  set- 
screws  at  an  angle  of  120  degrees. 

67. — Shaft  couplings,  unless  of  the  flexible  kind,  shall  be  of  the 
flange  type,  or  split  muff  with  bolt  heads  and  nuts  countersunk. 

68. — For  large  shafts,  couplings  such  as  are  used  for  rolling  mill 
shafting  may  be  used. 

69. — Couplings  shall  be  keyed  to  shaftings. 

70. — If  practicable,  hooked  and  tapered  keys  shall  be  used.  The 
taper  shall  be  I  in.  per  ft.  The  width  of  the  key  shall  be  one-fourtli 
of  the  diameter  of  the  shaft ;  the  height,  at  mid-section  of  the  tapered 
length,  shall  be  three-fourths  of  the  width.  The  length  of  the  hook, 
measured  parallel  to  the  shaft,  shall  be  equal  to  the  width  of  the  key. 

71. — If  tapered  keys  are  not  practicable,  parallel-faced  keys  of 
about  the  above  proportions  shall  be  used. 

72. — Tapered  keys  shall  bear  on  top,  bottom,  and  sides;  parallel- 
faced  keys  shall  bear  on  sides  only. 

73. — The  length  of  any  key  shall  be  not  less  than  that  of  the  hub. 

74. — The  foregoing  dimensions  are  approximate.  The  shape  of 
the  key  shall  be  such  as  to  have  unit  stresses  in  shear  and  bearing 
not  exceeding  those  allowable  in  the  table. 

75. — If  practicable,  the  keys  and  grooves  shall  be  made  so  that 
the  keys  may  be  backed  out. 

76.- — Keys  shall  be  sunk  in  grooves  in  both  hub  and  shaft.  The 
depth  of  a  groove  shall  be  such  that  the  bearing  will  not  exceed  the 
allowable  unit  stress. 

77. — Keys  shall  be  held  by  set-screws  or  equivalent  means.  In 
vertical  shafts,  bands  clamped  about  the  shaft,  or  other  devices,  shall 
be  placed  below  the  key. 

78. — If  practicable,  the  length  of  the  hub  shaU  be  not  less  than  two 
diameters  of  the  shaft,  and  its  thickness  not  less  than  one-third  of 
the  diameter  of  the  shaft.  The  hub  shall  have  a  light  driving  fit  on 
the  shaft. 

79. — The  groove  in  the  hub  shall  be  made  on  the  center  line  of 
an  arm. 
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0. — Hubs  shall  be  bored  truly  at  the  center  of  the  wheel. 
1. — For  trunnions  and  similar  parts,  which  are  desired  chiefly  for 
ling  and  bearing,  the  keys,  key-ways,  and  bolts  shall  be  designed 
old  the  trunnions  from  rotating.  The  force  tending  to  cause  rota- 
shall  be  taken  at  one-fifth  of  the  load  on  the  trunnion,  and  shall 
aken  as  acting  at  the  circumference  of  the  trunnion. 
2. — Journals  shall  be  proportioned  to  resist,  not  only  the  various 
ises  to  which  they  are  subjected,  without  exceeding  the  permissible 
and  bending  stresses,  but  also  to  prevent  a  tendency  to  heat  and 


Keys  in 
Trunnions. 


Journals. 


3. — Divided  journal  and  trunnion  bearings  shall  be  used,  and  the 
shall  be  fastened  to  the  base  with  turned  bolts  recessed  into  the 
.  The  nuts  and  heads  shall  bear  on  finished  bosses  cast  on  the  bear- 
There  shall  "be  i  in.  clearance  between  the  lining  of  the  base 
the  cap  or  its  lining,  to  allow  for  expansion. 

4. — Steel  bearings  carrying  steel  shafts  or  journals  shall  be  lined      Bushings. 
L  bronze  or  brass.     If  shafts  are  3  in.  or  less  in  diameter  and  of  , 

)w  motion,  Babbitt  metal  may  be  used.    Bearings  of  steel  on  steel 
moving  surfaces  will  not  be  allowed. 

^5. — In  cast-iron  boxes  carrying  light  shafts,  no  lining  is  needed.        Boxes. 
B6. — The  bearings  of  shafts  shall  be  placed  as  near  to  the  points 
oading  as  possible. 

^7. — The  foot-steps  of  vertical  shafts  shall  be  of  axle  or  tool  steel, 
shall  run  on  bronze  disks. 

^8. — Provision  shall  be  made  for  the  effective  lubrication  of  jour-  Lubrication 
,  or  any  other  sliding  surfaces.     Closed  oil  or  compression  grease 
3  shall  be  used.    Grooves  shall  be  cut  in  the  surface  of  the  trunnion 
Tovide  for  the  proper  distribution  of  grease  or  oil.     Grease  and  oil 
3  must  hold  the  lubricant  for  any  position  of  the  moving  parts. 
^9. — The  grooves  in  large  trunnions  shall  approximate  to  a  U  shape ; 
size  shall  be  such  that  a  wire  X6 
lin  the  groove.     The  edge  of  the 
•  in. 

)0. — The  grooves  shall  be  straight,  running  parallel  to  the  axis  of 
trunnion.     They  shall  be  not  less  than  three  in  number,  and  lo- 
id  so  that  all  parts  of  the  bearing  surface  of  the  bushing  will  be 
pt  by  the  contained  lubricant,  in  an  opening,  and  in  a  closing  of 
bridge.     The  grooves  must  allow  of  being  cleaned  with  a  wire. 
91. — In  any  trunnion  bearing,,  or   similar   heavy  bearings,   strong   Grease  Cups, 
apression  grease  cups  shall  be  used  for  the  grooves. 
92. — Oil  and  grease  ducts  shall  be  located  so  that  the  lubricant  will 
^  by  gravity  toward  the  bearing  surface. 

93.— Dust  covers  shall  be  provided  for  the  principal  bearings,  in   Dust  Covers, 
"ticular  for  trunnions  where  shown  on  plans. 


in.  in  diameter  may  lie  wholly 
U  shall  be  rounded  to  a  radius 
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!)4. — Line  shafts,  exteiidiiip:  from  tlie  center  of  the  bridpre  to  t 
end,  shall  not  be  continuouH,  but  shall  be  connected  with  claw  cou 
lings.  JOach  length  of  shafting  shall  rest  in  not  more  than  two  bei 
ings,  with  the  couplings  close  to  the  bearings. 

95. — If  shaft  sui)ports  are  connected  to  the  floor-beam,  in  bridj; 
having  long  panels,  intermediate  supports  shall  be  used;  these  sli; 
be    adjustable,    and    are    intc^nded    merely    to   prevent   the   shaft    frc 


i 


sagging. 

96. —  Ivpializing  ge.irs  or  devices  shall  be  used  to  insure  equal  I 
lion  at  the  pinions  and  operating  racks. 

1)7. — The  unsupporlcMJ  IcuLrth  of  shafts  sliall  not  exceed  L  =  SO^  V 

for  shafts  sup})orting  their  own  weight  only;  L  =  50'^  V  (/"  for  sha 
carrying  i)ulleys,  gearing,  etc.,  where  L  =  length  of  shaft  betwe 
center  of  bearings,  in  inches;  and  d  =  diameter  of  shaft,  in  inches 

98. — Line  shafts  connecting  machinery  at  the  center  to  that  at  t 
ends  shall  run  at  fairly  high  speed.  The  speed  reduction  shall  be  ms 
in  the  machinery  near  the  end. 

99. — In  designing  circular  shafting,  trunnions,  and  axles,  the  gre 
est  unit  fiber  stress  in  tension  or  compression  due  to  bending  shall 
calculated  by  the  following  formula: 


/  '-^ 


Ttd^  \8  8  ^  / 


100. — The  maximum  unit  shear  shall  be  calculated  by  the  follow; 
formula : 

10 


S 


Ttd^ 


^  M^  ^  T'' 


Distance 

bet\<een  Shaft 

Supports. 

Style  of 
Gear  Teeth. 
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Beveled 
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101. — In  these  formulas,  /  =  unit  fiber  stress  in  tension  or  cc 
pression;  S  =  unit  shear;  d  =  diameter  of  shaft;  M  =  the  sim 
bending  moment;  and  T  ==  the  simple  twisting  moment. 

102. — If  a  shaft,  trunnion,  or  axle  has  one  key-way  cut,  at  the 
tion  where  the  maximum  stresses  occur,  f  and  S  shall  be  increas 
one-sixth;    if  two  key-ways   are   cut,   increase  by   one-fourth.     If 
shaft  is  enlarged  through  the  hub,  this  does  not  apply. 

lOo. — In  calculating  the  bending  moment  on  shafts,  trunnions, 
journals,  the  distance  from  center  to  center  of  bearings  shall  be  t 

104.— Gear  teeth  shall  be  of  the  involute  type,  with  an  angle 
obliquity  of  20  degrees.  The  roots  below  the  clearance  line  shall 
filleted. 

105. — The  width  of  the  teeth  may  be  as  great  as  four  tim#^^ 
pitch,  but  not  more,  except  for  wheels  running  at  a  very  high  xehc 
as  in  motors  where  abrasion  is  to  be  considered. 

106. — In  estimating  the  strength  of  teeth  in  bevel  wheels,  the  pi 
at  the  middle  section  shall  be  taken. 
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107. — For  the  purpose  of  setting  gear  teeth  accurately  in  the  fiehl 
erection,  the  pitch  circle  shall  be  scribed  on  the  ends  of  the  teeth. 

108. — Worm  gearing,  for  transmitting  power,  shall  have  an  angle 
of  thread  not  less  than  20  degrees.  The  worm  shall  run  in  oil.  A 
bronze  or  brass  collar  shall  be  used  at  the  end  of  the  worm  and  at  the 
end  of  the  wheel  axle,  to  take  care  of  the  end  thrust.  The  wheel  shall 
be  of  bronze.     If  a  nut  engages  the  worm,  the  nut  shall  be  of  bronze. 

109. — Worms  which  are  to  be  used  for  actuating  signals,  indicators, 
or  other  minor  parts,  may  have  an  angle  of  thread  less  than  20  degrees. 

110. — Worm  wheels  shall  have  not  less  than  twenty-six  teeth. 

111. — Pinions  shall  have  not  less  than  fifteen  teeth. 

112. — For  the  purpose  of  keeping  down  the  wear  between  the  indi- 
vidual wires  in  counterweight  rope,  the  diameter  of  the  sheave  shall 
be  at  least  ninety  times  that  of  the  rope. 

113. — Machinery  parts  near  which  workmen  may  be  while  the  parts 
are  in  motion,  shall  be  designed  so  that  safety  guards  may  be  added. 
These  guards  will  be  furnished  and  installed  by  the  Railroad  Company. 

Counterbalancing,  Operating  Ropes,  and  Attachments. 

114. — Wire  rope  shall  be  made  by  a  manufacturer  approved  by  the 
Engineer. 

115. — The  counterbalance  ropes  shall  be  of  plow-steel  wire,  and 
shall  consist  of  six  strands,  of  nineteen  wires  each,  laid  around  a  hemp 
center. 

116. — Ropes  shall  be  laid  up  in  the  best  manner,  and  shall  be 
thoroughly  soaked  in  an  approved  lubricant  during  the  process  of 
manufacture. 

117. — The  counterbalance  ropes  shall  be  made  from  wire  which  has 
been  tested  in  the  presence  of  an  inspector  designated  by  the  Engineer, 
and  which,  for  sizes  from  0.076  to  0.150  in.  in  diameter  (the  limiting 
values  used  in  counterbalance  ropes),  exhibits  the  following  physical 
properties : 

a. — The  tensile  strength  shall  be  not  less  than  225  000  lb.  per  sq.  in. 
for  wire  from  0.150  to  0.126  in.  in  diameter,  nor  less  than  230  000  lb.  for 
wire  from  0.125  to  0.101  in.  in  diameter,  nor  less  than  235  000  lb.  for 
wire  from  0.100  to  0.076  in.  in  diameter. 

h. — The  total  ultimate  elongation,  measured  on  a  piece  12  in. 
long,  shall  be  not  less  than  2.4  per  cent. 

c. — The  number  of  times  a  piece  6  in.  long  can  be  twisted  around 
its  longitudinal  axis  without  rupture  shall  be  not  less  than  1.4  divided 
by  the  diameter,  in  inches. 

d. — The  number  of  times  the  wire  can  be  bent  90°,  alternately  to 
the  right  and  to  the  left,  over  a  radius  equal  to  twice  its  diameter, 
without  fractui'e,  shall  be  not  less  than  six.     This  test  shall  be  made 
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Number  c 

Pinion  Teel 

Diameter  c 

Sheaves. 


Safety  Guai 


Wire  Ropi 
and  Cable: 
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in  a  nuM'liaiiical  bender  constructed  so  that  the  wire  actually  conforms 
to  the  radius  of  the  jaws  and  is  subjected  to  as  little  tensile  stress  as 
possible. 

lis. — The  rope  shall  be  made  in  one  piece,  if  possible.  Its  break- 
ing: strength,  as  determined  by  test  described  in  Paragraph  121,  shall 
be  not  less  than 


4  900 

lb. 

if 

I 

in.  in  diameter. 

11800 

i 

20  600 

i 

32  400 

i 

45  000 

f 

TO  000 

^ 

79  200 

1 

100  800 

1^ 

120  600 

u 

148  000 

If 

173  000 

n 

200  000 

H 

230  000 

If 

264  000 

11 

297  000 

2 

325  000 

2^ 

374  000 

2i 

a        i 

465  000 

n 

Cl           ( 

119. — In  case  the  physical  qualities  of  the  rope,  or  its  individual 
wires,  fall  below  the  values  cited  above,  the  entire  length  from  which 
the  test  pieces  were  taken  shall  be  replaced  by  the  manufacturer  with 
a  new  length,  the  physical  qualities  of  which  come  up  to  the 
specifications. 

120. — The  dimensions  of  the  sockets  shall  be  such  that  no  part 
under  tension  shall  be  loaded  higher  than  65  000  lb.  per  sq.  in.  when  the 
rope  is  stressed  to  its  ultimate  strength,  as  named  above.  The  sockets 
must  be  attached  to  the  rope  by  a  method  which  is  reliable  and  will 
not  permit  the  rope  to  slip  in  its  attachment  to  the  socket. 

121. — In  order  to  show  the  strength  of  the  rope  and  fastenings, 
a  number  of  test  pieces,  not  more  than  10%  of  the  total  number  of 
finished  lengths  which  will  ultimately  be  made,  nor  less  than  two 
from  each  original  long  length,  and  not  more  than  12  ft.  long,  shall 
be  cut,  and  shall  have  sockets,  selected  at  random  from  those  which 
are  to  be  used  in  filling  the  order,  attached  to  each  end.  These  test 
pieces  are  to  be  stressed  to  destruction  in  a  suitable  testing  machine. 
Under  this  stress  the  rope  must  develop  the  ultimate  strength  given  in 
Paragraph  118. 
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122. — If,  in  testing,  slipping  in  the  sockets  should  occur,  then  the 
;hod  must  be  changed  until  slipping  is  avoided.  The  sockets  them- 
es shall  be  stronger  than  the  rope  with  which  they  are  used;   if 

should  break  during  the  test,  then  two  others  shall  be  selected 

attached  to  another  piece  of  rope  and  the  test  repeated;  and  this 
?ess  shall  be  continued  until  the  inspector  is  satisfied  of  their 
ability,  in  which  case  the  lot  shall  be  accepted.  If,  however,  10% 
Qore  of  all  the  sockets  tested  break  at  a  load  less  than  the  minimum 
mate  strength  of  the  rope,  as  given  in  Paragraph  118,  then  the 
re  lot  shall  be  rejected. 

123. — The  length  of  each  rope,  from  inside  of  bearing  to  inside  of        Length 
ring  of  socket,   shall  be  determined,   and  a  metal  tag  having  the       ^^    ^^^' 
[  length  stamped  thereon  shall  be  attached  securely  to  the  rope. 
124. — One-third  of  the  wire  rope  connections,  selected  at  random.   Testing  Rope 
11  be  tested  (after  attachment  to  the  ropes  are  made)  up  to  0.4  of   Connections. 

ultimate  strength  of  the  rope.     If  any  connection  is  weak,  the  re- 
nder  of  the   connections   shall  be  tested.     The  weak  connections 
11  be  rejected  and  replaced.     Not  less  than  four  connections  shall 
tested. 
125. — The  manufacturer  shall  provide  proper  facilities  for  making   Facilities  for 

tests,   and  shall  make  at  his  own  expense  all  the  tests  required.    ^^  ^^^     ^^^' 
5ts  shall  be  made  in  the  presence  of  an  inspector  who  represents  the 
gineer. 

126. — Ropes  shall  be  shipped  in  coils  the  minimum  diameter  of  Shipment  of 
ch  is  at  least  thirty  times  that  of  the  ropes,  and  they  shall  be  un-  ^^^  ^°  °^  *' 
ed  for  use  by  revolving  the  coil,  not  by  pulling  the  rope  away  from 

stationary  coil. 

Workmanship. 

127. — For  the  parts  of  the  operating  machinery  of  movable  bridges 
ch  are  usually  exposed  to  the  weather,  the  finish  shall  be  confined 
the  bearing,  rotating,  and  sliding  surfaces,  and  wherever  it  is  re- 
red  to  produce  accurate  fits  and  precise  dimensions. 
128. — Equalizing  levers  in  rope  connections  shall  be  neatly  finished, 
[  shall  conform  to  the  dimensions  shown  on  the  drawings. 
129. — Castings  shall  be  cleaned,  and  seams  and  other  blemishes 
loved. 

130. — Drainage   holes,   not   less   than   |    in.   in   diameter,   shall   be 
lied  in  places  where  water  is  likely  to  collect. 

181. — Unfinished  bolts  may  have  a  play  of  -^j.  in.  in  the  bolt  holes.       piay  of 
itned  bolts  must  have  the  diameter  of  the  shank  at  least  -^^  in.  larger     ^°Boits.^ 
an  the  diameter  of  the  threaded  portion,  and  must  have  a  driving  fit 

the  bolt  hole. 

132. — The  backs  of  racks  and  surfaces  in  contact  shall  be  planed.  Racks  and 

Contact 
Surfaces. 


43(1 
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Slii-avos. 


(troovpH  ill 
Slieiivps. 


Treji'i- 
Platcs. 


Finishing  of 

Trunnions, 

etc. 


Grooves. 


Hubs. 


Cut  Gears, 
etc. 


Beveled  Gears, 


K5.'5. — TIk*  boarinp:  siirfacc.^,  nt  the  jimction  of  tin;  cast  rim  am 
structural  parts  in  built-uf)  sheaves,  shall  h{'  planed  to  ^nvc  full  con 
(net  throujfhoiit  the  oircunrfercnce  of  the  sheave. 

1>'M. — The  grooves  in  the  circuinfercnce  of  sheaves  carrying  win 
ropes  shall  he  turntui  to  a  radius  that  will  fit  the  rope.  This  i.s  to  b 
done  after  the  sheave  is  completely  assembled  and  permanent]; 
riveted  up. 

I'^T). — The  toi^  and  bottom  of  the  tread-plates  and  surfaces  jj 
contact  in  rolling  bridges  shall  be  planed  to  fit.  A  full  bearing  mua 
be  made. 

136. — The  periphery  and  the  ends  of  teeth  which  mesh  witl 
shrouded  teeth  shall  be  planed,  and  the  pitch  line  shall  be  scribe 
thereon. 

137. — Journals  and  trunnions  shall  be  turned  with  a  fillet  where  th 
section  changes.  Journals  shall  have  a  collar  at  each  end.  Trunnion 
and  journals  8  in.  in  diameter  and  greater  shall  have  a  hole,  1^  ii 
in  diameter,  bored  through  on  the  longitudinal  axis.  Journals,  trui 
nions,  and  bushings  must  be  polished  after  being  turned.  The  u^ 
of  a  cutter  which  trembles  or  chatters  will  not  be  allowed. 

138. — The  joints  between  the  caps  and  bases  of  journal  and  truniua 
bearings  shall  be  planed.  The  ends  of  the  bases  and  surfaces  in  cor 
tact  with  the  supports  shall  be  planed.  Bolt  holes  for  holding  the  C£ 
to  the  base  and  for  holding  the  base  to  its  support  shall  be  drilled. 

139. — The  grooves  in  the  surfaces  of  trunnions  or  similar  lari 
bearings  shall  be  machine  cut.  Chipping  and  filing  will  be  allow* 
only  for  removing  small  inequalities.  The  grooves  shall  be  smoot 
especially  the  rounded  corners. 

140. — Hubs  of  wheels,  pulleys,  couplings,  etc.,  shall  be  bored  to 
close  on  the  shaft  axle.     If  the  hub  performs  the  function  of  a  coll; 
the  end  next  to  the  bearing  shall  be  faced.     Holes  in  hubs  of  tooth 
gear  wheels  shall  be  concentric  with  the  pitch  circle. 

141. — The  periphery  of  gear  wheels  shall  be  turned.  Gear  whe 
and  racks  which  are  part  of  the  train  which  actuates  the  movi 
span  shall  be  cut.  Other  gears,  except  beveled  gears,  shall  be  machi 
moulded. 

142. — If  any  moulded  gears  are  shrouded,  chipping  or  other  mea 
shall  be  used  at  the  junction  of  the  shrouding  and  teeth  to  insi 
proper  meshing. 

143. — Beveled  gears  shall  be  cut.  The  cutting  shall  be  done  by 
planer  having  a  rectilinear  motion  to  and  from  the  apex  of  the  coi 
Rotating  milling  cutters  shall  not  be  used. 

144. — Threads  on  worms,  and  the  teeth  of  worm  wheels  shall 
cut,  and  shall  fit  accurately.     Point  contact  shall  be  avoided. 


i 
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145. — Any  two  surfaces  which  slide,  or  roll,  or  bear  on  each  other, 
11  be  planed  or  turned  to  fit. 

146. — Machinery  parts  shall  be  assembled  on  the  supporting  mem- 
5  in  the  shop,  and  shall  be  aligned  and  fitted,  and  holes  in  the  sup- 
ts  drilled,  and  with  the  members  in  correct  relative  position.  The 
nbers  shall  be  match-marked,  both  to  the  supports  and  to  each  other, 

re-erected  in  the  same  relative  position. 

147. — The  holes  in  the  girders  and  columns  for  the  bolts  connecting 
main  sheave  bearings  to  their  supporting  girders  shall  be  drilled 
n  the  solid  through  cast-iron  or  steel  templates  on  which  the  bear- 
5  were  set  and  accurately  lined  when  the  holes  in  the  bearing  were 
id.    The  bolt  holes  and  the  bolts  shall  be  turned  to  the  same  diame- 

and  the  bolts  shall  be  driven  to  place  without  injury  to  them,  the 
rings,  the  girders,  or  the  columns. 

148. — Trunnions  shall  be  turned  to  a  diameter  of  ^V  i^i-  less  than 
;  of  the  bushing.  Before  shipping,  the  trunnions  shall  be  placed 
their  bearings  and  given  two  full  rotations.  If  any  grinding  or 
i  turning  is  found,  it  must  be  remedied.  The  tests  shall  be  made 
ihe  presence  of  the  Railroad  Company's  inspector. 
149. — Faces  of  flange  and  split  muff  couplings  shall  be  planed  to  fit. 
!  couplings  shall  be  keyed  to  the  shaft. 

150. — A  special  effort  to  secure  good  workmanship  on  keys  and  key- 
7S  shall  be  made. 

151, — Machined  surfaces  shall  have  a  coating  of  white  lead  applied 
hem. 

152. — Machinery  which  is  of  the  regular  standard  manufactured 
3,  such  as  steam,  gasoline,  electric  motors,  pumps,  air  compressors, 
,  shall  be  guaranteed  by  the  manufacturer  as  to  efficiency,  and  shall 
subject  to  the  approval  of  the  Engineer.  Motors  shall  be  tested  to 
7e  that  they  fulfill  the  specified  requirements  and  develop  the  de- 
d  speed,  power,  and  torque. 

153. — The  rating  of  a  prime  mover  shall  be  the  horse-power  deter- 
led  by  the  brake  test. 


Assembling  of 
Machinerv. 


Holes  for 

Sheaves  for 

Vertical  Lift 

Bridges. 


Testing  of 
Trunnion 
Bearings. 


Facing  of 
Couplings. 


Coating  of 
Surfaces. 


Unit  Stresses. 


154. — Machinery  parts  shall  be  designed  for  the  normal  loads  used 

letermining  the  torque  curves,  using  the  unit  stresses  herein  speci- 

.     For  the  excess  torque  specified  for  the  prime  mover,  twice  the 

mal  unit  stresses  will  be  allowed.     (178)  (205)  (208). 

155. — If  brakes  act  through  the  machinery,  the  unit  stresses  pro- 

ed  by  braking  shall  not  exceed  by  more  than  50%  those  caused  by 

normal  torque  of  the  prime  mover. 

156. — The  following  unit  stresses,  in  pounds  per  square  inch,  shall 

used  for  parts  in  which  main  stresses  are  not  increased  by  impact: 


Normal  and 
Excess  Loads. 


Braking. 


Reversal  of 
Stresses. 
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Stresses  in  One  Direction 


Material.  Ttusicn. 

Machinery  steel ...    '.»  400 

Struct ural  steel....    S  500 


ConipresHloti. 

9  400  —  40 
s  :>(){)  --- :{(; 
s  000  —  :'>:> 


\ 


Fix«'<l  Bfarin^c.        Shear 
1  1  000  G  200 


r>  f;oo 


000 


Steel  castin<,'s 7  000 

/■ 

Phosphor-bronze . .    (I  000  4  OOO 

Cast  iron :}  000  S  000  .'i  000 

Shear  on  keys. ...  4  1)00 

Bearing  on  keys. .  8  800 

157. — The  maximum  unit  tension  in  plow-steel  cables  shall  be  otk' 
sixth  of  the  ultimate.  The  maximum  unit  tension  is  equal  to  tb 
direct  unit  stress  plus  the  extreme  fiber  unit  stress  in  the  individua 
wire  due  to  bending  over  the  sheave. 

158. — For  stresses  which   are  reversed  at  the  rate  of  ten  or  more 
times  per  minute,  use  one-half  of  the  above  unit  stresses. 

159. — If  wire  rope  is  bent  over  a  sheave,  the  bending  stress   and 
permissible  load  on  the  rope  shall  be  calculated  as  follows: 

Let  P  =  the  total  pull  or  permissible  load  on  the  rope,  in  pounds; 
K  =  extreme  unit  fiber  stress  in  greatest  individual  wire; 
E  =  modulus  of  elasticity  =  28  500  000; 

a  =  cross-sectional  area  of  rope,  in  square  inches; 

d  =  diameter  of  thickest  wire,  in  inches; 
D  =  diameter  of  sheave  to  center  of  rope,  in  inches; 

S  =  greatest  unit  tension  allowable; 

a  =  angle  of  helical  wire  with  axis  of  strand; 

^  =  angle  of  helical  strand  with  axis  of  rope; 

c  =  diameter  of  rope. 

Ed  cos.^  a  cos.^  /3 


Then  K  = 


=  a    (  S  — 


D 

Ed  cos.^    a  cos.^  /3 
D 


) 


For  rope  having  six  strands  of  nineteen  equal  wires  each, 

/^       1800  000  c\ 


because  cos.^  a  cos."  /3    :=^  0.95,  cZ  = 


15 


160. — For  haulage  rope,  six  strands  of  seven  wires  each,  take  d  =  -r- 

161. — If  a  rope  is  in  contact  with  a  sheave  over  a  small  arc,  the 
actual  radius  of  curvature  may  be  greater  than  that  of  the  sheave. 
(See  figure.) 
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Let  R  =  The  actual  radius  of  curvature; 

$  =  the  angle  between  the  directions  of  the  rope; 
W  =  pull  on  individual  wire,  equal  to  P  divided  by  the  num- 
ber of  wires  if  all  wires  are  of  equal  diameter. 


Then  B  =  — -^-^ 

17  COS.  _  ^    '^'^ 

2 


I 


162. — If  R  is  greater  than  the  radius  of  the  sheave,  2R  should  be 
used  in  place  of  D  in  Formulas  (1),  (2),  and  (3).  The  formula  is 
only  valid  for  values  of  6  between  130  and  180  degrees. 

163. — The  strength  of  cut  gear  teeth  shall  conform  to  the  follow-    strength  of 
ing  formula,  one  tooth  only  taking  pressure: 

/         ,         0.912  \        600         .       ,  .  ^ 
P^fpb  (0.154 —)  ^^^^^-^,  m  which 

P  =  pressure  on  tooth,  in  pounds; 
/  =  permissible  unit  stress  =  17  000  lb. ; 
p  =  pitch,   in  inches ; 
1)  =  face  or  breadth  of  tooth,  in  inches; 
n  =  number  of  teeth  in  gear; 
V  =  velocity  on  pitch  circle,  in  feet  per  minute. 

164. — The  strength  of  machine-moulded  teeth  shall  be  calculated 
by  the  foregoing  formula,  taking  /  =  15  000  lb. 

165. — The  foregoing  formula  is  for  involute  teeth  having  an  angle 
of  obliquity  equal  to  20  degrees. 

166. — The  pressure,   in  pounds  per  linear  inch,  on  rollers   at  rest  pressure  on 
shall  be,  for  rolled  and  cast  steel,  600  d,  where  d  equals  the  diameter 
of  the  roller,  in  inches. 

Unit  Stresses  for  Bearing  on  Rotating  and  Sliding  Surfaces. 

167. — Maximum  bearing  values  for  rotating  and  sliding  surfaces, 

in  pounds  per   square   inch: 

Bearings  on  which  the  speed  is  slow  and  intermittent: 

Pounds  per 
square  inch. 

Trunnion  bearings  on  bascule  bridges:  machinery 

steel  on  phosphor-bronze 1  500 

Wedges:    Cast    steel    on    cast    steel    or    structural 

steel 500 

Screws  which  transmit  motion  on  projected  area  of 

thread 200 


Rollers. 
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I  I'ouikIh  per 

For    orflinary    cnsi's,     ])Mrts     moving-    at    moderate 

si)oeds:  Hardened  steel  on  Imrdencd  steel 2  000 

Hardened  steel  on  hronzo 1  500 

I            Tool  steel  (not  hardened)  on  l)roii/.e 900 

;            tStructnral  steel  on  bronze GOO 

I            Cast  iron  on  struetural  steel 400 

I  On   eross-head  slides,   si)eed   not  exceeding  000   It. 

l>er  mill 50 

Ids. — In  order  to  i)revcnt  heating  and  seizing  at  higher  speeds,  the 

pressure  on  pivots  or  foot-step  bearings  for  vertical  shafts  and  journals 

shall  not  exceed: 

40  000 
On  pivots p  = 


On  journals p 


nd 
800  OOP 
n  (I 


per  square  inch. 


per  square  inch. 


Where  n  =  number  of  revolutions  per  minute; 

d  =  diameter  of  journal  or  pivot,  in  inches. 

'  100. — For  crank  pins  and  similar  joints  with  alternating  motion, 
the  limiting  bearing  values  given  in  the  above  formula  may  be 
doubled. 

170. — Permissible  pressure,  in  pounds  per  linear  inch  of  roller  in 
motion : 

For  cast  iron   p  =      200cZ 

For  steel  castings   P  =     400c? 

For  machinery  steel  P  =      oOOd 

For  tool  steel   p  =     800^? 

For  hardened  tool  steel /;  =  1  OOOrf 

Where  p  =  pressure  per  linear  inch  of  roller, 
and  d  =  diameter  of  roller,  in  inches. 

171. — The  foregoing  values  are  for  rollers  and  bearing  surfaces  of 
the  same  material;  if  rollers  and  bearing  surfaces  are  of  different 
materials,  the  lower  value  shall  be  used. 

Power  Equipment. 
General  Requirements. 

172. — The  kind  of  motor  best  adapted  to  any  particular  case  de- 
pends on  local  conditions,  and  should  be  left  to  the  judgment  of  the 
Engineer. 

173. — If  the  bridge  is  operated  by  mechanical  power,  the  motor 
shall  be  of  ample  capacity  to  move  or  turn  the  bridge  at  the  required 
speed.  No  matter  what  mechanical  power  is  used,  all  bridges  shall  also 
be  provided  with  hand-power  operating  machinery. 
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1Y4. — Friction  brakes,  to  be  operated  by  hand  or  foot,  shall  be  pro- 
vided where  the  motor  is  located  in  the  operator's  house.  They  shall 
have  sufficient  capacity  to  stop  or  hold  the  moving  span  in  any  posi- 
tion, under  all  conditions. 

175. — If  mechanical  power  of  any  kind  is  to  be  used  for  operating 
a  movable  bridge,  a  suitable  house  shall  be  provided  for  the  operator. 
The  house  shall  be  of  such  dimensions  as  required  for  the  purpose  for 
which  it  is  to  be  used.  It  shall  be  placed  in  a  position  where  the  opera- 
tor can  observe  the  signals  and  see  the  approaching  vessels  and  trains, 
and  with  enough  windows  of  sufficient  size,  so  that  his  view  will  not 
be  obstructed.  If  the  operator's  house  is  above  or  below  the  floor  of 
the  bridge,  suitable  steel  or  iron  stairs  with  railings  shall  be  provided 
to  lead  from  the  floor  of  the  bridge  to  the  floor  of  the  operating  house. 
The  house  shall  be  of  fire-proof  construction,  consisting  of  a  steel 
frame,  steel  floor  joists  and  a  fire-proof  floor.  If  the  house  contains 
motors  and  machinery,  the  floor  shall  preferably  consist  of  steel  plates, 
but,  if  the  motors  are  located  elsewhere,  the  floor  between  the  joists 
may  be  of  concrete  construction.  The  sides  and  roof  shall  be  of  metal, 
concrete,  or  any  other  non-combustible  material.  The  hand-rail  for 
stairways  and  other  places  shall  be  made  of  l^-in.  gas  pipe. 

176. — Whenever  climatic  conditions  require  it,  provision  shall  be 
made  for  heating  the  operator's  house.  If  steam  power  is  used,  the 
house  shall  be  heated  by  a  steam  coil  or  radiator  fed  from  the  boiler. 
If  electric  power  is  used,  the  heat  may  be  supplied  by  electricity.  If 
gasoline  is  used,  or  any  other  power  which  cannot  be  utilized  for  heat- 
ing, a  coal,  wood,  petroleum,  or  gas  stove,  as  directed  by  the  Engineer, 
shall  be  provided. 

177. — A  whistle,  having  a  bell  5  in.  in  diameter  and  12  in.  long, 
shall  be  installed  complete.  If  operated  by  air,  the  compressor  and  air 
tank  shall  conform  to  the  following  specifications:  The  compressor 
shall  be  motor  driven,  the  motor  and  compressor  being  on  one  frame, 
and  geared.  All  working  parts  shall  be  completely  enclosed,  and  self- 
lubricating.  The  compressor  shall  have  a  piston  displacement  of  from 
25  to  30  cu.  ft.  per  min.  when  working  against  a  tank  pressure  of  90  lb. 
per  sq.  in.  The  compressor  shall  be  provided  with  strainer,  and  auto- 
matic governor  and  switch,  in  order  that  the  compressor  may  start  and 
stop  automatically  at  any  predetermined  tank  pressure.  The  air  re- 
ceiving tank  shall  be  36  in.  in  diameter  and  8  ft.  long,  or  of  equal 
capacity.  The  tank  shall  be  galvanized,  and  good  for  a  working 
pressure  of  100  lb.  per  sq.  in.  It  shall  be  provided  with  pressure  gauge 
and  pigtail,  pop-valve  and  drain  cock,  and  have  standard  flanges  bushed 
for  li-in.  pipe.  The  Contractor  shall  furnish  all  pipe,  pipe  fittings, 
and  valves,  and  all  shall  withstand  a  working  pressure  of  100  lb.  per 
sq.  in. 

178.— A  prime  mover  shall  be  capable  of  exerting  twice  the  greatest 
torque  shown  on  the  torque  curves  for  the  normal  loads.     (154). 
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170. — If  a  steam  engine  is  usod,  it  shall  consist  of  a  (loubl(3-frylin(ler, 
reversing  engine,  the  piston  speed  of  which  shall  not  exceerl  200  ft. 
l>er  niin.;  it  shall  develop  the  desired  power  and  speed  with  a  steam 
pressure  of  50  lb.  per  sq.  in.  The  engine  shall  be  connected  to  the 
operating  machinery  by  an  approved  friction  clutch,  arranged  so  that 
the  moving  and  locking  machinery  can  be  operated  alternately  or 
stopped  without  stopping  the  engine. 

180. — In  the  steam  sui)ply  pipe,  and  close  to  the  steam  chest,  shall 
be  placed  a  steam  separator.  This  separator,  under  test  with  quality 
of  steam  as  low  as  QQ%y  shall  show  an  average  efficiency  of  85%  in 
five  tests. 

181. — The  steam  shall  be  generated  by  one  or  two  upright,  tubular 
boilers,  each  of  which  shall  have  twice  the  capacity  of  the  engine.  The 
boilers  shall  be  designed  for  a  steam  pressure  of  150  lb.  per  sq.  in., 
and  adapted  to  the  kind  of  fuel  specified  by  the  Engineer;  they  shall 
be  of  open-hearth  steel,  in  accordance  with  the  specifications  for  boiler 
plates  appended  hereto.  They  shall  be  encased  in  asbestos  and  covered 
with  Russia  iron. 

182. — The  boilers  shall  also  be  in  accordance  with  the  specifications 
of  the  ^fechanical  Department  of  the  Kailroad  Company,  and  shall 
conform  to  the  civil  laws. 

183. — Vertical  boilers  shall  have  submerged  flues  at  the  top. 

184. — The  total  horse-power  of  the  boilers  shall  be  tw^ice  that  of  the 
engine,  and  shall  be  computed  by  the  following  rule:  Calculate  the 
inside  area  of  the  tubes,  the  area  of  the  tube  sheet  next  to  the  fire, 
and  the  sides  of  the  fire-box  where  this  is  in  contact  with  the  fire. 
Take  the  sum  of  these  areas  in  square  feet  and  divide  by  fifteen.  The 
intention  is  to  allow  15  sq.  ft.  of  heating  surface  per  horse-power.  At 
least  i  sq.  ft.  of  grate  surface  shall  be  provided  per  horse-power. 

185. — The  engine-room  shall  be  provided  with  a  steel  water  tank 
of  sufficient  capacity;  a  duplex,  steam  feed-pump;  and  an  injector  for 
each  boiler,  with  necessary  pipes  and  connections  for  feeding  boilers 
separately  or  together;  steam  water-lifters  with  necessary  strainers, 
flexible  hose,  and  piping  to  lift  the  water  from  the  river  into  the  tank ; 
a  coal  hoist  and  a  steel  coal-bin  of  sufficient  capacity.  The  engine- 
room  shall  be  provided  with  a  suitable  indicator  for  recording  the  posi- 
tions of  the  moving  span  in  turning  and  locking. 

Internal-Combustion  Engines. 

186. — If  an  internal-combustion  engine  is  used,  one  of  the  most 
substantial  kind  shall  be  selected,  the  maximum  piston  speed  of  which 
shall  not  exceed  500  ft.  per  min.  The  engine  shall  have  a  reversing 
gear  provided  with  approved  friction  clutches,  to  be  operated  by  a 
hand-wheel.     The  countershaft  connecting  the  engine  with  the  operat- 
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ng"  machinery  shall  be  provided  with  disengaging  couplings,  arranged 
10  that  the  moving  and  locking  machinery  can  be  operated  alternately 
md  in  either  direction  without  stopping  the  engine.  Motors  of  10  h.p. 
ir  more  shall  be  started  by  compressed  air.  The  fuel  tank  shall  be 
ocated  outside  of  the  engine-house.  The  engine-room  shall  be  pro- 
ided  with  indicators  for  recording  the  positions  of  the  moving  span, 
nd  lifting  and  locking  apparatus. 

187. — For  bridges  which  are  to  be  opened  at  intervals  of  10  min. 
r  less,  and  about  six  times  per  hour,  the  engine  shall  be  water-cooled, 
'or  longer  intervals,  the  engine  shall  be  air-cooled.  For  this  purpose, 
he  outside  cylinder  shall  have  deep  flanges  about  which  a  forced  circu- 
ition  of  air  is  maintained  by  a  fan. 

188. — The  ignition  shall  be  of  the  jump-spark  kind  in  which  the 
3Condary  coil  is  made  up  on  each  spark  plug  as  part  of  it,  so  that  a 
)w  voltage  current  of  not  more  than  10  volts  will  be  sufficient. 

189. — Two  extra  igniters  and  two  extra  crank-pin  brasses  shall  be    Extra  Parts, 
arnished. 
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190. — The  electric  equipment  shall  conform  to  the  Standardization 
ales  of  the  American  Institute  of  Electrical  Engineers,  as  adopted 
Mne  21st,  1907,  or  subsequent  revisions. 

191. — The  National  Electric  Code  shall  apply  to  the  electric  con- 
truction  and  installation,  except  as  may  be  noted  hereinafter. 

192. — The  quality  of  the  wires  and  insulation  shall  conform  to  the 
pecifications  of  the  Kailway  Signal  Association,  as  revised  and 
dopted  October,  1911.  (See  Volume  8  of  the  Proceedings  of  that 
ssociation.) 

193.— Any  motor  under  test  shall  develop  the  required  horse-power 
id  torque  at  the  armature  shaft.  Characteristic  curves  showing  the 
jsults  of  the  test  shall  be  furnished  by  the  manufacturer. 

194.— Motors  shall  be  tested  for  one-half  their  normal  voltage  be- 
^een  the  brushes.     An  efficiency  curve  shall  be  shown. 

195.— Motors,  generators,  automatic  circuit  breakers,  solenoids, 
-akes,  and  other  electric  mechanism  shall  be  tested  at  the  factory 
7  the  manufacturer  in  the  presence  of  the  Railroad  Company's 
Lspector. 

196.— If  the  motor  is  enclosed  in  a  case,  as  mill  motors  are,  small 
)enings  of  sufficient  size  shall  be  provided  in  the  case  for  the  inspec- 
on,  removal,  and  replacing  of  brushes. 

197.— One  cast-steel  cut  gear,  bored  and  key-seated  for  attachment 
>  the  countershaft,  shall  be  furnished  with  the  motor.  The  gear  and 
mion  shall  be  covered  by  a  sheet-steel  or  malleable-iron  split  gear 
ase,  supported  by  the  motor  frame  and  completely  covering  the  gear 
nd  pinion.     An  opening,  with  a  hinged  cover,  shall  be  provided  in 
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\\\o  p'nr  case  for  ins|)(>ctic)ii  and  oiling.  Tlif  ^cur  ratio  shnll  bo  such 
tlmt  the  full  speed  of  tlie  counter.slinft  will  not  be  mnvr  tban  125  rev, 
per  mill. 

108. — Motors  sball  have  a  forced -steel  eiit  pinion,  out  of  one  piece, 
keyed  to  the  end  of  tlic  armature  shaft  and  secured  by  a  loek-nut. 

199. — For  each  size  of  motor  furnished,  the  Contractor  shall  sup- 
ply the  following  spare  parts:  One  armature,  one  field  coil,  one  pinion, 
one  gear,  and  one  set  of  brushes.  These  parts  shall  be  finished  and 
fitted  in  such  a  manner  as  to  admit  of  being  installed  in  their  re- 
spective places  without  further  fitting  or  adjustment. 

200. — The  motors  shall  be  mounted  in  such  a  numner  as  to  admit 
of  ea:?y  access  for  inspection  and  repairs;  they  shall  be  supported 
securely  by  brackets  or  suitable  foundations. 

201. — If  the  machinery  and  motors  are  on  the  moving  span,  they 
shall  be  capable  of  being  operated  satisfactorily  in  any  position  of 
the  span. 

202. — Motors  must  be  housed  in  weather-proof  metal  housing.  Thi? 
housing  must  be  large  enough  to  allow  the  inspection  and  oiling  of  the 
motor.  It  must  be  readily  removable  .so  tliat  access  to  the  motor  ma\ 
be  obtained.  No  metal  in  this  housing  shall  be  less  than  No.  16,  U.  S 
Standard,  gauge;  it  shall  be  galvanized. 

203. — Direct-current  motors  and  generators  shall  be  of  the  railwaj 
series,  or  mill,  interpole  type,  water-proof,  with  slotted-drum  armature 
and  form-wound  armature  coils.  They  shall  be  of  a  standard  com 
mercial  type  in  common  use. 

204. — The  rating  of  a  direct-current  motor  is  the  horse-power  out 
put  at  the  armature  shaft  which  gives  a  rise  of  temperature  above  th 
surrounding  air  (referred  to  a  room  temperature  of  25°  cent.)  no 
exceeding  90°  cent,  at  the  commutator  and  75°  cent,  at  any  othe 
part  after  a  continuous  run  of  1  hour  at  its  rated  voltage,  on  a  stan 
with  the  motor  covers  removed  and  with  natural  ventilation.  Tb 
rise  in  temperature  is  to  be  determined  by  thermometer,  but  the  resis' 
ance  of  no  electric  circuit  in  the  motor  shall  increase  more  than  40^ 
during  the  test. 

205. — Direct-current  motors  shall  be  capable  of  exerting  contin; 
ously  for   two   cycles   twnce  the  normal   torque  shown   on   the  tor 
curves  for  the  moving  span  and  machinery.     One  cycle  is  an  open 
and  closing  of  the  bridge  in  a  specified  time.     (154)   (224)  (226). 

206. — Alternating-current  motors  shall  be  of  the  three-phase, 
duction  type,  with  slip-rings,  rotor-vround,  25  or  60  cycles,  and  2$ 
or  440  voltage,  unless  otherwise  specified.  The  resistance  for  vaiyin 
the  speed  shall  be  in  series  with  the  rotor  circuit,  and  be  such  as  1 
affect  evenly  all  three  phases.  ]\Iotors  of  5  h.p.  or  less  may  be  of  tl 
squirrel-cage  type. 

207. — Alternating-current    motors    shall    show,    in    a    run    for   hfe 
test,   the   following  maximum  temperature   rises   above   25°    cent,  f 


I 


REVISED  specifications:  movable  railroad  bridges       445 


le  surrounding  room:  for  continuous  run  under  a  nominal  load, 
0°  cent.;  for  2  hours'  run  under  25%  overload  and  a  1  min.  run 
nder  50%  overload  55°  cent. 

208. — Alternating-current  motors  shall  be  of  rugged  construction, 
'he  sum  of  the  starting  torques  of  the  motors  shall  be  at  least  equal 
)  twice  the  greatest  torque  shown  by  the  torque  curves  for  the  bridge 
Derating  machinery.  The  pull-out  torque  shall  be  at  least  equal  to 
I  times  the  starting  torque.     (154)  (224)   (226). 

209. — The  controllers  for  motors  shall  be  located  in  the  operating- 
3use.  The  controllers  shall  be  of  the  reversing  drum  type,  or  flat 
^■pe,  with  magnetic  blow-out,  and  shall  be  capable  of  varying  and 
laintaining  the  speed  of  the  motors  throughout  the  entire  range  de- 
red,  without  injurious  sparking,  and  without  shock  due  to  sudden 
ariation  in  speed.  The  controllers  shall  be  capable  of  doing  their 
ork  for  the  usual  loads,  and  excess  loads,  that  may  come  upon  the 
lotors,  with  a  temperature  rise  not  exceeding  that  specified  for  the 
lotors. 

210. — The  controller  shall  have  a  sufficient  number  of  notches  or 
eps,  such  that  the  minimum  or  maximum  motor  torque  will  not 
iffer  by  more  than  10%  from  the  average  torque  required  for  uni- 
5rm  acceleration. 

211. — One  controller  shall  be  furnished  for  the  operation  of  the 
lain  motors,  one  for  rail-lock  motors,  and  one  for  bridge-lock  motor, 
'hese  controllers  shall  be  designed  so  that  the  operation  of  any  motor 
an  be  cut  out  by  pulling  a  switch  on  the  switch-board,  without  affect- 
ig  the  operation  of  any  of  the  other  motors. 

212. — The  controllers  for  the  two  main  motors,  if  for  direct  cur- 
mt,  shall  be  of  the  series-parallel  type;  or  of  the  type  in  which  the 
eld  is  varied,  as  may  be  done  for  the  interpole  type  of  motor. 

213. — The  control  of  motors  shall  be  electrically  interlocked  with 
ich  other  and  with  the  signal  system,  and  the  bridge  shall  be  con- 
■olled  in  such  a  way  that  the  end-locks  cannot  be  released  until  the 
gnals  have  gone  to  danger  position  and  the  derails  are  set;  and  the 
[•idge  motor  cannot  be  started  until  the  end-locks  have  actually  been 
ileased.  In  closing  the  bridge,  the  control  shall  be  such  as  to  make 
impossible  for  the  operator  to  move  the  end-locks  until  the  bridge 
as  been  completely  closed,  or  to  set  the  signals  at  safety  until  the 
ridge  has  been  closed  and  the  end-locks  are  in  place. 

214. — For  currents  too  large  for  the  usual  type  of  controller,  the 
Lotor  circuits  shall  be  made  by  contactors  mounted  on  panels  or 
'ames.  These  contactors  shall  be  operated  by  solenoids  which  are 
)ntrolled  by  a  master  controller. 

215. — Eor  large  structures,  automatic  control  may  be  used,  but  this 
I  too  complicated  to  be  covered  by  a  specification.  This  should  be 
iken  up  for  special  consideration  with  the  Engineer. 
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216. — Tlcsistniiocs  shnll  bo  of  the  cnst-prid  ty])p,  and  of  such  ca 
pju'ity  that  the  motor  can  bo  oporated  oontinuonsly  at  any  point  of 
the  controller  when  devolopinp  fidl-load  torque,  or  for  10  mln.  when 
dovolo])inf«;  r)()%  over-load  toniuo.  without  sufficient  rise  in  toinf)erature 
of  the  resistance  to  cause  deterioration  of  any  part.  The  resistance 
shall  be  mounted  so  as  to  admit  of  free  ventilation  and  be  without  in- 
jurious vibration. 

217. — The  main  operating  motors,  rail-lock  motors  and  bridge-lock 
motors  shall  be  provided  with  approved  post  brakes  which  are  held  in 
set  position  by  a  spring  with  such  force  as  to  overcome  not  less  than 
50%  of  the  maximum  torque  required.  The  friction  surfaces  are  to 
be  of  materials  not  affected  by  moisture.  The  brakes  are  to  be  released 
by  solenoids  of  ample  power  and  heating  capacity  whenever  the  motors 
are  taking  current,  and  are  to  be  set  automatically  whenever  the  cur- 
rent fails  or  is  cut  off  from  the  motors.  Water-proof  motors  shall  be 
provided  with  w^ater-proof  solenoids.  Brakes  shall  be  provided  with  a 
foot-switch  release  for  coasting  purposes.  Means  shall  be  provided  for 
mechanically  releasing  the  brakes  when  the  bridge  is  to  be  operated  by 
hand  or  other  equipment. 

218. — xVn  additional  emergency  brake  shall  be  provided  and  applied 
to  the  main  operating  machinery.  This  shall  be  released  by  solenoids 
or  motors  which  shall  hold  the  brake  in  release  as  long  as  the  current 
is  applied  to  the  brake  motor.  Cutting  off  the  current  from  the 
solenoids  or  motors,  or  any  failure  of  current,  will  result  in  the  in- 
stantaneous application  of  the  brake.  This  brake  will  be  normally  set, 
but  will  be  released  by  the  operator  before  starting  the  bridge,  and  be 
held  in  release  during  the  entire  operation  unless  an  emergency  con- 
dition arises  requiring  brake  power  in  excess  of  that  offered  by  the 
motor  brakes,  in  which  case  it  may  be  instantly  applied  by  the  opera- 
tor. After  the  bridge  has  been  closed  and  traffic  has  been  resumed,  this 
brake  will  again  be  applied.  This  portion  of  the  equipment  shall  be 
designed  so  that  it  will  not  be  injured  if  left  in  release  indefinitely. 
Proper  means  shall  be  provided  for  releasing  the  brake  mechanically 
when  the  bridge  is  to  be  operated  by  hand  or  emergency-power 
equipment. 

219. — The  emergency  brake  circuit  shall  be  independent  of  the  gen- 
eral interlocking  system,  and  there  shall  be  a  mechanical  interlocking 
device  which  will  prevent  the  main  leaf  motors  and  the  emergency 
brake  from  being  used  one  against  the  other. 

220. — The  emergency  brake  switch  shall  be  attached  to  the  con- 
troller stand  within  easy  reach  of  the  operator,  and  proper  labels  shall 
be  placed  back  of  the  switch  handle  to  indicate  "Set"  and  "Eeleased'' 
positions  of  the  brake. 

221. — An  automatic  cut-off  or  short-circuiting  device  shall  be  pro- 
vided which  will  throw  out  the  circuit  breakers,  cut  off  the  current 
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From  the  operating  motors,  and  set  their  brakes  when  the  bridge  is 
5°  from  its  open  position,  and  its  closed  position.  Spring  switches 
shall  be  provided  which,  if  closed  and  held  closed,  will  put  the  cut- 
>ffs  out  of  commission  and  thus  enable  the  bridge  tender  fully  to  close 
)r  open  the  bridge. 

222. — The  bridge-lock  motors,  and  rail-lock  motors,  shall  be  stopped 
md  the  brakes  set  automatically  at  each  end  of  the  travel. 

223. — Switches  shall  be  designed  to  carry  not  more  than  900  amperes 
per  sq.  in.  of  cross-sectional  capacity. 

224. — Electrical  parts,  such  as  wires,  switches,  etc.,  shall  be  designed 
for  the  currents  which  are  needed  for  the  excess  torques  in  motors. 
(205)   (208). 

225. — Ground  connections  of  ample  area  shall  be  provided. 

226. — Circuit  breakers  and  fuses  shall  be  designed  to  act  when  the 
3urrent  exceeds  21  times  the  current  required  in  the  motors  to  exert 
their  greatest  normal  torque  and  horse-power  for  the  specified  time. 
(205)    (208). 

227. — Enclosed  fuses  shall  be  used. 

228. — No  wire  smaller  than  No.  10,  B.  &  S.  gauge,  stranded  wire, 
shall  be  used. 

229. — Wires  when  installed  shall  be  permanently  tagged  and  num- 
bered so  that  any  wire  can  be  traced  from  the  switch-board  to  the  mo- 
tors, and  to  the  source  of  power. 

230. — The  feeders  shall  be  protected  by  a  pole-switch  fuse  and  light- 
ning arrester  mounted  on  a  non-combustible  and  non-absorbent  insulat- 
ing base. 

231. — A  switch,  of  the  quick-break  type,  shall  be  provided  for  each 
supply  wire.  Each  motor  circuit  and  each  light,  signal,  indicator,  or 
other  circuit,  shall  be  provided  with  switches  which  are  approved  by 
the  Railroad  Company's  Engineer.  The  switches  shall  be  mounted  on 
an  enameled  slate  panel  switch-board  (not  less  than  li  in.  thick,  and 
free  from  metallic  veins,  or  flaws)  in  the  operator's  house.  The  switch- 
board shall  be  large  enough  to  carry  the  meters,  switches,  cut-outs, 
fuses,  etc.  Switches,  cut-outs,  buttons,  etc.,  shall  be  provided  with 
plates  designating  their  use. 

232. — An  automatic  circuit  breaker  shall  be  placed  on  the  switch- 
board in  the  operating  motor  circuit  of  the  bridge.  Each  line  to  the 
motor,  each  line  to  the  electric  brakes,  and  each  lighting,  signal,  indi- 
cator, or  other  circuit,  shall  be  protected  by  enclosed  fuses. 

233. — Automatic  circuit  breakers  shall  be  placed  near  the  top  of  the 
switch-board,  with  the  other  instruments  below. 

234. — Any  circuit  whatsoever  shall  be  protected  by  fuses,  circuit 
breakers,  or  equivalent  devices,  which  will  insure  the  excessive  cur- 
rent being  cut  off  before  any  parts  are  damaged. 


Size  of 
Switches. 

Excess 
Current. 


Fuses. 

Minimum 

Stranded 

Wire. 

Wires  to  be 
Tagged. 


Lightning 
Arrester. 


Quick-Break 

Switch  and 

Switch-board, 


Automatic 

Circuit 

Breaker. 
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LiuihtnJn^' 
Arn*stt>r>. 


Short 
Circuiting;. 

rrotectioii 

of    Kleetrio 

(^outaets. 

Coils. 

Soleuoids,  etc. 

Indicatoi's. 


Volt  Meter,  etc. 


Ground 
Detector. 


Lamps  for 
Lighting. 


Channel 
Lights. 


Railroad 
Signal  System 


2']r).--Li^h(ninu:  nrrester.s  .sIimII  he  placed  as  near  as  practi(':il>le  to 
llu!  parts  to  be  protected,  and  away  from  combiiHtihle  material. 
A  No.  4,  B.  &  S.  e:auge,  wire  should  be  used  for  the  connections;  this 
wire  should  run  in  a  straiplit  line  to  a  ground  plate,  and  not  be  con- 
nocti'd  to  any  structural  parts.  To  avoid  inductive  resistances,  the 
wire  should  not  run  tliron^h  a  conduit.  If  a  choke-coil  is  used,  it 
should  [)(.'  llu)r()U^hl\-   iiisuhitcd   from   llic  ground  and  other  conductors. 

21)0. — The  connections  of  parts  in  contact  witli  track  shall  ho  such 
as  to  allow  no  short  circuiting  of  track  signals. 

2o7. — Electric  contacts  shall  be  protected  from  the  weather  or  ac- 
cumulations of  dirt. 

2.'58. — Coils   shall   be  impregnated. 

2;J9. — Solenoids  and  electrically-operated  brakes  shall  be  housed. 

240. — The  Contractor  shall  provide  and  install  electric  light  in- 
dicators for  the  purpose  of  showing  the  operator  the  various  positions 
of  the  bridsj:o,  especially  the  fully  open,  entirely  closed,  nearly  open, 
and  nearly  closed  positions  of  the  bridge,  and  fully  closed  and  fully 
open  positions  of  the  rail-lock  and  bridge-locks. 

241. — A  volt  meter,  ammeter,  and  watt  meter  shall  be  provided  on 
the  switch-board. 

242. — The  switch-board  shall  be  furnished  with  one  2-c.p.  lamp  for 
detecting  ground,  and  a  2-c.p.  lamp  for  illuminating  the  anuneter  and 
volt  meter  scales. 

243. — In  the  operator's  house  shall  be  placed  ten  16-c.p.  lights,  and 
additional  lights  about  the  machinery  and  such  other  lights  as  the 
Engineer  may  direct.  For  all  lights  in  the  house  above  ten  in  num- 
ber, the  Railroad  Company  will  pay  the  regular  market  price  or  fur- 
nish them  to  the  Contractor. 

244. — Lights  of  16-c.p.  shall  be  placed  outside  at  the  head  and  foot 
of  stairways  or  similar  paths. 

245. — All  lights  in  the  house  shall  have  tungsten  filaments.  Out- 
side lights  shall  have  weather-proof  sockets. 

246.— The  Contractor  shall  furnish  warning  and  channel  lights 
and  sig-nals,  in  accordance  with  the  U.  S.  Government  requirements, 
or  other  harbor  requirements.  The  Railroad  Company  will  furnish 
a  copy  of  the  U.  S.  Government  regulations. 

247. — The  Company  will  furnish  and  install  the  railroad  signal 
system,  also  the  master  lever  and  all  necessary  devices  controlling 
tiie  interlock  between  this  signal  system  and  the  bridge  as  a  whole. 
The  Contractor  shall  furnish  and  install  the  necessary  devices  for  inter- 
locking the  various  parts  of  the  bridge  with  each  other  and  for  con- 
nections to  the  Company's  master  lever. 

248. — Emergency  switches  shall  be  provided  which  will  free  the 
various  motors  from  the  interlocking,  in  emergencies.  These  switches 
shall  be  mounted  on  the  switch-board,  but  covered  by  a  sealed  glass 
case. 
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249. — Unless  the  current  supply  is  taken  from  more  than  one  Current 
ource,  it  shall  be  conducted  to  the  switch-board  in  two  independent  ^' 

onductors,  one  for  the  supply,  and  one  for  the  return  current. 

250. — Submarine  cables,  if  needed,  will  be  furnished  and  laid  by  the    Submarine 

>    -1        J   r^  Cables. 

L,ailroad  Company. 

251. — If  wires  are  to  be  placed  in  conduits,  the  conduits  shall  be       Conduits 
f  ample  size,  sherardized,   or  loricated  on  the  inside.     No  wire  less    size  of  Wire, 
aan  No.  12,  B.  &  S.  gauge,  shall  be  used. 

252. — Conduits  shall  be  of  sufficient  size  to  allow  the  wires  to  be  Oonduiets  and 
asily  drawn  in.    No  joints  are  to  be  made  inside  of  a  conduit.     Condu-  '^ 

its  and  factory  ells  shall  be  used.     Condulets,  ells,  and  conduits  shall 
e  sherardized,  or  loricated  inside. 

Specifications  for  Special  Metals  Used  for  Machinery  Parts. 

Steel  Castings. 

253. — Steel  for  castings  may  be  made  by  the  open-hearth  or  crucible     Qualities  of 

steel  Castings, 
rocess.  ^ 

254. — All  castings  shall  be  annealed,  unless  otherwise  specified. 

Phosphorus  0.05%  maximum. 

Sulphur 0.05%  maximum. 

255. — Minimum   physical   qualities,    as    determined    on   a   standard 
est  specimen  of  i  in.  diameter  and  2  in.  gauged  length: 

Tensile  strength,  in  pounds  per  square  inch 70  000 

Elongation :  percentage  in  2  in 18 

Contraction  of  area :  percentage 25 

25G. — A  test  to  destruction  may  be  substituted  for  the  tensile  test, 
I  the  case  of  small  or  unimportant  castings,  by  selecting  three  cast- 
igs  from  a  lot.  This  test  shall  show  the  material  to  be  ductile, 
•ee  from  injurious  defects,  and  suitable  for  the  purpose  intended, 
lot  shall  consist  of  all  castings  from  the  same  melt  or  blow,  annealed 
L  the  same  furnace  charge. 

257. — Castings  shall  be  true  to  pattern,  and  free  from  blemishes,  Flaws  in 
iws,  or  shrinkage  cracks.  When  the  bearing  surface  of  any  steel  Hastings, 
isting  is  finished,  there  shall  be  no  visible  blow-holes  exceeding  1  in. 

any  direction,  nor  exceeding  ^  sq.  in.  in  area.  The  length  of  blow- 
)les  cut  by  any  straight  line  laid  in  any  direction  shall  never  exceed 
in.  in  any  1  ft. 

258. — No  blow-hole  exceeding  one-half  the   above  dimensions   and  Biow-Hoies  in 
•ea  will  be  allowed  in  any  gear  tooth,  or  in  the  rim  at  the  root  of  the   ^^^^  Wheels. 
:eth. 

259. — The  correction  of  defects  in  castings,  by  welding  electrically       Electric 
y  thermit  or  by  similar  processes,  will  not  be  allowed.  vveldmg. 

260. — Large  castings  shall  be  suspended  and  hammered  all  over.  Testing:  of 
^0  cracks,  flaws,  defects,  or  weakness  shall  appear  after  such  caSmgs. 
'eatment. 
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201. — A  spociinon  (1  in.  l>y  A  in.)  sIimH  hrMul.  (-old,  around  a  diame- 
ter of  1  in.,  throuirli  an  angle  of  90°,  without  fraoturo  on  the  outside 
of  the  bent  portion. 

202. — The  number  of  .standard  test  specimens  shall  depend  on  the 
character  and  importance  of  the  casting.  A  test  piece  shall  be  cut, 
cold,  from  a  coupon  to  be  moulded  and  cast  on  some  portion  of  one 
or  more  castincfs  from  each  melt  or  blow,  or  from  the  sink-heads  (in 
case  heads  of  suffici(Mit  size  are  used).  The  coupon  or  sink-liead  must 
receive  the  same  treatment  as  the  casting  or  castings,  before  the  speci- 
men is  cut  out,  and  before  the  coupon  or  sink-head  is  removed  from  the 
casting. 

203. — Turnings  from  the  tensile  specimen,  or  drillings  from  the 
bending  specimen,  or  drillings  from  the  small  test  ingot,  if  preferred 
by  the  inspector,  shall  be  used  to  determine  whether  or  not  the  steel 
is  within  the  limits  in  phosphorus  and  sulphur  specified  in  Paragraph 
254  concerning  chemical  properties. 

Steel  Forgings. 
Qualities  of  204. — Steel  forgings  maj'  be  made  by  the  open-hearth   or  crucible 

Steel  ForginpTS. 

process : 

Phosphorus   0.04%  maximum. 

Sulphur   0.05%  maximum. 

205. — Minimum  physical  properties  as  determined  on  a  standard 
turned  test  specimen  of  ^  in.  diameter  and  2  in.  gauged  length. 

266. — Tensile  strength,  in  pounds  per  square  inch,  85  000  to  05  000 
Elongation :  percentage  in  2  in 2^ 

A  specimen  (1  in.  by  I  in.)  shall  bend,  cold,  180°,  around  a  diame- 
ter of  A  in.,  without  fracture  on  the  outside  of  the  bent  portion.  The 
bending  may  be  effected  by  pressure  or  by  blows. 

267. — The  number  and  location  of  the  test  specimens  to  be  taken 
from  a  melt,  blow,  or  forging  shall  depend  on  their  character  and  im- 
portance, and,  therefore,  must  be  regulated  by  individual  cases.  Th^ 
test  specimens  shall  be  cut,  cold,  from  the  forging,  or  full-sized  pre 
longation  of  the  same,  parallel  to  the  axis  of  the  forging  and  half  w£ 
between  the  center  and  the  outside;  the  specimens  shall  be  longitu( 
nal,  i.  e.,  the  length  of  the  specimen  shall  correspond  with  the  directi( 
in  which  the  metal  is  most  drawn  out  or  worked.  When  forgings  have 
large  ends  or  collars,  the  test  specimens  shall  be  taken  from  a  pro- 
longation of  the  same  diameter  or  section  as  that  of  the  forging  back 
of  the  large  end  or  collar.  In  the  case  of  hollow  shafting,  either  forged 
or  bored,  the  specimen  shall  be  taken  within  the  finished  section  pro- 
longed, half  way  between  the  inner  and  outer  surfaces  of  the  wall  of 
the  forging. 

268. — Turnings  from  the  tensile  specimen,  or  drillings  from  the 
bending  specimen,  or  drillings  from  the  small  test  ingot,  if  preferrec 
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jy  the  inspector,  shall  be  used  to  determine  whether  or  not  the  steel 
is  within  the  limit  in  chemical  composition. 

269. — Forgingrs  shall  be  free  from  cracks,  flaws,  seams,  or  other 
injurious  imperfections,  and  shall  conform  to  the  dimensions  shown 
Dn  the  drawings  furnished  by  the  purchaser,  and  shall  be  made  and 
inished  in  a  workmanlike  manner. 

270. — All  forgings  shall  be  annealed. 

Machinery  Steel. 
271. — Machinery  steel  shall  be  made  by  the  open-hearth  or  crucible     Qualities  of 

Machinery 
process.  steel. 

Phosphorus 0.05%  maximum. 

Sulphur 0.05%  maximum. 

272. — Minimum  physical  properties,  as  determined  on  a  standard 
:urned  test  specimen  of  i  in.  diameter  and  2  in.  gauged  length: 

Tensile  strength,  in  pounds  per  square  inch 80  000 

Elongation  :  percentage  in  2  in 20 

273. — A  specimen  (1  in.  by  ^  in.)  shall  bend,  cold,  180°,  around 
1  diameter  of  1^  in.,  without  fracture  on  the  outside  of  the  bent  por- 
:ion.     The  bending  tests  may  be  made  by  pressure  or  by  blows. 

274. — Turnings  from  the  tensile  test  specimens,  or  drillings  from 
bhe  small  test  ingot,  if  preferred  by  the  inspector,  shall  be  used  to  deter- 
mine whether  the  melt  is  within  the  limits  in  chemical  composition. 

Boiler  Plates. 
275. — The  steel  used  for  boilers  and  fire-boxes  shall  be  made  by  the    Qualities  of 
)pen-hearth  process.  ^*^sted^^^ 

Phosphorus 0.04%  maximum. 

Sulphur 0.04%  maximum. 

276. — The  physical  properties  required  shall  be  as  follows: 

Tensile  strength  desired,  in  pounds  per  square  inch. .  .60  000. 

Jiilongation :  minimum  percentage  in  8  in.  = 

Ultimate  strength. 

Character  of  fracture Silky. 

Cold  bends,  without  fracture 180°  flat. 

277. — The  ultimate  strength  shall  come  within  4  000  lb.  of  that 
lesired. 

278. — Chemical  determinations  of  the  percentages  of  carbon,  phos- 
)horus,  sulphur,  and  manganese,  shall  be  made  by  the  manufacturer 
"rom  a  test  ingot  taken  at  the  time  of  the  pouring  of  each  melt  of 
Jteel,  and  a  correct  copy  of  each  analysis  shall  be  furnished  to  the 
Engineer  or  his  inspector.  A  check  analysis  shall  be  made  from  the 
finished  material,  if  called  for  by  the  purchaser,  in  which  case  an 
excess  of  25%  above  required  limits  will  be  allowed. 
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270.—  Specimens  for  tensile  and  bonding  ti^sts  for  plates  shall  be 
made  by  cuttinp:  coupons  from  the  finished  j)rodLict,  which  shall  have 
l)oth  faces  rolled,  and  both  edj^cs  niilled  to  the  usual  form  of  the  stand- 
ard test  specimen,  1^  iu.  wide  on  a  gauged  length  of  at  least  9  in.;  or 

with  both  cdiiws  jiaralh,'!. 

Nickel  Steel  for  Machine  Parts. 
Qimiitiesof  280.— Nickel  steel  shall  be  made  by  the  open-hearth  process. 

Plates,  shapes,  Rivets, 

and^  bars. 

Phosphorus  shall  not  exceed 0.0*4%  0.04% 

Sulphur   0.05%  0.04% 

Nickel,  not  less  than 3.00%  3.25% 

281. — The  physical  properties  required  shall  be  as  follows : 

Plates,  shapes,  bars,  and  for^-  Rivets. 

ine:s.  Pounds  per  square  inch. 
.Minimum. 

Tensile   strength 80  000  00  000    to    70  000 

Elastic  limit 50  000  40  000    minimum. 

Elongations;   percentage  in  8   in.,  for  plates,  shapes,  bars,  and 

lorgings:  and  also  lor  rivets  ^ =  mmimum. 

Lltimate  strength. 

Elongation:  percentage  in  2  iu.  for  forgings  =  25. 

282. — Specimens  cut  from  forgings  (1  in.  by  ^  in.)  shall  bend, 
cold,  180°,  around  a  diameter  of  1  in.,  without  fracture  on  the  outside 
of  the  bent  portion. 

283. — Specimens  cut  from  plates,  shapes,  and  bars  shall  bend,  cold, 
180°,  around  a  diameter  of  three  times  their  thickness,  without  fracture 
on  the  outside  of  the  bent  portion. 

284. — Each  rivet  rod  shall  bend  180°,  flat,  on  itself,  without  frac- 
ture on  the  outside  of  the  bent  portion. 
285. — Rivet  rods  shall  be  tested  as  rolled. 

286. — The  fracture  of  all  tension  tests  shall  show  a  fine  silky  tex- 
ture,  of    a    uniform   bluish   gray   or   dove   color,   free   from   black    or 
brilliant  specks,  and  shall  show  no  sign  of  crystallization. 
287. — All  nickel-steel  forgings  shall  be  properly  annealed. 
288. — Annealed    eye-bars    and    similar    members,    when    full-sizedj 
pieces  are  tested,  shall  comply  with  the  following  requirements : 
Minimum  ultimate  tensile  strength,  in  pounds  per 

square  inch 75  000 

Minimum  elastic  limit,  in  pounds  per  square  inch.  .  45  000 
Minimum  elongation  in  10  ft.,  including  fracture.  .  12% 
The  fracture  shall  be  mostly  silky,  and  free  from 

crystals. 
Full-sized  pieces   shall  bend,  cold,   180°,   around  a 
diameter    of    twice    their    thickness,    without 
fracture. 
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Tool  steel. 

289. — Tool  steel  is  generally  used  for  parts  which  require  hardening  Qualities  of 
or  oil  tempering,  such  as  pivots,  friction  rollers,  ball-bearings,  and  ^^'  ^^^'■ 
springs. 

290. — Tool  steel  shall  be  made  by  the  open-hearth  or  crucible 
process. 

Carbon 1.00%  minimum. 

Phosphorus  0.04%  maximum. 

Sulphur  .  .* 0.04%  maximum. 

Manganese 0.50%  maximum. 

Phosphor-Bronze. 
291. — Special  phosphor-bronze  shall  be  used  for  high  pressure  and     Qualities  of 

jr         jr  Phosphor- 

slow  speed.  Bronze. 

292. — Phosphor-bronze  shall  be  a  copper-tin  alloy.     The  phosphorus  j 

shall  not  exceed  1  per  cent.     Other  alloys,  up  to  one-half  of  1%,  will  ' 

be  permitted,  except  that  no  sulphur  will  be  allowed. 

Compression : 

Elastic  limit,  in  pounds  per  square  inch.  .19  000  to  23  000 
Permanent    set,    under     100  000    lb.,     in 

inches 0.12  to       0.16  i 

293. — The  compression  is  to  be  made  on  a  cylinder  having  a  height 
of  1  in.  and  an  area  of  1  sq.  in.  The  elastic  limit  is  to  be  the  load 
which  gives  a  permanent  set  of  0.001  in. 

Tension  : 

The  yield  point,  ultimate  strength,  and  elongation  in  2  in.  are 
to  be  recorded.  The  tension  specimen  is  to  have  a  diameter 
of  i  in. 

294. — For  every  heat,  at  least  two  tests  shall  be  made.  A  chemical 
anaylsis  shall  be  furnished. 

Bahhitt  Metal. 

295. — Babbitt  metal  composed  of  the  following  ingredients  and  of     Qualities  of 
the  following  proportions  has  given  satisfactory  results  and  a  low  co-  ^^^^'^^  ^^*^^- 
efficient  of  friction  (0.03  to  0.04)  : 

Copper  3.6  per  cent. 

Tin   89.3     "       " 

Antimonv 71     "       " 

i 

296. — It  is  the  purpose  of  these  specifications  to  provide  a  first-class  Purpose  of  the 
structure.    They  are  intended  as  an  aid  in  designing  and  fabrication.  Specifications. 
Machine  design  and  kindred  subjects  are  so  great  and  varied  that  no 
single  work  of  this  character  can  cover  all  points.     As  a  further  aid  in 
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socuriiif!:  a  first -chis'-  si  rtict  iirc,  the   toIIowiiiK  works  will   hv  considered 
authoritative,  in  the  order  named: 

1.  Unwin's  "Machine  Desi^,"  Part  I,  Ed.  1009. 
Unwin's  "Machine  Design,"  Part  II,  Ed.  1002. 

2.  "A    Manual   of    Machine   Desi^i,"   etc.,   by   Low    and    Bevis, 

llth   Impression. 

3.  Rculeaux's  "Constructor,"  Translated  by  Suplee. 

4.  Kent's  "Pocket  Book,"  8th  Ed. 

297. — Machine  parts  shall  be  designed,  if  practicable  by  the  meth- 
ods of  applied  mechanics,  but  such  designs  shall  be  viewed  in  the  light 
of  experience.  It  should  be  borne  in  mind  that  machine  design  is  not 
based  on  the  precise  methods  in  vogrue  for  stationary  structures. 
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A  BRIEF  DESCRIPTION  OF  A  MODERN 
STREET    RAILWAY    TRACK    CONSTRUCTION.* 
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TiTB.  Discussion  by  Messrs.  E.  E.  R.  Tratman,  Walter  C.  Howe, 
Louis  A.  Mitchell,  William  J.  Boucher,  C.  B.  Vorce, 
AND  A.  C.  Polk. 


With  the  increasing  demands  made  on  various  traction  companies 
iroughout  the  country  to  provide  good  service,  the  matter  of  securing 
permanent  roadbed  in  the  busy  and  paved  sections  of  a  city  has 
3Come  a  serious  problem.  When  the  work  is  poorly  done  originally, 
ad  is  not  on  a  proper  foundation,  the  cost  of  maintenance  is  in- 
leased,  the  paving  along  the  poor  roadbed  becomes  cracked  and 
lined  by  the  movement  of  the  track,  unfavorable  public  comment  on 

arises,  and  the  company  finds  itself  face  to  face  with  one  of  two 
repositions,  either  the  entire  rebuilding  of  the  roadbed  or  the  attempt 
)  surface  and  repair  the  old  one.  Either  alternative  is  expensive,  as 
le  work  will  have  to  be  done  on  a  busy  street  and  will  interfere  with 
ir  schedules,  with  consequent  loss  of  revenue  to  the  company  and 
iconvenience  to  the  public.  Therefore,  when  the  paving  is  done 
riginally,  the  permanent  roadbed  should  be  substantial  and  effective. 

Li  this  paper  the  writer  has  attempted  to  give  a  general  descrip- 
on  of  the  methods  and  materials  used  at  Springfield,  Mo.,  in  rebuild- 
ig  the  Springfield  Traction  Company's  lines  on  streets  which  were 
eing  paved  by  the  City  during  1911. 

*  Presented  at  the  meeting  of  October  16th.  1912. 
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between  its  rails  ami  ior  2  ft.  outside  of  the  rails,  wlieri  the  Citv 
paves  on  the  various  streets  occupied. 

The  work  was  done  l)y  the  Company,  under  the  writer's  supervision, 
and  ag-^regated  more  than  3  miles  of  new  tracks. 

It  was  desired  to  secure  as  permanent  a  roadbed  as  possible,  in 
fact,  one  which  would  outwear  the  rail  itself  and  allow  its  replace- 
ment without  disturbing  the  roadbed  if  so  desired.  Fig.  1  shows  the 
general  cross-section  and  detail  of  the  work  as  put  in. 

General  Features. — The  general  features  of  the  structure  were,  a 
7-in.,  70-lb.  T-rail  section,  62  ft.  long,  laid  on  steel  ties,  and,  directly 
under  each  rail,  longitudinal  concrete  beams,  each  reinforced  with  two 
^-in.  twisted  steel  rods,  and  a  5-in.  concrete  mat  over  the  beams  and 
the  center  of  the  tracks  for  a  paving  foundation. 

In  this  case  the  city  contractors  were  allowed  to  place  the  street 
pavement  first,  except  where  it  was  of  asphalt.  After  the  paving  on 
each  side  of  the  track  had  been  completed,  the  old  track  was  moved 
to  one  side  or  the  other  on  the  completed  pavement,  and  excavation 
between  the  tracks  was  commenced,  as  shown  on  Figs.  2  and  3. 

Excavation. — The  standard  depth  below  the  finished  pavement  to 
which  the  general  excavation  was  made  over  the  whole  9-ft.  space  was 
10  in.,  as  shown  by  Fig.  1.  Then  two  trenches  were  excavated  to  exact 
dimensions,  a  depth  of  9  in.  more,  and  running  with  the  rail.  At  the 
joints  these  trenches  were  connected  by  cross  trenches,  30  in.  wide,  at 
an  additional  depth  of  3  in.,  so  that  each  joint  tie  would  be  thoroughly 
embedded  and  have  a  good  thickness  of  concrete  under  it.  Aroun 
each  intermediate  tie  shallow  trenches  were  excavated  so  that  there 
would  be  at  least  2  in.  of  concrete  under  the  tie  and  4  in.  aroun 
its  sides. 

Ties. — i\ll  ties  were  punched  at  the  proper  gauge  to  take  7-in.( 
70-lb.  or  80-lb.  T-rails,  but  the  70-lb.  rail  was  used  principally. 
There  were  two  types  of  ties,  one  under  the  joints  which  came  opposite 
one  another,  and  the  other  intermediate  between  them.  The  joint  tie 
was  an  I-beam  section,  weighing  20  lb.  per  ft.,  6  ft.  8  in.  long,  having 
an  8^-in.  top,  on  which  the  joint  rested,  and  a  4i-in.  base.  The  inter- 
mediate ties  were  of  the  same  length,  but  weighed  14.5  lb.  per  ft.  and 
had  a  6-in.  top  and  a  4-in.  base.  All  ties  were  spaced  5  ft.  apart,  or  as 
near  that  as  the  distance  between  joints  would  permit. 
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Fastenings. — Tlu'  rail  was  fastoiiod  to  the  tie  by  special  lugs  and 
T-lieaded  bolts  witli  s(iiuire  shoulders  next  to  the  head.  These  bolts 
could  be  inserted  from  the  top,  if  so  desired,  being  dropped  through 
the  rectangular  hole  punched  in  the  tie,  turned,  and  then  raised  until 
the  square  shoulder  fitted  up  into  the  rectangular  hole,  which  pre- 
vented it  from  turning'  while  running  down  the  nuts.  The  lug  had  a 
projection  on  its  under  side  which  also  fitted  into  the  rectangular  hole 
and  prevented  it  from  turning  or  backing  off  the  rail.  A  socket 
wrench  was  used  to  run  down  these  bolts  rapidly.  The  joint  ties  were 
heavier  and  wider  than  the  intermediate  ones,  as  noted  above,  and 
were  punched  to  allow  the  lug  to  fasten  over  the  continuous  joint 
which  was  used. 

Joints. — Six-bolt  continuous  joints  were  used,  and  the  following 
method  of  making  them  was  adhered  to  with  greatest  care,  as  the  joint 
is  generally  the  weak  part  of  the  track  work:  \ 

First,  those  parts  of  the  rail  with  which  the  joint  came  in  contact 
were  carefully  cleaned  and  polished  with  files  and  emery  cloth  until! 
all  scale,  rust,  and  particles  of  dirt  were  removed  and  the  surface  was 
bright.  Then  those  parts  of  the  joints  which  came  in  contact  with 
the  rail  received  the  same  treatment.  All  contact  parts  were  then 
greased  and  the  joint  put  on.  The  tightening  of  the  bolts  was  started 
from  the  center,  working  out  toward  the  ends,  pulling  up  a  bolt  on  one 
side  of  the  center  and  then  the  corresponding  bolt  on  the  other  side, 
and  when  the  bolts  were  all  apparently  tight  a  heavy  sledge  was  held 
against  the  bottom  of  the  joint  on  one  side  and  the  other  side  tapped 
briskly  with  a  light  sledge  at  the  bottom  only,  and  vice  versa. 

Then  the  tightening  process  was  repeated  until  nothing  more  could 
be  gotten  out  of  the  bolts  by  one  man  with  a  wrench  having  a  80-in. 
handle.  After  a  continuous  joint  has  once  been  carefully  made  in  this 
manner  it  is  there  to  stay,  and  even  if  the  bolts  were  removed  the 
joint  would  remain  under  traffic  for  a  long  period  without  any  signaj 
of  loosening.  Another  feature  in  making  a  joint  of  this  type  in  this 
manner  is  that  no  bonds  were  used,  or  considered  necessary.  The  net 
area  in  contact  has  a  far  greater  current-carrying  capacity  than  the 
No.  0000  copper  bond  generally  used  on  heavy  lines,  and  a  test  showed  ii 
no  trouble  with  return  circuits.  It  has  also  been  brought  to  the 
writer's  attention  that  a  section  of  track  put  down  in  a  similar  manner 
showed  a  first-class  negative  return  circuit  after  two  years  under  traffic. 
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Fig.  2. — Street  as  Left  by  City  Paving  Contractor  Ready  for 
Starting  Work  on  Car  Track. 


Fig.  3. — Old  Track  Thrown  Over  on  New  Pavement, 
Excavation  Started. 
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Surfacing  and  Preparing  for  Concrete. — The  track,  having  been 
)ut  together  as  described,  was  supported  on  small  piers  of  old  brick 
)laced  under  every  other  tie,  and  centering  under  the  rail.  The  final 
surfacing  was  done  with  oak  wedges  on  top  of  these  piers,  and  both  the 
)iers  and  wedges  were  concreted  in. 

Two  i-in.  twisted  steel  rods  were  placed  in  the  bottoms  of  the 
;renches  about  6  in.  apart.  These  also  were  supported  at  intervals 
)n  top  of  a  brick  which  held  them  about  2^  in.  off  the  ground.  Under 
jach  joint  two  extra  4-ft.  lengths  of  these  steel  rods  were  placed,  to 
?ive  additional  strength  at  this  point,  which  is  usually  considered  the 
veak  spot  of  track  construction.    This  is  shown  on  Fig.  4. 

The  track  was  then  given  its  first  surfacing  raise,  being  brought 
approximately  to  grade.  Afterward,  a  second  finishing  surface  and 
:rue  grade  was  secured  by  driving  up  the  oak  wedges.  This  final  sur- 
face, however,  was  only  kept  a  short  distance  ahead  of  the  mixer  on 
account  of  the  difiiculty  in  keeping  the  skeleton  track  in  correct  line, 
rariations  in  temperature  kinking  it. 

Concrete. — Concreting  was  next  started,  two  types  of  mixers  being 
used  on  this  particular  work  at  different  times :  One  was  mounted  on 
?ar  trucks  and  driven  with  a  10-h.p.  motor;  it  occupied  the  temporary 
Did  tracks  which  had  been  previously  placed  at  one  side,  and  was 
supplied  by  a  regular  work  train  which  delivered  the  concrete  material 
)n  flat  cai-s.  The  other  type  was  mounted  on  wide-tired  wheels,  driven 
;vith  a  15-h.p.,  500-volt,  D.  C.  motor,  and  was  equipped  with  a  charg- 
ing bucket.  All  materials  for  the  latter  were  hauled  in  wagons  to  the 
streets  and  dumped  ahead  of  the  mixer  in  such  manner  that  they  were 
about  in  the  right  proportions.  These  materials  were  cleaned  up  as 
the  mixer  progressed. 

Of  the  two  methods,  the  latter  was  found  to  be  by  far  the  more 
satisfactory,  as  there  were  frequent  delays  in  the  delivery  of  materials 
to  the  first  mixer  by  the  work  train,  and  the  temporary  track  was 
blocked  for  traffic  beyond  the  point  where  concreting  was  in  progress 
and,  on  single-track  work,  passengers  had  to  transfer  around  the 
obstruction. 

In  the  second  method,  all  material  could  be  delivered  on  the  street 
^r  a  considerable  distance  ahead  of  the  mixer,  and  there  was  no 
I'eason  for  the  mixer  to  be  idle  at  any  time  on  this  account. 
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'I'lio  coiicrctc  was  composed  of  l\-\u.  ( itiaxiniuiii  siz*?)  crushed 
limestone,  Kaw  Kiver  sand,  and  cliats  from  the  Aurora  Zinc  Mine 
district,  llit>  proportions  hc'mg  one  of  cement,  two  of  sand,  two  of 
chats,  and  throe  of  crushed  stone,  this  making  a  very  goorl  mixture. 
The  concrete^  was  mixed  very  wet,  dumped  into  movable  chutes  from 
the  mixer,  and  deposited  directly  by  them  on  the  track.  Great  care 
was  taken  at  all  times  to  keep  all  loose  material  in  the  excavation 
cleaned  up  ahead  of  the  concrete  and  to  maintain  the  twisted  steel 
rods  in  their  j)roper  positions.  The  concrete  was  puddled  carefully 
under  and  around  all  ties  with  shovels,  and  finally  crowned,  when  it 
reached  grade,  with  a  special  board  or  templet  made  for  the  purpose. 

Wlien  the  material  through  which  excavation  had  been  made  was 
of  a  very  loose  character,  or  if  bad  weather  had  caved  in  the  sides 
of  the  trench,  forms  were  placed  where  necessary  to  hold  the  concrete 
to  the  exact  dimensions  of  the  roadbed.  After  the  concrete  had  set 
for  48  hours,  and  in  the  majority  of  cases  longer,  the  brick  paving 
was  done. 

Paving. — The  paving  was  of  first-class  paving  blocks,  laid  on  a 
1-in.  sand  cushion,  and  grouted.  The  method  of  laying  it  differed 
somewhat  from  the  usual  practice.  Along  each  rail,  and  snug  up 
against  it,  was  laid  a  2  by  4-in.  piece  of  timber.  A  stretcher  course 
of  bricks  was  then  laid  against  it  paralleling  the  rail,  the  tops  of  the 
bricks  being  only  -J  in.  below  the  top  of  the  rail.  The  headers  across 
the  tracks  were  then  laid  and  all  the  bricks  were  thoroughly  rolled  and 
rammed. 

Before  grouting,  the  2  by  4-in.  piece  was  removed  and  the  space 
thus  left  was  filled  with  concrete  to  a  plane  1  in.  below  the  top  of  the 
rail,  forming  the  flangeway  for  the  wheels.  After  this  had  set,  the 
whole  pavement  was  grouted  thoroughly  and  carefully.  When  filled 
up,  the  grout  remaining  over  the  top  of  the  pavement  was  allowed  to 
stand  until  it  had  attained  a  set  and  was  fairly  stiff,  then  dry  sand 
was  sprinkled  over  it  and  the  whole  was  swept  thoroughly  with  wire 
brooms,  thus  removing  all  surplus  grout  sticking  to  the  tops  of  the 
bricks  and  presenting  a  very  neat,  clean  surface.  It  was  noticeable, 
too,  how  very  much  the  paving  contractor  improved  in  the  character 
of  his  work,  when  this  specification  of  cleaning  off  the  top  of  the 
brickwork   was   strictly   enforced.      By   this   method    all   irregularities 
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Pig.  4. — Reinforcement  at  Joints,  and  Genekal,  Construction. 


Fig.  5. — Concrete  and  Trai  k  Work  Complete,  Ready  for  Brick  Paving. 
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of  laying  and  surfacing  are  strongly  brought  out,  and  easily  seen  and 
corrected. 

Cost. — The  cost  of  track  construction  of  this  type  for  paved 
streets,  including  the  paving  between  and  for  2  ft.  outside  of  the  rails, 
using  the  70-lb.  high  T-rail,  under  the  conditions  at  Springfield,  was 
approximately  $5  per  ft.  of  single  track.  This  cost  may  seem  to  be 
high,  but,  when  the  permanent  character  of  the  work  is  taken  into  con- 
sideration, and  the  cost  of  doing  street  work  under  other  methods  is 
analyzed  and  compared,  it  will  be  found  to  be  very  reasonable.  It 
possesses  several  advantages  over  some  of  the  methods  in  vogue.  It 
takes  less  concrete  than  the  old  method  of  filling  under  and  around 
wooden  ties.  It  places  the  concrete  and  the  strength  where  it  is  most 
needed,  and,  when  properly  put  in,  it  is  certainly  permanent,  and  the 
roadbed  will  easily  outwear  two  or  more  sets  of  rails  under  heavy 
traffic.  The  rail  can  be  changed  without  disturbing  the  roadbed  in 
the  least,  if  proper  provisions  have  been  made  in  the  steel  ties 
originally. 

On  one  section  of  similar  track  construction,  known  to  the  writer, 
not  the  slightest  sign  of  any  motion  could  be  detected  after  3  years' 
operation,  and  it  is  reported  to  be  in  as  good  condition  as  the  day  it 
was  built. 

The  writer  trusts  that  the  foregoing  brief  description  may  prove 
of  interest  to  members  of  this  Society  and  bring  out  some  discussion 
on  work  of  this  class,  concerning  which  very  little  has  appeared  in  the 
technical  press. 

The  work  was  done  by  the  Springfield  Traction  Company,  owned 
and  operated  by  the  Federal  Light  and  Traction  Company,  of  New 
York,  and  was  executed  under  the  general  direction  of  Mr.  W.  A. 
Ha  Her,  Chief  Engineer,  the  writer  being  in  immediate  and  full 
charge  of  all  construction  matters  at  Springfield,  Mo. 
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K.  K.  li.  That.m.vn,  Assoc.  M.  Am.  Soc.  E.  (by  letter). — An  iii- 
terestiiifi:  point  sujj:^('stt>(I  by  tbis  paper  is  tbe  sbape  of  the  flangeway 
^n-oovc  alon^  tbe  r;iil.  It  apjx'nrs  to  be  a  ratlier  wide,  rectangubir 
{»roove,  liaving  a  ilat  bottom,  vertical  face,  and  sbarp  corner.  It  will 
be  of  interest  to  know  whether  tbis  vertical  face  stands  up  under  traffic, 
or  whether  the  wheels  of  vehicles  crush  and  crack  it  to  an  approxi- 
mately beveled  outline.  The  more  usual  method  of  forming  the  groove 
is  to  use  nose-brick  laid  as  headers  with  the  top  surface  next  the  rail 
beveled  so  as  to  fit  beneath  the  rail  head.  Still  another  plan  is  to 
use  ordinary  bricks  (also  laid  as  headers),  tilted  so  that  one  end  fits 
under  the  rail  head  while  the  top  surface  lies  approximately  in  the 
contour  of  the  crowning  of  the  pavement  betv,-een  the  rails.  A  third 
plan  is  to  use  a  rectangular  stretcher  under  the  rail  head  (and  pro- 
jecting beyond  it)  and  a  higher  bevel-edged  stretcher  level  with  the 
paving.  In  all  these  methods  the  groove  or  flangeway  is  of  beveled  or 
triangular  section  rather  than  rectangular. 

In  the  Springfield  work,  the  crowning  of  the  paving  between  the 
rails,  as  showm  in  Fig.  1,  appears  to  be  unduly  high,  interfering  with 
the  normal  cross-section  of  the  street,  and  making  an  irregular  contour. 
This  is  especially  the  case  as  the  paving  is  h  in.  below  the  rail  head  on 
the  inside  and  i  in.  below  it  on  the  outside,  so  that  each  rail  forms  a 
distinct  ridge  in  the  pavement.  This  construction  does  not  seem  to  be 
desirable  in  connection  with  a  well-paved  street  surface,  and  it  would 
be  of  interest  to  know  whether  the  city  authorities  or  the  public  have 
made  any  objection  to  it. 

In  regard  to  the  wide  spacing  of  the  ties,  experience  has  shown 
that  the  concrete  immediately  beneath  the  rail  disintegrates  or  crushes, 
in  some  cases,  due  to  the  vibration  and  slight  deflection  of  the  rail, 
in  spite  of  the  fact  that,  theoretically,  the  rail  has  a  continuous  solid 
bearing. 

Walter  C.  Howe,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— This 
paper  is  both  interesting  and  instructive.  The  writer  has  found  very 
few  published  data  on  work  of  this  class,  although  it  is  one  of  the  most 
important  features  in  the  construction  of  modern  pavements.  Munici- 
pal engineers  are  often  at  a  disadvantage  in  drawing  up  ordinances 
and  specifications  governing  the  control  of  paving  in  the  excepted 
portion  occupied  by  street  railways. 

The  writer  was  Commissioner  of  Streets  of  Oakland.  Cal.,  for  a 
number  of  years,  and  observed  that  the  initial  point  of  failure  of  all 
asphalt  streets  was  that  portion  immediately  contiguous  to  the  rails 
of  the  street  railways,  of  both  steam  and  electric  roads.  The  asphalt 
surface  adjoining  the  tracks  was  in  a  continual  state  of  disrepair  and 


Fig.  6. — Asphax.t  Paving,  Twenty- Second  Street,  Oakland,  Cal. 
Girder-Rails,  Steel  Tie-Plates,  Wooden  Ties,  Concrete 
TO    Base   of   Tie,    Basalt   Block    Liners    on 
1%-lN.     Sand     Cushion. 


Fig.   7. — Asphalt  Paving,  Fourth  Avenue,   Oakland,    Cal.     Vitrified 

Bbick   Liners.      Asphaltic   Concrete   Between    Ties, 

Instead  of  Hydraulic  Concrete. 
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sintegration.  The  failure  of  the  pavement  gradually  extended  out-  Mr. 
de  of  the  railroad's  portion  and  into  that  of  the  city.  These  conditions  ^^'"^• 
•adually  became  so  serious  that  it  was  found  necessary  to  adopt  new 
id  drastic  ordinances  governing  the  type  of  construction  to  be  done 
^  steam  and  traction  lines  occupying  city  streets.  Few,  if  any,  rails 
'  modern  type  had  been  used  by  the  companies  previous  to  this  action, 
type  of  construction  somewhat  similar  to  that  described  by  Mr.  Polk 
as  considered.  The  concrete  extended  to  a  depth  of  6  in.  under  and 
impletely  across  the  length  of  the  ties,  but  no  steel  reinforcement 
as  used  in  the  foundation.  Strong  opposition  to  this  type  of  con- 
ruction  was  made  by  the  railway  companies,  and,  as  a  compromise, 
•ck  ballast  6  in.  deep  was  substituted  for  the  6  in.  of  concrete  under 
le  ties.  There  is  no  doubt  that  the  class  of  construction  shown  by 
'r.  Polk  is  far  superior,  embodying,  as  it  does,  steel  ties  and  a  solid 
linforced  concrete  foundation  under  them,  thus  affording  extreme 
gidity  with  a  naturally  decreased  vibration.  Its  cost,  however,  is 
ich  as  to  preclude  its  use  except  in  the  case  of  street  railway  com- 
mies who  are  in  excellent  financial  condition  and  whose  officials  are 
sposed  and  ready  to  meet  with  the  municipality  and  adopt  the  most 
odern  type  of  rail  and  foundation. 

In  many  instances  the  official  in  charge  of  paving  construction 
I  a  municipality  is  blamed  for  the  dilapidated  condition  of  paving, 
3th  adjoining  and  between  the  tracks  of  street  railways,  when,  as 
matter  of  fact,  the  entire  trouble  is  due  to  the  la.ck  of  co-operation 
1  the  part  of  the  traction  officials,  or  poor  and  worthless  ordinances 
Dverning  the  control  of  the  work,  coupled  with  lack  of  support  from 
18  city  fathers. 

The  writer  makes  no  criticism  of  the  construction  described  by 
[r.  Polk,  but  in  the  case  of  those  who  are  about  to  go  through  the 
nonviable  struggle  of  forcing  public  service  corporations  to  use  suit- 
)le  construction  to  obviate  ruined  and  dilapidated  pavements  adjoin- 
ig  railroad  tracks,  it  may  become  necessary  to  follow  an  intermediate 
)urse,  and  in  such  case  the  construction  described  herein  can  be 
at  down  with  good  results.  This  type  is  not  new  by  any  means,  but  it 
nbodies  several  unique  features,  such  as  a  modern,  141-lb.,  9-in. 
irder  rail,  with  steel  tie-plates  and  light  concrete  foundation;  the 
ibstitution  of  asphaltic  concrete  for  hydraulic  concrete  in  some  cases; 
le  laying  of  paving  blocks  on  their  broad  flat  faces  instead  of  on 
Ige,  etc.,  etc. 

Previous  to  1907,  90%  of  the  asphalt  and  bituminous  pavements 
)ntiguous  to  street  railways  in  Oakland  were  in  the  condition  shown 
1  Fig.  6.  From  time  to  time,  efforts  had  been  made  by  the  trac- 
on  lines  to  tooth  the  rails  with  basalt  blocks  in  order  to  avoid  this 
isintegration.  No  results  were  secured,  as  the  asphalt  surface  broke 
p   outside   the   line   of   the   blocks.      The   condition   was    due   simply 
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to  excessive  vibration  ciiusi'd  l»y  tlio  li^^lit  T-rail  used,  coupled  with 
lack  of  foundation  aJid  inferior  roadlxMl.  Under  the  existing'  State 
laws  and  the  ordinances  of  the  municipality,  railway  companies  were 
required  to  pave  their  i)ortion  of  the  street,  and  for  a  distance  2  ft.  out- 
side of  the  outer  rail,  with  the  same  class  of  pavement  as  that  on  the 
remainder  of  the  street.  Specifications  povernini?  new  asphalt  streets 
called  for  a  concrete  base  of  G  in.,  a  binder  course  2  in.  deep,  and  an 
asphalt  wearing  surface  of  1^  in.,  making  a  total  depth  of  9^  in.  for 
the  completed  pavement,  ^fost  of  the  rails  laid  throughout  the  city 
were  the  old  type  of  light  T-rail,  ranging  between  5  and  7  in.  in  depth. 
This  gave  approximately  2A  to  4^  in.  of  concrete  below  the  top  of  the 
tie.  The  question  as  to  whether  the  company  could  be  compelled  to 
increase  the  depth  of  the  concrete  between  the  ties  and  also  line  the 
rails  with  blocks,  when  the  State  laws  required  "that  paving  should 
be  similar  in  all  respects  to  the  remainder  of  the  street"  was  a  legal 
one,  the  traction  companies  taking  the  stand  that  they  were  not  re- 

PAVING  AND  TRACK  CONSTRUCTION  ON 
SUBURBAN  LINES  OF  SOUTHERN  PACIFIC  RAILROAD 
COIVIPANY.IN  OAKLAND  GAL 

aj^ "Asphalt  Surface  .4"x  •"/'x  SBasalt  Block  Liners :lJi 'band  Cushion 

g'Asphaltic  Concrete  Binder  Course  ~7  ■  /  1  to  2  Cement  Grout  Filler 

C'Concrete  Base 
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Fig.  8. 

quired  to  do  more  than  was  called  for  by  the  State  law.     After  many 
conferences  and  considerable  discussion  on  the  part   of  the  city  and 
traction  officials,  ordinances  were  drafted  requiring  the  companies  to  -j 
line  their  tracks  with  types  of  paving  brick  or  stone  blocks  satisfactory    " 
to  the  city,  and  to  lay  concrete  the  full  depth  of  the  ties.     This  typ©| 
of   construction  was   subjected  to   considerable  criticism   at  the   time|  • 
It  was  argued  that  the  rigidity  desired  could  not  be   secured  unless 
the  foundation  concrete  was  carried  to  a  depth  of  at  least  6  in,  under 
the  ties.     The  ordinance  was  adopted  despite  the  criticism,  and  work 
was  done  on  many  miles  of  streets.     The  results  have  been  uniformly 
satisfactory,  notwithstanding  the  apparently  cheap  construction. 

Fig.  7  shows  the  west  half  of  a  completed  asphalt  street  wnth 
basalt  block  liners  toothing  the  rails.  The  concrete  foundation  on 
the  right  is  complete  and  ready  to  receive  the  binder  and  surface 
materials.  The  open  space  adjoining  the  rails  is  ready  to  receive 
the   block   liners.      The    concrete   was   carried   the   full    depth    of   the 
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Fig.  9. — Condition  of  Asphai^t  Pavements  Adjoining  Cah  Tracks  Where 

No    Liners    Are    Used.      Old    Type    T-Rail,    and    Light 

Concrete  Foundation  Between  Tracks. 


Fig.   10. — Asphalt  Paving,  Broadway,   Oakland,   Cal. 
Basalt  Block  Liners  Toothing  the  Rails. 
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ties,  practically  encasing  the  wooden  tie  in  a  concrete  body.  Many  Mr. 
)f  the  ties  showed  signs  of  dry  rot;  the  worst  were  removed,  but  many 
lot  badly  affected  were  left  in  place.  Owing  to  the  depth  of  the  rail, 
;he  basalt  blocks  were  laid  flat,  instead  of  on  edge,  which  considerably 
essened  the  number  used  and  naturally  the  cost.  The  blocks  were  laid 
)n  a  sand  cushion  about  1  in.  deep,  and  a  1 : 2  cement  grout  was 
jwept  into  the  joints.  During  the  process  of  concreting,  the  traffic 
vas  carried  on  one  track  only,  cross-overs  being  built  at  intermediate 
3oints.  This  allowed  the  concrete  to  set  thoroughly  before  being 
subjected  to  the  strain  of  traffic  operations.  This  type  of  construction 
las  proven  very  successful,  although  on  a  street  carrying  the  cars  of 
"Our  branch  lines  controlled  by  the  same  company. 

Fig.  9  shows  the  completed  asphalt  pavement  up  to  the  line  of 
;he  Key  Route  Company's  tracks.  On  this  street  141-lb.  girder  rails, 
)  in.  deep,  were  laid,  with  tie-plates  as  shown.  The  concrete  ex- 
;ended  only  to  the  full  depth  of  the  tie.  Spaces  on  both  sides  of  the 
;rack  are  shown  ready  to  receive  the  sand  cushion  and  basalt  blocks 
)efore  laying  the  binder  course  and  asphalt  surfacing.  Heavy  inter- 
irban  trains  operate  over  this  line. 

Fig.  8  shows  the  type  of  construction  on  the  Southern  Pacific 
interurban  lines.  Girder  rails  of  the  same  type  were  used,  with 
basalt  blocks  set  on  edge.    These  blocks  ranged  in  depth  from  5  to  6  in. 

Fig.  10  shows  the  type  of  construction  used  on  Fourth  Avenue, 
Oakland.  Vitrified  brick  liners  were  used  in  place  of  basalt  blocks, 
md  the  space  between  the  ties  and  to  their  full  depth  was  filled 
vith  a  rich  asphaltic  concrete  instead  of  hydraulic  concrete.  The 
)ld  type  of  T-rail  used  is  shown.  As  this  line  was  single-tracked 
:or  a  considerable  distance,  it  became  necessary  to  maintain  traffic 
luring  the  paving  operations.  For  this  reason,  it  was  thought  inad- 
asable  to  put  in  hydraulic  concrete  and  operate  the  cars  at  the  same 
;ime.  To  overcome  this,  asphaltic  concrete  was  substituted  and 
;horoughly  tamped  between  the  ties,  being  finally  rolled  with  a 
^^-ton  tandem  roller.  This  type  of  construction  had  been  used  on  a 
lumber  of  other  streets,  but  had  not  proved  entirely  successful.  This 
vork  has  been  completed  for  several  years,  and  when  seen  by  the 
vriter  a  few  months  ago  was  in  very  good  condition,  considering  the 
iype  of  rail  used. 

Asphalt  oil  bricks,  similar  to  the  Eastern  type  of  asphalt  blocks, 
vere  used  as  liners  on  several  streets,  but  proved  to  be  a  failure.  These 
)ricks  soon  pounded  into  a  uniform  mass  under  turnout  traffic  from 
;eaming,  and  thereby  lost  their  individuality,  taking  on  the  general 
ippearance  of  the  asphalt  surface  adjoining.  They  proved  to  be  in- 
ferior to  the  asphalt  surface,  as  disintegration  invariably  occurred  after 
the  heavy  rains,  continuing  during  the  heavy  weather  until  the  remain- 
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Mr.    111^'  portion  ()|   ilic  l.Iock   Iiiul  to  !»(>  rcinovnd.     Asr)li{ilt  blocks  of  better 
(lujilify   may  obviate  tbc  carlior  failurcH. 

'I'lie  construction  dcscrilx'd  liercin  is  not  rccoinin(!nflo(l  for  adoption 
wlu'icvor  the  more  modern  typo  can  be  secured.  'J'he  best  is  none  too 
good,  as  far  as  paving-  operations  are  concerned. 

This  type  of  construction  has  been  generally  adopted  in  Oak- 
hmd.  Cal.,  after  a  most  successful  experience  covering  a  period  of, 
about  4  year.s. 

Louis  A.  .Mitciikll,  A.^soc.  M.  Am.  Soc.  C.  E.  (by  letter).— The 
writer  has  read  this  i)aper  with  much  interest  because  similar  problems 
are  constantly  coming  u])  to  be  solved. 

In  the  writer's  experience,  concrete  beam  construction,  of  which 
that  described  by  Mr.  Polk  is  a  type,  has  not  been  very  satisfactory  for 
railroad  tracks  in  paved  streets.  Its  failure,  however,  has  not  been 
due  necessarily  to  the  type  of  construction  nor  to  the  area  of  the 
cross-section  of  the  beam;  though  there  is  no  doubt  that  some  fail- 
ures have  been  caused  by  the  provision  of  insuflScient  bearing,  and 
the  fact  that  the  loads  have  been  too  great.  ]\rost  failures,  however, 
have  probably  been  due  to  loose  joints  which  allow  a  slight  movement 
of  the  rails  when  a  wheel  passes  over  them.  This  movement  starts 
a  hammer  which  the  concrete  will  not  stand,  and,  ultimately,  the 
beam  breaks  under  the  joint. 

By  placing  a  steel  tie  directly  under,  and  thus  supporting,  the  joint, 
Mr.  Polk  has  taken  a  step  in  advance  in  concrete  beam  construction, 
which,  no  doubt,  will  lengthen  the  life  of  the  foundation.  This  sup- 
port will  prevent  the  working  of  the  ends  of  the  rails  and  the  hammer 
on  the  concrete.  The  writer  believes  that  the  life  of  the  joint  will  be 
greatly  lengthened  if  the  support  under  it  is  increased,  at  least,  to  the 
full  length  of  the  joint-bar,  or  longer.  He  has  used  steel  ties  con- 
structed of  4-in.  channels,  36  in.  from  center  to  center,  and  connected 
at  the  ends  with  yV^^-  ^^^^  plates.  The  rails  rested  on  these  steel 
plates,  and  the  joint  was  placed  in  the  center  so  that  the  rails  were 
supported  for  a  distance  of  18  in.  back  from  the  joint.  Simple  joint- 
bars  26  in.  long,  with  six  bolts,  were  used.  These  ties  were  fastened 
to  the  rail  by  castings  which  fitted  over  the  base  of  the  rail  and| 
through  the  steel  plates  (which  had  been  previously  punched)  and  under 
the  rail.  These  castings  were  held  in  place  on  one  side  of  the  rail 
by  pieces  of  A  "in.  plate,  which  were  placed  back  of  the  casting 
and  extended  through  the  plate.  The  steel  tie  and  the  base  of  the 
rail  were  then  concreted  in  the  usual  manner.  This  type  of  con- 
struction has  proved  very  satisfactory  for  tracks  on  which  45-ton  cars 
are  operated. 

The  work  described  by  Mr.  Polk  does  not  deal  with  the  most 
important  part  in  the  making  of  a  good  joint  for  paved  streets, 
although  he  may  have  taken  care  of  this  properly.     When  bolts  are 
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ed,  the  holes  in  the  web  of  the  rail  and  in  the  joint-bars  should  be    ^M^. 

the  same  size  as  the  bolt,  and  machine-bolts  should  be  used,  mak- 
g  a  driving  fit.  The  ends  of  the  rails  should  be  ground  so  that  they 
11  fit  tightly,  especially  at  the  ball.  The  drilling  should  be  such 
at  when  the  bolts  are  in  place  the  ends  of  the  rails  will  fit  tightly 
gether.  This  type  of  joint  allows  for  no  change  of  length  in  the 
il  due  to  change  in  temperature;  but  this  is  not  necessary  owing  to 
e  fact  that  in  paved  streets  only  a  small  portion  of  the  rail  is  ex- 
sed  to  extreme  changes  in  temperature,  and  the  tendency  to  change 

length  is  taken  up  in  internal  stresses. 

Any  open  joint  will  permit  the  wheels  of  a  car  to  pound,  and  this 
ill  increase  until  the  ball  of  the  rail  is  ruined.  This  pounding  may 
I  maintained  at  a  minimum,  even  in  open  joints,  by  keeping  the  rails 
ound  so  that  they  a,re  of  the  same  height  at  the  joint. 

Another  cause  of  pounded  joints,  and  one  which  will  produce 
ilure  just  as  surely  as  an  open  or  loose  joint,  is  difference  in  the 
>ight  of  the  rails.  Specifications  for  rails  allow  for  a  possible 
iriation  in  height  of  ^\  in.  at  any  joint,  and  even  if  the  joint 
tight  in  the  bolts  and  the  rails  well  fitted,  a  pound  will  start,  and 
ere  will  be  cupped  rails  in  the  track  in  a  surprisingly  short  time. 
Dr  this  reason,  the  joints  of  new  track  should  be  ground  to  an  even 
irfa.ce  just  as  soon  as  possible  after  the  work  is  completed. 

In  track  constructed  as  described,  the  writer  has  seen  joints  which 
ere  ground  soon  after  the  work  was  completed,  and  it  required  a 
ther  close  inspection  of  the  ball  of  the  rail  even  to  find  where  they  were. 

The  writer's  work,  however,  is  not  of  concrete  beam  construction; 

some  cases  there  is  concrete  under  the  whole  track,  and  in  others 
e  track  is  on  broken-stone  ballast  with  concrete  from  the  bottom  up 

2  in.  above  the  top  of  the  ties.  The  track  constructed  by  both 
ese  methods  and  with  joints  of  the  type  previously  described,  has 
quired  no  maintenance  whatever  since  it  was  installed  1^  years  ago, 
it  it  was  found  that,  in  some  cases,  even  with  the  tight  joints,  the 
ils  had  cupped,  due  to  the  difference  in  height,  and  it  was  neces- 
ry  to  grind  the  joints  to  an  even  surface. 

Another  method  of  constructing  a  tight  joint  is  similar  to  that 
(scribed,  except  that  rivets  are  used  instead  of  bolts,  thus  assuring  a 
^ht  fit  between  the  rail  and  splice-bar. 

William  J.  Boucher,  Assoc.  M.  Am.  Soc.  C.  E. — In  1907,  the  fran-  Mr. 
ises  of  many,  practically  all,  of  the  street  railway  lines  in  Chicago  had 
pired,  and,  through  neglect  of  maintenance,  mismanagement,  and 
fficulties  in  financial  affairs,  the  tracks  and  equipment  were  in  a 
iserable  and  dilapidated  condition.  By  popular  vote,  new  franchises 
5re  granted,  and  by  the  ordinances  of  February  11th,  1907,  the  city 
scame  a  partner  in  the  street  railway  business,  receiving  55%  of  the 
it  receipts,  and  the  Board  of  Supervising  Engineers  was  created.     The 
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•Mr.      duties   ol    tins    lioard,    as   the   name    indicate*,   confiiKted    of   complel 
supervision  ol  all  tlie  work  necessary  (including  purchase  of  materials] 
to  place  the  roadbed,  tracks,  cars,   car-lionscs,   power-houses,   and  sul 
stations  in  first-class  working  condition. 

TYPES  OF  TRACK 
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CHICAGO  SURFACE   RAILWAYS 
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LONGITUDINAL-SECTION 
TYPE  3 


9  S}4  Track  Centers 


.  ;  :    iJfSatna 


Tie  Spacing 

LONGITUDINAL-SECTION 
Fig.   11. 


The  track  work  was  completely  remodeled.     The  first  design,  known 
as  Type  1   (Fig.  11)  was  very  similar  to  that  described  by  Mr.  Polk.[ 
It  consisted  of  steel  beam  ties,  embedded  in  concrete,  which  was  oi 
greater  thickness  beneath  the  ties  and  rails  than  between  them,  wherti 
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le  original  earth   was   left   in   mounds,  undisturbed.      The   ties   were      Mr. 

dginally  placed  4  ft.  from  center  to  center.     The  concrete  embedding    °"^  ^^' 

le  ties  was  brought  up  flush  with  the  surface  of  the  top  flange,  which 

as  wider  than  the  bottom  flange.    These  ties  are  4:^  in.  high,  6  ft.  3  in. 

mg,  and  weigh  14^  lb.   per  ft.     The  tie  is  used  merely  to  hold  the 

lils  down  and  to  line  and  gauge;  it  is  not  depended  on  to  transmit 

le  car  load  to  the  soil,   that  function  being  performed  by  the  con- 

•ete  immediately  in  contact  with  the  rail.    A  special  form  of  fastening 

as  designed  in  order  to  permit  the  removal  of  the  rail  for  renewals 

ithout  disturbing  the  tie.     After  the  rail  was  fastened  in  place  on 

le  tie,  mortar  filling  was  placed  over  its  flange  and  upward  on  each 

de  of  the  web,  and  packed  under  the  head  of  the  rail.     Tie-rods,  with 

v'o  nuts  at  each  end,  pass  through  the  webs  of  the  rails.     These  rods 

•e  2  by  y\  in.  in  section,   which  permits  paving,   of  granite  or  wood 

ocks,  between  the  tracks,  the  rods  being  placed  in  the  usual  spaces 

?tween  the  blocks. 

Type  2  was  a  modification  of  the  preceding,  and  differed  from  it 
.ainly  in  the  substitution  of  6  by  8-in.  oak  or  yellow  pine  ties,  7  ft. 
ng.  Tie-plates  are  placed  under  the  rails,  and  the  latter  are  secured 
>  the  ties  by  screw-spikes. 

Type  2-A  was  designed  from  Type  2,  and  in  it  the  ties  are  of  wood, 
hey  are  3  ft.  from  center  to  center,  and  the  excavation  has  been 
banged  to  a  uniform  section,  replacing  the  mounds  of  earth  between 
le  ties  with  concrete  and  permitting  the  rolling  of  the  excavated 
ench  before  placing  the  concrete.  This  type  is  now  standard  for  all 
3w  work  in  all  parts  of  the  city  beyond  the  limits  of  the  "Loop"  section. 

Type  3  (Fig.  11)  is  used  in  the  business  or  "Loop"  section,  where 
ir,  vehicle,  and  pedestrian  traffic  is  very  heavy  and  congested,  and 
here  the  necessary  time  cannot  be  given  for  concrete  to  set  properly, 
id  also  for  the  reason  that  the  streets  in  this  section  are  likely  to 
}  torn  up  frequently  for  conduit,  water  pipe,  or  sewer  work  or  subway 
)nstruction.  In  this  type  the  sub-grade  is  rolled  and  on  it  is  placed 
h  or  2-in.  broken  stone.  This  stone  is  well  tamped,  on  it  are  laid 
ooden  ties,  2  ft.  from  center  to  center,  and  the  usual  track  structure 

built. 

For  all  types  the  straight  track  rail  weighs  129  lb.  per  yd.  It  is  a 
rder  rail  9  in.  high,  with  6-in.  bottom  flange  and  ^-in.  web.  Guard 
id  curve  rails  are  of  similar  dimensions,  but  weigh  145  lb.  per  yd. 
he  chemical  composition  is  as  follows : 

For  the  straight  rail: 

Carbon   0.50  to  0.60  per  cent. 

Sulphur,  not  to  exceed 0.08     "       " 

Phosphorus,  not  to  exceed 0.10     "       " 

Silicon,    not    to    exceed 0.20     "       " 

Manganese 0.80  to  1.10     "       " 
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Mr.  For   tlie  giiard-ruil: 

Boucher. 

Carbon    0.45  to  0.50  per  cent. 

Phosi)horoiis 0.10  "  " 

Sulpluir,  not  to  exceed 0.08  "  " 

Silicon,   not  to  exceed 0.20  "  " 

Mang:anese     0.70  to  1.00  "  " 

Wood  ties  treated  with  preservatives  have  been  used  extensively  in 
the  newer  types  of  tracks. 

All  joints  on  straight  track  are  electrically  welded.     This  work  ia 
done  under  contract  by  one  of  the  rail-rolling  companies  with  its  own 
equipment  mounted  on  special  cars,  which  run  on  the  new  track,  and 
current  is  obtained  from  the  trolley  wire.     The  ends  of  the  rails  are 
butted  carefully,  but  not  welded.     The  weld  is  accomplished  by  placing 
against  eafli  side  of  the  webs  of  the  abutting  rails,  a  steel  bar,  about  I 
1  by  3  by  7  in.,  on  each  end  of  which  is  a  boss,  about  i  in.  high,  the  ' 
object  of  the  latter  being  to  insure  good  contact  against  the  web.     The 
bars    are   held    rigidly    against   the    web    by   heavy   jaws    operated    by 
hydraulic  pressure,  and  w^hen  thus  held,  a  flux  is  applied  and  electric 
current  of  low  voltage  and  exceedingly  high  amperage  is  turned  on, 
the  weld  being  completed  in  from  3  to  4  min.     The  heads  of  abuttinglk 
rails   are   afterward    smoothed   down   by   a   carborundum   wheel.      The^ 
conductivity  of  the  joints  must  be  equal  to  that  of  the  rails  joined. 

This  construction  forms  the  smoothest  running  track  the  speaker 
has  ever  ridden  over  on  any  street  surface  railway. 

Mr.  C.  E.  VoRCE,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  has  read 

Mr.  Polk's  paper  with  much  interest,  and  is  glad  that  a  matter  of  such 
vital  importance  to  so  many  members  has  been  brought  to  the  atten 
tion  of  the  Society. 

As  an  expenditure  of  many  thousands  of  dollars  is  involved,  a  very 
careful  study  should  be  made  before  a  type  of  permanent  track  con- 
struction is  adopted.  In  many  cases,  failure  has  occurred  by  reason 
of  a  lack  of  study  of  the  character  of  the  foundations,  and  a  type  not 
at  all  suitable  to  existing  conditions  has  been  chosen  simply  because 
other  railroads  have  used  that  type  successfully. 

The  writer  has  had  very  poor  results  with  the  girder  type  of  con 
struction  adopted  by  Mr.  Polk.     This  type  was  the  standard  when  th 
writer  became  connected  with  the  British  Columbia  Electric  Eailwaj^ 
Company,  Limited,  of  Vancouver,  but,  on  account  of  poor  foundations, 
the  girders  had  broken  badly,  with  most  disastrous  results  to  both  pave- 
ment and  track. 

After  a  careful  study,  the  writer  recommended,  and  the  manage- 
ment adopted,  the  type  of  construction  shown  on  Fig.  12.  Since  that 
time  about  15  miles  of  double  track  of  this  type  have  been  laid,  and 
as  yet  no  signs  of  failure  can  be  seen. 
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track.  Jlo  is  trying  to  avoid  a  hard,  rigid,  inelastic  track,  which  in- 
creases hotli  car  and  track  maintenance,  and  for  this  reason  he  criticizes 
the  steel  ties  einheddcd  in  concrete  used  hy  Mr.  Polk.  Tlie  concrete 
hetween  the  ties  and  under  the  rail  will  shrink,  allowing  tlic  rail 
to  move  .slightly.  The  writer  is  in  favor  of  wooden  tics,  spaced  2  ft. 
from  center  to  center,  surfaced  on  al)out  1  in.  of  sand,  which  acts 
as  a  cushion.  This  tj^pe  has  given  excellent  satisfaction  in  Vancouver, 
and  is  not  ns  noisy  and  rigid  as  the  steel  tie  construction. 

As  to  the  life  of  the  wooden  ties:  On  special  work  in  Vancouver, 
ties  which  have  been  embedded  in  concrete  for  14  years  have  been 
taken  up  and  found  to  be  perfectly  sound. 

Although  j\rr.  Polk  goes  into  seemingly  great  refinement  to  get 
a  tight  joint,  he  does  not  mention  the  grinding  of  the  rail  ends  so 
that  each  shall  be  in  the  same  horizontal  plane,  which  is  a  matter  of 
vital  imjiortance.  The  rail  ends  vary,  and,  no  matter  how  slight  this 
variation  may  be,  unless  they  are  ground  to  the  same  height,  pound- 
ing at  the  joints  will  occur,  cupping  will  commence,  and  the  track 
will  fail  at  the  joints  while  the  remainder  is  in  perfectly  good  condi- 
tion. When  it  is  remembered  that  the  joints  are  only  about  6%  of 
the  total  track  length,  it  is  readily  seen  to  be  good  business  to  make  the  » 
joints  as  nearly  perfect  as  possible. 

Although  the  writer's  company  has  bought  the  best  paving  bricks 
obtainable  on  the  Pacific  Coast,  the  results  with  them  in  forming  a 
flangeway  on  the  running  side  of  the  rail  have  been  very  poor,  as" 
the  bricks  break  off  at  the  nose  very  quickly;  for  this  reason  the 
company  has  been  forced  to  adopt  granite  flangeway  blocks,  although 
the  cost  is  at  least  50%  greater. 

As  many  of  the  streets  in  Vancouver  are  paved  with  wood  blocks, 
which  are  narrower  than  the  granite  flangeway  blocks,  no  bond  is  pos- 
sible, and  a  straight  joint  parallel  to  the  rail  results  (Fig.  13).  With 
the  girder  construction,  it  is  almost  impossible  to  keep  these  flangeway 
blocks  in  place,  due  to  the  moving  of  the  rail  on  account  of  broken  , 
girders.  Since  the  adoption  of  the  slab  type  of  construction,  which  I 
gives  a  solid  foundation,  there  has  been  very  little  trouble. 

During  the  coming  season  the  writer  proposes  to   lay   a   concrete 
monolith,  8  in.  wide,  parallel  to  the  running  side  of  the  rail,  in  which 
the  flangeway  is  formed.     As  this  will  be  laid  at  the  same  time  as  the 
pavement  foundation  and  form  a  part  of  it,  it  is  hoped  that  this  will     ; 
overcome    the    difficulty    of    loose    flangeway    blocks,    and    reduce    the    J 
maintenance  charges.  1 

In  selecting  a  type  of  permanent  track  construction  in  Vancouver, 
one  must  remember  that  the  conditions  are  not  the  same  as  in  older     | 
established   cities  where  macadamized  streets   have  been   in   existence     I 
for  years  and  a  good  foundation  is  available.    Owing  to  the  poor  f ounda- 
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13. — Laying  Granite  Flangeway  Blocks  on  Granville  St.,  Vancouver,  B.  C. 


G.  14.— Tracks  Removed— Grading  in  Progress— Temporary  Track 


ON  Left. 


Fig.  1.5.— Grading  Completed.  Temporary  Track  on  Right. 
Broadway,  Vancouver,  B.  C. 
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tion,  the  streets  were  first  planked  and  then  macadamized,  the  macadam     Mr. 
seldom   being   renewed   before   laying   the   permanent   pavement   on    a 
concrete  base.     For  this  reason  the  foundation  is  very  poor,  and  the 
problem  has  been  the  selection  of  a  type  of  construction  to  meet  the 
existing    conditions. 

On  paved  streets,  the  company  always  lays  a  double  track,  and,  as 
the  City  pays  for  all  paving  for  the  entire  width  between  the  curbs, 
including  foundation,  the  railway  company's  liability  covers  only  what- 
ever construction  it  decides  to  put  in  below  it.  Before  the  writer  took 
charge  of  this  work,  although  under  the  franchise  the  company  could 
do  its  own  portion  of  the  work,  it  had  been  the  practice  to  let  it  to 
the  paving  contractor.  Such  poor  results  were  obtained  that  the  writer 
organized  and  equipped  a  construction  department,  and,  with  few 
exceptions,  the  company  now  does  all  its  own  work.  At  the  suggestion 
of  the  writer,  in  order  to  facilitate  the  work,  the  company  entered 
into  an  arrangement  with  the  City  to  do  all  the  work  in  the  track 
allowance,  about  18^  ft.  wide,  the  City  paying  for  its  share  at  the 
same  rate  as  was  paid  to  the  contractor  for  the  remainder  of  the 
street.  This  enabled  the  railway  company  to  do  its  portion  of  the 
work  first,  the  contractor  following  up  and  bringing  his  work  to  the 
grade  established  by  the  rails.  This  plan  has  given  most  satisfactory 
results. 

The   work   is   carried   on   in   the   following  manner:    A  temporary 
track  is  laid,  outside  of  the  track  allowance,  to  take  care  of  the  traffic 
during  construction,  thus  enabling  the  company  to  build  both  tracks 
at   once.     When   the   traffic   is   turned   over  to   the   temporary   tracks, 
the  old  track  is  torn  up  and  the  ties  and  rails  are  piled  on  the  side 
)f  the  street,  ready  to  be  picked  up  by  the  work  train,  grading  is  then 
started  (Fig.  14),  and  the  cut  is  taken  out  to  rough  grade;  forms  are 
then  set  by  the  company's  engineer  to  the  proper  grade  for  the  top  of 
the  slab,  and  a  small  gang  of  fine  graders  follows  up  the  rough  graders ; 
in  the  meantime  the  gravel  for  the  slab  is  delivered  along  the  side  of  the 
excavation  (Fig.  15).     As  soon  as  a  block  has  been  rough-graded,  work 
)n  the  concrete  slab  is  commenced,  the  material  being  shoveled  directly 
into  the  hopper,  on  which  a  line  has  been  drawn  to  insure  the  right  pro- 
portions.    The  aggregate  is  then  run  through  the  mixer  and  delivered 
nto  a  bucket  which  travels  along  a  30-ft.  boom  cable  swinging  through 
L80°  (Fig.  16).     This  method  reduces  the  number  of  men  around  the 
nixer  to  the  minimum,  which  is  an  important  item,  as  common  labor  is, 
)aid  37-1  cents  per  hour.    All  the  company's  mixers  are  of  this  type,  and 
Jan  mix  about  80  cu.  yd.  per  10  hours,  or  about  250  lin.  ft.  of  com- 
)leted  slab  18^  ft.  wide  and  6  in.  deep.     The  rails  are  distributed  by 
m  electric  derrick  car  and  the  ties  by  the  company's  motor  car.     As 
joon   as  the   slab   has   set   for   24   hours,   ties   are   distributed,    T-rails 
;70-lb.,    264,    Lorain    Section,    or    87-lb.,    399,    Lorain    Section)    are 


V  orco 


ISI         DiscrssioN  :  s'i'iiKi;'!"  i;\ii,u\^     il-ack   coNs'iitLCTiuN 

Mr.  laid,  mikI  \\\o  [ruck  Ih  surfaced  to  ^radc  with  sand  (Fi/?.  17).  Tho 
standard  plan  calls  for  1  in.  of  sand  under  the  tie,  hut,  owinp:  to 
irrcy:ularities  in  the  concrete,  the  thickness  varies  from  2  to  li  in.  After 
the  track  has  heen  surfaced,  the  sand  is  scraped  out  from  hetvveen  the 
ties,  the  Hat  \vhe(>ls  on  the  mixer  are  replaced  by  flanged  wheels,  so 
that  the  mixer  can  run  on  the  track,  and  the  final  concrete  course 
is  laid  (Fig.  18). 

It  will  be  seen  that  the  four  operations,  grading,  laying  the  slab, 
laying  the  track,  and  putting  in  the  final  concrete  course,  are  all 
carried  on  at  the  same  time,  resulting  not  only  in  speed  but  in  economy. 
Each  section  of  track  lai(^  represents  a  new  problem,  and  from  time 
to  time  the  writer  has  had  to  design  special  machinery  in  order  to  do 
the  work  (piickly  and  economically.  On  Granville  vStreet,  the  prin- 
cipal business  street,  though  the  paving  was  in  good  condition,  about 
h  mile  of  track  was  in  such  bad  repair  that  it  had  to  be  renewed.  The 
Board  of  Public  Works  allowed  the  company  to  abandon  traffic  on  this 
street  on  condition  that  it  would  be  restored  in  22  days.  As  this  period 
included  10  days  for  the  last  concrete  laid  to  set,  it  meant  that  all 
work,  except  paving,  had  to  be  completed  in  12  days.  In  order  to  be 
sure  of  carrying  out  the  work  on  time,  a  progress  chart,  Fig.  20,  was 
prepared,  and  was  followed  so  closely  that  the  work  was  finished  1 
hour  ahead  of  time. 

The  street  was  paved  with  w^ood  blocks  laid   on   a   6-in.   concrete 
base,    and   each   rail   of  the   double   track   was   carried   on   a    concrete 
girder,  24  in.  wide  and  15  in.  deep.     The  reconstruction  of  the  track 
called   for    the    removal    and    replacing    of    the    following    quantities: 
5  100  sq.  yd.  of  wood  block  paving;  10  200  ft.  of  rail;  1  800  cu.  yd.,  or 
5  100  sq.  yd.,  of  concrete;  600  cu.  yd.  of  earth;  the  laying  of  2  400  cu.  yd. 
of  concrete;  ^l  mile  of  double  track;  850  sq.  yd.  of  concrete  flangeway 
blocks;  and  4  250  sq.  yd.  of  wood  block  paving.   The  quantity  of  concrete 
to  be  removed  was  so  great,  and  the  time  allowed  so  short,  that  some 
mechanical  means  for  breaking  it  up  had  to  be  devised,  as  the  schedule 
called  for  the  removal  of  about  32  sq.  yd.  per  hour.     The  dipper  arm 
was  taken  off  the  electrically-driven  shovel  owned  by  the  company,  and 
pile-driver  leads,   20  ft.  long,  were  hung  from  the  end  of  the  boom, 
being  held  in  place  by  two  braces  running  back  to  the  main  frame 
of  the  shovel.     xV  2  600-lb.  hammer  was  specially  cast,  having  a  wedge- 
shaped  cutting  edge,  about  8  in.  deep,  running  parallel  to  the  track. 
The  cutting  edge  was  placed  in  this  way  in  order  that  it  would  not 
injure  the  remaining  concrete  in  the  street.     This  scheme  worked  ex- 
cellently, and  no  trouble  whatever  was  found  in  breaking  up  the  con- 
crete aiid  adhering  to  the  schedule.     The  concrete  breaker,  which  would 
swing  through  360°,  was  placed  on  one  track,  and  on  the  other  track 
was  placed  the   derrick  car,  having   a   60-ft.  boom  which  would  also 


Fig.  16. — Laying  Concrete  Slab,  Broadway,  Vancouver,  B.  C. 


Fig.  17, — Laying  and  Surfacing  Permanent  Tracks,  Broadway,  Vancouver,  B.  C. 
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Fig.  18. — Bringing  Concrete  to  Underside  of  Pavement,  Broadway,  Van- 
couver, B.  C.     Concrete  Inside  the  Rail  Left  Low  for  6-in. 
Granite  Flange  way  Blocks. 


Fig.  19. — Concrete  Breaker,  Granville  St. 
Vancouver,   B.   C. 
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Mr.  swiii^'  thr()Ufj:li  'M()\  and  could  inovt!  it.^clf  aloii^  tlic  track.  The 
°^^  larger  pieces  of  concrotc  were  picked  up  by  the  derrick  and  loaded 
on  flat  cars  placed  behind  the  concrete  breaker,  and  the  smaller  ma- 
terial and  earth  were  loaded  in  skips  and  then  into  wagons  standing 
alongside  the  excavation  (Fig.  ID).  As  soon  as  the,  concrete  was 
broken  for  a  rail  length,  the  concrete  mixer  and  derrick  car  were 
backed  up  on  the  old  track  and  the  operation  was  repeated.  Work 
was  carried  on  in  two  10-honr  shifts,  and  the  cost  was  as  fol- 
lows: Taking  up  wood  blocks,  8.9  cents  per  sq.  yd.;  tearing  up  old 
track,  11  cents  i)er  ft.  of  single  track;  breaking  up  concrete,  40  cents 
per  sq.  yd.;  excavation,  loading,  and  dumping,  82 J  cents  per  cu.  yd.; 
removing  material  by  teams  and  work  train.  G5  cents  per  cu.  yd.  These 
figures  may  seem  high,  but  when  one  remembers  the  rate  paid  for 
common  labor,  and  that  teams  are  paid  $8  per  shift  of  10  hours  during  11 
the  day,  and  $9.50  per  shift  for  night  work,  the  writer  does  not  think 
that  the  cost  was  excessive. 

Mr  A.  C.  Polk,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  point 
^*^"^"  brought  up  by  Mr.  Tratman,  with  reference  to  the  use  of  ordinary 
bricks  tilted  so  that  one  end  fits  under  the  rail  head,  is  noted.  This 
method  gave  very  poor  res\ilts  on  some  track  which  had  already  been 
placed  in  Springfield;  in  fact,  a  great  deal  of  the  work  was  done  in 
this  manner  previous  to  the  time  when  the  writer  commenced  work 
there.  It  was  found  that  teams  and  loaded  wagons  had  great  difficulty 
in  turning  out  from  in  front  of  cars,  and  a  great  many  wheels  of 
vehicles  were  broken.  The  flangeway,  as  formed  in  the  Springfield 
work,  will,  no  doubt,  wear  down  somewhat  on  the  edges  of  the  bricks 
next  to  the  rail,  but  on  one  piece  of  work  which  was  in  use  1^  years 
there  was  no  serious  trouble,  and  no  undue  amount  of  wearing  had 
taken  place.  In  practically  every  type  of  construction  the  wear  is 
greatest  at  this  point,  no  matter  how  the  paving  is  placed. 

The  crowning  of  the  pavement,  as  criticised  by  Mr.  Tratman,  al- 
though making  a  slightly  uneven  contour  in  the  street,  does  not  seem 
to  cause  any  trouble  with  traffic;  wagons  and  vehicles  are  able  to  turn, 
out  without  any  difiSculty,  and  the  uneven  contour  is  scarcely  notice-j 
able.  The  city  authorities  and  the  public  both  thought  this  construc- 
tion a  great  improvement  over  the  old  type  of  placing  the  brick  unde] 
the  rail  head,  and  were  verx  much  pleased  with  it. 

The  type  of  construction  described  by  Mr.  Howe,  namely,  6  in.  of 
ballast  under  the  ties  and  then  concrete  on  top  as  a  paving  foundation, 
was  used  by  the  writer  in  Mobile  in  placing  a  very  busy  cross-over. 
Reports  indicate  that  it  stood  up  very  well  under  the  constant  and 
heavy  traffic,  and  the  writer  has  no  doubt  that,  as  a  cheaper  method  oi 
construction,  this  type  answers  very  well,  but  he  would  not  consider  it 
as  of  a  permanent  nature. 
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The  decision  to  put  in  the  type  used  in  the  Springrfield  work  was   Mr. 
arrived  at  from  previous  experience  with  cheaper  types,  where  it  was 
shown  that  in  the  long  run  they  were  far  more  costly  than  a  permanent 
and  rigid  construction. 

One  thing  to  be  noted  in  connection  with  the  Springfield  work  was 
the  adoption  of  a  standard  section  of  rail  of  the  Am.  Soc.  C.  E.  pattern. 
This,  of  course,  made  the  cost  less  than  it  would  have  been  with  a  girder 
rail. 

Mr.  Howe's  method,  as  used  in  Oakland,  seems  to  the  writer  to  be 
an  excellent  compromise,  where  it  is  not  possible  to  put  in  a  more  ex- 
pensive type. 

It  is  noted  that  Mr.  Mitchell  has  had  very  poor  results  with  the 
concrete  beam  construction.  The  writer,  however,  has  had  quite  the 
contrary  experience  where  the  concrete  beam  has  been  placed  and  has 
been  reinforced  with  twisted  steel  rods,  as  in  the  type  described. 

The  rail  ends  were  not  ground  on  the  Springfield  work.  Although, 
no  doubt,  this  is  a  most  excellent  additional  precaution,  there  was  no 
visible  sign  of  any  movement  at  the  joints,  after  the  first  work  at 
Springfield  had  been  down  12  or  14  months.  As  a  matter  of  fact, 
it  was  very  difiicult,  indeed,  to  discover  the  joints  at  all. 

All  the  bolts,  as  mentioned  by  Mr.  Mitchell,  were  driven  to  an 
extremely  tight  fit.  There  was  no  trouble  from  cupping  on  any  work  of 
this  class,  some  of  it  having  been  in  service  more  than  two  years,  not 
only  at  Springfield,  but  at  other  places.  A  great  deal  of  the  strength 
and  rigidity  of  the  Springfield  joints  was  due  to  the  type  of  plate  used. 

It  is  noted  that  Mr.  Vorce  also  has  had  poor  results  with  the  beam 
type  of  construction,  but  he  does  not  state  whether  he  used  a  reinforced 
beam.  The  writer  believes  that  this  reinforcing  has  a  greal  deal  to  do 
with  the  character  of  the  beam  construction,  and  makes  it  a  decidedly 
different  proposition  from  a  beam  which  has  no  reinforcement.  There 
is  no  doubt  that  poor  foundations  would  affect  the  failure  of  the  beam, 
but  reinforcement,  properly  placed  and  in  sufficient  quantity,  would 
hold  where  a  straight  concrete  beam  of  larger  section  would  fail. 

The  writer  does  not  agree  entirely  with  Mr.  Vorce  in  his  state- 
ment that  a  hard,  rigid,  inelastic  track  is  undesirable.  As  a  matter  of 
fact,  as  soon  as  a  track  foundation  is  put  down,  in  a  street  paving  in 
which  there  is  any  movement  at  all,  the  surrounding  pavement  com- 
mences to  work,  and  in  a  very  short  time  will  be  broken  up  and  de-  • 
stroyed.  The  writer  is  inclined  to  believe  that,  in  building  in  an  ex- 
pensive and  costly  pavement  where  there  is  considerable  traffic,  and 
where  rebuilding  is  almost  prohibitive,  it  is  far  cheaper  in  the  long 
run  to  put  down  a  solid,  heavy  roadbed. 

The  wooden  ties  would  probably  be  satisfactory,  but  the  writer  is 
of  the  opinion  that,  if  they  are  to  be  used  in  a  permanent  structure,  it 
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Mr.  would  !)('  (l(>siral)lo  to  placo  tio-i)latos  on  tlicni,  wljidi  would,  iio  donljt, 
add   to  the  life  and   rcinforcemont  of  the  track. 

Tho  writer  has  mentioned  tlie  criticism  as  to  the  grinding  of  tlie 
rail  ends,  and  altliongli  it  may  he  that  the  matter  is  of  more  vital 
importance  than  he  considers  it,  his  expc^ricnce  on  two  previous  con- 
struction johs,  of  the  character  illustrated  in  the  paper,  did  not  show 
that  planinj^  off  tlie  rail  was  nearly  as  essential  as  the  proper  placing 
of  the  joints  and  of  the  concrete  around  the  ties,  with  a  hig,  heavy  tie 
under  the  joint,  also  the  additional  reinforcement  at  this  point. 

Mr.  Vorce's  description  of  the  work  in  Vancouver  is  certainly  most 
interesting,  and  should  be  of  considerable  value  to  any  one  interested 
in  this  i)articular  type  of  work. 

The  writer  is  very  much  pleased  to  liave  heard  from  the  various 
members  who  have  discussed  his  paper,  and  to  have  had  other  views 
than  his  own  expressed  in  this  matter. 
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A  problem  which  often  confronts  the  engineer  or  contractor 
engaged  in  work  which  requires  the  establishment  of  a  camp  is  the 
keeping  of  labor  steadily  on  the  job  in  such  physical  and  mental 
condition  that  each  man  puts  forth  his  best  efforts.  This  is  especially 
true  when  work  is  prosecuted  in  new  and  unpopulated  country,  where 
life  at  its  best  must  be  rough  and  at  times  hard.  The  engineer  in 
charge  may  have  to  carry  on  the  work  with  a  labor  force  depleted 
by  sickness.  As  a  result,  many  may  leave  permanently,  and  many 
of  those  who  remain  may  be  in  such  poor  health  that  their  physical 
efficiency  is  greatly  impaired.  A  shifting  or  half-sick  labor  force 
cannot  be  efficient. 

The  writer  has  seen  camps  where  a  considerable  proportion  of 
the  men  were  laid  off  because  of  intestinal  disorders,  due  largely 
to  poor  sanitation,  and  where  the  efficiency  of  the  force  was  reduced 
perhaps  one-half.  He  has  been  in  camps  in  malarial  regions  where 
the  reduction  in  efficiency  of  the  force  was  known  to  be  at  least 
one-quarter,  and  at  times  was  probably  greater.  Such  conditions 
represent  a  serious  loss  to  the  contractor,  a  loss  which  can  be  al- 
most entirely  eliminated  by  the  observance  of  a  few  simple  rules 
based   on   the   present   knowledge  of   disease  prevention.      In   the  fol- 

*  Presented  at  the  meeting  ot  December  18th,  1912. 


1!U  S.V.N  II' \  I  ION    Ol     CUXsrKLC'no.N    CAMi'S 

lowing-  till'  writer  i)r()i)oses  to  set  forth  briefly  sonio  of  tlie  principlei 
of  sanitation  which  arc  applicable  to  canij)  conditions,  in  the  hope 
tliMt  he  may  convince  the  Engineering?  Profession  that  good  camp 
sanitation   is  an  economy,  and  not  an  expense. 

Camp  Location. — The  matters  of  site  and  soil  conditions  are  not 
of  prime  importance.  Even  under  the  poorest  natural  conditions, 
good  health  may  be  maintained  in  the  camp  if  the  proper  sanitary 
measures  are  taken,  but  the  better  the  natural  conditions,  the  fewer 
and  less  costly  will  be  the  sanitary  measures  required. 

Preference  should  be  given  to  an  even  surface  with  a  slight  natural 
slope.  An  even  surface  promotes  convenience  and  accessibility,  and 
a  slight  slope  gives  a  quick  run-off  for  possible  rain  water.  In  cool 
climates  a  sunny  exposure  should  be  selected,  and,  in  hot  climates, 
the  shady  side  of  a  valley,  if  possible.  Low  places,  swamps,  and  wet 
areas  should  be  avoided,  as  these  may  be  breeding  places  of  malaria- 
bearing  mosquitoes.  A  light,  porous  soil  is  an  advantage,  not  that 
disease  lurks  in  the  emanations  from  damp  ground,  but  because  of 
the  added  comfort  of  dry  quarters. 

Housing. — The  form  of  housing  will  depend  largely  on  the  dura- 
tion of  operations  and  on  transportation  facilities.  Whether  tents, 
portable  houses,  or  the  more  permanent  wooden  bunk-houses  are  used, 
ample  provision  for  the  free  entrance  of  air  and  sunlight  should 
be  made.  If  wooden  bunk-houses  are  used,  the  window  space  should 
be  ample,  and  the  windows  swung  inwa.rd  on  hinges  at  the  side  of 
the  frames.  In  warm  climates,  in  summer,  and  especially  in  fly  and 
mosquito  regions,  the  doors  and  windows  should  be  screened,  as 
described  later. 

One  or  more  able-bodied  men,  as  required,  should  be  assigned  to 
janitor  duty.  Each  day  all  quarters  should  be  opened  as  widely  as 
possible  for  several  hours  during  the  morning  for  ventilation,  and 
thoroughly  cleaned  by  the  janitor.  Dirty  conditions  and  violations 
of  the  camp  rules  should  be  reported  by  him,  and  the  offender  warned, 
disciplined,  or  discharged,  according  to  the  magnitude  and  frequency 
of  the  offense.  With  proper  cleanliness,  disinfectants  are  not  re- 
quired,   except   in   unusual   circumstances. 

In  cold  climates,  and  during  the  winter,  stoves  (of  a  type  which 
carries  the  products  of  combustion  out  of  the  room)  should  be  provided, 
and  fuel  supplied  to  the  men. 
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Mess-House. — The  mess-house  and  kitchen  should  be  especially 
'ell  ventilated,  but  all  doors,  windows,  and  other  openings  should  be 
3reened  with  a  copper  or  bronze  wire  of  No.  18  mesh  screen.  Doors 
bould  be  provided  with  springs  to  keep  them  closed.  In  order  to 
revent  the  entrance  of  insects  around  the  edges  of  screens,  the 
rames  should  close  flush  against  wood  strips  nailed  to  the  casing. 

All  reasonable  means  for  obtaining  cleanliness  in  the  preparation 
nd  handling  of  food  should  be  provided,  and  the  kitchen  and  mess- 
ouse  should  be  thoroughly  cleaned  after  each  meal.  It  is  desirable 
lat  the  various  sources  of  food  supply  be  known,  where  possible, 
nd  only  such  foods  accepted  as  are  wholesome  and  are  produced 
nd  marketed  under  reasonably  clean  conditions.  This  is  no  doubt 
ifficult  under  average  conditions,  but  is  worth  considerable  effort. 
s  far  as  possible,  the  diet  should  be  suitable  to  the  season.  No  person 
Qlicted  with  a  communicable  disease  should  be  allowed  to  work  in 
ny  capacity  in  the  kitchen  or  mess-house. 

Garbage.^-Metal  receptacles,  provided  with  tight  metal  covers, 
lould  be  supplied  and  used  for  the  kitchen  wastes,  both  solid  (gar- 
age) and  liquid  (slops).  In  camps  which  are  to  be  maintained 
)r  a  period  of  two  weeks  or  longer,  all  garbage  and  slops  should  be 
estroyed  by  incineration,  as  any  other  form  of  disposal  will  probably 
srmit  fly-breeding.  In  no  case  should  either  garbage  or  slops  be  emptied 
a  the  ground,  even  at  a  considerable  distance  from  the  camp.  Fig.  1 
lows  a  simple  and  inexpensive  garbage  and  slops  incinerator,  de- 
gned  by  Maj.  Paul  F.  Straub,  G.  S.,  U.  S.  Army,  and  is  given 
ere  by  his  permission.  This  incinerator  was  used  successfully  at 
le  maneuver  camp  at  San  Antonio,  Tex.,  in  1911.  With  proper 
btention,  it  will  destroy  100  gal.  of  slops  and  23  cu.  ft.  of  garbage 
I  12  hours,  with  a  fuel  consumption  of  xV  cord  of  wood.  With  the 
rdinary  attention  which  would  be  given  in  a  construction  camp, 
Lcking  in  rigid  military  discipline,  the  fuel  consumption  would  be 
reater,  but  -J  cord  per  day  should  be  ample  for  the  destruction  of 
[1  garbage  and  slops  created  in  the  prepa.ration  of  food  for  100  men. 

The  liquid  slops  are  evaporated  by  being  poured  slowly  along 
le  walls  of  the  incinerator,  and  the  garbage  is  placed  on  top  of  the 
jel.  If  rock  for  the  construction  of  the  incinerator  is  not  avail- 
ble,  a  trench  of  the  same  form  and  capacity  may  be  dug  in  the  ground, 
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and  operated  in  the  same  innnner.  Great  care  should  be  taken  to' 
see  that  the  ^arba^c  is  thorouglily  consumed;  otherwise,  fly-bre<.'ding 
may  ensue  if  tlie  incinerator  is  not  used  constantly. 

Latrines. — Indiscriminate  defecation  and  urination  in  the  vicinity! 
of  the  camp  should  be  i)rohibited,  and  a  sufficient  number  of  latrines 
constructed    at    convenient    places.      A    two-hole    seat    with    a    urinal  1 


PLAN  OF 

GARBAGE  INCINERATOR 

IN  USE 

MANEUVER  DIVISION 

SAN  ANTONIO,  TEXAS 
1911 


Fig.  1 


trough  is  a  good  standard  for  the  average  camp,  and  the  latrines 
should  be  placed  so  that  the  maximum  distance  from  any  house  or 
tent  to  the  nearest  latrine  does  not  exceed  100  ft.  With  easy  accessi- 
bility of  latrines,  promiscuous  defecation  is  more  easily  discouraged. 

The  latrines  consist  of  three  parts:  the  pit,  the  box,  and  the 
shelter.  The  pit  should  be  6  ft.  or  more  in  depth,  and  in  section 
slightly  smaller  than  the  box.  The  box  is  shown  by  Fig.  2  (also  by 
permission    of    Ma.j.    Straub).      It    should   be   made    of    tongued-and- 
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grooved  boards,  as  ordinary  lumber  tends  to  warp  and  shink,  so 
that  it  is  difficult  to  keep  the  box  fly-tight,  reliance  being  placed  on 
the  tightness  of  the  box  to  prevent  the  access  of  flies  to  the  contents 
of  the  latrine.  The  covers  of  the  holes  should  drop  back  automatically 
into  place  over  the  holes  v^hen  the  seat  is  not  occupied.  In  summer 
no  roof  is  provided  for  the  shelter  which,  for  privacy,  is  built  around 
the  latrine,  as  the  direct  action  of  sunlight  and  air  is  desirable  as  a 
disinfectant  and  deodorant.  During  the  winter  a  roof  may  be  pro- 
vided, and  during  rains,  at  other  seasons  of  the  year,  a  tarpaulin 
should  be  used. 
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A  metal  urinal  trough  may  be  attached  to  the  side  of  the  latrine 
shelter,  discharging  into  the  pit  through  the  box  via  a  trap.  The  pit 
should  be  disinfected  daily  by  being  burned  out  with  oil  or  oil-soaked 
straw.  The  urinal  trough  should  be  flushed  with  water  and  limed, 
and  the  interior  of  the  box  and  the  pit  should  be  limed  after  being 
burned,  to  deodorize  the  latrine.  Cleanliness  in  the  use  of  latrines 
must  be  strongly  insisted  on,  especially  if  the  laborers  are  of  foreign 
nationality. 

Stables. — The  stable,  especially  the  stalls,  should  be  cleaned  out 
thoroughly  each  day,  and  the  manure  removed  to  a  point  at  least 
^  mile  from  the  camp  and  burned  with  oil.  In  a  hot,  dry  climate, 
it  will  suffice  to  remove  the  manure  to  this  distance  and  spread  it 
out  thinly  on  the  ground;  either  method  will  prevent  fly-breeding. 
Under  average  conditions,  horse  manures  are  the  favorite  breeding 
places  of  flies.     From  estimates  based  on  actual  counts  of  represen- 
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Inlive  samplos,  it  lins  born  shown  that  a  niaimro  pile  woiphinp  1  000 
ll>.  may  oontain  upward  of  IfiOOOO  fly  uia^r^'ots  at  tlic  ond  of  4  days' 
('\|t<isur(\  'riiorcforc,  iiiiusiial  caro  sliould  bo  taken  of  manuras, 
and  tho  stables  l<ei)t  clean.  Thero  is  no  substitute  for  cleanliness; 
treating:  the  stalls  and  manure  with  oils,  cbeniicals,  and  i)oisoiis  is  in 
f-'-eneral  more  expensive  and  less  effective  than  cleanliness  and  the 
jn-oper  disposal  of  manure. 

Water  Supph/. — An  endeavor  should  be  made  to  obtain  a  pure 
water  supply.  Where  the  water  is  known  to  be  polluted,  it  can  be 
sterilized  by  calcium  hypochlorite  (chloride  of  lime  or  bleaching 
powder),  used  at  the  rate  of  from  10  to  40  lb.  per  million  gallons, 
depending  on  the  intensity  of  pollution.  When  used  in  this  amount 
no  taste  or  odor  of  the  chemical  will  be  noticed,  and  the  water  will 
be  potable  and  practically  sterile.  For  more  permanent  camps  with  pol- 
luted water  supplies,  sand  filters  can  be  constructed  cheaply  of  wood, 
and  can  be  made  to  give  a  fairly  good  effluent.  Wells  should  be  pro- 
tected from  surface  contamination,  and  should  not  be  placed  in  the 
vicinity  of  latrines. 

W^liere  camps  are  located  on  the  water-shed  of  a  city  water  supply, 
it  will  be  necessary  to  take  precautions  to  prevent  the  pollution  of 
the  supply  by  the  camp.  All  such  necessary  precautions  are  usually 
covered  by  the  laws  of  the  State  in  which  the  camp  is  located. 

Baths  and  Laundry. — In  many  respects  personal  cleanliness  is  one 
of  the  most  important  factors  in  health  preservation,  for  the  reason 
that  disease  is  largely  transmitted  by  contact,  from  person  to  person. 
It  is  advisable,  therefore,  that  facilities  for  keeping  personally  clean 
be  provided,  and  the  men  encouraged  to  make  use  of  them.  Shower 
batlis  can  be  easily  and  cheaply  constructed.  A  simple  and  effective 
shower  can  be  made  from  a  2-ft.  length  of  1-in.  pipe,  capped;  along 
the  low^er  side  of  the  pipe  are  bored  three  parallel  rows  of  y^-iii-  holes 
set  i  in.  apart.  The  pipe  projects  horizontally  from  a  tee  in  the 
vertical  supply  pipe,  at  about  8  ft.  above  the  floor.  The  latter  should 
be  of  wood  with  open  joints.  The  bath  should  be  provided  with  a 
shelter,  and  be  without  a  roof  in  summer. 

Laundry  equipment  and  supplies,  such  as  tubs,  washboards,  and 
soap,  should  be  furnished  gratis. 

Ruhhish. — Unless  cared  for,  considerable  rubbish  tends  to  accumu- 
late in  any  camp.     It  should  be  collected  daily  by  the  janitor,  removed 
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to  a  specified  place,  and  burned.  Everything  which  tends  toward 
neatness  and  cleanliness  should  be  encouraged. 

Flies. — The  principal  breeding  places  of  flies,  namely,  manure 
piles,  garbage  heaps,  and  latrine  pits,  have  been  mentioned.  They 
may  also  breed  in  any  collection  of  decomposing  organic  matter,  no 
matter  how  small.  The  fundamental  theorem  of  fly  control  is  clean- 
liness combined  with  proper  destruction  of  waste  products.  Where 
destruction  is  not  feasible,  the  rendering  of  such  wastes  unsuitable  to 
fly-breeding,  or  inaccessible  to  flies,  may  be  substituted. 

Under  midsummer  conditions,  flies  will  develop  from  egg  to  adult 
in  from  10  to  14  days.  The  adult  female  lays  from  75  to  125  eggs 
on  the  surface  of  the  breeding  ma,terial,  and  there  may  be  several 
5uch  layings  during  the  average  life  of  the  insect.  The  eggs  hatch 
in  from  12  to  24  hours;  the  larvae  or  maggots  feed  from  4  to  7  days, 
crawl  away  to  the  lower  part  of  the  breeding  material,  or  into  the 
adjacent  earth,  and  pupate;  in  the  pupal  stage  they  remain  quiet  4 
days  or  more,  and  emerge  full-grown  flies.  Fig.  3,  given  by  courtesy 
of  William  B.  Herms,  Assistant  Professor  of  Applied  Parasitology, 
University  of  California,  shows  the  four  stages  in  the  development  of 
the  common  house-fly. 

The  rapidity  of  development  is  dependent  on  temperature,  being 
accelerated  by  warmth  and  retarded  by  cold.  Owing  to  the  fairly 
constant  warmth  of  decaying  organic  matter  (for  example,  manure), 
the  larval  period  is  very  nearly  constant.  The  pupal  period,  being 
spent  away  from  the  decaying  material,  shows  the  greatest  variation, 
and,  in  winter,  may  be  lengthened  to  several  months. 

Owing  to  the  fact  that  the  fly  maggot  is  very  resistant  to  poisons 
and  insecticides,  it  will  be  found  cheaper  and  more  effective,  as  pre- 
viously stated,  to  destroy  or  remove  the  breeding  material,  than 
attempt  to  treat  accumulations  with  poisons. 

It  has  been  proven  conclusively  that  under  conditions  such  as  are 
usual  in  camps,  flies  may  be  gross  transmitters  of  such  diseases  as 
typhoid,  dysentery,  and  various  intestinal  disorders.  During  the 
Spanish-American  War,  when  more  soldiers  were  killed  by  disease 
than  by  bullets,  large  numbers  of  flies  were  often  observed  on  the 
food  in  the  mess-tents,  the  bodies  and  feet  of  many  of  them  being 
ivhitened  by  the  lime  in  the  latrines  which  they  had  recently  visited. 
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Jt  may  b«  statetl  aliiioHt  aa  an  axiom  tliat  the  sanitary  coiulition 
of  a  cnjiip  varies  inversely  as  the  nunihers  of  ilies  present. 

Malaria  and  Mosquiloes. — It  is  now  conclusively  proven  that  mos- 
quitoes of  a  certain  type  are  the  sole  trajismitters  of  malaria.  This 
disease  is  most  j)revalent  durinjj:  the  warm  months  of  the  year,  when 
the  largest  amount  of  construction  work  is  carried  on.  In  malarial 
regions  the  lost  efficiency  of  the  labor  force  from  this  disease  is  often 
25%  and  more.  Even  where  malaria-bearing  mosquitoes  are  not  pres- 
ent, and  tliose  of  the  common  type  are  numerous,  it  is  advisable  to 
take  measures  for  their  destruction,  as  a  night  disturbed  by  these  in- 
sects does  not  put  a  man  in  the  best  condition  for  a  hard  day's 
work.  As  previously  mentioned,  the  doors  and  windows  of  wooden 
houses  should  be  screened  and,  in  mosquito  districts,  if  tents  are  used, 
bed-nets  supported  by  frames  should  be  supplied. 

The  two  types  of  mosquitoes,  the  Anophelines,  or  malaria  trans- 
mitters, and  the  Culicines,  or  common  mosquitoes,  are  shown  in 
various  stages  of  their  life  history  on  Fig.  5.  The  differences 
in  the  two  types  are  easily  recognized  in  three  of  the  four  stages. 
The  Culicines  lay  their  eggs  on  the  water  surface  in  boat-shaped 
masses  of  from  250  to  750  eggs;  the  Anophelines  lay  their  eggs  singly 
or  in  irregular  clumps.  In  the  larval  or  wriggler  stage,  passed  in 
water,  the  Culicines  project  a  posterior  breathing  tube  to  the  surface, 
the  remainder  of  the  body  hanging  head  downward  at  an  angle  with 
the  surfa.ce;  the  Anophelines  breathe  while  lying  parallel  to,  and  with 
every  segment  touching,  the  surface.  The  differences  in  the  pupal 
or  tumbler  stage  are  not  sufficiently  well  marked  to  be  easily  dis- 
tinguished by  the  unaided  eye.  In  the  adult  stage,  two  methods  may 
be  used  to  distinguish  the  types:  The  resting  attitudes  are  different 
an  Anopheline  resting  on  a  plane  surface  holds  the  posterior  part  oi 
the  body  away  from  the  surface,  the  line  of  the  body  thus  making 
a  distinct  angle  of  from  25  to  55°  with  the  surface,  whereas  the 
Culicine  adult  rests  with  the  line  of  the  body  parallel  to  the  surface, 
or  in  a  humpba.cked  position.  The  best  method  of  distinction  in  the 
adult  stage  is  based  on  the  mouth  parts,  which  can  be  seen  with  the 
unaided  eye,  but  can  be  observed  better  with  a  low-power  magnifying 
lens.  In  the  Anopheline  females,  the  palpi  (the  two  appendages  im- 
mediately on  each  side  of  the  central  proboscis  or  beak)   are  approxi- 
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Fig.  3. — Development  of  the  Common  House  Fly. 
(a)  Eggs.     (&)  Larva  ok  Maggot,     (c)  Pupa,     (d)  Adult  Fly. 


Fig.  4. — Knapsack  Spray-Pump  in  Use,  Spraying 

Oil  on  a  Typical  Anopheline 

Breeding  Place. 
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Fig.  5. — Development  of  the  Mosquito. 

(a)  Anopheline  Eggs   (After  Howard),     (a')   Culicine  Egg-Boats. 

(b)  Anopheline  Larva,      (b')   Culicine  Larva  or  Wriggler. 

(c)  Anopheline  Pupa,  or  Tumbler. 

(d)  Resting  Attitude  of  Anopheline  Adult. 
id')   Resting  Attitude  of  Culicine  Adult. 

(e)  Head  and  Appendages  of  Female  Anopheline. 
(e')   Head  of  Male  Mosquito,  Either  Type. 

(c")    Head  and  Appendages  of  Culicine  Female. 
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mately  as  long  as  the  proboscis,  while  in  the  Culicines  the  palpi  are 
shorter  than  half  the  length  of  the  proboscis.  The  males,  which  do 
not  suck  blood,  can  be  distinguished,  if  found,  by  the  feathered  or 
plumose  antennae  or  feelers. 

Mosquitoes  breed  in  stagnant  or  quiet  water,  the  Anophelines 
preferring  clea.r,  fresh  water  standing  but  a  few  inches  on  grassy  land. 
The  Culicines  are  not  as  fastidious  in  their  choice  of  breeding  places, 
often  thriving  in  the  foulest  water.  The  first  principle  of  mosquito 
control,  therefore,  is  the  removal  of  all  stagnant  water.  This  may 
be  effected  by  drainage,  by  filling  in  small  low  spots  which  cannot 
be  readily  drained,  by  emptying  vessels  which  contain  useless  water, 
and  by  screening  all  others.  Where  drainage  or  filling  in  is  not  prac- 
ticable, as  will  usually  be  the  case  in  construction  camps,  oil  or 
chemicals  may  be  used  to  destroy  the  mosquito  larvae. 

Oil  sprayed  on  the  surface  of  water  which  is  breeding  mosquitoes 
will  kill  them  effectively  by  shutting  off  the  air  supply,  the  larvae 
and  pupae  dying  by  suffocation.  The  oil  should  have  a  specific  gravity 
of  about  30°  Baume,  and  may  be  applied  conveniently  and  economic- 
ally by  a  knapsa.ck  spray-pump,  as  shown  in  Fig.  4.  Small  ponds  may 
be  treated  by  throwing  in  several  handfuls  of  cotton  waste  soaked  in 
oil,  which  will  gradually  feed  a  film  of  oil  on  the  surface  for  some 
time,  and  may  be  renewed  at  intervals. 

Under  midsummer  conditions,  the  development  of  the  mosquito 
requires  from  10  to  14  days;  in  the  spring  and  autumn,  this  period 
is  somewhat  longer.  To  prevent  breeding,  therefore,  it  is  necessary 
to  apply  the  oil  by  spraying  once  every  2  weeks  in  summer,  and 
about  once  every  3  weeks  in  the  spring  and  fall. 

Where  the  water  is  full  of  vegetation,  it  is  advisable  to  treat  it  first 
with  copper  sulphate  (1  to  50  000)  and  then  with  oil.  A  preliminary 
copper  sulphate  treatment  will  be  found  an  advantage  where  poisons 
or  larvacides  are  used.  Several  poisons,  such  as  nicotine  sulphate, 
phinotas  oil,  and  emulsions  of  a  modified  crude  carbolic  acid,  have 
been  used  for  mosquito  destruction  with  var^ang  success,  but  on 
the  scale  of  operations  which  would  be  usually  attempted  for  the 
protection  of  a  construction  camp,  oil  will  be  found  to  be  cheaper 
and   more   effective. 

It  will  seldom  be  necessary  to  carry  on   anti-mosquito  operations 
i   beyond  a  distance  of  400  yd.  from  the  camp,   and  not  all  the  water 
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in  this  territory  will  ho  found  to  he  l)reo(lin^  mosquitoes.  Only  water 
which  is  actually  hrtvdin^  them  need  he  treated. 

Medical  Treatment. — While  the  subject  of  medical  treatment  of 
tho  sick  does  not  properly  come  under  the  x)rovisions  of  camp  sani- 
tation, it  is  advisable  to  consider  it  briefly  here,  on  account  of  its 
relation  to  tho  control  of  disease.  The  character  of  such  treatment 
will  depend  on  the  size  of  the  camj)  and  the  country  in  which  the 
work  is  carried  on.  For  small  camps,  in  sparsely  inhabited  regions, 
a  medicine  chest  of  standard  remedies,  with  bandages,  liniment,  and 
first  aid  to  the  injured  materials,  should  be  provided,  to  be  admin- 
istered gratis  as  needed.  In  malarial  regions,  in  addition  to  screen- 
ing and  mosquito  destruction,  a  daily  prophylactic  dose  of  quinine 
should  be  urged  on  the  employees.  Where  small  camps  are  within 
easy  roach  of  a  town,  arrangements  should  be  made  with  a  physician 
to  call  at  regular  times,  and  as  needed  in  emergencies,  and,  in 
addition,  the  medical  and  first  aid  equipment  should  be  provided  for 
minor  complaints. 

Where  several  camps  are  working  a  large  number  of  men,  directed 
from  a  central  field  office,  it  is  advisable,  and  usually  practicable,  to 
install  a  field  hospital  with  a  resident  physician,  who,  in  addition 
to  his  hospital  duties,  makes  periodic  inspections  of  the  camps.  The 
expense  of  the  hospital  is  usually  provided  for  by  nominal  deductions 
from  the  pay  of  each  employee,  which  entitles  him  to  free  medical 
attendance  if  sick  or  injured.  This  is  often  done  on  works  of  magni- 
tude, an  example  with  which  the  w^riter  is  familiar  being  the  Los 
Angeles   Aqueduct. 

In  any  case,  an  employee  suffering  from  any  form  of  communicable 
disease  should  at  once  be  laid  off  and  isolated  from  the  others,  to 
prevent  as  far  as  possible  the  further  spread  of  the  disease. 

The  Value  of  Good  Sanitation. — In  its  broadest  sense,  sanitation 
includes  all  methods  and  procedures  necessary  for  the  prevention  of 
the  spread  of  diseases.  In  its  practical  workings,  it  is  limited  to 
certain  fields,  which  are  not  very  well  defined,  owing  to  the  inter- 
relations of  various  factors  in  disease  prevention.  The  procedure  in 
disease  prevention  may  be  arranged  roughly  in  three  main  divi- 
sions: First,  the  control  of  the  source  of  infection,  practically  always 
a  person  sick  with  the  disease;  second,  the  control  of  the  carrier  or 
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means  of  distribution  of  the  disease  from  one  person  to  another;  and 
third,  the  protection  of  the  well  persons  individually. 
P^  The  first  division  falls  largely  in  the  domain  of  the  physician, 
though  the  engineer,  by  installing  vt^orks  for  the  prompt  removal  and 
purification  of  the  infected  discharges  of  the  patient,  plays  his  part 
here.  The  control  of  the  carrier  of  infection,  such  as  food,  water, 
sewage,  insects,  etc.,  comprises  the  field  of  sanitation  as  usually  de- 
fined, and  in  this  field  the  engineer,  chemist,  bacteriologist,  entomolo- 
gist, and  others,  play  the  chief  part.  Personal  hygiene  largely  covers 
the  third  division.  All  three  divisions  are  links  in  a  chain  which 
is  no  stronger  than  its  weakest  link.  Under  camp  conditions,  how- 
ever, it  is  not  practicable  to  take  the  measures  which  are  essential  in 
an  urban  community,  and  it  is  not  possible  to  pay  much  attention 
to  personal  hygiene.  The  bulk  of  disease  prevention,  therefore,  must 
fall    in    the    second    division. 

There  are  few  engineers  who  are  not  familiar  with  the  usual 
conditions  in  camps.  Foul-smelling,  open  latrines  swarming  with 
flies,  dirty  and  poorly  ventilated  quarters  for  the  men,  vile  food, 
filthy  mess-tent,  and  swarms  of  flies  on  and  in  everything,  are  the 
average  conditions.  Such  being  the  case,  it  is  well-nigh  impossible 
for  any  man  to  remain  in  good  physical  condition,  and  it  is  the 
laborer's  physical  condition  which  largely  determines  the  amount  and 
character  of  his  output.  If  a  part  of  the  labor  force  is  weakened  by 
ill-health,  just  that  much  less  than  the  maximum  possible  work  can  be 
obtained.  The  contractor  expects  the  maximum  for  his  greatest  profits ; 
jif  he  gets  less  than  the  maximum,  he  sustains  a  loss.  A  reduction 
jof  25%  in  the  efficiency  of  the  labor  force  is  not  unusual.  If  we 
consider  a  camp  of  100  men  at  an  average  daily  wage  of  $2,  this 
daily  loss  amounts  to  $50,  and  in  a  30-day  month  would  reach  a 
total  of  $1  500.  The  additional  cost  of  good  sanitation  above  the 
amount  spent  for  the  poor  sanitation  which  is  at  the  bottom  of  this 
loss,  would  probably  not  exceed  $250  per  month,  leaving  a  net  profit, 
chargeable  to  good  sanitation,  of  $1  250.  The  average  saving  would 
undoubtedly  be  less  than  this  amount,  but  the  writer  does  not  believe 
that  he  ha,s  based  this  estimate  on  an  extreme  case.  However,  be 
the  saving  much  or  little,  good  sanitation  in  a  camp  is  emphatically 
an  economy,  not  an  expense.     Aside  from  ignorance,  perhaps  the  chief 
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retLson  that  rani])  conditions  are  usually  so  bad  is  that  the  contractoi 
can  actually  see  in  dollars  and  cents  the  money  expended  for  goo< 
sanitation,  while  the  saving  cannot  be  exi)res8ed  so  accurately  or  ii 
such  tangible  form.  Nevertheless,  the  economy  can  be  shown  at  least 
approximately  in  every  case,  and  in  extreme  cases  may  represent  th( 
difference  between  a  profit  and  a  loss  on  the  contract. 


\ 
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Ix.  C.  Hardman,  Assoc.  M.  Am.  See.  C.  E.  (by  letter). — This  paper  Mr. 
is  one  of  very  timely  interest,  its  only  fault  being  its  brevity.  The  ^'  ™^°' 
writer  has  had  occasion  to  witness  the  good  effects  of  camp  sanitation, 
as  well  as  to  install  certain  sanitary  appliances  in  a  camp  of  4  100 
men,  under  unfavorable  climatic  and  drainage  conditions.  The  sub- 
ject is  one  which  deserves  to  be  expanded,  and  should  receive  the  care- 
ful attention  of  the  Profession. 

In  some  camps  which  the  writer  has  seen,  the  conditions  approach 
those  which  must  have  existed  in  the  Middle  Ages,  and  now  exist  in 
the  less  enlightened  portions  of  the  world.  In  the  provincial  districts 
of  the  Philippines,  for  instance,  Americans  are  horrified  to  see  prac- 
tically all  human  waste  consumed  by  hogs  kept  in  the  back  yards  of 
nearly  all  the  native  shacks;  yet  they  view  with  apparent  equanimity 
the  promiscuous  deposition  of  fecal  matter  around  a  camp  wherein 
the  services  of  our  porcine  friends  are  not  available. 

The  writer  once  met  an  American  in  Hong  Kong  who  solemnly 
swore  total  abstinence  from  fish  because  he  had  seen  in  Canton,  China, 
a  fish  pond  wherein  the  fish  were  fed,  in  part,  from  a  privy  built  over 
the  edge  of  the  pond.  Yet  we,  at  home,  empty  our  raw,  untreated 
sewage  into  our  rivers  from  which  fish  are  taken  for  the  table,  and  in 
thousands  of  instances  privies  are  built  over  streams  and  ponds,  as  in 
I  the  case  of  the  Buddhist  monastery  in  Canton;  and  yet  "the  pot 
;  called  the  kettle  black."     The  Cantonese  did  not  use  the  pond  for  a 

water  supply;  we  do  use  our  rivers  for  that  purpose. 
'  To  carry  the  comparison  still  farther:  The  writer  has  seen  in 
'  Chinese  cities  huge  tubs  along  the  streets  in  use  as  "public  comfort 
.stations."  In  a  great  many  cases,  these  "stations"  overflow  into  the 
I  streets ;  yet  this  is  not  much  worse  than  conditions  in  some  construc- 
!  tion  camps  where  latrine  trenches  are  dug,  left  open  to  the  light  and 
j  air,  and  flies,  and  allowed  to  fill  up  without  destructive  or  disinfective 
j  treatment  of  any  kind. 

!  We  think  of  the  Chinese  race  and  nation  as  a  very  filthy  one,  but 
the  filth  is  only  a  matter  of  comparison.  The  Chinese  have  yet  to  be 
educated  up  to  a  high  sanitary  standard,  while  we  have  to  be  educated 
to  the  pre-eminence  of  health  over  dollars. 

!        The  writer  has  brought  this  subject  to  the  attention  of  the  Pro- 

'fession  in  a  short  article*  containing  rules  for  the  use  of  the  various 

appliances  described  and  illustrated.     They  differ  slightly  in  form  from 

Mr.  Gray's,  but  cover  the  same  ground.     The  method,  however,  is  of 

minor  import. 

;        Perhaps  the  greatest  arguments  for  camp  sanitation  are  found  in 
,  the    records    made   in   the    Canal    Zone,    in    Cuba    after   the    Spanish- 

*  Engineering  News,  October  17th,  1912. 
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Mr.  Anu^ricnii  War,  in  the  various  innncuvor  oamps  of  tlio  TTiiitocl  Statos 
army  in  recent  years,  and,  notably,  in  the  \v(jrk  of  ihe  Japanese  Medical 
Cori)s  in  the  war  with  Russia.  One  has  but  to  comi)are  these  with  the 
history  of  the  Frencli  Company  at  Panama  and  the  disgraceful  record 
of  the  U.  S,  Medical  Corps  during  the  Spanish-American  War,  at 
Chickamauga,    .lacksonvillc,    and    elsewhere. 

Mr.  Gray  dwells  only  on  the  baser  financial  side  of  "the  value  of 
sanitation."  Of  course,  this  is  the  only  thing  which  will  appeal  to 
the  average  canij)  executive,  but  should  we  not,  a.s  engineers,  also  be 
moved  by  the  more  altruistic  motive  of  helping  the  ignorant  foreigner, 
who  makes  uji  the  bulk  of  our  camp  population,  to  attain,  by  example 
and  precept,  the  standard  of  living  of  the  Americans  with  whom  he 
is  to  become  assimilated?  Do  we  not  owe  it  as  a  debt  to  the  human 
race? 

Mr.  Spencer  Miller,  M.  Am.  Soc.  C.  E.— :\rr.  Gray's  paper  is  interest- 
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ing  and  valuable. 

A  Government  contractor,  building  a  lock  and  dam  on  one  of  the  ^ 
Western  rivers,  recently  informed  the  speaker  that  an  outbreak  of 
malaria  in  his  camp  had  nearly  cost  him  the  profit  on  his  contract. 
Malaria  and  malarial  fever  disorganized  his  camp  so  completely  that  \ 
he  found  it  practically  impossible  to  keep  a  full  force  of  men  at  work. 
New  men  arriving  to  take  the  places  of  sick  ones  would  shortly 
succumb  to  the  disease;  others  fled  from  the  camp.  It  was  only  after 
this  had  continued  for  a  considerable  time  that  the  contractor  sought 
relief  from  a  sanitary  expert.  The  outbreak  of  malaria  was  attributed 
directly  to  the  presence  of  the  malarial  mosquito.  The  camps  were 
thoroughly  fumigated  and  screened.  The  sick  were  properly  guarded 
against  the  mosquitoes.  The  immediate  vicinity  of  the  camp  was 
cleared  up.  The  rank  growth  was  mown  down.  Ditches  were  dug  and 
drainage  operations  were  carried  out  thoroughly.  Every  receptacle  for 
holding  water  was  either  emptied,  destroyed,  or  oiled  regularly.  Shortly 
the  trouble  disappeared.  The  camp  became  a  healthy  and  a  profitable 
one.     All  of  which  illustrates  that  it  pays  to  be  sanitary-. 

Mr.  Frank   E.   Winsor,   M.   Am.    Soc.   C.   E. — This   paper   is   a   timely 

w^insor.  (.Qntribution  on  an  important  subject  relative  to  which  very  little  has 
appeared  heretofore  in  the  publications  of  the  Society. 

The  construction  and  sanitation  of  camps  for  the  temporary  hous- 
ing of  men  have,  generally  speaking,  received  little  scientific  considera- 
tion among  those  responsible  for  their  creation,  and  the  author's  sug- 
gestions are  so  materially  in  advance  of  common  practice  as  lo  be 
considered  by  many,  perhaps,  revolutionary. 

The  proper  sanitation  of  construction  camps  depends  on  a  variety 
of  considerations,  and  involves  many  diverse  problems.  The  character 
of  camp  construction  should  depend  on  seasonal  variations  of  climatic 
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<?onditions,  the  length  of  time  which  the  camp  will  be  occupied,  the  Mr. 
nationality  and  intelligence  of  the  occupants,  the  character  of  the  ^*"^®''' 
country  in  which  the  camp  is  located — ^particularly  whether  in  a  popu- 
lated or  non-populated  district — and  other  less  important  considerations. 
The  following  discussion  is  mainly  from  the  viewpoint  of  camps 
located  in  more  or  less  populous  districts,  the  occupancy  of  which 
extends  over  more  than  one  working  season.  The  methods  of  camp 
construction  and  sanitation  described  have  been  used  successfully  along 
large  portions  of  the  Catskill  Aqueduct,  a  structure  some  90  miles  in 
length,  extending  from  the  Catskill  Mountains  to  New  York  City,  and 
now  nearing  completion.  The  work  and  methods  outlined  are  both 
practical  and  reasonable,  and  are  believed  by  the  speaker  to  be  adapta- 
ble, with  suitable  modifications  in  detail,  to  substantially  all  conditions. 
The  subject  may  be  conveniently  treated  under  the  following  headings : 

1.— Location  of  Camp. — Generally  speaking,  camps  should  be  located 
on  high,  dry  ground,  preferably  sandy;  and,  where  located  on  a  drain- 
age area  tributary  to  a  domestic  water  supply,  a  site  remote  from  water- 
courses should  be  selected. 

2. — Water  Supply. — A  water  supply  of  suitable  quality  and  quantity 
for  drinking,  bathing,  and  washing  must  be  provided,  and,  if  the  camp 
is  to  be  used  for  any  considerable  period,  the  supply  should  be  properly 
piped  under  pressure  to  the  various  buildings.  A  ground-water  sup- 
ply from  deep  wells,  protected  from  surface  pollution,  is  generally, 
the  most  satisfactory,  although  under  some  conditions  it  may  be  allowa- 
ble to  use  surface  springs  or  surface  streams,  if  their  purity  can  be 
properly  and  continuously  safeguarded.  Dug  wells,  open  at  the  top,  are 
almost  always  polluted,  and  it  is  seldom  safe  to  use  water  from  streams 
and  lakes,  particularly  in  a  territory  at  all  populated,  without  proper 
purification.  It  is  important,  especially  with  sources  other  than 
ground-water,  to  make  frequent  analyses  in  order  to  secure  a  continu- 
ous suitable  quality  of  the  supply. 

S. — Food  Supply. — An  intelligent  selection  and  inspection  of  all 
food  products,  particularly  milk  and  such  articles  as  are  used  without 
cooking,  is  important. 

^. —  Waste  Disposal. — The  most  efiicient  method  of  disposal  of 
human  excreta,  including  urine,  is  by  incineration,  and  it  has  been 
found  entirely  practicable  to  collect  and  incinerate  such  wastes 
from  camps  of  both  large  and  small  size.  Various  types  of  incin- 
erators have  been  used,  including  several  small,  portable  ones  with 
seats  and  urinals  attached;  but,  generally  speaking,  with  camps  of  con- 
siderable population,  with  several  years  occupancy  in  prospect,  it  has 
been  found  more  economical  and  practical  to  build  special  incinerating 
furnaces,  properly  housed,  and  to  collect  all  the  fecal  matter  in  tight 
cans,  which  are  placed  under  the  seats  in  the  closets  and  changed 
daily.     Suitable  closets  for  housing  the  cans,  protected  from  flies  by 
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Mr.  tliorou^'li  scnH'iiin^,  sliould  be  provided  tliroii^rhoiit,  tlio  <'amp  and  nlonj^ 
the  lino  of  th(>  work.  'I'he  Hpcnkcr  is  of  the  opinion  that,  under  all 
conditions,  incineration  is  mucli  lo  he  preferrcMl  to  the  latrines  sug- 
gested by  the  author. 

With  tlie  fecal  matter  disposed  of.  tlx;  prohlem  of  the  other  camp 
wastGs  is  materially  simi)lified.  (Jarhage  sliould  he  collected  and 
burned  daily.  Stable  manure  should  be  disposed  of  daily,  preferably 
by  incineration,  although  it  may  be  allowable,  in  agricultural  dis- 
tricts, to  i)ermit  its  use  on  land,  if  it  is  hauled  a  sufficient  distance  from 
the  camj)  to  make  sure  that  any  flies  which  might  breed  in  it  cannot 
reach  the  camp  area.  Liquid  wastes  from  the  camp,  other  than  those 
l)reviously  mentioned,  may  be  taken  care  of  in  a  variety  of  ways, 
depending  on  local  conditions.  If  the  camp  is  located  in  a  drainage 
area  tributary  to  a  public  water  supply,  particularly  if  the  drainage 
from  the  camp  enters  such  water  supply  near  an  intake,  extreme  pre- 
cautions are  necessary.  In  the  case  of  camps  located  on  the  drainage 
area  of  Croton  Lake  (the  main  source  of  supply  of  that  portion  of 
New  York  City  which  includes  the  Boroughs  of  Manhattan  and  the 
Bronx),  the  following  precautions  were  taken:  The  camp  was  sur- 
rounded by  intercepting  ditches,  and  the  rainfall  on  the  area  insidej 
these  ditches  was  collected  in  a  settling  basin  of  sufficient  capacity 
to  hold  the  rainfall  from  substantially  all  storms.  From  this  settling 
basin  the  water  was  run  through  sand  filters.  These  sand  filters  also 
filtered  the  wash-water  from  the  camp,  this  water  being  collected  by 
a  proper  sew^erage  system.  The  effluent  from  these  filters  was  after- 
ward dosed  with  chlorinated  lime,  so  that  a  substantially  sterile  efflu- 
ent was  finally  obtained— generally  much  better  than  the  natural  flow 
of  the  stream  into  which  it  emptied.  In  case  of  camps  located  in 
polluted  drainage  areas  not  used  for  domestic  water  supply,  the  omis- 
sion of  filtration  for  surface  run-off  from  the  camp  and  the  substitu- 
tion of  septic  tanks  or  broad  irrigation  for  wash-water,  etc.,  may  be 

permitted. 

Q^— Character  of  Construction  of  Buildings.— Amv^e  provision  for 
air  space  and  ventilation  should  be  made  in  the  buildings,  and  a  mini- 
mum allowance  of  400  cu.  ft.  of  air  space  per  occupant  is  believed  byj 
the  speaker  to  be  none  too  much.     Proper  heating  in  the  winter  seasoi 
and  suitable  lighting  should  be  insisted  on.     The  mess-house  shouh 
be  detached  from  the  other  buildings.     Hospitals  of  proper  size  an( 
suitable  equipment  should  be  provided,  and  a  building  which  may  b( 
used  as  an  isolation  hospital  should  be  in  readiness  in  case  of  contagious 

diseases.  .        j 

6. Medication. — x\  physical  and  medical  examination  of  applicant* 

for  employment  is  very  desirable,  and  may  avoid  much  subsequent 
trouble.  The  continuous  attendance  of  a  properly  qualified  physician, 
to  take  charge  of  the  sanitation  of  the  camp   and  the  health  of  the 
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occupants,   is  very   important,   particularly   in   camps   housing  a   con-     Mr, 
siderable  number  of  men.  Wmsor. 

7. — Protection  from  Flies. — One  of  the  most  important  problems 
in  sanitation  is  to  prevent,  as  far  as  possible,  the  breeding  of  flies, 
which  are  believed  by  the  speaker  to  be  one  of  the  greatest  pests  in 
existence.  The  daily  collection  and  disposal  of  all  camp  wastes,  in  most 
of  which  flies  may  breed,  should  be  rigidly  insisted  on,  and  all  quarters 
for  the  men,  and,  in  fact,  all  buildings  in  the  camp,  should  be  properly 
screened. 

8. — Fences  and  Lighting. — As  extreme  precautions,  high  fences  of 
a  man-proof  type  entirely  surrounding  the  camp,  with  one  or  more 
openings  which  can,  when  desirable,  be  placed  under  proper  guard, 
and  illumination  of  the  camp  area  at  night,  have  been  found  very 
effective  as   aids  in   securing  compliance  with  sanitary  rules. 

9. — Police. — An  efficient  police  force,  while  not  essential,  is  a  valua- 
ble adjunct  in  connection  with  securing  the  best  results. 

There  is  no  doubt  in  the  speaker's  mind  as  to  the  economy  of  proper 
camp  sanitation.  It  has  been  demonstrated  as  both  possible  and  prac- 
ticable to  eliminate  substantially  the  scourge  of  typhoid  fever  and 
other  contagious  diseases,  and  to  secure  sanitary  conditions  in  tempo- 
rary camps  in  advance  of  those  found  in  most  established  communities. 
There  is,  no  doubt,  a  great  increase  in  the  individual  efficiency  of 
men  employed  under  proper  sanitary  conditions,  and  a  large  gain 
also  due  to  non-interruption  of  the  work  on  account  of  sickness  among 
the  force.  The  restriction  as  to  time  is  very  important  in  nearly  all 
construction  work,  and  expenditures  for  adequate  camp  sanitation, 
which  should  never  exceed  a  small  percentage  of  the  cost  of  the  work, 
will  almost  invariably  be  returned  several-fold  in  economy  resulting 
from  increased  efficiency  of  the  force,  earlier  completion  of  the  work, 
and  other  indirect  and  less  tangible  benefits.  The  safeguarding  of  the 
health  of  the  surrounding  country  is  also  a  most  important  factor  in 
work  located  in  populous  districts. 

The  efficient  enforcement  of  sanitary  rules  is  a  very  difficult  matter 
with  the  class  of  labor  ordinarily  employed  on  construction  work,  and 
the  immediate  discharge  of  employees  who  are  discovered  violating 
these  rules  has  been  found  to  be  the  most  effective  means  of  securing 
their  enforcement.  A  continuous  campaign  of  education  is  also  of 
great  value  as  an  aid  to  securing  the  best  results.* 

W.  E.  Britton,  EsQ.f  (by  letter). — The  importance  of  camp  sanita-     Mr. 
tion  has  long  been  overlooked  by  both  engineers  and  contractors,  doubt-    "  ^^^' 

^      *  a  very  complete  and  able  paper  by  Andrew  J.  Provost,  Jr.,  Sanitary  Expert,  entitled 

Sanitary  Problems  of  the  Board  of  Water  Supply,"  outlining  the  methods  and  results 

or  sanitation  along  the  line  of  the  Catskill  Water-works,  the  new  water  supply  for  New 

York  City,  was  presented  before  the  Municipal  Engineers  of  the  City  of  New  York,  and  is 

,  published  in  the  Proceedings  of  that  Society  for  1911. 

I        t  State  Entomologist,  New  Haven,  Conn. 


l)\\  luscrssioN  :  hamiaiion  ok  constiicction  camth 

Mr.  less  for  the  reasons  piveii  in  Mr.  Gray'H  admirable  paper.  Recent 
discoveries,  which  show  how  many  communicable  diseases  are  transmit- 
ted by  insects,  render  strict  rules  and  regulations  imT)erntiv(*,  and 
sanitary  precautions  and  appliances  essential.  As  rcgard.s  the  lal)or- 
ers,  ignorance  is  their  chief  excuse,  but  this  is  not  so  with  the  engi- 
neer, who  should  also  be  a  sanitarian,  for  ])revention  is  better  than 
cure. 

The  construction  of  the  Panama  Canal  was  primarily  a  problem 
of  sanitation,  and  could  not  have  been  solved  from  other  standpoints. 
The  average  contractor  is  probably  more  easily  moved  by  a  desire  to 
further  the  i)rogress  and  profits  of  his  work  than  by  humanitarian 
and  philanthropic  motives.  For  this  reason,  an  appeal  for  sanitation 
on  the  grounds  of  increased  efficiency  of  his  men  and  to  prevent 
economic  loss  seems  to  be  wise.  A  few  damage  suits  for  criminal 
negligence  in  extreme  cases  might  have  a  salutary  effect.  Of  course, 
there  are  many  construction,  lumber,  and  mining  camps  located  far 
from  other  human  habitations,  and,  in  such  cases,  a  neglect  of  sanita- 
tion affects  only  those  connected  with  the  camps.  On  the  other  hand, 
there  are  construction  camps  located  on  the  outskirts  of  many  cities^ 
and  villages,  and  here  a  neglect  of  sanitary  measures  imperils  the 
lives  and  health  of  thousands,  though,  in  most  cases,  such  camps  wouh 
be  within  the  jurisdiction  of  the  health  officer. 

After  the  resident  physician,  the  engineer  is  probably  the  most  im-1 
portant  officer  concerned  with  the  establishment  of  construction  camps, 
and  it  is  to  him  that  we  must  look  in  the  future  for  a  large  degree 
of  improvement  in  camp  sanitation.  If  he  has  a  knowledge  of  the 
dangers  and  will  assume  the  responsibility  of  avoiding  and  remedying 
them,  we  are  making  real  progress.  It  is  gratifying  that  papers  of 
this  nature  are  presented  before  the  Society. 

Mr.  F.  W.  Austin,  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter). — Mr.  Gray 

Austin,  .g  ^^  1^^  congratulated  for  the  manner  in  which  he  has  presented 
this  subject.  The  proper  sanitation  of  camps  should  appeal  to  many 
construction  engineers  and  contractors,  and  it  is  to  be  hoped  thatj 
better  sanitary  conditions  may  be  obtained.  Any  method  or  system, 
however,  to  appeal  to  the  contractor,  should  consist  of  appliances 
which  are  easily  and  economically  obtained.  For  example,  Mr. 
Gray  stipulates  that  copper  or  bronze  screens  should  be  used  to 
protect  the  various  openings,  such  as  windows,  doors,  etc.  The  con- 
tractor is  usually  situated  where  copper  or  bronze  cloth  is  not  readily  j 
or  economically  obtained,  and  it  is  not  quite  clear  to  the  writer 
why  common  iron  screens  will  not  answer  the  purpose  quite  as  well, 
as  they  are  for  temporary  use  and  all  temporary  buildings  are  aban- 
doned by  the  contractor  or  sold  for  a  nominal  sum  when  the  work  is 
completed. 
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Perhaps  the  greatest  obstacle  to  be  overcome  will  be  the  lack  of  Mr. 
discipline.  In  the  average  contractor's  camp,  a  large  percentage  of  ^"'^*''^- 
the  laborers  employed  remain  for  a  short  time  only,  in  some  camps 
from  5  to  15  days  is  a  fair  average,  and  many  of  them  are  not 
enthusiastic  about  shaving  and  taking  baths.  They  are  also  not  much 
given  to  worrying  about  disciplinary  measures,  such  as  being  suspended 
from  the  payroll  or  discharged  from  service.  It  is  evident,  however, 
that  much  improvement  can  be  made.  It  will  be  necessary  to  arouse 
more  interest  on  the  part  of  contractors,  for,  as  a  rule,  they  do  not 
take  much  interest  in  the  sanitary  condition  of  their  camps. 

If  the  company  letting  the  contract  would  insert  a  clause  requiring 
the  contractor  to  keep  his  camp  in  a  proper  sanitary  condition,  the 
engineer  in  charge  would  then  be  in  a  position  to  enforce  the  necessary 
rules  and  regulations  to  bring  about  the  desired  result.  This  would 
not  only  improve  the  efficiency  of  the  service,  but  would  tend  to  create 
a  favorable  impression  among  the  people  living  in  the  vicinity  of 
the  camp. 

Harry  G.  Payrow,  Jun.  Am.  Sue.  C.  E.  (by  letter). — Until  recent  Mr. 
years,  the  sanitation  of  construction  camps  received  little  attention 
by  health  authorities,  due  partly  to  the  fact  that  most  camps  are  re- 
mote from  populated  districts  and  that  the  authorities  are  indifferent. 
On  the  other  hand,  engineers  and  contractors  have  not  manifested 
as  great  an  interest  as  they  should,  for,  as  the  author  states,  camp 
conditions,  to  a  large  extent,  govern  the  efficiency  of  the  labor. 

The  following  is  a  brief  description  of  the  methods  in  actual 
practice  in  a  construction  camp  with  which  the  writer  was  con- 
nected. These  methods  are  believed  to  be  simple,  of  low  maintenance 
cost,  and  efficaeious. 

This  camp  was  on  the  water-shed  of  a  reservoir  used  as  a  city 
water  supply,  and  at  that  time  an  additional  $1  000  000  dam  was  under 
construction.  For  convenience,  the  camp  was  near  the  work  and  on 
slightly  sloping  ground.  An  enclosure  was  formed,  with  a  man-proof 
fence  of  5  strands  of  barbed  wire,  and  only  one  gate  was  provided. 
Outside  of  this  fence  a  2  by  3-ft.  trench  was  excavated  all  around 
the  enclosure  to  catch  the  storm-water,  thus  preventing  it  from  reach- 
ing the  reservoir.  The  trench  was  graded  to  carry  the  water  to  a 
sump  where  it  filtered  away. 

The  sleeping  quarters  consisted  of  a  well-built,  one-story  wooden 
building,  covered  with  weather  paper.  Instead  of  the  old-style  bunks, 
there  were  comfortable  iron  beds,  a  few  being  on  a  balcony  along  one 
side  of  the  room.  A  large  coal  stove  was  used  for  heating.  The  mess- 
room  was  a  separate,  one-story  building,  and  contained  long  tables 
with  benches  and  two  or  three  cook-stoves.  Connecting  the  two  build- 
ings  there   was   a   commissary,   where   supplies   of   good   quality  were 
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Mr.      sold    jit.    nMisonahle    prices.      All    windows    niid    doors    were    effectively 

'         screened. 

The  annitury  closets  were  williin  the  caiiip  enclosure,  so  that  the 
men  would  not  bo  tempted  to  go  elsewhere.  These  were  ordinary 
closets,  except  that  galvanized-iron  ash-barrels  were  used  as  re- 
ceptacles. These  barrels  were  taken  away  regularly  every  day  to  a 
farm  situated  far  from  the  water-shed,  and  there  emptied,  washed, 
sprinkled  with  lime,  and  returned  the  next  day.  All  garbage  was  also 
disposed  of  in  this  manner,  barrels  being  placed  in  convenient 
places  for  the  disposal  of  waste  matter.     At  the  height  of  fly-time  all 
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sanitaries  were  sprayed  with  a  formaldehyde  solution,  which  prevented  fj 
to   a  large  extent  the  accumulation   of  flies.     For  washing  purposes, 
a  small  sand  filter  was  constructed  within  the  enclosure,  and  all  wash- 
water  was  thrown  on  the  filter. 

There  was  a  caretaker  for  the  camp,  and  it  was  his  duty  to  see  that 
beds  were  aired  daily,  floors  swept,  disinfectant  sprinkled  about  (especi- 
ally in  the  sanitary  closets),  and  that  the  men  did  not  throw  refuse 
carelessly  about  the  enclosure.  The  patrolman  of  the  water-shed, 
employed  by  the  city,  visited  the  camp  at  least  once  a  day  and  forcibly 
reminded  the  caretaker  of  his  responsibility. 
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The  sanitaries  on  the  work  were  provided  with  ash-cans  which  were      Mr. 
collected  daily  and  cleaned,  as  before  stated.     Any  man  on  the  work  ^^^^^'^ 
who  was  so  forgetful  as  to  fail  to  use  the  sanitary  closet  was  either 
laid  off  or  discharged,  according  to  the  seriousness  of  the  offense. 

Fig.  6,  a  plan  of  a  contractor's  camp,  is  submitted  merely  as  a 
suggestion  for  a  layout.  Additional  sleeping  quarters  can  easily  be 
provided  if  a  larger  number  of  men  are  to  be  employed.  It  is  quite 
essential  that  there  be  plenty  of  yard  room  surrounding  the  building, 
for  this  tends  to  keep  the  men,  while  idle,  within  the  enclosure. 

After  the  men  understood  what  was  required  of  them,  they  gladly 
conformed  to  the  regulations,  and  very  few  breaches  occurred.  They 
enjoyed  the  camp,  very  few  of  them  left  the  contractor,  and  there  was 
no  trouble  in  getting  men  to  come  on  the  work.  This  was  in  marked 
contrast  to  another  camp,  of  the  old  bunk  variety,  on  the  same  work. 
This  was  conducted  by  another  contractor,  and  the  men  were  continu- 
ally disgruntled  and  constantly  leaving. 

Harold  Farnsworth  Gray,  Jun.  Am.  Soc.  C.  E.  (by  letter). — The  Mr. 
writer  is  pleased  with  the  kindly  reception  of  this  paper  by  members 
of  the  Society.  It  was  his  purpose  to  engage  the  interest  of  engineers 
in  the  importance  of  this  subject,  rather  than  to  write  a  treatise  on 
camp  sanitation.  For  this  reason,  brevity  was  considered  essential, 
and  the  subject  matter  was  confined  to  a  statement  of  underlying 
principles,  with  illustrations  of  simple  methods  of  applying  these  prin- 
ciples to  practice.  The  gentlemen  who  have  kindly  contributed  to  the 
discussion  of  this  paper  have  described  methods  and  equipment  which, 
if  adapted  to  local  conditions,  will  work  as  well  as,  if  not  better  than, 
those  described  by  the  writer,  which  were  given  as  illustrations 
simply  because  they  had  been  tried  out  under  difficult  conditions  and 
had  proved  effective. 

An  oversight  which  the  writer  regrets  is  that  due  credit  was  not 
given  for  Figs.  4  and  5.  These  photographs  were  kindly  furnished  by 
W.  B.  Herms,  Assistant  Professor  of  Applied  Parasitology,  University 
of  California,  in  advance  of  publication  of  his  recent  book,  "Malaria — 
Cause  and  Control." 

Mr.  Winsor's  discussion  brings  out  several  important  points.  His 
statement,  "under  all  conditions,  incineration  [of  excreta  and  urine] 
is  much  to  be  preferred  to  the  latrines  suggested  by  the  writer,"  needs 
qualification.  Eestating  the  fundamental  principles  of  waste  disposal, 
the  method  is  in  general  satisfactory  if  (1)  during  collection  the 
wastes  are  inaccessible  to  external  agencies  (e.  g.,  flies),  (2)  dur- 
ing collection  they  do  not  constitute  a  nuisance,  and  (3)  they  are  finally 
disposed  of  in  such  a  manner  as  neither  to  create  a  nuisance  nor  to 
permit   infection.      Given   two   or   more   satisfactory   methods   of   dis- 
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Mr.    posal,  the  decision  must  rest  with  the  ino.st  (H-onomicMl  method  as  re- 
gards cost  of   iiistaHutioii   and   maintcnan<«'. 

The  minimum  limitation  of  air  space  in  sleeping  quarters  at  400 
cu.  ft.  per  occupant  has  no  real  practical  sifi^nificance,  in  the  light  of 
recent  invc^stigations.  The  amount  of  change  of  atmosphere  is  a 
better  criterion  for  the  efficiency  of  ventihition.  For  example,  a  space 
of  100  cu.  ft.  per  occupant  completely  displaced  four  times  an  hour 
will  in  general  give  better  results  than  a  space  of  400  cu.  ft.  changed 
only  once.  Small  ventilator  openings  near  the  ceilings  of  rooms  are 
cheap  and  effective.  In  addition,  the  men  should  be  encouraged  to 
sleep  with  windows  open. 

The  writer  cannot  agree  with  Mr.  Winsor  that  the  enforcement 
of  sanitary  regulations  is  a  very  difficult  matter,  unless  it  is  difficult 
to  combine  tact  with  firmness  in  handling  men.  He  has  lived  in 
camps  for  long  periods,  in  close  personal  contact  with  laborers  of 
various  types,  and  has  reason  to  believe  that  they  appreciate  a  square 
deal,  and  that  a  disposition  on  the  part  of  the  contractor  to  have  some 
regard  for  their  comfort  and  health  will  be  met  more  than  half  way  by 
the  majority.  Pride  in  the  cleanliness  of  the  camp  can  be  easily 
obtained.  The  illustration  given  by  Mr.  Payrow's  last  paragraph  is 
significant. 

Mr.  Britton  has  indicated  certain  legal  phases  of  the  subject.  In 
view  of  some  recent  decisions,  it  is  now  possible  for  an  employee  suc- 
cessfully to  sue  for  damages  on  account  of  sickness  incurred  in  camp, 
if  negligence  on  the  part  of  the  contractor  can  be  proved.  The  im- 
periling of  the  health  of  communities  adjacent  to  camps  by  reason 
of  unsanitary  conditions  prevailing  therein  is  a  matter  within  the  juris- 
diction of  local  and  State  health  officers,  and  failure  to  secure  proper 
conditions  in  this  respect  is  primarily  the  neglect  of  duty  by  public 
officials,  though  the  contractor  can  by  no  means  be  excused  because  of 
a  lax  enforcement  of  the  law. 

In  reply  to  Mr.  Austin's  query  as  to  screens,  it  may  be  stated  that 
bronze  and  copper  screens  do  not  deteriorate  as  rapidly  as  iron,  espe- 
cially in  moist  climates;  they  are  therefore  more  economical  in  the  long 
run,  and  are  to  be  recommended  for  all  except  temporary  camps.  A 
rusted  and  broken  screen  is  worse  than  useless.  Mr.  Austin's  sugges- 
tion as  to  a  clause  in  contracts  requiring  the  contractor  to  maintain 
proper  sanitation  in  camps  is  excellent,  and  will  work  to  the  benefit 
of  contractor  and  owner  alike. 

Mr.  Payrow's  camp  layout,  though  in  general  excellent,  has  one  de- 
fect. It  will  invariably  be  better  to  separate  completely  the  commissary 
and  mess-house  from  the  sleeping  quarters  by  at  least  40  ft. ;  in  winter, 
a  closed  passage  between  the  two  may  be  permitted.  The  use  of 
formaldehyde  as  described  was  undoubtedly  an  extravagance,  as  it  has 
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no  effect  on  flies,  either  adults  or  larvae,  as  a  contact  poison,  except  in  Mr. 
high  concentrations  and  at  a  prohibitive  cost.  In  warm  weather,  a  '^*^' 
few  dishes  of  sweetened  3%  formaldehyde  exposed  where  the  flies  tend 
to  congregate  will  kill  large  numbers  (the  flies  drink  it  eagerly). 
Pyroligneous  acid  sprayed  about  places  where  flies  tend  to  congregate 
will  be  found  useful  as  a  deterrent;  but,  if  proper  attention  is  paid 
to  the  disposal  of  wastes  (excreta,  garbage,  manure,  etc.),  flies,  as 
a  rule,  will  be  so  few  that  the  use  of  poisons  and  deterrents  is 
unnecessar5^ 

Mr.  Payrow  mentions  the  use  of  disinfectants.  The  distinction 
between  disinfectants,  insecticides,  and  deodorants  should  be  borne  in 
mind,  and  an  article  suited  to  the  intended  purpose  purchased.  In 
buying  disinfectants  proper,  the  manufacturer  should  be  required  to 
give  (especially  if  a  proprietary  compound)  a  guaranty  as  to  the 
potency  of  the  product  in  terms  of  the  U.  S.  Hygienic  Laboratory 
phenol  coefficient,  as  determined  by  an  analysis  of  samples  by  a  reput- 
able laboratory.  The  disinfectant  should  be  purchased  on  the  basis  of 
unit  cost  (price  per  gallon  divided  by  the  phenol  coefficient),  selecting, 
of  course,  the  cheapest  in  unit  cost  thus  determined.  Such  disin- 
fectants should  be  diluted  to  be  equivalent  in  strength  to  about  a  3% 
solution  of  ca.rbolic  acid.  If  proper  cleanliness  is  observed,  however, 
disinfectants  will  seldom  be  necessary. 

The  writer  thanks  Mr.  Miller  for  his  illustration  by  a  concrete  ex- 
ample of  the  value  of  proper  sanitation  in  camps.  He  regrets  that  more 
such  illustrations  were  not  presented,  and  considers  this  an  indication 
that  proper  camp  conditions  are  the  exception. 

The  spirit  of  Mr.  Hardman's  criticism  is  especially  fine.  The  writer 
freely  admits  that  he  is  far  more  interested,  as  a  citizen,  in  the 
altruistic  phase  of  the  question;  but  his  endeavor  was  to  make  this  a 
paper  of  engineering  interest.  He  intentionally  addressed  his  argu- 
ment to  the  pocketbooks  of  engineers  and  contractors.  He  sincerely 
hopes,  however,  that,  for  the  honor  of  the  Profession,  the  members 
of  this  Society  will  be  moved  in  this  matter  as  much  by  their  obliga- 
tions as  citizens  as  by  any  economic  benefits  to  be  derived. 
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Los  Angeles  is  situated  in  a  region  where  the  annual  rainfall 
is  only  15  in.,  and  where  a  water  supply  is  requisite,  not  only  for 
domestic  necessities,  but  also  for  the  beautification  of  grounds  and  for 
all  forms  of  intensive  agriculture.  The  Federal  census  shows  that  the 
population  of  the  city  increased  from  102  479  in  1900  to  319  198  in 
1910,  or  211%,  which  is  the  greatest  growth  in  any  of  the  larger  cities 
of  the  United  States  during  this  period. 

General  Description  of  the  Line. — The  city  relies  on  the  Los 
Angeles  River  for  its  local  water  supply.  This  stream  rises  from  the 
gravel  beds  of  the  San  Fernando  Valley,  and  is  uniform  in  its  flow. 
It  has  been  completely  diverted,  and  encroachments  have  begun  on  |l 
the  underground  waters  of  the  neighborhood.  What  is  known  as  a 
miner's  inch  in  Southern  California  is  equivalent  to  13  000  gal.  per  day, 
or  Jq  cu.  ft.  per  sec.  The  right  to  a  miner's  inch  of  water  of  con- 
tinuous flow  in  this  locality  varies  in  value  from  $1 000  to  $2  000, 
and  is  a  measure  of  the  scarcity  of  local  water  supplies. 

Instead  of  exercising  its  right  of  eminent  domain,  and  attempting  to 
condemn  other  streams  in  Southern  California,  which  would  result 
in  the  depletion  of  commercially  tributary  areas,  the  Board  of  Water 
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Commissioners  adopted  the  broad  policy  of  going  to  some  distant  source 
for  its  new  supply,  where  the  minimum  damage  would  be  done  to 
others,  and  where  the  maximum  quantity  of  water  would  be  obtained. 
As  the  value  of  water  is  increasing  very  rapidly  throughout  Cali- 
fornia, it  was  decided  to  construct  as  large  an  aqueduct  as  the  city 
could  afford.  It  was  found  that  the  most  available  supply  could  be 
obtained  from  the  Owens  River,  which,  for  a  distance  of  120  miles, 
drains  the  eastern  face  of  the  Sierra  Nevada.  There  are  40  peaks 
in  this  crest,  the  elevation  of  which  rises  above  13  000  ft.,  Mt. 
Whitney  being  the  culmination  of  the  range,  with  an  elevation  of 
14  500  ft.  This  is  the  source  of  the  water  supply.  To  the  east  are 
the  Inyo  Mountains,  a  lower  range,  blanketed  by  the  high  Sierra 
intervening  between  the  Inyos  and  the  Pacific  Ocean,  and  barren  of 
water  crop. 

Owens  River  discharges  into  Owens  Lake,  having  an  area  of 
64  000  acres,  from  which  the  annual  evaporation  loss  is  about  6.8  ft. 
The  lake  has  no  outlet  and  consequently  is  saline.  The  aqueduct 
is  being  built  to  deliver  a  continuous  flow  of  20  000  miners'  inches, 
or  400  cu.  ft.  per  sec,  which  is  two-thirds  of  the  evaporation  loss  from 
the  lake.  The  diversion  is  made  35  miles  above  the  lake,  and  the 
city  has  purchased  105  000  acres  of  land  in  Owens  Valley,  including 
both  banks   of  the  river  from  the  diversion  point  to  the  lake. 

The   precipitation  on   the  crest  of  the   Sierra   Range  varies  from 

1  40  to  60  in.,  and  is  mostly  in  the  form  of  snow  occurring  during  the 
winter,  the  drifts  accumulating  in  the  high  mountain  gorges  and 
melting  with  the  approach  of  summer.  These  snowbanks,  however, 
are  of  such  extent  that  they  last  over  from  year  to  year  and  some  of 
them  have  compacted  into  banks  of  ice.  The  high-water  period 
occurs  in  June  and  July,  low  water  extending  from  September  through 
the  fall  and  winter.  The  annual  rainfall  in  the  valley  floor  is  only 
,  5   in. 

1  For  the  first  60  miles,  the  capacity  of  the  aqueduct  as  designed 
is  equal  to  the  mean  June  flood  of  the  river  at  the  intake,  or  900  cu.  ft. 
per  sec.  This  portion  of  the  conduit  discharges  into  the  Haiwee 
Reservoir,  which  has  a  capacity  of  63  000  acre-ft.,  with  a  maximum 
center  height  of  dam  of  91  ft.  This  Haiwee  Reservoir  will  act  as  a 
regulator,  from  which  a  continuous  flow  of  420  cu.  ft.  per  sec.  will 
be  drawn.     In  addition  to  the  surface  streams,  a  large  Artesian  basin 
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has  hci'ii  (liac'overrcl  in  Owens  Valley,  from  which  ground- waters 
can  he  drawn  extensively  during  years  of  drought.  In  case  this  sup- 
ply is  insufficient,  in  the  driest  years  and  when  the  consumption  of 
water  approaches  the  full  capacity  of  the  a(iucduct,  the  city  can  build 
the  Long  Valley  Reservoir,  which  site  it  controls.  'J'his  will  have  a 
capacity  of  341  000  acre-ft.,  with  a  dam  having  a  maximum  height 
of   160  ft. 

For  the  first  20  miles  in  Owens  Valley  the  conduit  is  a  dredged 
earthen  canal.  This  part  of  the  line  is  in  the  moist  bottom  lands 
of  Owens  Valley,  which  are  saturated  with  water,  and  where  the 
aqueduct  will  gain  water.  All  other  portions  of  the  aqueduct  are 
being  lined  with  concrete.  The  40  miles  of  the  aqueduct  immediately 
north  of  the  Haiwee  Reservoir,  because  of  its  large  size,  is  an  un- 
covered, but  lined,  canal.  With  the  exception  of  the  first  60  miles 
previously  described,  all  portions  of  the  aqueduct  are  lined  and 
covered. 

From  the  diversion  point  in  Owens  Valley,  the  line  skirts  the  east- 
ern base  of  the  Sierra  Nevada  as  far  south  as  the  Town  of  Mojave. 
It  then  crosses  the  western  edge  of  the  Mojave  Desert,  passes  under 
the  Coast  Range,  in  a  tunnel  26  860  ft.  long,  and  then  has  three  drops 
aggregating  1  842  ft.,  where  power  plants  are  being  installed.  Imme- 
diately above  and  below  the  first  two  power  sites,  with  drops  of  1  516  ft., 
reservoirs  are  being  constructed. 

The  capacity  of  the  aqueduct  between  these  two  power  sites  has 
been  increased  to  1  000  cu.  ft.  per  sec,  in  order  to  provide  for  the 
variable  power  load.  With  these  two  reservoirs,  it  will  be  possible  to 
increase  the  flow  through  the  power  plants  during  certain  hours  of 
the  day  to  1  000  cu.  ft.  per  sec.,  and  to  regulate  it  back,  below  the 
power  plants,  to  a  continuous  flow  of  400  cu.  ft.  per  sec.  In  other 
words,  the  power  factor  is  taken  at  40  per  cent.  Other  large  storage 
reservoirs  are  being  built  at  the  extreme  southern  end  of  the  line. 

The  total  quantity  of  cement  required  for  the  construction  of 
the  aqueduct  is  estimated  at  1  500  000  bbl.  Table  1  is  a  summary 
of  the  different  classifications  of  work.  ■ 

The  conduit  will  deliver  water  at  a  point  25  miles  north  of  the 
city,  where  the  distribution  system  starts.  On  March  1st,  1912,  83% 
of  the  work  was  finished,  and  it  is  being  completed  within  the  esti- 
mated time  and  well  within  the  estimated  cost. 


y  to 


Fig.    1. — Typical    Desert    Construction,    Standard    Section,    Los 

Angeles  Aqueduct.     Structure  Buried  ;   Roof  Cover 

Alone  is  Seen. 


Fig.  2. — Los  Angeles  Aqueduct  Between  Diversion  Point  and 
Haiwee  Reservoir.  Ditch  to  Deliver  Flood  Water  to  Reser- 
voir ;  Capacity,  1  000  Sec-ft.  Crossing  to  Pass  Flood  Waters 
of  Cottonwood  Creek  over  Conduit,  or  Divert  Them  Into  It. 
The  Structures  are  of  Tufa  Cement. 


Fig.  3. — Fairmont  Tufa  Quarry. 
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TABLE    1. — Lengths    and    Sections   of    Various   Portions   of   the 

Los  Angeles  Aqueduct. 


Classification. 


Ualined  canal 

Open,  lined  canal 

Haiwee  by -pass 

Covered  conduit 

Lined  tunnels 

Concrete  flumes 

Concrete  pipe,  10  ft.  diameter. 

Steel  pipe 

Power  tunnels 

Reservoirs 

Total  length 


Length, 

Capacity,   in 

in  miles. 

second-feet. 

21 

900 

40 

900 

2 

420 

98 

420 

43 

420 

0.2 

420 

2.8 

420 

9.4 

420 

8.8 

1000 

8.5 



233.7 

City  Cement  Plant. — The  city  has  built  a  standard  Portland 
cement  plant  on  the  Southern  Pacific  Railroad,  near  the  center  of 
the  aqueduct  line,  at  a  place  named  Monolith,  which  is  the  brand  name 
given  to  the  cement.  The  mill  has  a  capacity  of  1  200  bbl.  per  day. 
The  operation  of  the  mill  is  successful,  and  the  cost  of  producing  the 
cement  is  reasonably  low. 

There  are  six  other  Portland  cement  works  in  California,  the 
products  of  which  are  reliable  and  satisfactory.  Apparently,  however, 
there  is  a  definite  agreement  among  these  manufacturers  as  to  the 
selling  price.  It  was  not  contended  that  the  city  could  manufacture 
cement  either  cheaper  or  better  than  some  of  these  larger  plants;  but 
the  location  of  the  city's  cement  plant  on  the  line  of  the  aqueduct 
eliminates  25  or  30  cents  per  bbl.  in  freight  charges,  and  it  was 
believed  that  the  city  could  manufacture  its  cement  on  the  line  of 
the  work  at  a  price  which  probably  would  be  lower  than  that  for  which 
I  manufacturers  would  sell  their  delivered  product.  Moreover,  by  hav- 
ing its  own  mill,  the  city  is  assured  of  deliveries  at  the  rate  required. 

The  Monolith  cement  mill  is  14  miles  from  Mojave.  A  railroad 
has  been  built  under  contract  with  the  city  by  the  Southern  Pacific 
Company,  140  miles  long,  northward  from  Mojave,  along  the  line  of 
the  aqueduct;  because  of  this  special  contract,  however,  freight  rates 
on  this  new  line  are  high,  and  amount  to  nearly  1  cent  per  barrel-mile. 

Three  tufa   cement-grinding  plants  have  been  established  on  the 

j  line   of  the   aqueduct,   namely,   Haiwee,  Fairmont,  and  Monolith,  ex- 

tensive  deposits  existing  at  each  of  these  points.     Haiwee,  where  the 

I  northern    tufa-grinding   plant   has    been   built,    is    120   miles   by    rail 
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from  Monolith,  nnd  lOG  niilc.s  north  from  Mojave.  The  southern 
tufa-grinding  plant,  at  Fairmont,  is  about  20  miles  from  the  rail- 
road and  southwest  from  Mojave.  Transportation  charges  from  Mono- 
lith to  both  Ilaiwee  and  Fairmont  amount  to  90  cents  per  bbl. 
As  the  tufa  cement  process  converts  1  bbl.  of  standard  cement  into 
2  bbl.  of  tufa  cement,  there  is  saved  in  transportation  charges  alone 
about  45  cents  per  bbl.  on  the  tufa  cement  product. 

Tuff  or  tufa  is  a  volcanic,  pumiceous  rock  composed  of  minute 
particles  bearing  indications  of  having  been  laid  down  in  water  and 
partly  consolidated.  Sometimes  tufa  is  a  calcareous  deposit,  but 
that  used  for  the  manufacture  of  the  cement  described  herein  is  of 
volcanic  origin.  It  is  of  a  grayish  or  creamy  color  and  has  a  low 
specific  gravity  when  in  rock  form;  when  pulverized,  the  powder  has  a 
specific  gravity   of  2.2. 

According  to  Dana's  "Manual  of  Geology,"  puzzuolana  is  a  light- 
colored  tufa  found  near  Rome  and  elsewhere  in  Italy,  and  is  used 
for  making  hydraulic  cement.  Puzzuolana  is  a  local  name,  and  tufa 
or  tuff  is  the  geological  term.  Samples  obtained  from  Italy  through 
the  Consular  Service  in  Rome  show  the  puzzuolana  to  be  a  light  purple- 
colored  fragmental  material  having  somewhat  the  appearance  of  vol- 
canic ashes,  and  unconsolidated.  Its  analysis  is  given  in  Table  2. 
The  tufa  used  on  the  Los  Angeles  aqueduct  resembles  the  German 
trass,  used  in  the  manufacture  of  the  German  trass  cements. 

TABLE  2. — Analysis  Record  of  Yarious  Tufas. 


No. 

Description, 

Date 

made, 

1912. 

6 

i 

n 

d 
o 

t 
S 

o 

O 

09 
CO 

O 
Hi 

Total. 

220 

Mouolitb  tufa 
cement 

Fairmont  tufa, 
middle  of  quarry 

Fairmont  tufa, 
south  side  of 
quarry  

Monolith  tufa 

Hawaiian  lava 

Italian  tufa 

"       puzzuolana 

1/15 

1/29 

1/29 

2/5 

"i/is'" 

:V25 
3/25 

35.34 
71.36 

70.06 
68.26 
69.46 
51.98 
42.36 
45.68 

11.89 
16.15 

17.11 
17.10 
13.89 
18.75 
28.35 
30.09 

41.05 
2.86 

1.81 
2.60 

3.04 
trace 

0.116 
0.035 

8.52                   J 

229 

3.22                    j 

230 



fl 

6.51 

2SS 

Alkalies. 
4.7 

215 

2.52 
2.90 

11.37 
15.86 

1.80 

9.57 

9.15 

11.95 

2.95 
5.61 
0.54 
3.76 

6.429 

6.28 

262 

0.56 
0.56 

13.68 

263 

6.30                 -n 
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*R„03  =  Fe203  +  Al20, 


All  the  tufa  along  the  aqueduct  occurs  in  beds  100  ft.  or  more  in 
thickness,   and  shows   distinct   lines   of   stratification,   indicating  that 
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it  was  laid  down  in  water.  The  beds  near  Haiwee  are  in  the  imme- 
diate neighborhood  of  ancient  volcanoes  and  lava  Hows.  Ancient 
craters  exist  in  the  desert  between  Fairmont  and  Monolith.  The 
Fairmont  tufa  is  the  purest  of  the  three  deposits.  It  is  fine-grained 
or  comminuted,  and  portions  of  the  bed  are  entirely  free  from  pebbles 
or  other  foreign  matter.  The  Haiwee  tufa  is  quite  free  from  pebbles, 
but  it  contains  some  mica,  which  makes  the  grinding  slower.  The 
tufa  rock  at  Monolith  is  more  compact,  and  has  a  specific  gravity 
of  1.97.  It  contains  a  good  many  pebbles  of  a  flinty  character,  and 
occasionally  granitic,  which  makes  the  grinding  slower,  but  does  not 
affect  the  quality  of  the  product.  The  three  tufas  used  on  the  aqueduct, 
when  blended  with  cement,  are  much  the  same  in  strength,  the  average 
monthly  tests  showing  greater  strength  first  at  one  mill  and  then  at 
another. 

Silica  cement  is  a  term  applied  to  mixtures  of  cement  and  silica, 
usually  in  the  form  of  sand,  ground  together  in  a  dry  state  to  a  greater 
fineness  than  the  Portland  cement.  This  mixture  is  then  used  with 
sand  and  gravel,  as  in  the  ordinary  method  of  preparing  concrete. 
The  proportion  of  pure  cement  is  reduced  without  a  corresponding 
reduction  in  the  strength  of  the  concrete.  The  voids  in  the  sand  are 
filled  with  the  ground  sand,  the  gradation  of  the  concrete  aggregates 
being  thus  carried  one  step  farther.  This  silica  is  not  soluble  with 
lime,  and  the  cement  is  improved  by  the  regrinding.  In  1899  the 
United  States  Geological  Survey  made  investigations  of  sand  cement 
along  the  upper  portion  of  the  Gila  River,  in  Arizona.  The  tests 
were  made  by  laboratory  grinds  and  are  shown  in  Table  3.  The 
silica  used  was  a  rock  known  as  pearlite,  which  is  a  form  of  rhyolite, 
from  the  Butte  dam  site,  and  also  a  quartzite  from  the  San  Carlos 
dam  site. 

All  the  tests  were  made  with  the  same  sample  of  cement.  The  mix- 
tures were  made  by  weight.  It  will  be  noted  in  Table  3  that,  in  the 
ease  of  the  silica  cements  Nos.  1  and  2,  all  the  cement  used  was 
passed  through  a  200-mesh  screen.  This  was  unfortunate,  because  it 
gave  an  abnormal  fineness,  and  consequently  an  undue  strength  is 
shown;  but,  in  the  case  of  Nos.  5  and  6,  the  straight  cement  was 
treated  in  a  similar  manner,  so  that  comparisons  are  possible.  The 
sands  used  were  standard  in  size,  but  were  not  standard  testing  sands. 
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(Comparisons  of   Test   No.   ',i   witli   Test   No.   5  sliow   the  effect   of   fine 
grinding  on  standard  cements. 

TABLE  3. — Results  uf  Tksts  ok  Portland  Sand  Ckmknt. 


No. 

ISlateriaL 

Sand. 

Portland 
cement 
to  sand. 

Percentage  of 

fineness. 

Per- 
cent- 
age of 
water. 

Strehoth, » 

POUNDS. 

60 

mesh. 

100 
mesh. 

200 
mesh. 

7 

days. 

28 
days. 

1 
2 

3 
4 
5 
6 

7 

8 

C  o  1 1  o  n  and  Butte 
Pearlite,  1  to  1 

C  o  1 1  o  11  and  San 
Carlos  Quartzite,  1 
to  1 

Colton  regular 

Colton  regular 

Colton  fine  ground.. 

Colton  fine  ground.. 

Colton  and  Butte 
Pearlite,  1  to  1 

Colton  and  San 
Carlos  Quarlzite,  1 
to  1 

2 

2 

2 
3 
2 
3 

3 
3 

1  to  5 

1  to  5 
1  to  2 
1  to  8 
1  to  2 
1  to  8 

1  to  7 
1  to  7 

0.00 

0.00 
0.42 
0.42 
0.00 
0.00 

0.00 
0.00 

0.00 

0.00 
7.20 
7.20 
0.00 
0.00 

0.00 
0.00 

0.00 

0.00 
38.20 
33.20 

* 
* 

0.00 
0.00 

10 

10 
10 
10 
12 
12 

10 
10 

80 

90 
170 
140 
370 
170 

75 
55 

300 

:i45 
885 
240 
465 
260 

155 

185 

*  Some  left  on  200-mesh  screen. 

Since  1903,  the  writer,  from  time  to  time,  has  investigated  the 
possibility  of  blending  tufas  with  cement.  He  identified  the  Haiwee 
deposit  of  tufa,  and  shipped  some  of  it  to  the  laboratory  at  the  Mono- 
lith cement  mill.  This  led  to  the  identification  of  the  ledge  of  tufa 
in  the  immediate  neighborhood  of  the  mill  and  also  to  the  discovery 
of  the  Fairmont  deposit.  The  tufa  was  first  ground  with  cement 
experimentally  in  the  laboratory,  and  showed  satisfactory  tests.  The 
experiment  of  mixing  the  ground  tufa  with  slacked  lime,  without  any 
cement,  was  also  made,  and  it  was  found  that  this  would  set  under 
water  and  slowly  become  hard,  but  it  checked  in  drying  in  the  pats. 
This  hydraulic  property  indicated  the  solubility  of  the  tufa  in  hydrated 
lime  and  its  power  to  combine  with  the  excess  lime  in  the  cement. 
This  does  not  occur  with  silica  cement. 

A  mill  run  was  then  made  at   Monolith,   and  a  length  of  several 
hundred  feet  of  canal  was  lined  with  tufa  cement  concrete,  in  order 
to  observe  its  working  conditions  in  the  field.     As  this  proved  satis- 
factory, it  was  decided  to  build  tufa  regrinding  mills  at  both  Fairmont  "' 
and  Haiwee.  ^f 

The  Fairmont  mill  consists  of  a  Climax  jaw  crusher  which  breaks 
the  tufa  to  about  a  l^-in.  size.  It  is  then  carried  to  a  No.  8  Krupp 
ball  mill,  where  it  is  ground  to  pass   through   a   20-mesh  screen,  or 
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filler.  This  ground  tufa  is  then  blended  in  equal  parts  by  volume  with 
the  standard  cement.  This  blend  is  then  conveyed  to  a  Gates  tube 
mill,  6  by  16  ft.  in  size,  and  the  tufa  and  cement  are  ground  together 
to  a  fineness  of  90%  or  more  passing  through  a  200-mesh  sieve.  The 
cost  of  the  plant  was  $27  000.  The  grinding  is  much  freer  during  the 
dry  summer  months  in  California  than  during  the  wet  winter  weather. 
A  little  moisture  in  the  tufa  seriously  reduces  the  product,  as  it  coats 
the  pebbles,  thus  lowering  their  grinding  efficiency.  At  the  Fair- 
mont mill  it  was  found  that,  under  natural  conditions,  from  1  200  to 
1  500  sacks  of  tufa  cement  could  be  ground  per  24  hours.  By  arrang- 
ing crude  drying  devices  and  driving  off  the  moisture  in  the  tufa 
with  a  slow  wood  fire,  this  output  was  increased  to  from  1  800  to  2  000 
sacks  per  day.  In  both  the  Haiwee  and  Fairmont  quarries,  the 
capacity  of  the  ball  mill  is  40%  in  excess  of  the  capacity  of  the 
tube  mill. 

STRENGTH-TIME  CURVES  FOR  VARYING  PROPORTIONS   OF  TUFA. 


40  50  60 

Ag-e,  inJDays 

Fig.  4. 

Table  2  shows  the  analysis  of  various  tufas,  including  the  Italian 
samples  and  Hawaiian  lavas.  Tests  were  made  in  the  laboratory  by 
mixing  4  lb.  of  tufa,  4  lb.  of  cement,  and  1  lb.  of  slacked  lime.  This 
gave  a  result  from  50  to  75  lb.  per  sq.  in.  stronger  than  when  only 
itufa  and  cement  were  used.  Subsequently,  some  mill  runs  were  made 
with  lime  added  in  this  manner,  but  they  did  not  confirm  the  laboratory 
tests  with  lime,  and  the  practice  of  adding  the  latter  has  not  been  con- 
tinued. Mill  runs  were  made  with  varying  proportions  of  tufa  at  the 
ji'airmont  plant,  and  the  results,  with  different  percentages  of  tufa,  are 
|?iven  in  Fig.  4.     These  tests  are  not  fully  sustained  by  later  mill  and 
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laboratory  tests,  in  tliat  the  liif.rlit-r  perccntageH  of  tufa  at  firat  hIiowii 
were  relatively  too  stroii^^:.  J*(;ssibly  tiie  mill  run  was  not  long  enough 
to  establish  thoroughly  the  various  ratios  in  the  output.  Finely 
ground  Monolith  tufa  mixed  with  thoroughly  hydrated  lime  in  the 
ratio  of  75%  of  lime  to  25%  of  tufa  was  made  into  briquettes  with 
sand  in  the  ratio  of  .'J  to  1.  The  briquettes  were  left  in  a  damp  closet 
for  28  days  and  then  immersed  in  water,  and  gave  the  following 
strengths: 

7  days.  28  days,  3  months.  0  moiitus. 

40  lb.  80  lb.  70  lb.  225  lb. 

The  bri(iuettes  were  softened  on  the  surface  by  the  action  of  the  water. 

TABLE  4. — TvricAL  Sand  Briquette  Test.s,  at  Monolith,  Cal. 
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a 
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98 

91 

3 
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Table  4  shows  typical  tests  of  the  regular  mill  runs  of  the  tuff 
cements,  as  manufactured  at  Fairmont  and  Haiwee,  and  as  used  ii 
the  construction  of  the  aqueduct.  A  feature  to  note  is  the  constant 
growth  in  strength  of  the  samples.  They  are  occasionally  below  the 
standard  of  strength  required  by  the  American  Society  for  Testing 
Materials  for  7  days  (from  150  to  200  lb.),  but  are  above  the  standard 
for  28  days  (from  200  to  300  lb.).  As  far  as  tested,  the  tufa  cements 
manufactured  on  the  aqueduct  uniformly  show  this  growth  in  strength 
with  age,  and  in  this  respect  are  superior  to  the  tests  for  strength 
in  straight  cement,  which  often  show  a  loss  after  28  days.  Testa 
made  by  the  Santa  Fe  Railway  indicate  that  this  loss  in  strength  oi 
straight  cement  continues,  as  far  as  observed,  through  a  5-year  period, 
in  four  out  of  five  brands  tested.* 

As   tufa  cements   are  high  in  silica,   and  as   the  silicates  of  lime 
are  the  more  enduring  but  slower  portion  in  the  cements,  this  growing 


*  Engineering  Xews,  March  14th.  1912. 
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strength  in   tufa   cement   is   quite  rational.      Straight  cements   which 

are  slow   in   hardening   show  the   greatest  ultimate   strengths,   and   a 

high  7-day  test  is  regarded  with  suspicion. 

Briquettes  made  of  pure  tufa  cement  without  sand   do  not  show 

as  great  strength  as  neat  cement,  but  as  cement  is  not  used  in  practice 

in  this  form,   it  is   relatively  unimportant.     The  leaner  the  mixture 

in   sand  briquettes,   the   greater   the   superiority  of  the   tufa   cements 

is  shown  to  be.     Broadly  speaking,   sand  briquettes  containing  50% 

of   tufa   cement   show  marked   superiority   in   ultimate   strength   over 

straight  cement  sand  briquettes. 

TABLE  5. — Tufa  Sand  Briquette  Tests,  avith  Varying 
Proportions  of  Tufa. 
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80 
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90 
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3 
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- 

Table  5  shows  a  series  of  tufa  cement  laboratory  tests  with  varying 
proportions  of  Monolith  tufa  with  Monolith  cement.  This  table  is 
not  in  harmony  with  the  mill-run  tests  shown  in  Fig.  4,  but  it  ap- 
pears to  be  the  more  rational.  It  will  be  noted  that  there  is  far  less 
difference  in  the  strengths  at  the  end  of  3  months  than  at  the  end  of 
7  days.  Unfortunately,  the  results  of  the  1-year  tests  are  not  yet 
available. 

Table  6  shows  the  tests  of  a  mill  run  of  75%  Haiwee  tufa.     It 
will  be  noted  that  the  6-month  tests  show  a  fine  increase  in  strength 
\  ftver  the  28-day  tests. 
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Fig:.  0  shows  graphically  the  average  of  all   breaks  of   three  tufa 
cements   manufactured  by   the   City   of   Los   Angeles   during   Septem- 
ber,  1911.      The   standard   Monolith   cement   is  blended   with   50%   of 
tufa  by  volume.     This  is  the  standard  practice  on  the  aqueduct  work. 
In  making  the  test  briquettes,  the  straight  cement  and  tufa  cement 
are  mixed  with  standard  sand  in  the  ratio  of  3  to  1  by  weight,  except 
in  the  one  case  shown,  where  the  mix  is  3  to  1  by  volume.     The  tufa 
cement   weighs    83    lb.    per   cu.    ft.,    and    the    straight    cement    95    lb. 
Standard  sand  weighs  110  lb.  per  cu.  ft.    A  mixture  by  weight,  as  com- 
pared with  volume,  between  tufa  cement  and  straight  cement,  there- 
fore, gives  the  former  an  advantage  of  14%  in  the  quantity  of  cement 
used.     However,  in  mixing  the  tufa  cement  with  sand  by  volume,  and 
straight   cement   with   sand  by   weight,    and   making  the   comparison, 
this  is  reversed,  as  the  sand  weighs  16%  more  than  straight  cement. 
In  making  concrete  the  field  practice  is  to  mix  by  volume,  which,  inj 
the  briquette,  gives  an  idea  of  the  strengths  obtained  in  field  practicej 
with    the    tufa    cements.      Fig.    5    shows  that  the  tufa    cements    are! 
slower  in  getting  their  strength,  usually  attaining  equal  strength  with" 
the  standard  cement  in  from  6  to  10  days,  but  continuing  to  growj 
in  strength,  as  far  as  observed,  as  shown  in  Fig.  6.     All  tests  mad( 
in  the  aqueduct  laboratories  indicate  this  continued  growth  in  strength 
of   tufa   cements.      The    standard    cement,   however,    shows    a    loss    in 
strength  between  1  and  4  months,  and  then  a  slow  recovery.     Other 
California  cement  tested  in   the   aqueduct  laboratories   shows   similar 
loss. 

In  addition  to  the  laboratory  tests  of  the  strength  of  the  tufa, 
the  sands  and  gravels  which  are  used  along  the  line  of  the  aqueduct, 
were  made  into   concrete  with  the  tufa  cements,   and   cast   into  test 
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slabs,  6  ft.  wide  and  12  ft.  5^  in.  long,  and  loaded  to  destruction. 
These  slabs  were  similar  to  those  used  in  covering  the  aqueduct.  Table 
7  shows  the  details  of  these  tests.  The  slabs  were  reinforced  as  in- 
dicated, and  in  a  manner  similar  to  the  reinforcement  used  in  the  con- 
struction of  the  aqueduct.     The  wire  mesh  used  is  manufactured  by 
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LOS  ANGELES  AQUEDUCT   TUFA  CEMENTS. 

MIXTURE   50$^    BY  VOLUME, 

SHOWING   SHORT-TIME    TESTS. 

SEPTEMBER.  1911. 


Monolith  Ceinent_^_  Neat  Briquetti 

Monolith  Cement _Sand  Briquett^ 

Monolith  Tufa__ Sand  Briquetts 

Fairmont  Tufa— ..—.Sand  Briquetts'" 

Haiwee  Tufa—.. Sand  Briquetts  3-1  by  weight 

Haiwee  Tufa _Sand  Briquetts  3-1  by  volume 


10 


12        14        16 
Time,  in  Days 
Fig.  5. 


18       20 


22 


34        26        28 


the  American  Steel  and  Wire  Company,  being  from  58  to  42  in.  wide. 
The  practice  was  to  roll  these  bundles  longitudinally  along  the  roof 
of  the  aqueduct.  The  mesh  is  triangular,  4  in.  on  a  side,  with  No.  12 
j longitudinal  and  No.  14  diagonal  wires.  The  concrete  was  made  by 
hand,  covered  with  a  layer  of  earth,  and  kept  wet  for  20  days,  after 
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which  the  slabs  were  driod  until  llicy  were  tested.  The  slabs  wer< 
put  over  piers  with  a  clear  span  of  11  ft.  58  in.  A  water  load  waB 
used,  a  large  canvas  bag  being  put  inside  of  a  wooden  frame.  Tests 
were  first  made  with  earth  loads,  but  the  arching  eflfect  of  the  earth 
destroyed  their  value.  Tufa  cements  of  varying  proportions  were  used, 
and,  in  these  field  tests,  the  50%  blend  gave  the  most  satisfactory 
results.  The  tufa  cement  concretes  were  stronger  than  the  others. 
The  tests  with  the  straight  cement  slabs,  unfortunately,  were  made 
with  the  reinforcing  rods  running  straight  across  the  bottom  of  the 
slab,  instead  of  being  bent  up  at  the  two  sides,  as  was  the  case  with 
the  tufa  cement  slabs.     In  no  case  were  the  rods  broken  in  the  testa. 

LOS  ANGELES  AQUEDUCT  TUFA  CEMENTS 
MIXTURES  50;'    BY  VOLUME,     LONG-TIME  TESTS. 


Fairmont  Tufa 
HaiTCiCiaJLuia, 


Monolith  Cement 


Philadelphia  La bo'ratory  Curve 


Averagfe  of.  150  000  Tests 


Note:-  xifa  blended  "with  Monolith  Cement  50^  by  Volume,  j 
Sand  Briquettes  1  part  Cement  to  3  parts  sand  by  weight. 
Fjor  Philadelphia  Laboratory  Curve,' see  Practical  Cement. 
Testing-.Page  152.1  by  W.Piirves  Taylor. 


5  6  7 

Time,in.Months 
Fig.  6. 
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The  tufa  concrete  had  greater  flexibility  than  the  straight  cemenj 
concrete.  After  having  made  this  series  of  tests,  the  tufa  cemei 
was  adopted  for  all  classes  of  construction  work  on  the  aqueduc 
including  the  concrete  pipe.  Five  concrete  pipes,  10  ft.  in  diameter, 
and  having  a  9-in.  shell,  reinforced  with  circular  rods  4  in.  apart, 
have  now  been  made  of  tufa  cement,  the  mixtures  being  1:2:4.  These 
pipes  have  been  made  for  heads  up  to  75  ft.  They  have  all  been  filled 
with  water  but  one,  which  is  necessarily  empty  until  certain  other  con- 
necting work  is  completed.  Where  they  have  been  tested,  the  pipes 
are  tight,  with  one  exception  where  a  slight  circular  crack  developed. 
When  this  pipe  was  filled  with  water  and  soaked  up,  the  crack  closed 
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niid  li((;iiii(>  \\<x\\\.  In  no  case  have  any  lonj^itudinal  cracks  developcl, 
and  it  is  hclicvod  lliat  tlic  entire  water  load  is  carried  by  the  concrete 
alone.  When  concrete  takes  its  set,  it  slirinks  slightly  and  throws 
the  circular  reinforcini::  steel  under  conipn'ssion.  13efore  the  steel 
can  carry  the  load,  it  must  come  under  tension,  and  experience  with 
concrete  pipe  elsewhere  indicates  that  there  is  enough  movement  be- 
tween these  two  conditions  of  tension  and  compression  of  the  steel 
to  cause  a  longitudinal  crack  in  the  concrete  unless  it  carries  the 
entire  load.  As  a  practical  working  test,  therefore,  this  pipe  of  tufa 
concrete  demonstrates  the  quality  of  the  material. 

The  tufa  concrete  has  also  been  used  successfully  in  the  lining 
of  some  tunnels  in  which  the  ground  is  exceedingly  heavy,  and  where 
the  sets  in  the  tunnel,  made  of  10  by  10-in.  timbers,  spaced  from  2  to 
3  ft.  apart,  were  repeatedly  crushed.  The  tunnel  lining,  which  has 
a  theoretical  thickness  of  14  in.  between  posts,  has  not  shown  any 
failure.  In  the  heaviest  ground,  however,  6-in.  steel  I-beams  were 
placed  and  wedged  up  against  the  lagging,  the  wooden  sets  then  be- 
ing taken  out.  This  was  done  because  in  some  instances  the  timbers 
were  so  close  together  that  they  reduced  seriously  the  thickness  of  the 
concrete  tunnel  walls.  The  steel  X-beams  are  left  embedded  in  the 
concrete  as   a  reinforcement. 

Laboratory  tests  of  the  tufa  product  are  made  continuously  at  all 
the  tufa  mills,  and  samples  are  also  sent  to  the  main  laboratory  at  the 
Monolith  cement  plant.  Figs.  5  and  6  represent  an  average  of  a 
month's  breaks  of  briquettes  made  with  equal  parts  by  volume  of 
straight  cement  and  tufa  mixed  with  three  parts  of  standard  sand. 
These  are  fairly  typical  of  the  average  monthly  mill  runs,  the  tufa 
cements  showing  better  results  than  the  straight  cements  and  also 
showing  a  continued  hardening.  In  the  case  of  the  German  trass 
cements,  this  hardening  is  known  to  continue  for  a  period  of  five  years. 
The  lower  line  on  Fig.  6  shows  the  average  of  a  great  number  of 
breaks  of  various  Portland  cements  at  the  Philadelphia  Testing  Labora- 


tories. 

A  striking  feature  of  the  tufa  cement  is  that,  in  all  the  four  years 
in  which  it  has  been  tested,  there  has  never  been  a  pat  which  failed 
under  the  boiling  test.  This  indicates,  further,  that  any  free  lime 
which  may  occur  in  the  cement  combines  with  the  silicas  in  the 
tufa.     Microscopic  slides  were  made  of  some  of  the  tufa  cement  and 
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sand    briquettes.     They    were   examined,   but    no    satisfactory    conclu- 
sion could  be  reached. 

Samples  of  tufa  cement  were  sent  to  the  Bureau  of  Standards 
of  the  United  States  Department  of  Commerce  and  Labor,  and  were 
tested  in  the  Pittsburgh  Laboratory.  The  following  quotation  is  from 
a  letter  from  this  Bureau  under  date  of  March  29th,  1911 : 


<»-3fr        * 


*  You  desired  particularly  to  know  whether  there  was 
any  chemical  reaction  between  the  tufa  and  the  cement.  The  enclosed 
report   shows   that   such   has   undoubtedly   been   the   case. 

"The  addition  of  tufa  or  puzzuolana  to  Portland  cement  undoubt- 
edly does  not  reduce  the  strength  of  the  latter  when  in  the  form  of  a 
mortar  or  concrete,  but  there  has  always  been  a  question  as  to  whether 
this  is  due  to  purely  chemical  or  chemical  and  physical  phenomena. 
There  has  not  been  any  doubt  that  there  is  a  reaction  between  the 
cement  and  the  tufa,  but  there  always  has  been  a  doubt  as  to  whether 
this  reaction  was  sufficient  to  account  for  the  usual  strengths  developed 
by  such  mixtures. 

"The  tests  were  conducted  as  follows :  Mixtures  of  two  parts  River- 
side cement  with  one  part  of  tufa,  and  two  parts  Riverside  cement 
with  one  part  Ottawa  Standard  sand,  ground  90%  through  a  200-mesh 
sieve,  were  made  into  briquettes  and  broken  at  the  end  of  one-week, 
four-week,  and  thirteen-week  periods.  At  the  same  time,  a  similar 
series,  using  Atlas  cement,  was  carried  on,  and  also  the  same  mixtures 
used  in  connection  with  1 : 3  sand  briquettes.  After  breaking  the 
thirteen-week  period  briquettes,  they  were  dried,  the  outside  surface 
completely  removed,  and  the  interior  ground  to  pass  200  mesh,  and  used 
for  determinations.  By  determining  the  amount  of  insoluble  silica  in 
the  cements  and  in  the  tufa  and  quartz,  it  is  possible  to  calculate  the 
amount  of  insoluble  silica  which  should  be  in  the  dry  briquettes  (by 
dry,  meaning  the  complete  expulsion  of  water  and  CO,  at  1  000  de- 
grees C).  From  the  analyses  of  these  residues,  there  was  also  obtained 
the  insoluble  silica  actually  present.  The  difference  between  these 
two  gives  the  amount  of  silica  rendered  soluble  during  this  period 
of  thirteen  weeks.     The  figures  are  given  in  the  following  table  :* 

"The  following  results  were  obtained  in  breaking  the  briquettes : 


Riverside. 

2  Riverside,  1  tufa. 

2  Riverside,  1  quartz. 

0.53 
0.53 

30.97 
23.80 

34.02 
32. 7G 

SiOa  insoluble,  calculated. 
SiOa  insoluble,  determined. 

7.17 

1.26 

SiOa  rendered  soluble. 

*  "Tests  made  at  Monolith  show  8.4%  of  Monolith  tufa  rendered  soluble  ;  of  the  Italian 
inizzuolaaa,  1.6%,  and  of  Italian  Tufa,  2  per  cent.  The  presence  of  this  so-called  'soluble 
silica'  is  what  makes  tufas  preferable  to  sands  for  blending  with  Portland  cements." 
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Atlas. 

2  Atlas.  1  tufa. 

2  Atlas,  1  quartz. 

.TjjTTTm-     ■•     — T~ 

0.59 

0.59 

80.80 

24.  (»1 

88. BO 
88.00 

8i<^),  InHoluble,  calculatwl. 
SiO.^  iiisoluhlf.  (W'tcriniriwl. 

6.7! 

0.89 

SiO,  rendered  soluble. 

TABLE    8, — Los    Angeles    Aqueduct    Tufa    Compared   With 

Silica  Cement. 


1  week.    ' 

4  weeks. 

18  weeks. 

Riverside  cement •{ 

1 
2 
3 

307 
303 
310 

370 

mi 

894 

416 
413 

890 

Average 

307 

382 

4a3 

2  Riverside  cement j 

1  Tufa,  90%  through  200  mesh ) 

1 
2 
3 

215 
211 
221 

373 
302 
341 

458 
585 

438 

a 

Average 

215 

339 

457 

^ 

2  Riverside  cement J 

1  Quartz  sand,  909^  through  200  mesh,...  | 

1 
2 
3 

210 
190 
188 

272 
286 
281 

286 
286 
303 

Average 

196 

280 

292 

Tufa  cement,  50%  by  volume J 

Tufa  and  Riverside  cement j 

1 
2 
3 

262 
269 
235 

488 
476 
466 

534 

561 

478 

Average 

255 

477 

524 

Atlas  cement •< 

1 
2 
3 

357 
299 

281 

341 
351 
335 

454 

484 
469 

Average 

312 

342 

466    ' 

2  Atlas  cement ) 

1 
2 
3 

212 
212 
200 

350 

398 
410 

462 
471   : 

a 

c8 

1  Tufa,  90o/o  through  200  mesh 1 

'J2 

Average 

H 

208 

386 

466    *. 

2  Atlas  cement j 

1 
2 
3 

205 
200 
200 

265 
283 
255 

314 
362 
367 

1  Quartz  sand,  90%  through  200  mesh....1 

Average 

203 

268 

348 
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The  neat  briquettes  made  with  tufa  cement  by  the  Bureau  do  not 
show  as  much  strength  as  those  made  with  straight  cement.  This 
is  in  harmony  with  tests  made  in  the  aqueduct  laboratories.  However, 
when  cement  is  used  in  concrete,  it  is  always  blended  with  sand,  and 
the  sand  briquettes  tested  correspond  to  practice  in  construction  work. 
The  tests  made  with  the  sand  briquettes  show  that  the  tufa  cements 
have  as  good  strength  as  the  straight  cements,  or  better,  and  that 
the  blend  made  of  equal  parts  of  tufa  and  cement  is  stronger  than 
that  made  with  but  33%  of  tufa.  They  also  show  clearly  that  the  tufa 
cement,  when  mixed  with  sand,  gives  much  better  strength  than  the 
silica  cement,  indicating  that  the  tufa  combines  in  a  different  manner 
from  the  silica.  In  the  neat  briquettes,  however,  the  silica  cements 
develop  the  greater  strength.  The  characteristic  of  the  tufa  cement 
continuing  to  harden  substantially  with  age  is  indicated  in  these 
sand  briquette  tests.  At  the  time  the  samples  were  sent  to  Pittsburgh, 
the  Fairmont  tufa  was  being  blended  with  Riverside  Portland  cement. 
All  other  tests  given  of  Los  Angeles  aqueduct  tufas  were  made  with 
the  city's  cement  known  as  Monolith. 

A  review  of  an  elaborate  series  of  tests  of  the  German  trass 
cement,  is  given  in  a  recent  engineering  periodical.*  These  are 
the  best  available  laboratory  tests  of  tufa  cements.  The  investiga- 
tions were  carried  on  especially  to  determine  the  effect  of  sea  water 
on  cements  of  this  class.  They  were  made  under  the  direction  of 
ithe  Prussian  Minister  of  Public  Works,  and  a  committee  consisting  of 
representatives  of  the  Royal  Testing  Laboratories,  of  the  cement  and 
trass  industries,  and  Dr.  Michaelis,  cement  specialist.  The  Royal 
Testing  Laboratories  were  placed  in  their  charge.  Cements  of  two 
Iclasses  were  used,  those  rich  in  lime  and  those  poor  in  lime,  and 
also  mortars  to  which  had  been  added  trass  and  finely  ground  quartz 
sand,  in  order  to  determine  whether  trass  only  acts  mechanically  by 
lincreasing  the  density  of  the  mortar,  or  chemically  also.  The  tufas 
*blend  slightly  better  with  the  cements  which  are  richer  in  lime.  The 
results  of  these  tests  show  that  the  addition  of  certain  puzzuolana 
(tufa)  materials  to  lean  cement  mortar  is  valuable  in  sea  water.  The 
detailed  table  (Table  9)  is  given  because  of  the  variety  in  the  record, 
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the  long  prriod  nf  \ho  tosta,  njul  flic  oxccllcncc  of  tlu;  ant}u)rity.     The 
tests  run  over  a  period  of  five  years.* 

This  cement  (Tahlo  9)  contained  65.80%  of  lime,  and  23.74%  of 
silica.  The  cements  which  have  heen  blended  with  trass  give  as 
much  tensile  strength  as  the  straight  cement  when  made  in  sand 
briquettes,  and  the  samples  put  in  sea  water  show  results  of  slightly 
less  strength  than  when  they  are  put  in  fresh  water.  The  compressive 
strength  of  the  concrete  is  less  with  the  trass  cements  than  with  the 
straight  cements. 

An  additional  tablet  shows  the  strength  of  mortars  and  concrete 
made  with  a  mixture  of  three  parts  of  trass,  two  parts  of  hydrated  lime, 
and  one  part  of  sand,  giving  tensile  strengths  of  216  lb.  in  28  days, 
356  lb.  in  1  year,  and  400  lb.  in  5  years.  A  mixture  made  of  li  of 
trass,  1  of  hydrated  lime,  and  1  of  sand  gave  a  strength  of  244  lb.  in 
28   days,  383  lb.   in   1  year,  and   360  lb.   in   5  years. 

It  is  noteworthy  in  Table  9  that  the  straight  cement  sand  briquettes, 
in  three  out  of  four  instances,  show  marked  loss  in  tensile  strength 
between  1  and  5  years,  the  first  test  alone  showing  constant  strength 
while  the  tufa  (trass)  combinations  show  gains  in  six  out  of  eighl 
cases  during  the  same  periods.  The  two  tests  showing  loss  are  o: 
samples  in  sea  water. 

Dr.  W.  ]\Iichaelis:}:  has  written  an  interesting  paper  on  "Portlam 
Cement  Reground  with  Oregon  Puzzuolana,"  in  which  he  enters  int<i 
a  discussion  of  the  chemistry  of  the  problem,  and  makes  a  demonstra 
tion  of  the  solubility  of  the  tufa  with  the  excess  lime  of  the  cemeni 
He    shows    that    puzzuolana    (or    tufa)    will    combine    with    hydrate', 
lime.     The  series  of  tests  given  show  the  same  general  results  as  th 
tests  with  German  trass  cements  (Table  9) — that,  especially  with  th 
leaner  mixtures,   the  tufa  blends   of   equal  parts   are  fully   as   stron 
in  tension  as  the  straight  cement  mortars,  or  superior  to  them,   an 
markedly  better  than  the  "silica  cement."    In  the  tests  for  compressiq 
in  the  leaner  concretes  (1:3:6),  his  tufas  are  as  strong;  but,  with 
richer  mixture  (1:2:4),  they  are  about  20%  less  strong  than  concret 
made  of  straight  cement  with  the  same  aggregates. 


10- 

,•1 
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*  The  results  have  appeared  in  a  report  of  the  Royal  Testiner  Laboratory'  underlSj 
title,  "  Mitteilungen  aus  dem  Kel.  Materialpriifungsamt."' 
+  Engineering  Record,  August  2rth,  1910. 
X  Cement  and  Engineering  Xeivs,  November.  1911. 
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Dr.  Michuelis  gives  the  following  cxplaiiaticjii  of  tlie  chciiiical  reuc- 
tions  thai  occur  when  the  tufa  combines  with  the  cement: 

''Tiicse  desired  hydrates  of  silica,  alumina  and  iron  oxide  are  found 
in  nature  in  the  form  of  puzzuolanaii,  or  tulaa,  volcanic  products 
created  by  the  action  of  water  or  steam  upon  basaltic  or  granitelike 
molten  formations.  They  can  be  artificially  obtained  by  running  molten 
blast  furnace  slag  into  water.  In  both  cases  the  original  compounds 
of  the  basalt,  granite  or  slag  are  completely  decomposed  into  their 
constituents  and,  furthermore,  transformed  into  comparatively  loose 
material  which  can  easily  be  crushed.  The  most  valuable  part  of 
the  various  chemical  ingredients  to  be  found  in  a  natural  or  artificial 
puzzuolana  is  the  silica  hydrate,  so-called  'soluble'  silica  which,  in 
distinction  from  quartz  silica,  powdered  quartz,  is  soluble  in  a  10 
per  cent,  solution  of  sodium  carbonate.  Such  silica  combines  readily 
with  calcium  hydrate  and  forms  an  excellent  hydraulic  cement.  To 
what  extent  the  alumina  hydrate  and  iron  hydrate  combine  with 
calcium  hydrate  has  not  been  definitely  ascertained.  However,  from 
recent  researches  it  appears  that  especially  the  alumina  hydrate  is 
able  to  combine  with  a  very  large  percentage  of  hydrated  lime." 

Cost  to  Manufacture. — The  average  cost  of  blending  1  bbl.  of 
straight  cement  so  as  to  produce  2  bbl.  of  tufa  cement  with  the  small 
mills  installed  on  the  Los  Angeles  aqueduct  is  about  74  cents,  dis- 
tributed  as  follows:  Cost  per  barrel 

of  blend. 


General  expense — labor,  live  stock,  etc $0.04 

Electric  power,  at  1.85  cents  per  kw-hr 0.105 

Quarrying     0.025 

Mill  operations 0.20 

Net  milling  cost $0.37 


I 


The  process  of  blending  1  bbl.  of  straight  cement  with  an  equal 
part  by  volume  of  tufa  gives  a  resulting  product  of  approximately 
10%  in  volume  in  excess  of  2  bbl.  of  tufa  cement.  For  this  reason,  a 
little  more  than  1  cu.  ft.  of  tufa  cement  is  put  in  a  sack.  A  sack 
of  tufa  cement  weighs  83  lb.  The  cost  of  milling  tufa  cement  will 
vary  with  the  density  of  the  rock.  This  cost  of  37  cents  per  bbl. 
of  tufa  cement  applies  to  all  three  of  the  tufa-grinding  plants.  The 
tufa  at  Monolith  is  denser  and  slower  to  grind;  but,  as  this  tufa  mill 
is  a  part  of  a  larger  plant,  the  milling  costs  are  no  greater  than  at 
the  other  two  places. 
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Action  of  Tufa  Cement  in  Field  Work. — Tufa  cement  is  more 
sensitive,  and  requires  greater  care  in  curing,  than  straight  cement, 
because  it  is  slower  in  reaching  its  final  hardness.  As  a  rule,  Los 
Angeles  aqueduct  tufa  cements  will  show  as  great  strength  in  7  days 
as  the  straight  cements,  and  after  that  period  the  tufa  cement  gains 
in  strength  faster  than  the  straight  cement.  (See  Fig.  5.)  The  tufa 
cement  has  to  be  kept  wet  longer  in  hot  weather  to  attain  full  strength, 
and  is  subject  to  frost  longer  in  cold  weather.  In  slab  work,  where 
it  is  supported  by  forms,  the  forms  should  be  left  in  two  or  three 
days  longer  with  tufa  cement  than  with  straight  cement.  When  the 
aqueduct  roof  slab  (which  has  a  span  of  11  ft.  5  in.)  is  made  of  tufa 
cement,  the  forms  are  stripped  in  6  days,  in  moderate  weather.  The 
particular  places  for  which  tufa  cement  is  adapted  are  in  massive  work, 
in  foundations,  and  in  wet  places.  It  is  not  claimed  that  it  is  suit- 
able for  high,  thin  walls  exposed  to  the  dry  air  of  arid  regions.  It 
may  be,  but  this  has  not  yet  been  demonstrated  on  this  work. 

Gaugings  made  in  arid  America  show  that  the  greater  portion 
of  irrigation  water  diverted  in  earthen  canals  is  lost  by  seepage  before 
it  reaches  the  fields.  A  lean  tufa  cement  containing  75%  of  tufa 
could  be  used  for  earthen  canal  linings,  and  would  be  fully  as  dense 
as  concrete  made  with  straight  cement.  It  would  have  sufficient 
strength  to  stand  up  on  1:1  slopes,  and  it  can  be  given  as  smooth 
a  surface  as  ordinary  concrete.  A  length  of  several  hundred  feet  of 
open  canal  lining  of  this  kind  has  been  put  in  the  open  flood  section 
of  the  Los  xingeles  aqueduct,  with  75%  tufa.  The  concrete  does  not 
show  up  as  hard  in  the  field  as  the  50%  tufa  concrete,  but  it  is 
satisfactory.  Tufa  cement,  in  being  more  finely  ground,  adheres 
somewhat  more  to  the  forms  than  concrete  made  with  straight  cement, 
1  which  is  a  slight  disadvantage.  In  places  along  the  aqueduct  where 
50%  tufa  concrete  joins  concrete  made  with  straight  cement,  both 
being  a  year  old  or  more,  no  difference  can  be  detected  in  the  quality 
of  the  concrete  by  picking  into  it.  Plaster  made  of  tufa  cement  is 
smoother,  and  the  laborers,  after  they  get  used  to  it,  prefer  it  to  straight 
cement  plaster. 

Prejudice  Against  New  Cement. — Some  cement  manufacturers 
]  take  a  stand  against  tufa  cement  for  two  reasons:  because  it  is  a 
'  cheaper  product,  with  which  they  would  have  to  compete;  and  because, 
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haviiij;-  oritablisliod  a  business  for  a  standard  Portland  ccninnt,  any- 
tliintr  which  niij^hl  be  considcrud  an  adulteration  would  possibly 
mitigate  against  the  reputation  of  ail  cements.  This  active  oi)po8i- 
tion  has  already  been  encountered  among  the  cement  manufacturers  in 
Southern  California,  who  opposed  the  proposed  building  ordinance  of  Los 
Angeles  containing  a  provision  i)ermitting  the  use  of  tufa  cements. 
If,  however,  a  product  can  be  furnished  which  is  cheaper  in  cost 
and  IKS  good  in  quality,  the  consumer  should  have  the  benefit  of  it, 
and  undoubtedly  will  ultimately  derive  this  benefit. 

Some  foremen  and  superintendents  are  also  prejudiced  against 
the  use  of  a  new  product.  This  is  true  generally  in  various  branches 
of  industry,  and  it  applies  to  tufa  cement.  On  the  Los  Angeles  aque- 
duct, it  was  found  that  some  of  the  foremen  at  first  endeavored 
to  avoid  the  use  of  tufa  cement,  but  now,  after  the  lapse  of  two  or 
three  years,  and  having  had  some  practical  experience  with  it,  they  are 
willing  to  accept  either  that  or  straight  cement  from  the  city  mills 
without  any  hesitation  for  all  classes  of  work. 

Other  Combinations. — Diatomaceous  earths  are  found  at  various 
places  along  the  Pacific  Coast.  Their  analysis  is  similar  to  the  tufas, 
which  they  resemble  somewhat  in  appearance  and  in  physical  character- 
istics. A  test  made  with  a  diatomaceous  earth  found  near  Santa 
Barbara  gave  the  following  results : 

Monolith  cement.  Half  Monolith  and 

1  to  3  sand.  half  diatomaceous  earth. 

3  days TOO  210 

7  days 200  300 

28  days 310  370 

3  months 330  620 

The  briquettes  were  made  as  provided  for  in  specifications  for 
testing  cements.  Only  one  set  of  tests  was  made,  and  this  table  is 
not  given  as  conclusive  evidence. 

In  the  Hawaiian  Islands,  the  volcanic  rocks  prevail.  As  far  aSj 
the  writer's  knowledge  of  that  country  extends,  there  are  no  lime  de- 
posits suitable  for  the  manufacture  of  cement.  The  black  basaltic 
lava  has  been  analyzed  by  the  branch  of  the  Department  of  Agri- 
culture located  on  the  islands,  and  the  following  contents  determined: 

SiO,  Ti02        FeoOj       MnsO^        KjO        Na,0         CaO  MgO  FeO  Al^O, 

5L98       1.50       2.90       0.92       0.97       2.70       9.57       5.61       6.84       15.85 


TUFA  CEMENT  ON  THE   LOS  ANGELES   AQUEDUCT  545 

It  is  difficult  to  grind  this  lava  in  the  mills.  There  is  another  form 
of  volcanic  material,  locally  called  red  clinker,  which  resembles  some- 
what in  appearance  a  cement  clinker.  Experiments  were  made  in 
grinding  with  Santa  Cruz  cement  both  the  basaltic  lava  and  the 
red  clinker  in  a  local  tube  mill.  The  results  are  given  in  Table  10. 
After  making  the  first  three  tests,  1^%  of  gypsum  was  added,  which 
improved  the  strength  of  the  material.  All  these  tests  were  made  with 
mixtures  of  one  part  of  the  cement  indicated  to  three  parts  of  standard 
sand.  While  the  results  did  not  seem  to  be  as  satisfactory  as  those 
obtained  with  the  Southern  California  tufas,  nevertheless,  enough 
strength  was  developed  to  indicate  the  possibility  of  blending  these 
lavas  with  cement  in  such  a  way  as  to  result  in  an  economy. 

It  will  be  noted  that  the  chemical  analysis  of  the  lava  quite  closely 
resembles  the  analysis  of  tufa,  and  it  is  this  resemblance  of  chemical 
properties  which  suggested  the  experiments  with  the  lavas.  There 
is  a  marked  difference  in  their  physical  characteristics  as  compared 
with  the  tufas.  They  have  not  been  comminuted  by  contact  with  water 
as  the  tufas  have,  a  process  which  is  considered  important,  if  not 
essential. 

Conclusions. — The  following  conclusions  are  drawn  for  tufa  or 
puzzuolana  cements : 

1st. — The  tufa,  when  finely  ground  with  cement  and  used  in  con- 
crete, combines  both  chemically  and  mechanically.  Blends  of  50%, 
when  mixed  with  sand,  give  greater  tensile  strength  after  10  days  than 
straight  cement  mixed  with  the  same  proportion  of  sand.  The  leaner 
the  mixture,  the  greater  the  relative  superiority  of  the  tufa  cement. 
In  compression,  the  tufa  cement  concrete  is  less  strong  (20%)  in 
rich  mixtures   (1:2:4),  and  as  strong  in  leaner  mixtures   (1:3:6). 

2d. — Tufa  cements,  in  tension,  of  blends  from  30  to  80%  show  a 
continued  growth  in  strength  with  age,  as  far  as  tested,  up  to  5  years, 
and  in  this  respect  are  superior  to  straight  cements,  which  usually 
show  declining  strengths. 

3d. — The  tufa  concretes  must  be  handled  with  greater  care  with 
reference  to  both  cold  and  drying,  and  forms  should  be  left  in  place 
about  one-third  longer.     In  massive  work  this  feature  is  negligible. 

4th. — From  the  fact  that  the  tufa  cement  is  more  finely  ground 
and,   in  part,  combines  mechanically  with   other  aggregates,  carrying 
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the  grndatioii  of  fineness  one  step  farther,  it  makes  a  denser  and  more 
impervious  concrete. 

5tli. — Where  cements  arc  high  priced,  a  substantial  economy  may 
be  effected  if  deposits  of  tufa  are  available.  These  conditions  occur 
in  portions  of  Western  America.  The  milling  cost  of  producing  the 
extra  barrel  of  tufa  cement  in  small  plants  should  not  exceed  75  centa. 

TABLE  10. — Sand  Briquette  Tests  Madk  WITH   Hawaiian   La\as. 


l| 


a 
b 
c 

27 
28 
29 
3U 
31 
32 
38 
34 
35 
36 
37 
38 


C   c£ 

1.    > 


1911 

Nov.  10}^ 

I 

"      10>i 

Dec.  11014 

I 

"  1(^ 

"  1 1014 

"  |10^ 

"  lOH 


Tensile 
Strkngth. 


(145 
1135 

\    55 

■)  105 

(110 
1    75 

j    35 
1    35 

(125 
1130 

(100 
1  110 

(125 
1130 

(145 
1145 

(120 
1  120 


1912 
Jan. 


10^1  ll!o 

/"^  1  140 

(145 

1  140 

(130 
1  140 

^0^  ]    55 


80 
60 


13 


cS 

•a 


250    335 

260    345 

I 

165,  250 
175 1  245 

140    1&5 
150    195 

lOoi  145 

110  ino 

200    325 
210    355 

200    340 
200;  350 

190'  330 
200 1  335 

190    310 
200    325 


Biaml. 


435 
465 

320 
330 

250 
275 


215 
230 

200 
200 


350 
340 

320 
365 


195    350 

2C0|  345 

2451  330 
255 I  330 

220:  300 
225,  310 

120!  180 
125    190 

135    275 
150    275 

150   240 
160!  255 


I  Santa  Cruz  cement ) 
f     and  sand f 

\  Red  clinker  and  sand. 


Lava  basalt. 


Red    clinker    Santa  ( 
Cruz ( 

Red    clinker,    114%  \ 
gypsum  added. ..  j 

Red    clinker.    \\i%  \ 
gypsum  added...  f 

Red    clinker,    \\i%  \ 
gypsum  added . . .  f 

Red    clinker,    1J4%  I 
gypsum  added...  f 

Red    clinker,    114%  I 
gypsum  added. . .  | 

Red    clinker,    \y^%  \ 
gypsum  added...  (" 

Red    clinker,    \y^% 
gypsum  added. 

Red    clinker 


n 


gypsum  added. 


Red    clinker,    ..^ 
gypsum  added. 

Blue  lava. 


I 
f 


13^%( 


5)0   . 

0)  o 

Oh 


500/0 
50% 

5oo^ 


50% 
50% 
50% 
50% 
500/6 
50% 
500/6 
500/0 
50% 
50% 
500/0 
500/0 


Fineness. 


93.8 


Ql 


92 


91.4 


Settino 
Time. 


tr  s 


AS 


630 


O.  K. 


The  development  of  the  tufa  cement  on  the  aqueduct,  as  is  usually 
the  case  with  affairs  of  this  kind,  is  the  result  of  the  co-operation  oi 
a  number  of  different  parties.     Mr.  E.  Duryee,  Cement  Chemist  for 
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the  aqueduct  at  that  time,  conducted  the  preliminary  experiments. 
Mr.  G.  M.  Andrus,  who  succeeded  Mr.  Duryee  as  Cement  Chemist, 
has  done  a  great  deal  in  investigating  these  cements.  Mr.  Andrus  has 
been  of  much  assistance  to  the  writer  in  the  preparation  of  this  paper. 
The  cement  plant  is  under  the  direction  of  Mr.  Roderick  MacKay, 
Mechanical  Constructor,  and  William  Mulholland,  M.  Am.  Soc.  C.  E., 
is  Chief  Engineer  in  general  charge  of  the  work  on  the  aqueduct.  The 
writer  has  been  Assistant  Chief  Engineer  since  the  beginning  of  the 
work. 
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J )  I  s  c  u  s  s  1  ( )  isr 


Mr.  J.  ;M.  OTIaha,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Acrording  to 

Professor  Eakle,  of  the  University  of  California,  the  rock  ground  with 
the  cement  used  on  the  Los  Angeles  Aqueduct,  is  a  rhyolitc-tuff  and 
a  trachyte-tuff,  which,  when  finely  ground,  will  possess  the  same  char- 
acteristics as  finely  ground  clay. 

The  cement  produced  by  the  method  used  at  Monolith  and  Haiwee, 
Cal.,  is  similar  to  cement  adulterated  with  clay.  Ilhyolite-tuff  and 
trachyte-tuff  are  not  to  be  confounded  with  the  volcanic  rocks  known 
as  puzzuolana  and  trass,  which  have  been  used  for  the  manufacture 
of  cement.  Puzzuolana  and  trass  are  the  hardened  products  of  volcanic 
action  in  their  original  state,  in  which  respect  they  are  similar  to 
blast-furnace  slag.  On  the  other  hand,  the  volcanic  tuff  of  the  nature 
found  at  Monolith  and  Haiwee,  is  not  comparable  to  blast-furnace  slag, 
being  more  of  the  nature  of  altered  volcanic  rock. 

In  Professional  Paper  No.  28,  issued  by  the  United  States  Govern- 
ment, through  the  Corps  of  Engineers,  it  is  stated: 

"Puzzolan  cement  never  becomes  extremely  hard  like  Portland,  but 
Puzzolan  mortars  and  concretes  are  tougher  or  less  brittle  than  Port- 
land. *  *  *  It  is  unfit  for  use  when  subjected  to  mechanical  wear, 
attrition,  or  blows.  It  should  never  be  used  where  it  may  be  exposed 
for  long  periods  to  dry  air,  even  after  it  is  well  set.  It  will  turn 
white  and  disintegrate,  due  to  the  oxidation  of  its  sulphides  at  the 
surface    under   such    exposure." 

A  series  of  tests  made  at  the  Ohio  State  University,  under  the 
direction  of  Professor  C.  E.  Sherman,  seems  to  prove  that  clay,  up 
to  15%  of  the  weight  of  the  sand,  adds  strength  to  the  mortar.  One 
plausible  explanation  for  this  increased  strength  is  that  the  addi- 
tion of  smaller  particles  of  material  aids  in  filling  the  voids  in  the  sand. 
One  detrimental  result  was  definitely  established,  namely,  that  mortars 
made  from  sand  carrying  clay  could  not  be  placed  under  water  safely, 
because  the  clay  softened  and  warped  under  its  influence. 

Mr.  Lippincott  states: 

"As  tufa  cements  are  high  in  silica,  and  as  the  silicates  of  lime 
are  the  more  enduring  but  slower  portion  in  the  cements,  this  growing 
strength  in  tufa  cement  is  quite  rational.  Straight  cements  which  are 
slow  in  hardening  show  the  greatest  ultimate  strengths,  and  a  high 
7-day  test  is  regarded  with  suspicion." 

Tufa  and  Portland  cement,  as  used  on  the  Los  Angeles  Aqueduct, 
is  a  mechanical  mixture,  the  two  materials  being  blended  in  equal 
parts  by  volume.  Under  these  conditions,  no  silicates  of  lime  are  found, 
and  the  gradual  increase  in  strength  is  not  due  to  the  same  cause  as 
the  slow  hardening  of  a  high  silica  Portland  cement. 


i\ 
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In  setting  under  water,  especially  sea  water,  the  lime  set  free  from  Mr. 
cement  by  the  action  of  the  water  combines  with  soluble  silicates,  ^'^ara. 
and  maintains  the  strength  of  the  mass.  The  percentage  of  lime  set 
free  is  small,  however,  and  in  the  Aqueduct  product  would  not  combine 
with  much  of  the  silica.  When  the  concrete  sets  in  air,  little  or  no 
combination  with  the  tufa  will  take  place,  and  it  is  only  present  as 
an   adulterant. 

In  the  manufacture  of  Portland  cement  to-day,  the  clinker  is 
ground  much  finer  than  was  the  custom  some  years  ago,  and  the  lime 
factor  is  higher.  Consequently,  the  calcium  silicates  hydrate  more 
readily,  and  ultimate  tensile  strength  is  reached  at  an  earlier  period. 
Besides,  the  flash  strength,  due  to  the  calcium  aluminates  or  gypsum, 
should  not  be  mistaken  for  the  final  strength,  due  to  the  calcium 
silicates. 

A  high  7-day  strength  is  not  of  itself  an  indication  of  poor  quality 
in  a  cement,  all  other  things  being  normal;  it  may  be  an  indication 
of  early  ultimate  strength. 

The  writer  is  of  the  opinion  that  the  trend  of  the  paper,  to  show 
that  the  tufa  cement,  as  made  at  the  Los  Angeles  Aqueduct,  is  as  good 
as  a  Portland  cement,  is  dangerous  and  without  precedent. 

L.  J.  Le  Conte,  M.  Am.  Soc.  C.  E.  (by  letter). — The  natural  prop-  Mr. 
erty  possessed  by  tufa  of  combining  with  the  free  lime  in  all  Portland  Le  Conte. 
cements,  is  certainly  a  very  great  discovery,  the  full  importance  of 
which  cannot  be  over-estimated.  This  interesting  feature  is  further 
emphasized  by  the  announcement  of  Dr.  Michaelis  that  his  tests, 
extending  over  five  years,  show  conclusively  that  the  addition  of  tufa 
to  lean  Portland  cement  mortar  is  valuable  in  sea  water,  this  latter 
being  especially  important  to  harbor  engineers.  In  view  of  the  general 
experience  that  Portla.ad  cement  concrete  slowly  disintegrates  in  sea 
water,  Italian  harbor  engineers  usually  recommend  a  mixture  of 
puzzuolana  and  Portland  cement  for  all  concretes  exposed  to  its 
ravages.  In  many  cases  where  unit  strength  and  quick  setting  are 
uncalled  for,  they  use  a  mixture  of  ordinary  fat  lime  and  puzzuolana. 
This  shows  a  tendency  to  return  to  the  old  Roman  practice,  long  before 
the  time  of  Vitruvius,  14  b.  c,  and  recalls  the  old  adage:  "Verily,  the 
footprints  of  the  old  Roman  engineers  are  eternal." 

The  writer's  attention  was  first  called  to  the  fact  of  the  falling  ofi 
in  strength  of  Portland  cement  briquettes  after  1  year,  while  on  the 
fortifications  at  and  near  Fort  Point,  San  Francisco,  Cal.,  in  1895 
to  1897.  At  that  time  some  350  000  bbl.  of  European  Portland  cements 
had  been  used.  The  records  showed  a  general  falling  off  in  strength 
after  1  year,  a  few  samples  extending  to  10  years.  The  same  feature 
was  noticed  in  the  reports  of  the  Metropolitan  Water  Board,  Boston, 
Mass.,  and  seems  to  be  the  experience  everywhere. 

The    author's    experiments,    indicating    that    sand    briquettes    con- 
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Mr.        tiiiuin^  '^(^',o   *>1    tula   cciueiit   sliowod  marked   sujx'riority    in    iiltiinate 
■  8treny:tli  over  tlioso  with  straiglil    Portland  ccuHiit,  after  (J  inotiths,  are 
certainly  most  encouraging. 

Years  ago,  the  writer  decided  that  the  well-known  "Dyeknrhoff" 
hrand  of  I'ortland  cement  was  the  hest  in  the  market,  but  its  use  was 
prohibited  by  its  higli  cost  due  to  transportation  expenses  from  the 
works  to  the  seaport.  In  private  works  under  his  charge,  he  over- 
came this  difhculty  with  a  1:5:10  concrete,  which  gave  highly  satis- 
factory results.  It  would  be  exceedingly  interesting  to  know  how  tufa 
cement  in  the  same  proportions  would  behave. 

There  seems  to  be  a  fad  for  demanding  "sharp  coarse  sand"  in 
specifications  for  concrete.  This  fad  is  based  on  the  general  craze  for 
short-time  high  tests,  and  nothing  else.  Engineers  often  go  to  great 
expense  to  get  good  coarse  sand  to  make  a  high-test  record,  when,  in 
point  of  fact,  after  3  months,  briquettes  made  with  fine  beach  sand 
show  just  as  great  strength  as  those  made  with  coarse  sand,  if  not 
greater;  that  is,  after  the  expiration  of  3  months,  all  the  advantages 
of  using  coarse  sands  have  entirely  disappeared.  The  cost  of  manu- 
facture given  by  the  author  is  most  encouraging,  and  puts  new  life 
into  the  industry. 

The  lining  of  irrigation  canals  in  leaky  ground  is  certainly  a  most 
serious  question,  and  all  sorts  of  expedients  are  being  tried  to  over- 
come the  practical  difficulties.  The  proposed  lining  with  lean  concrete 
seems  to  be  the  best  solution  of  the  problem.  The  experiments  with 
Kieselguber  are  very  instructive,  and  broaden  the  entire  field  of 
investigation. 
Mr.  Ealph  J.  Reed,  Jux.  Am.   Soc.   C.  E.    (by  letter). — It  is  obvious 

^^^^'  that,  on  account  of  finer  grinding  and  consequently  better  mechanical 
combinations  with  other  aggregates,  tufa  cement  must  make  a  more 
dense  and  impervious  concrete.  It  would  have  been  interesting  to 
have  presented  some  experimental  data  showing  comparisons  betw^een 
the  permeability  of  straight  Portland  cement  concretes  and  those  made 
with  tufa  Portland  cement.  Doubtless  experiments  along  these  lines 
have  been  carried  on  in  the  Los  Angeles  aqueduct  laboratories. 

The  writer  washes  to  bear  witness  to  the  excellent  appearance  in 
general  of  the  concrete  work  on  the  aqueduct.  A  large  portion  of  this 
work  has  been  constructed  with  tufa  cement  concrete.  By  far  the 
largest  portion  of  the  work  has  been  completed  under  conditions  which 
those  at  all  familiar  with  Western  deserts  will  recognize  as  far  from 
ideal  for  the  most  successful  concrete  work.  It  has  apparently  been 
difficult  at  many  points  to  obtain  first-class  aggregates.  Water  for 
sprinkling  the  finished  work  has  been  hard  to  supply,  and,  in  fact, 
the  many  difficulties  encountered  are  appreciated  only  by  those  con- 
nected most  closely  with  the  work.  The  writer  has  been  especially 
impressed  with  the  freedom  from  cracks  showm  by  the  finished  tufa 
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cement    concrete    work    in    tunnels,    open    and    covered    conduits,    and   Mr. 
especially    in    the    large    reinforced    concrete    siphons    referred    to    by  ^*^®*^' 
Mr.   Lippincott. 

That  the  tufa  cement  must  be  handled  with  greater  care  during 
drying  is  apparent  from  the  fact  that  in  the  vicinity  of  open  manholes 
along  the  covered  conduit  in  the  Mohave  Desert,  where  the  concrete 
during  the  later  stages  of  drying  has  been  exposed  to  the  sun,  cracks 
are  frequent.  A  little  farther  back,  where  the  atmosphere  has  been 
humid  on  account  of  water  left  standing  in  the  conduit,  very  few 
cracks  are  noticeable.  In  the  tunnels,  where  the  atmospheric  condi- 
tions, and  especially  humidity,  have  been  most  completely  in  control, 
the  tufa  concrete  lining  is  dense,  hard,  and  tough,  and  rarely  shows 
any  cracks. 

Clifford  Eichardson,  M.  Am.  Soc.  C.  E.  (by  letter). — The  title  Mr. 
of  this  paper  might  well  have  been  puzzolan  cement,  instead  of  tufa  ^^  ^^  ^^^' 
cement,  in  order  to  make  it  more  intelligible  to  the  cement  expert. 
From  a  geological  point  of  view,  tufa  is,  no  doubt,  a  more  accurate 
designation  of  the  material  in  use  in  California  than  puzzolan,  but 
the  latter  is  commonly  used,  as  witnessed  by  the  title  of  Part  VII  of 
Eckel's  "Cements,  Limes  and  Plasters,"  which  is  "Puzzolan  Cements." 
Eckel  includes  among  puzzolanic  materials  "all  those  natural  or 
artificial  materials  which  are  capable  of  forming  hydraulic  cements  on 
being  simply  mixed  with  lime,  without  the  use  of  heat."  It  is  stated 
by  Mr.  Lippincott  that  by  mixing  the  ground  California  tufa  with 
lime,  without  any  cement,  it  would  set  under  water  and  slowly  be- 
come hard.  The  material,  therefore,  may  be  recognized  as  being 
puzzolanic.  From  the  analyses  of  the  tufa  in  use  in  California, 
it  appears  that  those  denominated  Fairmont  and  Monolith  contain 
a  much  higher  percentage  of  silica  than  is  found  in  the  puzzolans 
from  Italy  and  France,  and  in  the  trass  from  Germany,  the  percentage 
of  silica  in  the  Italian  materials  varying  from  39  to  a  maximum  of 
63,  in  those  of  France  from  31  to  48,  and,  in  the  case  of  the  trass 
from  Germany,  46  to  67.6,  according  to  Eckel.  The  California  ma- 
terial corresponds  more  closely  in  composition  to  santorin  earth,  which 
carries  as  much  as  73%,  and  averages  66.4%,  of  silica.  Unfortunately, 
no  data  are  available  showing  what  proportion  of  the  silica  in  any 
of  the  materials  occurring  abroad,  or  in  those  in  California,  is  soluble 
in  acid,  as  it  is  hydrated  silica  of  this  description  which  possesses 
the  greatest  hydraulic  value.  There  seems  to  be  no  question,  however, 
but  that  the  ground  mixture  of  Portland  cement  and  California  tufa 
produces  a  true  puzzolanic  cement. 

It  appears  that  the  tufa  in  California  is  ground  and  then  blended 
with  the  Portland  cement.  It  is  natural  to  suppose  that  the  tufa 
cannot  be  economically  ground  unless  it  has  been  thoroughly  dried, 
in  view  of  the  general  experience  in  the  cement  industry  with  grinding 
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Mr.  sln^s   and   other   raw    inalcria.ls.      'J'o   i\w.   writ(.'r   it   would   hccim    that    it 

UiohHrdsou.  ^^.y^i^j  jjj^^,g  ^g^j^  better  practice  to  grind  the  tufa  and  th(;  Portland 
cement  clinker  together  at  the  same  time,  in  the  samo  mill,  as  a 
more  intimate  mixture  of  the  materials  would  result. 

One  fails  to  find  in  the  paper  the  results  of  any  tests  of  the  tufa 
cement  with  the  local  sands  in  use,  either  in  tension  or  compression. 
Data  of  that  description  would  be  instructive,  especially  as  it  has 
been  rccopnized,  at  least  in  Germany,  that  tensile  strength  tests  of 
cement  are  of  small  importance  as  compared  with  those  in  com- 
pression, and,  on   this  account,  ha.ve  been  abandoned  there. 

Mr.  Lippincott  states  that: 

''A  striking  feature  of  the  tufa  cement  is  that,  in  all  the  four 
years  in  which  it  has  been  tested,  there  has  never  been  a  pat  which 
failed  under  the  boiling  test.  This  indicates,  further,  that  any 
free  lime  which  may  occur  in  the  cement  combines  with  the  silicas 
in  the  tufa." 

To  the  writer,  this  does  not  seem  to  be  a  conclusion  which  can 
be  justified.  It  merely  means  that  the  cement  has  been  ground  finer 
by  passing  it  through  the  Gates  tube  mill  after  the  two  materials  have 
been  blended,  and,  consequently,  that  it  does  not  contain  the  coarse 
particles  which  cause  pats  to  fail  under  the  boiling  test,  a  test  which 
the  best  German  authorities  consider  of  very  little  value,  and  which 
seems  to  the  writer  to  bear  no  relation  to  the  conditions  to  which  the 
cement  is  exposed  in  actual  construction. 

It  appears  that,  in  its  Pittsburgh  laboratory,  the  U.  S.  Bureau  of 
Standards  has  determined  the  amount  of  insoluble  silica  in  the  cements 
and  in  the  tufa,  but,  unfortunately,  the  percentages  of  soluble  silica 
are  not  stated  in  the  paper,  although  there  is  sufficient  evidence  that 
there  is  a  considerable  percentage  of  silica  in  the  tufa  in  a  hydrated 
condition  which,  in  the  cement  in  a  set  condition,  is  in  the  soluble 
form,  although  there  is  no  evidence  that  it  is  combined  with  lime. 

It  would  be  interesting  to  determine  in  some  manner  the  hardness 
of  the  puzzolan  cement  in  concrete  and  its  resistance  to  attrition  and 
impact,  as  compared  with  Portland  cement.  It  is  frequently  deficient 
in  this  respect,  and  is  not  always  as  satisfactory  as  concrete  made 
with  Portland  cement.  Mr.  Lippincott  is  quite  right  in  stating  that 
a  cement  of  this  type  is  more  satisfactory  when  used  in  moist  places 
and  in  masses  where  it  cannot  dry  out,  than  where  the  latter  is  pos- 
sible, and,  on  this  account,  work  done  with  it  requires  greater  care 
in  order  to  permit  of  satisfactory  setting  than  that  done  with  straight 
cement. 

Based  on  the  writer's  experience  with  sand  cement,  it  would  seem 
that  there  was  plenty  of  justification  for  using  tufa  cement  in  the 
California  work,  but  it  will  be  interesting  to  watch  its  behavior  during 
a  long  period  of  years. 
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Luther  Wagoner,  M.  Am.  Soc.  C.  E. — Influenced  by  the  reports  Mr. 
of  the  successful  use  of  tufa  by  the  Los  Angeles  Aqueduct  Board,  the  »^^°®''- 
speaker  located  several  tufa  claims  for  a  contemplated  work  in  Arizona, 
and  until  recently  supposed  that  the  successful  use  of  tufa  was  definitely 
settled.  In  1911,  some  parties  desired  to  build  a  dam  and  other  works 
near  Prescott,  Ariz.,  which  would  require  large  quantities  of  cement. 
The  speaker  furnished  them  with  samples  of  his  tufa  and  was  informed 
that  they  had  also  used  these  and  other  near-by  samples  in  combina- 
tion with  Portland  cement  from  lola,  Kans.,  and  Portland,  Colo., 
and  that  all  the  samples  thus  tested  gave  poor  or  negative  results. 

On  the  speaker's  return  homeward,  he  compared  samples  of  the 
Arizona  tufa  with  those  of  California  tufa.,  in  the  Aqueduct  office 
at  Los  Angeles,  the  samples  appearing  to  be  nearly  the  same  in 
physical  characteristics.     Both  seemed  to  be  rhyolite  tufa. 

In  June,  1912,  he  received  a  copy  of  a  "Report  on  Municipally 
Manufactured  Cements,  Los  Angeles  Aqueduct,"  signed  "Gervaise 
Purcell,  W.  H.  Sanders,  F.  C.  Finkle,  Chester  B.  Loomis,  Consulting 
Engineers."  This  was  a  report  made  to  Mr.  Edward  M.  Hagar, 
President  of  the  Association  of  American  Portland  Cement  Manu- 
facturers, Philadelphia,  Pa.,  in  which  they  attacked  vigorously  the  re- 
sults obtained  by  mixing  tufa  with  the  cement  made  by  the  Aqueduct 
engineers.  They  claim  that  the  hydraulic  index  of  the  municipally 
manufactured  cement  is  as  low  as  1.66  to  1.69,  while  average  American 
Portland  cement  has  an  index  averaging  1.91,  and  German  brands 
1.98;  and  they  also  claim  that  the  tufa  used  is  the  physical  equivalent 
of  clay,  hence  the  poor  results  found  by  them. 

Thus  far,  the  speaker  has  not  heard  of  any  public  denial  by  the 
Aqueduct  Board  of  the  truth  of  the  above  quoted  charges,  and  the 
whole  matter  is  thus  enveloped  in  doubt.  It  would  certainly  be  a 
matter  of  considerable  interest  to  the  Profession  to  have  careful  tests 
made  of  the  said  California  tufa,  using  a  standard  brand  of  cement, 
so  that  this  element  of  uncertainty  as  to  hydraulic  index  might  be  re- 
moved, and  at  the  same  time  settle  the  question,  whether  the  real  benefit 
is  not  due  so  much  to  the  character  of  the  adulterant  as  to  the  fact 
that  the  regrinding  with  the  tufa  brings  a  larger  percentage  of  the 
otherwise  inert,  non-setting  grains  of  Portland  cement  into  a  finer 
state,  whereby,  when  wetted,  they  "gel"  or  enter  into  a  colloidal 
condition. 

Concerning  the  incidental  matter  of  fine  grinding,  the  speaker 
at  one  time  made  tests  on  a  certain  fine-grained  ore  carrying  silver 
chloride,  the  pan  tailings  assayed  12  oz.  per  ton,  and  11%  of  the 
silver  was  soluble  in  "hypo";  1  gramme  of  the  tailings  was  ground  for 
1  hour  in  an  agate  mortar  with  "hypo",  and  every  effort  was  used  to 
crack  and  break  up  the  grains  of  mineral,  the  result  being  that  50% 
of   the   silver    was    made    soluble.      On    washing   and    separating   the 
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Mr.  cotirsest  grains,  the  latter  were  found  to  have  a  njaximnm  diameter 
HuoiuT.  ^£  ^1^  unu.  Tliis  teat  shows  that  the  finer  grains  i)rohahly  have  a  (cush- 
ioning effect  whieh  protects  the  larger  ones  from  effective  action,  and 
this  raises  the  question:  Could  not  tlic  present  methods  of  grinding 
clinker  he  greatly  improved  hy  using  a  gradual  reduction  method  in 
whicli  the  fine  dust  would  he  remov(;d  more  promptly,  and  thus  cnahle 
much  finer  grinding  of  the  cement,  and  prohahly  with  greatly  improved 
efficiency,  hy  enahling  a  larger  percentage  to  act  as  colloids? 

With  his  pre^sent  information  on  the  matter,  the  si)eakcr  con- 
siders that  there  are  still  several  points  to  he  cleared  up  before  ventur- 
ing on  the  extensive  use  of  tufa  as  an  adulterant  or  adjunct  to  Portland 
cement. 

Mr.  E.  D.  Knap,  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  has  looked 
°^^'  up  some  records  relative  to  one  phase  of  this  tufa  cement  question, 
that  is,  of  Portland  cement  ground  with  varying  percentages  of  silica, 
which  makes  a  compound  not  unlike  that  of  tufa,  in  that  the  main 
ingredient  of  the  latter  seems  to  be  a  form  of  silica.  These  records 
show  the  results  of  tests  up  to  6  months  for  mixtures  in  which  the 
Portland  cement  ranges  from  100%  down  to  12 J  per  cent.  The 
strength  of  the  100%  mixture  starts  with  417  lb.  at  7  days,  and  runs 
up  to  650  lb.  A  Portland  cement  ground  with  an  equal  weight  of 
white  quartz,  making  a  50%  cement,  starts  at  270  lb.  at  7  days,  and 
runs  up  to  653  lb.  at  6  months,  which  is  201%  of  the  strength  of  the 
neat  cement,  considering  the  cement  content  of  the  mixture. 

There  is  another  compound  which  consists  of  the  second,  that  is, 
the  50%  Portland  cement,  and  50%  sand,  one  part  each  of  sand  and 
cement  ground  together,  and  another  part  of  crushed  quartz  mixed 
with  it  mechanically.  This  compound  started  at  257  lb.  and  ran  up 
to  61-4  lb.  in  6  months,  which  is  283%,  counting  the  Portland  cement 
at  33^  per  cent. 

There  was  still  another  mixture  which  was  one  part  each  of  cement 
and  sand  ground  together,  with  two  parts  of  quartz  added,  making  a 
25%  mixture.  This  mixture  started  at  264  lb.  and  went  to  585  lb., 
which  is  360%,  considering  the  quantity  of  cement  it  contained. 

Erom  these  figures,  it  would  seem  that  the  chief  thing  to  be  gained 
by  adding  and  grinding  together  silica  of  any  kind  and  Portland  cement, 
is  first  to  provide  a  filler,  and  secondly  to  increase  the  impalpable  portion 
of  the  Portland  cement,  because  everybody  knows  that  only  a  small  part 
of  the  cement  in  the  average  Portland  cement  is  of  any  use,  and  that 
is  the  impalpable  powder.  The  remainder  acts  as  a  filling  to  hold  it 
together,  and  by  grinding  quartz  and  cement  together,  the  binding 
proportion  is  very  much  increased  by  the  additional  fine  grinding, 
which  cannot  be  obtained  in  any  other  way,  at  least,  it  cannot  be 
obtained  commerciallv  in  any  other  way. 
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For  instance,  in  addition  to  this  25%  mixture,  there  is  another  Mr. 
25%  mixture  of  the  same  brand  of  Portland  cement  mixed  with  three  °^^' 
parts  of  standard  crushed  quartz  sand,  as  in  ordinary  mortar,  and 
that  starts  at  134  lb.,  as  against  264  lb.,  and  only  runs  to  388  lb. 
at  6  months,  which  is  very  much  less  than  585  lb.;  and  it  seems  to 
the  speaker  that  this  "diluted"  cement,  this  tufa,  is  beneficial  chieily  in 
that,  for  a  certain  quantity  of  cement  used,  a  very  much  greater  strength 
is  obtained  because  of  this  grinding,  as  the  fine  content  fills  the  voids. 
For  instance,  the  strength  of  the  25%  mixture  of  sand  and  cement  in 
the  ordinary  way  as  mortar,  and  the  strength  of  the  corresponding 
mixture  partly  ground  together,  is  as  1  to  1^;  that  is,  the  mixture 
ground  together  is  151%  of  the  strength  of  the  ordinary  mortar; 
therefore,  it  would  seem  that,  aside  from  the  possible  combination 
of  some  of  the  free  lime,  or  the  extra  lime,  with  the  soluble  silica 
of  the  tufa,  as  against  the  insoluble  silica  of  the  quartz,  probably 
the  greatest  advantage  is  derived  from  the  extra  grinding. 

The  speaker  has  also  the  results  obtained  with  a  12^%  mixture,  a 
mortar  made  with  three  parts  of  standard  crushed  quartz  sand  and  one 
part  of  the  50%  "ground  together"  mixture  previously  mentioned, 
which,  at  6  months,  shows  a,  strength  of  126%,  considering  the  cement 
content.  This  mixture,  however,  starts  at  only  96  lb.  at  7  days  and  takes 
28  days  to  reach  the  minimum  strength  allowed  for  7  days.  Obviously, 
this  would  unfit  it  for  use  in  any  work  requiring  early  strength,  no  mat- 
ter how  strong  it  might  become  later;  and  this  same  trouble,  namely, 
the  lengthening  of  the  time  required  for  work  to  "stand  alone,"  seems 
to  be  one  of  the  strongest  arguments  against  "diluted"  cements  in 
general.  They  all  seem  to  be  good  enough  in  the  course  of  time,  but 
time  is  often  a  governing  factor.  This  is  true,  not  only  in  the  case 
of  form  work,  where  every  day  that  the  forms  have  to  be  left  in  place 
causes  additional  expense,  but  even  more  so  in  cases  where  frost  or 
bad  weather  must  be  considered. 

The  time  consideration  applies  somewhat  to  the  remarks  of  others 
in  reference  to  fine  versus  coarse  sand.  A  sand  which  will  give  great 
ultimate  strength  may  be  unfit  for  use  in  many  cases,  because  imme- 
diate strength  also  is  required.  The  speaker's  experience  with  different 
sands,  however,  leads  to  the  conclusion  that,  to  say  that  a  fine  sand  is 
poor  and  a  coarse  sand  is  good  is  not  in  all  cases  accurate.  He 
has  found  good  fine  sands  and  poor  coarse  ones.  The  measure  of 
efficiency  in  any  sand,  it  would  seem,  is  in  the  difference  in  the  relative 
sizes  of  the  grains  composing  it,  rather  than  in  the  actual  maximum 
size  of  some  of  the  grains;  or,  expressed  differently,  in  the  absence 
of  voids,  which  are  likely  to  be  much  less  in  a  sand  having  grains 
with  a  great  range  of  sizes  than  in  one  in  which  the  sizes  are  more 
uniform. 
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Mr.  C).    K.    iM()(;KNSKN,   M.   A.M.   Soc.   C.   K. —  During  tluj  past  two  years 

inure  or  loss  coniprt'ljcnsivc  articles  have  appeared  in  the  teclini(;al 
periodicals  mentioning  this  half-and-half  mixture  of  cement  ajid 
tufa  used  on  an  extensive  scale  on  the  Pacific  Coast.  The  suhject 
is  an  importajit  one,  of  interest  to  engineers  throughout  the  United 
States,  and  the  speaker,  therefore,  was  pleased  to  see  it  described  so 
thoroughly  and  comprehensively  before  this  Society. 

The  high  results  in  tensile  strength  and  the  generally  good  behavior 
of  the  laboratory  tests,  described  so  fully  in  this  interesting  paper,  are 
obtained  partly  by  the  chemical  reaction  and  partly  by  the  i)rocess 
of  re-grinding  in  the  tube-mills  the  straight  Portland  cement  mixed 
with  tufa  to  a  fineness  greater  than  that  generally  required  for 
Portland  cement.  By  this  process  the  two  materials  are  mechanically 
and  intimately  mixed  and  pulverized,  which,  of  course,  could  not  be 
done  on  the  mixing  board.  This  applies  to  tufa,  or  puzzolan,  or 
to  slag. 

The  question  as  to  why  fine  sand,  which  is  generally  known  to 
produce  an  inferior  mortar  as  compared  with  coarse  sand,  in  this  in- 
stance gives  such  high  tensile  strength,  is  readily  explained,  and 
is  really  the  secret  of  the  whole  process;  it  is  due  to  the  re-grinding  and 
intimate  mixing  process  in  the  grinding  mills. 

The  combination  of  Portland  cement  with  a  certain  percentage 
of  puzzolan  is  a  subject  which  occupies  many  minds  at  the  present 
day;  and,  whether  it  be  as  tufa  cement,  slag  cement,  sand  cement, 
or  cement  mixed  with  diatomaceous  earth,  the  speaker  agrees  with 
the  author  in  his  statement:  That  the  consumer  should  derive  the 
benefit,  if  a  product  can  be  furnished  which  is  cheaper  in  cost  and 
as  good  in  quality.  To  this  the  speaker  would  add:  and  provides  the 
same  degree  of  safety  to  structures  occupied  by  people,  or  to  struc- 
tures otherwise  dangerous  if  insecure.  It  must  be  borne  in  mind 
that  a  large  percentage  of  the  cement  manufactured,  perhaps  the 
largest,  is  used  for  concrete  in  bulk,  and  for  work  of  lesser  importance, 
and  for  this  a  puzzolan  cement  will  meet  all  requirements,  and  in 
certain  cases  be  more  sa.tisfactory  than  straight  Portland. 

It  is  natural  that  the  cement  manufacturers  on  the  Pacific  Coast 
should  oppose  such  a  radical  step  as  this,  but  it  is  certainly  a  very 
short-sighted  policy  when  the  finished  product,  the  concrete,  as  claimed 
in  the  paper,  has  been  proved  to  be  free  from  defects,  and  continues 
to  give  good  results. 

Table  1  is  a  summary  of  the  different  classifications  of  the  work. 
It  is  not  clear  from  this  table  that  the  tufa  cement  was  used  in  the 
construction  of  the  91-ft.  dam  of  the  Haiwee  Reservoir.  The  paper 
describes  its  application  for  the  lining  of  canals,  the  covering  of 
conduits,  and  for  pipes,  tunnels,  and  reservoirs.  The  speaker  would 
like  to  know  if  the  engineers  of  the  Los  Angeles  Aqueduct  made  any 
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discrimination    against   the   nse   of   the  tufa   cement  by   excluding   it       Mr. 

1  1  1       T    <•  111  •  Mogensen. 

from  structures  in  which  possible  defects  would  nave  serious  conse- 
quences, causing  loss  of  life.  Such  discrimination  would  seem  very 
natural,  as  no  one  can  predict,  even  from  the  most  elaborate  and 
carefully  conducted  laboratory  tests,  how  a  new  material,  such  as 
concrete  made  from  this  tufa  cement,  will  stand  in  the  course  of 
years. 

Mr.  Wagoner's  peiouual  opinion  and  expressions  of  the  views 
held  by  some  of  the  engineers  on  the  Pacific  Coast  are  not  very 
encouraging,  although  not  convincing,  as  they  reflect  a  doubt  as  to 
the  stability  of  the  work.  It  is  to  be  hoped  that  several  disinterested 
engineers  who  have  given  this  work  time  and  study  will  contribute 
liberally  to  the  discussion  of  this  paper.  If  the  author's  conclusions, 
which  apparently  agree  with  the  results  obtained  in  Europe  with  like 
materials,  the  so-called  trass  cement,  are  borne  out  by  the  test  of  time, 
the  knowledge  of  this  material  and  process  cannot  be  spread  too  soon 
for  the  benefit  of  the  Engineering  Profession. 

There   are,   of   course,   sections   of   the   country   and  many   cement 

plants    where   proper    materials    of    this    and    of    similar    composition 

are  not  available  or  cannot  be  obtained  at  a  reasonable  price,  where 

j     no  benefit  would  be  derived  by  deviating  from  the  standard  Portland 

I     cement  practice.     This  fact,  however,  should  not  mitigate  against  those 

plants  and  those  communities  which  would  be  in  a  position  to  benefit 

I     by  the  combination  referred  to. 

Under  the  heading,  "Other  Combinations",  the  author  mentions 
that  diatomaceous  earth  resembles  the  tufas  in  their  analyses  and  in 
physical  characteristics,  and  he  gives  the  result  of  a  set  of  tensile 
tests  of  one-half  Monolith  cement  mixed  with  one-half  diatomaceous 
earth.  At  the  Congress  of  the  International  Association  for  Test- 
ing Materials,  New  York,  1912,  a  paper  on  this  subject  entitled 
"Diatom-Earth  as  Puzzolan  for  Cement,"  was  presented  by  Mr.  A. 
Poulsen,  Chief  Engineer,  to  the  Danish  Government  Maritime  Works. 
In  this  paper  Mr.  Poulsen  describes  the  favorable  results  he  has 
obtained  by  mixing  diatomaceous  earth,  in  proportions  determined  by 
chemical  analyses,  with  Portland  cement  clinker,  the  two  substances 
being  pulverized  together  in  the  mill.  The  cement  thus  made  has 
shown  remarkably  good  results  by  producing  a  concrete  which  has 
the  property  of  resisting  very  effectively  the  action  of  sea  water. 
Mr.  Poulsen's  theory  agrees  with  the  author's,  in  so  far  as  the  labora- 
tory tests  he  has  conducted  show  that  a  chemical  reaction  takes  place 
between  the  cement  and  the  diatomaceous  earth.  The  free  lime, 
which  he  estimates  constitutes  30%  of  the  weight  of  Portland  cement, 
and  which  in  sea  water  becomes  the  direct  source  of  disintegrating 
the   concrete  by   being   transformed   into   calcium   sulphate,   combines 
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Mr.        witli  tho  silica  hvdrate  and  the  alumina  livdrate  in  the  diatomaceous 
Mogonaon.         ,,         ,,,,         ,.    ^  i^i         i  •    i     i  i  *    • 

eartli.      1  iie   diatoniacooiis   earth    which    he    used   contains: 

Soluhh'  silicic  acid   (SiO^) 51. 0  per  cent. 

Soluble  alumina  (Al^Os) H.T)    '^       " 

JVIaking  a   total   of 60.1  per  cent. 

of  active  substance  available  for  the  absorption  of  the  free  lime  in 
the  concrete. 

Mr.  Poulsen's  paper  also  contains  the  results  of  tests  of  the  tensile 
strength,  of  the  chemical  relations,  and  the  compressive  strength  of 
mortars  with  and  without  puzzolan.  By  these  tests  he  wishes  to  point 
out  the  distinct  advantage  of  using  diatomaceous  earth,  as  compared 
with  the  trass  or  tufa,  and  the  results  agree  essentially  with  those 
of  the  author  in  respect  to  the  advantage  of  the  leaner  sand  mix- 
ture as  compared  with  the  richer  mixtures. 

Mr.  Poulsen's  statement  that  the  cement  when  mixed  with  water 
contains  free  lime  to  the  extent  of  30%  of  the  weight  of  Portland 
cement  surprised  the  speaker,  but,  in  discussing  this  matter  with  his 
associate,  Mr.  Pontoppidan,  Chemical  Engineer,  the  latter  confirms 
the  presence  of  a  considerable  amount  of  free  lime  in  mortars  made 
from  Portland  cement,  and  explains  the  chemical  reaction  which  takes 
place  in  the  following  manner: 

"This  'free'  lime,  which  is  Ca  (0H)2,  calcium-hydrate,  or  what 
is  ordinarily  called  slaked  lime,  crystallizes  as  such  in  long  needles, 
and  is  important  in  giving  the  cohesive  strength  to  the  mortar.  When 
Portland  cement  is  mixed  with  tufa,  trass,  or  'Moler'  (diatomaceous 
earth),  and  then  made  into  a  mortar  with  water,  the  alkali-soluble 
silica  in  the  tufa,  trass,  or  'Moler'  will  enter  into  combination  with  the 
formed  calcium  hydrate,  so  that  this,  instead  of  crystallizing  as  such, 
crystallizes  as  mono-calcium  silicate,  after  this  formula : 

Ca  (0H)2  +  SiO^  +  H^O  =  CaO,  SiO^,  2  H^O. 

This  is  the  same  chemical  process  which  gives  the  strength  to  the 
sand-lime  brick,  made  of  98  parts  of  sand  (silica)  and  two  parts  of 
slaked  lime ;  only,  in  this  case,  the  silica  in  the  sand  is  not  soluble,  and 
a  prolonged  storage  in  superheated  steam  of  8  atmospheric  pressure 
is   required  to   effect  the  combination. 

"The  alkaline  water  of  the  desert  countries  contains,  very  often, 
potassium  sulphate  (K^  SO^)  and  sodium  sulphate  (Xag  SO^)  ;  these 
salts  are  undoubtedly  destructive  to  Portland  cement  in  the  same 
manner  as  is  the  magnesium  sulphate  in  the  sea  water,  and  it  is 
therefore  reasonable  to  assume  that  the  admixture  of  trass,  tufa,  or 
'Moler'  to  the  straight  Portland  cement  will  be  as  beneficial  for 
concrete  work  in  these  countries  as  it  is  for  sea-water  works." 

The  paper  entitled  "The  Effects  of  Alkali  on  Cement,"  by  George 
G.  Anderson,  M.  Am.  Soc.  C.  E.,*  mentions  this  very  condition,  and 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXVII.  p.  572. 
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ill  the  discussion,  attention  is  directed  to  remedies  which  may  be  Mr. 
found  by  using  puzzolan  cement  rather  than  straight  cement.  There  ^o^®"'*^!!- 
is,  therefore,  good  reason  not  to  condemn  offhand  this  adulteration, 
which  for  certain  purposes  may  prove  superior  to  straight  Portland 
cement  and  for  others  equally  well  adapted.  The  speaker  is  fully 
aware  of  the  danger  and  the  difficulty  opened  up  by  the  introduction 
of  two  or  more  standards  for  cement.  These  difficulties,  however,  will 
gradually  be  overcome  if  the  combination  can  prove  its  right  to  ex- 
istence, that  is,  its  technical  and  economical  advantages. 

Rapier  R.  Coghlan,  Esq.*  (by  letter). — The  blended  cement  manu-  Mr. 
factured  by  the  City  of  Los  Angeles  for  use  in  the  Aqueduct  would  have  ^^^^^°- 
been  spared  many  criticisms  if  a  more  fortunate  name  had  been  applied 
to  it.  The  officials  of  the  Aqueduct  Commission,  in  their  various 
papers  concerning  the  product,  have  used  indiscriminately  the  terms, 
tufa-cement,  tufa-Portland  cement,  puzzolan-cement,  and  puzzolan- 
Portland  cement.  Some  engineers,  not  aware  of  the  real  composition 
of  the  cement,  have  claimed  for  it  many  of  the  bad  qualities  of  the 
artificial  puzzolans,  such  as  are  manufactured  from  blast-furnace  slag 
and  hydrated  lime;  while  others  have  claimed  that  it  is  a  simple 
adulteration  of  Portland  cement  with  clay  or  clay-like  material,  and 
therefore  harmful.  These  claims  are  widely  at  variance  with  what  is 
actually  the  case. 

The  term  sand-cement,  while  ordinarily  meaning  a  blend  of  pure 
silicious  sand  and  Portland  cement,  is  not  of  necessity  restricted  to 
such  a  combination,  but  can  be  applied  to  a  blend  of  Portland  cement 
with  granitic,  basaltic,  or  many  other  sands  that  contain  other  elements 
and  minerals  than  quartz.  Even  in  the  case  of  the  Aqueduct  cements, 
the  tufa  had  to  be  reduced  to  a  coarse  sand  before  it  was  possible 
to  blend  it  with  the  Portland  cement.  For  this  reason,  it  would  seem 
that  the  best  name  to  adopt  for  such  a  blended  cement  would  be  sand- 
cement.  The  nomenclature  allows  of  the  use  of  many  materials, 
which  have  been  experimented  with  and  found  to  be  as  well  adapted 
to  the  process  as  tufa. 

Experiments  have  been  conducted  by  the  U.  S.  Reclamation  Service 
on  the  blending  of  Portland  cement  with  basalt,  basaltic  tufa,  rhyolitic 
tufa,  granite,  andesite,  trass,  infusorial  earth,  and  sandstone.  In 
every  instance  it  has  been  found  that  excellent  grades  of  sand-cements 
can  be  produced  from  these  materials,  cements,  which,  up  to  the  present 
time,  have  shown  little  or  no  decrease  in  strength.  Researches  on 
limestones  and  quartzites  have  shown,  that,  excepting  those  instances 
in  which  the  amount  of  material  added  to  the  Portland  cement  was  less 
than  40%  by  volume,  these  materials  are  not  suited  to  the  process.        . 

It  is  a  geological  fact  that  the  ultimate  products  of  the  decomposi- 
tion of  igneous  or  volcanic  rocks  are  clays.     Experiments  by  eminent 
*  Mfg.  Cement  Chemist,  U.  S.  Reclamation  Service,  Elephant  Butte,  N.  Mey. 
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Mr.  nuMi  in  iho  Knpinroriiip  Profo.ssion  liavc  shown  tho  deloterious  effect 
^  <'K  I  an  ^^|-  ^ji^^  addition  of  clay  to  Portland  ocmcnt.  Some  concrete  faihires 
have  l)0('n  traced  to  the  presence  of  too  much  clay  in  the  sand  or 
gravel,  so  that  engineers  have  become  accustomed  to  setting  a  maxi- 
mum limit  on  the  quantity  of  clay  allowable  in  sand  which  is  to  be 
used  for  concrete.  The  results  obtained  with  the  so-called  tufa-cement 
do  not  indicate  that  clay  or  clay-like  substances  have  been  blended 
with  Portland  cement.  Tests  made  by  the  U.  S.  Keclamation  Service 
laboratory,  on  material  from  the  Aqueduct  plants,  corroborate  fully 
tho  data  set  forth  by  Mr.  Lippincott;  in  fact,  by  using  a  brand  of 
cement  (which  was  a  recognized  standard  brand)  other  than  that 
used  at  the  Aqueduct  plants,  the  results  were  greatly  exceeded. 

Careful  chemical  analyses  of  the  raw  materials  suitable  for  sand- 
cement  manufacture  show  that  they  are  all  dependent  for  their  fitness 
on  the  quantity  of  colloidal  or  active  silica;  and  many  of  the  materials 
tested  by  the  Reclamation  Service  experimentalists  show  a  higher  con- 
tent of  colloidal  silica  than  the  Los  Angeles  tufa.  Most  of  these 
materials  are  harder  to  pulverize  than  tufa,  but  the  resultant  cement 
has  proven  to  be  as  good  in  every  particular.  So  fruitful  have  been 
the  results  of  the  researches  that  three  sand-cement  plants  are  being 
operated  or  erected  by  the  Service:  at  Arrowrock,  Idaho,  Lahontan, 
Nev.,  and  Elephant  Butte,  N.  Mex.  When  all  three  of  these  plants 
are  in  operation,  they  will  have  a  combined  daily  output  of  2  300  bbl. 
of  sand-cement.  Such  a  vt^holesale  manufacture  and  use  of  sand- 
cement  would  not  be  permitted  by  the  engineers  in  charge  of  the 
work  if  the  product  was  considered  unreliable  or  apt  to  deteriorate 
with  time.  At  those  places  where  the  cement  is  being  used  it  is 
proving  its  worth.  Little  or  no  difference  is  apparent  between  sand- 
cement  concrete  and  Portland  cement  concrete.  It  must  be  mixed  a 
little  dryer,  and  it  sets  and  hardens  more  slowly  than  Portland  cement 
concrete.  The  forms  come  away  clean  from  the  set  concrete,  and  the 
water  that  comes  to  the  surface  brings  little  or  no  cement  with  it. 
Daily  tests  are  made  on  all  concrete  placed  in  the  dams,  and  the  results 
of  the  compressive  tests  show  that  it  is  amply  strong  for  the  great 
stresses  put  upon  it. 

Sand-cement  is  of  economic  importance  to  the  engineer  in  the 
West,  as  it  allows  him  to  use  a  cheaper  cement  at  a  price  a  little 
more  than  half  of  that  of  straight  Portland.  Before  undertaking  its 
manufacture  or  use,  two  things  must  be  settled:  The  Portland  cement 
must  be  of  undoubted  quality,  a  standard  brand  passing  all  tests; 
and  the  blending  material  must  contain  colloidal  silica  and  be  in  an 
almost  unaltered  condition. 
Mr.  '  Charles  H.  Paul,  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper 
^*"^'  opens  up  the  subject  of  the  use  of  blended  cements,  which  is  of  great 
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interest  to   all   engineers  engaged   in  work   in   the  West,  where  high   Mr. 
freight  rates  and  long  wagon  hauls  usually  combine  to  make  the  cost  ^^^^' 
of  Portland  cement  excessive. 

In  the  construction  of  the  Arrowrock  Dam — which  is  being  built 
by  the  IT.  S.  Reclamation  Service  to  store  the  flood  waters  of  the 
Boise  River — about  550  000  cu.  yd.  of  concrete  will  be  laid,  and  the 
cost  of  cement  is,  of  necessity,  a  most  important  item.  The  dam 
is  about  22  miles  above  the  City  of  Boise  and  17  miles  above  Barber- 
ton,  the  nearest  point  on  the  Oregon  Short  Line  Railroad.  A  railroad 
from  Barberton  to  Arrowrock  has  been  built  by  the  United  States 
Government,  over  which  the  freight  rate  on  cement  charged  against 
the  work  is  23  cents  per  bbl.  The  commercial  freight  rate  on  cement 
from  Utah  mills  to  Barberton  is  $1.14  per  bbl.,  from  California  points 
$2  per  bbl.,  and  from  Kansas  points,  $2.09  per  bbl.;  so  that  the  total 
freight  charges  on  cement  to  the  Arrowrock  work  are  from  $1.37  to 
$2.32  per  bbl. 

Laboratory  tests  on  sand-cement  have  been  carried  on  by  the  Recla- 
mation Service  for  6  years  or  more,  and,  during  the  winter  of  1910-11, 
when  the  investigations  in  connection  with  the  storage  works  on  the 
Boise  River  were  nearly  finished,  a  series  of  these  tests  was  started, 
using  for  blending  material  the  native  rocks  in  the  vicinity  of  Arrow- 
j  rock,  particularly  granite  from  the  spillway  site,  a  large  quantity  of 
j  which  would  have  to  be  wasted  during  the  construction  period. 

I  TABLE  11. — Average  of  Three  Long-time  Tensile  Tests  on  Sand- 
I  cement  Mortars  (1  to  3,  by  weight,  standard  sand).  Each  Test 

I  being    an    Average    of    5    Briquettes;    and    Comparison    with 

Mortars  made  from  Portland  Cement  used  in  the  Manufacture 
OF  THE  Sand-cements  and  Tested  under  the  Same  Conditions. 


Kind  of  cement. 

7 
days. 

28 
days. 

3 
months. 

6 
months. 

1 
year. 

2 
years. 

3 
years. 

5 
years. 

Sand-cement 

219 
266 

333 

400 

397 
425 

423 

482 

457 

460 

423 
496 

449 

428 

444 

Portland  cement 

404 

Blending  material  for  sand-cement  was  river  sand,  bank  sand,  or  granite,  blended  in 
each  case  with  equal  parts  by  weight  of  Portland  cement. 

TABLE  12. — Average  Long-time  Tensile  Tests  on  13  Brands  of 
Portland  Cements  Used  by  the  U.  S.  Reclamation  Service 
During  the  Last  Five  Years. 


Mortar  briquettes, 

1  to  3  by  weight, 

standard  sand. 

7 
days. 

28 
days. 

3 
months. 

6 
months. 

1 
year. 

2 
years. 

3 
years. 

5 
years. 

260 

373 

448 

447 

432 

411 

379 

398 

1 
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Mr. 
riiul. 


It  iri  iioticcalilo  tliut  there  is  not  the  marked  dccrcaso  in  streiij^th 
in  the  eiise  oi  the  sand-eenicnt  briquettes  as  is  shown  here,  and  in  so 
common  with  Portland  cements. 

TABLE  13. — Sand-cement  Tests  on  Material  fiwm  Arhowrock  Dam 

SiTK.  Arhowrock,  Idaho. 

Blending   material,    spillway   granite.      Mix,    1    to   3   by    weight    with 
standard  sand.     Strength,  in  pounds  per  square  inch. 


Tensile  Ti 

^:sTS  ON  Stand AKD  Briquettes. 

Percentrtj?e 

of  bleudini? 

7  days. 

28  days. 

3  months. 

6  months. 

1  year. 

material. 

0 

343 

428 

461 

467 

408 

30 

374 

417 

467 

499 

494 

40 

3(W 

467 

504 

50 

330 

419 

460 

452 

410 

60 

294 

369 

400 

•  .  .  . 

70 

156 

237 

266 

320 

335 

Compression 

Tests  on  2-Inch 

Cubes. 

0 

1077 

1969 

3  720 

3  744 

80 

1  631 

2  454 

3  171 

4  392 

4656 

50 

1  471 

1763 

2  729 

3  121 

3  712 

70 

458 

938 

1215 

1256 

1560 

In  Table  13  the  first  line  in  each  case  (0%  blending  material) 
represents  the  Portland  cement  from  which  the  sand-cement  is  made, 
tested  under  the  same  conditions. 

Investigations  of  the  actual  use  of  sand-cement  in  structures  which 
had  been  in  service  for  10  or  15  years,  further  tests  in  the  local  labora- 
tory, and  estimates  of  cost  of  installation  and  operation  of  the  neces- 
sary equipment,  finally  led  to  the  decision  to  use  sand-cement,  in  so  far 
as  practicable,  in  the  construction  of  the  Arrowrock  Dam,  and  to  use 
for  blending  material  granite  from  the  spillway  excavation. 

A  sand-cement  plant,  with  a  capacity  of  1000  bbl.  per  24  hours, 
consisting  of  a  crusher  and  sand  rolls,  rotary  dryer,  ball  mill,  mixing  11 
machine,  and  three  tube  mills,  all  electrically  operated,  with  the  neces^H 
sary  bins,  hoppers,  and  conveying  machinery,  has  been  erected  ancm 
has  been  in  operation  for  about  2  months.  The  cost  of  this  mill,  com-  I 
plete,  was  about  $46  000,  itemized  as  follows : 

Excavation   $1 500 

Foundations   3  750 

Erection  of  building,  chutes,  etc 8  150 

Equipment,  including  freight 23  000 

Installation   of  equipment 7  850 

Electrical  work 1  750 

$46  000 
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The  total  output  of  the  mill  to  date  has  been  about  25  000  bbl.,   Mr. 
and  about  20  000  cu.  yd.   of  sand-cement  concrete  have  been  placed  ^^"*' 
in  the  dam,  up  to  the  present  time. 

All  incoming  Portland  cement  is  tested  and  accepted  before  ship- 
ment. All  sand-cement  is  tested  for  fineness,  blend,  setting  time,  and 
tensile  strength  in  1 :  3  sand  briquettes,  and  is  subjected  to  the  boiling 
test  before  being  used  in  the  work.  Tests  for  fineness  and  blend  are 
made  every  hour  that  the  mill  runs,  or  oftener  if  either  needs  cor- 
rection, and  the  other  tests  are  made  on  an  average  sample  from 
each  day's  run.  The  blend  now  being  used  is  45%  granite  by  weight, 
and  the  requirement  for  fineness  is  at  least  90%  passing  a  200-mesh 
sieve.  Standard  Portland  cement  requirements  are  satisfied  by  the 
other  tests,  and  no  sand-cement  is  used  until  it  has  passed  the  7-day 
tensile  tests  of  200  lb.  per  sq.  in.  The  writer's  experience  with  sand- 
cement  confirms  that  of  the  author  with  tufa  cements,  that  no  sample 
tested  has  ever  failed  to  pass  the  boiling  test. 

TABLE  14. — Mill-run  Tensile  Tests  on  Sand-cement 
Manufactured  at  Arrowrock. 


All    tests    on    1:3    standard    sand    briquettes. 

per  square  inch. 


Strength,    in    pounds 


Averaere  of  all  (52)  7-day  tests 258 

Average  of  10  lowest  7-day  breaks 221 

Average  of  10  highest  7-day  breaks 297 


Average  of  ail  (29)  28-day  tests 

Average  of  10  lowest  28-day  breaks.. , 
Average  of  10  highest  28-day  breaks. . 


332 

304 


None  of  the  sand-cement  tested  has  failed  to  pass  either  the  7-day 
or  the  28-day  requirements.  Occasionally,  briquettes  have  been  broken 
at  the  age  of  4,  5,  or  6  days,  and  in  every  case  yet  tested  these  briquettes 
have  shown  a  strength  exceeding  200  lb.  per  sq.  in. 

TABLE  15. — Cost  of  Manufacturing  Sand-cement. 


Items 


Unit  cost  of 

sand-cement, 

per  barrel. 


Granite  delivered  to  crushers 

♦Portland  cement,  including  freight  and  storing, 

Handling  and  storing  Portland  cement 

Labor,  operating 

Power  and  lights,  including  maintenance,  etc. . . 
Installation,  depreciation,  supplies,  repairs,  etc 

Total  cost 


HO.  02 
1.35 
0.08 
0.10 
0.16 
0.14 

$1.85 


*  Portland  cement 


J.36  per  bbl.,  f  .o.b.,  Arrowrock. 


A  representative  cost  of  manufacturing  1  bbl.  of  45%  by  weight 
blend  of  sand-cement  at  Arrowrock  is  given  in  Table  15,  which  in- 
cludes depreciation,   on   the   plant   and   installation,    at   a   rate   which 
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Mr.  will  wipe  out  the  total  cost  at  the  timo  that  a  total  oiiti)ut  of  500  000  bbl. 
is  reached.  Tt  does  not  incliiflo  Baokinpr,  as  most  of  tlic  sanfl-fement 
will  be  used  in  bulk. 

Tlie  use  of  sand-cement  nnder  actual  working  conditions  brings 
out  several  characteristics  that  arc  diflFerent  from  those  of  Portland 
cement. 

Comparing:  sand-cement  concrete  with  Portland  concrete,  batch 
by  batch,  an  experienced  concrete  man  will  note  no  difference,  either 
in  its  appearance  or  in  its  behavior  while  beinp:  spread,  but,  after 
a  run  of  an  hour  or  two,  in  mass  work,  it  will  be  noticed  that  an 
ordinary  plastic  or  quaking  mixture  gives  off  water  more  readily  than 
does  Portland  cement  concrete,  and  that  this  water  is  clearer  and 
apparently  carries  less  cement  than  is  the  case  with  ordinary  concrete. 

A  mushy  or  really  wet  mixture  which  is  worked  up  continually  shows, 
at  the  surface,  an  accumulation  of  sloppy  material  which  is  more 
marked  than  in  Portland  concrete  and  sets  and  hardens  very  slowly. 
In  fact,  it  is  the  writer's  opinion  that,  for  this  reason,  extremely 
wet  mixtures  should  be  avoided,  especially  with  sand-cement  concrete. 

Sand-cement  concrete  sets  more  slowly  than  ordinary  Portland 
concrete,  and  its  slowness  in  hardening  is  very  marked.  It  is  natural 
to  assume  that  internal  shrinkage  stresses,  due  to  setting  and  harden- 
ing, will  be  less  on  this  account,  but,  at  the  present  time,  w^e  have 
no  other  evidence  on  this  point. 

The  writer  has  not  noticed  that  sand-cement  concrete  adheres  to 
the  forms  any  more  than  Portland  concrete,  and  as  he  has  had  no 
occasion  to  use  sand-cement  plaster,  he  has  not  had  an  opportunity  to 
compare  it  with  ordinary  cement  plaster. 

The  author  states  that  tufa  cement  makes  a  denser  and  more 
impervious  concrete  than  Portland  concrete.  The  writer  has  heard 
this  statement  made  before,  both  in  connection  with  tufa  cement  and 
sand-cement,  but  has  never  found  record  of  any  experiments  or  definite 
evidence  to  that  effect.  It  would  be  interesting  if  the  author  would 
discuss  that  point  more  fullj%  and  give  the  members  the  benefit  of 
any  experiments  along  that  line  with  which  he  is  familiar. 

It  is  natural  for  the  ordinary  construction  man  to  look  on  a  new 
product  with  prejudice,  especially  when  it  shows  characteristics  to 
which  he  is  not  accustomed;  but,  supposing,  for  the  sake  of  making 
a  comparison  from  another  viewpoint,  that  sand-cement  had  been 
in  general  use  for  years  and  that  Portland  cement  were  the  new 
product  being  introduced ;  would  we  look  with  favor  on  a  cement  which 
almost  invariably  showed  a  decrease  in  strength  after  a  few  months? 
Or  one  Avhich  not  infrequently  failed  to  pass  the  boiling  test?  Would 
we  consider  it  a  favorable  sign  that  the  excess  water  coming  to  the 
surface  of  concrete  apparently  brought  with  it  an  unusual  quantity 
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of  cement?     Quick-setting  cements  are  usually  considered  undesirable   Mr. 
for  use  in  mass  work,  and  were  we  accustomed  to  the  slow-setting  and  ^*"'" 
slow-hardening  sand-cement,  might  we  not  look  with  suspicion  on  a 
quick-setting  cement,  especially  if  one  of  the  quicker-setting  Portlands 
happened  to  be  the  first  of  the  new  product  to  fall  into  our  hands? 

The  use  of  sand-cement  in  mass  work,  where  the  requirements  are 
enough  to  justify  the  installation  of  the  necessary  grinding  machinery, 
where  suitable  blending  material  is  available,  and  where  the  transporta- 
tion charges  on  Portland  cement  amount  to  a  considerable  portion 
of  its  cost  laid  down,  will  result  in  a  marked  saving  in  construction 
costs,  and  will  give  a  product  which  is  at  least  the  equal  of  the  Port- 
land cement  from  which  it  was  made,  in  fact,  one  which,  for  ordinary 
requirements,  is  not  open  to  the  least  suspicion. 

0.  W.  Peterson,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  use  Mr. 
of  Haiwee  tufa  cement  in  the  lining  of  about  40  miles  of  ditch  of 
930  sec-ft.  capacity,  during  the  past  3  years  on  the  Olancha  Division 
of  the  Los  Angeles  Aqueduct,  has  given  the  writer  considerable  first- 
hand experience  with  this  product.  This  cement  has  been  used,  not 
[only  for  lining  the  ditch,  but  in  building  various  structures,  such  as 
I  arched  flume  crossings  of  33  ft.  span,  etc.  In  fact,  tufa  cement  has 
been  used  in  exactly  the  same  manner  as  any  other  cement,  except 
that  account  has  been  taken  of  its  slow  setting. 

This  open  ditch  section  is  excavated  with  long-boom,  power  shovels 
to  as  neat  a  line  as  possible,  but,  necessarily,  in  trimming  the  ditch  to  a 
true  surface  behind  the  shovels,  ba.ck-filling  is  generally  required.  In 
such  a  dry  country  as  this,  which  has  an  annual  rainfall  of  only  5  in., 
the  use  of  a  well-compacted  back-fill  was  considered,  and  has  proven 
sufficiently  good  construction. 

Against  this  trimmed  earth  section  the  6-in.  concrete  lining  is 
placed,  without  the  use  of  forms.  The  finished  ditch  is  11  ft.  wide  at 
the  bottom,  with  a  1-ft.  invert,  and  the  side  slopes  are  1  to  1.  The 
depth  of  the  ditch  is  about  13  ft.  The  concrete  side  lining  is  placed 
in  alternate  sections,  12  ft.  wide,  only  2  by  6-in,  board  strips  being 
used  to  support  the  edges  of  the  first  set  of  alternate  panels  put  in. 
Necessarily,  the  placing  of  concrete  on  such  a  steep  slope  without 
forms,  cannot,  even  with  the  best  efforts,  result  in  the  greatest  com- 
pactness. Thus  the  tufa  cement  concrete  is  subjected  to  a  further  test, 
;but  again  experience  has  shown  that  the  strength  of  the  slabs  is  suf- 
ficient to  carry  the  load  even  against  a  support  partly  or  entirely 
of  back-fill. 

The  usual  mixes  of  concrete  have  been  1  to  5  and  1  to  6,  depending 
on  the  a,ggregates  used.     Generally,  an  extremely  clean  gravel,  ranging 
jfrom  40  to  75%  of  stone  on  the  i-in.  screen,  has  been  easily  obtained, 
but  at  places  it  has  been  necessary  to  add  crushed  rock. 
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Mr.  Tho    (litcli    is    plnstorod    with    nn    pxtrcinoly    thin    coat    of    1    to   3 

Peterson,      i      .  i    r        xi  •  .     e  '  •  •    •,-, 

plaster,  aiul  lor  this  purpose  tufa  cement  sterns  to  be  especially  well 
adapted,  due   largely  to  its  finonoss. 

Tlic  t<"iii|)<'r;itiin's  in  this  locality  rnn^(!  from  110"  in  8uninier  to  8* 
in  wintor.  A  sjdw-hanlcnin^  cciiR'nt  must  be  carefully  protected 
at  either  of  these  extreme  conditions.  In  summer,  fn^h  work  is 
sprinkled  constantly  for  2  weeks  and  covered  with  boards  or  canvas. 
In  winter,  boilers  are  used  to  furnish  hot  water  for  mixing  purposes, 
thus  turning  out  a  warm  concrete.  This  precaution,  together  with  a 
covering  of  1-in.  boards  or  several  layers  of  canvas,  is  sufficient  protec- 
tion against  frost.  The  plaster  is  also  mixed  with  hot  water  in  winter, 
but  generally  no  plastering  is  done  in  mid-winter. 

From  this  brief  description  of  operations,  one  can  realize  how  dif- 
ficult is  the  test  to  which  the  concrete  for  this  work  is  subjected;  and 
yet  the  practical  completion  of  this  division  and  the  actual  test 
of  a  full  ditch  of  water  for  the  greater  part  of  20  miles  of  work  for 
2  years'  time  has  proven  that  the  canal  is  water-tight.  As  the  side 
concrete  is  really  made  up  of  separate  12-ft.  slabs,  slight  joint  lines 
show  when  the  ditch  is  empty,  but  the  expansion  of  the  concrete  due 
to  moisture  closes  these,  as  well  as  other  cracks,  as  the  ditch  is  filled. 
Horizontal  cracks  are  very  infrequent,  and  arise  from  numerous  causes, 
chief  of  which  is  probably  occasional  carelessness  in  back-filling. 
As  a  proof  of  the  imperviousness  of  the  lining,  the  leakage  of  the 
20-mile  section  referred  to  has  been  less  than  a  miner's  inch  per  mile. 
This  new  ditch  has  never  had  running  or  muddy  water  in  it. 

The  concrete  has  no  tendency  to  swell  under  the  influence  of 
moisture,  except  to  such  an  extent  as  all  concrete  expands  in  passing 
from  a  dry  to  a  wet  condition.  This  is  a  most  desirable  property  for 
ditch  lining,  as  it  insures  water-tightness. 

In  order  to  determine  the  value  of  cement  rich  in  tufa,  a  carload 
of  l^^c  tufa  cement  was  obtained  from  Haiwee,  and  300  ft.  of  con- 
crete lining  was  put  in  with  the  usual  mix.  The  laboratory-  tests 
showed  that  this  special  tufa  was  very  slow  setting.  Frequent  com- 
parative tests  for  hardness  w^ere  made  of  the  special  75%  tufa  concrete 
and  the  ordinary  50%  tufa  concrete,  using  a  pick  for  the  purpose. 
At  first  the  special  tufa  was  much  the  softer,  but  as  weeks  went  by  ^ 
the  two  products  approached  the  same  degree  of  hardness.  At  the 
last  visit,  when  the  age  of  both  concretes  was  10  weeks,  there  was  but 
little  difference  in  hardness.  In  fact,  two  visiting  engineers  were 
unable  to  detect  any  difference.  This  test  seems  to  be  proof  of  the 
value  of  Haiwee  tufa.  There  are  no  perceptible  cracks  or  indications 
of  disintegration  in  the  75%  tufa  cement  concrete.  It  will  be  watched 
with  a  great  deal  of  interest. 

In  the  lining  of  open  canals,  where  proper  care  can  be  taken  of  the 
fresh  concrete,  slowness  of  hardening  is  no  inconvenience.     A  saving 
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of  from  40  to  60%  in  the  cost  is  sufficient  consideration  to  warrant  the  Mr. 
extensive  use  of  tufa  cement.  No  doubt  the  use  of  long-boom,  power  '®*^''^""' 
shovels  to  excavate  canals,  and  the  lining  of  the  section  with  tufa 
cement  concrete  could  have  wide  application  in  the  economical  build- 
ing of  many  large  irrigation  channels,  resulting  in  a  great  saving  of 
water  now  lost  by  seepage,  and  consequently  a  large  extension  of  irri- 
gated areas. 

About  twenty-five  cars  of  straight  Monolith  cement  have  been 
used  at  times  when  the  Haiwee  mill  could  not  supply  the  demand. 
Concrete  made  with  this  cement  sets  faster,  but,  as  far  as  has  been 
observed,  it  shows  no  advantage  in  ultimate  hardness  and  strength 
over  that  made  with  Haiwee  tufa. 

A  comparative  test  was  made  with  blocks  of  tufa  cement  concrete 
in  the  strongly  alkaline  waters  of  Owens  Lake  and  in  fresh  water. 
On  removal,  the  concrete  block  which  had  been  in  the  lake  water 
6  months  was  sound  and  apparently  unaffected  by  the  alkalis.  It  was 
not  different  in  appearance  from  the  block  which  had  been  in  fresh 
water.  However,  this  is  not  considered  conclusive,  as  only  from  careful 
and  extended  tests  can  a  thoroughly  reliable  conclusion  be  reached. 

LuiGi  LuiGGi,  M.  Am.  Soc.  C.  E.  (by  letter). — From  time  immemo-    Mr. 
rial,  pozzolana,  which  is  a  variety  of  tufa,  has  been  used  in  Italy  for    ^^^^" 
preparing  mortar  capable  of  setting  under  water. 

The  usual  proportion  is  one  volume  of  slaked  lime  and  two  volumes 
of  pozzolana,  mixed  very  intimately.  Generally,  the  mixing  is  done 
by  hand,  but,  lately,  it  has  been  done  by  machinery,  which  grinds  the 
pozzolana  more  finely  and  mixes  it  more  intimately  with  the  lime. 
In  this  latter  case  the  mortar  is  far  superior,  and  sets  more  quickly, 
than  when  the  mixing  is  done  by  hand.  This  is  because  the  machinery 
makes  a  much  more  intimate  mixture  of  the  ingredients,  and  the  silica 
of  the  pozzolana  can  act  more  directly  and  quickly  on  the  hydrated  lime. 

All  the  harbor  works  by  the  Romans,  which  have  lasted  until  now, 
for  instance,  that  at  Porto  Trejano,  at  Porto  d'Anzio  near  Eome, 
and  Porto  Adriano  near  Bari,  were  built  with  mortar,  either  for 
masonry  or  for  concrete,  made  as  indicated;  and  even  now  all,  or 
nearly  all,  sea  works  in  Italy  are  made  in  the  same  way,  and  always 
with  excellent  results. 

However,  pozzolana  has  one  drawback:  it  sets  very  slowly,  from 
10  to  15  days  in  summer — when  the  heat  accelerates  the  chemical  reac- 
tion of  pozzolana  on  lime — to  from  15  to  30  days  in  winter.  As  it  never 
freezes  in  Italian  harbors,  construction  work  is  carried  on  throughout 
the  winter,  but,  during  that  season,  the  setting  of  the  mortar  is  very 
slow. 

For  accelerating  this  setting,  Portland  cement,  in  the  proportion 
of  100  to  200  kg.  per  cu.  m.  of  pozzolana  concrete,  is  often  used.     The 
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Mr.  setting  then  takes  placo  in  24  hours,  or  even  less,  and  thus  the  con- 
Crete  stands  hctler  tlie  waslnn^-  of  wave.--,  wlicn  it  is  laid  under  water 
or  is  used  for  hap-work, 

Tliis  conerete  lias  always  stood  perfectly  the  chemical  action  of 
salt  water,  as  the  silica  of  the  pozzolana  neutralizes  all  the  free  lime, 
which  is  inevitable  even  in  the  best  Portland  cement.  There  is  even 
an  excess  of  silica,  which  makes  the  mortar  rather  acid — not  basic — 
and  thus  the  action  of  the  sulphate  of  magnesia  of  the  sea-water  is 
better  counteracted. 

The  necessity  of  having  a  mortar  of  greater  resistance,  and  more 
rapid  setting  qualities,  however,  has  induced  Italian  harbor  engineers 
to  adopt  Portland  cement  mortar  and  concrete.  The  writer  was  perhaps 
the  first  to  use  it  in  1882  in  some  parts  of  the  Harbor  of  Genoa.  In 
those  days,  as  Portland  cement  was  rather  a  novelty  for  Italian  engi- 
neers, the  mortar  was  made  rather  rich  in  cement,  at  least  in  the  pro- 
portion of  1  cement  to  2  of  fairly  graduated  sand  with  from  30  to  35% 
of  voids,  and  often  even  1  to  1.  These  mortars,  and  the  concretes  made 
with  them,  have  stood  the  action  of  salt  water  very  well.  On  the  other 
hand,  with  mortars  made  afterward,  with  a  smaller  proportion  of 
cement,  or  with  sand  rather  fine,  that  is,  with  more  than  35%  of  voids, 
the  results  have  been  bad,  and,  in  some  cases,  disastrous.  This  the 
writer  attributes  to  the  porosity  of  the  mortar,  which,  under  the  shock 
of  waves,  or  the  action  of  tides,  permits  the  salt  water  to  penetrate  and 
percolate  through  the  mortar  and  decompose  it.  On  the  other  hand, 
when  the  mortar  is  rich  in  cement,  and  as  impermeable  as  it  is  possible 
to  make  it,  the  action  of  salt  water  is  nil,  or  at  least  so  much  dimin- 
ished as  to  cause  no  bad  consequences. 

Therefore,  the  writer  always  recommends  his  engineers  to  use  at 
least  10%  more  Portland  cement  than  the  quantity  necessary  to  fill  all 
the  voids  of  the  sand,  and  the  extra  expenditure  for  cement  is  only 
a  very  small  fraction  of  the  cost  of  the  mortar  or  of  the  concrete,  and 
absolutely  negligible  in  comparison  with  the  damage  that  might  result 
by  the  decomposition  of  the  mortar. 

There  is  always,  however,  the  latent  danger  of  the  free  lime,  un- 
avoidable in  Portland  cement,  being  acted  on  by  the  sulphate  of  mag- 
nesia, with  the  consequent  decomposition  of  the  mortar.  It  was  for 
this  reason  that  the  w^riter,  in  1888,  used,  and  has  recommended  ever 
since,*  the  addition  of  some  pozzolana  in  Portland  cement  mortars  and 
concretes,  in  order  to  neutralize  this  free  lime.  In  this  he  took  advan- 
tage of  experience  on  the  Roman  sea-works.  If  they  lasted  some 
eighteen  centuries,  certainly  the  addition  of  pozzolana  to  Portland 
cement  will  correct  the  dangers  of  the  free  lime. 

*"La  Pozzolana'ed  il  Cemento  Armato  nelle  Opere  Marittime,"  Giornale  del  Genio 
civile,  1910. 
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Experience  in  Italy  since  1888  has  been  uniformly  good,  and  now     Mr. 
pozzolana  is  being  used  for  improving  the  concrete  for  the  construe-    "'^^'* 
tion  of  a  very  large  graving  dock  in  Venice,  which  will  be  850  ft.  long, 
120  ft.  wide  at  the  entrance,  with  40  ft.  of  water  on  the  sill. 

The  composition  of  the  concrete  for  this  very  important  work  is 
shown  in  Table  16. 

TABLE  16. 


Components  for  1  cu.  m. 
of  concrete. 

Concrete  in  contact 

with  sea-water  for  a 

thickness  of  about  6  ft. 

Concrete  for 

the  inner  mass  of  the 

graving  dock. 

Portland  cement,  in  kilogrammes — 
Pozzolana.  in  liters 

400 

150 

450 

1000 

250 
70 

Sand,  in  liters 

440 

Broken  stone,  in  liters 

1000 

This  really  gives  a  little  more  than  1  cu.  m.  of  concrete. 

The  practice  of  adding  pozzolana,  or  its  equivalent  in  trass,  or  tufa, 
to  Portland  cement  for  sea-works  is  becoming  rather  common.  It  is 
followed  in  Holland  and  Germany,  and  was  adopted  also  by  the  Jap- 
anese in  the  construction  of  the  Nagasaki  Dry  Dock,  and,  thus  far,  the 
results  have  been  uniformly  good. 

Pozzolana,  or  trass,  or  tufa,  are  volcanic  materials  of  very  little 
cost,  the  transportation  being  the  only  real  drawback  to  their  more 
general  use. 

Besides  neutralizing  the  free  lime  of  Portland  cement  by  the  large 
quantity  of  silica  in  these  materials,  they  tend  also  to  make  the  con- 
crete less  permeable,  by  the  colloidal  action  of  the  alumina  they  contain. 

The  usual  proportion  recommended  by  the  writer  is  about  i  to  -3-  of 
pozzolana  for  1  volume  of  cement,  the  higher  proportion  being  for 
Roman  pozzolana,  containing  from  51  to  53%  of  silica,  and  i  for 
Naples  pozzolana,  which  contains  from  62  to  65%  of  silica. 

This  addition  of  pozzolana,  besides  adding  very  little  to  the  cost  of 
Portland  cement  concrete,  makes  it  less  permeable  and  eliminates  the 
■danger  of  decomposition  in  sea-water.  The  experience  on  Roman  works 
made  with  pozzolana  concrete  and  exposed  to  salt  water  for  more  than 
eighteen  centuries  is  a  guaranty  of  the  soundness  of  this  practice. 

Thus  the  use  of  tufa  cement,  or  Portland  cement  reground  with 
itufa,  as  practiced  on  the  Los  Angeles  Aqueduct,  is  quite  correct,  both 
with  regard  to  the  cost  and  the  durability  of  the  work. 

The  mortar  and  the  concrete  will  certainly  be  less  permeable  than 
if  ordinary  Portland  cement  had  been  used,  and  impermeability  is  an 
jail-important  condition  in  all  aqueducts,  especially  in  one  of  such 
I  magnitude  as  that  of  Los  Angeles. 
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.;:ratiHcd  at  tlio  i?cnerc>iis  number  of  contributions  that  have  been  i>re- 
sonted  in  the  discussion  of  this  paper,  especially  as  arj^^uments  have 
been  given  vigorously  on  both  sides  of  the  (|ucstion.  Before  entering 
into  a  review  of  the  discussion,  it  is  desiral)l(!  to  add  certain  data  which 
have  become  available  since  the  pai)er  was  written. 

On  i)age  530  there  is  given  a  test  (up  to  an  age  of  G  months) 
of  a  mortar  made  of  75%  of  hydrated  lime  and  25%  of  tufa.  The 
1-year  break  shows  a  strength  of  252  lb.,  an  increase  of  27  lb.  over  the 
C)-months  break.  This  briquette  shows  a  continued  hardening  in  water, 
and  demonstrates  the  hydraulic  properties  of  the  tufa  in  combination 
with  lime. 

Table  4  gives  the  strengths  of  Haiwee  and  Fairmont  tufa  cements 
up  to  an  age  of  1  year.  Unfortunately,  briquettes  for  longer  time  tests 
were  not  kept  during  the  early  stages  of  the  work  on  the  Los  Angeles 
Aqueduct.  A  series  is  now  being  held  for  this  purpose,  but  the  2-year 
period  has  not  yet  been  completed.  For  briquettes  made  of  tufa  cement 
consisting  of  50%  of  tufa  and  50%  of  Monolith  cement,  mixed  with 
3  parts  of  sand,  four  breaks,  made  at  the  Haiwee  mill,  indicate  a 
growth  in  strength  from  500  lb.  at  the  end  of  1  year  to  595  lb.  at  the 
end  of  1  year  and  289  days.  Breaks  of  the  oldest  briquettes  have  just 
been  made  at  the  Fairmont  plant,  with  the  following  results,  each 
figure  representing  an  average  of  ten  tests.  The  cement  used  was 
50%  of  Monolith  and  50%  of  Fairmont  tufa  mixed  with  3  parts  of 
standard  sand: 

3  days.  7  daj'S.       28  days.       3  months.       6  months.       1  year.       1  year,  319  days. 

153  1b.       240  11).     388  1b.      467  1b.       492  1b.      555  1b.         565  1b. 

More  breaks  were  not  made  because  it  is  desirable  to  preserve  the  series 
for  testing  at  regular  periods.  They  indicate  the  continued  hardening 
of  the  tufa  mortar  with  age,  which  is  characteristic. 

Table  5  shows  tufa  sand  briquette  tests  with  vai*ying  proportions  Jtj 
of  tufa  for  ages  up  to  6  months.  Table  17  gives  results  in  continuation  >■ 
of  that  table. 

The  cement  used  (in  the  tests  in  Tables  5  and  17)  was  Monolith,  and 
the  tufa  was  from  the  ^fonolith  quarries.  A  good  increase  in  strength 
is  shown  between  the  6-months  and  the  1-year  breaks.  Especial  atten- 
tion is  called  to  the  strengths  shown  in  the  1-year  breaks  of  the  80  and 
85%   tufa  cements. 

On  page  544  is  recorded  the  results  of  tests  with  a  blend  of 
Monolith  cement  and  diatomaceous  earth  in  the  proportions  of  50% 
of  each.  It  should  have  been  stated  that  this  blended  cement  was 
mixed  with  3  parts  of  sand. 
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TABLE  17. — Tufa  Sand  Briquette  Tests,  with  Varying  Proportions       Mr. 

OF  Tufa:  A  Continuation  of  Table  5.  jppmcott. 


Jriquette 
number. 

Percent- 
age of 
tufa. 

Tensile  Strength. 

3  days. 

7  days. 

28  days. 

3  months. 

6  months. 

1  year. 

21 
22 
23 
24 
25 
26 

56 

60 
70 
75 
80 
80 

j       85 
1       90 

(       30 
1       35 

j       35 
1       35 

1       25 

j       15 
1       20 

(        15 
1       20 

200 
210 

100 
100 

90 
100 

75 

80 

75 

80 

70 
70 

335 
345 

300 
310 

250 
260 

210 

200 

150 
160 

90 
90 

3T0 
370 

460 
435 

350 
355 

300 

285 

255 
235 

140 
110 

330 
395 

390 
385 

330 
365 

325 
375 

300 
305 

230 
260 

410 
400 

520 
460 

460 
430 

370 
270 

415 
395 

310 
265 

Table  10  states  the  results  of  tests  made  with  a  mixture  of  volcanic 
blinkers  and  lavas  found  on  the  Hawaiian  Islands  with  Santa  Cruz 
(California)  cement  in  equal  parts  by  volume.  Few  tests  were  avail- 
able for  longer  periods  than  28  days  at  the  time  of  writing  the  paper. 
Table  18  contains  the  results  of  tests  for  periods  up  to  1  year. 

FABLE  18. — Sand  Briquette  Tests  Made  with  a  Mixture  of 
Hawaiian  Lava  and  Santa  Cruz  Cement:  A  Continuation 
of  Table  10. 


c 

u 

S 

B 

Q 

be 

II 

P-i 

Tensile  Strength. 

Brand. 

§1 

o 

<v 
Ph 

0 

[50 

50 

Fineness. 

Setting  Time. 

-t-T 

0 

V 

-> 

CO 

>> 

CO 

w 
>> 

05 
>> 

c3 

■*-> 

a 
o 

B 

CO 

a 
o 

B 

CO 

P. 

o 
o 

o 

Initial. 

Final. 

3$ 

3 

F 
-* 

H. 

M. 

H. 

M. 

•5® 

2 

8 

0 

1911. 
Nov. 

Dec. 

1912. 
Jan. 

10^ 
10^ 

140 
112 

168 

255 
190 

148 

340 
307 

230 

450 
400 

295 

465 

467 

388 

480 
470 

391 

\  ""Red 
1  Clinker. 

Lava. 

93.8 

92 
92 

2 

2 

1 

15 
30 

6 
6 

11 

30 
00 

O.K. 

it 

The  tests  in  Table  18  show  fair  results,  and  indicate  a  cement 
iuitable  for  ordinary  hydraulic  work.  This  cement  is  not  as  strong 
IS  the  blends  made  with  the  tufas  already  described.  The  tests  show 
I  uniform  growth  in  strength  with  age. 

I     Some  tufa  cement  was  sent  to  Robert  E.  Ford,  Professor  of  Mechan- 
ical Engineering  of  Throop  Polytechnic  Institute,  at  Pasadena,  Cal., 
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Mr.  with  n  roquost  tluit  it  he  tcstod  for  crttiiprcssioii.  Standard  l)ri(iu('tte9 
Lippmcott.  ^^.^^^.^,  ,^jjj(i(3  j^mi  fij.j^t,  broken  in  tonsion  and  the  two  halves  then  crushed. 
Cubes,  2  in.  s(]uarc,  wore  also  crusliod,  and  the  ratio  of  tension  to 
compression  was  obtained.  An  unusual  (juantity  of  water  was  used  by 
Professor  Ford  to  ^et  normal  consistency  (2S^%  for  neat  cement),  and 
this,  possibly,  may  account  for  the  fact  that  the  values  are  lower  than 
those  usually  obtained  in  the  city  laboratories.  The  cement  was 
Monolith,  and  the  tufa  was  from  Fairmont.  Standard  sand  was  used. 
Table  19  is  a  summary  of  the  tests.  The  results  for  compression  com- 
pare favorably  with  tests  given  by  Taylor*  for  Portland  cements, 
but  these  cements  are  not  as  strong  as  the  German  trass  cements  (the 
tests  of  which  are  given  in  Table  9),  nor  are  they  as  strong  as  those 
mentioned  in  Table  13,  of  materials  tested  at  the  Arrowrock  Dam,  as 
quoted  by  Mr.  Paul,  either  for  their  blended  material  or  for  their 
straight  cement  mortars. 


TABLE  19. — Compression  Tests  of  Los  Angeles  Aqueduct 
Tufa  Cement  (Monolith). 


Briquette 

No. 


Cube 
No. 


Days 
cured. 


Ratio : 
Tension- 
Compression. 


Average 
Tension. 


Average 
Compression. 


Average  ratio ; 

Tension- 
Compression. 


Neat  Briquettes. 


5a. 


4.. 
5b. 
6a. 
6b. 


5c. 
6c. 


1 
7 

5m 

7 

28 

28 

28 

28 

5n 

28 

6m 

28 

180 

180 

4m 

180 

6p 

180 

6.8 

7.6 

8.0 

8.0 

7.3 

9.3 

8.95 

8.7 

11.4 

14.0 

15.35 

13.75 


270 


490 


540 


1  945 


4  125 


7  370 


7.2 


8.4 


13.6 


.3  TO  1  Standard  Sand. 


7a 

28 

4.56 

7b 

28 

4.3 

.... 

8a 

28 

5.2 

8b 

28 

5.5 

265 

.... 

7m 

28 

4.0 

....         - 

7n 

28 

4.1 

1 

8m 

28 

4.6 

1 

8n 

28 

4.65 

1  220 

4.61     ^ 

7c 

180 

6.25 

....^ 

8c 

180 

5.95 

....  m 

8d 

7p' 

180 
180 

5.5 

5.8 

367 

::::« 

8p 

180 

6.9 

i  225 

6.1     *^ 

*  "  Practical  Cement  Testing,'  p.  215. 
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Mr.    O'Hara    states    that    Professor    Eakle,    of    the    University    of       Mr. 
California,  considers  that  "the  rock  ground  with  the  cement  used  on    'PP*°^^  *^- 
the  Los  Angeles  Aqueduct,  is  a  rhyolite-tuff  and  a  trachyte-tuff,  which, 
when   finely   ground,   will   possess   the   same   characteristics    as   finely- 
ground  clay." 

Mr.  O'Hara  continues: 

"The  cement  produced  by  the  method  used  at  Monolith  and  Haiwee, 
Cal.,  is  similar  to  cement  adulterated  with  clay.  Rhyolite-tuff  and 
trachyte-tuff  are  not  to  be  confounded  with  the  volcanic  rocks  known 
as  puzzuolana  and  trass,  which  have  been  used  for  the  manufacture 
of  cement.  Puzzuolana  and  trass  are  the  hardened  products  of  volcanic 
action  in  their  original  state,  in  which  respect  they  are  similar  to 
blast-furnace  slag.  On  the  other  hand,  the  volcanic  tuff  of  the  nature 
found  at  Monolith  and  Haiwee,  is  not  comparable  to  blast-furnace 
slag,  being  more  of  the  nature  of  altered  volcanic  rock." 

Table  2  gives  an  exact  chemical  analysis  of  the  tufas  used  on  the 
Los  Angeles  Aqueduct,  of  Italian  tufa,  and  also  of  Italian  puzzuolana 
(as  used  in  that  country),  as  determined  from  samples  furnished  by  the 
American  Consul.  A  detailed  analysis  of  the  German  trass  is  given 
in  Table  20  where  it  is  shown  that  it  has  a  close  resemblance  to  the 
California  tufas.  The  local  clays  analyze  much  more  closely  to  the 
Italian  puzzuolanas  than  the  California  tufas.  The  percentage  of 
silica  in  the  local  tufas,  soluble  in  alkalies,  is  greater  than  that  in 
the  samples  of  Italian  puzzuolanas,  in  the  ratio  of  4  to  1,  according 
to  determinations  by  the  Monolith  Laboratory,  and  this  is  believed 
to  be  a  very  important  factor.  Mr.  O'Hara  is  mistaken  when  he  refers 
to  these  tufas  as  an  altered  volcanic  rock.  If  he  had  ever  seen  these 
quarries,  he  probably  would  not  think  so.  The  tufa  used  is  an  un- 
altered volcanic  ash  which  has  been  thrown  down  in  water  and  com- 
minuted. It  has  been  partly  consolidated  by  pressure.  Physically,  it 
has  no  more  resemblance  to  clay  than  unground  cement  clinker,  which 
also  contains  chemically  a  high  percentage  of  clay.  It  resembles  some- 
what the  pumice  stone  which  can  be  purchased  at  most  drug  stores. 
Many  of  the  hardest  rocks,  such  as  granite,  slate,  and  lava,  on  decom- 
position form  clay,  and  it  would  be  as  misleading  to  say  that  a  granite 
is  a  clay  as  to  say  that  this  tufa  is  a  clay.  The  writer  is  familiar 
with  tufa  in  its  altered  and  clay-like  condition.  It  is  found  near 
Haiwee. 

The  tufas  are  very  low  in  sulphur,  containing  usually  less  than 
one-tenth  of  1%,  and  it  is  difficult  to  see  how  there  is  any  extra 
danger  because  of  being  blended  with  straight  cements  containing 
1^%  of  sulphur,  on  this  account,  as  Mr.  O'Hara  states.  Reference  is 
made  to  the  discussion  by  Mr.  Luiggi  as  to  the  enduring  quality  of 
these  cements  in  sea  water. 
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Mr,  M  r.  O'l  larn  ii1s(»  says  : 

LippincDtt. 

"Tufa  and  l^ortland  conicnt,  as  used  on  the  Los  Angolcs  A(iucduct, 
is  a  luochauical  iiiixluro,  tlio  two  materials  hoing  bloudod  in  ('(lual 
parts  l).v  volume.  Under  these  conditions,  no  silicates  of  lime  are  found, 
and  the  jira(hi;d  increase  in  strcnj;tli  is  not  due  to  the  same  cause  as 
the  slow  hardeninji:  of  a  high  silica  Portland  cement." 

riic  clu^mical  analyses  of  the  Bureau  of  Standards,  given  on  page 
537,  as  well  as  the  analyses  at  the  laboratories  of  the  Los  Anjidca 
Aqueduct,  show  that  silicates  of  lime  are  formed  between  the  tufa  and 
cement.  Mr.  CHara's  statement,  as  given,  is  only  empirical,  and 
should  not  outweigh  these  chemical  determinations.  The  writer  re- 
grets that  Mr.  O'Hara  considers  the  practice  of  blending  tufa  cements 
on  the  Los  Angeles  Aqueduct  as  "dangerous  and  without  precedent." 
Many  unprecedented  things  are  done,  especially  by  the  Engineer- 
ing Profession,  which  result  in  general  benefit.  There  is  com- 
fort in  the  fact  that  the  U.  S.  Reclamation  Service  is  now  building 
or  operating  three  cement  blending  and  re-grinding  plants,  after  care- 
ful investigations,  made  by  its  engineers,  as  shown  by  the  instructive 
discussions  contributed  by  Messrs.  Rapier  R.  Coghlan  and  Charles  H. 
Paul. 

Mr.  Reed  calls  attention  to  the  severe  climatic  conditions  under 
which  the  concrete  work  on  the  Los  Angeles  Aqueduct  is  carried  on. 
The  relative  humidity  in  the  Mojave  Desert  during  the  summer  is 
about  20%,  and  this,  together  with  temperatures  which  are  often 
greater  than  100°,  and  the  great  scarcity  of  water,  makes  a  most  trj-- 
ing  condition  for  concrete  work.  Except  on  the  40  miles  of  open 
canal  described  by  ^Ir.  Peterson,  methods  of  work  were  devised 
which  kept  the  green  concrete  shielded  from  the  sun  and  wind.  Stand- 
ing water  is  usually  maintained  in  the  conduit  with  small  dams,  to 
give  an  artificial  humidity.  Doors  or  curtains  were  maintained  at 
tunnel  portals.  The  roof  was  cast  on  the  outside  conduit  before  the 
forms  were  taken  from  the  sides,  and  it  was  covered  with  wet  earth 
on  top  as  soon  as  the  concrete  was  poured.  The  bottom  was  placed 
last,  and  the  manholes  were  kept  closed.  It  was  only  by  such  methods 
that  shrinkage  cracks  could  be  avoided,  no  matter  what  kind  of  cement 
was  used.  In  this  way,  mile  after  mile  of  the  outside  conduit  could 
be  built  without  any  expansion  joints  and  without  transverse  cracks. 
Leaving  a  manhole  open  for  a  week  or  two  would  often  cause  a  trans- 
verse crack  to  open  within  10  ft.  Where  the  conduit  has  been  filled 
since,  these  cracks,  in  many  instances  have  sw^elled  shut. 

Mr.  Richardson  states  that: 

"Unfortunately,  no  data  are  available  showing  what  proportion  of 
the  silica  in  any  of  the  materials  occurring  abroad,  or  in  those  in 
California,  is  soluble  in  acid,  as  it  is  hydrated  silica  of  this  description 
which  possesses  the  greatest  hydraulic  value." 
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It  is  the  writer's  understanding  that  it  is  solubility  in  an  alkali  Mr.  -^ 
solution  which  is  desired.  This  laboratory  determination  is  made  with  ^'^^*^^*^*^^' 
a  dilute  solution  of  sodium  carbonate.  On  page  537  the  U.  S. 
Bureau  of  Standards  is  quoted  as  showing  that  7.17  out  of  30.97 
parts  of  the  silica  in  the  briquettes  made  of  Fairmont  tufa  cement, 
or  23%,  were  soluble  in  the  mortar.  A  test  of  the  pure  pulverized 
Monolith  tufa,  in  the  Monolith  Laboratory,  showed  8.4%  soluble. 

Comparative  analyses  of  the  German  cements  and  the  Monolith 
tufa  are  given  in  Table  20.  The  information  in  reference  to  the 
German  materials  (referred  to  in  Table  9)  is  from  the  report  of  the 
Royal  Testing  Laboratory.* 

TABLE  20. — Analyses  of  German  Trass  and  Monolith  Tufa. 


German  trass. 


Loss  on  ignition 

Water  of  crystallization 
Insoluble  silica 

Soluble  silica 

Iron  oxide 

Aluminum 

Lime 

Magnesia 

Potassium 

Sodium 

Phosphorus 

Sulphuric  acid 

(Unable  to  translate). . . 


10.25 


3.29 

6.96 
41.56 

1.39  5-68.49 
25.f74  ) 

3.27 

9.83 

1.05 

0.67 

8.04 

3.09 

0.11 

0.06 

0.10 


98.96 


Monolith  tufa. 


6.28 

69.48 

2.52 

11.37 

1.80 

2.95 

Not  determined. 

0.43 


These  analyses  show  a  striking  similarity  between  the  German  trass 
and  the  Monolith  tufa.  The  quantity  of  sulphur  shown  in  Monolith 
tufa  is  unusually  large  in  this  sample,  and  the  69.48%  is  for  total 
silica,  no  division  ha.ving  been  made  between  soluble  and  insoluble. 

The  sample  of  Italian  tufa  available  at  the  Monolith  Laboratory 
shows  only  2%  of  silica  soluble  in  dilute  sodium  carbonate.  This 
sample  was  furnished  through  the  American  Consulate,  and  possibly 
may  not  be  typical.  What  was  furnished  as  Italian  puzzuolana  shows 
practically  the  same. 

Replying  further  to  Mr.  Richardson,  the  tufa  is  separately  ground 
in  the  ball  mill,  so  as  to  pass  through  a  20-mesh  screen,  but  the  final 
grinding  of  the  blended  tufa  and  cement  is  done  in  the  tube  mill. 
An  effort  was  made  to  grind  the  cement  clinker  with  the  crushed 
tufa,  but  it  ground  very  slowly  in  the  tube  mill.  As  it  was  also  de- 
sirable to  save  transportation  charges,  the  final  grinding  and  blending 
were  done  mostly  at  distant  points  on  the  work,  where  tufa  was  avail- 
able, thus  saving  half  of  the  freight. 

Mr.  Wagoner  quotes  from  a  printed  "Report  on  Municipally  Manu- 
factured  Cements  of  the  Los  Angeles  Aqueduct"  made  to  the  American 

*  Mitteilungen  aus  dem  Koniglicheu  Materialprufungsamt,  27  Vol.,  1909,  p.  348. 
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Mr.  Portland  Conient  Manufacturers  Association,  by  a  party  of  five  engi- 
neers. Tlie  circulation  of  the  report  has  heon  suspended  by  the  Associa- 
tion. As  an  example  of  its  bias,  an  illustration  is  ^'iven  of  a  teat 
slab  which  was  not  a  i)ortion  of  the  Aqueduct,  and  had  been  loaded 
to  destruction  by  the  city's  engineers,  in  order  to  test  the  concrete 
materials,  as  used  in  construction.  In  the  pami)hlet  this  is  labeled 
"Slabs  of  poor  concrete,  where  cover  on  L.  A.  Aqueduct  has  already 
collapsed  and  been  replaced,  on  desert  west  of  Mojave."  The  writers 
of  that  report  state  that  there  are  three  kinds  of  concrete  on  the 
Aqueduct:  good  concrete  made  of  purchased  cement;  fair  concrete 
made  of  Monolitli  cement;  and  poor  concrete  made  of  tufa  cements. 
They  state  the  places  where  these  concretes  are  found,  and  it  is  amusing 
to  note  that  their  "poor  concretes"  in  most  cases  actually  were  made 
of  purchased  cements. 

The  Monolith  mill  has  been  run  for  four  years.  The  product, 
with  minor  exceptions,  has  been  standard.  The  hydraulic  index  which 
Mr.  Wagoner  has  taken  exception  to,  has  usually  been  about  2.0.  It 
is  not  claimed  that  the  mill  is  infallible.  Neither  are  other  mills. 
It  has  been  watched  closely  by  cement  manufacturers,  and  when  it 
was  in  temporary  trouble,  due  to  a  change  in  the  limestone  quarry,  it 
was  promptly  investigated.  The  writer  regrets  that  it  is  necessary 
to  refer  at  all  to  this  report.  Much  more  could  be  said,  but  it  would 
involve  local  politics  and  business  foreign  to  this  discussion.  Table 
21   contains   an  independent  analysis  of  Monolith  cement. 

Mr.  Wagoner  suggests  that  tests  wath  tufa  and  some  standard 
cement  be  made  for  the  Profession.  Many  barrels  of  tufa  cement  have 
been  made  with  both  Colton  and  Riverside  cement,  and  they  show 
the  same  results  as  those  made  with  Monolith  cement.  ' 

In  reply  to  Mr.  Mogensen,  it  may  be  stated  that  no  discrimina-  . 
tions  have  been  made  against  tufa  cements.  Two  reinforced  con- 
crete towers  have  been  successfully  built  of  tufa  cement,  as  well  as 
several  flumes,  and  nine  reinforced  concrete  pipes,  10  ft.  in  diameter, 
for  heads  up  to  80  ft.  Many  miles  of  reinforced  roof  slab,  8  in. 
thick,  with  a  span  of  11  ft.  5^  in.,  have  been  successfully  laid.  The 
Haiwee  Dam  referred  to  is  an  earthen  structure  with  a  clay  core; 
no  concrete  was  used  in  its  construction.  Numerous  prominent  engi- 
neers have  examined  the  work,  and,  although  most  of  it  is  in  a  re- 
mote and  unoccupied  region,  every  effort  has  been  made  to  aid  in- 
vestigations by  the  Profession.  J I 

Approximately,  the  following  quantities  of  cement  of  various  classes 
have  been  used  to  date  on  the  Los  Angeles  Aqueduct: 

Monolith  standard  cement 900  000  bbl. 

Tufa  cements 636  000    " 

Purchased  standard  cements 260  000 
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Mr.  Tlic  oontriluitions   to  the  (iiscussioii    hv    Messrs.   ( 'exilian    and   Paul 

aro  ot  pnrticular  interast  nnd  value.  Little  may  he  addfjd  to  these  dis- 
cussions; they  are  commended  to  tliose  interested  In  tliis  subject.  The 
writer  aprees  with  Mr.  Co.yhhnrs  statement,  referring'  to  materials 
siiitahle  for  l)lendinfe^  "that  they  are  all  dependent  for  their  fitness 
on  the  quantity  of  colloidal  or  active  silica";  and  that  they  should 
"be  in  an  ahnost  unaltered  condition."  Mr.  Paul's  tests,  showing 
the  results  of  hlcndinp:  the  f2:ranites  at  tlu;  Arrowrock  Dam  of  the 
U.  S.  Keclamation  Service,  are  especially  interesting,  as  they  broaden 
the  opportunity  for  this  economy.  The  writer's  experience  with  the 
lavas  from  the  Hawaiian  Islands,  though  very  limited,  is  in  accord 
with  that  of  Mr.  Coghlan. 

It  must  be  constantly  borne  in  mind  by  Eastern  engineers,  in  con- 
sidering this  subject,  that  the  prevailing  price  of  cement  at  central 
points  in  the  Far  West,  is  about  $2  per  bbl.,  and  that  transportation 
charges  are  high.  Engineers  in  this  region  are  anxious  to  build  the 
necessary  works  with  the  available  funds.  The  saving  on  the  Lo8 
Angeles  Aqueduct,  due  to  the  use  of  tufa  cement,  will  amount  to  about 
$700  000. 

Mr.  Peterson's  discussion  gives  the  experience  of  an  engineer  who 
has  used  tufa  cement  for  three  years,  and,  for  this  reason,  it  is  of 
value. 

!Mr.  Luiggi,  who  is  Inspector  General  of  the  Royal  Civil  Engineers 
(of  Italy)  and  Professor  of  Maritime  Construction  at  the  Royal  School 
of  Civil  Engineers,  gives  a  most  interesting  discussion  of  the  subject, 
referring  both  to  the  old  Roman  cements,  made  of  lime  and  puzzuolana 
(tufa),  and  the  blending  of  Portland  cement  wuth  puzzuolana.  He  has 
practiced  this  latter  blending  since  1888.  He  approves  the  practice, 
and  states  that  it  is  "quite  correct,  both  with  regard  to  the  cost  and 
the  durability  of  the  work." 

Mr.  O'Hara  quotes  Professor  Eakle,  of  the  University  of  Cali- 
fornia, as  stating: 

"The  rock  ground  with  the  cement  used  on  the  Los  Angeles 
Aqueduct,  is  a  rhyolite-tuff  and  a  trachyte-tuff,  which,  when  finely 
ground,  will  possess  the  same  characteristics  as  finely  ground  clay." 

;^^r.  O'Hara  then  makes  the  deduction  that  "the  cement  produced 
by  the  method  used  at  Monolith  and  Haiwee,  Cal.,  is  similar  to  cement 
adulterated  with  clay."  Presumably,  he  gets  this  information  from  the 
pamphlet  issued  by  the  Association  of  American  Portland  Cement 
Manufacturers.  The  writer,  having  communicated  with  Professor 
Eakle  and  called  his  attention  to  the  paper  and  to  Mr.  O'Hara's  dis- 
cussion, received,  under  date  of  February  27th,  1913,  the  following: 

"Your  letter  of  February'  26th,  informing  me  that  I  had  been  quoted 
by  cement  manufacturers  was  news  to  me,  and  so  I  have  looked  up  the 
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quotation  to  which  you  refer.  I  am  rather  in  the  dark  regarding  Mr. 
the  matter,  as  both  the  gentlemen  using  my  name  and  the  rock  in  Lippincot 
question  are  unknown  to  me.  However,  I  constantly  receive  samples 
of  rock  for  identification,  and  always  try  to  accommodate  the  sender 
with  whatever  information  I  can  give,  and  as  to  the  persons  sending 
me  material  seldom  give  me  the  localities  or  state  what  they  wish 
to  do  with  my  report,  I  only  hear  of  it  later  by  some  roundabout  way 
as  this." 

After  receiving  this  communication,  the  writer  forwarded  samples 
of  the  tufa  from  the  Fairmont  quarries  to  Professor  Eakle  for  indentifi- 
cation  and  for  an  expression  of  opinion.  He  was  requested  to  put  this 
in  such  form  as  to  permit  of  publication.  The  following  letter  has  been 
received  in  compliance  with  this  request: 

"The  samples  of  tuff  you  sent  me  cannot  be  classed  as  strictly  fresh 
rocks,  as  the  original  more  or  less  glassy  base  has  become  devitrified, 
a  portion  of  the  alkalies  leached  out,  and  the  tuff  is  considerably 
hydrated.  The  alteration  has,  however,  been  more  in  the  nature  of  an 
incipient  kaolinization  and  silification  producing  a  hardened  stony  base, 
as  shown  by  the  gritty  powder,  so  the  value  of  the  rock  for  the  use  you 
make  of  it  has  not  materially  suffered  by  the  slight  change.  The 
amount  of  alumina  in  the  tuffs  is  rather  high  and  there  is  no  doubt 
that  an  extra  amount  of  clay-like  material  is  added  to  the  cement,  but 
your  experiments  and  those  of  German  cement  users  seem  to  prove 
conclusively  that  such  rocks  do  not  act  as  adulterants,  but,  on  the 
other  hand,  produce  a  better  and  stronger  cement,  if  properly  used. 
Much  of  the  free  silica  and  alumina  silicate  of  these  tuffs  is  in  a  more 
soluble  state  than  it  is  in  ordinary  clay  and  quartz  sand,  and  it  is 
presumably  due  to  this  fact  that  the  tuffs  have  their  value.  Their 
solubility  is  shown  by  treatment  with  HCl  and  with  alkali  carbonates, 
and  is  also  shown  in  the  field  where  many  of  them  have  become 
silicified  and  often  impregnated  with  opal,  deposited  from  the  colloidal 
silica  formed.  When  these  tuffs  are  ground  so  intimately  with  cement, 
every  portion  of  this  soluble  silica  and  silicate  comes  into  contact 
with  the  lime,  and  during  the  gradual  drying  out  of  the  moist  mass, 
a  chemical  action  is  taking  place  to  form  lime  silicate.  The  longer 
you  can  keep  the  interior  mass  moist,  the  more  complete  should  be  the 
crystallization  and  the  stronger  the  mass.  In  quick  setting  we  would  ex- 
pect the  tuffs  to  act  more  as  an  adulterant.  It  would  be  interesting  and 
of  value  to  know  if  thin  sections  of  the  cement  at  different  periods 
of  solidification  would  not  show  what  is  taking  place.  The  tuffs  you 
sent  are  rhyolite  tuffs.  Your  article  states  you  use  equal  parts  of 
cement  and  tuffs,  but  the  analysis  of  the  Monolith  tuff  cement  shows 
a  proportion  of  about  one  part  tuff  to  three  parts  cement.  There  is  a 
discrepancy  in  these  analyses.  The  tuff  cement  has  more  water  than 
the  tuff  and  the  amount  of  alumina  is  not  larger  than  some  Portland 
cements  contain,  and  the  total  allows  nothing  for  alkalies  which 
must  be  present. 

"I  would  like  to  offer  a  suggestion  about  the  name  'Tufa  Cement 
which   you    use.      It    has    become    the    custom    with   petrologists    and 
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Mr         «>t'()l(>p:ist.K,  at  lonst  in  this  country,  to  use  thn  word  'tufa'  for  calcareous 
,ij.pinri>(t   deposits,    3111(1   'tulT'    for    volciinic   ash    rocks;   so    it   miplit    hv   hcttc^r    to 
(.•nil   tlu»  ('(Muent  a  'tutr-cciiicnt.' 

"Vou  arc  perfectly  wi'leome  to  make  use  of  anything'-  in  this  iett<3r 
ytni   may  find  of  assistance." 

W'itli  reference  to  Professor  Eakle's  comment  on  a  discrepancy  in 
tile  analyses,  it  sliould  he  rememhered  that  the  pulverized  tufa  is 
hleiuled  with  the  cement  at  the;  mills  in  ecpial  parts  hy  volume.  Tiie 
ratios  are:  00%  hy  weight  of  cement  to  40%  by  weight  of  tufa,  ap- 
proximately. The  mixture  for  this  sample,  the  analysis  of  which 
is  given  in  Table  2,  was  of  equal  parts  by  volume.  The  analyses,  of 
course,  show  percentages  by  weight.  According  to  the  writer's  com- 
putations, there  is  the  following  relation  between  the  analyses  given 
and  the  theoretical  quantities  which  should  occur: 

Silica.        Iron  and  alumiha.  Lime. 

Theoretical  quantities.  . .  .     41.1  10.87  38.19 

Analysis 35.34  11.89  41.05 

The  percentages  shown  in  these  different  analyses,  either  for  the 
cement  or  for  the  tufas,  will  vary  from  time  to  time,  and  cannot  be 
expected  to  check  absolutely.  The  quantity  of  silica  in  the  tufa  used 
in  this  blend  is  unusually  high. 

Mr.  O'Hara  also  quotes  from  the  U.  S.  Corps  of  Engineers,*  as 
follows : 

"Puzzolan  cement  never  becomes  extremely  hard  like  Portland,  but 
puzzolan  mortars  and  concretes  are  tougher  or  less  brittle  than  Port- 
land. *  *  *  It  is  unfit  for  use  when  subjected  to  mechanical 
wear,  attrition,  or  blows." 

In  order  to  test  the  tufa  cements  for  attrition,  twenty  pieces  of 
briquettes  of  tufa  cement  (50%  by  volume  being  tufa  and  50%  by 
volume  ]\[onolith  cement,  mixed  with  3  parts  of  standard  sand)  which 
had  attained  an  age  of  one  year,  were  revolved  in  the  small  laboratory 
ball  mill  with  flint  pebbles;  and  tw^enty  pieces  of  broken  straight 
cement  briquettes  which  had  been  tested  for  tension,  which  were  a 
year  old,  and  had  been  mixed  with  3  parts  of  standard  sand,  were 
treated  in  a  similar  manner.  The  tensile  strength  of  the  briquettes  of 
tufa  cement  was  about  the  same  as  those  of  straight  cement,  each  set 
having  averaged  more  than  400  lb.  The  briquettes  were  weighed  sepa- 
rately before  being  subjected  to  the  rattler  test,  and  were  weighed  at 
equal  intervals  of  time  as  the  test  proceeded.  The  briquettes  of  tufa 
cement  were  run  separately  from  those  of  straight  cement,  because  it 
was  difficult  to  distinguish  between  them  after  the  grinding  had  pro- 
ceeded for  some  time.     The  results  are  given  in  Table  22. 


*  Professional  Paper  No.  28.  p.  1779. 


DISCUSSION  ON"  TUFA  CEMENT 


581 


TABLE   22.— Attrition   Tests   of   Tufa   Cement   and   Straight       Mr. 
Cement  Briquettes  Made  with  3  Parts  of  Standard  Sand,    ^'pp*"^^^^''- 


20  minutes. 

10.85% 
7.660/0 


50  minutes. 
14.230/0 
13.9.S0/0 


2  hours. 

28.007% 
28.9% 


5  hours. 

48.130^ 
63.41% 


The  percentages  represent  the  loss  in  weight. 

This  test  indicates  that,  for  periods  up  to  50  min.,  the  tufa  briquettes 
stood  abrasion  better  than  those  of  straight  cement;  that,  for  the  2-hour 
run,  they  were  practically  the  same;  and  that  on  the  5-hour  run  the 
straight  cement  showed  a  superiority  of  about  30  per  cent.  It  has  been 
established  in  the  tensile  strength  tests,  that  the  tufa  is  slower  in 
hardening  than  the  straight  cement,  and  it  would  appear  that  the 
outer  portion  of  the  tufa  briquettes  had  attained  a  greater  hardness 
than  those  of  straight  cement,  but  that  the  interior  was  not  yet  as  hard. 
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With  Discussion  by  Messrs.  L.  J.  Le  Conte,  Charles  Worthington, 

Theodore  A.  Straub,  C.  W.  Hudson,  V.  R.  Covell, 

Henry  H.  Quimby,  and  A.  W.  Buel. 


Introduction. 

The  titles  of  half  a  score  of  papers  presented  to  this  Society  bear 
the  familiar  names  of  great  cantilever  bridges.  Of  such  bridges  in  the 
United  States,  five  exceed  the  Sewickley  Bridge  in  weight  of  steel  per 
linear  foot,  and  four  exceed  it  in  length  of  channel  span;  but  some 
details  and  erection  methods  used  in  this  bridge  are  thought  to  have 
sufficient  merit  and  novelty,  at  least  in  their  application,  to  justify  the 
hope  that  a  description  largely  confined  to  such  features  may  prove 
interesting. 

The  Sewickley  Bridge  has  a  channel  span  of  750  ft.  from  center 
to  center  of  towers.  This  is  exceeded  in  the  United  States  by  the 
Blackwells  Island  Bridge,  1 182  ft. ;  the  Wabash  Bridge  over  the 
Monongahela  at  Pittsburgh,  812  ft.;  the  Memphis  Bridge,  790  ft.,  and 
the  Beaver  Bridge,  769  ft.  The  Mingo  Bridge  and  the  Thebes  Bridge 
both  have  shorter  channel  spans,  700  ft.  and  671  ft.,  respectively. 

The  weight  of  steel,  including  the  buckle-plates  under  the  roadway 
floor,  is  3.48  tons  per  linear  foot  of  bridge.  This  is  about  70%  of  the 
weight  per  foot  of  the  Thebes  Bridge;  77%  of  that  of  the  Wabash 
Bridge  at  Pittsburgh,   and  more  than   99%   of  that  of  the  Memphis 

*  Presented  at  the  meeting  of  November  20th,  1912. 
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Bridge.  When  the  weight  of  the  concrete  foundation  and  block  pave- 
ment of  the  28-ft.  roadway  and  of  the  reinforced  concrete  sidewalk 
slabs,  5  ft.  7f  in.  wide  on  each  side,  is  added  to  that  of  the  steel,  it 
will  be  seen  that  the  ratio  of  dead  load  to  total  load  is  probably  greater 
than  in  any  other  cantilever  bridge  in  the  United  States,  with  the 
exception  of  the  Blackwells  Island  and  Beaver  Bridges. 

The  ratio  of  dead  to  total  loads  made  it  necessary  to  take  great  care 
in  providing  for  the  erection  stresses,  which  determined  the  sections  of 
an  unusually  large  number  of  both  truss  members  and  details.  The  con- 
nections of  the  floor  system  and  the  sub-panel  members,  as  required 
for  the  finished  bridge,  were  entirely  inadequate  to  take  the  traveler 
reactions  or  the  30-ton  locomotive  crane,  which  weighed  75  tons.  The 
main  panel  point  pins  were  practically  the  only  details  of  sufficient 
strength  to  take  the  traveler  reactions,  and  the  expense  and  difficulty 
of  increasing  other  members  and  details  to  carry  them  would  have  been 
very  great. 

The    illustrations    will    be   largely   relied    on   to   show   the   general 

dimensions,  stresses,  sections,  and  ordinary  details,  but  an  attempt  will 

be  made  to  present  a  few  points  of  interest  in  shop  plans,  by  which 

economies   in  weights   and  shop  costs  were   effected,   and  particularly 

some  details  and  provisions  for  erection  which  gave  very  satisfactory 

results. 

Historical. 

\ 
In  1894  a  movement  was  started  for  the  construction  of  a  bridge 

5ver  the  Ohio  River  between  the  Boroughs  of  Sewickley  and  Coraopolis. 
Ilfotwithstanding  the  fact  that  there  was  then  no  highway  bridge  over 
|:he  river  above  Wheeling,  100  miles  from  Pittsburgh,  the  Board  of 
j^iewers  reported  that  the  probable  traffic  did  not  then  justify  the 
expenditure. 

The  movement  was  renewed  in  November,  1906,  by  a  petition  from 
he  inhabitants  of  the  sections  concerned,  resulting  in  an  investigation 
'y  a  new  Board  of  Viewers.  This  Board  reported  to  the  Court  that 
here  should  be  a  bridge  at  this  point,  but  that  the  cost  would  be 
ireater  than  it  was  reasonable  for  Sewickley  Borough  and  Moon  Town- 
hip  to  bear.  The  approval  of  this  report  by  the  Court  and  Grand  Jury 
ave  authority  to  the  County  Commissioners  to  construct  the  bridg'e,  if, 
ii  their  opinion,  it  seemed  expedient.  The  Commissioners  then  ordered 
le  construction  of  the  bridge,  on  April  10th,  1908,  and  appropriated 
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funds  for  the  work  (luring  the  following  year.     The  principal  considera- 
tions which  resulted  in  this  action  were: 

First. — That  there  was  no  highway  hridge  over  the  Ohio  River 
above  Kochester,  which  is  25  miles  below  Pittsburgh. 

Second. — That  Sewickley  is  approximately  midway  between 
Kochester  and  "The  Point"  (at  the  junction  of  the  Allegheny 
and  Monongahela  Rivers)  where  both  streams  are  spanned  by 
bridges. 

Third. — That  Sewickley  and  Coraopolis  are  the  largest  towns  on 
the  Ohio  River  in  Allegheny  County. 

Fourth. — That  the  bridge  would  be  a  connecting  link  between  road 
systems  on  each  side  of  the  river,  comprising  many  miles  o 
improved  roads.     At  the  present  time  there  are  30  miles  of" 
improved  country  roads  on   the  north  side  of  the  river  and 
40  miles  of  such  roads  on  the  south  side,  tributary  to   this 
bridge. 

Following  the  authorization  by  the  County  Commissioners,  surveys 

were  made  and  contract  plans  and  specifications  prepared  under  the 

direction  of  Mr.  J.  G.  Chalfant,  County  Engineer.    The  contract  plans 

comprise  27  sheets,  showing  general  details  and  arrangements  of  all 

parts  of  the  substructure  and  superstructure.     The  sheets  showing  the 

substructure  were,  practically,  final  details.     The  sheets  showing  the 

general  details  of  the  superstructure  were  generally  to  a  scale  of  |  in. 

to  the  foot.  o 

Surveys. 

The  preliminary  surveys  were  made  during  the  spring  and  summer 
of  1906,  and  were  sufiScient  to  fix  accurately  the  length  of  the  spans 
and  locate  the  piers  and  abutments,  together  with  the  grades  on  the 
approaches  and  over  the  bridge.  The  center  line  was  monumented  on 
both  sides  of  the  river  during  June,  1909,  and  a  triangulation  system 
was  laid  out.  That  this  part  of  the  work  was  done  with  a  high  degree 
of  skill  and  accuracy  was  proven  by  the  satisfactory  way  in  which  all 
parts  of  the  work  came  together  in  the  field ;  and  it  refiects  great  credit 
on  the  County  Engineer  and  his  assistants.  The  triangles  closed  with 
errors  of  one  part  in  77  000  to  one  part  in  192  000,  and  to  within  one  or 
two  seconds  of  arc.  The  Bridge  Company  checked  the  channel  span  by 
direct  measurement  before  erecting  the  south  half  of  the  suspended 
span,  and  found  it  to  be  correct. 
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Contract  Plans. 

Outline. — Plate  XII  is  a  skeleton  elevation  of  the  structure, 
with  dimensions  and  elevations,  prepared  in  the  County  Engineer's 
office.  These  dimensions  were  strictly  adhered  to  in  the  construction. 
The  length  of  the  channel  span,  the  direction  of  the  axis  of  the  bridge 
in  relation  to  the  current  at  low  stage,  and  the  clearance  above  high 
water,  were  practically  fixed  by  the  regulations  of  the  Federal  Govern- 
ment. The  outline  and  many  of  the  general  details  of  the  trusses, 
shown  on  the  contract  plans,  were  similar  to  those  of  the  Wabash 
Bridge,  mentioned  previously ;  but,  in  the  latter,  the  main  towers  on  the 
cantilever  piers  are  made  up  with  two  columns  in  each  truss,  connected 
by  horizontal  bracing  in  the  plane  of  the  truss,  without  diagonals; 
wliereas,  in  the  Sewickley  Bridge,  these  towers  have  only  one  column 
in  each  truss. 
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HALF  CROSS-SECTION  THROUGH  FLOOR  AT    PANEL  POINT -Lc 
this  section  is  typical.except  for  sidewalk  fascias  and  stringers 
Fig.  2. 

Floor  System. — The  floor  system  of  the  Sewickley  Bridge  was  neces- 
sarily very  different  from  that  of  the  Wabash  Bridge,  as  the  latter  is  a 
double-track  railroad  structure,  whereas  the  Sewickley  Bridge  is  a  high- 
way structure,  carrying  a  28-ft.  roadway  with  two  electric  car  tracks 
and  two  6-ft.  sidewalks  on  brackets  outside  of  the  trusses.  The  trusses 
are  32  ft.  from  center  to  center.  The  roadway  floor  consists  of  a  4-in. 
wood  block  pavement  on  1^  in.  of  sand,  with  concrete  filling,  averaging 
about  3  in.  thick,  over  the  |-in.  buckle-plates,  which  were  placed  with 
buckles  down,  and  supported  by  stringers.  The  sidewalks  are  rein- 
forced concrete  slabs,  with  an  average  thickness  of  about  5  in.,  sup- 
ported on  two  lines  of  stringers.  Fig.  2  is  a  cross-section  of  half  of  the 
roadway  and  sidewalk. 
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J  lie  substructure  roinpriscs  (wo  ;il>ulni<'Mts  willi  vvin^-wallK,  four 
pairs  of  jUMlestals,  two  on  each  side,  supporting  tlie  ai)j)roaeh  spans,  the 
two  anchor  piers,  and  two  cantilever  piers.  'J'he  foundations  of  the 
South  Anchor  Pier,  No.  1,  ajid  of  tlie  two  Cantilever  Piers,  Nos.  2  and  3, 
were  carried  to  rock,  which  was  found  at  elevations  of  from  30  to  35  ft. 
helow  ''Full-Pool''  water  level.  The  work  was  done  with  coffer-danns, 
without  unusual  difficulties.  The  North  Anchor  Pier,  No.  4,  was 
founded  on  a  very  dense  clay  and  gravel  formation  at  Elevation  706.4 
(about  20  ft.  below  ''Full-Pool"   level). 

All  piers  were  faced  with  sandstone  and  backed  with  1:3:5  gravel 
concrete.  The  stone  for  Piers  Nos.  1,  2,  and  4  came  from  Wampum, 
Pa.,  and  for  the  others  from  Morgantown,  W.  Va. 

Granite  bridge  seats,  8  by  11  by  3  ft.,  were  provided  for  the  shoes 
of  the  canfilever  towers  to  rest  on,  each  bridge  seat  consisting  of  two 
stones,  4  by  11  by  3  ft.,  joined  on  the  center  line  of  the  truss. 

Fig.  3  and  Plate  XIII  show  the  arrangement  of  the  anchorage  in 
Piers  1  and  4.  The  steel  flanges  of  the  double  lattice  girders  were 
designed  to  take  all  the  possible  stresses,  but  the  steel  web  members 
were  proportioned  for  only  half  of  the  shear,  reliance  being  placed  on 
the  concrete  for  about  50%  of  all  the  shearing  stresses. 

The  appearance  of  the  masonry  in  the  piers  is  excellent,  and, 
during  a  period  of  9  months,  the  piers  had  settled  uniformly  about 
I  in.  Mr.  Chalfant.  his  assistants,  and  the  contractor  for  the  sub- 
structure, deserve  full  credit  for  this  part  of  the  work. 

Loading. 

Dead  Loads. — The  dead  loads  consist  of  the  weight  of  the  structure 
itself,  including  that  of  the  floor  system,  of  any  special  features  peculiar 
to  the  structure,  and  of  the  street-car  rails. 

For  the  contract  plans,  the  dead  load  was  assumed  to  be  concentrated 
with  two-thirds  on  the  loaded  chord  and  one-third  on  the  unloaded 
chord.  In  the  final  computations,  made  by  the  Bridge  Company,  the 
actual  concentrations  were  computed  and  used. 

Live  Loads. — 

(A)  Floor  System, 
(a)  A  uniform  load  of  100  lb.  per  sq.  ft.   of  clear  roadway  and 
footwalk. 
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(h)  A  15-ton  roail  roller  urraiiged  a.s  follows:  G  tons  on  the  for- 
ward axle  and  9  tons  on  the  rear  axle;  axles  11  ft.  apart, 
rollers  20  in.  wide,  the  two  on  the  forward  axle  being  placed 
2i  ft.  from  center  to  center,  and  the  two  on  the  rear  axle,  G  ft. 
from  center  to  center. 

(c)  A  wagon  load  of  10  000  lb.  on  two  axles,  8  ft.  apart,  wheels 
5-ft.  gauge. 

(d)  Two  50-ton  street  cars,  as  in  Fig.  4. 
(B)   Trusses. 

Suspended,    cantilever,    and    anchor   spans,    1 600    lb.    per   lin.    ft. 

of  truss. 
Approach  spans,  2  000  lb.  per  lin.  ft,  of  truss. 
A  wind  pressure  of  35  lb.  per  sq.  ft.  of  exposed  vertical  surface  on 

both  trusses,  the  structure  being  considered  as  unloaded. 

The  maximum  stress  due  to  wind  added  to  the  maximum  stress  due 
to  live  and  dead  loads  was  not  permitted  to  exceed  20  000  lb.  per  sq.  in., 
reduced  by  compression  formulas  for  struts. 

•°5  £       n  52  -^5 
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Fig.  4. 

Unit  Stresses. 
(Medium  Steel.) 
The  different  parts  of  the  structure  were  proportioned  so  that  the 
maximum  stress,  in  pounds  per  square  inch  of  section,  did  not,  in  any 
case,  exceed  the  following : 

Tension. —  Dead  loads.  Live  loads. 

Net  sections  of  shapes  in  bottom  chords, 
main  diagonals,  and  other  parts  not 
enumerated,    forged   eye-bars,    main 

diagonals,  and  counters 24  000  12  000 

Extreme  fibers  of  rolled  sections  used  as 
stringers  and  floor-beams,  or  flanges 
of  plate  girders  when  used  as  such. .      12  000  12  000 
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Dead  load.  Live  load. 

Net  sections  of  shapes  or  eye-bars  in  sus- 
penders, hip  verticals,  hanger  yokes, 
or  other  members  subject  to  sudden 
loading    20  000  8  000 

(Jompression. —  r^    ^ ,    ^  t  •     ,    ^ 

^  Dead  loads.  Live  loads. 

I  I 

Chord  members 24  000  —  80  -       12  000  —  40  - 

Intermediate  and  end  posts 
of  through  and  deck 
trusses,  and  columns  in 

trestle  bents 20  000  —  90  -      10  000  —  45  - 

r  r 

I 
Laterals  and  rigid  bracing.. . .     13  000  —  60  — 

I  =  length  of  the  member,  in  inches. 

r  =  least  radius  of  gyration  of  the  section,  in  inches. 

No  compression  members  have  a  length  greater  than  120  times 
their  least  radius  of  gyration  in  the  direction  of  possible  flexure,  except 
for  the  struts  in  the  wind-bracing  systems,  which  were  limited  to  150 
times  their  least  radius  of  gyration  in  the  direction  of  possible  flexure. 

Bending. — 
On  extreme  fibers  of  pins  closely  packed 25  000 

Bearing. — 

On  pins 22  000 

On  shop    rivets 20  000 

On  expansion  rollers,  per  linear  inch  (where  D  =  diam- 
eter of  roller,  in  inches) 500D 

On  bridge-seat  masonry — sandstone 500 

On  bridge-seat  masonry — granite 1  000 

Shearing. — 

,,       On  pins  and  shop  rivets 10  000 

On  webs  of  plate  girders  used  as  stringers  and  floor-beams.    5  000 

The  unit  stresses  on  the  shop  rivets  of  the  floor  system  and  their 
connections  did  not  exceed  80%  of  the  foregoing  for  all  kinds  of  stress. 
This  applies  also  to  the  field  rivets  in  the  main  girders  and  trusses. 
The  unit  stresses  on  all  the  field  rivets  of  the  floor  system  and  bolts  did 
not  exceed  two-thirds  of  the  foregoing  for  all  kinds  of  stress.     The  unit 


59;J  Till-:   SKWKJKLEY    CANTILIOVKR  BKllXJE 

stresses  on  (lie  rivcMs  in  tin  hilcral  and  sway-bracing  were  increased  by 
40%  of  the  foregoing  for  all  kinds  of  stress. 

The  other  sections  of  the  specifications  conformed  to  the  best  practice 
for  steel  bridgework,  requiring  sub-punching  and  reaming,  and  all 
details  of  vvorkmajishii)  were  of  the  highest  grade. 

The  contracts  were  awarded  about  July  1st,  1909,  to  the  Fort  Pitt 
Bridge  Works,  of  Pittsburgh,  Pa.,  for  the  superstructure,  and  to  Adam 
Laidlaw  and  (company,  for  the  substructure.  The  contractor  lor  the 
superstructure  will  hereinafter  be  referred  to  as  the  "Bridge  Company." 
Ground  was  broken  on  July  21st,  and  actual  work  was  started  on  the 
following  day. 

PiniMMiNARY  Work  of  thk  Bridge  Company. 

The  Bridge  Company  concluded  to  have  the  engineering  work, 
including  the  most  important  of  the  detailed  plans,  executed  by  a 
specially  selected  squad  of  their  own  engineers  and  draftsmen,  who 
would  devote  their  entire  attention  to  this  particular  job,  under  the 
supervision  of  the  writer,  who  was  specially  employed  for  this  work,  and 
afterward  retained  as  Consulting  Engineer  during  erection.  Before 
this  squad  could  be  gotten  together,  some  progress  was  made  by  the 
regular  engineering  force  of  the  Bridge  Company,  which  took  up  the 
work  immediately.  They  first  proceeded  with  a  careful  revision  of  the 
estimated  weights  and  dead  loads,  and  then  made  graphical  check 
analyses  of  the  stresses.    At  this  point  the  special  squad  took  charge. 

Checking  and  Ekvising  Computations  and  Sections. 

From  the  results  of  the  graphical  check  analyses  and  other  considera- 
tions it  seemed  that  the  weight  of  that  part  of  the  anchor  piers  directly 
over  the  anchorage  might  possibly  not  have  a  sufficient  margin  of 
safety,  and,  if  the  greater  part  of  the  mass  of  masonry  above  the 
elevation  of  the  anchorage  could  be  made  absolutely  effective,  there 
would  be  a  considerable  excess.  As  some  progress  had  already  been 
made  on  one  of  the  anchor  piers,  any  change  in  the  anchorage  had  to  be 
decided  on  immediately,  or  serious  delay  would  result.  It  was  sug- 
gested, therefore,  that  heavy  lattice  girders,  extending  nearly  the  entire 
length  of  the  pier,  should  be  embedded  in  the  concrete  so  as  to  bring  j 
practically  the  entire  weight  of  the  superimposed  masonry  into  positive  i 
action   to   resist   the   uplift.      This   suggestion    was   adopted,   with   the 
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incidental  advantage  of  reinforcing  the  piers  so  that  no  danger  of  cracks 
need  be  apprehended. 

The  next  step  was  to  check  and  review  thoroughly  the  dead-load 
determinations  and  compute  the  actual  concentrations  at  each  main  and 
sub-panel  point  (at  each  point  of  intersection). 

Then  tables  of  stress  coefficients,  giving  the  stress  in  each  member 
for  a  unit  load  at  each  and  every  point,  were  prepared  and  carefully 
checked.  With  the  tables  of  stress  coefficients  and  the  revised  dead- 
load  concentrations,  the  stresses  in  each  member  for  the  loads  at  each 
point  were  computed  and  tabulated.  These  tables  were  arranged  so  that 
the  maximum  stresses  were  readily  determined  by  taking  summations 
between  limits,  which  the  tables  indicated  clearly  by  the  plus  and 
minus  signs. 

The  stresses  due  to  wind  were  then  computed  and  tabulated,  the 
wind  load  at  each  panel  being  based  on  an  accurate  estimate  of  the 
exposed  areas.  The  wind  shear  from  the  top  chord  was  assumed  to  go 
down  to  the  lower  chord  in  the  planes,  U^^  to  L^^,  U^^  to  L^^,  U^^  and 
U^  to  L^Q,  and  U^  to  L^,  only  two  panels  of  wind  load  being  considered 
as  going  down  the  tower,  U^q-L^^. 

The  final  results  of  this  work  proved  the  accuracy  of  the  stress 
computations  on  which  the  contract  plans  were  based,  but  indicated  the 
advisability  of  making  a  few  changes,  and  theee  were  authorized  subse- 
quently by  the  County  Engineer. 

Top  Chord  of  the  Anchor  Arm. — The  sections  and  make-up  of  the 
end  posts  and  top  chords  of  the  anchor  arm  called  for  by  the  contract 
plans,  from  L^  to  U^,  consisted  of  eye-bars  (proportioned  for  the  princi- 
pal tensile  stresses),  packed  inside  and  outside  of  a  very  light  riveted 
member  which  latter  consisted  of  two  28-in.  built  channels,  latticed  top 
and  bottom.  These  riveted  members,  while  probably  sufficient  for  the 
slight  compression  to  which  they  might  be  subjected  in  the  end  post,  L^- 
V .^,  under  certain  conditions  of  loading  in  the  finished  bridge,  were  en- 
tirely inadequate  for  the  erection  loads,  should  it  become  desirable  or 
necessary  to  swing  the  anchor  arm  before  the  cantilever  arm  was  erected. 
The  Bridge  Company  considered  it  very  important  to  provide  for  swing- 
\  itig  the  anchor  arm  at  this  stage  of  the  work.  It  is  also  difficult  to 
'  pack  eye-bars  in  the  same  member  with  a  riveted  chord  so  that  all  will 
i  work  in  unison.  On  presentation  of  these  considerations,  the  County 
'  Engineer   approved    the    change    submitted    by   the   Bridge    Company, 
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whereby  tl»e  end  posts  and  top  chords  of  the  anchor  arms,  from  L^  as 
fur  as  U ^y  were  made  entirely  of  riveted  tension  members  desig^ned  to 
carry  compression  during  erection  and,  in  the  finished  bridge,  where 
the  stresses  reverse  toward  the  end  of  the  anchor  arm.  Some  details  of 
these  members  will  be  described  later. 

Lower  Chord  Sections. — Some  increase  in  the  lower  chord  sections 
between  L^  and  L^^  being  indicated  as  advisable,  in  the  light  of  the 
revised  computations  of  stresses  due  to  dead,  wind,  and  erection  loads, 
and  as  an  increase  in  depth  of  the  28-in.  webs  would  have  involved 
considerable  difficulty  and  delay  at  that  time,  these  members  were 
changed  from  two  built  channels  (with  four  6  by  6-in.  angles)  to  two 
built  I-sections  (with  eight  6  by  6-in.  angles).  This  reduced  the  un- 
supported length  of  the  top  and  bottom  lattice  bars,  so  that  flats  could 
be  used  instead  of  channels  or  angles. 

The  foregoing  changes,  together  with  some  in  minor  members  and 
details,  required  an  entire  revision  of  the  dead-load  concentrations. 
This  work  was  expedited  and  facilitated  greatly  by  the  tables  of  stress 
coefficients.  It  was  possible  for  two  men  to  make  and  check  an  entire 
set  of  revised  dead-load  stresses  for  the  anchor  and  cantilever  arms  in 
two  or  three  days.  As  this  had  to  be  done  several  times,  these  tables 
saved  more  than  their  cost,  in  the  work  of  computing  stresses  alone, 
even  if  their  great  value  in  calculating  deflections  be  neglected.  They 
not  only  saved  time,  but  made  it  possible  to  utilize  junior  and  clerical 
assistants  for  a  considerable  part  of  the  work^  which  was  almost  entirely 
reduced  to  the  simple  mechanical  operations  of  slide-rule  multiplica- 
tions and  summations  by  adding  machines. 

The  final  stresses  and  sections  are  shown  on  Plate  XIV,   for  the 

anchor  and  cantilever  arms,  and  by  Fig.  5,  for  the  suspended  span.    The 

latter  are  practically  identical  with  those  shown  on  the  contract  plans, 

no  material  changes  having  been  made,  except  in  the  diagonals,  U^^, 

M,3,  and  L^^.     The  dead  and  erection  loading  for  each  panel  is  shown 

in  Table  1.  ^^         t^ 

Shop  Details. 

The  revised  stresses  and  sections  having  been  approved  by  the 
County  Engineer,  the  preparation  of  shop  details  and  mill  order  bills 
was  commenced.  Each  member  and  each  main  and  sub-panel  point 
was  laid  out  to  a  scale  of  li  in.  to  the  foot,  beginning  with  the  chords 
of  the  anchor  arm  and  following  with  all  the  other  members  throughout 
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the  strucluic,  jii)i»i(i.\iiii;itc'l.v  in  the  order  in  whicli  they  would  be 
required  in  erection.  Considerahle  pains  were  taken  to  treat  each 
detail,  however  small,  on  its  own  merits,  applying  economic  principles 
of  design  and  shop  practice  as  far  as  possible,  but  never  losing  sight  of 
the  risks  and  costs  involved  in  the  problems  of  erection. 


TABLE  1. — Dkau  and  Erection  Panel  Loads. 


•  • 

Dead. 

Panel  points. 

Erection 

(steel  only). 

Total. 

Top  (steel). 

0 

55.78 

40.16 

1 

93.20 

61.95 

2 

107.14 

33.49 

75.91 

8 

94.15 

14.24 

62.91 

4 

112.27 

85.98 

81.02 

5 

\OS.-60 

17.60 

72.07 

6 

1.51.37 

45.15 

112.32 

7 

173.12 

30.83 

126.25 

8 

193.33 

51.99 

146.46 

9 

197.99 

30.62 

151.12 

10 

391.55 

193.90 

344.68 

11 

193.28 

29.83 

146.41 

12 

184.05 

46.75 

137.18 

13 

161.22 

17.43 

114.35 

14 

138.03 

27.73 

98.98 

15 

108. .33 

13.51 

77.09 

16 

117.92 

22.. 34 

86.68 

17  to  23,  inc. 

611.19 

17 

72.91 

18 

67.65 

19 

56.81 

20 

65.17 

21 

58.87 

22 

60.08 

23 



54.27 

Live  load  =      1  600  lb.  per  lin.  ft.  of  truss. 
Traveler   =    72  500atL^i. 

"  =  145  000  at  [/"lo  to  U221  at  last  panel  point  erected  to  give  maximum  stress. 

Service  track  and  loaded!  ruck  on  anchor  arm  during  erection  =  100  000  lb.  at  any  one 
panel  point  of  truss. 

Some  difficulty  was  encountered  in  packing  the  members  on  the  top 
chord  pins  of  the  anchor  arm,  due  to  the  rather  scant  room  provided 
by  the  contract  plans,  and  also  to  some  increase  in  thickness  caused  by 
the  revisions  already  mentioned.  Anj  increase  in  the  width  of  the 
main  truss  members  would  have  involved  changes  in  practically  every 
member  in  the  bridge,  together  with  a  considerable  increase  in  weight, 
and  delay  in  completing  the  w^ork.  The  built  members  forming  the  end 
post  and  top  chord  of  the  anchor  arm,  principally  subject  to  tensile 
stresses,  were  worked  out  to  pack  as  follows : 

The  lower  end  of  the  end  post  was  designed  with  forks  engaging 
the  pin,  L^,  between  the  webs  of  the  lower  chord  and  the  rocker,  the  in- 
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to-in  and  out-to-out  dimensions  of  the  chord  and  rocker,  respectively, 
being  retained  as  shown  on  the  contract  plans.  This  fixed  the  dimension, 
in  to  in,  of  webs  of  the  end  post,  and  determined  the  dimension,  in  to 
in,  of  pin-pla.tes  for  this  member  at  V^.  This  figure  was  adopted  for 
the  dimension,  in  to  in,  of  pin-plates,  for  both  ends  of  the  top  chord 
sections,  U^-U^  and  U^-U^.  The  dimensions,  out  to  out,  of  pin-plates 
at  both  ends  of  U^-U.  and  U„-U^,  were  then  fixed  at  i  in.  less  than  the 
in-to-in  dimensions  of  pin-plates  on  the  adjoining  members,  thus  giving 
i  in.  total  clearance  for  packing.  It  will  be  seen  that  this  arrangement 
resulted  in  the  end  post  and  two  top  chord  members  being  wide  and  the 
other  two  intermediate  top  chord  members  being  narrow;  also,  the 
dimension,  back  to  back  of  webs,  was  variable,  due  to  the  variation  in 
the  thickness  of  the  pin-plates  required.  In  order  to  minimize  the 
appearance  of  this  difference  in  the  width  of  the  top  chord  members, 
those  that  packed  outside  were  built  up  with  6  by  6-in.  angles,  whereas 
those  that  packed  inside,  and  were  consequently  narrow,  were  built  up 
with  6  by  8-in.  angles,  the  6-in.  leg  being  always  against  the  web. 

The  rivet  spacing  in  the  webs  and  pin-plates  of  these  five  members 
was  worked  out  so  as  to  keep  the  net  section,  through  and  back  of  the 
pin-holes,  as  large  as  possible  and  to  give  similar  spacing  in  all  pin- 
plates.  The  spacing  through  the  body  of  the  members  is  6  in.,  alternat- 
iing  with  a  fractional  space  between  the  6-in.  spacing  and  the  closer 
jpin-plate  spacing.  Plate  XV  shows  the  upper  chord,  Uq-U^,  which  is 
(typical. 

All   the  lattice  bars,  top   and  bottom,  were  made   in   two  lengths, 

>vithout   any   special  bars.     This  result  was   obtained  by  varying  the 

)itch  slightly  to  compensate  for  the  difference  in  dimensions  between 

puge  lines,  and  by  varying  the  length  of  the  end  tie-plates.     This  plan 

ivas  followed  throughout  the  work,  an  effort  being  made  to  keep  the 

lattice  bars  of  the  same  length  for  all  similar  members,  and  to  avoid 

"pecial  bars.     Tables  showing  the  items  of  the  lattice  bars  were  then 

nade,  with  sufiicient  data  for  the  shop  to  prepare  all  the  bars,  ready  for 

ssembling.     This  was  an  appreciable  advantage,  not  only  in  preparing 

jlie  bars,  but  in  assembling,   as  the  shop  plans  designated  the  lattice 

ars  for  each  member  by  their  item  numbers  as  given  in  the  tables. 

Co/mher  and  Finished  Lengths  of  Truss  Members. — It  was  desired 
P  camber  the  bridge  so  that,  under  full  dead  and  live  loads,  it  would 
'ome  to  the  exact  position  and  elevations  shown  by  the  contract  dia- 
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gram,  Plate  Xll,  which  gives  the  "geometric  lengths"  of  all  mem- 
bers. The  geometric  lengths  were  corrected  by  an  amount  equal  to  the 
change  of  length  of  the  member  under  full  load,  increa.sing  the 
geometric  length  of  compression  members  and  shortening  that  of  tension 
members.  The  changes  of  length  due  to  full  load  were  computed  for 
each  member  with  the  table  of  stress  coefficients,  which  are  the  values 

pul 
of^the  ratio,  «,  in  the  formula, — —.      A  table  was  then  prc'})arc'(l  sliow- 

ing  the  geometric  lengths,  the  increase  or  decrease  for  camber,  and  the 
finished  length  of  each  member,  both  in  feet  and  decimals  and  in  feet 
and  inches,  and  the  finished  lengths  for  the  stringers,  which,  being 
shorter  than  the  finished  lengths  of  the  lower  chord  members,  were  not 
riveted  to  the  floor-beams  until  after  the  lower  chords  were  under  a  con- 
siderable compressive  stress.  For  erection  purposes,  and  to  carry  the 
locomotive  crane  in  setting  the  falsework  bents  and  floor  members,  the 
stringers  were  supported  on  shelf-angles  with  stiffeners  proportioned 
for  the  erection  loads.  This  table,  having  been  made  and  checked 
carefully,  assisted  materially  in  avoiding  errors  in  the  preparation  of 
the  detailed  plans. 

Provision  for  Adjustment  at  the  Anchorage. — The  lower  anchor-bars, 
up  to  the  first  pin  below  the  top  of  the  masonry,  were  embedded  in  the 
concrete,  but  above  this  pin  an  open  well  was  left  to  permit  of  some 
lateral  movement  and  adjustment.  After  the  erection  was  completed, 
it  was  planned  to  fill  the  well  with  concrete  through  a  hole  left  for  the 
purpose  in  the  top  of  the  pier,  completely  embedding  the  anchor-bars. 
The  rocker  links  connecting  the  pin,  L^,  in  the  bottom  chord  with  the 
pin  in  the  upper  end  of  the  anchor-bars  were  not  bored  until  after  the 
anchor-bars  were  in  place.  Elevations  were  then  carefully  taken  on 
the  upper  pin-holes  in  the  bars,  and  the  rockers  were  bored  to  such 
lengths  as  were  required  to  compensate  for  errors  in  setting  thi 
anchorages.    The  actual  variations  were  small  fractions  of  an  inch. 

The  9|-in.  pin,  engaging  the  upper  end  of  the  anchor-bars  and  ihs 
lower  end  of  the  rocker,  was  made  with  a  reduced  diameter  of  7|  in 
at  each  end  where  it  passed  through  the  webs  of  the  shoe.  The  pin-hol« 
in  the  shoe  was  bored  to  a  diameter  of  10 gV  in.  There  was  then  inserter' 
at  each  end  of  the  pin,  and  engaging  the  webs  of  the  shoe,  flange* 
bushings,  bored  with  ^  in.  of  eccentricity.  As  the  maximum  erection  ■ 
uplift,  with  the  traveler  near  the  center  of  the  suspended  span,  wal 
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nearly  equal  to  the  maximum  uplift  for  the  finished  bridge,  with  live 
load  covering  the  cantilever  arms  and  suspended  span  only,  the  eccen- 
trics vt^ere  adjusted  and  tap-bolted  to  the  webs  of  the  shoes  when  the 
traveler  was  at  its  extreme  position.  This  adjustment  proved  to  be 
efficient  as  well  as  extremely  simple  and  inexpensive.  It  was  well 
adapted  for  the  conditions  in  this  case,  but  would  probably  not  be 
available  in  others. 

Lower  Chords. — In  detailing  the  lower  chords,  an  effort  was  made, 
with  considerable  success,  to  use  a  standard  rivet  spacing  throughout, 
notwithstanding  the  variable  panel  lengths  and  camber  increments. 
Plates  XVI  and  XVII  show  the  bottom  chord  members,  L^-L^^  and 
Lq-L^.  As  may  be  seen,  the  rivet  spacing,  for  a  distance  of  7  ft. 
3  in.  on  each  side  of  the  main  panel  points  and  15  in.  and  a  fraction 
on  each  side  of  the  sub-panel  points,  is  fairly  close,  with  thirty-three 
alternate  spaces  of  6  in.  in  the  25-ft.  panels.  (In  the  37  ft.  6-in.  panels 
there  are  fifty-seven  alternate  spaces  of  6  in.)  The  twelve  alternate 
spaces  of  4^  in.  on  each  side  of  the  main  panel  points  provided  for 
all  the  lower  chord  splices  in  the  cantilever  and  anchor  arms  except  two. 

The  splices  in  the  lower  chord  were  designed  for  about  50%  of  the 
strength  of  the  members,  and  consequently  increased  in  length  toward 
the  cantilever  pier,  L^^.  The  rivet  spacing  in  the  splices  was  1^  in., 
alternating,  which  interspaced  in  the  4i-in.  alternate  spacing  without 
changing  the  stagger.  This  permitted  a  considerable  similarity  in  the 
rivet  spacing  of  the  different  chord  members  without  carrying  the 
1^-in.  spaces  beyond  the  required  length  of  the  splice-plates  at  any 
point,  and  made  the  spacing  similar  in  all  splice-  and  pin-plates.  As 
the  bottom  chords  were  parallel  with  the  grade  of  the  roadway,  and  the 
intermediate  posts  and  hangers  were  vertical,  the  riveted  connections 
at  the  sub-panel  points  had  a  bevel  equal  to  the  grade,  requiring  an 
odd  space  on  each  side  of  the  sub-panel  points.  This  space  was  also 
made  to  serve  the  purpose  of  taking  up  the  variation  in  length  of  the 
member  due  to  the  camber  increment  and  to  the  angle  between  the  axis 
of  the  member  and  a  horizontal  line,  thus  concentrating  all  the  frac- 
tional spacing  at  one  point. 

Lower  Chord  Lattice. — The  contract  plans  required  the  lower  chords 
to  have  a  double  lattice,  at  top  and  bottom,  made  of  6-in.  channels,  at 
lOi  lb.  per  ft.,  for  the  anchor  and  cantilever  arms,  and  of  5-in. 
channels,  at  6^  lb.  per  ft.,  for  the  suspended  span.     This  was  changed 
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to  5  by  i-in.  fl;il  hjirs  in  the  lower  cliord  .sections  between  L^  and  L,^, 
due  to  tiie  change  troni  tour  lo  eiglit  angles  in  the  main  chord  nectione, 
as  has  been  mentioned.  In  developing  tlie  details,  it  was  found  that  tiie 
5-in.  channel  was  not  wide  enough  to  accommodate  a  sufficient  number 
of  rivets,  and  it  was  also  considered  that  the  metal  of  the  webs  was 
entirely  too  thin.  The  effort  to  find  a  satisfactory  substitute,  without 
increasing  the  weight,  resulted  in  the  use  of  single  angles  flattened  at 
the  ends  where  they  connected  with  the  main  member  and  at  the  center 
where  they  crossed  each  other.  Experiments  showed  that,  when  the  ends 
were  flattened  out,  the  center  of  gravity  of  the  angles  was  in  the  plane 
of  the  under  side  of  the  flattened  portion. 

Four  full-sized  comparative  compression  test  pieces  were  then  fabri- 
cated and  tested.  A  3^  by  3^  by  fV'ii*-  angle  was  compared  with  a 
6-in.,  10^-lb.  channel,  and  a  3  by  3  byy^^-in.  angle  was  compared  with  a 
5-in.,  ()i-lb.  channel,  the  former  intended  for  the  anchor  and  cantilever 
arms  and  the  latter  for  the  suspended  span.  These  test  pieces  were 
made  of  the  exact  length,  from  center  to  center  of  inside  rivets,  that  the 
lattice  bars  would  have  in  the  finished  bridge,  and  were  riveted  to  shoes 
adapted  to  bear  on  the  plattens  of  the  testing  machine,  so  as  to  bring 
the  compressive  stress  on  the  test  piece  in  the  same  line,  as  nearly  as 
possible,  as  would  occur  in  the  work.  Of  course,  these  tests  did  not 
represent  the  conditions  of  stress  to  which  lattice  bars  would  be  sub- 
jected in  a  member  of  the  bridge,  but  they  furnished  comparative  tests, 
as  nearly  as  it  w^as  practical  to  make  them.  An  excess  of  rivets  was 
used  in  the  connections,  because  the  object  was  to  test  the  sections  and 
not  the  riveted  connections.      Table  2  gives  the  results  of  these  tests. 

TABLE  2. — Results  of  Tests  of  Channels  and  Angles. 


6-in.,  10-lb.  channel 

m  by  3^  by  5/16-in.  angle 

5-in.,  6J^-lb.  channel 

3  by  3  by  5/16-in.  angrle 


Ultimatk  Strength, 


Total. 


Computed,* 
in  pounds. 


53  600 
47  im 

32  200 

38  700 


Actual, 
in  pounds. 


55  500 
47  050 

30  450 
46  070 


Per  square 

inch,  actual. 

in  pounds. 


17  950 
22  820 

15  620 
25  870 


*  These  were  computed   by  Tetmajer's  formula  for  the  ultimate  strength  of  small 
columns,  as  given  by  C.  C.  Schneider,  Past-PresideDt,  Am.  Soc.  C.  E.,  in  his  report  on 

the  Quebec  Bridge,/  =  44  100  —  162   -,  modified  by  the  calcidated  effect  of  eccentricity 


of  connections. 


I 
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These  tests  indicate  an  efticiency  for  the  angles  of  from  30  to  50% 
greater  than  for  the  channels,  and  the  computations  show  that  this  is 
due  to  the  very  small  eccentricity  of  the  angle  connections. 

The  deflections  were  recorded  and  the  load  removed  with  each  incre- 
ment of  5  000  lb.  up  to  30  000  lb.,  at  which  point  the  6-in.  channel 
showed  a  permanent  set,  whereas  the  3i-in.  angle  did  not.  At  40  000  lb. 
the  G-in.  channel  showed  a  ilexure  25%  greater  than  the  3^-in.  angle. 
The  permanent  set  of  the  5-in.  channel  and  the  3-in.  angle  was  not  ob- 
tained. The  flexure  was  always  in  the  direction  indicated  by  the  slight 
eccentricity  of  the  riveted  connections,  except  for  the  3-in.  angle,  which 
began  to  deflect  in  the  opposite  direction;  but,  after  the  load  reached 
40  000  lb.,  the  eccentricity  of  the  connection  caused  the  flexure  to  reverse. 
Between  the  shops  and  the  testing  laboratory,  this  angle  had  been  bent 
in  handling  or  shipping;  therefore  it  was  a  defective  test  piece  at  the 
start.  The  test,  however,  proved  that  this  initial  bend  was  in  the  direc- 
tion which  neutralized  the  effect  of  eccentricity  until  the  load  reached 
40  000  lb.,  and  it  is  probable  that  the  ultimate  load  was  greater  than 
would  have  been  the  case  if  the  angle  had  been  straight.  All  these  test 
pieces  failed  by  column  flexure,  the  back  of  the  channels  and  the  root 
of  the  angles  being  concave.  On  the  basis  of  these  tests,  the  angle 
sections  were  approved  and  used  instead  of  the  channels  in  the  lower 
chords  from  L^  to  L^,  and  from  L^^  to  L^^.  They  afforded  ample  room 
for  the  riveted  connections,  and  the  saving  in  weight  fully  compensated 
for  the  additional  cost  of  fabrication.  It  also  avoided  cutting  and 
splicing  at  intersections,  which  is  an  objection  to  the  channel  lattice  bar. 
Shoes  and  Connections  of  Floor-Beams  and  Sidewalk  Brackets 
jaiXjQ. — -The  shoes  at  L^^,  which  carry  the  entire  load  that  comes  on  the  can- 
jtilever  piers,  are  built  up  of  plates  and  angles  with  three  ribs  and  three 
diaphragms,  and  take  their  loads  through  14-in.  pins.  They  have  a 
base  of  8  by  9  ft.,  and  a  height,  to  center  of  pin,  of  8  ft.  6 J  in.  The  thick- 
ness of  the  bearing  of  the  three  ribs  is  17|  in.,  and  the  shipping  weight 
is  37  860  lb.  The  shoes  are  connected  across  the  pier  by  box  struts,  4  ft. 
deep  and  2  ft.  6  in.  wide,  latticed  on  four  sides  and  riveted  to  the  shoes. 
The  end  connection  plates  of  these  struts  are  extended  up  to  form  a  seat 
for  the  floor-beam  at  L^^^,  bringing  the  end  reactions  of  this  beam 
directly  to  the  shoes.  This  detail  was  adopted  in  order  to  avoid  the 
almost  impossible  field  connections  of  the  floor-beam  to  the  tower 
bolumns,  as  contemplated  by  the  contract  plans.     The  brackets  support- 
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ing  the  sidewalU  at  tlie  tower,  L^^^,  were  also  supported  directly  from  the 
shoes  for  the  same  reasons. 

Forked  Connections  at  Main  Panel  Points  Common  to  Two  Diagonal 
Compression  Members. — To  meet  problems  of  packing,  and  to  facilitate 
erection,  the  sub-diagonals,  M^-L^  and  L^-M^,  were  connected  at  L^  on 
common  pin-plates  which  formed  a  fork.  This  was  shop-riveted  to 
Li^-M^  with  field-riveted  connections  for  M^-L^,  3  ft.  G  in.  from  the  pin 
center.  The  same  detail  was  used  at  L^,  and  L^g.  The  detail  at  L^^, 
for  the  members,  U^-M^-L^q  and  L^q-M^^^-U^^'  '^^  similar,  except  that  the 
fork  is  a  separate  member  with  field-riveted  connections  for  both  of  the 
main  members. 

This  detail  introduced  some  secondary  stresses,  which  were  duly 
considered  and  provided  for.  In  this  case  these  were  neither  excessive 
nor  difiicult  to  handle,  but,  with  heavier  members,  the  secondary  stresses 
might  be  objectionably  large. 

Trussing  in  Center  Cross  Panels  of  Suspended  Span. — The  contract 
plans  called  for  cross  diagonal  eye-bars,  without  adjustment,  in  the 
center  panels  of  the  suspended  span,  £^22''^23'-^22-  ^^  ^^  ^^^  other  parts 
of  the  bridge  the  lower  sub-diagonals  were  compression  members,  and  as 
it  was  necessary  to  introduce  adjustment  in  these  panels,  the  upper  sub- 
diagonals,  U^z-M^^,  were  made  of  adjustable  eye-bars  connecting  on  the 
pin,  i/23,  outside  of  all  the  other  members.  The  lower  sub-diagonals  on 
the  north  side  (the  first  side  erected)  carried  shop-riveted  pin-plates  at 
"^23'  "^^t'ich  plates  were  provided  with  field-riveted  connections  for  L^^- 
ilfga  (south  side),  U^^-M^^,  and  M^^-L.,.,.  This  member  was  erected  on 
the  north  side,  and  was  held  in  position  by  the  adjustable  diagonals, 
U\^-M^^,  engaging  the  pin,  M^^.  In  closing  the  bridge,  all  the  other 
members  connecting  on  M^^  came  together  automatically  and  without 
any  difficulty,  except  that  required  to  guide  them  into  the  connection 
plates.  As  soon  as  the  suspended  span  was  swung,  the  upper  adjustable 
diagonals  on  the  south  side  were  slipped  over  the  ends  of  the  pins  and 
the  nuts  were  then  screwed  on,  completing  the  connection. 

Connection  of  End  Post  to  Top  Chord  of  Suspended  Span  at  U^^. — 
The  end  posts  of  the  suspended  span  have,  shop-riveted  to  their  upper 
ends  at  U^^,  and  integral  with  them,  a  short  section  or  stub  end  of  the 
upper  chord.  The  main  chord  section  is  field-riveted  to  this  piece 
3  ft.  7  in.  forward  of  the  pin,  U^^.  The  short  section  of  upper  chord  is 
extended  back  of  the  panel  point  5  ft.  3  in.  to  take  the  subsidiary  pin  to 
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tvhich  the  toggle  bars  connect.  This  detail  permitted  all  the  connections 
to  be  made  on  the  pin,  t/^g,  without  the  necessity  of  supporting  a  long 
section  of  upper  chord  projecting  out.  It  also  permitted  the  traveler  to 
3e  erected  with  its  principal  reaction  at  U^^  before  connecting  the 
apper  chord  section,  U^^-U^q.  This  short  section  or  stub  end  of  upper 
3hord  is  connected  to  the  end  post  with  heavy  gusset-plates,  sufficient 
;o  take  care  of  all  secondary  stresses  which  occurred  at  this  point  during 
erection.  The  separate  pin,  U^^  A,  for  the  toggle  bars,  permitted  the 
;riangle,  U^q-L^^-U^^,  to  be  connected  and  made  self-supporting  before 
naking  the  pin,  TJ^^. 

Provisions  for  Wind  Shear  in  Bottom  Frame. — Except  at  L^g,  where 

;here  is  a  slip  joint,  the  wind  shear  in  the  bottom  frame  is  carried  by 

he  buckle-plates  and  their  connections  to  the  stringers  and  floor-beams, 

imd  is  transmitted  to  the  lower  chord  through  the  connections  of  the 

loor-beams  to  the  vertical  truss  members  and  of  the  latter  to  the  lower 

hord  by  pins  at  the  main  panel  points  and  by  riveted  diaphragm  con- 

ections  at  the  sub-panel  points.     These  connections  were  all  investi- 

ated  and  found  to  be  ample,  except  at  the  sub-panel  points,  Z^,  L^,  L^^y 

nd  Lj^g,  where  the  sub-verticals  were  somewhat  deficient  in  transverse 

Itrength  to  transmit  the  load  safely;  but,  as  there  is  a  considerable 

xcess  of  strength  at  the  main  panel  points  on  each  side  {L^,  L^,  L^^, 

ind  L^^),  it  was  assumed  that  the  stringers  and  their  connections,  par- 

cularly  the  lines  adjacent  to  the  trusses,  would  take  up  the  excess 

lear  at  these  sub-panel  points   and  distribute  it  to  the  main  panel 

)ints. 

The  wind  shear  at  !>,«  is  transmitted  to  the  lower  chords  at  L.^ 

lb  10 

rough  a  triangular  frame  which  has  its  apex  in  a  cross-head  sliding 
itween  two  brackets  at  the  center  of  the  floor-beam,  L^^.  This  detail 
not  novel,  but  was  worked  out  independently,  before  the  description 
'  a  similar  one  had  been  published.  The  legs  of  the  triangle  are  com- 
ised  of  four  angles  latticed  in  an  I  section.  They  are  braced  later- 
•iy,  by  a  frame,  to  the  bottom  chord  or  erection  strut  just  back  of  the 
*^dge  pin,  serving  to  brace  the  latter  during  erection.  This  is  shown 
(  Fig.  6. 

Erection. 

General  Plan. — Naturally,  the  erection  of  steel  began  at  each  side 
^th  the  riveted  pony  truss  spans,  of  which  there  were  three,  75  ft.  long, 
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on  th-e  Sewickley  or  north  side,  and 
two  of  75  ft.  with  one  of  118  ft.  over 
the  Pittsburgh  and  Lake  Erie  tracks, 
on  the  south  side.  These  trusses  were 
assembled  on  the  ground  and  lifted  into 
place  with  the  30-ton  locomotive  crane. 
In  setting  the  118-ft.  trusses,  the  loco- 
motive crane  was  assisted  by  a  boom 
derrick. 

Falsework. — The    falsework    for    the 
anchor    arms    was    assembled    in    single 
stories  and  lifted  into  place  by  the  loco- 
motive  crane,   the  piles   having   already 
been    driven    and    cut    off    level.      Plate 
XVTII    shows    the    bents    under    panel 
points    7,    8,    and   9,    and   Fig.    7    shows 
the  provision  for  supporting  the  string- 
ers    and     locomotive     crane     at     panel 
point   16.     As  soon   as   the   upper  story 
on   each  bent   was  completed,   the  neces- 
sary   blocking    was    arranged    and    the 
floor-beams      and     stringers     were     set 
!  thereon  in  final  position  and  bolted  up. 
I  The  buckle-plates  were  then  placed  and 
I  bolted,  and  on  them  the  track  was  laid 
for  the  advance  of  the  locomotive  crane. 
jThis    operation    was    repeated,    bent    by 
bent,    until    the    falsework    reached    the 
cantilever    pier    or    one    or    two    panels 
beyond.      The    wing    or   gantry    traveler 
was  then  erected  on  the  falsework,  stock 
I-beams    being    used     to     support    the 
traveler  tracks   on   each   side,   as  shown 
'•n   the   plans.      As    the   erection    of   the 
steelwork   for    the    anchor    arm    trusses 
proceeded,    the    locomotive    crane    con- 
jtinued  to   set   the   falsework   bents    and 
|the    floor-beams    and    stringers,    out    to 
panel  point  18. 
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The  locomotive  crane  set  the  falsework  l)on(s,  floor-beams,  stringer! 
etc.,  quickly  and  economically,  fully  justifying  the  trouble  and  expena 
incurred  to  provide  for  it.  The  heavy  reactions,  which  often  caim 
almost  entirely  on  two  wheels  of  one  truck,  were  difficult  to  take  can 
of,  and  at  one  time  it  appeared  to  be  impracticable  to  make  use  of  thij 
method.  That  a  solution  was  finally  reached  is  largely  due  to  tin 
resourcefulness  of  the  erection  department  of  the  Bridge  Company 
The  extra  counterbalance  was  removed  from  the  rear  end  of  the  loco 
motive  crane,  and  special  outriggers  were  provided  which  distributee 
the  loads  over  four  lines  of  stringers.  The  stringer  reactions  at  th( 
floor-beams  were  taken  by  shelf-angles  with  supporting  stiffener 
designed  for  erection  loads.  These  have  been  referred  to  under  th 
heading,  "Camber  and  Finished  Lengths  of  Truss  Members." 

The  original  intention  had  been  to  erect  the  cantilever  arm,  froi 
panel  point  12  out,  with  a  creeper  traveler,  and  some  provisions  weii 
made  to  do  so;  but,  as  the  restrictions  on  account  of  navigation  on]| 
required  the  maintenance  of  a  clear  waterway  of  500  ft.,  it  was  four 
permissible  to  carry  the  falsework  out  to  panel  point  18  on  one  side  < 
the  river  at  a  time.     After  all  the  falsework  was  removed  from  tii 
north  side,  it  was  replaced,  out  to  panel  point  18,  on  the  south  sir' 
thus  preserving  the    500-ft.    opening   at   all   times.      This   method 
erection,  with  the  wing  traveler  on  falsework  out  to  the  second  pai 
point  of  the  suspended  span  (18)  was  very  economical  and  expeditioi 
and  avoided  considerable  difficulty  and  expense  in  carrying  the  creei 
traveler  down  the  eye-bar  chain  of  the  cantilever  arm.    It  also  was 
great  assistance  in  making  the  panel  points  16,  17,  and  18,  which, 
account  of  the  large  number  of  members  necessary  to  hold  up  at  ( 
time,  were  among  the  most  difficult  to  close. 

This  plan  of  erecting  the  cantilever  arm  with  falsework  requil 
careful  provision,  in  order  to  avoid  any  possibility  of  a  concentra 
reaction  occurring  at  any  of  the  bents  outside  of  the  cantilever  p 
which  might  easilj^  have  been  caused  by  an  unequal  settlement  of 
falsework  bents,  and  would  have  crushed  the  bents  or  buckled  som( 
the  truss  members,  particularly  in  the  sub-panels.     If  the  cantik 
arm  had  been  carried  entirely  by  the  falsework  during  its  erectior 
would  have  also  been  a  difficult  and  hazardous  operation  to  swin; 
without  dangerously  over-loading  some  of  the  bents  and  truss  meml 
as  the  computed  deflection  of  panel  point  18,  with  the  erection  compl 
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to  that  point,  was  about  0.8  ft.  With  panel  point  22  erected,  the  com- 
puted deflection  of  panel  point  18  was  about  1.45  ft.  Each  truss  was 
fully  adequate  to  carry  its  own  weight  as  a  cantilever,  together  with 
the  weight  of  the  traveler  at  L^^,  which,  of  course,  they  had  to  do  in 
erecting  the  suspended  span.  Therefore,  as  each  successive  panel  was 
erected  by  the  gantry  traveler,  from  panel  point  10  to  panel  point  18, 
the  wedges  were  backed  out  at  all  points  outside  of  the  cantilever  pier 
so  as  to  swing  the  span  entirely.  With  every  load  added  to  the  trusses 
great  care  was  exercised  to  make  sure  that  the  wedges  were  not  too 
tight,  but  they  were  kept  in  place  for  lateral  stiffness  only  and  to  hold 
the  falsework  in  line  with  the  steel  superstructure.  From  this  it  will 
be  seen  that  the  falsework  under  the  cantilever  arm,  after  the  loco- 
motive crane  had  set  the  floor  system,  never  carried  anything  except 
the  gantry  traveler  and  the  panel  of  steelwork  being  erected  at  any 
time,  but  not  yet  connected. 

As  indicated  in  the  preceding  description,  the  erection  was  carried 
forward  from  panel  point  18  by  the  true  cantilever  method,  with  a 
cantilever  or  creeper  traveler  moving  on  the  upper  chords  of  the  sus- 
pended span.  This  traveler  was  erected  by  the  wing  traveler  at  panel 
points  16,  17,  and  18,  and  was  supported  over  the  toggle  bars  by  special 
I-beam  tracks. 

As  shown  by  Plate  XII,  the  roadway  grade  on  the  anchor  arms 
is  3%  ascending,  which  was  introduced  in  order  to  get  the  head-room 
under  the  channel  span  required  by  the  Government  regulations.  The 
grade  from  panel  point  13  outward  is  0.8%,  with  a  vertical  curve 
between  panel  points  10  and  13.  The  wheel  base  of  the  traveler  was 
75  ft.,  with  three  trusses,  and  this  required  special  arrangements  to  get 
it  over  the  vertical  curve  without  overloading  the  stringers  of  the 
traveler  track  or  the  falsework  bents.  This  condition  was  mitigated 
by  using  in  the  traveler  track  a  flatter  and  longer  vertical  curve  than 
that  of  the  roadway,  and  by  arranging  the  longitudinal  sway  rods  in  the 
traveler  so  that  by  slackening  one  pair  of  rods  the  traveler  would 
deflect  and  partly  adjust  itself  to  the  curve.  The  traveler  was  suffi- 
ciently strong  in  all  details  to  carry  its  entire  weight  on  one  pair  of 
wheels  at  each  side,  but,  to  have  made  the  stringers  and  bents  safe  for 
such  a  concentrated  load  would  have  cost  too  much,  and  the  danger  of 
derailment  would  have  been  increased.  The  deflection  of  the  traveler  in 
the  direction  indicated  was  somewhat  restrained  by  the  longitudinal 
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struts,  but  a  coiiipututioii  showed  that  the  latter  were  not  sufficiently 
stitf  to  cause  undue  concentrations  wlien  the  sway  rods  were  slack, 
i'hese  struts,  however,  proved  to  be  so  much  stiffer  than  anticipated 
that  they  were  used  lor  staging  in  driving  pins,  etc.,  in  preference  to  the 
staging  brackets  which  had  been   i)rovided. 

The  clear  space  between  the  top  of  rail  of  traveler  track  and  bottom 
of  traveler  sill  was  22  in.  'V\\v  largest  pin  that  iiad  t(i  be  driven  through 
this  space  was  11  in.  in  diameter.  'Jliis  only  allowed  from  4  to  G  in.  of 
clearance  at  the  top  and  bottom  to  provide  for  variations  in  elevation 
and  settlement  of  bents,  camber  blocking,  etc.  Several  inches  of  this 
clearance  were  taken  up  by  the  adjustment  of  the  vertical  curves  in  the 
traveler  track. 

Much  consideration  was  given  to  the  hazard  due  to  floods  and  other 
causes  which  might  have  destroyed  the  falsework.  One  of  the  provisions 
made  for  this  was  for  swinging  the  anchor  arm  before  the  cantilever 
arm  was  erected.  Erection  ties  were  inserted,  from  U^  to  M^  and  from 
U^  to  M.,  and  were  removed  as  the  shear  in  these  panels  was  reversed, 
and  the  lower  sub-diagonals  were  reinforced  to  meet  this  condition;  but 
it  was  recognized  that  the  greatest  danger  concerned  the  bents  under 
the  cantilever  arms.  These  bents,  11  to  18,  inclusive,  did  not  carry  any 
part  of  the  steelwork  after  it  had  been  fully  connected,  and  therefore 
the  hazard  was  practically  confined  to  the  possible  loss  of  the  falsework, 
provided  only  that  the  warning  should  afford  sufficient  time  to  run  the 
traveler  back  to  panel  points  12,  13,  and  14,  lash  it  to  the  trusses,  knock 
out  the  blocking,  and  let  the  falsework  go.  For  floods  and  ice  there 
would  be  sufficient  warning  for  this.  The  trusses  were  more  than  able 
to  carry  this  load  except  during  the  short  time  when  panel  point  18 
had  been  made  and  the  creeper  traveler  erected.  With  the  two  travelers 
on  the  cantilever  arm  at  one  time,  there  would  have  been  some  over- 
loading, but  this  critical  period  was  confined  to  the  short  time  between 
the  erection  of  the  creeper  traveler  and  the  dismantling  of  the  wing  or 
gantry  traveler.  The  work  was  planned  so  that  this  critical  period  was 
not  encountered  during  ordinary  times  of  high  water.  Fortunately, 
however,  it  did  not  become  necessary  to  resort  to  any  of  these  expedients. 

Erection  Deflections,  Changes  of  Lengths,  and  Adjustments. — The 
deflections  and  elevations  at  the  top  of  the  floor-beams  were  computed 
analytically  for  the  conditions  of  no  load,  for  four  conditions  of  load- 
ing in  the  finished  bridge,  and  for  seven  conditions  of  erection  loading. 
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Fig.    8. — The    Wing   Traveler,    Sewickley    Bridge. 
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Plate  XIX  shows  the  deflection  profiles  for  erection  conditions. 
Williot  graphical  diagrams  for  displacements  were  also  made  for  five 
conditions,  the  vertical  co-ordinates  being  compared  with  and  checked 
by  the  computed  deflections.  Plate  XIX  shows  the  elevations 
taken  on  the  floor-beams  ht  different  stages  during  the  erection.  The 
variations  between  the  computed  and  actual  deflections  are  generally 
quite  small,  and  many  of  the  differences  would  be  very  much  less  had 
it  not  been  for  the  fact  that  some  of  the  material,  particularly  for 
sidewalks  and  railings,  was  not  erected  in  position  but  piled  on  the 
bridge  at  other  points,  whereas  the  computations  considered  all  material 
as  erected  in  final  position,  with  no  other  material  on  the  bridge  except- 
ing the  traveler.  The  variations  between  the  computed  and  actual 
deflections  are  less  than  might  be  expected  when  the  differences  in 
loading  conditions  are  considered.  The  data  from  the  Williot  dia- 
grams and  from  the  computed  deflections.  Table  3,  added  to  thermal 
changes,  gave  the  minimum  clearance  or  play  required  between  C7^g 
and  Uj^^  and  between  L^^  and  L^^^,  and  also  the  run  required  for  both 
toggles  and  wedges.  On  account  of  its  extreme  importance,  these 
computations  were  made  five  times,  by  three  different  methods  and  by 
three  men,  independently.  The  provisions  made  are  shown  on  Plate 
XX. 

At  this  point  the  question  of  toggles  and  wedges  was  taken  up  and 
carried  so  far  as  to  determine  the  dimensions  required  for  the  principal 
parts  and  make  a  preliminary  estimate  of  cost.  Inquiries  were  then 
made  as  to  whether  or  not  the  toggle  and  wedge  apparatus  from  some 
previous  cantilever  bridge  was  available,  with  the  result  that  the  Bridge 
Company  obtained  the  use  of  the  set  which  had  just  done  service  in  the 
Beaver  Bridge.  It  had  been  designed  for  a  load  several  times  greater 
than  the  Sewickley  Bridge,  and  required  some  special  provisions  to 
make  it  available,  but  there  was  the  satisfaction  of  knowing  that  it  had 
been  tested  under  a  much  greater  load  than  it  would  have  to  carry  in 
this  bridge.  It  is  essentially  the  same  as  all  the  toggle  and  wedge 
devices  that  have  been  used  in  cantilever  erections  for  the  past  ten  years. 

On  May  15th,  1911,  the  lower  chord  of  the  suspended  span  was  closed 
by  driving  the  pins,  L^^.  The  distance  between  U^^  and  U\^  was  then 
measured  and  found  to  agree  very  closely  with  the  computed  clearance. 
The  top  chord  was  closed  and  the  suspended  span  was  swung  on  May 
16th,  1911,    During  the  entire  work  of  erection,  nothing  of  consequence 
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Cambered  Position. 
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^1  0 
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L. 
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DiSPhACKMENT. 


Horizontal. 


n 

0.0275 
0.05()0 
0.0771 
0.0950 

0.1030 

0.3464 
0.1740 
0.1422 
0.1286 
0.1205 
0.2265 
0.0862 


0.1520 
0.1150 


+  0.0223 
+  0.0488 

—  0.2065 

—  0.3464 

—  0.3024 

—  0.2285 

—  0.2065 

—  0.1480 

—  0.3440 

—  0.1520 

'  — "o!2566 

—  0.1262 


-4-  0.0750 
4-  0.2710 
-^  0.0976 


+  0.1690 
+  0.1690 


Vertical. 


Williot. 


pu  I 


Corrected  Co-ordinates, 
Origin   at  L,o. 


Horizontal. 


Vertical. 


0 

—  0.1060 

—  0.1240 

—  0.0865 

—  0.0400 


0 

—  0.1087 

—  0.1282 

—  0.0907 

—  0.0431 


75. 
150. 

200. 
250. 


0275 
0.56C 
0771 
0950 


0 

2.3560 

4.6240 

6.0865 

7.5400 


j— 0.0208  =  ^"(adjusted)  1 1   —300.1030    —   9.0208 


+  0.0583 

—  0.1300 

—  0.1012 

—  0.0684 

—  0.0270 

—  0.0920 

—  0.0655 

—  6!i352* 

—  0.1264 


+  0.3534 
+  0.7797 
4  1.0995 
+  0.0583 
4-  0.3298 
+  0.7840 
4-  1 .0761 
4-  0.0247 
+  0.1427 
4-  0.1620 

+ '6!5564' 
4-  0.5545 


4-  0.3600 
4-  0.7980 
4-  1.1184 


0 

75. 
150. 
2C0. 
250. 
37. 
37. 
37. 
112. 
112. 
112. 
175. 
175. 
175. 
225. 
225. 
225. 
275. 
275. 
75. 
150. 
199. 
0. 
74, 
149, 
199 
0 
37 
37 
+  37 
+  112 
-f  112 
-r  112 
4-  174 
4-  174 
-J-  175 


+ 

4- 
+ 

+ 


3464 
1740 
1422 
1286 
1205 
.7265 
.5862 
.5138 
.6520 
.6150 
..542 
.1354 
.1078 
.0665 
.1246 
.1112 
.0861 
.1114 
.0990 
.0223 
.0488 
.7935 
.3464 
.6976 
.7765 
.7935 
.1480 
.1560 
.3480 
.5115 
.2440 
.3738 
5359 
7865 
92-34 
0567 


4-  114.7253 


+ 

+ 

-t- 
4- 
+ 


+ 
4 

+ 
+ 

+ 

4- 
+ 


77.7320 

53.9508 

45.9016 

42.4730 

94.5490 

38.8655 

1.1780 

64.1948 

36.5546 

3.490 

49.9262 

23.9326 

5.3553 

44.1873 

19.1811 

6.8132 

16.7269 

8.2804 

2.0554 

3.2177 

3.7295 


4-  114.7253 


+ 
4- 

4- 
+ 
4- 
4- 

4- 
4- 
4- 
4- 
4- 

-r 

4- 


82.0318 
61.1540 
53.6901 
49.0247 
96.8757 
41.0130 

1.164 
70.1314 
42.6245 

2.7029 
57.4176 
28.4506 

3.5759 


Dead  Load  Only.  Bridge  Swung. 


0 
4-  0.0817 
4-  0.0970 
4-  0.0583 
4-  0.0290 
4-  0.0205 

—  0.043 
+  0.0179 

—  0.2816 

—  0.6130 

—  0.8615 

—  0.8443 


0 

4-  0.08.32 
4-  0.1007 
4-  0.0614 
4  0.0297 
4-  0.0205 


—  0.2863 

—  0.6181 

—  0.8590 


Correcteii 

elevation 

above 

datum. 


764.531 

762.175 

759.907 

758.4445 

756.991 

755.5102 

879.2563 
842.2630 

818.4818 

810.4326 

807.0040 

859.0800 

803.. 3965 

763.3530 

828.72.^8 

801.0856 

761.041 

814.4572 

788.4636 

759.1757 

808.7183 

783.7121 

757.7178 

781 .2579 

756.2506 

766.5864 

767.7487 

768.2605 

879.2563 

846.5628 

825.6850 

818.2211 

813.5557 

861.4067 

805.5440 

765.695 

834.6624 

807.1555 

767.2339 

821.9486 

792.9816 

768.1069 


764.531 

762.2.567 

760.004 

758.5028 

757.0200 

755.5307 

879.2133 

807.0219 

766.3048 

767.1.357 

767.3990 

817.3768 
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TABLE  3.— (Continued.) 
Live  Load  on  Anchor  Arm  Only. 


Displacement. 

Corrected  Co-ordinates, 
Origin  at  Ljq. 

.4^ 

a 
p 

Horizontal. 

Vertical. 

Horizontal. 

Vertical. 

Corrected 

elevation 

above 

datum. 

Williot. 

p  u  I 
E 

Lio 

0 

0 
+  0.0235 
+  0.0075 

—  0.0255 

—  0.0396 
0 

—  0.0428 

—  0.2368 

—  0.5280 

—  0.7460 

—  0.7288 

0 
+  0.0234 
+  0.0077 

—  0.0251 

—  0.0392 
0 

0 

0 

764.531 
762.1985 

iti 

759.9145 

L. 

758.4190 

L, 

756.9514 

Lo 

755.5102 

r^n 

+  0.2130 

879.2135 

L,.. 

-  6.2374 

-  0.5342 

-  0.7661 

766.3496 

L,l 

767.2207 

1/1 « 

+  0.1362 
4-  0.1362 

767.5145 

J7,« 

817.4923 

Live  Load  on  Cantilever  Arm  and  Suspended  Span  Only. 


0 

0 
+  0.1.580 
+  0.2030 
4-  0.1067 
■f  0.0970 
+  0.0350 

—  0.056 

—  0.3892 

—  0.8505 

—  1.1800 

—  1.1566 

0 
+  0.1596 

Tr 

-f  0.2048 

r.L 

+  0.1686 

■  +  "6."3996 

+  0.0972 
-r  0.0350 

-  0.3917 

^: 

—  0.8522 

+  0.2322 
+  0.2322 

—  1.2021 

Anchor  Arm  Only  Swung. 


764.531 

762.3330 

760.1100 

758.6112 

757.0880 

755.5452 

S79.2003 

766.1972 

766.8982 

767.0805 

817.0645 


-Lio 

0 

0 

—  0.1342 

—  0.2234 

—  0.1745 

—  0.0851 
0 

--  0.0010* 

—  G.llOO 

—  0.0782 

0 

—  0.1341 

—  0.2244 

—  0.1767 

—  0.0853 
0 

0 

0 

764.531 
762.0408 

Lf 

759.6836 

L^ 

758.2700 

Lo 

756.9059 

K 

755.5102 

^   10 

-  0.1339* 

—  0.0772 
+  0.0028 

—0.4794'= -53* 
—  75.2512 
—2.50.1177 
+  7->.0205* 
+  74.6032* 

+  114.7243* 
77.6220 
42.3948 
+     2.1417* 
+  82.1174* 

879,2553* 
842.1530 

U^ 

806.9258 

706.6727* 

846.6484* 

^Computed  from  Williot  co-ordinates  of  Ug. 
at  finished  cambered  lengths  without  stress. 


Members  between  Us=Lio=Ui2  assumed 


occurred  which  had  not  been  foreseen  and  provided  for.  There  were  no 
losses  of  either  men  or  material,  and  no  serious  injuries  were  reported. 
One  man  fell  into  the  water,  but  was  rescued  without  serious  results. 

General  Directions  for  Erection,  and  Order  of  Closing  Operations 
Issued  to  the  Erection  Department  on  May  19th,  1910. — The  spaces  for 
pilot  nuts,  Zjg,  Lg  to  L^^,  etc.,  are  somewhat  scant.  They  had  better 
be  started  off  before  the  pin  is  entirely  home,  that  is,  f  in.  back  of  the 
final  position,  or  just  flush. 

The  bottom  chord  splices  of  the  anchor  arm  must  be  bolted  and 
drifted  before  the  anchor  arm  is  swung. 
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Tlie  expansion  pockots  for  stringers  on  hciun  L„  are  not  lioavy 
enough  to  take  the  weiglit  of  the  locomotive  <n-ane,  and  the  stringers 
must  be  blocked  up  from  tlie  pier. 

The  eccentric  and  pin  at  J\  must  be  well  grea.sed  and  covered  with 
canvas  to  prevent  rusting  before  the  adjustment  is  complete<l. 

Fully  bolt  and  drift  tlie  toj)  chord  splices  at  t/jg  before  advancing 
the  creeper  traveler  beyond   that  point. 

The  locomotive  crane  must  not  be  run  out  past  the  tower,  L,q,  after 
the  cree])cr  traveler  is  erected. 

While  the  traveler  is  at  U^^  ("orth  side),  and  before  moving  it, 
connect  the  counters,  U\^-M^^,  and  the  lower  sub-diagonals,  M.y^-L'.^^ 
(which  have  shop-riveted  gusset-plates  at  M^^),  on  pin  M^^ 

Be  sure  that  the  counters,  U\^-M^^  (north  side),  are  screwed  up  to 
just  the  right  length,  and  that  they  are  not  too  short  in  any  case.  If 
they  are  A  to  i  in.  too  long,  it  will  be  better  than  to  have  them  too 
short,  because,  if  too  short,  L^^-M^.^  (south  side)  cannot  be  connected 
in  closing. 

With  the  traveler  at  U ^^  (south  side),  make  the  pin,  L^^,  engaging 

The  lower  sub-vertical,  M^^-L^.,,  having  a  field-riveted  connection  at 
il/23,  will  have  to  be  tied  up  or  supported  until  the  span  is  swung. 

Bring  U'r,^  level  with  U.,^  by  backing  out  the  wedges  on  the  north 
side  at  L\q. 

Set    the    upper    sub-vertical,    U^^-M,,^,    bolting    it    to    the    gussets 

at  3/23- 

Set  the  top  chord,  U\^-U^^,  bolting  up  the  splice  to  U^^-U'oq  ''^^^ 
to  the  top  of  U^^-M^^.  It  will  then  be  self-supporting,  its  half-length, 
^23' ^02'  projecting  toward  the  south  side  as  a  cantilever. 

Set  and  bolt  the  top  lateral  struts,   U,,-U^..,  and  the  top  laterals, 

Eelease  the  toggles  until  the  top  chord,  U^^-U^^,  is  m  bearing  at 
U^^,  and  bolt  the  splice. 

The  top  laterals,  U^^-U^^,  must  be  put  in  place  as  soon  as  possible 
after  the  top  chords,  U^-rU^.^  are  set,  and  before  the  toggles  are  fully 
released.  When  fully  released,  the  span  is  changed  from  cantilever  to 
span  with  both  ends  supported,  and  the  conditions  of  the  lateral  frame 
change.  With  the  traveler  on  top,  this  is  serious,  and  it  is  very  im- 
portant to  place  the  laterals  as  directed  above. 

After  the  top  chord,  U^^-U^^y  is  set,  and  the  center  panel  top  laterals 
are  in  place,  and  the  top  chord  splices  are  bolted  (with  toggles  partly 
released),  it  is  very  important  to  continue  slacking  off  the  toggle  screws 
until  the  toggle  bars  are  in  a  straight  line  (i.  e.,  entirely  slacked  off), 
before  leaving  the  bridge,  because,  in  the  position  above  described,  a 
drop  in  the  temperature  would  cause  the  top  chords  to  act  as  suspension 
cables  and  probably  cause  a  disaster. 
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The  operation  of  slacking  off  the  toggle  screws  may  continue  un- 
interruptedly after  the  top  chord  is  connected. 

The  wedges  should  then  be  entirely  slacked  off  before  bolting 
M23--L23  0^^  ^^^®  gusset  at  ilfgg. 

After  the  span  is  swung,  it  will  be  necessary  to  lift  the  weight  of 
the  members  on  the  pin,  L^^,  to  take  the  sag  out  of  the  lower  chord  at 
this  point  before  L^.^-M^^  can  be  bolted  at  M^^. 

The  counters,  U^^-M^^  (south  side),  can  be  slacked  with  turn- 
buckles  and  slipped  over  the  ends  of  the  pin,  M^^,  as  these  counters  are 
outside  (next  to  the  pin  nuts). 

Note. — Prime  (')  refers  to  the  north  side. 

The  Wing  or  Gantry  Traveler. — An  investigation  having  shown  the 
impracticability  of  rebuilding  the  steel  traveler  which  the  Bridge  Com- 
pany had  used  during  the  previous  j^ear,  so  as  to  adapt  it  for  the 
Sewickley  Bridge,  the  following  question  was  proposed:  "Is  it  practi- 
cable to  design  a  traveler  adapted  for  the  erection  of  spans  of  variable 
dimensions  and  weights?"  Before  the  prices  of  materials  and  labor 
had  advanced  to  their  present  values,  and  when  good  bridge  timber  was 
plentiful  and  cheap,  it  was  common  practice  to  build  a  special  timber 
traveler  for  each  job;  but,  in  recent  years,  it  has  been  found  more 
economical  to  build  travelers  of  steel,  and  they  have  generally  been 
made  without  a  sufficient  range  of  adjustment  to  fit  widely  varying 
cases,  although,  in  several  instances,  they  have  been  designed  with  some 
adjustable  members. 

The  foregoing  question  w^as  answered  by  the  proposal  that,  "a  steel 
traveler  is  a  tool  or  machine  which  should  be  provided  with  such 
adjustments  as  to  make  it  available  for  the  erection  of  all  spans  within 
a  comprehensive  range."  A  little  preliminary  work  demonstrated  the 
fact  that  it  was  entirely  practicable  to  construct  such  a  tool,  and  the 
result  is  the  traveler  first  used  on  the  Sewickley  Bridge.  The  Bridge 
Company  had  a  considerable  quantity  of  stock  which  it  was  desired 
to  use  for  the  travelers.  Some  of  this  stock  was  perfectly  good  material, 
but  of  unusual  sections  rarely  called  for,  and  some  of  it,  while  good 
enough  for  a  traveler,  would  hardly  be  acceptable  for  contract  work.  It 
was  also  desired  that  the  material  from  the  old  steel  traveler  should  be 
used  in  the  new  one,  as  far  as  available.  These  considerations  required 
a  number  of  unusual  adaptations  of  details,  but  did  not  affect  the 
general  design  materially. 

Plate  XXI  shows  the  general  elevations  of  this  traveler,  to- 
gether  with   the   extension   on   top,   designed   for   the  erection   of   the 
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towers.  V\p.  ^•2  9-]\o\\s  tin'  top  view  and  y)lan  of  loadinp:  pirders  with 
and  without  tower.  IMatc  XXII  shows  the  details  of  the  adjustahh- 
longitudinal  stmts. 

The  shoes  which  carry  the  boxes  of  the  main  wheel  journals  and 
the  pins  connecting  the  lower  ends  of  the  wings  can  be  adjusted  for 
panel  lengths  varying  by  G  in.  For  the  Sewickley  Bridge,  it  was  bolted 
up  for  panels  37  ft.  6  in.  long.  The  maximum  reach  is  two  40-ft.. 
and  the  minimum  two  24-ft.,  panels.  For  two  32-ft.  panels,  one  of  the 
16-ft.  sections  of  sill  would  be  removed  and  the  center  shoe  shifted  to 
the  center  of  the  remaining  IG-ft.  section.  For  two  24-ft.  panels,  the 
other  16-ft.  section  would  be  removed.  The  projection  of  the  sills 
beyond  the  ends  is  thus  kept  within  8  ft.  3  in.  The  traveler  may  be 
used  with  two  trusses  or  wings  instead  of  three. 

The  wings  were  designed  so  that  when  bolted  up  in  a  total  length 
of  about  100  ft.,  and  lying  down  flat,  they  can  be  supported  on  one  point 
at  their  center.  This  provision  was  made  so  that  they  might  be  tripped 
up  from  the  bottom  pin  with  a  tackle  made  fast  to  one  point. 

The  longitudinal  spacing  in  the  wings  is  uniformly  5  in.  from  end 
to  end,  with  2^  in.  edge  distance  at  the  ends  of  the  sections,  and  bolts 
are  used  instead  of  rivets  throughout  all  sections  where  the  transverse 
girders  might  come.  This  permits  the  height  from  traveler  rail  to 
transverse  girders  to  be  adjusted  to  any  distance  up  to  about  95  ft.,  by 
variations  of  5  in.  The  capacity  of  the  traveler  is  sufficient  to  permit 
the  addition  of  other  sections  of  wings,  so  that  the  clear  height  could  be 
extended  up  to  about  125  ft. 

The  transverse  box  girders  have  open  lattice  in  their  center  10-ft. 
panels  and  solid-plate  webs  in  the  end  panels.  The  latter  are  engaged 
by  another  set  of  web-plates  with  separate  flange-angles,  arranged  to 
bolt  on  the  outside  of  the  center  section.  The  holes  in  both  sets  of  web- 
plates  are  punched,  so  that  they  can  be  bolted  in  any  position  to  give 
clear  widths  of  from  30  ft.  3  in.  to  49  ft.  3  in.  between  the  traveler 
wings.  For  the  Sewickley  Bridge,  they  were  set  at  40  ft.  3  in.  clear. 
It  is  intended  that  these  adjustments  shall  be  made  at  the  shop  for 
each  job,  before  shipping  the  traveler. 

The  loading  girders  were  designed  to  give  a  large  moment  of  inertia 
sideways.  Their  make-up  was  determined  by  the  stock  on  hand.  Open 
holes  were  provided  in  the  webs  to  fix  the  saddles  and  prevent  them 
from  sliding  longitudinally  when  drifting  a  load.     Open  holes  were  also 
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Fig.  9. — Creeper  Traveler  at  U^  North  Side. 


Fig.  10. — Pins  at  L-  Driven.  Creeper  Traveler  in  Advance  of  Panel  Point  21. 
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TOP  VIEW  OF  TRAVELER(W1TH0UT  TOWER) 


PLAN  OF  LOADING  GIRDERS.  TOWER  ERECTED. 

^  GANTRY  TRAVELER 
Fig.  12. 
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provided  in  \\\c  end  diapiii'ayins  iov  hoiliiig  (jii  bracliots  lu  carry  Ciiicugfj 
boom  seats,  riiosc  booms  were  used  to  set  tlic  top  lateral  system  between 
U^  and  ^7,.,,  alter  llic  liaNcIcr  li;id  moved  lOrward,  and  also  to  assist 
in  sup])()rting  one  end  of  the  upjx-r  eliord,  (/,,^-^jj.  The  loading  gir- 
ders were  riveted  up  <'nnij)lete  at  the  shop,  but  it  proved  so  difficult 
to  liandle  thcni  tiiat,  before  taking  down  the  traveler  on  the  north  side, 
the  rivets  connecting  them  through  the  diaphragms  were  cut  out  and 
bolts  were  substituted  when  they  were  set  up  again  on  the  south  side. 
This  reduced  the  weight  necessary  to  handle  at  one  time  to  about 
one-half. 

The  most  difficult  adjustment  to  work  out  was  that  of  the  longi- 
tudinal struts  (Plate  XXII).  The  center  section  of  these  struts,  which  is 
2  ft.  31  in.  deep  and  7  ft.  9  in.  wide,  back  to  back  of  angles,  telescopes 
into  the  two  end  sections,  which  are  o  ft.  deep  and  8  ft.  7  in.  wide, 
back  to  back  of  angles,  eight  clip  angles,  3J  by  3^  by  g  in.  and  13^  in. 
long,  at  each  end,  providing  a  good  long  connection  and  1  in.  of 
clearance  between  the  sections.  In  making  this  adjustment,  which  will 
generally  be  done  at  the  shops,  the  clip  angles  will  be  removed  and 
replaced  in  the  required  positions. 

The  only  parts  of  this  traveler  which  are  not  adjustable  for  spans 
of  different  dimensions  are  the  1^-in.  round  lateral  and  longitudinal 
sway-rods.  It  was  considered  preferable  to  avoid  complications  inci- 
dent to  introducing  adjustments  of  wide  range  in  these  rods  because  it 
is  very  simple  to  make  new  pieces  for  the  short  ends,  and  the  discarded 
pieces  will  be  good  stock  which  can  be  readily  reworked. 

The  eight  saddles  for  the  main  hoists  were  designed  so  as  to  travel 
on  the  loading  girders  with  four  wheels  on  two  axles,  and  two  of  them 
were  thus  constructed.  The  other  six  were  constructed  with  cast  shoes 
and  two  3^-in.  pins  to  transmit  the  load  to  the  girders.  These  pins  are 
identical  with  the  axles  of  the  two  fitted  with  wheels,  so  that  they  can 
be  used  either  with  wheels  or  with  stationary  shoes. 

The  twelve  main  traveler  wheels  were  made  with  cast-iron  centers 
or  treads  and  double  steel-plate  flanges,  riveted  through,  and  with  7-in. 
journals,  calculated  to  carry  the  maximum  load  when  lifting.  These 
wheels  gave  good  service  and  no  trouble.  The  two  Mundy  hoisting 
engines,  one  on  each  side,  had  three  drums  and  four  spools,  and  were 
set  up  on  the  sills  in  the  forward  bay,  the  longitudinal  sway-rods  being 
omitted  in  this  bay.     It  was  intended  to  use  blocking  between  the  sills 
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and  the  traveler  track  under  the  engines,  because  the  sills  were  not 
sufficiently  stiff  to  carry  them  when  working.  In  place  of  the  blocking, 
an  extra  pair  of  smaller  wheels  was  afterward  placed  under  the  engines 
on  each  side.    This  improvement  was  made  by  the  erection  department. 

The  traveler,  as  set  up  for  the  Sewickley  Bridge,  cleared  the  upper 
chord  panel  points,  8  and  12,  but  was  not  high  enough  to  reach  the 
pins,  Cq,  TJ^q,  and  U^^.  The  Bridge  Company  wished  to  avoid,  if 
possible,  the  risk  incident  to  rigging  boom  derricks  at  the  elevation  of 
the  top  of  the  traveler.  The  lifts  at  this  point  were  quite  heavy,  the 
lower  sections  of  the  tower  weighing  more  than  34  tons  and  the  upper 
sections  more  than  31  tons  each.  The  eye-bars  for  each  panel  of  the 
upper  chord  at  the  tower  weighed  more  than  13  tons.  To  meet  this  part 
of  the  problem,  an  extension  was  built  on  the  rear  end  of  the  traveler, 
as  illustrated  on  Plate  XXI  and  Fig.  12.  The  loading  girders  were 
shifted  toward  the  center,  to  clear  the  trusses,  and  carried,  on  their 
7~ft.  outlook  or  overhang,  a  pair  of  columns  braced  back  to  the  girders, 
which,  with  an  extension  section  on  the  rear  wing  braced  back  to  the 
center  wing  and  a  batter  post  from  the  same,  formed  a  gallows  frame 
centered  over  the  trusses.  Extensions  of  the  beams  forming  the  top  of 
this  gallows  frame  provided  attachments  for  light  hoists  to  handle  the 
pins,  driving  rams,  etc.  Supports  for  scaffold  platforms  were  also 
arranged  at  a  convenient  height.  The  efficiency  of  this  device  met  all 
expectations. 

This  traveler  was  designed  for  loads  of  50  tons  at  each  of  the  six 
wings  at  one  time,  in  addition  to  its  own  weight  and  equipment.  The 
saddles  for  the  main  hoist  were  also  designed  for  loads  of  50  tons.  The 
loading  girders  are  good  for  23.3  tons  at  the  center  of  a  37.5-ft.  span, 
and  for  more  than  50  tons  on  the  outlook  at  a  point  4  ft.  from  the  center 
of  support.  The  heaviest  piece  in  the  Sewickley  Bridge  was  the  lower 
section  of  the  towers  which  weighed  a  little  more  than  34  tons. 

In  designing  the  loading  girders  and  main  hoist  saddles,  some  con- 
ideration  was  given  to  the  possibility  of  future  electric  equipment,  and 
t  is  thought  that  there  will  be  no  difficulty  in  installing  electric  hoists 
3n  top  of  the  main  hoist  saddles  and,  for  the  lighter  hoists,  at  other 
points  on  the  upper  deck.  With  electric  equipment,  a  controller  cage, 
located  so  as  to  give  the  best  field  of  view,  would  be  installed  in  the 
wings. 

Creeper   Traveler. — Fig.   14   shows  the  stress,   section,   and  loading 
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DETAIL  OF 

LONGITUDINAL  STRUTS 

GANTRY    TRAVELER 


NOTE;- 

Moment  or  InoillB. 
Radius  oi'  Gyration 
Section  Modulus 


—     UjBJ-Ho 
=  153.0' 


Remove  Lattice  wliere  clips  Interfere  In  adjustintr  to 
different  Panel  lengths,  and  reirtace  lattice  over  clips 
if  possible.    If  not  pnictical  to  replaoe  overolipe, 
omit  the  pniiol  of  Lutl  ice  as,  at  clip,  supporl  is 
supplied  by  other  section. 

In  adjusting  to  difl'creui  panel  leuirtlis  flllor"g'' 
under  clip  aagles  may  have  to  be  cut  or  else  left  pro- 
jecting where  lattice  gussets  come  under  clip  angles. 

Bolts  to  be  used  inhere  Indicated  tihus  o 
All  other  parts  to  be  riveted 
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diagrams  of  the  creeper  traveler.  It  was  carried  over  the  toggle  bars 
on  I-beam  stringers  supported  at  U^^,  U^^,  and  U^^.  From  U^^  it  was 
supported  on  a  track  laid  on  the  upper  chord  of  the  suspended  span. 
This  traveler  was  so  simple  that  further  description  seems  unnecessary. 
It  met  the  expectations  fully,  and  all  the  members  of  the  erection  force 
were  pleased  with  it. 

Credit  for  the  results  secured  from  the  design  and  construction  of 
this  bridge  is  due  to  all  the  engineers  who  were  connected  with  the 
work,  both  on  the  part  of  the  County  and  of  the  Bridge  Company,  and 
the  writer  received  material  assistance  from  them  in  the  preparation 
of  this  paper.  G.  Gudmundsson,  Assoc.  M.  Am.  Soc.  C.  E.,  Consulting 
Engineer,  was  associated  with  Mr.  J.  G.  Chalfant,  County  Engineer,  in 
the  preparation  of  the  contract  plans.  H.  R.  Blickle,  M.  Am.  Soc.  C.  E., 
is  Secretary  and  Chief  Engineer  of  the  Fort  Pitt  Bridge  Works. 
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Worthington 


Mr  L.   J.   J.i:   CoNTi:,   .M.   Am.   Sue.   C.   E.    (by   letter).— There   is   ap- 

Le  ('ont«'.  1  1  •  1  111  •! 

piucntly  nothing  whatever  to  show  why  the  cantilever  type  was  selected 
for  this  simple  bridge  site.  As  far  as  one  can  see  by  the  plans,  there- 
are  no  local  physical  conditions  which  call  for  it.  It  seems  to  the 
writer  that  three  simple  spans,  approximating  450  ft.  each,  would 
cover  the  ground  and  furnish  a  stiifer,  far  better,  and  cheaper  structure 
in  every  respect.  He  ventures  to  say,  moreover,  that  the  probable  sav- 
ing in  first  cost  would  have  been  fully  25%,  if  not  more;  consequently, 
he  naturally  cannot  see  the  propriety  of  building  such  a  structure  at 
such  a  site. 

It  is  natural  to  presume,  therefore,  that  the  taxpayers  of  Sewickley 
Borough  and  Moon  Township,  who  paid  for  it,  have  substantial 
grounds  for  complaint. 

Mr.  Charles  Worthington,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer 

■  would  like  to  inquire  what  provision  was  made  in  this  bridge  to  take 
care  of  the  secondary  stresses  w^hich  develop  in  a  cantilever  truss  of 
this  type? 

In  the  old  Quebec  Bridge,  these  secondary  stresses  were  of  such 
magnitude  as  to  destroy  the  structure  when  the  direct  or  axial  stresses 
were  about  one-half  the  elastic  limit  of  the  material. 

In  the  Beaver  Bridge,'*''  a  very  expensive  roller  bearing  was  pro- 
vided under  the  main  pier  supports  to  reduce  the  secondary  stresses. 

In  the  Sewickley  Bridge  the  members  seem  to  have  been  propor- 
tioned for  the  axial  stresses  only.  The  writer  has  investigated  a  few 
of  the  members  shown  on  Plate  XIV,  and  finds  that  the  sections 
agree  pretty  closely  with  those  required  by  the  stresses  given  on  that 
plate  and  the  unit  stresses  given  in  the  body  of  the  paper. 

Consider,  for  example,  the  bottom  chord  member,  L^^-L^^.  Its 
length,  I,  is  900  in.,  and  its  radius  of  gyration,  r,  is  9.22  in.  The  unit 
stresses,  as  determined  by  the  author's  text,  are  then   as  follows : 

For  live  load.  12  000  —  40  X  p— -  =  10  040  lb. 

For  dead  load,  double  this,  or  20  080  lb. 

For    live    load,    dead    load,    and    wind    load    combined. 

10  040  X    -  =-  10  7oO  lb. 

*  "  The  Pittsburg  and  Lake  Erie  Cantilever  Bridge  over  the  Ohio  River  at  Beaver,  Pa.."" 
by  Albert  R.  Rayner.  M.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E.,  VoL  LXXIII.  p.  136 
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So    that   the    required    sectional    area    of    the    bottom   chord    member,  Mr. 

L,,-L^,,  is  as  follows:  worthingtoL 

Dead    load 1  467  400  at  20  080  =     73.0  sq.  in. 

Live       "    623  600    "    10  040  =     62.0    "      " 

135.0    "      " 

Wind    "     966 100 

Total 3  057  100  at  16  750  =  183.0  sq.  in. 

Taking  the  greater  of  these  required  areas,  183.0  sq.  in.,  it  will  be  seen 
that  the  actual  area  of  190.2  sq.  in.,  is  only  4%  greater  than  that  re- 
quired, so  that  practically  no  excess  of  material  has  been  added  to  take 
care  of  the  secondary  stress  in  this  member,  and  the  only  provision 
for  it  lies  in  the  unit  stresses  themselves.  The  writer  does  not 
think  that  24  000  for  dead  load  and  12  000  for  live  load,  properly 
reduced  for  columns,  are  low  figures  for  direct  stress  in  steel  of  the 
character   probably   used   in   this   structure. 

The  eccentric  used  at  the  L^  point  is  in  itself  a  source  of  secondary 
stress.  If  this  eccentric  were  to  be  fixed  in  position  so  that  the  offset 
of  centers  of  ^  in.  lies  in  a  horizontal  direction — a  very  possible  condi- 
tion— there   would  be   developed   at  this  point   a   bending  moment   of 

240  000  X  -^  =  120  000  in-lb.,  which,  measured  in  terms  of  the  area 

of  the  two  lO  by  l^-in.  bars  multiplied  by  the  stress  in  the  extreme 

fiber  of  the  bar,  is  120  000  X  —  =  72  000  lb. 

The  axial  stress  in  these  two  bars  is  constant  at  384  000  lb.,  so  that 
this  secondary  stress  of  72  000  lb.  amounts  to  some  18.7%  of  the 
axial  stress.  This  secondary  stress  may  not  develop  while  the  bridge 
is  new,  on  account  of  the  lubrication  applied  to  the  eccentric,  but 
it  will  certainly  develop  later.  Taking  the  coefiicient  of  friction  be- 
tween the  pin  and  the  bar  at  0.4,  the  resisting  moment  to  be  overcome 
before  the  bar  would  rotate  on  the  9|-in.  pin  is,  384  000  X  0.4  X  4.87  = 
750  000  in-lb.,  or  about  six  times  the  amount  necessary  to  develop  the 
moment  of  120  000  in-lb.,  due  to  eccentricity  in  application  of  the  load 
to  these  bars. 

Theodore  A.  Straub,  M.  Am.  Soc.  C.  E.  (by  letter). — The  results  Mr. 
obtained  from  the  methods  used  in  the  construction  of  the  Sewickiey  ^^'"^"'^ 
Bridge  were  so  satisfactory  that  a  few  words  from  the  writer  may 
be  of  interest.  In  all  the  departments  of  the  Fort  Pitt  Bridge  Company 
—the  drafting-room,  shop,  and  erection — the  results  were  economical 
in  the  broadest  sense  of  the  word.  These  methods  also  aided  materially 
in  establishing  that  complete  confidence  and  hearty  co-operation  which 
is  so  desirable  and  effective  in  the  execution  of  work  of  this  kind 
among  all  persons  connected  with  it. 
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Mr.  l)ii|tlic:iti(iii  of  ,-t  nicl  iinil  steel  meMil)or8  cannot  often  be  controlled, 

■^  '^""  '■  hut  it  is  rrecjuontly  possible  to  duplicato  tlin  parts  which  compose  such 
niemlxM's.  even  if  tlion^  is  a  marked  difTerence  in  their  final  mnke-iii). 
This  may  nr  may  not  he  th(>  duty  of  the  purchaser's  engineer,  but,  if 
it  is,  the  latter.  ])y  the  stand  he  takes  in  settling  questions  of  detailed 
bhop  (h-awinus,  can  often  make  a  seeminj;:ly  inexpensive  piece  of  work 
very  costly  to  the  fabricator,  or  vice  versa.  It  will  be  noted  that  a 
special  effort  was  made  to  secure  such  duplications,  and  the  consequent 
economical  results  were  due  to  the  latitude  allowed  to  the  Bridge 
Company  by  the  County  Engineer, 

Where  ])ossible,  all  field  connections  were  reamed  in  their  final 
relative  positions  in  the  shop.  This  resulted  in  securing  good  fits 
and  finish,  and  obviated  the  necessity  of  the  correction  of  mistakes 
in  the  field.  The  writer  might  say,  in  passing,  that  this  is  the  general 
practice  of  the  Fort  Pitt  Bridge  Works  on  all  work  of  any  magnitude, 
and  it  has  always  been  felt  that  it  is  an  economical  method  of  pro- 
cedure. All  field  connections  were  made  in  the  manner  planned,  with- 
out trouble  and  interferences,  the  final  connections  and  adjustments 
being  especially  satisfactory. 

The  writer  believes  that  the  special  angle  lacing  bar,  as  described 
by  Mr.  Buel,  Avas  used  for  the  first  time,  as  such,  in  an  important 
bridge  member.  In  sufficient  quantities,  its  fabricating  costs  are  not 
excessive,  and  the  bars  can  be  made  in  any  blacksmith's,  shop  which 
has  a  power  hammer  or  press.  This  lattice  bar  is  compact,  efficient, 
and  neat  in  appearance;  it  also  has  the  additional  advantage  of  readily 
shedding  water. 

Referring  to  Plate  XIX,  entitled  "Profiles  for  Erection":  These 
data  were  used  freely,  and  were  found  to  be  especially  helpful 
throughout  the  erection  of  the  structure.  They  proved  a  ready  check 
at  all  stages,  and  satisfied  the  engineers  and  erectors  at  all  times  that 
the   work   was   progressing   properly   and   safely. 

The  simple  and  inexpensive  anchorage  arrangement  required  the 
efforts  of  one  man  only  in  making  the  adjustment,  thus  giving  ex- 
tremely satisfactory  results. 

Both  the  wing  and  creeper  travelers  responded  at  all  times  to  the 
duties  planned  and  imposed  on  them  in  a  very  economical  and  efficient 
manner.  It  was  also  found  that  the  adjustable  features  of  the  wing 
traveler,  as  well  as  the  extra  weight,  did  not  affect  the  cost  of  its 
operation  materially.  The  Bridge  Company  anticipates  its  use  for 
future  erection,  and  considers  it  a  very  good  and  efficient  tool. 

Complete  harmony  existed  at  all  times  among  the  engineers  of  the 
County  and  of  the  Bridge  Company,  and  this  was  not  the  least  of  the 
pleasing  results  obtained  by  the  methods  used.  All  points  in  ques- 
tion were  discussed  freely  and  openly,  and  were  settled  promptly. 
Much  credit  is  due  to  all  in  this  regard  and  they  deserve  praise. 
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C.  W.  Hudson,  M.  Am.  Soc.  C.  E. — It  would  be  of  interest  to  Mr. 
structural  engineers  to  know  how  much  it  cost  to  make  the  anchor  ^"^^°°- 
arms  of  this  bridge  self-supporting  in  case  of  a  wash-out  of  the  false- 
work. This  expense,  whatever  it  amounted  to  as  a  percentage  of  the 
whole  cost,  was  in  the  nature  of  insurance  against  the  loss  of  these 
arms,  and  against  the  loss  due  to  the  consequent  delay  in  completing 
the  structure  in  case  of  such  wash-out. 

V.  R.   CovELL,  Assoc.  M.  Am.   Soc.  C.  E.   (by  letter).— Referring    Mr. 
to  Mr.  Le  Conte's  discussion  of  the  type  of  structure  used,  the  follow-  ^*^''^"- 
ing  conditions  controlled: 

The  Act  of  Congress  relative  to  bridges  across  the  Ohio  River, 
approved  December  17th,  1872,  as  amended  February  14th,  1883,  re- 
quires that  bridges  above  the  mouth  of  the  Big  Sandy  shall  have  at  least 
one  channel  span  with  a  clear  waterway  of  500  ft.  between  piers, 
measured  at  the  low-water  line,  and  with  a  clear  height  of  90  ft.  above 
low  water  and  40  ft.  above  local  highest  water.  The  demands  of  the 
river  shipping  interests  and  the  ruling  of  the  War  Department  fixed 
the  span  at  750  ft.,  from  center  to  center  of  piers.  The  local  condi- 
tions were  unfavorable  for  a  suspension  bridge,  and  the  cantilever  was 
adopted. 

Henry  H.  Quimby,  M.  Am.  Soc.  C.  E.   (by  letter). — Two  of  the     Mr. 
features  of  the  subject  treated  in  this  paper  suggest  some  experience  ^^'"^  ^^ 
that  may  be  of  interest  as  a  discussion.     One  is  the  construction  of 
the  floor,  and  the  other  is  the  deformation  of  the  trusses  in  erection. 

The  character  of  the  floor  construction  of  such  a  bridge  is  not 
the  least  important  part  of  the  design,  because  of  the  special  value 
of  lightness  as  well  as  of  durability.  The  use  of  wood  blocks  is 
commendable,  if  the  base  be  substantial.  The  paper  does  not  state 
the  size  and  character  of  the  buckles  of  the  floor  plating.  The  thick- 
ness of  the  concrete  paving  base  is  said  to  average  3  in.,  which  probably 
allows  about  2  in.  over  the  flat  portions.  If  the  plates  are  multiple- 
buckled,  are  the  ridges  or  divisions  between  the  buckles  depended  upon 
for  cross-support,  or  is  transverse  stiffening  provided  ? 

Buckled  floor-plates,  as  originally  used,  were  in  single  buckles 
turned  up,  forming  vaulted  arches,  and  were  supported  on  all  four  sides. 
Later,  the  custom  arose  of  turning  the  buckles  down  and  using  long 
plates  with  several  buckles  in  each,  and  without  any  cross-beams  under 
the  divisions.  The  strength  of  such  a  member  is  not  easy  to  figure. 
It  depends  in  part  on  the  narrowness  of  the  divisions,  and  in  part  on 
the  thickness,  and  therefore  the  distributing  value,  of  the  concrete 
over  them.  The  divisions  must  obtain  support  from  the  arch  action 
of  the  inclined  sides  of  the  adjacent  buckles.  If  a  division  be  wide 
and  have  only  a  thin  non-distributing  paving  over  it,  the  corners  or 
edges  of  the  division  will  yield  successively  and  alternately  down  and 


(>.'Jv  discussion:   I'lri':  skwkki.i:'*   c  wih.kn  i:i{  mi{iim;i: 

Mr.  up  iiiidcr  ntlliiiL;-  lunds.  Only  a  sli^rlit  movciin'iit  of  thin  cluiractor  is 
rociuircd  to  crack  and  idtiiiiat(dy  ciimil)lc  cement  concrete.  When 
this  sta^e  i.-^  reacliod,  the  pavement  is  near  to  destruction. 

Such  a  case  occurred  rc(.'ently  in  the  asplialt  j)avinp:  of  a  new  deck 
on  an  old  bridpre  wliere  Va"'"-  p'tttes  were  used,  supported  on  stringers. 
5  ft.  6  in.  apart  in  the  clear,  buckles,  5  ft.  '?  in.  by  4  ft.  '5  in.,  and 
divisions  varyinjr  from  1  to  12  in.  in  width  because  of  varying?  i)ancl 
lengths  of  the  structure.  Considerations  of  dead  load  and  also  of 
established  street  elevation  demanded  a  thin  floor,  and  so  the  paving 
base  was  used  only  to  fill  the  depressions  of  the  buckl&s,  and  the 
asphalt  binder  coat — 1  in.  thick — was  laid  directly  on  the  flat  parts 
of  the  plates.  The  wearing  surface  was  2  in.  thick.  The  vehicle 
travel  was  very  heavy,  and,  for  several  months  during  the  reconstruc- 
tion of  the  other  half  of  the  deck,  it  was  concentrated  on  one  shoulder 
in  a  narrow  line.  Within  two  or  three  months  it  was  observed  that 
the  paving  was  breaking  in  several  places,  and  it  was  found  that  these 
places  were  the  wider,  flat  portions  of  the  deck  plates.  In  time  the 
paving  at  two  points  was  sufficiently  pulverized  to  become  dislodged 
and  form  holes,  exposing  the  plate.  Then  the  dropping  of  wheels  off 
the  edge  of  the  surrounding  paving  pounded  down  one  edge  of  each 
division  thus  exposed. 

The  remedy  applied  was  the  placing  of  chair  supports  under  all 
divisions — a  floor  member  of  the  old  structure  being  suitably  situated 
below  each  point — and  then  repaving  the  whole  shoulder,  the  grade, 
at  the  same  time,  being  raised  li  in.,  so  as  to  have  a  little  concrete  over 
the  entire  surface  of  the  floor-plates. 

The  lesson  seems  to  be,  that  if  multiple-buckled  floor-plates  are 
used  without  cross-support,  the  divisions  should  be  as  narrow  as  prac- 
ticable, and  they  should  be  covered  with  a  bed  of  concrete,  say,  as  thick 
as  the  width  of  the  division. 

It  would  seem  that  the  provision  for  making  the  field  connections 
of  certain  members  is  not  covered  in  the  paper.  L -U^^-U^^-  L^^ 
form  a  quadrangle,  made  rigid  by  J/^^  -  U  -  L^^,  diagonally  across 
it.  The  camber  allowances  in  the  lengths  of  these  members  must  have 
distorted  the  quadrangle  so  much,  while  the  members  were  without 
stress,  that  neither  pilot  point  nor  drift  would  avail  to  get  the  diagonal 
connected  up,  unless  an  easement  were  made  somewhere.  By  what 
means  was  this  connection  made? 

In  the  Red  Rock  cantilever  bridge,  where  the  main  span  is  660  ft., 
with  a  panel  similar  in  character,  the  writer  accomplished  the  con- 
nection of  the  panel  by  designing  the  lower  chord  splice  below  it  so 
that  it  constituted  a  slip-joint.  About  2  in.  opening  of  this  joint 
was  required  to  permit  the  closing  pin  of  the  panel  to  be  driven,  and 
it  remained  open  until  the  traveler  advanced  far  enough  in  the  erec- 
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tion  of  the  succeeding  panels  to  stretch  and  compress  the  truss  mem-     mi-. 
bers  sufficiently  to  close  the  joint,  and  then  it  was  riveted  up.    During  Q"'"^^y- 
the  time  that  the  joint  was   open   the   splice-plates  prevented  lateral 
displacement,   and  an  adjustable  bridle  took  care  of  possible  tension 
from  wind  pressure. 

A.  W.  BuEL,  M.  Am.  Soc.  C.  E.  (by  letter).— The  truss  members  Mr. 
of  the  anchor  and  cantilever  arms  and  the  suspended  span  of  this  ^"^'' 
bridge  are  pin-connected  throughout,  except  where  compression  diag- 
onals connect  on  forks  forming  common  pin-plates  at  L^,  L^^,  L^^,  L^^, 
and  M^^,  and  the  connections  of  sub-verticals  to  the  lower  chords.  The 
lower  chords,  from  L^  to  L^^,  and  the  top  chords  of  the  suspended  span, 
are  faced  for  square  bearing  under  full  load  and  spliced  in  the  usual 
manner.  Excepting  the  tower  posts,  L^^  —  U^^,  which  have  34-in. 
web  plates,  the  maximum  depth  of  these  members  is  only  28  in.  With 
these  conditions,  and  reasonable  care  in  detailing,  no  very  large  sec- 
ondary stresses  were  found,  and  were  not  to  be  expected. 

The  14-in.  pin  at  L^^  relieves  the  seconda.ry  stresses  at  that  point 
in  a  manner  fully  as  efficient  as  the  segmental  rocker  bearing  of  the 
Beaver  Bridge. 

It  is  important  to  note  that  the  weight  and  loads  of  the  Beaver 
Bridge  are  about  three  times  as  great  as  in  the  case  of  the  Sewickley 
Bridge;  also,  that  the  depths  of  main  members  of  the  Beaver  Bridge 
are  approximately  twice  as  large  as  those  of  corresponding  members 
of  the  Sewickley  Bridge,  and  that  similar  deformations  produce 
secondary  stresses  about  in  proportion  to  the  depths.  The  same  com- 
parison holds  substantially  for  the  old  Quebec  Bridge. 

In  investigating  the  secondary  stresses  in  the  Sewickley  Bridge, 
some  important  compensations  developed,  which  made  it  unnecessary 
to  increase  the  sections,  except  in  a  few  instances.  For  example,  take 
the  secondary  stress  in  the  extreme  fibers  of  lower  chords,  L^,  L^^,  L^^, 
due  to  deflection  of  the  trusses.  With  maximum  live  load  on  the  bridge, 
the  additional  compression  in  the  chords  of  the  lee  truss  due  to  wind 
brings  the  stringers  into  action,  relieving  the  chord.  Another  point 
that  should  be  considered  is  the  difference  between  the  character  of 
loading  for  railway  and  highway  bridges,  particularly  as  to  the  proba- 
bilities of  maximum  live  load  occurring  simultaneously  with  maximum 
wind  load. 

The  secondary  stresses  for  all  the  points  just  mentioned,  and  for 
others,  were  investigated,  and,  considering  the  liberal  provisions  made 
for  wind  stresses,  the  comparatively  small  secondary  stresses  were  suf- 
ficiently provided  for,  in  the  opinion  of  all  the  engineers  connected 
with  the  work. 

Regarding  the  eccentric  flanged  bushing  in  the  pin-holes  of  the 
shoes   at  L„,  on  the   anchor  piers,   introduced  to   provide   for  adjust- 
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y\i.  iiu'iit.  a  vrry  little  study  of  the  desc'ription  and  illustrations  hIkjiiM 
1)0  sufficient  to  show  that  no  ecrentrioity  nt  all  is  caused  by  this  in  the 
anchor  bars.  It  is  true  that  a  niaxiiiiiim  of  ^  in.  eccentricity  may 
exist  in  the  hearing  of  the  shoes  on  the  masonry,  hut,  as  the  l)asf'  ])lates 
are  (tO  hy  51  in.,  and  as  the  maxininm  possible  reaction  i)roduce8  less 
than  half  the  ])ermissible  load  ])er  scjuarc  inch  on  the  masonry,  the 
effect  of  this  eccentricity   is  nej2:ligible. 

It  is  not  strictly  true  that  the  stress  in  the  anchor  bars  is  constant 
after  adjustment  is  made.  It  will  be  relieved  by  the  dc^formations  of  the 
masonry  and  of  the  shoe  with  its  pin-holes  and  pin.  Although  this 
can  hardly  be  computed  with  precision,  an  approximate  estimate  in- 
dicates that  the  variation  would  be  about  20%  from  the  maximum. 

Answering  Mr.  Hudson's  question  as  to  the  cost  of  making  the 
anchor  arms  self-supporting: 

The  cost  of  this  provision  may  be  taken,  approximately,  as  that 
of  the  following  items: 

Erection  ties: 

U.y  —  M^.  Two  8  by  yV"^^^-  eye-bars. 
V^  —  My  One  8|  by  ^-in.  plate. 

Four  3  by  fV"^^-  angles, 

plus  details,  about  25  per  cent. 
Reinforcing,  for  erection  stress : 

3/3  —  L^.  Two  webs  changed  from  15  by  y\  to  15  by  ^  in. 

Four  angles  changed  from  3  by  3  b}'  -^^  to  3  by  3  by  f  in. 

Pin-plates  and  areas  back  of  and  through  pin-holes 
reinforced. 
M-  —  Lq.  Pin-plates  and  areas  around  pin-holes  reinforced. 

The  temporary  ties,  C/",  —  M^  and  U^  —  M^,  were  only  provided 
for  one  anchor  arm,  as  they  were  removed  from  the  north  side  before 
the  south  side  was  erected. 

It  w^ill  be  seen  that,  in  this  case,  the  cost  of  making  the  anchor 
arms  self-supporting  was  not  great.  Besides  the  sense  of  security 
that  it  gave  to  all  concerned — by  no  means  of  negligible  value — it  left 
the  Erection  Department  more  latitude  in  arranging  the  sequence  of 
operations,  thus  making  for  economy  in  the  field. 

Although  it  did  not  become  necessary  to  swing  the  anchor  arms 
on  account  of  high  water  and  ice,  there  were  two  or  three  occasions 
when  the  hazard  would  have  been  very  great  had  it  not  been  for  this 
provision.  Moreover,  as  a  matter  of  convenience,  they  were  swung 
and  the  falsework  removed  before  the  stresses  were  reversed. 

Mr.  J.  G.  Chalfant,  County  Engineer  of  Allegheny  County,  has 
furnished  the  following  data  on  the  floor  construction,  and  his  ex- 
perience with  a  similar  floor  which  has  been  in  service  several  years : 
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"The  buckle-plates   are   §   in.   thick,   from   18   to  34  ft.   long,  with   Mr. 
several  buckles  in   each,   and  are  supported  and  riveted  at  the  sides  ^"®'' 
and   ends,   with  the  buckles  turned   down.      The   width   of   flat  plate, 
between  buckles,  varies  from  3  to  8  in.,  with  a  width  of  11  in.  in  four 
plates.     In  95%  of  the  cases  this  width  is  not  more  than  6  in.     The 
minimum  thickness  of  the  concrete  is  3  in. 

"The  efficiency  of  this  detail  cannot  be  determined  by  calculation, 
and  conclusions  must  be  based  on  experience. 

"Bridge  No.  1,  Allegheny  River,  at  Oakmont,  has  substantially 
the  same  detail,  and,  after  three  years  of  service,  shows  no  sign  of 
failure." 

The  problem  of  making  the  connections  in  the  field  was  given  very 
careful  study,  the  conclusions  of  which  were  entirely  justified  by  the 
actual  results. 

Before  adopting  the  lengths  of  truss  members  computed  for  camber, 
as  described  in  the  paper,  a  Williot  diagram  for  cambered  position 
was  constructed,  the  vertical  displacements  being  checked  by  com- 
puted deflections.  From  this  a  careful  analysis  was  made  of  the 
erection  conditions  for  each  panel  and  joint,  with  particular  reference 
to  sub-panel  members  and  to  riveted  field  splices,  such  as  those  of  the 
lower  chord  and  main  compression  diagonals.  The  elevations  of  each 
bent  of  falsework  and  of  the  camber  blocking  were  computed  accurately, 
with  allowances  for  settlement,  etc.,  based  on  experience,  as  were  also 
the  positions  of  all  lower-chord  pins  in  relation  to  the  traveler  sills 
and  rails.  These  elevations,  with  the  clearances  allowed  for,  were  shown 
on  erection  plans.  After  this  work  was  completed  and  checked,  the 
engineers  of  the  Fort  Pitt  Bridge  Works  were  satisfied  that  no  unusual 
difficulty  would  be  experienced  in  the  field. 

The  following  quotations  from  the  erection  reports  give  the  recorded 
results : 

"As  a  rule,  and  speaking  generally,  in  all  riveted  connections  about 
90%  of  the  holes  were  filled  with  temporary  bolts  and  drift-pins.  Drift- 
pins  were  used  in  the  field  connections  of  members  taking  tension 
during  erection,  as  bolts  would  not  take  up  the  clearance  allowed  in 
the  holes,  but  all  riveted  members  were  connected  practically  without 
the  use  of  drift-pins. 

"All  pins  were  driven  home  quickly  and  without  the  slightest  dis- 
tortion or  displacement  of  metal  about  the  holes.  Special  rams,  weigh- 
ing about  2  000  lb.,  were  sent  to  the  site,  but  were  never  used,  as 
it  was  found  that  all  pins  could  be  driven  easily  with  a  15-ft.  section 
of  85-lb.  rail." 

Although  it  is  recognized  that  the  problem  of  providing  for  the 
field  connections  in  bridges  of  such  proportions  as  the  Beaver,  Black- 
wells  Island,  or  Quebec  is  quite  a  different  matter  from  that  met 
in  the  Sewickley  Bridge,  it  may  be  worth  while  to  consider  the  causes 
of  the  rather  unusual  facility  with  which  the  latter  went  together  in 
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Mr.  the  tl('l<l,  cNrii  wlicii  coiuiiarcd  with  >tni<'tur(-  in  it-  nwii  cIohh.  Tlioro 
'"*'  is  no  (louht  lliat  tlic  sli<)|)  methods,  ms  iriont ioncd  in  llio,  rliscus.sion  by 
Mr.  Strnul).  liad  ('oiisidrrnhlc  to  do  with  it,  and  the;  form  and  type 
of  trusses  and  details  contributed  to  tlie.  results;  but  tho  methods 
used  for  introducing  the  camber  and  for  elieeking  its  effect  on  field 
connections,  together  with  the  cnre  taken  to  set  the  falsework  and 
camber  blocking:  to  correct  elevations,  seem  to  Ikj  the  most  important 
items  in  accountinjj:  for  tlie  exceptionally  satisfactory'  results  attained. 
The  accuracy,  of  all  these  computations,  as  well  as  of  the  shop  work, 
is  attested  by  the  remarkably  close  agreements  between  the  computed 
and  actual  (l<>flections,  as  shown  on  Tlate  XIX. 
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In  all  irrigation,  power,  and  other  developments  involving  the 
diversion  and  use  of  water,  much  attention  is  given  by  the  engineer 
to  a  detailed  study  of  the  available  water  supply.  Whether  or  not 
legal  title  to  the  necessary  water  can  be  secured,  is  a  matter  usually 
left  by  the  engineer  for  the  consideration  of  the  project's  legal  ad- 
viser. The  lawyer,  as  a  rule,  is  unfamiliar  with  the  units  for  meas- 
uring water,  knows  nothing  as  to  the  effects  on  the  stream  of  diver- 
sions or  of  return  seepage,  and  can  make  but  little  use  of  elaborate 
hydrographs  and  water  supply  data  prepared  by  the  engineer.  He 
confines  his  studies  strictly  to  the  legal  phases  of  the  problem  as  he 
understands  them,  assuming  that  the  engineer  will  attend  to  what 
he  considers  the  technical  part  of  the  work.  The  inevitable  result 
is  that  the  promoter,  who  usually  understands  only  the  financial  end 
of  the  project  and  is  relying  on  his  engineer  and  legal  adviser  to  do 
their  part,  suddenly  awakens  to  the  fact  that  he  has  expended  a  large 
amount  of  money  on  a  project  where  the  legal  title  to  a  part  or  all 
of  the  water  supply  is  in  some  one  else. 

*  This  paper  was  first  presented  at  the  Annual  Convention  at  Seattle,  Wash.,  and  again 
at  the  meeting  of  November  6th,  1912. 
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J 11  the  seven  yeans'  exi)erieiice  oi  llie  writer  as  State  Engineer  ol* 
Oregon,  many  disasters  have  hcen  observed  where  the  primary  cause 
was  clearly  a  failure  on  the  part  of  tlic  promoter,  or  the  engineer,  to 
appreciate  fully  at  the  outset  the  importance  of  investigating  thor- 
oughly those  engineering  questions  which  are  semi-legal  in  nature. 
Th(>  fault  usually  lies  with  the  engineer  in  making  a  water  supply 
report  which  purports  to  be  complete,  but  does  not  treat  of  the  legal 
relation  between  the  proposed  diversion  and  all  other  diversions  and 
rights  along  the  entire  stream.  The  engineer  is  much  better  fitted 
by  training  and  experience  to  cover  this  disputed  territory  than  the 
lawyer. 

In  many  States,  however,  it  is  absolutely  impossible  for  any  one 
to  secure  definite  information  as  to  water  rights  or  titles.  The  water 
laws  of  such  States  cannot  be  found  by  a  study  of  the  statutes  alone, 
but  must  be  sought  for  in  a  long  series  of  decisions  by  the  State 
Supreme  Court.  These  decisions  are  based  more  on  the  logic  of  judges 
than  the  statutes  of  the  Legislature,  and  are  usually  so  conflicting 
that  able  lawyers  differ  in  opinion  as  to  the  most  fundamental  points. 
In  such  States,  it  is  the  duty  of  the  Engineering  Profession  to  lead 
in  the  movement  for  the  enactment  of  better  water  laws.  It  is  im- 
possible for  the  lawyer  or  statesman  to  frame  proper  laws  without 
the  co-operation  and  assistance  of  the  engineer,  for  he  alone  knows 
the  difiiculties  to  be  overcome  in  undertaking  a  new  enterprise;  and 
he,  of  all  classes,  should  know  what  legislation  is  needed  to  protect 
all  interests  engaged  in  such  an  enterprise.  The  legal  profession  has 
great  reverence  for  precedent,  and,  besides,  there  are  many  lawyers 
who  feel  that  a  reform  in  the  water  laws  would  affect  business  seri- 
ously, by  reducing  the  amount  of  litigation.  It  is  said  on  good 
authority  that  the  cost  of  litigation  over  water  rights  in  some  of  the 
Western  States  has  exceeded  the  original  cost  of  the  works.  The 
recent  collapse  of  the  irrigation  bond  market  is  evidence  of  the  fact 
that  capital  has  awakened  to  the  importance  of  definite  water  laws, 
so  that  a  reliable  abstract  of  water  title  can  be  prepared  prior  to 
construction.  Therefore,  looking  at  this  matter  only  from  the  self- 
ish standpoint,  it  is  the  duty  of  the  engineer  to  lead  in  the  reform 
of  State  and  National  water  laws,  so  that  the  confidence  of  capital 
may  be  speedily  restored  and  that  development  may  proceed.  The 
best  lawyers  in  eveiw  community  will  always  be  found  on  the  side  of 
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reform,  for  they  realize  that  their  prosperity  depends  on  the  general 
prosperity   of   their   community   and    State. 

The  wonderful  progress  made  during  the  past  decade  in  the 
reclamation  of  arid  lands,  through  the  agency  of  the  Carey  Act 
and  the  United  States  Reclamation  Act,  has  served  to  educate  the 
public  as  to  the  value  of  water  and  the  importance  of  some  inter- 
state or  National  laws  relating  to  diversions  from  interstate  streams, 
or  their  tributaries.  Formerly,  hundreds  of  small  diversions  were 
necessary  before  any  appreciable  effects  on  a  large  interstate  stream 
were  noticeable  in  the  lower  State,  but  now,  in  some  cases,  the  entire 
flow  of  a  great  river  may  be  stored  for  several  years  in  a  reservoir, 
and  the  flow  in  the  adjoining  State  is  affected  so  suddenly  as  to  be 
a  shock  and  a  menace  to  its  citizens.  Such  enormous  developments 
were  not  contemplated  at  the  time  of  the  framing  of  our  State  and 
National  constitutions,  and  some  new  legislation  must  be  framed  and 
enacted  to  cover  these  contingencies,  even  if  it  necessitates  the 
stretching   or   amending   of   these   constitutions. 

Some  interstate  legislation  is  absolutely  essential  if  the  highest 
development  of  our  streams  is  to  be  accomplished.  Each  river,  from 
its  head-waters  to  its  mouth,  should  be  treated  as  a  unit,  regardless 
of  State  lines.  For  instance,  it  should  be  possible  to  store  water  in 
Colorado  for  use  in  Southern  California,  the  stored  water  being  pro- 
tected by  Federal  or  interstate  law  as  it  passes  through  three  inter- 
vening States.  Again,  the  construction  of  a  power-plant,  to  utilize 
the  entire  low-water  flow  of  a  stream  in  one  State,  may  interfere 
seriously  with  subsequent  diversions  for  irrigation  in  the  adjoining 
State  immediately  above  such  plant.  A  number  of  cases  of  litigation 
between  States  over  a  proper  diversion  of  interstate  streams  have 
already  been  carried  to  the  Supreme  Court  of  the  United  States,  and 
some  definite  action  should  be  taken  by  Congress  before  these  decisions 
become  hopelessly  confused,  as  is  the  case  in  most  States  where  no 
statutory  laws  have  been  available  for  the  guidance  of  the  Courts. 
The  National  engineering  societies  should  lead  in  the  discussion  of 
this  important  subject,  and  assist  in  the  framing  of  necessary  inter- 
state water  legislation. 

Just  as  we  have  done  away  with  county  control  of  waters,  for 
State  control  in  Oregon,  so  must  we  supplement  State  control  by 
some   system   of   interstate   or  Federal  control  for  interstate  streams, 


<^»10  STAIi;   AM)    N'ATIONAI,    W A  TKH    LAWS 

and  the  same  system  which  has  hi.'cn   loiiiid  satisfactory  for  tlie  State 
should  be  extended  to  interstate  waters. 

The  water  laws  of  Oregon,  though  not  specifically  referred  to,  have 
been  endorsed  as  a  model  for  other  States  by  resolutions  of  the 
National  Irrigation  Congress.  It  required  a  four-year  campaign,  sup- 
plemented l)y  the  powerful  clul),  the  power  of  direct  legislation  through 
the  initiative,  now  in  the  hands  of  the  people  of  Oregon,  to  force  this 
law  through  the  legislature.  It  lias  now  been  in  successful  operation 
for  three  years,  and  the  results  accomplished  have  been  far  in  advance 
of  what  was  hoped  for,  even  by  the  most  sanguine  of  its  supporters. 

For  the  foregoing  reasons  it  is  believed  that  a  brief  statement  of 
the  fundamental  principles  underlying  the  Oregon  system  of  water 
titles,  together  with  the  results  thus  far  accomplished,  will  be  of 
interest  to  the  Engineering  Profession  generally,  and  may  assist  in 
the  solution  of  some  of  the  conservation  and  water-power  problems 
which  are  now  calling  for  the  highest  degree  of  statesmanship  on  the 
part  of  our  representatives  in  Congress. 

The  value  of  this  paper  will  be  greatly  extended  if  it  receives  care- 
ful consideration  and  full  discussion  by  engineers  in  the  Eastern, 
Southern,  and  Central  States,  as  they  look  at  these  questions  from 
an  entirely  different  view-point.  The  general  impression  seems  to 
prevail  that  a  law  suitable  for  the  Western  arid  States  would  not  be 
adapted  to  conditions  in  the  Eastern  humid  States.  It  is  high 
time  that  this  notion  be  dispelled;  for  the  diversion  or  storage  of 
100  sec-ft.  of  water  from  a  stream  for  irrigation  or  domestic  use  in 
Oregon  would  have  the  same  effect  on  lower  appropriators  as  a  like 
diversion  for  an  eastern  stream  for  any  similar  uses  to  which  water 
may  be  put  in  such  section.  Until  recently,  the  common  law  doctrine 
of  riparian  rights,  in  all  its  rigors,  applied  to  conditions  in  the  western 
or  humid  portion  of  Oregon,  while  the  doctrine  of  appropriation  for 
beneficial  use  prevailed  in  the  eastern  or  arid  portion  of  the  State. 
The  same  law  has  now  been  made  applicable  to  all  parts  of  the  State. 

The  writer  will  now  endeavor  to  show  that  this  same  system  of 
water  titles,  which  is  essential  to  development  in  the  arid  States,  is 
equally  applicable  to  Eastern  and  Southern  States,  so  that  this  dis- 
cussion may  be  of  interest  and  perhaps  of  value  to  engineers  in  all 
parts  of  the  country. 
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"The  United  States  inherited  from  Europe  two  great  systems  of 
jurisprudence,  one  the  Common  Law,  and  the  other  the  Civil  Law. 
The  eastern  part  of  the  territory  of  the  United  States  began  with  the 
Common  Law.  The  territory  west  of  the  Mississippi  inherited  the 
Civil  Law,  through  the  prior  sovereignty  of  either  Spain  or  France, 
or  both.  The  Common  Law  has  invaded  most  of  the  area  of  the 
Western  States,  formerly  subject  to  the  Civil  Law,  yet  there  are  many 
great  questions  of  both  title  and  right  still  dependent  there  for  settle- 
ment upon  the  rules  of  the  Civil  Law.  Among  the  great  questions 
thus  dependent  is  the  law  of  waters. 

"The  basis  of  the  Civil  Law  which  comes  to  any  State  of  the 
American  Union,  is  the  law  of  imperial  Eome.  It  will  surprise  any 
one  who  reads  the  translation  of  the  Roman  water  law  to  see  how 
perfectly  and  fully  they  understood  the  whole  question.  They  had 
worked  out  every  problem,  and  we  may  safely  say  that  they  under- 
stood the  subject  as  well  as  we  do  to-day,  and  no  one  can  say  that 
the  old  Romans  did  not  bring  to  their  law  of  water  a  common  sense 
and  equity  not  exceeded  by  our  courts  to-day."* 

The  modern  water  laws  adopted  by  a  few  of  the  Western  States, 
including  Oregon,  are  based  on  the  Roman  Law.  The  basis  is 
priority  of  appropriation  and  beneficial  use.  The  Oregon  territory, 
however,  was  acquired  by  discovery,  and  therefore  this  State  started 
off  with  the  same  system  of  jurisprudence — the  Common  Law — as  the 
eastern  part  of  the  United  States.  The  early  decisions  of  our  Courts 
were  in  harmony  with  decisions  in  the  Eastern  States,  yet  these 
decisions  have  been  almost  completely  reversed  in  a  State  where 
occurs,  perhaps,  the  heaviest  rainfall  (in  Tillamook  County,  139  in.) 
of  any  point  in  the  United  States.  The  writer,  therefore,  cannot  see 
any  reason  why  a  law  similar  to  that  of  Oregon  cannot  be  adopted 
and  upheld  in  any  other  State  of  the  Union  where  it  is  necessary  to 
divert  water. 

Our  system  of  land  titles  is  well  understood  in  all  States.  We 
know  the  value  of  an  abstract  of  title.  Why  should  we  not  have  a 
definite  system  of  water  titles  in  all  States,  and  why  not  insist  on 
just  as  definite  showing  of  water  title  before  the  purchase  of  a  water 
project,  or  before  the  investment  of  money  in  a  new  enterprise? 
Entire  streams  are  now  being  diverted  or  stored  in  the  Eastern 
States  for  municipal  supplies,  for  supplying  large  canals,  for  the 
development   of   power,    etc.      In   many   cases,   water   is   carried   from 

*  Ware,  on  Roman  Water  Law. 
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one  stream  into  another  iind  from  one  State  into  another.  Soon 
the  State  and  Nation  must  join  in  the  storage  of  water  for  the  control 
of  floods  and  to  aid  navigation.  IMiis  water,  in  passing  down  the 
stream,  will  benefit  many  i)rivate  power  projects,  and  tliese  should 
be  compelled  to  contribute  to  tlie  cost  in  proportion  to  the  benefits 
received.  It  is  the  writer's  belief  that  definite  State  and  National 
laws  relating  to  water  would  be  of  as  great  benefit  to  the  Eastern 
as  to  the  Western  States. 

Riparian  Rights  versus  Appropriations. 

Before  going  farther  into  this  subject,  it  might  be  well  to  explain 
briefly  the  distinction  between  the  common  law  doctrine  of  riparian 
rights,  and  the  civil  law  doctrine  of  appropriation  and  use. 

The  common  law  doctrine  of  riparian  rights  originated  in  Eng- 
land, where  it  was  not  necessary  to  divert  and  use  great  rivers  for  the 
domestic  supply  of  cities,  where  no  extensive  diversions  were  necessary 
for  the  supply  of  canals,  or  for  water-power  projects,  as  we  know  them 
to-day,  and  where  irrigation  was  not  necessary.  It  was  more  a  ques- 
tion of  drainage  than  of  irrigation. 

"Riparian  rights"  a.re  such  as  follow  or  are  connected  with  the 
ownership  of  the  banks  of  streams  or  rivers. 

"Every  proprietor  of  land  on  the  bank  of  a  river  has  an  equal  right 
to  the  use  of  the  water  which  flows  in  the  stream  adjacent  to  his 
lands,  as  it  was  wont  to  flow,  without  diminution,  pollution  or  alter- 
ation, unless  his  right  has  been  limited  by  grant,  license  or  prescrip- 
tion. No  proprietor  along  the  bank  of  a  stream,  however,  has  a  right 
to  use  the  water  to  the  prejudice  of  other  proprietors  above  or  below 
him,  unless  his  right  has  been  enlarged  by  grant,  license  or  prescrip- 
tion. He  has  no  property  in  the  water  itself,  but  a  simple  usufruct 
while  it  passes  along.  *  *  *  Though  he  may  use  the  water  while  it  runs 
over  his  land,  he  cannot  unreasonably  detain  it,  nor  give  it  another 
direction,  and  he  must  return  it  to  its  ordinary  channel  when  it  leaves 
his  estate.  These  rights  are  inseparably  annexed  to  the  soil,  and  pass 
with  it,  not  as  an  easement  or  appurtenance,  but  as  a  part  and  parcel 
of  the  land.  This  property  right  can  be  regarded  only  as  a  corporeal 
hereditament,  belonging  to  and  incident  to  the  soil,  the  same  as 
though  it  were  stones  or  grass.  The  right  does  not  depend  on 
appropriation,  and  is  not  suspended  or  lost  by  nonuser,  but  may  be 
lost  by  grant  or  prescription,  or  long  adverse  use;  or  in  the  semi-arid 
states,  by  condemnation."* 

*  Mills'  Irrigation  Manual,  p.  18. 
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The  doctrine  of  appropriation  for  beneficial  use,  as  far  as  the 
United  States  is  concerned,  originated  in  California  and  other  West- 
ern States,  out  of  the  necessities  of  the  miners  and  early  settlers.  It 
is  based  on  the  familiar  maxim  that  "he  who  is  prior  in  time  is  prior 
in  right."  Water  is  treated  as  a  wild  thing  which  becomes  the 
property  of  him  who  captures  it  first.  It  can  only  be  retained  by 
him  so  long  as  he  puts  it  to  beneficial  use.  If  the  supply  is  not 
sufiicient  for  all,  the  ditch  of  the  last  appropriator  must  be  closed 
to  protect  the  prior  appropriator.  This  system  of  titles  is  simple, 
easy  of  enforcement,  and  is  the  only  system  which  is  adapted  to 
the  needs  of  the  people  in  this  age  of  big  developments. 

These  two  systems  are  in  direct  conflict,  and  cannot  both  be  ap- 
plied on  the  same  stream  at  the  same  time,  for  streams  cannot  flow 
undiminished  to  the  ocean,  and  at  the  same  time  be  diverted  for 
beneficial  use. 

"From  the  history  of  this  subject,  dating  *  *  *  from  the  earliest 
period  of  Egyptian  history,  down  to  the  period  when  extensive  appro- 
priations were  made  for  mining  and  agriculture  in  the  arid  and  semi- 
arid  West,  we  are  unable  to  find  any  controversy  between  those  claim- 
ing as  riparian  proprietors  and  those  engaged  in  diverting  and  conduct- 
ing the  water  to  non-riparian  lands.  It  seems  to  have  been  an  accepted 
fact  that  the  water  was  the  property  of  the  public,  and  when  the 
necessities  of  the  people  required  that  it  should  be  conducted  from  the 
stream  and  applied  to  the  soil  for  the  production  of  crops,  the  right 
to  do  so  was  unquestioned."* 

Early  Laws. 

Oregon  was  admitted  as  a  State  on  February  14th,  1859.  Its  con- 
stitution contains  no  provisions  relating  to  water.  Many  decisions 
had  been  rendered  by  our  Supreme  Court  before  the  adoption  by  the 
legislature  of  the  first  water  laws,  in  1891.  These  laws  were  in  har- 
mony with  the  customs  of  the  miners,  and  provided  for  the  posting  of 
a  notice  on  the  bank  of  the  stream,  setting  forth  the  extent  and  pur- 
pose of  the  claims,  and  the  recording  of  a  copy  of  such  notice  with 
the  county  clerk.  Work  was  to  begin  within  six  months,  and  no  time 
limit  was  fixed  for  completion.  There  was  no  supervision  by  the 
county  or  State.  As  a  result,  each  applicant  usually  claimed  many 
times  the  water  needed,   and  usually  all  the  water  in  the  stream  at 


♦Mills'  IrrigatioD  Manual,  p.  6. 
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tlint  point.  riio  ret'ords,  tlicrefore,  were  ol  no  public  value,  aud  iu 
one  ease  a  trip  of  1  000  miles  would  have  had  to  be  maxle  to  consult  all 
the  records  relating  to  a  single  stream.  Litigation  was  constantly  in 
progress  on  some  streams.  The  decrees  settled  only  the  rights  ol 
the  parties  interested,  and  were  not  final  because  they  did  not  involve 
all  i)arties  on  the  stream,  including  the  State,  which  is  vitally  inter- 
ested in  the  unappropriated  waters,  as  trustee  for  future  users.  This 
litigation  impoverished  the  water  users,  discouraged  settlement  and 
investment^?,  and  promoted  community  quarrels  which  threatened  the 
peace  and  safety  of  the  citizens.  The  term  "water  right"  became  in 
practice  synonymous  with  litigation.  To  overcome  these  difficulties, 
a  complete  system  of  State  control  was  provided  in  February,  1909, 
and  is  based  on  the  police  power  of  the  State  to  preserve  the  peace 
and  safety  of  its  citizens. 

The  New  Law. 
All  water  within  the  State  of  Oregon  was  declared  by  law  to  be 
the  property  of  the  public.  This  declaration,  it  is  believed,  merely 
states  the  law  as  it  exists  to-day  in  every  State  of  the  Union.  It  is 
the  purpose  of  this  new  law  to  regulate  the  use  of  this  property  in  the 
interest  of  the  public,  without  injury  to  prior  vested  rights.  This 
regulation  is  possible  under  the  police  power  of  the  State. 

A  board,   of  which  the   State  Engineer  is  chairman,  was  created 
to  have  charge  of  this  property. 
It  is  the  duty  of  this  board: 

A. — To  determine  and  record  all  rights  to  the  use  of  this  public 
property  which  had  become  vested  prior  to  the  adoption  of 
the  law; 
B. — To  grant   rights,  for  beneficial   use   in   the   State's   unappro- 
priated waters,  to  those  who  make  proper  application  there- 
for; 
G. — To   protect   recorded   rights   to   the   use   of   public  waters   by 
regulating  diversions  from  streams. 
The  law  and  its  operation  will  be  discussed  under  these  three  heads, 
taking  them  up  in  order. 

Determination  of   Old  Eights. 

A  complete  and  reliable  record  of  all  old  rights  is  the  foundation 
for  their  protection  as  well  as  the  basis  for  the  State's  administrative 
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system.  Such  a  record  is  essential,  in  order  that  the  public  may 
know  the  extent  of  its  unappropriated  waters.  As  streams  do  not 
follow  county  lines,  or  begin  and  end  in  particular  judicial  districts, 
it  was  found  absolutely  necessary  to  create  a  special  tribunal  to 
ascertain  and  record  these  old  rights.  It  is  called  the  Board  of 
Control,  and  is  composed  of  the  State  Engineer,  and  the  Superin- 
tendents of  each  of  the  two  sections  into  which  the  State  is  divided. 

The  Board  of  Control  is  an  administrative  body  having  only  sub- 
ordinate judicial  powers.  While  it  has  much  the  same  powers  as  a 
Court,  and  follows,  where  practicable,  the  usual  legal  procedure,  yet 
it  is  free  to  depart  from  such  procedure  where  necessary  to  facilitate 
action.  It  operates  in  much  the  same  manner  as  the  Railway  Com- 
mission, or  the  Board  of  Health.  It  knows  what  information  is 
necessary  for  a  proper  determination  of  early  rights.  It  goes  after 
this  information,  and  does  not  accumulate  thousands  of  pages  of 
useless  and  conflicting  evidence.  Its  success  has  been  due  largely  to 
its  freedom  in  this  respect.  Any  water  user  can  submit  his  claim  to 
the  Board,  if  he  so  desires,  without  the  necessity  of  employing  an 
attorney.  The  Board  assists  him  by  preparing  blank  forms*  and  by 
making  surveys  and  maps,  so  as  to  minimize  his  expense.  In  case 
of  contests,  the  Board  pays  for  the  taking  of  additional  evidence. 

The  determinations  are  not  only  inexpensive,  but  speedy  and 
effective,  as  shown  by  the  record.  The  members  of  this  Board  are 
employed  by  the  people  of  the  State  for  this  particular  work.  It  is 
to  their  interest,  as  well  as  that  of  the  water  user,  that  these  deter- 
minations be  made  speedily,  and  that  the  determinations  are  effec- 
tive. 

The  first  step  in  the  adjudication  of  water  rights  on  any  stream 
is  to  file  a  petition  with  the  Board,  signed  by  one  or  more  water 
users,  requesting  that  a  determination  be  made.  If  conditions  justify 
such  action,  and  funds  permit,  the  State  Engineer  is  directed  to  make 
a  survey  as  a  basis  for  such  determination.  Maps  are  prepared 
showing  each  ditch,  the  location  and  extent  of  land  irrigated,  and 
such  other  information  as  may  be  necessary  in  defining  the  right. 

Next,    a    form    containing    questions    is    sent    by    the    Superin- 

*  A  full  set  of  the  forms  and  instructions  used  in  Oregon  was  furnished  by  the  Author, 
but  as  they  are  too  voluminous  to  be  published  here,  they  have  been  filed  in  the  Library 
of  the  Society,  where  they  may  be  examined  by  those  especially  interested. 
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tc'iidoiiL  to  (.'iK'li  i)L'rd()ii  or  coinpauy  claiming  a  watt-r  right  I'rijin  sucii 
stream.  Each  claimant  is  required,  under  penalty  of  forfeiture,  to 
fill  in  the  information  neceasary  for  a  proper  determination  of  his 
right.  The  Superintendent,  at  the  time  and  place  fixed  in  the  notice, 
proceeds  to  collect  these  statements,  which  are  certified  under  oath 
before  him.  The  maps  prepared  by  the  State  Engineer  are  at  such 
time  submitted  to  inspection  by  the  water  users,  who  must  accept 
or  reject  them.  If  not  accepted,  maps  must  be  prepared  and  sub- 
mitted by  the  claimant  showing  the  information  as  he  thinks  it 
should  be.     Certain  fees  are  payable  at  this  time. 

After  all  claims  have  been  filed  on  these  forms,  a  second  notice 
is  sent  by  registered  mail  to  each  water  user,  fixing  a  time  and 
place  when  these  claims  will  be  submitted  to  the  inspection  of  all 
interested  parties.  Within  5  days  after  the  closing  of  this  period 
of  inspection,  any  claimant  may  contest  the  claim  of  another,  each 
being  required  to  pay  $5  for  each  day  required  in  the  taking  of  tes- 
timony in  such  contest.  The  deposit  of  the  winning  party  is  returned 
to  him.  In  this  way,  the  determination  of  early  rights  is  practically 
left  to  the  water  users  themselves,  and  trivial  contests  are  discour- 
aged. The  new  comer  will  contest  vigorously  any  exaggerated  or 
untruthful  statement  by  any  prior  appropriator.  The  more  these 
early  excessive  appropriations  are  cut  dowm,  the  more  valuable  is 
his  own  right,  and  the  more  likelihood  of  his  securing  water.  The 
early  appropriator,  knowing  that  his  claim  will  be  submitted  to  the 
inspection  of  his  neighbors  having  subsequent  rights,  is  usually 
modest  in  his  claim. 

The  original  evidence,  with  that  taken  in  contest  cases,  is  then 
submitted  to  the  Board  of  Control,  and,  as  soon  as  practicable,  an 
order  determining  the  relative  rights  of  all  parties  is  entered.  This 
order  becomes  effective  immediately,  and  can  be  enforced  by  the  ap- 
pointment of  a  water  master. 

The  order,  together  with  all  testimony  collected  by  the  Board,  is 
filed  later  with  the  Circuit  Court  of  the  proper  county  for  confirma- 
tion. If  no  exceptions  or  appeals  from  the  Board's  determination 
are  filed  with  the  Court,  an  order  is  entered  confirming  the  same. 
Otherwise,  the  decree  remains  in  force  until  the  exceptions  or  ap- 
peals are  tried  out,  and  a  modified  decree  is  entered.  Appeals  from 
the  decree  of  the  Circuit  to  the  Supreme  Court  are  provided  for,  if 
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taken  within  six  months  from  the  entry  of  the  decree  in  the  Lower 
Court. 

On  confirmation  by  the  Court,  and  after  the  period  for  appeal  has 
expired,  a  water  right  certificate  is  issued  by  the  Board  of  Control 
to  each  owner  of  a  right. 

There  is  considerable  demand  for  making  the  decisions,  final  with 
the  Board,  subject  to  appeal  to  the  Courts,  in  the  usual  manner. 
Such  procedure  would  greatly  simplify  matters,  and  hasten  materially 
the  issuance  of  certificates.  It  would  be  clearly  constitutional,  in  the 
writer's  opinion,  as  indicated  by  decisions  in  Wyoming  and  Nebraska. 

Water  Eight  Certificate. 

The  water  right  certificate  is  record  evidence  of  the  holder's  right 
to  water.  It  is  to  his  water  title  what  a  patent  from  the  United 
States  is  to  his  land  title.  Thereafter  his  title  to  water  for  irrigation 
passes  with  the  land  on  which  it  is  used.  An  abstract  of  land  trans- 
fers will  then  serve  to  show  chain  of  title  to  both  land  and  water. 

This  certificate,  which  is  issued  to  the  claimant  by  the  Board 
after  final  determination  of  his  right,  embodies  all  the  fundamental 
principles  of  a  water  right.  They  are  few  and  simple,  and,  if  kept 
clearly  in  mind,  will  give  a  good  understanding  of  the  water  laws 
of  Oregon  as  well  as  of  a  number  of  the  Western  States. 

These  fundamental  principles  are  as  follows: 
f  Priority, 
Purpose, 
Period, 
Place,  and 
Quantity. 

Beneficial  use  is  the  great  underlying  principle, 
principle,  there  are  no  water  monopolies  in  Oregon, 
sale  of  water,  apart  from  the  use,  and  the  holding  of  water  without 
use,  for  speculative  purposes,  are  unknown.  Our  water  resources, 
greater  perhaps  than  those  of  any  other  State  in  the  Union,  are  still 
largely  the  property  of  the  public,  and  are  offered  practically  without 
price  to  him  who  will  put  them  to  use. 

Priority. — The  priority  is  expressed  by  a  date.  It  is  the  most 
important  element  in  considering  the  value  of  a  water  right.  It  is 
the   date   when   the   present    owner   or   his   predecessor   first   diverted 


Beneficial  Use:  "^ 


Because  of  this 
The  barter  and 
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water  or  took  the  first  legal  steps  to  initiate  his  right.  A  ditch  may 
have  several  priorities,  if  the  original  ai)i)r()i)riation  or  intent  has 
been  enlarged  at  a  later  date. 

Purpose. — The  purpose,  whether  for  irrigation,  i)o\ver,  mining, 
manufacturing,  or  domestic  use,  is  an  important  element  of  the  title. 
A  right  acquired  for  one  purpose  should  not  be  transferred  to  another 
without  loss  of  priority.  A  change  from  x)ower,  which  does  not  con- 
sume water,  to  tliat  of  irrigation,  which  consumes  a  large  part  of 
the  water,  will  affect  lower  rights  seriously.  Such  changes  are  against 
public  policy.  The  user  has  no  property  right  in  the  water,  only  a 
right  for  a  particular  use. 

Period. — The  period  of  use  is  important.  A  right  for  mining 
during  the  winter  months  cannot  be  extended  to  include  summer  use, 
as  this  would  conflict  with  perhaps  prior  rights  for  irrigation.  A 
right  for  spring  irrigation  of  grain,  and  long  used  for  such  purpose, 
cannot  be  enlarged  to  include  fall  irrigation  of  alfalfa,  without  injury 
to  others.  The  increased  use  at  a  different  period  would  damage 
vested  rights  below. 

Place. — The  place  of  use  is  fundamental  to  a  proper  definition 
of  the  right.  Water  cannot  be  branded  or  fenced  like  cattle  to  show 
private  ownership.  The  nearest  approach  to  such  system  is  to  tie 
it  to  the  place  of  use.  Therefore  all  water  should  be  made  appurte- 
nant to  the  place  of  use,  otherwise  there  can  be  no  stability  of  water 
titles,  and  the  public  records  at  Salem  will  be  of  little  use.  (See 
Fig.  1.) 

No  transfers  should  be  permitted  without  loss  of  priority,  except 
in  the  most  extreme  cases,  and  then  only  after  proceedings  and 
record  before  the  Board  of  Control.  The  return  water  from  prior 
appropriations  is  counted  upon  by  subsequent  appropriators  as  a  basis 
for  their  investment.  Even  a  relatively  small  displacement  will  affect 
the  return  seepage,  as  the  laws  of  underground  water  are  uncertain. 
There  could  be  no  stability  of  water  titles  if  the  law  permitted  in- 
discriminate transfers  in  the  place  of  use.  If  the  use  terminates,  the 
right  should  terminate.  Even  if  a  transfer  is  made  after  notice  to 
all  parties,  it  is  unfair  to  the  lower  appropriator,  as  anticipated 
injury  can  seldom  be  proven.  The  public  gains  nothing,  as  new 
appropriators  are  always  eager  to  put  such  water  to  new  uses  under 
a  subsequent  priority. 
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To  permit  a  change  in  character  of  use,  or  change  in  the  place 
of  use,  therefore,  would  serve  to  make  water  titles  unstable,  and  open 
the  way  to  the  barter  and  sale  of  water,  which  is  in  direct  conflict 
with  the  doctrine  of  beneficial  use,  on  which  the  entire  system  rests. 
Unless  water  titles  can  be  made  definite  and  certain,  capital  cannot 
be  expected  to  invest  in  new  enterprises. 
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Tumalo  Decree 
1     B'.Mo.lip.No.l35 


>4 -Decreed  rights  from  Squaw  Creek  for  which  water  rif,'ht  certificates  have  been  issued. 
2-To  be  watered  under  permit  from  Blue  Lake  and  Metolius  River. 
C  -To  be  wate'red  under  permit  from  Crater  Creek  and  storage  in  Tumalo  Reservoir. 
iD  -Incomplete  rights  under  Tumalo  Creek  adjudication;   project  not  yet  completed,  including 
storage  in  Tumalo  Reservoir. 

Fig.  1. 

Quantity. — The  maximum  quantity  of  water  granted  in  the  certifi- 
cate is  an  important  qualification  to  the  general  limitation  of  bene- 
ficial use.  This  is  expressed  in  cubic  feet  per  second,  which  is  the 
standard   unit  for   rate   of  flow.     Water  for   storage   purposes   is   ex- 
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pressed  in  ativ-feet,  whicli  is  the  unit  of  volume.  If  a  greater  quan- 
tity than  allowed  is  desired,  this  can  he  delivered  by  the  water  master 
under  a  rotation  system,  that  is,  where  two  or  more  combine,  each 
using  the  total  allotment,  part  of  the  time.  If  the  water  is  being 
wasted,  the  water  master  is  authorized  to  close  the  gate  to  such  extent, 
permitting  such  water  to  flow  down  to  others. 

The  point  of  diversion,  or  even  the  location  of  the  ditch,  is  almost 
immaterial  in  the  definition  of  a  water  right,  as  its  location  must 
change  to  conform  to  the  new  conditions  of  channel  caused  by 
floods,  etc. 

In  addition  to  these  five  fundamental  points,  the  water  right  cer- 
tificate will  give  the  name  and  address  of  the  owner  of  the  right  and 
the  name  of  the  stream  from  which  water  is  diverted. 

Much  confusion  will  be  avoided  if  these  fundamental  principles, 
essential  to  the  definition  of  a  water  right  in  some  of  the  Western 
States,  are  kept  clearly  in  mind. 

The  Granting  of  New  Eights. 

Rights  to  the  use  of  unappropriated  waters  are  initiated  by  filing 
an  application  with  the  State  Engineer,  on  forms  prescribed  by  him. 
Priority  of  appropriation  and  beneficial  use  is  the  basis  for  all  rights 
hereafter  acquired.  These  rights  will  date  from  the  receipt  of  such 
application  in  the  State  Engineer's  office.  It  is  not  necessary  that 
maps  accompany  such  application,  or  that  complete  information  be 
presented.  If  the  project  is  extensive,  the  application  will  be  held  for 
a  sufficient  time  within  which  to  make  the  surveys,  prior  to  its  return 
for  correction.  Thirty  days  is  allowed  by  law  for  such  purposes,  and 
special  request  must  be  made,  when  filing,  if  additional  time  is  wanted. 
The  application  can  be  returned  for  correction  without  loss  of  priority. 
When  the  application  is  put  in  proper  form  and  is  approved  by  the  f 
State  Engineer,  it  becomes  a  permit,  and  the  applicant  is  authorized 
to  proceed  with  construction. 

No  right  to  the  use  of  any  public  waters  can  be  acquired  without 
making  such  application  and  securing  a  permit.  This  is  also  true  for 
the  extension  or  enlargement  of  existing  rights.  Riparian  owners 
must  comply  with  the  law  the  same  as  others.  The  owner  of  a  spring 
tributary  to  a  running  stream  must  also  make  application.  A  reliable 
record  of  all  new  rights  or  extensions  is  absolutely  essential  for  proper 
State  control.     It  is  the  basis  for  new  investments,  as  well  as  for  the 
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protection  of  prior  rights.     To  insure  the  reliability   of  this   record, 
the  following  penalties  have  been  provided: 

"It  shall  be  a  misdemeanor  to  use,  store,  or  divert  any  water  until 
after  the  issuance  of  a  permit  to  appropriate  such  water. 

"Any  person  who  shall  willfully  divert  or  use  water  to  the  detri- 
ment of  others,  without  compliance  with  law,  shall  be  deemed  guilty 
of  a  misdemeanor. 

"The  possession  or  use  of  water,  except  when  a  right  of  use  is 
acquired  in  accordance  with  law,  shall  be  prima  facie  evidence  of 
the  guilt  of  the  person  using  it." 

No  application  will  be  approved  for  more  water  than  can  be  ap- 
plied to  beneficial  use,  and  the  State  Engineer  is  authorized  to  limit 
an  application  to  a  less  quantity  of  water  than  that  applied  for,  if 
there  exists  substantial  reason  therefor.  During  the  past  three  years 
all  applications  for  the  use  of  water  for  irrigation  purposes  have  been 
limited  to  1  cu.  ft.  per  sec.  for  80  acres.  An  application  may  be  de- 
nied where  the  proposed  use  conflicts  with  determined  rights,  or  is 
a  menace  to  the  safety  or  the  welfare  of  the  public. 

Work  must  be  commenced  within  one  year  from  the  date  of  ap- 
proval of  the  application,  and  be  completed  within  a  reasonable  time, 
as  fixed  in  the  permit,  not  to  exceed  five  years.  Additional  time  after 
completion  is  allowed  within  which  the  water  must  be  completely 
applied  to  beneficial  use.  Annual  proof  must  be  filed  with  the  Board 
of  Control  to  show  progress  of  work  under  the  permit.  If  the  water 
is  applied  to  beneficial  use  within  the  time  allowed,  final  proof  is  taken 
of  such  fact  by  the  Division  Superintendent,  and  a  survey  is  made 
in  order  to  ascertain  the  extent  of  the  use.  Based  on  such  proof  and 
information,  the  Board  of  Control  will  grant  to  the  applicant  a  water 
right  certificate. 

This  certificate  will  be  of  the  same  form  as  that  issued  to  early 
appropriators  on  final  determination  of  their  rights.  The  form  of 
this  certificate  has  been  fully  described  above. 

The  fees  paid  to  the  State  for  the  privilege  of  appropriating  its 
public  waters  are  small,  but  in  the  aggregate  more  than  equal  the 
appropriation  for  the  office  and  department  of  the  State  Engineer. 

Protection  of  Eights. 

The  primary  object  of  making  water  rights  definite  and  certain, 
through  adjudications  by  the  Board  of  Control,  and  through  permits 


nr)']  S-IWII-;   ANF)    NATIONAL    WA'IIIK    LAWS 

istsiii'd  l»y  tlic  State  En^iinx^r,  ns  outlined  herein,  is  to  furnish  a  proper 
basis  for  the  protection  ol"  such  rif^hts  l).y  the  State. 

Tlie  acconiplislnnont  of  this  ohject  furnishes  at  the  same  time 
tlie  only  safe  and  reliable  basis  for  new  investments.  Only  the  more 
expensive  i)rojects  remain  for  development.  For  this  reason  no  State 
which  fails  to  provide  such  a  system  of  water  records,  and  public 
supervision  of  stream  diversions,  can  expect  to  secure  the  highest 
development  of  its  water  resources.  Private  capital  will  not  invest 
without  such  records  and  information,  and  public  funds  should  not 
be  invested,  for  obvious  reasons. 

To  facilitate  the  distribution  of  water,  the  State  has  been  divided 
into  two  parts,  over  which  is  placed  a  superintendent.  These  divi- 
sions are  cut  up  into  districts,  as  rapidly  as  the  various  rights  are 
determined  and  the  need  thereof  arises.  On  the  petition  of  one  or 
more  water  users  of  such  district,  a  water  master  may  be  appointed 
by  the  Board,  on  the  recommendation  of  the  superintendent. 

It  is  the  duty  of  such  water  master  to  regulate  the  head-gates  of 
ditches  so  as  to  insure  the  delivery  of  water  in  accordance  with 
established  rights,  and  to  prevent  waste.  He  has  authority  to  make 
arrests,  and  to  compel  the  installation  of  the  necessary  head-gates 
and  measuring  devices.  When  the  water  supply  falls  so  low  as  to 
be  insufficient  for  all,  the  ditch  of  the  latest  appropriator,  havinsr 
the  poorest  right,  will  be  closed,  so  that  prior  rights  may  be  pro- 
tected. As  the  water  falls,  other  head-gates  will  be  closed,  and  these 
in  turn  will  be  opened  in  case  of  a  rise  in  the  river. 

If  water  is  stored  at  the  head  of  a  stream,  and  the  natural  stream 
channel  is  used  in  conveying  such  water  to  the  place  of  use,  it  is 
the  duty  of  the  water  master  to  set  all  head-gates  so  as  to  admit  only 
the  quantity  to  which  each  ditch  is  entitled,  in  order  that  the  reser- 
voir owner  may  recover  at  the  place  of  use  the  water  he  turns  into 
the    stream,    less    the    quantity    lost   by    seepage    and    evaporation    in 

transit. 

Protection  of  the  Public  Interest. 

Public  interest  demands  that  water  be  put  to  the  highest  use.  In 
case  of  conflict  between  power  and  irrigation,  the  application  for 
the  former  use  can  be  referred  to  the  Board  of  Control,  on  the  ground 
that  it  is  a  menace  to  the  safety  or  the  weKare  of  the  public,  and 
the  Board  has  power  to  direct  its  refusal,  if  public  interest  demands. 
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Likewise,  an  application  for  either  irrigation  or  power  can  be  denied 
if  it  is  in  conflict  with  the  higher  use  for  domestic  supplies. 

Oregon's  Supreme  Court  has  upheld  the  Board  of  Control  on  this 
interpretation  of  the  law  in  the  case  of  Cookingham  vs.  Lewis.*  Re- 
cently, the  Board  directed  the  refusal  of  a  prior  water-power  appli- 
cation which  menaced  the  water  supply  of  the  City  of  Nehalem. 

Water-power  permits  have  not  been  issued  on  streams  which  are 
more  valuable  for  irrigation  purposes  than  for  power,  and  where  an 
abundance  of  power  can  be  generated  on  the  tributaries  of  such  stream 
above  the  points  where  diversions  for  irrigation  are  possible.  A  com- 
prehensive plan  for  the  development  of  the  State's  water  resources  is 
essential,  if  waste  is  to  be  avoided  and  the  public  good  promoted.  To 
permit  the  construction  of  one  or  two  low  dams  for  the  utilization 
of  all  the  waters  of  the  stream  at  a  point  which  is  the  only  practical 
place  of  diversion  for  irrigation  will  greatly  retard  development.  The 
public,  in  permitting  such  power  development,  is  selling  its  birth- 
right for  a  mess  of  pottage.  With  a  15-ft.  dam,  1000  sec-ft.  will 
generate  1  700  h.p.,  but,  if  held  available  for  irrigation,  would  reclaim 
more  than  300  000  acres  of  land  with  storage.  The  power  grant,  as 
far  as  the  public  is  concerned,  therefore,  is  equivalent  to  a  free  grant 
of  300  000  acres  of  land.  It  is  true  that  the  power  grant  may  later 
be  condemned,  but  why  grant  the  franchise  and  delay  the  development 
only  to  buy  the  same  later  at  an  enormous  franchise  valuation  in 
addition  to  its  physical  value,  when  the  same  power  could  easily  be 
generated  at  a  little  greater  expense  on  the  tributaries  of  this  stream, 
where  no  conflict  with  irrigation  would  ever  occur.  From  the  stand- 
point of  taxable  property,  the  relative  merits  of  those  two  conflicting 
uses  would  be  as  thirty  thousand  is  to  thirty  million. 

Typical  Water  Record,  Under  New  System. — Fig.  1  is  a  plat  show- 
ing the  clearness  with  which  the  character  and  extent  of  water  rights 
can  be  defined  for  each  40-acre  tract  when  the  water  is  made  appur- 
tenant to  the  place  of  use.  A  similar  plat  for  each  township  in  the 
State  is  kept  in  a  loose-leaf  book,  and  is  indexed  for  quick  reference. 
On  these  plats  all  information  relating  to  water  is  compiled  as  it  accu- 
mulates. 

If  a  prospective  settler  should  write  the  State  Engineer  asking  if 
the  S.  E.  i  N.  W.  h  Sec.  18,  T.  15  S.,  R.  11  E.,  had  a  water  right,  a 

*  114  Pacific,  p.  88. 
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reply  could  be  dictated  in  a  lew  seconds  giving  definite  information  that 
such  tract  had  a  vested  right  to  water  for  IG  acres  from  Squaw  Creek 
under  Water  Kight  Certificate  No.  207.  Such  definite  records  make 
present  rights  more  valuable,  encourage  settlement,  and  new  develop- 
ment. The  issuance  of  overlapping  permits  can  be  avoided.  The 
making  of  water  appurtenant  to  the  land  irrigated  is  the  basis  for  this 
system. 

The  plat,  Fig.  1,  shows  three  different  classes  of  water  rights,  as 
explained  below  the  cut.  It  is  peculiar  in  tliat  no  stream  crosses  its 
border,  yet  the  lands  will  receive  water  from  four  different  streams. 

Lands  not  shaded  must  remain  forever  without  water.  Lands  B, 
C,  and  D  will  not  receive  water  unless  the  contemplated  works  are  con- 
structed within  the  time  allowed.  Purchasers  buy  with  notice  of  this 
fact.  A  published  record,  by  stream  systems  corresponding  to  this 
township  plat  record,  will  eventually  be  issued  for  gratuitous  distribu- 
tion. It  will  give  the  Priority,  Purpose,  Period,  Place,  and  Quantity 
for  each  recorded  right,  with  the  name  and  address  of  the  owner.  Such 
a  record  of  vested  rights,  together  with  a  published  record  giving  the 
total  available  supply  for  corresponding  streams,  is  essential  as  a  basis 
for  the  development  of  our  water  resources. 

Results  Accomplished. 

The  results  accomplished  during  the  first  three  years  of  public 
control  in  Oregon  should  demonstrate  beyond  question  the  value  of  the 
new  system  of  water  titles.  No  serious  defects  in  the  law  have  been 
discovered.  It  became  effective  on  February  24th,  1909.  Much  of 
the  first  year  was  devoted  to  the  preparation  of  forms  and  records,  and 
outlining  the  system.  Without  a  definite  and  comprehensive  system, 
there  could  have  been  no  hope  of  bringing  order  out  of  the  former 
chaotic  condition  of  water  titles. 

Old  Rights  Determined. 

In  three  years,  ninety-one  petitions  have  been  filed  with  the  Board 
of  Control,  asking  for  the  determination  of  old  rights,  so  that  the 
benefits  of  State  protection  could  be  had. 

Surveys  looking  to  this  end  have  been  undertaken  on  only  twenty- 
three  different  stream  systems.  The  Board  is  at  present  several  years 
behind  in  its  work.  The  present  organization  could  handle  a  far 
greater  volume  of  work  if  additional  funds  were  available  for  employ- 
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ing  clerical  and  technical  help.  The  system  is  simple,  but  the  filing, 
indexing,  and  tabulating  of  rights,  and  the  correspondence  with  the 
numerous  claimants,  involve  an  enormous  quantity  of  clerical  work 
which  requires  office  assistants  who  have  had  several  years'  experience 
in  such  work. 

Thus  far,  complete  adjudications  have  been  made  by  the  Board  on 
fifteen  different  streams,  involving  965  separate  rights.  These  deter- 
minations affect  title  to  water  for  the  irrigation  or  89  084  acres  of 
land,  at  a  total  cost  to  the  claimants  of  $9  119. 

TABLE  1. — Water  Eight  Adjudications — Confirmed. 


County. 

No.  of  rights 
involved. 

05 

Irrigation  Rights. 

Fees  paid. 

-4J 

W2      . 

Stream. 

Vested 

rights,  in 

acres. 

Incomplete 

rights,  in 

acres. 

<S  be 

>  P. 
< 

WiUow  Creek -j 

Mill  Creek 

Gilliam  and 
Morrow. . . 

Union 

Crook 

Crook  

Crook  

Grant 

Umatilla  . . . 
Umatilla  . . . 
Umatilla  . .. 

j-   204 

115 

110 

149 

23 

8 

19 

19 

11 

163 

84 

80 

109 

17 

5 
17 
15 

6 

5  936 

2  035 
7  072 

3  058 
530 

35 
532 
445 
202 

355 

'  9  408 

25  120 

174 

$2  056 

659 

1085 

854 

193 

25 
156 
114 

59 

$12.60 

7.85 

Squaw  Creek 

13  56 

Tumalo  Creek 

7.84 

Paulina  Creek 

11.33 

Cochman  Creek 

5  03 

East  Branch  Mud  Creek. 
South  Branch  Mud  Creek. 
Goodman  Spring  Branch. 

9.15 
7.60 
9.79 

Totals 

658 

496 

19  845 

35  057 

$5  201 

$10.50 

Water  Right  Adjudications — Complete  but  Unconfirmed. 


County. 

Irrigation  Rights. 

T3 
w 

0)  be 

< 

stream. 

Vested 

rights,  in 

acres. 

Inchoate 

rights,  in 

acres. 

North  Powder  River 

1 
Baker i      134 

20  496 

7  712 

173 

2  162 

749 

499 
'2'39i 

$2  244 

1062 

58 
428 
126 

$16.74 
17.13 
14.61 

Butter  Creek -j 

Cottonwood  Creek 

Umatilla  and 

Morrow 

Malhuer 

Josephine 

Josephine 

j-     62 

4 

87 
80 

Sucker  Creek 

492 

Althouse  Creek 

6  31 

Totals 

307 

31  292 

2  890 

$3  918 

$12.75 

Nine  of  these  determinations  have  been  confirmed  by  the  Circuit 
Courts  in  the  respective  counties,  and  496  certificates  have  been  issued. 
The  average  cost  in  fees  to  these  certificate  holders  has  been  $10.50,  and 
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tlic  total  area  of  irripatod  IhthI  iiK-liidcd  in  these  final  records  auiountB 
to  r)4  S02  acres. 

These  nine  adjiidicationa  have  been  completed  without  a  single 
appeal  to  the  Supreine  Court.  The  streams  involved  are  among  tht* 
most  complicated  in  the  State.  Heretofore,  y)rac'tic'ally  every  water 
case  was  carried  to  the  highest  tribunal,  and  final  decisions  were 
delayed  from  five  to  ten  years. 

Surveys  have  been  completed  by  the  State  Engineer  and  maps  have 
been  prepared  showing  all  water  right  locations  on  twenty-three  differ- 
ent streams,  including  the  fourteen  mentioned  in  Table  1.  These  sur- 
veys include  265  055  acres  of  irrigated  land,  or  approximately  40%  of 
the  total  irrigated  area  of  the  State,  as  shown  by  the  recent  United 
States  Census.  This  irrigated  area  is  served  by  3  305  miles  of  main 
canals,  and  2  361  separate  diversions.  The  territory  surveyed  is  scat- 
tered over  500  different  townships. 

The  streams,  including  all  their  tributaries,  which  have  been  ?;ur- 
veyed,  in  addition  to  those  mentioned  above,  and  on  which  the  adjudi- 
cation proceedings  are  well  under  way,  are  given  in  Table  2. 

TABLE  2. — Summary  of  Survey  Maps. 


stream. 


No.  of 
diversions. 


LenpTth  of 

main  canals, 

in  miles. 


No.  of 

townships 

covered. 


Acres 
irrigated. 


Crooked  River 

Rogue  River 

Umatilla  River 

Willow  Creek,  Malhuer  Co 

Powder  River 

Silvies  River 

Lost  River 

Bechdoldt  Gulch 

Cherry  Creek 

Totals 


152 

324 

259 

175 

791 

208 

37 

2 

3 


1  951 


259 

463 

397 

219 

879 

228 

25 

4 

5 


2  479 


37 

46 
38 
16 
52 
24 
13 
2 
1 


229 


19  854 

13  715 

15  902 

9  412 

85  112 

64  130 

5  420 

148 

225 


213  918 


New  Eights  Granted. 

A  total  of  2  084  applications  for  permits  to  appropriate  water  have 
been  filed  with  the  State  Engineer  during  the  past  three  years.  Of 
this  number,  1  024  have  been  approved,  becoming  permits,  and  more 
than  400  have  lapsed  or  have  been  cancelled  from  the  records.  These 
permits  involve  the  construction  of  2  500  miles  of  canal  and  163  reser- 
voirs, at  a  total  estimated  cost  of  $32  250  000.     These  works,  if  con- 
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stnicted,  will  ultimately  irrigate  723 100  acres  and  develop  111  400 
h.p.  (theoretical).  This  area  is  37100  acres  in  excess  of  the  total 
area  which  is  now  being  irrigated,  according  to  the  recent  United 
States  Census.  This  remarkable  showing  is  due  perhaps  largely  to 
the  confidence  of  capital  in  the  new  law,  and  it  is  the  small  investors, 
rather  than  the  large  ones,  who  have  produced  so  startling  a  result  in 
the  aggregate. 

The  total  fees  collected  to  date,  by  the  State  Engineer's  office,  under 
the  provisions  of  the  new  law,  amount  to  $41  388.60,  which  is  approxi- 
mately $11  400  in  excess  of  the  appropriation  for  the  department  dur- 
ing this  period.  These  fees  are  in  themselves  a  reasonable  guaranty 
that  the  proposed  works  will  be  constructed  in   accordance  with  the 

permits  issued. 

Protection  of  Rights. 

There  has  been  only  one  year's  experience  in  the  distribution  of 
water  by  the  water  master  under  decrees  of  the  Board  of  Control.  In 
every  case  the  people  have  been  well  pleased  with  the  results,  as  com- 
pared with  the  old  method  of  enforcing  rights  by  injunction  proceed- 
ings before  the  Courts.  The  law  is  a  success  only  in  so  far  as  the 
administrative  authorities  can  distribute  the  water  in  accordance 
with  the  decree,  and  at  the  times  when  it  is  needed. 

Riparian  Rights. 

Approximately,  2  000  claims  to  water  have  been  filed  in  these  adju- 
dication proceedings  before  the  Board.  All  but  four  have  been  based 
on  the  theory  of  appropriation  and  use.  These  four  claimed  as  riparian 
owners,  but  proved  rights  by  appropriation.  To  the  water  user,  there- 
fore, the  question  of  riparian  rights  is  a  dead  issue  in  Oregon. 

The  riparian  owner,  under  the  decisions  of  our  Supreme  Court, 
cannot  secure  a  decree  of  any  definite  quantity  of  water.  He  has  only 
a  reasonable  use  in  common  with  all  other  riparian  owners.  The  water 
to  which  he  is  entitled,  therefore,  is  a  fluctuating  quantity,  impossible 
to  define  or  to  protect.  What  are  riparian  lands  one  day,  may  be 
enlarged  the  next  by  purchase  so  as  to  extend  even  beyond  the  water- 
shed of  the  stream.  It  is  only  a  matter  of  time  when  our  Supreme 
Court  will  declare  that  this  common  law  doctrine  is  not  applicable  to 
conditions  in  Oregon,  and  therefore  never  has  been  the  law  of  this 
State.     Recent  decisions  tend  strongly  in  this  direction.     "The  rules 
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respecting  the  tenure  of  property  must  yic-ld  to  the  pliysieal  laws  of 
Nature,  wlienever  sucli  laws  exert  a  controlling  influence."*  The  uecea- 
sities  of  the  people  require  that  water  shall  be  diverted  for  irrigation 
and  other  beneficial  uses,  owing  to  the  peculiarities  of  soil  and 
climate,  t 


Fig.  2. 

The  riparian  owner  must  conform  to  the  State  laws  relative  to  the 
appropriation  of  water.  Failure  to  do  so  would  destroy  the  system  of 
water  titles  and  make  State  protection  impossible  for  the  water  user. 
Lack  of  State  control  will  result  eventually  in  unending  litigation 
and  community  quarrels  over  water.  The  new  law  amounts  to  an 
appropriation  of  'all  unappropriated  waters,  for  disposal  under  the 
new  system,  and  not  otherwise.  The  preservation  of  the  peace  and 
safety  of  our  citizens  makes  necessary  the  upholding  of  this  system 
under  the  police  power  of  the  State. 

Water  Maps. 
Water  can  be  measured  and  shown  graphically  on  a  map  with  as 
great  a  degree  of  accuracy  as  can  land  areas.    The  water  map  (Fig.  2), 
or  hydrograph,  shows  at  a  glance  the  total  volume  of  water  discharged 

*  Yunker  vs.  Nichols.  1  Colo.,  551,  72. 

t  Walsh  vs.  Wallace,  26  Nev.,  229  ;  Twaddle  vs.  Winters.  Nev..  85  Pac,  280. 
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by  a  stream  at  a  given  point;  it  also  shows  the  discharge  for  each  day 
in  the  year,  the  extent  of  the  regular  flow  and  storage  rights  which 
have  become  vested,  and  the  surplus  water  available  for  new  appro- 
priations. On  it  can  be  shown  graphically  the  character  and  extent  of 
all  diversions,  whether  from  the  stream  for  direct  use  (Ditches  A,  B, 
C,  D,  and  E),  or  for  storage  (Keservoir  Feed  Canals  Nos.  1,  2,  and  3). 
The  stored  water  will  be  released  during  the  summer,  and  the 
extent  to  which  the  regular  flow  of  the  stream  will  be  supplemented 
can  also  be  shown  graphically.  Having  careful  records  of  daily  stream 
discharge  extending  over  a  series  of  years,  and  accurate  records  of 
vested  rights  as  determined  by  the  Board  of  Control  under  the  new 
system  of  water  titles,  it  is  a  simple  matter  to  construct  hydrographs 
which  will  show  with  great  clearness  and  certainty  the  volume  of  sur- 
plus water  available  for  new  appropriations.  The  new  law  provides 
a  definite  method  for  initiating  rights  to  such  surplus  water,  and 
grants  full  protection  to  such  rights  during  the  period  of  construction. 

The  Oregon  system  of  water  titles  is  of  value  because  it  is  com- 
plete. Full  power  for  determining  old  rights,  for  granting  new  rights, 
and  for  the  protection  of  all  rights,  is  concentrated  in  one  Board. 
The  records  are  uniform,  in  simple  tables  by  stream  systems,  assembled 
in  one  central  office,  where  they  are  thoroughly  indexed  and  digested 
for  quick  reference.  Every  step  is  taken  in  harmony  with  a  precon- 
ceived plan,  and  with  the  purpose  of  bringing  order  out  of  chaos. 

The  information  as  to  the  total  water  supply  is  of  primary  value 
in  encouraging  new  enterprises.  The  State  is  co-operating  with  the 
IT.  S.  Geological  Survey  in  the  joint  expenditure  of  $56  000  annually 
on  stream  gauging  work,  the  making  of  river  profiles  in  aid  of  water- 
power  development,  and  the  making  of  topographic  maps.  Records 
of  stream  flow  and  of  vested  rights  to  water  are  absolutely  necessary 
for  the  proper  design  of  new  works  involving  the  use  of  water.  We 
are  beginning  to  realize  that  it  is  useless  to  expend  money  in  the 
construction  of  hydraulic  works  unless  water  can  be  delivered  with  cer- 
tainty at  the  time  when  it  is  needed.  For  these  reasons,  definite  State 
control  of  all  public  waters  has  been  undertaken  in  Oregon. 

Interstate  Rights. 

Just  as  the  lack  of  a  definite  system  of  titles  to  water  within  a 
State  depreciates  the  value  of  works  constructed  for  the  utilization  of 
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water,  promotes  litigution,  strife,  and  occasionally  blooclKlied  aiiujng 
its  citizens,  and  discourages  settlement  and  new  development,  so  the 
lacU  of  some  interstate  or  Federal  control  as  to  interstate  waters 
alfects  the  territory  adjoining  such  streams  in  either  State,  irrespective 
of  whether  one  or  both  States  have  adopted  a  modern  system  of  con- 
trol for  waters  within  their  borders. 

Already  interstate  troubles  are  beginning  to  loom  large  for  tlx- 
State  of  Oregon,  and  it  is  probable  that  almost  every  other  State  in 
the  Union  is  similarly  affected  to  a  greater  or  less  extent. 

A  statement  of  these  difficulties  will  doubtless  be  of  value  in  show- 
ing the  need  of  some  legislation  in  the  near  future  relating  to  inter- 
state waters. 

The  United  States  Reclamation  Service  has  appropriated  all  the 
waters  of  Klamath  River  and  its  tributaries  in  Oregon  for  the  irriga- 
tion of  several  hundred  thousand  acres  of  land  in  Oregon  and  Cali- 
fornia. The  river,  a  short  distance  below,  flows  into  California,  where 
its  waters  are  of  value  for  power  development.  Power  rights  in  the 
lower  State  may  in  the  future  be  seriously  affected  by  the  diversion 
of  water  above  for  irrigation;  but  a  more  immediate  cause  of  difficulty 
is  the  construction,  by  the  United  States,  of  a  dam,  at  the  outlet  of 
Clear  Lake  in  California,  which  will  require  three  years  for  the  reser- 
voir to  fill,  when  the  waters  will  be  turned  backward,  over  a  divide, 
into  California,  when  they  have  heretofore  flowed  northward  into 
Oregon  and  have  been  used  largely  for  the  irrigation  of  lands  in 
Langells  Valley. 

Farther  to  the  east,  in  Lake  County,  the  State  of  Oregon  has  under 
consideration  the  reclamation  of  100  000  acres  of  land  in  Warner  Val- 
ley, under  the  provisions  of  the  Carey  Act.  The  water  for  this  project 
will  be  derived  largely  from  California  and  stored  in  a  reservoir  just 
over  the  line  in  Oregon.  The  remaining  water  will  come  from  Xevada 
drainage.  With  this  project  completed,  subsequent  diversions  in  Cali- 
fornia and  Nevada  may  seriously  injure  prior  rights  in  Oregon. 

A  3  000-acre  private  project  on  the  East  Branch  of  Lost  River  will 
depend  on  water  from  California,  with  storage  on  a  tributary,  which 
must  be  conveyed  through  California  territory  to  reach  the  land  in 
Oregon.  There  are  many  smaller  projects  along  the  southern  boundary 
line  which  are  more  or  less  complicated. 

Between  Oregon  and  Idaho  several  complications  now  exist.    Under 
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the  Carey  Act,  this  State  has  undertaken  the  reclamation  of  50  000 
acres  of  land  in  Jordan  Valley,  the  water  to  be  stored  on  Jordan  Creek, 
just  over  the  line  in  Idaho.  Water  can  be  diverted  from  this  stream 
just  above  the  reservoir  and  carried  through  a  short  canal  in  Idaho 
to  Sucker  Creek,  down  which  it  can  be  dropped  to  a  reservoir  in 
Oregon.  Plans  are  under  way  to  use  this  water,  supplemented  by 
Sucker  Creek,  for  the  irrigation  of  from  30  000  to  50  000  acres  in 
Idaho. 

Diversions  from  Snake  River,  in  Idaho  and  Wyoming,  in  recent 
years  have  lowered  the  water  surface  so  much  near  Ontario,  Ore., 
that  the  Wilson  Ditch  cannot  secure  its  accustomed  water  supply. 
Water-power  permits  granted  by  Oregon  on  the  Snake  Kiver,  later, 
may  embarrass  Idaho  seriously  in  making  diversions  for  the  higher  use, 
irrigation.  Diversions  from  Snake  River  have  affected  navigation 
noticeably  on  the  stream  below  Lewiston,  in  Washington. 

A  large  canal  has  been  constructed,  tapping  the  Walla  Walla  River 
in  Washington;  it  crosses  into  Oregon,  and  irrigates  a  large  area  in 
both  States.  This  stream  in  Oregon  has  been  in  almost  constant 
litigation  for  thirty  years,  and  a  case,  started  six  years  ago,  and 
involving  more  than  400  parties,  has  just  reached  our  Supreme  Court. 

Litigation  is  now  in  progress  on  Goose  Creek  in  Idaho,  involving 
Nevada  waters  passing  through  Utah.  The  most  complicated  case 
known  to  the  writer  is  that  of  Bear  Creek,  which  rises  in  Utah,  flows 
through  Colorado  and  Idaho,  and  terminates  in  Utah,  and  along  which 
there  are  extensive  diversions  in  each  State  and  constant  trouble  over 
water. 

These  illustrations  should  be  sufficient  to  show  the  real  necessity 
for  some  legislation.  In  the  Eastern  States,  no  doubt,  many  similar 
difficulties  have  occurred  over  diversions  for  municipal  water  supplies, 
canal  supplies,  and  for  other  uses  peculiar  to  that  section. 

Character  of  Legislation. 

We  have  paid  dearly  to  learn  that  county  control  of  waters  was 
impossible.  After  the  sacrifice  of  much  valuable  time  and  money,  the 
destruction  of  interstate  rights,  the  engendering  of  strife  and  bad  feel- 
ing between  States,  and  the  retarding  of  development  in  the  territory 
tributary  to  interstate  streams,  we  may  learn  that  State  control  of 
all  waters  within  its  borders  is  just  as  impossible  as  county  control. 
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Str(>niiis  (K)  iu)t  follow  county  lines  any  luoni  tium  tli«y  follow  State 
lines.  Such  a  division  is  impossible.  We  should  be  able  to  store  water 
in  Wyoming  for  the  irrigation  of  lands  in  Malhuer  County,  Oregon, 
using  the  Snake  Kiver  as  a  canal  through  Idaho,  just  as  we  can  store 
water  at  the  head  of  the  John  Day  River  in  Grant  County  to  be  con- 
veyed under  State  protection  through  other  counties,  for  use  at  the 
mouth  of  such  stream  in  Oregon.  It  should  be  possible  to  store  the 
flood-waters  of  the  Colorado  River  in  the  available  basins  in  Colorado, 
where  no  use  is  possible  in  such  State,  and  convey  this  water,  under 
United  States  or  interstate  protection,  for  use  in  Southern  California. 
The  fullest  development  of  streams  will  lag  until  such  time  as  some 
legislation  is  provided  affecting  the  determination,  the  granting,  and 
the  protection  of  interstate  rights.  We  cannot  expect  the  United 
States  Supreme  Court  to  work  out  and  adopt  some  administrative 
system  adequate  to  the  needs  in  this  respect.  This  is  a  problem  for 
the  legislative  branch  of  the  government. 

The  National  Irrigation  Congress  at  Boise,  Idaho,  in  1906, 
appointed  a  commission,  of  which  the  writer  was  a  member,  to  investi- 
gate the  subject  of  interstate  rights  and  report  the  next  year  at  the 
Sacramento  meeting.  The  views  of  this  commission,  as  herewith  pre- 
sented, are  rapidly  being  accepted  by  a  growing  number  of  people  as 
the  only  solution  of  this  vexing  problem: 

'Tn  view  of  existing  conditions  which  place  the  burden  of  the 
admininstration  of  water  rights  upon  the  different  States,  your  com- 
mittee believes  and  recommends,  as  do  a  great  many  of  those  answer- 
ing the  interrogatories  [replies  to  circular  letters],  that  the  different 
States  affected  by  interstate  streams  take  some  steps  looking  to  a  more 
uniform  system  of  laws  affecting  water  rights,  making  those  laws  of 
each  State  agree  as  nearly  as  possible  with  those  of  sister  States,  and 
that  there  should  be  a  general  overhauling  of  all  the  laws  of  the  arid 
States  as  to  the  matter  of  water  rights,  to  the  end  that  litigation  as 
to  this  character  of  property  may  be  reduced  to  a  minimum,  and  that 
the  greatest  good  may  come  to  the  greatest  number  in  the  matter  of 
the  use  of  water  for  irrigation. 

"While  it  is  true  that,  in  the  administration  of  water  rights  upon 
interstate  streams  by  the  different  States,  the  right  of  appeal  to  the 
Federal  Courts  exists,  that  remedy  is  expensive,  slow,  and  unsatisfac- 
tory. A  decision  of  a  Court,  once  rendered,  remains  fixed,  and  only 
settles  the  particular  questions  involved  in  that  case,  while  the  condi- 
tions   surrounding    irrigation    on    either    side   of   the    State   line   are 
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constantly  changing,   and  the   use  of  water  for  irrigation   is  rapidly 
growing. 

"If  there  is  to  be  any  protection  of  priorities  across  State  lines,  it 
should  be  by  a  Federal  administrative  system  corresponding  in  char- 
acter to  that  needed  for  the  establishing  and  protection  of  rights 
within  a  State. 

"Respectfully  submitted, 

"Elwood  Mead, 
"Frank    Freeman, 
"Morris   Bien, 
"John    H.    Lewis, 

"Committee." 

After  six  years  of  further  consideration  of  this  important  question, 
the  writer  is  of  the  opinion  that  such  Federal  administrative  system 
should  not  be  confined  to  the  Western  States,  but  should  apply  to  all 
territory  over  which  the  United  States  has  jurisdiction,  and  embrace 
all  interstate  waters  and  navigable  waters,  including  the  non-navigable 
tributaries  of  such  navigable  streams. 

State  or  Federal  Control. 

This  brings  us  to  a  consideration  of  the  question  of  State  or  Fed- 
eral control  of  waters. 

As  to  navigable  waters,  there  appears  to  be  no  question  as  to  the 
authority  of  Congress  to  enact  any  measure  which,  in  its  judgment, 
is  necessary  to  preserve  the  navigability  of  navigable  streams,  even 
against  any  State  action. 

The  Supreme  Court  of  the  United  States,  in  the  case  of  United 

States  vs.  Rio  Grande  Dam  and  Irrigation  Company,*  said : 

"Although  this  power  of  changing  the  common  law  rules  as  to 
streams  within  its  dominion  undoubtedly  belongs  to  each  State,  yet 
two  limitations  must  be  recognized:  First,  that  in  the  absence  of 
specific  authority  from  Congress  a  State  can  not  by  its  legislation 
destroy  the  right  of  the  United  States,  as  the  owner  of  lands  bordering 
on  a  stream,  to  the  continued  flow  of  its  waters;  so  far  at  least  as  may 
be  necessary  for  the  beneficial  uses  of  the  Government  property. 
Second,  that  it  is  limited  by  the  superior  power  of  the  General  Gov- 
ernment to  secure  the  uninterrupted  navigability  of  all  navigable 
streams  within  the  limits  of  the  United  States.  In  other  words,  the 
jurisdiction  of  the  General  Government  over  interstate  commerce  and 
its  natural  highways  vests  in  that  Government  the  right  to  take  all 
needed  measures  to  preserve  the  navigability  of  the  navigable  water- 

*174  U.S.,  690-703. 
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I'oiirscvs  of  the  country  even  against  any  State  action.  It  is  tnu-  llicre 
have  been  frequent  decisions  recognizing  the  power  of  the  State,  in  the 
ahsonco  of  Congressional  legislation,  to  assume  control  of  even  navi- 
i::al)le  waters  within  its  limits  to  the  extent  of  creating  dams,  booms, 
bridges,  and  other  matters  which  operate  a.s  obstructions  to  naviga- 
bility. The  i)ower  of  the  State  to  thus  legislate  for  the  interests  of  its 
own  citizens  is  conceded,  and  until  in  some  way  Congress  asserts  its 
superior  power,  and  the  necessity  of  preserving  the  general  interests  of 
the  people  of  all  the  States,  it  is  assumed  that  State  action,  although 
involving  temporarily  an  obstruction  to  the  free  navigability  of  a 
stream,  is  not  subject  to  challenge." 

If,  therofore,  under  the  interstate  commerce  clause  of  the  Constitu- 
tion, Congress  has  direct  power  to  exercise  control  over  navigable 
waters,  as  far  as  their  navigability  is  concerned,  it  must  follow  by 
necessary  implication  that  Congress  can  also  exercise  such  control  over 
the  non-navigable  tributaries  of  such  stream  as  is  necessary  to  preserve 
such  navigability. 

As  pointed  out  previously,  the  diversions  from  Snake  River,  for  irri- 
gation, domestic,  and  other  uses,  have  diminished  the  flow  in  the  lower 
river  to  such  an  extent  as  to  affect  navigation  materially.  Likewise, 
diversions  from  the  tributaries  of  the  Willamette  River,  which  is 
wholly  within  the  State  of  Oregon,  will  affect  navigation,  by  reducing 
the  volume  of  water,  and  making  dangerous  certain  rocks  on  shoals 
which  would  not  otherwise  be  dangerous  to  navigation. 

If  private  capital,  or  even  the  Reclamation  Service,  a  branch  of  the 
United  States  Government,  should  construct  reservoirs  to  store  winter 
waters,  and  divert  the  regular  summer  flow  to  such  an  extent  as  to 
injure  navigation,  such  diversions  could  doubtless  be  enjoined  by  Con- 
gress, or  by  appropriate  action  before  the  Supreme  Court.  It  is  high 
time  that  an  end  be  put  to  this  system  of  government  by  injunction, 
and  that  definite  legislation  be  enacted  so  that  capital  can  invest  with 
safety,  under  proper  Governmental  sanction  and  supervision,  in  those 
large  undertakings  which  will  bring  prosperity  and  happiness  to  the 
present  generation. 

"As   to    non-navigable    streams   within    the    State,    which    are   not   ■ 
tributary   to   a   navigable  stream,   it   is   difficult   to   find   any  possible   1 
grounds  for  the  theory  of  State  control.    Where  the  United  States  has    I 
disposed  of  its  public  land,  it  has  either  transferred  the  water  with  it 
to  the  new  owner,  or  has  retained  its  right  to  it.     There  is  no  opportu- 
nity for  the  intervention  of  a  State  claim."* 

*  Morris  Bien.  U.  S.  R.  S. 
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In  the  original  thirteen  States,  the  waters  are  either  the  property 
of  the  public,  or  are  vested  in  the  riparian  owners. 

It  is  true  that  in  1866  Congress  recognized  the  rights  of  appro- 
priators,  and  in  1877  dedicated  waters  on  the  public  domain  to  appro- 
priation and  use,  but  no  where  do  we  find  a  definite  grant  of  waters 
to  the  State.  The  nearest  approach  to  a  grant  to  a  State  occurred  in 
the  approval  by  Congress  of  the  constitution  of  the  State  of  Wyoming, 
containing  these  words,  "all  waters  within  the  boundaries  of  the  State 
are  hereby  declared  to  be  the  property  of  the  State."  This  constitu- 
tion was  "accepted,  ratified,  and  confirmed  by  Congress."  In  the 
absence  of  the  words  of  an  express  grant,  it  is  doubtful  if  the  mere 
approval  of  a  voluminous  document  will  ever  be  construed  by  the* 
Supreme  Court  to  be  a  grant  of  public  waters. 

The  case  of  Kansas  vs.  Colorado*  apparently  abolishes  riparian 
rights  as  to  the  waters  of  all  States,  and  at  least  as  to  all  interstate 
streams.     In  this  case: 

"The  citizens  of  Kansas  insisted  that  large  quantities  of  water  were 
being  diverted  from  the  Arkansas  River  by  the  inhabitants  of  Col- 
orado, a  large  number  of  whom  were  claiming  as  prior  appropriators 
and  diverting  the  water  to  non-riparian  lands,  as  against  Kansas,  a 
riparian  proprietor.  In  Kansas,  the  modified  doctrine  of  riparian 
rights  prevailed,  while  in  Colorado,  prior  appropriation  was  and  is 
recognized  as  the  governing  doctrine.  The  Court  refused  injunctive 
relief,  and  dismissed  the  bill,  stating  in  substance  that  if  the  riparian 
doctrine  should  prevail  in  Kansas  as  against  Colorado  and  against  the 
non-riparian  users  whose  rights  were  involved  therein,  Oklahoma  and 
its  citizens  lower  on  the  Arkansas  River  might  invoke  the  same  rule 
in  opposition  to  both  citizens  of  Kansas  and  Colorado,  to  their  great 
injury,  which  doctrine,  it  is  observed,  would  be  ruinous  in  its  effects. 
The  Court,  in  dismissing  the  bill,  indicated  that  no  injunction  would 
lie  until  a  more  substantial  injury  could  be  shown,  and  at  the  same 
time  found  that  the  interference  by  a  large  number  of  appropriators 
above  in  the  State  of  Colorado,  materially  depleted  the  flow  to  the 
riparian  lands  of  the  plaintiff."t 

There  can  be  no  misunderstanding  of  the  clear  intent  of  the 
Supreme  Court  to  permit  of  the  diversion  of  water  in  an  upper  State 
by  non-riparian  proprietors,  even  though  such  diversions  materially 
deplete  the  flow  to  riparian  lands  in  the  lower  State.  From  the  defini- 
tion of  a  riparian  right,  as  heretofore  given,  we  observe  that  it  is  a 
property  right  inseparably  annexed  to  the  soil,  and  passes  with  it,  not 

*206  U.  S.,  46. 

t  Hough  vs.  Porter,  51  Oregon,  409. 
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as  nn  enaement,  or  iippurtcnance,  l)nt  ns  a  i)art  and  jjarccl  of  ilic  land. 
It  is,  therefore,  a  vested  riglit  tu  private  property,  wliicli,  under  tlie 
Constitution  of  the  United  States,  the  owner  cannot  be  deprived  of 
without  due  process  of  law,  nor  taken  for  public  use  without  just 
compensation.  We  must  assume  that  tliis  recent,  able,  and  carefully 
considered  opinion  of  the  Supreme  Court  is  not  in  violation  of  this 
section  of  the  Constitution,  and  that  it  is  applicable  alike  to  all  States. 
Therefore,  we  cannot  escape  from  the  conclusion  that  the  common  law 
doctrine  of  riparian  rights,  which  has  been  assumed  as  the  law  by  the 
Courts  in  many  of  the  Western,  and  doubtless  all  of  the  Eastern 
States,  is  not  the  law,  and  therefore  never  has  been  the  law,  notwith- 
standing many  decisions  of  the  State  Courts  to  the  contrary,  at  least 
as  to  interstate  waters.  If  it  is  not  the  law  as  to  interstate  waters 
within  the  State,  it  is  difficult  to  conceive  of  any  theory  on  which  the 
State  Courts  could  maintain  such  doctrine  for  those  streams  which 
are  wholly  within  the  State  and  are  not  tributary  to  navigable  waters. 
In  summing  up  this  case,  the  Court  said: 

"Regarding  the  interests  of  both  States  and  the  right  of  each  to 
receive  benefit  through  irrigation  and  in  any  other  manner  from  the 
waters  of  this  stream,  we  are  not  satisfied  that  Kansas  has  made  out  a 
case  entitling  it  to  a  decree." 

By  this  language,  we  believe  that  the  Court  had  in  mind,  not  alone 
irrigation,  but  all  possible  uses  that  water  could  be  put  to  in  the  upper 
State,  in  any  part  of  the  territory  under  the  jurisdiction  of  the  United 
States. 

The  Courts  of  many  of  our  Western  States,  long  prior  to  this  deci- 
sion, had  reached  this  same  conclusion,  but  by  a  different  process  of 
reasoning. 

"When  the  question  of  water  rights  was  first  considered  in  the 
State  of  Nevada,  the  Court  held  that  the  patentee  of  the  government 
succeeded  to  all  of  its  rights,  and  among  these  was  the  right  to  have 
the  water  of  a  stream,  theretofore  diverted,  returned  to  its  natural 
channel.  But  this  case  was  over-ruled  in  Jones  vs.  Adams.  And  in 
Eeno  vs.  Stevenson  (20  Xev.,  269)  it  was  unequivocally  declared  that 
the  common  law  doctrine  of  riparian  rights  was  unsuited  to  the  con- 
ditions of  that  State.  In  the  leading  case  of  Clough  vs.  Wing  (2  Ariz., 
371)  it  is  said  that  the  common  law,  so  far  as  the  same  applies  to  the 
use  of  water,  has  never  been,  and  it  is  not  now,  suited  to  conditions 

that  exist  here."* 

*  Wiel,  on  Waters,  p.  188. 
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This  same  line  of  reasoning  can  and  should  be  applied  to  every 
State  of  the  Union,  so  that  the  atmosphere  will  be  cleared  for  the 
enactment  of  a  comprehensive  system  of  titles  to  water  for  the  United 
States  as  a  whole,  for  in  every  State  it  is  necessary  to  divert  water 
for  some  useful  purpose.  If  precedent  and  antiquity  determines  the 
law,  then  this  common  law  doctrine  should  give  way  to  the  civil  law 
of  Rome,  which  is  based  on  prior  appropriation  and  use,  and  can  be 
clearly  traced  to  the  earliest  history  of  ancient  times. 

If,  therefore,  riparian  rights  are  not  considered  as  vested  rights  by 
the  Supreme  Court,  then  the  inevitable  conclusion  must  be  that  water 
is  the  property  of  the  public,  and  that  Congress,  under  the  domestic 
tranquillity  and  general  welfare  clauses,  has  power  to  adopt  a  compre- 
hensive system  of  titles  to  water  which  will  obviate  the  present  turmoil 
and  confusion  as  to  water  rights,  and  will  promote  the  general  welfare 
of  the  Nation  in  proportion  as  the  Oregon  system  outlined  herein  has 
promoted  the  general  welfare  in  Oregon. 

Equitable  Apportionment  of  Benefits. 

In  summing  up  the  conclusions  in  the  case  of  Kansas  vs.  Colorado, 
the  Court,  after  stating  that  Kansas  had  not  made  out  a  case  entitling 
it  to  a  decree  against  Colorado,  said: 

"At  the  same  time  it  is  obvious  that,  if  the  depletion  of  the  waters 
of  the  river  by  Colorado  continues  to  increase,  there  will  come  a  time 
when  Kansas  may  justly  say  that  there  is  no  longer  an  equitable  divi- 
sion of  benefits,  and  may  rightfully  call  for  relief  against  the  action  of 
Colorado." 

The  question  naturally  arises  as  to  what  constitutes  an  equitable 
apportionment  of  benefits,  and  who  has  the  necessary  authority  to 
decide  as  to  this  matter. 

There  is  no  question  as  to  the  ability  of  the  Supreme  Court  to 
decide  this  question  in  any  case  properly  before  it.  To  take  to  the 
United  States  Supreme  Court  every  case  which  is  now  in  controversy, 
is  entirely  out  of  the  question.  The  time  and  expense  involved  would 
compel  those  suffering  injury  to  endure  the  wrong  rather  than  appeal 
to  the  Court.  Such  an  appeal  in  most  cases  is  entirely  beyond  their 
resources. 

If  in  the  Kansas-Colorado  case,  the  Court  refused  to  grant  to  the 
plaintiff  the  required  relief,  after  consuming  eight  years'  time  in  the 
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examination  of  347  witnesses,  the  taking  of  8  559  typewritten  pages  of 
testimony,  and  the  making  of  122  exhibits,  at  a  cost  of  about  $200  000, 
it  might  be  n  fair  question  to  ask  one  who  believes  in  this  system  of 
government  by  injunction,  how  much  longer  must  Kansas  suffer 
before  making  a  second  attempt  to  secure  relief,  and  what  would  be 
the  estimate  of  the  cost,  in  time  and  money,  to  complete  such  second 
attempt. 

This  system  of  government  by  injunction  is  disastrous  to  progress. 
Let  it  be  assumed  that  the  State  of  Oregon  brings  suit  against  the 
U.  S.  Reclamation  Service  to  enjoin  the  storage  of  water  in  its  Clear 
Lake  Reservoir,  recently  constructed  in  California,  and  wins;  it  is 
easy  to  picture  its  effect  on  future  development  along  our  State  border. 
No  one  would  dare  to  invest  without  prior  sanction  from  some  Gov- 
ernmental authority. 

In  the  absence  of  any  specific  guidance  in  such  decree,  it  can  only 
be  assumed  that  Congress  must  have  power  to  prescribe  by  law  what 
shall  constitute  an  equitable  division  of  benefits  as  to  interstate  waters. 
Any  other  view  would  make  the  decree  ridiculous,  as  the  Supreme 
Court  could  not  expect  that  every  interstate  water  problem  would  be 
submitted  to  it  for  decision.  This  is  an  administrative  matter;  the 
Court  has  decided  the  law,  and  it  remains  only  for  Congress  to  pro- 
vide  suitable  machinery  for  carrying  the  law  into  effect. 

If  Congress  should  decide  that  the  enforcement  of  the  doctrine  of 
priority  of  appropriation  and  beneficial  use,  subject  in  each  case  to  the 
consideration  by  the  administrative  authorities  as  to  the  public  interest 
and  welfare,  should  constitute  an  equitable  apportionment  of  benefits, 
it  is  conceivable  that  the  Supreme  Court  would  uphold  such  act,  on 
the  ground  that  the  question  involved  is  of  a  political  nature  and  there- 
fore not  subject  to  review  by  the  Court. 

State  control  was  not  undertaken  in  our  Western  States  until  the 
patience  of  the  water  users  had  been  exhausted  so  thoroughly  by  the 
exasperating  delays  and  expenses  of  litigation,  and  the  inability  of  the 
Courts  to  distribute  the  w^ater  through  injunction  proceedings,  that 
they  took  the  law  into  their  own  hands,  with  the  result  that  many 
murders  were  committed.  It  is  conceivable  that  war  between  States 
over  the  proper  division  of  interstate  streams  may  result,  before  Con- 
gress can  find  time  to  exhaust  thoroughly  all  the  possibilities  for 
debate  in  this  most  complicated  and  involved  subject.     Decisions  can 
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be  found  sustaining  almost  any  view.  It  is  easy,  therefore,  to  get 
Jiopelessly  involved  in  the  details  of  this  subject  unless  one  keeps 
clearly  in  mind  the  ultimate  objects  to  be  attained,  and  proceeds  on 
the  theory  of  the  greatest  good  to  the  greatest  number. 

The  writer  has  thus  analyzed  the  question  of  State  and  Federal 
control  with  respect  to  navigable  waters,  including  their  non-navigable 
tributaries,  non-navigable  streams  wholly  within  the  State  and  not 
tributary  to  navigable  waters,  and  lastly,  the  question  of  interstate 
streams.  He  is  led  to  the  conclusion  that  Congress,  under  the  present 
Constitution,  can  provide  by  law  a  definite  system  of  water  titles  for 
the  Nation,  similar  to  that  adopted  in  Oregon. 

State's  Eights. 

The  writer  is  aware  of  the  criticism  that  will  be  urged  against 
this  doctrine  by  the  advocates  of  State's  rights,  but  he  is  unable  to 
reach  any  other  conclusion  which  will  harmonize  with  the  leading 
cases  and  the  statutes  as  we  now  understand  them.  It  may  be  of 
value,  therefore,  to  inquire  as  to  what  extent,  if  at  all,  an  individual 
State  will  suifer  through  the  adoption  of  a  National  system  of  water 
titles. 

Prior  to  the  Kansas-Colorado  decree,  the  State  of  Wyoming,  which 
claims  to  exercise  absolute  control  over  property  in  water  within  its 
borders,  would  have  had  good  ground  to  oppose  such  a  system.  The 
State  is  located  on  the  Rocky  Mountain  Divide,  and  all  waters  origi- 
nating within  its  borders  flow  into  adjoining  States.  Without  such 
National  administrative  system  to  restrain  over-appropriations  in 
Wyoming,  to  the  detriment  of  prior  appropriators  in  adjoining  States, 
Wyoming  may  be  considered  to  have  an  advantage,  being  the  upper 
State,  and  therefore  needing  no  protection  from  appropriations  in 
adjoining  States,  while,  on  the  other  hand,  with  a  National  adminis- 
trative board  to  pass  upon  interstate  permits  prior  to  construction, 
investments  could  be  made  without  fear  of  being  enjoined  by  lower 
States  subsequently,  and  thus,  through  rapid  and  safe  development, 
Wyoming  would  doubtless  receive  greater  benefits  from  this  new  sys- 
[tem  than  under  the  present  lack  of  system.  Just  as  the  upper  appro- 
ipriator  on  a  stream  needs  no  protection  from  lower  appropriators,  so 
Wyoming  needs  no  protection  from  other  States;  but  few  States  are 
similarly  situated. 
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J  t",  Ity  siK'h  Congressional  legislation,  the  various  States  which  have 
not  yet  assumed  eontrol  of  their  water  resources  could  be  induced  by 
outside  pressure  to  adopt  uniform  State  laws,  such  States,  as  well  as 
the  country  as  a  whole,  would  be  greatly  benefited. 

Congress  having  the  i)ower  to  legislate  as  to  waters,  it  is  difficult 
to  understand  how  such  a  body,  made  up  of  representatives  from  the 
different  States,  could  enact  any  law  which  would  do  great  injury  to  any 
State  or  any  section  of  the  United  States.  The  control  and  distribu- 
tion of  waters  within  the  State  will  be  left  to  the  State's  adminis- 
trative authorities.  The  control  of  navigable  and  interstate  waters, 
say  in  the  Columbia  River  Basin,  will  be  left  to  the  State  axiministra- 
tive  authorities  of  this  region  in  proportion  as  each  State  is  interested, 
subject,  of  course,  to  the  general  laws,  and  the  rules  prescribed  there- 
under. The  Federal  administrative  board  could  be  composed  of  all 
State  water  authorities  meeting  annually  in  convention,  or  by  a  smaller 
board  composed  of  representatives  from  different  sections  of  the  United 
States. 

"With  the  establishment  of  a  National  administrative  system  cor- 
responding to  that  which  has  been  proven  a  success  in  Oregon,  Wyo- 
ming, and  a  few  other  Western  States,  a  comprehensive  plan  for 
the  development  of  our  rivers  in  aid  of  navigation  could  be  outlined 
and  carried  to  completion  without  fear  of  entanglement  over  interstate 
rights.  The  public  welfare  as  to  any  particular  project  on  an  inter- 
state or  navigable  stream  could  be  considered  by  the  Federal  authori- 
ties, and,  upon  approval,  construction  could  proceed  with  certainty. 
Such  Federal  commission  should  have  authority  to  determine  and 
record  all  existing  rights  to  water  in  those  States  where  no  such  records 
are  available,  and  should  consider  the  relative  value  of  unappropriated 
waters  to  the  different  States  for  domestic,  irrigation,  power,  and  navi- 
gation purposes,  and  have  power  to  refuse  any  permit  where  the  pro- 
posed use  was  a  menace  to  the  safety  or  welfare  of  the  public. 

Such  a  National  system  of  water  titles,  with  adequate  administra- 
tive machinery  to  make  it  effective,  would  be  of  as  great  advantage  to 
the  Nation  as  the  State  system  is  to  the  individual  State.  The 
respective  States  would  derive  the  same  benefit  from  such  system  as 
the  individual  water  user  within  the  State  does  from  the  State  system. 
We  have  priorities  in  rights  to  interstate  waters,  the  same  as  for  State 
waters.     We  have  strong,  aggressive,  and  litigious  States  endeavoring 
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through  litigation  to  get  some  undue  advantages  over  a  weaker  and 
upper  State  in  the  matter  of  interstate  streams.  We  have  upper 
States  taking  more  than  their  rightful  share  of  the  interstate  water 
supply,  to  the  detriment  of  citizens  in  a  lower  State,  and  these  citizens 
are  compelled  to  suffer  because  of  the  lack  of  interest  on  the  part  of 
their  State  Government,  or  the  National  Government,  or  some  other 
political  or  financial  reason  beyond  their  control.  In  other  words,  the 
'Vater  hog"  is  not  confined  alone  to  State  streams,  but  is  beginning 
to  make  himself  felt  on  the  larger  interstate  streams.  Here  he  is  so 
intrenched  behind  technicalities  of  the  law,  and  ignorance,  due  to  lack 
of  information  as  to  the  effect  of  numerous  diversions  on  long  rivers, 
that  we  fail  to  recognize  him.  Just  as  some  people  within  the  State, 
who  have  an  undue  advantage  in  water  appropriations,  oppose  the 
enactment  of  State  water  laws,  so  we  will  have  States  opposing  a 
National  water  law.  Such  law  would  be  of  no  value  if  it  did  not 
restrain  diversions  in  some  States  for  the  advantage  and  protection  of 
others. 

The  argument  of  State's  rights  will  be  used  effectively  for  a  time 
against  the  enactment  of  a  Federal  water  law.  The  individual  State 
will,  in  the  opinion  of  the  writer,  be  benefited  by  such  a  law,  and  the 
Nation,  as  a  whole,  receive  very  great  benefits. 

Water-Power  Policy. 

The  attitude  of  the  United  States  toward  the  policy  of  water- 
power  development  is  of  particular  importance  to  the  Western  States, 
for  it  is  in  the  West  that  the  greatest  amount  of  undeveloped  water 
power  is  located.  The  United  States  controls  the  major  portion  of  this 
power  through  National  Forest  Reservations  and  the  withdrawal  of 
all  vacant  lands  valuable  for  water-power  sites.  The  State,  in  the 
absence  of  Congressional  legislation,  exercises  control  over  the  water, 
but  it  is  impossible  to  use  this  water  for  power  development  without 
access  to  the  stream.  Right  of  way  for  such  purpose  cannot  be  secured 
without  the  consent  of  the  United  States,  as  condemnation  cannot  be 
resorted  to. 

Power  sites  in  the  National  Forests  can  only  be  developed  under 
revocable  permits,  and  this  is  about  as  serious  an  obstacle  to  develop- 
ment as  a  complete  withdrawal.  In  the  streams  of  Oregon,  the  U.  S. 
Geological  Survey  estimates  that  3  317  000  h.p.  are  undeveloped.     It 
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is  of  great  importance  to  tlie  dcvelopineiit  of  the  West  that  these 
restric'tioiia  in  tlie  path  of  development  he  removed  as  soon  as  possible. 
As  the  land  is  the  property  of  the  United  States,  there  is  no  question 
as  to  the  power  of  Congress  to  enact  necessary  laws,  and  such  legisla- 
tion need  not  await  necessarily  the  adoption  of  a  comprehensive  system 
of  water  titles  for  the  Nation. 

That  all  power  sites  remaining  on  the  public  domain  should  be 
retained  permanently  by  the  Government,  and  be  made  to  yield  a 
material  revenue,  was  suggested  recently  by  the  Commissioner  of  Cor- 
porations, at  Washington,  D.  C.     He  states,  further,  that: 

"Fuel-power  will  substantially  fix  the  price  of  all  power,  because 
there  is  practically  no  considerable  area  in  the  United  States  where 
water-power  can  supply  the  entire  demand  for  power.  Of  course, 
water-power  cannot  be  sold  above  the  price  of  fuel-power.  On  the 
other  hand,  if  the  price  of  water-power  be  fixed  by  law  below  that  of 
fuel-power,  not  all  the  community,  in  most  instances,  can  be  served 
with  cheap  power,  and  an  unfair  discrimination  must  result." 

Such  policy  would  seriously  injure  the  West,  where  water-power  is 
plentiful  and  coal  is  dear.  It  is  just  as  reasonable  to  argue  that  cheap 
coal  development  of  the  East  should  be  made  to  yield  a  material 
revenue  to  the  Federal  Treasury,  so  that  the  West,  where  coal 
is  dear,  may  not  suffer  a  material  handicap.  Besides,  such  a  policy 
is  entirely  antagonistic  to  the  conservative  theory  of  preserving  to 
posterity  a  fair  share  of  our  exhaustible  coal,  oil,  and  timber  supplies. 

The  views  of  Secretary  Fisher  should  prevail,  as  approved  by  Presi- 
dent Taft,  and  outlined  in  his  message  to  Congress  of  February  2d, 
1912.  That  the  revenue  derived  from  the  development  of  water-power 
should  be  sufficient  only  to  cover  the  cost  of  administration  of  that 
particular  department,  any  surplus  to  be  expended  by  the  General  Gov- 
ernment for  the  improvement  of  the  stream,  and  the  benefit  of  the  local 
community  where  the  water-power  site  is  located. 

A  more  desirable  policy,  in  the  opinion  of  the  writer,  would  be  for 
the  States,  in  co-operation  with  the  United  States,  to  develop  this 
power  and  supply  it  at  cost  plus  interest.  There  is  no  organization 
which  could  secure  money  at  a  lower  rate  of  interest  than  these 
agencies,  and,  besides,  the  greater  the  scale  of  the  development,  the 
cheaper  the  original  and  maintenance  costs. 

The  United  States  is  now  engaged  in  the  development  of  hydro- 
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electric  power,  and  is  selling  it  at  cost  to  municipalities  in  the  vicinity 
of  reclamation  projects  for  light,  heat,  and  other  purposes.  The  winter 
rate,  on  the  Minidoka  Project  of  the  U.  S.  Reclamation  Service  in 
Idaho,  is  so  low  as  to  permit  the  use  of  electricity  for  the  heating  of 
dwellings  in  competition  with  coal.  The  rate  for  heat,  the  writer  is 
informed,  is  $0.50  per  kw.  per  month,  with  $0.50  allowed  to  the  private 
company  for  distributing  the  power  within  the  municipality.  If  the 
States  should  join  in  furnishing  funds,  and  in  extending  this  organiza- 
tion, which  has  already  made  a  success  in  this  enterprise  without  the 
least  suspicion  of  scandal,  it  would  only  be  a  few  years  until  the  entire 
United  States  would  be  covered  with  a  network  of  transmission  lines. 
This  would  be  conservation  on  a  grand  scale. 

For  the  encouragement  of  irrigation  by  pumping  in  the  West, 
such  a  policy  is  indispensable.  The  cost  of  electrical  power,  under  the 
most  favorable  circumstances,  including  interest,  depreciation,  and 
maintenance,  for  a  pumping  project,  is  very  high,  and  a  farmer  is 
justified  in  undertaking  reclamation  by  this  method  only  under  the 
most  favorable  conditions.  Add  to  these  obstacles  the  chance  of  paying 
an  increased  rate  for  his  power  at  the  end  of  the  usual  short-time  con- 
tracts with  power  companies,  and  we  have  such  unfavorable  conditions 
as  will  compel  much  of  our  territory,  which  could  otherwise  be 
reclaimed,  to  remain  arid  indefinitely.  Irrigation  by  gravity  flow  did 
not  become  a  success  in  the  West  until  the  land  and  water  were  united 
in  one  by  laws  making  water  appurtenant  to  the  place  of  use.  Many 
communities  under  common  carrier  canals  became  so  discouraged,  as 
they  watched  the  charges  for  water  gradually  increased  in  proportion 
to  their  ability  to  pay,  that  they  abandoned  their  homes.  This  led  to 
a  reform  in  the  water  laws. 

In  18T0,  49%  of  the  population  of  the  United  States  were  farmers. 
In  1900,  only  29%  were  farmers.  This  is  a  most  serious  condition  for 
our  Government  to  face,  if  it  is  to  endure.  Some  of  the  luxuries  of 
life  have  come  to  be  considered  necessities.  These  must  be  supplied 
to  the  farmer  at  such  prices  as  he  can  afford  to  pay.  We  are  endeav- 
oring to  check  this  unhealthy  trend  by  supplying  good  roads,  telephone 
service,  rural  free  delivery  of  mail,  good  schools,  etc.,  for  the  farmer. 
The  writer  can  conceive  of  nothing  in  addition  to  these  which  would 
make   country   life   more   attractive   than   the   supplying   of   electrical 
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power  to  the  farmer  nt  cost.  It  caji  be  put  to  almost  immeasurable 
uses  in  the  home,  and  on  the  farm  generally. 

Private  capital  will  i)robably  never  be  able  to  supply  the  farmer, 
owing  to  the  relatively  long  transmission  lines  required  for  the  limited 
market.  Under  State  and  Federal  control,  electric  rates  in  cities  could 
be  lowered,  even  though  tlio  added  cost  of  country  service  was  assessed 
on  all. 

To  prevent  a  threatened  water-power  monopoly,  and  to  reduce 
electric  rates,  the  Province  of  Ontario,  Canada,  created  a  Hydro- 
Electric  Power  Commission,  in  11)0(),  with  full  power  to  construct 
plants  and  to  buy  and  sell  power.  This  commission  is  now  operating 
281  miles  of  110  OOO-volt  main  transmission  lines  and  180  miles  of 
distribution  lines,  buying  current  from  the  Ontario  Power  Company, 
a  private  corporation  at  Niagara  Falls,  at  $9  per  horse-power  per 
annum.  The  rates  charged  the  municipalities  to  cover  cost,  vary  from 
$18.10  to  $29.50  per  horse-power  per  annum,  according  to  distance, 
and,  at  present,  twenty-one  municipal  corporations  are  supplied  with 
an  aggregate  of  30  500  h.p. 

The  two  attempts  of  public  developments  of  power  and  sale  at  cost, 

as  here  outlined,  have  been  successful  thus  far.     They  should  prove  of 

value  to  the  Nation  in  considering  public  control  on  a  comprehensive 

scale.  _, 

Conclusions. 

The  distribution  of  water  and  the  question  of  water  rights  are,  at 
best,  complicated  matters.  The  present  confusion  seems  to  have  arisen 
from  the  fact  that  heretofore  we  have  left  to  the  Courts  the  solution 
of  all  difficulties  arising  from  the  use  of  water,  when,  in  fact,  they 
should  have  been  solved  by  the  legislative  and  executive  branches  of 
our  Government. 

The  Courts,  having  no  knowledge  of  the  practical  difficulties 
involved  in  the  dividing  of  streams  for  the  different  users,  and 
approaching  the  problem  only  after  investments  had  been  made,  to  the 
injury  of  other  investors,  have  established  and  maintained  a  system 
of  law  which  is  entirely  repugnant  to  the  diversion  and  use  of  water 
for  any  but  the  most  primitive  uses.  Following  sound  rules  of  law 
which  had  been  developed  under  entirely  different  conditions,  the 
Courts  have  refused  to  the  legislative  branch  the  right  to  amend  the 
Court-made  law,  on  the  ground  that  such  statutes  would  be  an  inter- 
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ference  with  vested  rights  and  in  violation  of  the  Constitution.  Real- 
izing the  extreme  necessity  of  diverting  water  from  streams  in  the 
Western  States,  the  Courts,  in  a  few  instances,  have  declared  that 
what  they  had  heretofore  considered  the  law  was  in  reality  not  the  law 
at  all.  Now  the  Supreme  Court  of  the  United  States,  in  a  decision 
which  applies  alike  to  every  State  of  the  Union,  appears  to  indicate 
that  the  Courts  of  all  Eastern,  and  many  of  the  Western,  States  have 
been  mistaken  as  to  the  law  of  waters,  and  the  way  is  now  clear  for 
the  first  time  in  many  years  for  legislation.  This  legislation  should 
be  positive,  and  should  approach  the  problem  from  the  standpoint  of 
the  investor  prior  to  undertaking  development.  The  public  interest 
should  be  carefully  considered  prior  to  the  permitting  of  any  new 
development. 

All  rights  heretofore  initiated  in  good  faith  for  the  application  of 
water  to  any  useful  purpose  should  be  determined,  recorded,  and  there- 
after receive  the  protection  of  the  law,  instead  of  each  user  being  left 
to  his  own  individual  efforts. 

The  common  error,  made  by  a  number  of  Western  States  which 
have  attempted  to  legislate  as  to  waters,  should  be  avoided;  that  is, 
to  assume  that  the  determination  of  the  facts  (priority,  purpose, 
period,  place,  and  quantity),  necessary  for  the  establishment  of  a  water 
right  under  the  law,  is  a  judicial  matter,  which  can  only  be  passed 
upon  by  the  Courts.  Such  error  would  be  fatal.  These  matters  should 
be  attended  to  by  an  administrative  board  which  has  complete  juris- 
diction of  all  matters  relating  to  water.  Every  step  thus  taken  will 
be  in  harmony  with  some  preconceived  plan,  and  the  final  results 
will  be  of  correspondingly  more  value.  Any  error  in  law  can  be  cured 
by  the  party  injured  through  an  appeal  to  the  Courts.  The  lack  of 
such  appeals,  from  the  administrative  officers  in  Wyoming  and  Oregon 
indicates  that  but  a  few  appeals  will  be  necessary.  If,  in  such  system 
for  the  adjudication  of  old  rights,  the  complicated  legal  rules  of 
pleading  and  of  evidence  had  to  be  followed,  it  is  difficult  to  conceive 
the  cost  in  time  and  money,  and  it  is  doubtful  if  a  complicated  adjudi- 
cation could  be  carried  through  in  an  ordinary  lifetime. 

To  illustrate,  the  leading  case  of  Hough  vs.  Porter  was  before  the 
Courts  of  Oregon  for  ten  years,  before  a  final  decree  was  rendered. 
There  were  only  forty-five  parties  to  the  suit,  and  an  administrative 
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Itoartl  roiild  have  MHruii'd  all  nt'ccssury  inlonnation  and  decided  the 
matter  in  one-tenth  the  time. 

The  fcState  of  Utah  adopted  a  system  of  water  tithes  in  1903,  where 
the  State  Engineer  was  to  make  surveys  and  gatlier  facts  for  the 
guidance  of  the  Court  in  tiie  adjudication  of  water  rights.  After  nine 
years,  and  the  expenditure  of  about  $30  000  in  the  survey  of  the  Weber 
lliver,  involving  about  400  ditch  rights,  not  one  riglit  has  yet  been 
determined  by  the  Court.  This  record  is  in  striking  contrast  with  the 
work  of  the  administrative  board  in  Oregon  as  outlined  in  this  paper. 
In  only  a  few  years  every  early  right  in  Oregon  will  be  determined, 
and  will  receive  the  protection  of  the  State's  administrative  officers. 

The  subject  here  presented  relates  more  to  the  legal,  than  to  the 
engineering,  side  of  the  water  problem,  and  yet  only  the  engineer  can 
appreciate  with  full  force  the  importance,  to  the  country  as  a  whole,  of 
having  definite  and  uniform  State  laws  relating  to  water,  supple- 
mented by  a  National  administrative  system  in  harmony  therewith. 
Therefore,  he  should  take  a  leading  part  in  the  reform  of  State  and 
National  water  laws.  Streams  do  not  follow  State  lines,  and  for  this 
reason,  these  arbitrary  political  divisions  must  give  way  to  the  more 
enlightened  policy,  which  is  in  harmony  with  the  laws  of  Nature,  of 
treating  each  stream  system  as  a  unit  from  its  head-waters  in  the 
forests  to  its  mouth  on  the  coast. 
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D ISCUSSION 


Clarence  T.  Johnston,  M.  Am.  Soc.  C.  E.  (by  letter).— This  Mr 
paper  deserves  some  comment  from  those  who  are  interested  in  problems 
of  stream  control.  The  writer  is  glad  to  find,  here  and  there,  an  engi- 
neer who  has  had  sufficient  experience  in  such  work  to  convince  him 
that  the  questions  which  arise  are  of  a  legal  nature  only  in  an  inci- 
dental way.  In  its  fundamental  aspects,  the  supervision  of  water 
resources  is  of  greater  public  concern  than  the  protection  of  land  titles. 
Water  and  watercourses  are  generally  considered  as  public  property, 
and,  therefore,  the  demand  for  an  engineering  administration  has  not 
been  felt,  except  where  streams  have  been  used  to  a  large  extent,  and 
particularly  where  water  has  been  diverted  from  natural  channels. 
As  controversies  have  arisen,  the  Courts  have  been  appealed  to,  and 
to-day,  particularly  in  the  West,  decisions  of  all  kinds  are  made. 
Volume  after  volume  is  published  dealing  with  theories  which  have 
been  developed  and  played  with  by  attorneys,  until  they  can  no  more 
be  applied  in  practice  than  water  can  be  diverted  from  a  stream  with- 
out affecting  its  discharge. 

We  derive  our  common  law  from  England.  With  that  law  we 
brought  the  doctrine  of  riparian  rights,  which  guarantees  to  every 
owner  of  land  abutting  on  a  watercourse  the  right  to  demand  that 
the  waters  thereof  pass  his  property  "undefiled  in  quality  and  un- 
diminished in  quantity."  This  is  the  true  riparian  doctrine.  It  is 
not  suited  to  a  country  where  large  volumes  of  water  must  be  taken 
from  the  streams.  Kegardless  of  this  and  regardless  of  the  experience 
of  other  countries,  lawyers  and  Courts  have  tried  to  make  it  fit  every 
climate  and  every  natural  condition.  A  simple  doctrine,  which  suits 
a  country  where  large  rivers  prevail  and  where  actual  diversions  are  of 
little  importance,  has  been  distorted  and  juggled  with  by  the  Courts 
until  it  is  no  longer  recognizable.  The  "modified"  doctrine  of  riparian 
rights,  as  we  have  it  inflicted  on  us,  is  often  a  convenient  screen  for 
crimes  committed  against  the  public  and  in  behalf  of  those  claiming 
"vested  rights."  A  perusal  of  the  statutes  of  various  States  referring 
to  riparian  rights,  and  quite  generally  the  laws  pertaining  to  stream 
control,  will  disclose  the  existing  situation  to  the  student.  Much  has 
been  done  to  protect  vested  rights,  but  reference  is  seldom  made  to 
public  rights.  The  idea  that  the  public  ever  obtains  a  vested  right 
would  never  be  gleaned  from  reading  the  statutes  dealing  with  stream 
control  in  a  majority  of  the  States.  This  condition  arises  from  the 
fact  that  the  lawyer,  representing  those  who  claim  many  special  rights 
and  privileges,  often  reaches  the  Legislature  where  he  exhibits  marked 
ability  in  inserting  such  clauses  as  the  following:  "This  chapter  shall 
in  no  wise  be  construed  as  impairing  or  abridging  any  rights  already 
vested  in  any  person  or  persons,  company,  or  corporation,  by  virtue 
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Mr.  of  the  law  heretofore  in  force."  After  a  training  of  this  kind  he 
develops  an  instinct  which  enal)les  him  to  protect  private  property 
rights  without  study  or  deliheration.  Should  such  a  man  be  elevated 
to  the  bench,  he  displays  the  same  tendencies,  and  some  of  our  re- 
markable decisions  may  be  attributed  to  Courts  so  constituted. 

Streams  and  lakes  are  not  like  land,  in  so  far  as  i)rivate  possession 
is  concerned.  J. and  can  be  measured  and  privately  controlled.  Water 
is  constantly  shifting,  and  the  supply  changes  every  day.  The  public 
must  bridge  streams  and  provide  harbors.  The  public  must  protect 
fish  and  provide  for  the  safety  of  dams.  We  use  water  to-day  only 
to  lose  it  to-morrow  when  it  runs  on,  a  continuous  blessing  to  the  pub- 
lic. It  cannot  be  owned  privately,  and  no  State  should  ever  permit 
individuals  or  corporations  to  claim  such  ownership.  It  is  plain  that 
injustice  would  be  worked  should  one  nation  have  exclusive  ownership 
of  one  of  the  great  oceans.  It  is  equally  plain  that  injustice  would 
result  should  one  State  control  an  interstate  stream  or  lake.  The 
same  rule  applies  when  one  individual  or  corporation  is  permitted  to 
assume  control  of  any  local  water  supply,  yet  the  local  public  is  often 
slow  to  act  in  its  own  defense.  The  engineer  should  appreciate  these 
facts.  He  should  be  a  leader  in  questions  of  stream  control.  Unfor- 
tunately, engineers  have  not  assumed  the  responsibility  that  naturally 
belongs  to  their  Profession.  We  may  criticize  the  Legal  Profession 
and  the  Courts- — and  possibly  they  deserve  it  in  some  degree — yet 
we  must  remember  that  the  engineer  is  depended  on  for  information; 
and  further,  that  where  engineers  have  studied  these  important  problems 
and  given  the  Courts  the  results,  reforms  favoring  public  control 
have  begun  to  appear.  Too  many  engineers  have  been  blinded  by  what 
seems  to  them  to  be  the  best  policy  at  the  time  for  their  employers 
who  appeal  to  the  Courts.  Too  many  engineers  fail  to  see  that 
principles  which  insure  justice  to  the  public  protect  water  users  gen- 
erally. The  water  rights  of  private  users  are  best  insured  where  pub- 
lic control  is  most  rigid.  Engineers  have  been  as  tardy  as  the  Courts 
in  recognizing  this. 

When  the  National  Constitution  was  framed,  the  States  ceded 
to  the  General  Government  the  control  of  navigable  waters.  The 
Nation,  as  a  matter  of  development  and  defense,  must  control  naviga- 
tion when  necessary.  Non-navigable  streams  remain  in  the  possession 
of  the  States.  The  States  have  not  properly  administered  the  smaller 
streams  which  they  own.  It  has  been  so  apparent  that  streams  and 
lakes  are  naturally  property  of  a  public  character  that,  for  a  long  time, 
particularly  in  localities  of  large  rainfall,  the  necessity  for  public 
supervision  has  not  been  called  to  the  attention  of  lawmakers.  Re- 
gardless of  the  public  character  of  streams  and  lakes,  private  interests 
have  assumed  to  take  possession  here  and  there,  and  the  claims  thereby 
arising  are  still  to  be  settled.     The  great  questions  relating  to  State 
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administration  of  waters  are  yet  to  be  determined.  Some  Court  Mr. 
decisions  would  appear  to  be  final  and  in  favor  of  a  private  monopoly  °  ^^  °°* 
of  public  property  of  this  kind,  yet  the  end  has  not  been  attained  in 
a  single  important  case. 
I  Because  the  States  have  been  slow  in  asserting  the  doctrine  of 
public  rights  in  property  which  is  essentially  of  a  public  character,  we 
need  not  fear  that  the  public  has  lost  title  in  any  way.  Because  some 
individual  or  some  corporation  has  been  using  this  property  for  a 
term  of  years,  there  is  no  reason  to  hold  that  the  users  have  secured 
title  thereto.  It  would  seem  that  such  users  would  owe  the  public 
a  vote  of  thanks  at  least.  Many  troubles  have  been  precipitated  because 
the  owners  of  riparian  lands  have  been  permitted  to  claim  more  than 
the  true  riparian  doctrine  would  admit  in  itself.  Because  the  General 
Government  has  not  meandered  every  small  stream — a  physical  impos- 
sibility— the  subsequent  patentee  of  riparian  lands  has  assumed  that 
he  owns  the  land  to  the  center  or  entirely  across  the  channel  of  the 
natural  waterway.  Where,  through  ignorance  of  the  naturally  public 
character  of  streams,  the  Courts  have  seemed  to  confirm  claims  of  this 
nature,  an  error  has  been  made,  but  such  errors  will  be  corrected 
in  time. 

Water  must  be  used  by  individuals  and  by  corporations.  The  pub- 
lic should  realize  this  and  consent  thereto.  The  public  and  all  users 
should  appreciate  the  difference  between  the  use  of  water  and  the  own- 
ership of  water.  All  uses  should  be  of  such  character,  and  secured 
under  such  restrictions,  that  the  authority  and  ownership  of  the 
public  are  manifest  in  every  transaction  and  apparent  to  all  concerned. 
When  the  time  comes  for  the  public  to  assume  full  control  of  its  prop- 
erty, private  interests  should  be  recompensed  according  to  the  esti- 
mated cost  of  replacing  the  works  constructed  by  them,  and  which, 
under  the  new  order  of  things,  are  to  be  operated  by  the  public.  Valua- 
tion work  of  this  kind  has  also  fallen  largely  to  the  engineer.  It  is 
a  new  science,  and  engineers  have  not  reached  an  agreement  as  to  the 
principles  which  should  be  applied  in  determining  just  valuations. 

Principles  are  of  so  much  more  importance  than  details  of  law, 
methods  of  procedure,  or  exact  character  of  administration,  that  the 
writer  does  not  feel  inclined  to  discuss  National,  State,  or  even  more 
localized  control  of  streams.  Under  present  conditions,  there  can 
be  no  question  as  to  the  responsibility  of  the  General  Government 
and  of  the  States  in  work  of  this  kind.  The  essential  facts  which 
should  determine  any  question  which  may  arise  are  of  an  engineering, 
rather  than  of  a  legal,  nature.  They  are  simple  and,  as  a  rule,  not 
difficult  to  obtain  where  an  engineering  administration  is  provided. 

The  writer  has  followed  the  development  of  the  public  control  of 
streams  of  the  West  for  many  years.  Wyoming,  under  the  able  leader- 
ship of  Elwood  Mead,  M.  Am.   Soc.  C.  E.,  took  the  first  step  which 
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Mr.  relieved  the  Courts  from  nil  iiiiti:il  procfcdiu^s  in  (jUcHtions  relating 
to  the  use  of  water.  Only  appeals  from  administrative  officers  go  to 
the  Courts  in  tlint  StMt(\  and  these  appeals  are  so  few  that  during  the 
\)i\M.  twenty  years  they  can  he  eounted  on  the  finders  of  the  two  hands. 
Durinjj:  that  time  the  State  Administration  has  studied  and  determined 
more  than  15  000  claims  and,  at  the  same  time,  has  protected  all 
public  rights.  As  Dr.  Mead's  Assistant  for  a  term  of  years,  and  as 
State  Engineer  for  nine  years,  the  writer  was  able  to  give  some  thought 
to  the  i)rinciples  which  should  underlie  the  laws  relating  to  stream 
control,  and  the  following  matter  from  his  last  report*  to  Governor 
B.  B.  Brooks  contains  a  discussion  of  the  elementary  principles: 

''Some  reference  should  be  made  at  this  time  to  Sections  724,  725, 
and  726,  Wyoming  Compiled  Statutes,  1910.  These  sections  were 
added  to  the  irrigation  laws  of  the  State  by  the  Legislature  of  1909. 
The  bill  before  the  Legislature  was  known  as  'House  Bill  No.  6G.'  All 
who  have  studied  this  legislation  agree  that  it  represents  the  most 
important  action  of  the  law-makers  of  the  State  since  the  original 
statutes  were  enacted  in  1891.  While  the  purpose  of  the  act  is  fresh 
in  the  minds  of  those  who  were  in  the  Legislature  and  among  those 
who  prepared  the  bill,  some  public  record  should  be  made  of  its  pur- 
pose so  that  when  its  provisions  are  interpreted,  there  will  be  no  mis- 
taking its  object. 

"The  Act  reads  as  follows: 

"Chapter  58. 
"Water  Rights. 

"724.  Water  Right  Defined.  A  water  right  is  a  right  to  use  the 
water  of  the  state,  when  such  use  has  been  acquired  by  the  beneficial 
application  of  water  under  the  laws  of  the  state  relating  thereto,  and 
in  conformity  with  the  rules  and  regulations  dependent  thereon.  Bene- 
ficial use  shall  be  the  basis,  the  measure  and  limit  of  the  right  to  use 
water  at  all  times,  not  exceeding,  in  any  case,  the  statutory  limit  of 
volume.  Water  being  always  the  property  of  the  state,  rights  to  its  use 
shall  attach  to  the  land  for  irrigation,  or  to  such  other  purpose  or 
object  for  which  acquired  in  accordance  with  the  beneficial  use  made 
and  for  which  the  right  receives  public  recognition,  under  the  law 
and  the  administration  provided  thereby.  Water  rights  cannot  be 
detached  from  the  lands,  place  or  purpose  for  which  they  are  acquired, 
without  loss  of  priority.      (L.  1909,  ch.  68,  Sec.  1.) 

"725.  Preferred  Uses  Defined.  Water  rights  are  hereby  defined  as 
follows  according  to  u«e:  Preferred  uses  shall  include  rights  for 
domestic  and  transportation  purposes;  existing  rights  not  preferred,  \ 
may  be  condemned  to  supply  water  for  such  preferred  uses  in  accord- 
ance with  the  provisions  of  the  law  relating  to  condemnation  of  prop- 
erty for  public  and  semi-public  purposes.  Such  domestic  and  trans- 
portation purposes  shall  include  the  following:  First — Water  for  drink- 
ing purposes  for  both  man  and  beast.  Second — Water  for  municipal 
purposes.     Third — Water  for  the  use  of  steam  engines  and  for  general 

*  Biennial  Report  of  the  State  Engineer  to  the  Governor  of  Wyoming,  1909-10.  pp.  17  to  29. 
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railway  use.     Fourth — Wnter  for  culinary,  laundry,  bathing,  refrigerat-      Mr. 
ing  (including  the  manufacture  of  ice),  and  for  steam  and  hot-water '^^^'^^^*'^- 
heating  plants.     The  use  of  water  for  irrigation  shall  be  superior  and 
preferred  to  any  use  where  turbine  or  impulse  water-wheels  are  installed 
for  power  purposes.     (I^.  1909,  ch.  G8,  Sec.  2.) 

'''726.  Change  to  Preferred  Use.  Where  it  can  be  shown  to  the 
board  of  control  under  the  provisions  hereof,  that  a  preferred  use  is 
to  be  made,  the  procedure  for  a  change  of  such  use  shall  embrace  a 
public  notice,  an  inspection  and  hearing  if  necessary  by  and  before 
the  proper  division  superintendent,  a  report  of  such  superintendent  to 
the  board  of  control,  and  an  order  by  said  board.  If  the  change  of  use 
is  approved,  just  compensation  shall  be  paid  and  under  the  direction  of 
the  board,  proper  instruments  shall  be  drawn  and  recorded.  (L.  1909, 
ch.  68,  Sec.  3.) 

"The  act  is  plain  in  its  terms.  There  may  be  some  confusion, 
however,  in  the  minds  of  those  who  have  not  followed  the  history  of 
the  development  of  irrigation  law  in  this  State.  The  constitution 
of  the  State,  which  has  the  approval  of  Congress,  says : 

"  'Section  1,  Article  VIII.  The  water  of  all  natural  streams,  springs, 
lakes  or  other  collections  of  still  water,  within  the  boundaries  of  the 
State,  are  hereby  declared  to  be  the  property  of  the  State.' 

"This  provision  of  the  constitution  has  been  discussed  from  various 
standpoints.  The  State  has  never  held  that  the  water  which  it  owns 
should  be  disposed  of  for  profit.  It  is  not  deemed  wise  to  administer 
this  natural  resource  for  revenue.  It  is  presumed  by  the  law-makers 
of  Wyoming  that  the  water  the  State  possesses  is  for  the  use  of  the 
people.  However,  the  State  has  a  greater  responsibility.  Wyoming 
has  discovered  and  placed  on  the  statutes  of  the  State  the  first  definition 
of  essential  principles  that  should  govern  the  use  of  water.  So  that 
the  State,  not  only  owns  the  water  and  permits  of  its  use  without  charge 
to  her  citizens,  but  the  State  sees  to  it  that  all  users  are  given  equal 
protection.  One  man  cannot  be  permitted  to  expand  his  use  without 
interfering  with  the  rights  of  a  community.  The  State  early  dis- 
covered the  danger  of  permitting  water  or  water  rights  to  be  treated 
as  personal  property.  If  water  rights  are  owned  separate  from  the  land 
irrigated,  or  such  other  use  as  may  be  made  of  the  water,  then  the 
personal  element  enters  and  there  is  no  such  thing  as  public  supervision 
and  no  such  thing  as  the  protection  of  the  community  against  the 
greed  of  a  few  who  may  be  powerful  or  influential. 

"We  cannot  review  the  decisions  of  the  Colorado  courts  without 
feeling  that  they  have  failed  to  enunciate  such  doctrines  as  will  pro- 
tect the  water  user.  For  instance,  we  find  in  the  case,  'Laramie  County 
Res.  Co.  vs.  People  ex  rel.  Luthe,'  8th  Colo.  614,  the  following  definition 
of  'appropriation.'  'Appropriation  is  the  intent  to  take,  accompanied 
by  some  open,  physical  demonstration  of  the  intent,  and  for  some  valu- 
able use.'  The  court  evidently  understood  that  a  diversion  from  the 
stream  without  actual  beneficial  use  of  water  could  not  give  the  right 
to  use  water.  It  was  manifestly  plain  to  the  court  that  there  was 
something  necessary  in  addition  to  a  claim,  which  we  assume  to  be 
the  manifestation  of  the  'intent.'  The  court  did  not  see  that  an 
investment   in   irrigation   works   can  be   protected   without   giving  the 
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Mr.  invrstors  ownorsliip  in  water.  It  saw  that  a  time  muRt  lapse  hotwecn 
o  ins  on.  jjj^^  filinp  of  tlic  claim,  or  the  expressinp  of  the  'intent,'  and  the  urc 
of  the  water.  Hence  the  priority  would  date  from  the  time  the  ehiim 
was  filed.  The  company,  iinle.ss  disturbed  by  some  a^^eney,  would 
secure  title  to  water  under  that  priority  date  providing  it  completed 
the  irrigation  works.  There  was  no  limit  to  the  demands  the  company 
might  make  on  the  stream,  except  its  finnncial  ability  in  ditch  and 
reservoir  construction.  There  was  nothing  in  the  plans  submitted  to 
tell  where  the  prospective  beneficial  use  was  to  occur  and  absolutely 
nothing  to  protect  those  who  were  to  be  the  actual  w^ater  users.  It 
might  have  occurred  to  the  court  that  the  State  could  by  law  provide 
that  a  company  be  given  a  certain  time  to  show  its  good  faith  and  upon 
the  final  showing  being  made,  that  it  be  given  a  certain  time  to  sell 
interests  in  the  irrigation  works  constructed.  It  might  have  occurred 
to  the  court  that  this  would  have  enabled  each  water  user  to  have 
obtained  water  rights  dating  back  to  the  time  the  claim  was  filed  in 
some  oflS^ce  of  public  record;  it  would  have  enabled  the  company  to 
have  obtained  a  reasonable  profit;  it  would  have  left  the  water  rights 
in  possession  of  the  water  users,  each  having  an  interest  in  proportion 
to  the  land  reclaimed;  it  would  have  given  the  irrigation  works  to 
those  w^ho  should  for  all  time  rightly  be  held  responsible  for  main- 
tenance. How  the  construction  of  irrigation  works  without  any 
arrangements  being  made  with  prospective  users  or  without  any  refer- 
ence to  the  proposed  beneficial  use,  can  give  the  builders  a  right  to  the 
water  is  a  problem  that  is  too  complicated  for  the  average  man  to 
grasp.  The  court  saw  the  danger  ahead  and  it  tried  to  do  something 
to  avoid  it.  The  trouble  was  that  the  court  gave  the  company  every- 
thing in  sight,  under  certain  conditions.  It  is  like  giving  a  railroad 
an  entire  valley  on  condition  that  transportation  facilities  be  provided. 
The  railroad  has  a  right  to  demand  lands  which  it  uses  or  is  to  use. 
The  ditch  company  has  this  right.  Water  is  more  valuable  than  land. 
The  railroad  company  is  not  entitled  to  all  the  land  in  sight,  when 
it  cannot  use  the  land.  The  ditch  company  cannot  use  all  the  water 
it  can  divert.  It  has  no  right,  therefore,  to  be  placed  in  position 
where  it  can  sell  water  which  it  has  never  acquired  by  beneficial  use. 
A  railroad  company  which  secures  an  entire  valley  receives  a  rich 
reward.  It  can  sell  the  lands  to  those  who  can  cultivate  them.  This 
arrangement  should  be  very  pleasing  to  the  railroad  company.  It  was 
doubtless  as  pleasing  to  the  ditch  company  to  get  title  to  water.  It 
could  sell  this  water  to  those  who  either  had  to  buy  it  or  face  financial 
ruin.  There  is  absolutely  no  reason  why  an  irrigation  company,  or 
any  individual,  should  have  title  to  any  property  except  the  physical 
works  it  constructs  or  acquires.  The  court  did  not  see  this.  It  did 
not  see  how  the  water  users  could  be  protected  under  the  priority 
obtained  by  the  initial  filing  except  by  giving  the  company  title  to 
the  water.  This  is  so  simple  and  it  works  out  so  easily  where  the 
States  have  an  administrative  system  which  manages  streams  for  the 
benefit  of  the  public,  that  any  other  plan  would  never  be  discussed  ii 
it  were  not  that  living  examples  of  a  dangerous  type  are  so  close  at 
hand.  The  Colorado  court  decisions  go  a  little  further  than  to  give 
everything  to  the  company  which  builds  the  irrigation  works.  The 
rights   of   the   consumer   are   discussed   in   a  number   of   cases.     This 
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admits  of  some  intimation  of  rights  that  others,  aside  from  the  irri-  Mr. 
gation  company,  might  hold.  If  the  court,  in  the  first  place,  had  held  ^^  ^^^o°- 
that  the  plans  submitted  by  the  company  must  be  based  on  good  engi- 
neering and  that  specifications  for  every  structure  must  be  filed;  if  it 
had  then  compelled  the  company  to  designate  the  lands  that  were  to 
be  reclaimed  and  dedicated  the  water  to  the  benefit  of  those  lands,  a 
foundation  would  have  been  laid  that  would  have  supported  every 
principle  that  might  be  necessary  to  protect  those  that  were  to  follow 
the  company.  There  is  a  library  of  speculation  over  this  subject  of 
appropriation  in  the  Colorado  decisions — yet  no  two  complete  discus- 
sions are  in  entire  harmony.  All  indicate  that  there  is  something 
that  should  be  reached  and  in  every  decision  this  something  is  just 
beyond  the  grasp  of  the  court.  To  prevent  too  much  injury  being 
done  the  water  users,  the  State  Legislature  has  given  the  county  com- 
missioners authority  to  regulate  the  price  paid  for  water.  Because  the 
court  could  not  fathom  the  problem  before  it,  -the  future  of  every 
project  is  left  with  administrative  officers,  who  may  or  may  not  be  able 
to  determine  what  price  is  fair.  The  county  commissioners  may  be 
connected  with  the  company  and  they  may  be  water  users  under  the 
system  in  question.  It  would  seem  much  better  to  make  the  water 
rights  attach  to  the  land  and  establish  the  price  which  the  water  user 
is  to  pay  for  an  interest  in  the  irrigation  works  in  the  beginning. 

"Let  us  study  an  individual  case  so  that  its  history  may  be  approxi- 
mately complete.  The  Colorado  courts  dealt  out  water,  rather  than 
water  rights,  with  a  lavish  hand.  The  courts  did  not  know  what 
volume  of  water  was  necessary  to  satisfy  with  justice  the  needs  of 
each  claimant,  and  they  did  not  know  what  principles  should  govern 
in  the  adjudication  of  rights.  No  person  can  arrive  at  any  other 
conclusion  after  reading  closely  the  court  decisions  of  the  State.  For 
instance,  a  water  claimant  is  given  a  right  to  35  cubic  feet  of  water 
per  second.  The  court  does  not  say  that  this  water  belongs  to  the 
land  or  that  the  water  right  belongs  to  the  land,  but  the  person  is  given 
a  kind  of  title  to  so  much  water.  As  the  country  grows  the  person 
so  favored  finds  that  the  court  has  given  him  a  large  volume  of  water 
that  he  has  never  used.  He  therefore  applies  for  a  change  in  point 
of  diversion.  This  may  be  opposed  in  the  courts,  but  he  generally 
wins  out.  He  then  proceeds  to  use  this  water  on  new  lands,  water 
that  others  have  for  years  past  been  using.  Those  who  are  injured  may 
be  able  to  protect  themselves  if  they  have  means.  If  not  they  must 
suffer  the  consequence.  This  person,  who  is  so  fortunate  to  get 
possession  of  water  that  he  has  never  used,  then  proceeds  to  use  it 
in  another  way  that  injures  the  community  still  further.  Because  the 
court  has  given  him  35  cubic  feet  of  water,  he  holds  that  he  can 
store  all  of  the  excess  that  he  does  not  need  in  the  irrigation  season 
for  direct  application  from  the  stream.  This  is  a  happy  thought.  In 
the  meantime  possibly  enough  reservoirs  have  been  built  to  store  all 
of  the  excess  flow  of  the  stream.  This  makes  no  difference  to  this 
fortunate  person.  He  stores,  for  his  own  use  and  for  speculation,  35 
cubic  feet  of  water  per  second,  except  during  the  irrigation  season,  thus 
depriving  other  persons  of  his  community  of  water  that  they  have  been 
using. 

"He  has  probably  secured  the  35  cubic  feet  of  water  per  second  when 
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Mr.  he  only  irrij^nlctl  l«l()  acres  of  liind.  'Iwo  to  two  an<l  oiu'-lialf*  <'i]|>io 
.loiinston.  f^,^^^  p^^.j.  J^^,^.^),,,^  during  tlw>  irrigation  season  would  be  ani|>l(i  for  tliis 
area.  Even  sliould  lie  he  ahle  to  apply  threes  enhie  fe(,'t  per  seeond,  he 
woidd  have  left  1)2  eiihic  feet  per  seeond  for  speculation  during  the 
irrigation  season.  This  would  supply  water  for  2  000  acres  of  land 
and  l)e  worth  $S()  000.00  at  least,  ^^y  storing  of)  cubic  feet  p(*r  second 
for  nine  months  he  would  impound  18  900  acre-feet  of  water.  If  a 
fourth  of  this,  or  4  725  acre-feet  of  water  are  lost  by  seejjaso  and 
evaporation,  he  would  have  left  14175  acre-feet  of  water  for  further 
speculation.  This  would  irrigate  fully  G  000  acres  of  land  and  he  worth 
$240  000.00.  The  court,  therefore,  through  ignorance,  and  without 
considering  the  rights  of  any  ])erson  except  the  claimant,  gives  him 
$320  000.00  worth  of  water  that  he  has  never  used  and  which  has  been 
used  by  others.  This  value  of  $320  000.00  cannot  be  given  to  one 
claimant  without  taking  it  from  another. 

"What  is  the  situation  in  Wyoming?  An  agricultural  community 
begins  to  develop.  Each  applicant  for  water  rights  obtains  permits 
which  describe  lands  to  be  irrigated.  The  water  rights  are  finally 
adjudicated  and  dedicated  to  the  use  made.  The  water  used  for 
irrigation  belongs  to  the  lands  reclaimed.  It  remains  attached  to  that 
land.  When  the  land  is  sold  it  goes  with  the  land.  The  law  places 
a  maximum  limit  on  the  use  that  can  be  made — one  cubic  foot  of  water 
for  each  seventy  acres  of  land  irrigated.  The  public  must  see  to  it 
that  waste  does  not  occur.  This  maximum  limit  cannot  be  exceeded  at 
any  time  and  the  use  is  restricted  to  such  volume  less  than  the  legal 
limit  as  can  be  beneficially  applied  to  the  lands  to  which  the  water  right 
attaches.  There  is  no  way  to  expand  the  use.  There  is  no  way  by 
wdiich  an  individual  or  a  company  can  speculate  at  the  expense  of  a  com- 
munity. All  rights  are  matters  of  record  and  there  can  be  no  serious 
cause  for  dispute. 

"Because  certain  lands  have  water  rights  direct  from  the  stream 
during  the  irrigation  season  does  not  mean  that  these  lands  are  entitled 
to  water  throughout  the  year.  The  first  reservoir  built  in  compliance 
with  law  secures  the  first  right  to  store  water  to  its  capacity.  This 
reservoir  can  be  filled  at  any  time  that  the  stream  furnishes  a  supply 
that  is  not  used.  The  second  reservoir  then  has  its  turn,  and  so  on. 
Reservoirs  store  water — not  water  rights.  Ditches  carry  water — not 
water  rights.  Water  stored  in  reservoirs  simply  augments  the  supply 
during  the  season  when  needed  and  this  water  leads  to  the  perfection 
of  water  rights  which  belong  to  the  lands  reclaimed  and  to  the  other 
uses  made,  the  same  as  though  the  stream  supplied  an  ample  volume 
during  such  seasons. 

"Section  724  states  that  'beneficial  use  shall  be  the  basis,  the  meas- 
ure and  the  limit  of  the  right  to  use  water  at  all  times,  not  exceed- 
ing, in  any  case,  the  statutory  limit  of  volume.'  This  means  that  when 
the  community  needs  protection  the  public  control  must  be  such  as 
to  limit  all  users  to  the  volume  that  can  be  beneficially  applied.  The 
certificates  of  appropriation,  issued  by  the  Board  of  Control,  describe 
the  lands  to  wdiich  the  water  right  belongs  and  specifies  what  the 
maximum  allotment  of  water  is  to  be.  It  also  says  in  conformity 
with  the  law  that  the  use  shall  consist  of  the  application  of  such  part 
of  the  maximum  allotment  as  can  be  beneficially  applied. 
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"Water  is  the  property  of  the  State  and  no  charge  is  made  for  its  Mr. 
use.  When  water  is  used  for  irrigation  or  for  any  beneficial  purpose  Johnston, 
for  a  term  of  years,  the  user  should  feel  thankful  to  the  public  that 
conditions  are  such  that  he  has  been  able  to  do  business  without  being 
subjected  to  a  special  tax  on  the  water.  Because  the  public  has  enabled 
this  to  be  done,  is  there  any  reason  why  any  person  or  company  should 
be  given  the  additional  right  to  sell  the  water  or  water  right  he  has 
been  enjoying?  The  community  cannot  be  injured  as  long  as  the  use 
continues  as  it  has  always  been,  but  that  use  cannot  change  without 
having  some  effect  on  the  rights  of  others.  Because  the  last  sentence 
of  Section  724  states  that  water  rights  cannot  be  detached  from  the 
lands,  place  or  purpose  for  which  acquired  without  loss  of  priority,  it 
is  held  by  some  that  the  act  is  unconstitutional.  Under  the  constitution 
cities  and  towns  can  condemn  water  rights  for  municipal  purposes. 
When  a  city  or  town  needs  water  it  gets  it  and  always  gets  it  regard- 
less of  priority  or  the  character  of  the  right.  Under  this  same  act, 
municipal  uses  are  made  preferred  uses.  It  may  often  serve  the 
purpose  of  a  town  to  condemn  a  water  right  that  belongs  to  some 
land  not  enjoying  an  early  priority.  For  instance,  the  early  rights 
may  all  be  near  the  source  of  a  stream.  This  is  an  ideal  condition. 
The  town  may  be  twenty  miles  below  the  lands  having  these  rights. 
There  may  be  irrigated  lands  near  the  town  that  can  be  condemned 
to  furnish  a  water  supply  for  the  municipality.  The  water  right  ob- 
tained by  the  city  or  town  under  such  circumstances  cannot  affect 
the  early  rights  at  the  head  of  the  stream,  yet  the  town  has  secured  an 
adequate  supply.  Should  it  be  necessary  to  condemn  one  of  the  early 
rights  at  the  head  of  the  stream,  this  could  be  done,  at  any  time  later. 
The  idea  is  this — nothing  should  be  done  by  the  State  to  give  an  added 
value  to  the  early  rights.  There  are  so  many  conditions  affecting 
the  flow  of  a  long  stream,  that  cities  and  towns  can  often  be  supplied 
without  interfering  with  the  early  irrigation  development.  A  town 
might  buy  an  adjoining  farm  with  whatever  water  rights  it  may 
have.  If  the  use  of  this  water  for  municipal  purposes  will  injure  other 
water  users,  outside  of  the  town,  then  they  should  be  recompensed. 
After  a  city  or  town  buys  water  rights,  they  become  preferred  uses, 
so  that  the  priority  of  the  right  makes  but  little  difference.  The  main 
object  is  to  see  to  it,  at  the  time  the  transfer  is  made  to  the  town  or 
city,  that  all  who  might  be  injured  by  this  change  are  taken  care  of  at 
once.  Section  726  provides  that  these  changes  shall  take  place  under 
the  direction  of  the  Board  of  Control.  This  means  that  an  inspection 
will  be  made  by  the  Superintendent,  all  users  will  be  notified  and  the 
final  record  will  embrace  a  settlement  that  will  be  in  harmony  with 
physical  conditions  and  with  justice  to  every  allied  interest  in  the 
stream.  One  thing  should  be  remembered — preferred  uses  are  to  be 
protected  in  seasons  of  scant  water  supply.  When  a  change  is  made 
of  any  inferior  right  to  a  preferred  use,  all  who  might  be  affected  should 
be  made  acquainted  with  the  purpose  of  those  who  represent  the  pre- 
ferred use  and  all  precautions  taken  while  the  matter  is  before  the 
board  to  secure  whatever  redress  may  be  justifiable.  It  should  also  be 
remembered  that  preferred  uses  require  small  quantities  of  water  com- 
pared with  uses  for  irrigation.  For  instance,  suppose  a  man  owns  160 
acres  of  land  to  which  a  water  right  attaches.     Assume  that  he  covers 
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Mr  tins  to  n  depth  of  two  foot  durinp:  nn  irrigation  season  of  90  days. 
Joiiii9t4>n.  'I'lji^  is  ;J20  acre-feet  of  water,  or  104  544  000  gallons.  This  volume 
of  water  would  furnish  a  water  supply  for  a  town  of  '>  000  poo[)le 
for  a  year,  estiniatinfi:  that  each  person  recjuires  100  gallons  of  water 
per  day  of  twenty-four  hours.  Since  the  irrigator  does  not  use  water 
from  the  stream,  except  during  the  irrigation  season  of  say  90  days, 
he  has  no  right  to  the  water  during  the  remainder  of  the  year.  The 
town  can  file  an  ai)plication  for  the  necessary  supply  outside  of  the  irri- 
gation season  and  the  permit  secured  gives  rights  that  cannot  interfere 
with  the  rights  of  any  other  user,  unless  other  rights  have  been  se- 
cured which  depend  upon  diversions  outside  of  the  summer  season. 
The  water  right  for  160  acres  with  the  additional  flow  that  could  1)6 
secured  under  permit  would  supply  a  town  of  12  000  people,  if  the  water 
could  all  be  used  without  loss.  Certainly  this  should  be  a  preferred 
use.  The  value  of  a  city  of  12  000  people  to  the  State  and  to  the  public 
as  locally  represented,  is  far  in  excess  of  the  value  of  any  160-acre 
farm,  no  matter  how  highly  it  may  be  cultivated. 

"Another  point  should  not  be  overlooked  in  this  connection.  The 
State  does  not  permit  the  use  of  the  legal  maximum  flow — one  cubic 
foot  per  second  for  each  seventy  acres  of  land  reclaimed,  except  when 
this  volume  can  be  beneficially  applied.  The  owner  of  irrigated  land 
cannot  charge  except  for  the  value  of  the  land  with  a  water  right, 
compared  with  the  land  in  its  former  arid  condition.  He  cannot,  in 
other  words,  transfer  to  a  municipality  or  to  any  preferred  user,  the 
maximum  limit  of  his  water  right.  This  must  be  fixed  by  the  board  of 
control  at  such  hearing  as  it  may  conduct.  The  city  may  buy  the  land 
outright  and  the  entire  tract  of  say  160  acres  may  be  irrigated.  The 
land  may  be  of  such  character  that  one  acre-foot  per  annum  will  raise 
crops  and  this  volume  may  have  been  the  maximum  that  has  ever  been 
used.     Manifestly  this  is  all  the  municipality  obtains. 

"It  is  believed  by  those  who  understand  natural  streams  and 
the  effect  of  diversions  therefrom  that  it  is  much  better  to  permit 
preferred  users  to  purchase  any  rights  that  may  be  available  rather 
than  to  place  a  premium  on  the  first  right,  as  has  been  the  custom. 
For  instance,  if  the  first  right  were  at  the  head  of  the  stream  and  the 
city  at  or  near  its  mouth,  the  irrigators  above  would  lose  all  return 
seepage  from  the  lands  irrigated  under  the  early  right  should  this  be 
transferred  to  the  municipality.  The  early  right  and  all  other  rights 
might  continue  undisturbed  should  it  be  possible  for  the  town  to 
secure  a  comparatively  inferior  right  nearer  to  its  boundaries. 

"This  legislation  was  not  prepared  on  the  spur  of  the  moment. 
It  represents  the  result  of  many  years  of  study.  It  received  the  con- 
sideration of  irrigation  authorities  throughout  the  West.^  It  was  given 
very  careful  study  by  the  committees  on  lands  and  irrigation  and  by 
individual  members  of  the  Legislature  of  1909.  This  act  does  not  repre- 
sent the  personal  views,  only,  of  any  individual  or  by  any  class  of  in- 
dividuals. It  represents  in  concrete  form  the  wisdom  of  water  users, 
students  of  irrigation  and  legislators.  It  passed  the  Legislature  of  1909 
with  but  seven  dissenting  votes  altogether.  No  attempt  was  made  to 
frame  a  measure  of  the  kind  until  the  views  of  the  wat^r  users  of 
Wyoming  had  been  obtained.     The  responses  received  to  letters  mailed 
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to  thousands  of  irrigators  throughout  the  State  laid  a  foundation  for      Mr. 
the  bill  as  it  was  submitted.  Johnston. 

"It  has  been  said  that  other  States  and  that  courts  do  not  recognize 
the  principles  embodied  in  this  act.  It  must  be  admitted  that  Wyoming 
stood  for  something  of  the  kind  long  before  any  such  doctrines  were 
heard  of  outside  of  the  State.  It  must  be  admitted  that  because  other 
courts  failed  to  get  down  to  the  proper  fundamental  principles,  our 
courts  had  no  guide,  except  in  so  fa,r  as  our  law-makers  prepared 
the  way.  However,  these  doctrines  are  spreading.  We  need  not  search 
in  vain  for  decisions  that  have  the  fundamental  principles  clearly  de- 
fined. On  March  first,  1910,  a  decision  was  handed  down  in  Arizona 
which  should  be  read  in  full  by  every  student  of  irrigation.  The  title 
of  the  case  is  'Patrick  T.  Hurley,  the  United  States,  Intervener,  vs. 
4  800  other  water  users.'  It  relates  to  the  settlement  of  claims  to  use 
water  from  Salt  River.  The  Reclamation  Service  is  constructing  one 
of  its  large  projects  in  the  valley  of  this  stream,  hence  the  United 
States  intervened  in  the  suit.  The  Supreme  Judge  of  the  Territory, 
acting  as  District  Judge,  heard  the  evidence  and  made  the  decision. 
It  is  remarkably  complete.  The  definition  of  principles  appearing  on 
pages  8  and  9  of  the  printed  copy  of  the  decision  is  worthy  of  careful 
study  and  consideration.     We  quote  this  in  full  as  follows : 

"  'The  doctrine  of  riparian  rights  does  not  obtain  in  Arizona.  The 
right  of  the  owner  of  land  to  divert  from  a  natural  non-navigable 
stream  the  flow  of  water  therein  and  to  apply  the  same  to  beneficial 
use  upon  such  land,  is  and  always  has  been  recognized  in  this  territory. 
Such  diversion  and  use  is  termed  an  appropriation  of  water.  Whatever 
may  be  the  steps  necessary  to  take  to  initiate  such  a  right  or  to  evidence 
the  intent  to  initiate  it,  the  appropriation  itself  only  becomes  complete 
and  vested  when  the  water  is  actually  diverted  from  the  stream  and 
placed  to  a  beneficial  use  upon  the  land.  The  right  given  by  such  an 
appropriation  is  strictly  not  a  right  to  the  water  itself,  but  a.  right  to 
the  use  of  the  water.  Its  application  to  a  beneficial  use  upon  the  land 
is  as  necessary  in  order  to  complete  the  right  as  is  the  diversion  thereof 
from  the  stream.  An  appropriation  of  water,  therefore,  for  the  pur- 
pose of  the  irrigation  of  a  parcel  of  land  may  not  be  established  and 
completed  by  means  merely  of  a  declaration  of  intention  or  by  the 
posting  of  notices  of  appropriation,  nor  may  it  be  made  by  a  canal 
owner  or  by  a  canal  company  as  such  alone,  independent  of  its  owner- 
ship of  the  land;  but  as  application  to  a  beneficial  use  upon  the  land  is 
necessary  to  complete  the  appropriation,  it  follows  that  such  appro- 
priator  must  be  an  owner  of  land  or  have  a  possessory  right  thereto. 
Furthermore,  since  the  land  to  which  the  water  is  to  be  applied  is  a 
necessary  integral  part  of  the  appropriation  and  a  factor  by  which 
the  amount  of  the  water  appropriated  for  use  is  measured,  it  follows 
that  when  the  water  is  no  longer  applied  to  the  land  for  which  it  was 
diverted,  the  right  of  appropriation  of  such  water  for  such  land  ceases. 
The  right  of  appropriation  further  depends  upon  a  supply  of  water 
that  is  unappropriated.  It  follows,  therefore,  that  the  first  in  time  of 
appropriation  is  the  first  in  right  to  appropriate,  since  water  pre- 
viously appropriated  by  another  is  no  longer  available  for  a  subse- 
quent appropriator.  The  extent  of  the  appropriation  is  limited  by  the 
beneficial  use  to  which  the  water  can  be  applied.     The  a,ctual  amount 
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Mr.  of  wntrr  tlmt  iii;i,v  !>(>  npprnpriatocf  for  irri^oition,  therefore,  is  the 
.  oiiusioii.  .|n„m,,f  |],.,f  |i,(.  ].,,,, I  owner  enii  niul  does  aetiinlly  use  in  the  necessary' 
nnd  eeonoinieal  irripralion  of  liis  land  for  cultivation.  This  much  and 
no  more  may  he  have;  and  this  much  he  may  only  have  \\]\on  there 
is  sullieiiMit  water  avaihd)le  to  supply  first  those  prior  in  date  of  appro- 
priation. The  fundamental  j)rinciple  in  the  doctrine  of  appropriation 
of  the  normal  How  of  water  in  a  stream  for  irrigation  is  its  a|)pliea- 
tion  hy  the  land  owner  to  the  land  for  a  heneficial  use.  The  right 
to  appropriate  is  a  right  that  belongs  to  the  land  owner,  but  the  water 
apjiropriated  is  appropriated  for  the  land,  and  when  so  appropriated 
its  use  belongs  to  the  land  and  not  to  the  appropriator.  The  method 
of  diversion  from  the  river  and  the  means  of  carriage  of  the  water 
to  the  land  is  immaterial  in  the  establishment  or  maintenance  of  the 
right;  it  may  be  done  by  the  individual  appropriator  or  by  an  associa- 
tion of  individual  a]ipropriators,  or  by  a  canal  company,  or  by  any 
person  or  corporation;  and  the  means  of  carriage  or  the  point  of  diver- 
sion from  the  river  may  be  changed  from  time  to  time  to  suit  altered 
conditions  without  impairing  the  right  of  appropriation  already  made, 
provided  prior  rights  of  others  are  not  interfered  with.  There  being 
in  this  territory  no  private  property  in  water,  but  water  being  a 
public  property  subject  to  the  uses  before  defined,  in  so  diverting  and 
carrying  the  water  such  person,  association  or  corporation  acts  merely 
as  the  agent  of  the  appropriator  and  acquires  no  right  of  appropriation 
to  the  water  itself,  and  no  rights  as  against  the  appropriation  made  to 
the  land,  except  a  right  to  proper  compensation  for  such  diversion  and 
carriage.' 

"This  decision  marks  distinct  progress  in  court  decisions  relating 
to  the  use  and  diversion  of  water  from  natural  streams.  The  principles 
upon  which  the  decree  is  rendered  afford  protection  to  every  claimant, 
yet  when  they  are  applied  in  practice  no  man  is  given  a.  weapon  whereby 
he  may  destroy  the  prosperity  of  his  neighbors.  The  personal  element 
is  eliminated.  The  welfare  of  the  community,  through  the  protection 
of  each  individual  in  accordance  with  the  nature  and  extent  of  bene- 
ficial use  of  water,  is  taken  as  the  criterion  for  the  settlement  of  rights 
rather  than  the  claims  of  individuals  regardless  of  the  character  of  the 
irrigation  development  they  may  have  been  responsible  for.  Because 
the  federal  government  intervened  in  this  case  and  because  the  judges 
were  at  the  time  federal  officers,  the  decision  has  a  value  that  is  more 
far-reaching  than  would  ordinarily  be  the  case.  The  entire  decision 
is  recommended  to  the  consideration  of  those  who  are  interested  in 
the  settlement  of  water  right  claims  and  controversies. 

"It  has  been  held  by  those  who  do  not  support  the  principle  which 
unites  water  rights  to  the  land  reclaimed  that  the  act  of  1909  does 
not  apply  to  water  rights  which  were  perfected  prior  to  the  passage 
of  the  law.  This  is  the  old  argument  that  supports  'vested  rights'  re- 
gardless of  the  welfare  of  the  public.  The  public  and  conanaunities  gen- 
erally will  protect  individuals  in  their  rights  if  the  public  and  the  com- 
munity is  made  supreme  over  the  individual.  If  the  individual  is 
superior  he  will  take  advantage  of  his  position  to  injure  the  com- 
munity. If  the  State  cannot  make  laws  affecting  the  administration 
of  its  own  property,  then  it  certainly  cannot  enact  statutes  which  have 
for  their  purpose  the  collection  of  taxes,  for  instance,  which  relates  to 
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the  raising  of  revenue  from  property  in  private  possession.  It  cannot  Mr, 
quarantine  live  stock  belonging  to  private  parties  even  for  the  pro-  Johnston, 
tection  of  communities.  It  cannot  pay  bounties  for  killing  predatory 
wild  animals  or  defray  the  cost  of  protecting  game  animals.  To  say 
that  the  State  cannot  regulate  the  use  of  water  by  the  enactment  of 
new  legislation,  even  after  v/ater  rights  have  been  acquired  for  various 
purposes,  is  on  par  with  the  claims  of  certain  people  who  held  that  be- 
cause they  began  the  use  of  water  prior  to  the  admission  of  Wyoming 
to  statehood,  the  State  had  no  control.  This  contention  led  certain 
claimants  in  Johnson  County  to  refuse  to  submit  proof  before  the  Board 
of  Control  and  to  attempt  at  a  later  date  to  secure  certain  rights  by 
litigation.  The  case  was  finally  decided  by  the  Supreme  Court  of 
the  State,  9th  Wyoming  Report,  110.  This  decision  is  plain.  It  in- 
dicates that  the  State  can  regulate  the  use  of  water  regardless  of  when 
the  claim  was  initiated  or  under  what  laws  water  was  first  used.  It  is 
not  presumed  that  the  Legislature  will  injure  water  users  by  the  pas- 
sage of  any  general  laws.  It  is  not  believed  that  it  will  ever  be  neces- 
sary to  injure  any  water  user  to  protect  a  community.  It  is  essential 
to  have  water  rights  defined  in  such  a,  way  that  the  individual  will 
never  presume  to  have  such  rights  as  will  enable  him  to  even  threaten 
the  prosperity  of  a  community.  If  no  water  user  has  rights  in  excess 
of  those  that  attach  to  his  lands  as  limited  by  beneficial  use,  the  com- 
munity need  never  fear  any  trouble.  The  danger  in  irrigation  matters 
never  begins  with  the  community,  or  the  State.  It  has  its  birth 
in  the  greed  of  one  or  two  who,  through  the  weakness  of  supervision 
in  behalf  of  the  public,  a.re  able  to  get  what  they  are  not  entitled  to, 
thereby  enriching  themselves  at  the  expense  of  their  neighbors. 

"The  fundamental  principles  which  provide  equal  protection  to  all 
and  special  privileges  to  none,  are  so  simple  and  their  number  is  so 
small,  that  it  is  surprising  that  they  are  not  stated  in  every  irrigation 
statute  and  in  every  text  book  dealing  with  the  use  of  water.  Yet  we 
look  almost  in  vain  for  any  discussion  of  them.  All  that  need  be  borne 
in  mind  is  that  the  right  to  use  water  should  be  limited  in  accordance 
with  the  beneficial  use  made  and  the  right  should  belong  to  that  use 
rather  than  to  the  user.  All  other  matters  relating  to  the  right  are 
questions  of  fact  that  are  easily  obtained." 

L.  J.  Le  Conte,  M.  Am,  Soc.  C.  E.  (by  letter). — Every  great  hydrau-  Mr. 
lie  project  calling  for  a  large  expenditure  of  money  demands  the  employ- 
ment of  three  distinct  classes  of  Man,  namely,  a  good  promoter  or 
business  man,  a  good  lawyer,  and  a  good  engineer.  Each  of  these 
men  attends  to  his  own  particular  line  of  business,  and,  as  a  final 
result,  the  scheme  is  a  success.  This  seems  to  be  the  experience 
everywhere. 

Of  late  years,  however,  the  universal  knowledge  demanded  of  the 
engineer  has  grown  to  such  an  extent  that,  in  order  to  be  thoroughly 
up  to  date,  he  has  to  be  well  nigh  omniscient.  The  time  now  seems 
to  be  fast  approaching  when  the  engineer  in  charge  of  a  large  scheme 
will  be  compelled  to  acquire  the  necessary  knowledge  of  all  three  of 
these  classes  of  men. 
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Mr.  The  author  says  that  Court  decisions  are  based  more  on  the  logic 

Lo(.onuv^^£  judges  tliiin  on  tlie  statutes.  This  calls  to  mind  the  lamentable 
fact  that  alnK)st  ovorywhere  all  the  law  that  the  general  i)ubli(.'  gets, 
at  best,  is  judge  law,  pure  and  simple. 

The  author  calls  on  the  Engineering  Profession  to  come  forward 
and  take  active  lead  in  the  movement  for  the  enactment  of  better 
water  laws.  This  is  badly  needed  everywhere,  and  certainly  engineers 
are,  by  experience,  better  fitted  for  the  task  than  men  of  any  otlier 
class. 

The  author  says  that  many  lawyers  fear  that  the  reform  in  water 
laws  would  spoil  their  business,  which  is  true;  but  it  also  shows — 
a  well-known  fact — that  members  of  the  legal  profession,  as  a  rule, 
make  their  living  by  feeding  on  the  misfortunes  of  the  public. 
It  is  natural,  therefore,  that  they  should  object  to  anything  that 
cuts  down  the  business  of  the  Courts. 

It  is  highly  desirable  that  interstate  or  National  water  laws  should 
be  framed  and  enacted  as  soon  as  possible,  inasmuch  as  all  large 
projects  are  now  halted  and  waiting  for  results.  The  new  State 
water-right  laws  of  Oregon  certainly  seem  to  be  simple  and  effective, 
and,  apparently,  they  fulfill  all  public  requirements  very  satisfactorily. 
It  now  remains  to  enact  similar  laws  to  cover  the  needs  of  interstate 
streams. 

It  will  be  remembered  that  the  City  of  New  York  contemplated 
getting  a  new  water  supply  from  the  Housatonic  River,  which,  to  a 
large  extent,  is  in  the  States  of  Massachusetts  and  Connecticut.  After 
much  wrangling  in  the  Courts,  the  scheme  was  abandoned,  and  the  city 
was  forced  to  go  to  the  Catskills,  which  project  is  now  being  developed 
on  a  grand  scale. 

The  report  of  the  Committee  on  Interstate  Water  Rights  to  the 
National  Irrigation  Congress,  held  at  Sacramento,  Cal.,  in  1907, 
seems  to  be  highly  commendable.  The  equitable  suppression  of  the 
drastic  law  of  riparian  rights  seems  to  be  absolutely  necessary  for 
the  public  welfare. 

Finally,  the  writer  would  respectfully  suggest,  in  keeping  with 
what  he  has  stated  before,  that  the  Administrative  Board,  which 
will  have  complete  jurisdiction  of  all  matters  relating  to  water,  should 
be  eomi)Osed  of  good  engineers,  good  business  men,  and  good  lawj-ers, 
all  of  whom  are  reputable  citizens.  The  reason  for  this  is  that  it  is 
now  practically  impossible  to  find  one  class  of  men  gifted  with  all 
these  qualifications  combined. 

The  members   of   such   a   Board,   of  course,   would   shoulder  grave 

responsibilities,    and    their    compensation    should   be    ample,   so    as   to 

enable  them  to  give  their  time  exclusively  to  the  Board's  business. 

Mr.  George  L.  Dillmax,  M.  Am.  Soc.  C.  E.   (by  letter)  .—This  paper 

DiUman.  j^^^-j^g.^  ^^p  ^  subject  which  is  most  pertinent  and  timely.     If  it  results 
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in  a  solution,  more  good  will  have  attended  it  than  can  be  put  in  dollars     Mr. 
and  cents,  and  everybody  concerned  will  benefit:  the  investing  public,  ^^'^*^- 
the   constructing   companies,   the   consumer   who   ultimately   pays   the 
bills — everybody  but  the  professional  litigant. 

Some  years  ago  the  writer  was  employed  as  engineer  for  one 
of  two  strong  litigants  on  a  water-right  case  in  Southern  California. 
The  usual  slow  course  in  the  Courts  was  followed  for  years;  a  final 
verdict  seemed  impossible  for  years  to  come.  Somebody,  at  a 
"psychological  moment,"  suggested  compromise,  and,  as  far  as  the 
legal  adjudication  of  the  case  is  concerned,  it  will  never  be  settled. 
After  the  case  was  dropped,  one  of  the  attorneys  was  asked:  "What 
can  make  a  good  water  right  in  California  V  The  reply  was :  "Nobody 
has  any  right  to  such  a  thing  who  is  not  prepared  to  fight  for  it  at 
any  and  all  times.  There  is  no  such  thing  as  a  perfectly  defensible 
water  right." 

Two  strong  corporations  in  Kern  County  agreed  to  disagree  over 
the  water  rights  of  Kern  River,  a  large  stream  with  many  diversions 
for  irrigation  purposes.  Their  case  was  in  the  Courts  for  several 
years,  during  which  time  the  small  claimants  allied  themselves  with 
one  side  or  the  other.  Many  thousands  of  dollars  were  spent,  and  the 
case  was  withdrawn  without  a  verdict.  The  principal  litigants  agreed 
to  divide  the  whole  waters  of  the  river  between  themselves,  and  the 
small  fry  were  shut  out.  The  legality  of  the  dispute  is  not  settled, 
but  both  big  companies  together  stand  ready  to  make  it  interesting 
for  all  adverse  claimants.  They  ha,ve  acquired  adverse  claims  by 
prescription  now,  therefore,  there  is  no  question  as  to  their  "rights." 

In  California  there  are  thousands  of  doubtful  rights,  involving 
millions  of  dollars,  which  would  be  settled  if  it  could  be  done  with 
small  or  reasonable  expense.  The  owners  of  new  diversions,  changes 
of  use,  or  changes  of  point  of  diversion,  are  not  safe  in  their  in- 
vestments until  their  rights  are  prescriptive.  Only  a  few  days  ago, 
one  of  the  leading  lav^yers  of  California  stated  that  the  best  water 
right  to  be  had  was  by  prescription  and  continual  use,  that  filing 
rights  and  riparian  rights  were  so  indefinite  that  their  defense  was 
always  doubtful. 

There  will  never  be  much  conflict  between  uses  for  power  and  irri- 
gation in  California  by  reason  of  the  physical  conditions,  provided 
the  power  water  is  returned  to  the  stream  after  use.  In  a  large  ma- 
jority of  cases  the  power  sites  are  above  the  irrigation  diversions. 
Where  considerable  areas  of  irrigable  land  lie  in  valleys  above  power 
sites,  their  irrigation  will  generally  result  in  the  steadier  flow  of 
streams  below.  Where  power  necessitates  storage  to  increase  low-water 
volume,  this  storage  will  benefit  the  irrigation  below,  because  the  irri- 
gation season  is  generally  the  time  of  low  water.  Therefore  irrigation 
and  power  uses  can  be  made  mutually  beneficial. 


692  DISCLbblON    ON    STATK   AND   .NAIloNM,    WATEU    LAWS 

Ml-.  Tins  sMMic  (iiu'stion  is  iiiicrimt  IojkiI  in  places.     Recently,  the  paiHirs 

miuuuiiiccmI  that  tlio  Mexican  Coiiipan.v  had  slnit  tlio  water  from  (Cali- 
fornia ill  Imperial  Valley.  Only  a  few  yearn  ago  the  Unitecl  States 
and  Canada  came  t(t  an  agreement  over  the  res])eetive  quantities  to  be 
diverted  at  Niagara  Falls. 

Whll(»  agreeing  with  the  antlior  on  the  desirahility  of  definite  laws, 
niiiforin  if  possible,  re.si)eeting  water  rights,  there  are  some  sngges- 
tions  in  the  paper  whieh  seem  wrong. 

A  National  T^oard,  if  formed,  should  certainly  have  its  jurisdiction 
limited  to  strictly  interstate  waters.  The  difficulty  of  getting  action 
by  any  Bureau  in  Washington  hardly  warrants  the  establishment  of 
a  new  one. 

If  the  Government  would  grant  permits  for  power  development, 
considering  the  companies  as  public  service  corporations,  and  regulate 
them  as  completely  as  they  regulate  the  railroads,  the  farmer  would 
get  his  power  much  cheaper  than   under  Government  ownership. 

There  is  a  crying  need  for  something  definite  in  water-right  law. 
The  experts  cannot  tell  what  the  law  is,  and  the  Court  decisions 
are  very  contradictory.  The  engineers  of  California  will  all  be  glad 
of  something  that  is  determinable.  The  State  Commission  seems  to 
have  made  progress  in  Oregon.  Perhaps  others  will  elsewhere.  We 
should  welcome  an  interstate  commission  if  its  jurisdiction  covered 
only  strictly  interstate  questions;  but,  please  deliver  us  from  any 
more  Government  Bureaus.  Those  we  come  in  contact  with  are 
pernicious. 
Mr.  W.  E.  Moore,  M.  x\m.  Soc.  C.  E.  (by  letter). — ^Ir.  Lewis  has  con- 

tributed a  most  valuable  paper.  The  need  of  legislation  along  these 
lines  has  been  felt  for  several  years  in  all  the  Western  States,  and 
will  be  felt  sooner  or  later  in  every  State  in  the  Union.  It  is  not  any 
exaggeration  to  state  that  there  is  not  a  single  country  on  the  globe 
which  has  a  water  law  in   accordance  with  present-day  needs. 

Oregon  certainly  has  the  best  law  governing  water  rights  of 
which  the  writer  has  any  knowledge.  It  is  a  long  step  in  the  right 
direction.  With  its  general  outline  he  agrees  most  heartily,  but  thinks 
it  does  not  go  far  enough — does  not  cover  as  much  ground  as  it 
should.  In  some  respects  it  should  be  more  specific,  for  example,  in 
defining  the  duties  of  the  engineer  in  granting  a  right  on  a  stream 
before  he  becomes  thoroughly  familiar  with  that  stream.  It  requires 
several  years  to  learn  all  the  characteristics  of  any  stream,  and  the 
writer  is  opposed  to  any  one  granting  a  water  right  unless  the  water 
is  there  to  fulfill  the  grant.  It  is  true  that,  in  case  of  a  shortage, 
the  Oregon  law  shuts  off  the  latest  appropriators,  but  these  appropriators 
ought  to  know  whether  they  will  get  water  for  a  part  of  every  year, 
and  what  part.  As  every  one  knows,  the  low-water  flow  of  every 
stream  varies  from  year  to  year,  and  such  data  should  be  available  in 
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the  office   of   every   State   Engineer   in   order  that   the   water   users   of     Mr. 
that  stream  will  know  on  what  to  depend. 

There  is  a  growing  belief  that  every  State  law  should  limit  the 
water  in  every  case  to  the  least  quantity  necessary.  This  is  desirable 
for  various  reasons;  it  admits  of  a  wider  use  of  the  waters,  and,  conse- 
quently, more  water  users,  and  it  tends  to  prevent  waste  which  sooner 
or  later  becomes  a  menace  to  the  public  health. 

In  the  writer's  opinion,  every  water  contract  should  be  submitted 
to  the  State  Engineer  for  approval.  In  this  way  many  of  the  con- 
tentions between  unscrupulous  promoters  and  bona  fide  water  users 
will  be  avoided.  He  would  also  make  all  plans  for  the  construction 
of  hydraulic  works  subject  to  the  approval  of  the  State  Engineer. 
There  has  been  a  great  deal  of  speculating  on  water  rights  granted 
by  State  Engineers  in  several  of  the  Western  States,  when  in  reality 
the  grants  amounted  to  nothing.  The  time  has  come  when  such  a 
thing  should  be  impossible.  When  the  State  Engineer  grants  a  water 
right  for  any  purpose,  investing  capital  should  be  able  to  rest  assured 
that  the  water  is  there,  and  that  the  system  or  plant  by  which  it  is 
to  be  used  will  be  constructed  along  right  lines.  This  is  just  as 
essential  for  the  water  user  as  it  is  for  investing  capital,  for  it  is  the 
water  user  who  ultimately  pays  the  bills,  and  the  better  he  is  pro- 
tected in  his  rights,  the  better  will  it  be  for  the  lasting  prosperity  of 
the  community. 

That  Federal  'legislation  is  needed  on  interstate  streams  is  certainly 
patent  to  every  one.  The  problem  cannot  be  handled  equitably  by 
the  different  States  until  the  nature  of  the  human  race  is  radically 
changed.  These  waters  can  be  apportioned  properly  between  the  in- 
terested States  by  the  National  Government,  and  that  certainly  ought 
to  be  done  without  delay,  as  the  problem  becomes  more  complicated  from 
year  to  year  and  retards  progress  very  materially. 

The  writer  certainly  does  not  agree  with  Mr.  Lewis  in  advocating 
the  construction  and  operation  of  power-plants  by  either  the  Federal 
or  State  Governments,  unless  such  work  can  be  entirely  and  absolutely 
eliminated  from  politics. 

One  of  the  most  valuable  features  in  the  operation  of  the  Oregon 
law  is  shown  by  the  fact  that  during  the  three  years  it  has  been  in 
force,  it  has  clearly  demonstrated  that  practically  all  the  contentions 
over  water  rights  can  be  satisfactorily  settled  outside  of  the  Courts. 
Even  the  legal  profession  admits  that  legal  practice  has  become  entirely 
too  complicated  and  cumbersome,  thereby  causing  injurious  and  fre- 
quently fatal  delay.  It  is  obvious,  therefore,  that  anything  that  will 
hasten  the  settlement  of  contentions  and  lessen  their  cost  will  be  a 
benefit  to  the  community.  The  writer  has  no  desire  to  deprive  the 
legal  profession  of  anything  that  rightfully  belongs  to  it,  but  it  is 
just    as    reasonable   to    contend   that   the   engineer    could   settle    legal 
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Mr.     (jiiostions   as   it  is  to  argue  that  the  hiwyor  could  settle  eng-jrioering 

Moore.  •  t      •  /•  i  •  •  •  •       •  i 

questions,  it  is  a  tact  that  many  engineering  (juestions  are  intimately 
connected  with  legal  questions  and  cannot  be  separated  fn^m  them, 
but  as  far  as  i)ossible  they  should  be  kept  apart.  To  the  writer's 
mind  this  is  one  of  the  most  important  problems  with  which  the 
Engineering  Profession  has  to  deal  at  the  present  time,  and  he  feels 
very  grateful  to  Oregon  for  the  many  valuable  lessons  it  has  given  us. 

Mr.  Morris  Bien,  Esq.*  (by  letter). — This  paper  is  very  valuable  in 
summarizing  the  present  situation  regarding  water  rights  in  the 
Western  States,  and  will  enable  both  engineers  and  lawyers  to  grasp 
more  fully  the  great  importance  of  the  problems  which  are  yet  to  be 
solved  in  regard  to  the  determination  of  rights  to  the  use  of  water. 

In  a  country  where  most  of  the  land  is  practically  valueless  unless 
it  can  receive  a  water  supply  for  irrigation,  it  seeins  strange  that  it 
should  take  so  long  to  provide  for  a  satisfactory  and  conclusive  record 
of  water  titles  comparable  with  the  record  of  land  titles.  The  first 
step  in  this  direction  was  taken  by  the  State  of  Wyoming  in  1890,  and 
some  of  the  other  arid  land  States  have  followed  along  the  general  lines 
adopted  there. 

Large  investments,  running  well  into  the  millions,  in  connection 
with  irrigation  and  water-power  construction  in  the  arid  regions, 
depend  fully  as  much  on  the  title  to  the  use  of  water  required  as  on 
the  title  to  the  land  whereon  the  structures  are  built. 

Many  enterprises  of  considerable  importance  have  found  themselves 
compelled  to  defend  in  the  Courts  their  right  to  the  use  of  water 
essential  to  the  enterprise,  the  usual  examination  of  the  record  in 
such  cases  giving  practically  no  indication  regarding  the  true  con- 
dition of  the  water  supply. 

So  long  as  it  is  possible  in  a  number  of  the  arid  States  for  any  one 
to  place  on  record  a  claim  to  a  quantity  of  water  to  be  diverted  from 
a  particular  stream  far  in  excess  of  its  flood  flow,  and  entirely  regard- 
less of  the  fact  tha.t  all  or  a  large  part  of  the  available  water  supply 
may  have  been  put  to  beneficial  use,  just  so  long  will  diastrous  failures 
of  water  supply  be  encountered. 

Even  the  Courts  of  some  of  the  Western  States  have  so  far  placed 
faith  in  such  records  as  to  issue  decrees  declaring  water  rights  vested  in 
litigants  which  could  call  for  a  water  supply  of  many  times  the  greatestj 
known  discharge. 

The  modern  system  of  water  law  designates  the  State  Engineer  as 
an  expert  witness  to  determine  all  the  features  necessary  for  fixing 
the  extent  of  the  vested  water  rights  and  the  quantity  of  unappro- 
priated water  which  may  be  available  for  future  enterprises.  His 
findings  are  conclusive,  if  not  appealed  to  the  Courts,  and,  when  thus 
*  Supervising  Engineer,  United  States  Reclamation  Service. 
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appealed,  his  expert  determination  of  the  essential  facts  would  not  be   Mr. 
disturbed  except  on  proof  of  error. 

This  is  radically  different  from  the  bewildering  and  contradictory 
statements  by  ill-qualified  witnesses  regarding  flow  of  water,  capacity 
of  ditches,  areas  irrigated,  etc.,  which  even  now  are  characteristic  of 
litigation  regarding  water  rights  in  a  number  of  the  Western  States. 

The  system  which  is  now  being  worked  out  in  Oregon  and  in  some 
of  the  other  Western  States  will  ultimately  provide  a  record  of  titles 
to  the  use  of  water  as  reliable  within  the  necessary  limitations  as  our 
records  of  title  to  land  under  the  most  up-to-date  systems,  substantially 
equivalent  to  the  Torrens  system  of  land  title  records.  The  right  to 
the  use  of  water  differs  from  a  fee  simple  title  to  land  in  two  essential 
particulars:  first,  there  is  no  ownership  of  the  corpus  of  the  water  as 
there  is  of  the  land,  the  right  in  the  former  case  is  only  a  right  of 
use;  second,  the  water  of  the  streams  is  not  fixed,  but  transitory,  and, 
moreover,  the  quantity  available  fluctuates  from  day  to  day  and  year 
to  year.  Nevertheless,  it  is  possible  to  provide  for  an  adjustment  of 
the  respective  rights  to  the  use  of  the  water,  and  to  make  such  rights 
as  easily  determinable  as  the  ownership  of  land. 

The  questions  of  transfer  of  the  place  of  use  and  changes  in  the 
method  of  diversion  are  of  extreme  difficulty,  and  before  transfer  or 
changes  are  permitted  without  loss  of  priority  careful  expert  investi- 
gation is  essential. 

In  one  case  a  considerable  area  of  land  bordering  on  a  small  stream 
with  the  appurtenant  water  rights  was  purchased  and  the  place  of  use 
and  method  of  diversion  were  radically  changed.  Instead  of  small 
ditches  diverting  the  water  short  distances  from  the  stream  and  after 
irrigation  allowing  return  seepage  to  the  stream,  the  entire  quantity 
of  water  thus  claimed  was  diverted  in  an  iron  pipe  and  carried  to 
another  water-shed.  It  is  claimed  by  water  users  below  this  point  of 
diversion  that  they  have  suffered  a  serious  diminution  in  the  quantity 
of  water  which  had  formerly  been  used  on  the  land  above  and  returned 
to  the  stream  to  become  available  for  their  use.  They  claim  that  the 
purchaser  of  the  upper  lands  could  not  take  a  large  proportion  of  the 
water  out  of  the  drainage  area  without  seriously  impairing  their  rights. 
It  will  doubtless  require  a  decision  of  the  Courts  to  settle  this  question. 

The  determination  of  water  rights  on  interstate  streams  is  one 
which,  at  an  early  date,  should  receive  the  attention  of  the  Federal 
and  State  Governments.  The  plan  suggested  by  Mr.  Lewis  is  un- 
doubtedly the  only  logical  solution  of  the  problem,  and  these  two 
Governments  must  co-operate  in  working  out  its  details. 

The  principle  that  water  rights  on  interstate  streams  must  be 
adjudicated  independently  of  State  lines,  while  indicated  in  a  general 
way  by  the  decisions  of  the  United  States  Supreme  Court,  is  not 
wholly  settled. 
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Mr.  In    tlic  cnsc  ol    lumsas    is.   Colorado,   lluj   Supreme   (ourl    (o<»k    tin; 

first  stop,  but  witliout  definitely  announcing  such  a  principle.  In  the 
case  of  Bean  vs.  Morris  (221  IT.  S.,  485),  tlie  Suprenie  Court  assumed 
tliat  the  States  would  rcc()j2:nizc  prior  vested  rights  in  another  State 
alTecting  a  stream  common   to  both  States. 

The  question,  however,  is  not  decided  definitely  hy  these  eases,  and 
it  may  he  tliat  the  United  States  Supreme  Court  will  lay  down  this 
rule  definitely  in  the  case  recently  begun  in  that  Court  by  the  State 
of  Wyoming  against  the  State  of  Colorado  which  seems  to  rest  almost 
wholly  on  this  question. 

Mr.  Horace  W.  Siiklky,  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter). — For 

^^'-^tho  sake  of  clearness,  the  writer  has  divided  his  discussion  of  this 
timely  paper  into  five  parts.  Although  he  has  made  special  mention 
of  irrigation  rights,  he  believes,  with  Mr.  Lewis,  that  the  same  prin- 
ciples can  be  ai)plied  to  the  use  of  water  for  other  purposes. 

1. — Measurement  of  Water. — Before  it  will  be  possible  to  make 
water  rights  definite,  certain  modifications  in  the  units  of  measurement 
must  be  made.  Most  of  the  Western  States  have  already  abandoned 
the  variable  ''miner's  inch"  for  the  cubic  foot  of  water  per  second, 
commonly  called  the  second-foot,  but  this  is  a  rate  of  flow  and  not  a 
quantity;  this  term  conveys  no  more  meaning  than  the  answer 
"sixty  miles  an  hour"  would  give  to  a  question  about  the  distance 
by  railroad  between  two  cities.  So  far  as  the  writer  knows,  Nevada  is 
the  only  State  which  has  named  a  quantity  of  water,  instead  of  a 
rate,  when  fixing  water  rights.  In  that  State  the  unit  of  measure  is 
the  acre-foot.  Some  other  States  mention  the  acre-foot  in  the  regulations 
of  their  State  Engineer's  Offices,  but  do  not  give  it  in  their  statutes. 

A  further  step  remains,  namely,  to  fix  the  maximum  rate  at  which 
a  given  quantity  of  water  may  be  taken;  this  corresponds  to  the 
"peak  load"  of  electrical  engineers. 

2. — Place  of  Measurement. — For  new  irrigation  enterprises  it  is 
generally  better  to  name  some  point  near  the  place  of  use  as  the  point 
of  measurement,  in  retailing  water,  because  then  the  wholesaler,  or 
constructor  of  the  irrigation  works,  cannot  be  accused  of  not  having 
properly  constructed  his  reservoirs  and  canals  so  as  to  prevent  seep- 
age and  waste  in  transit.  If  this  method  had  been  followed  by  a 
certain  large  company  in  one  of  the  arid  States,  it  would  not  now 
be  in  legal  difficulties  over  the  failure  of  the  floor  of  a  reservoir  to 
hold  water,  because  it  could  deliver  the  requisite  quantity  from  an- 
other reservoir. 

Measurement  at  the  place  of  use  makes  it  possible  for  a  later 
comer  to  improve  the  ditch  of  the  old  appropriator,  and  take  the 
water  formerly  wasted  in  transit  for  use  on  his  own  land.  It  is 
an  incentive  to  the  older  appropriator  to  make  these  betterments  him- 
self, lest  some  one  else  do  it  and  take  this  water  from  him. 
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S. — Changes    in   Place    or   Manner    of    Use. — Because    of    his    ex-     Mr. 
perience,  both  in  Utah,  where  changes  in  the  place  and  manner  of  use 
are  permissible,  and  in  adjoining  States,  where  the  water  is  appurtenant 
to  the  land,   the  writer  believes  that  the  Utah  policy  is  the  better, 
leading  to  higher  duties  and  more  economical  use  of  the  water. 

If  a  farmer  has  more  water  than  he  needs  for  a  given  tract,  as  a 
result  of  an  excessive  appropriation  in  the  beginning,  of  a  change  in 
crops,  of  more  thorough  cultivation,  or  of  a  rise  in  ground-water,  he  will 
continue  to  use  all  the  water  if  he  cannot  transfer  all  or  part  of 
it  to  other  land  without  loss  of  priority.  If  the  law  permits  the 
transfer  under  proper  safeguards  to  others,  it  leads  to  greater  duty 
for  the  water. 

On  the  other  hand,  if  the  water  is  appurtenant  to  the  land,  so  that 
the  owner  cannot  transfer  any  part  of  it,  it  will  be  necessary  for  any 
one  desiring  to  use  it  to  go  to  the  Courts  or  to  a  special  tribunal, 
in  order  to  do  so,  and  the  difficult  burden  of  proving  that  the  present 
owner  is  not  applying  the  water  to  the  best  advantage  will  be  on 
the  new  comer. 

It  is  sometimes  desirable  pro  bono  publico  to  change  the  manner 
of  use.  The  laws  of  Wyoming  recognize  that  some  uses  are  more  im- 
portant than  others,  and  state  the  preferences,  as  follows: 

"First — Water  for  drinking  purposes  for  both  man  and  beast. 
Second — Water  for  municipal  purposes.  Third — Water  for  the  use 
of  steam  engines  and  for  general  railway  use.  Fourth — Water  for 
culinary,  laundry,  bathing,  refrigerating  (including  the  manufacture 
of  ice),  and  for  steam  and  hot-water  heating  plants.  The  use  of  water 
for  irrigation  shall  be  superior  and  preferred  to  any  use  where  turbines 
or  impulse  water-wheels  are  installed  for  power  purposes." 

Ji-. — Adjudication  of  Water  Rights. — In  1908  the  writer  assisted  the 
Hon.  Caleb  Tanner,  State  Engineer  of  Utah,  in  the  tabulation  of  the 
statements  of  1  200  or  1  300  claimants  of  water  rights  in  the  Weber 
River  water-shed,  and  since  then  he  has  had  small  respect  for  the  truth- 
fulness and  reliability  of  the  claims  of  owners  of  water  rights.  Most 
of  the  claims  were  exorbitant.  Our  Courts  have  not  been  averse  to 
granting  absurd  claims,  and  in  one  instance  a  judge  decreed  more  than 
14  ft.  depth  as  the  necessary  quantity  for  a  tract  of  land,  where  3  ft. 
would  have  been  ample. 

The  system  of  adjudication  in  Utah  has  failed  completely,  thus  far, 
through  lack  of  money  to  complete  the  adjudications  and  the  inherent 
defects  in  the  method  used  there.  The  surveys  for  the  adjudication 
of  the  Weber  River  system  were  started  in  1903  or  1904,  but  the 
matter  has  not  even  reached  the  District  Courts. 

The  writer  believes  that  the  system  first  used  in  Wyoming  and 
later  modified  and  used  in  Oregon,  is  the  only  one  that  is  practical. 
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Mr.  5. — Interstate  RigJifs. — The  position  taken  by   Mr.   ^forria  liicn   in 

*'^'  the  quotation  given  by  ^Ir.  Lewis,  to  the  effect  tliat  tlio  States  have 
not  now,  and  never  have  had.  a  right  to  control  the  waters  witliin  their 
boundaries,  seems  to  be  extraordinary,  in  view  of  the  fact  that  the 
United  States  Government  permitted  the  Territorial  Legislatures  to 
make  water  laws,  and  it  lias  applied  to  the  States  for  water  rights,  as 
if  it  were  a  private  corporation,  when  undertaking  irrigation  enter- 
prises under  the  Reclamation  Act.  Possibly  the  context  of  Mr.  Bien's 
statements  would  explain  the  paragraph  quoted. 

All  who  have  had  any  experience  with  the  red  tape  and  delays 
at  Washington  will  hesitate  about  surrendering  any  State  rights  to 
it,  unless  absolutely  necessary. 

In  conclusion,  the  writer  agrees  with  others  who  are  studying 
water  laws  and  the  use  of  water,  believing  that  the  principles  of 
preferential  use,  beneficial  use,  and  priority  can  and  will  ultimately  be 
adopted  in  the  determination  of  rights  both  in  one  State  and  between 
States. 

Mr.  Morris  Knowles,  M.  Am.  Soc.  C.  E. — The  speaker  is  particularly 

■  grateful  to  the  author  for  his  clear  exposition  of  the  doctrine  of  appro- 
priation as  practiced  in  Oregon;  and  is  personally  interested  in  the 
discussion  of  this  important  question,  as  he  has  the  honor  of  being 
President  of  an  Association,  one  important  object  of  which  is  the 
improvement  and  rationalization  of  the  water  laws  of  Pennsylvania. 
The  paramount  importance,  at  this  time,  of  flood  prevention  and 
protection,  power  development,  water  supply,  improvement  of  navigable 
rivers,  and  the  whole  broad  subject  of  water  conservation  in  every  part 
of  the  Union,  points  to  the  necessity  of  adopting  in  every  State  a  well- 
considered,  comprehensive  plan,  based  on  adequate  State  and  National 
legislation. 

The  speaker  agrees  most  heartily  with  the  suggestion  that  the 
Engineering  Profession  generally,  and  engineering  societies  particu- 
larly, not  only  can,  but  ought  to  lead  in  the  discussion  of  every  phase 
of  the  subject,  and  lend  their  aid  to  the  framing  of  legislation  on 
such  a  matter,  for  the  consideration  of  which  their  members  are 
peculiarly  fitted,  in  many  respects  better  than  any  other  class  of  citi- 
zens. It  is  time  we  were  putting  into  action  in  this  field  the  policy 
urged  by  President  Ockerson  at  the  Seattle  Convention. 

Prior  Appropriation  vs.  Riparian  Law. — On  one  point,  however, 
the  speaker  holds  an  opposite  opinion  from  the  author,  which  illus- 
trates the  peculiar  situations  that  may  arise  when  engineers  undertake 
the  discussion  of  the  intricacies  of  the  law. 

The  case  of  Kansas  vs.  Colorado  did  not,  in  the  speaker's  opinion, 
declare  that  "the  doctrine  of  riparian  rights,  *  *  *  is  not  the  law, 
and  therefore  never  has  been  the  law,"  even  of  interstate  waters.  On 
the  contrary,  Kansas  vs.  Colorado  definitely  followed  the  principles  of 
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ripa.rian  rights,  as  between  Kansas  and  Colorado.  The  fact  that  the  Mr. 
Colorado  use  in  question  was  on  non-riparian  lands  did  not  affect  °°^  ®^' 
the  issue.  The  Court  considered  the  decision  from  the  point  of  view 
of  the  rights  of  Kansas  as  a  State  against  those  of  Colorado  as  a  State, 
and  not  of  the  rights  of  individual  riparian  proprietors  in  Colorado. 
These  individual  rights  come  under  the  rule  previously  enunciated  in 
Anderson  vs.  Bassman  (140  Fed.,  22)  and  later  affirmed  by  the  Supreme 
Court  in  Eickey,  etc.,  Co.  vs.  Miller  (218  U.  S.,  258)  that  the  riparian 
owner  deduces  his  rights  from  the  law  of  his  own  State  and  that  the 
private  right  is  "not  in  his  own  right,  but  by  reason  of  and  subordinate 
to  the  rights  of  his  State"  (Turley  vs.  Farman,  114  Pac,  278).  In  the 
case  of  Eickey,  etc.,  Co.  vs.  Miller,  which  involved  the  rights  of  riparian 
owners  in  California  and  appropriators  in  Nevada,  the  rule  followed 
was  that 

"the  enforcement  of  either  right  beyond  the  boundary  of  its  State 
must  depend  upon  the  concurrence  of  the  other  State.  Unless  the 
upper  State  (California)  will  voluntarily  impose  conditions  upon  its 
citizens  in  favor  of  users  in  the  lower  State  (Nevada)  the  latter  have 
no  right  in  the  matter  other  than  to  complain  that  the  lower  State  as 
such  (and  not  merely  the  plaintiff)  is  not  receiving  an  equitable  share 
of  the  benefit  of  the  stream."* 

The  language  of  the  Court  in  Kansas  vs.  Colorado  makes  plain  that 
the  principle  of  equal  rights,  which  is  the  basis  of  riparian  rights, 
was  followed.  For  example,  referring  to  the  law  in  Kansas,  which 
is  the  law  of  riparian  rights,  Justice  Brewer  said: 

"As  Kansas  thus  recognizes  the  right  of  appropriating  the  water 
of  a  stream  for  the  purpose  of  irrigation,  subject  to  the  condition 
of  an  equitable  division  between  the  riparian  proprietors,  she  can  not 
complain  if  the  same  rule  is  administered  as  between  herself  and  a 
sister  State." 

(The  use  of  the  word  "appropriating"  here  appears  to  the  speaker 
to  be  somewhat  unfortunate,  but  need  cause  no  confusion,  for  it  bears 
no  connection  whatever  with  the  doctrine  of  "appropriation"  as  prac- 
ticed in  other  Western  States.  Apparently,  the  word  "diverting"  would 
have  expressed  the  idea  of  the  learned  judge  without  danger  of  con- 
fusion.) And  again,  referring  to  the  statement  quoted  by  the  author, 
from  the  conclusion  of  the  Court,  in  the  Kansas  vs.  Colorado  case, 

"*  *  *  it  is  obvious  that  if  the  depletion  of  the  waters  of  the  rivers 
by  Colorado  continues  to  increase,  there  will  come  a  time  when  Kansas 
may  justly  say  that  there  is  no  longer  an  equitable  division  of  benefits, 
and  may  rightfully  call  for  relief  against  the  action  of  Colorado." 

No  support  is  given  by  this  language  to  the  theory  that  there  may 
exist  here  any  exclusive  right  by  priority.  This  is  the  language  of 
the  riparian  rights  doctrine. 

*  Wiel,  "  Water  Rights  in  the  Western  States,"  3d  ed.,  p.  364. 
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Mr.  Tliou,  since  the  promiHo  is   in  error,  tlie  oonclusionH  tliat  "ripnrian 

rijjflits  nr(>  not  considerrd  ns  vested  ri^lits  by  tlio  Suprenu*  Court,"  and 
tliat  ''if  Congress  sliould  decide  tliat  the  enforcement  of  the  doctrine 
of  priority  of  appropriation  and  beneficial  use,  *  *  *  should  c(jn- 
stitute  a!i  e(|nitable  apportionment  of  benefits,  it  is  conceivabli;  that 
the  vSnprenie  Court  would  uphold  such  act,"  must  fall.  In  the  speaker's 
opinion,  such  an  act,  in  the  lij^ht  of  the  present  generally  accepted 
views  of  the  powers  of  Congress,  would  be  unconstitutional,  both  as 
outside  the  enumerated  powers  of  the  Federal  Government,  and  as  an 
invasion  of  the  right  of  private  property.  In  fact,  the  Kansas  vs. 
Colorado  decision  says : 

"It  [each  State]  may  determine  for  itself  whether  the  common 
law  rule  in  respect  to  riparian  rights,  or  that  doctrine  which  obtains 
in  the  arid  regions  of  the  West  of  the  appropriation  of  water  for  the 
purposes  of  irrigation  shall  control.  Congress  cannot  enforce  either 
rule  upon  any  State." 

We  of  the  East  and  the  country  at  large  must  look  to  other 
measures  than  the  adoption  of  the  law  of  appropriation  in  its  entirety 
for  the  development  and  conservation  of  our  water  resources. 

Executive  Board  vs.  Court  Administration. — On  the  other  hand,  the 
speaker  agrees  with  the  author  in  believing  that  water  laws  may  be 
better  administered  by  executive  boards  than  by  the  Courts  and  by 
injunction;  and  he  believes  that  it  might  be  not  only  lawful,  but  very 
serviceable,  for  Congress  to  provide  the  machinery  for  administering 
the  law  with  respect  to  interstate  waters,  provided  the  law  can  be  said 
to  be  already  determined  by  Court  decision.  This,  however,  does  not 
give  ground  for  the  broad  assertion  that  "Congress  must  have  power 
to  prescribe  by  law  what  shall  constitute  an  equitable  division  of 
benefits  as  to  interstate  waters."  In  fact,  as  already  stated,  it  would 
seem  plain  from  Kansas  vs.  Colorado  that  Congress  does  not  have  that 
powder — a  very  different  one  from  the  power  to  provide  the  machinery 
for  administering  the  law  after  the  decisions  of  the  Supreme  Court 
have  prescribed  what  shall  constitute  an  equitable  division  of  benefits. 

This  does  not  in  any  sense  mean  that  the  speaker  does  not  believe 
that  the  Federal  Government,  under  the  Constitution,  can  co-operate 
with  the  States  in  exercising  its  control  over  the  navigability  of 
streams,  and  their  tributaries  also,  in  such  a  way  as  to  secure  great  jj 
collateral  benefits.  On  the  contrary,  he  holds  that  opinion  most*- 
strongly,  and  believes  in  the  propriety  of  the  adoption  by  Congress 
of  the  Newlands  Kiver  Regulation  Bill  and  similar  measures. 

There  may  be  a  question,  also,  as  to  whether  the  law  has  become 
sufficiently  determined  to  justify  the  creation  of  an  administrative 
commission.  The  doctrine  in  Kansas  vs.  Colorado  was  clearly  stated; 
but  whether  this  would  apply  under  all  conditions  is  rendered  some- 
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what  doubtful  by  the  following  from  the  decision  in  Rickey,  etc.,  Co.      Mr. 
V.  Miller   (218  U.   S.,  258,  261).  Knowies. 

"It  is  conceivable,  to  be  sure,  that  the  decisions  of  this  Court 
may  determine  that  the  States  have  rights  as  against  each  other  in 
invitum  in  streams  that  flow  through  the  land  of  both.  (Kansas  v. 
Colorado,  206  U.  S.,  46,  84;  Mo.  v.  111.,  200  IT.  S.,  496,  519,  520.)  The 
rights  may  vary  according  to  the  system  of  law  required  by  natural 
conditions.  They  may  be  more  or  less  analogous  to  common  law  rights 
between  upper  and  lower  proprietors,  where  irrigation  is  not  necessary, 
as  in  most  of  the  older  States.  (See  K  Y.  v.  Pine,  185  U.  S.,  93,  96.) 
There  may  be  some,  perhaps  limited,  right  of  appropriation  in  the 
upper  State,  at  least  in  the  water-shed  of  the  stream,  where  irrigation 
is  the  condition  of  using  the  land.  (See  Kas.  v.  Col.,  206  U.  S.,  46, 
100-104,  117.)  But  whatever  this  Court  may  decide,  if  a  private  owner 
should  derive  advantage  from  such  a  decision,  it  would  not  be  in  his 
own  right,  but  by  reason  of  and  subordinate  to  the  rights  of  his 
State.     *     *     *" 

If  it  be  true  that  the  law  for  all  cases  has  not  been  determined,  it 
would  appear  almost  certain  that  any  important  contest  between  States, 
before  an  administrative  board,  would  be  appealed  to  the  Supreme 
Court,  until  the  universal  law  had  become  established,  and  a  Com- 
mission might  therefore  be  of  no  value  at  present.  In  addition,  it  is 
debatable  whether  enough  important  contests  between  States  will 
arise  to  require  the  continuous  service  of  a  Commission. 

State  Commission  Administration. — None  of  these  objections  ap- 
plies, however,  to  administration  of  intra-state  water  laws,  on  a,  basis  of 
equitable  apportionment,  by  State  Commissions.  States  undoubtedly 
have  power  to  determine  by  law  what  shall  constitute  an  equitable 
apportionment  of  the  use  of  water  within  their  borders;  and  the 
delegation  of  this  power  to  a  commission  cannot  be  opposed  on  the 
ground  that  it  must  be  exercised  only  by  direct  action  of  the  Legis- 
lature, any  more  than  the  regulation  of  public  utilities  by  Commission, 
now  so  firmly  established,  can  be  so  attacked.  The  words  of  Justice 
Timilin,  in  Minneapolis,  etc..  Railway  Co.  vs.  Wisconsin  Railroad  Com- 
mission, are  applicable: 

"It  is  argued  that  the  po\ver  to  fix  rates  is  a  legislative  one  and 
can  never  be  anything  else;  *  *  *  that  the  legislative  power  is 
by  the  Constitution  vested  in  the  Senate  and  Assembly,  and  cannot  be 
set  apart  except  as  expressly  provided  for  in  the  Constitution;  but 
when  we  add  to  this  that,  because  of  the  multitude  of  detail,  the 
intricacy  of  the  subject,  the  expert  knowledge  required,  the  numerous 
separate  investigations  of  inter-related  questions  of  fact  which  are 
necessary  *  *  *  a  legislative  body  *  *  *  would  find  it  an 
actual  rather  than  a  legal  impossibility  to  fix  just  and  reasonable  rates, 
it  becomes  apparent  that  this  position  tends  to  the  conclusion  that  the 
State  *  *  *  was  shorn  of  some  of  its  usual  and  necessary  power 
of  sovereignty  and  became  impotent  to  exercise  the  power  of  regula- 
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Mr.       tifni.     lu'^rnlntioii  l)y  dircrt  nctioii  of  tlie  h^'isliit iiro  linH  boon  triod  and 
Knuwk'8.  found  inii)racticnl)l('  and  its  nttonipt  generally  aha.ndr^nod." 

Tho  speaker  has  not  yet  attempted  to  work  out  the  details  of  HUf-li 
an  administrative  riparian  system,  but  believes  that  it  may  be  possible, 
by  making  simple  and  raj)id  the  determination  of  riparian  rights  and 
of  the  terms  of  an  eciuitable  division  by  a  suitably  constituted  commifi- 
sion,  and  by  making  proper  provision  for  the  condemnation  of  such 
rights  for  public  uses  under  the  supervision  of  such  a  board,  to  develop 
a  system  which  will  lead  to  a  full  utilization  of  the  waters  of  a  State, 
with  am]de  ])rotection  both  to  the  public  and  the  investor,  and  with  a 
possibility  of  obtaining  in  some  instances  great  collateral  public  bene- 
fits in  the  way  of  flood  protection,  development  of  water  power,  improve- 
ment of  navigation,  improvement  of  quality  of  water,  etc. 

The  feasibility  of  such  a  scheme  appealed  to  Wiel,  who  says  :* 

"This  system  of  law  would  seem  to  offer  a  field  for  administrative 
legislation ;  in  fact,  a  readier  field  than  the  law  of  prior  appropriation. 
Where  the  test  is  what  is  reasonable  in  each  case,  discretion  must 
necessarily  come  into  play,  whereas  where  parties  have  exclusive  rights 
measured  by  priority  there  is  *  *  *  little  room  for  the  exercise  of 
discretion  by  administrative  officers  *  *  *.  Where  the  common 
law  applies  the  test  of  reasonableness,  legislation  is  apt  and  readily 
applied;  as,  for  example,  in  dealing  with  public  service  companies. 
The  common  law  says  their  rates  and  regulations  must  be  'reasonable,' 
and  accordingly  public  service  commissions  and  similar  bodies  are 
created.  Likewise  under  the  new  law  of  percolating  water  'reasonable 
use'  has  become  the  test,  and  statutory  regulation  based  thereon  is 
being  adopted.  As  yet,  however,  there  has  been  no  attempt  to  provide 
a  statutory  system  governing  the  reasonable  use  of  water  by  riparian 
proprietors  among  themselves,  in  jurisdictions  applying  that  system, 
though  there  would  seem  a  clear  field  for  such  legislation  if  desired." 

Limit  of  Appropriation  hy  Reasonable  Use. — The  speaker  would  like 
to  call  attention  also  to  the  unmistakable  tendency  (illustrated  by  the 
"Pro-rating"  statute  of  Washington,  the  constitutional  limitation  of 
the  right  to  appropriate  in  Idaho,  and  such  decisions  as  Basey  vs. 
Gallagher,  87  U.  S.,  670;  Union  Mining  Co.  vs.  Dangberg,  81  Fed.,  73; 
Anderson  vs.  Bassman,  140  Fed.,  14;  and  Schodde  vs.  Twin  Falls  L.  &  W. 
Co.,  161  Fed.,  43)  to  depart  from  the  strict  law  of  prior  appropriation, 
and  to  limit  appropriation  by  a  requirement  of  reasonableness,  which 
is  doing  much  to  narrow  the  gulf  between  the  doctrines  of  appropria- 
tion and  riparian  rights.  It  appears  to  him  that,  as  density  of  popu- 
lation increases  in  the  Far  West,  this  tendency  will  increase;  and  that 
uniformity  in  the  administration  of  State  laws  will  be  approached,  in 
spite  of  differences  in  form,  by  the  application  of  the  "rule  of  reason" 
to  both  systems  of  law,  rather  than  by  the  abandonment  of  either  one 
in  favor  of  the  other. 


"  Water  Rights  in  the  Western  States,"  3d  ed.,  p.  830. 
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On  this  phase  of  the  subject,  Mr.  Morris  Bien,  Supervising  Engineer      Mr. 
of  the  U.  S.  Reclamation  Service,  speaking  before  the  National  Irri-      ^^  ^^• 
gation  Congress  at  Spokane,  in  1909,  said: 

"The  doctrine  of  rights  by  prior  appropriation   has  been  adopted 

in  nearly  all  the  States  where  irrigation  is  required;  but  this  doctrine 

as    now    generally    understood    will    necessarily    require    modification. 
*     *     * 

"In  the  Yale  Law  Journal  for  January,  1909,  is  a  discussion  of  the 
idea  of  reasonable  use,  whether  under  the  doctrine  of  riparian  rights 
or  the  doctrine  of  appropriation.  It  shows  that  the  courts  have  fre- 
quently called  attention  to  the  fact  that  the  doctrine  of  appropriation 
must  be  modified  by  the  idea  of  reasonable  use  which  is  also  a  funda- 
mental limitation  of  the  riparian  doctrine.  This  idea  of  reasonable 
use  will  undoubtedly  become  an  important  factor  in  future  years  when 
valuable  interests  depending  upon  the  entire  water  supply  have  grown 
up  within  many  of  the  irrigation  districts,  and  it  becomes  necessary 
to  protect  these  interests  in  cases  of  temporary  deficiencies  which  some- 
times continue  for  a  number  of  yea,rs  in  succession.  *  *  *  The  quali- 
fication of  the  doctrine  of  prior  appropriation  by  the  idea  of  reasonable 
use,  and  the  application  of  the  same  idea  to  the  riparian  doctrine  will 
undoubtedly  bring  these  opposing  doctrines  much  closer  together  in 
actual  practice,  and  is  likely  in  the  end  to  cause  a  pra,ctical  uniformity 
in  the  governing  principles  of  all  the  irrigation  States." 

Best  Development  of  Water  Resources. — In  conclusion,  the  speaker 
wishes  to  raise  the  question  whether  the  "Water  Power  Policy"  advo- 
cated by  the  author  is  necessary  to  attain  the  desired  ends.  If  so,  the 
speaker  would  agree  that  "the  States,  in  co-operation  with  the  United 
States,"  should  "develop  this  power  and  supply  at  cost  plus  interest." 
But,  if  it  is  possible  to  attain  the  same  ends  in  other  ways  and  without 
the  tedious  delays  that  must  precede  such  a  consummation,  the  speaker 
does  not  see  the  necessity  of  adding  further  commercial  enterprises 
to  the  burdens  of  our  State  Governments.  In  the  belief  that,  under  a 
rational,  well-defined  system  of  water  laws,  and  with  wise  State  regu- 
lation in  the  interest  of  the  people,  private  capital  would  construct  the 
works  necessary  to  the  conservation  of  water,  the  Pennsylvania  Water 
Conservation  Association  has  been  formed.  This  Association,  includ- 
ing in  its  membership  capitalists,  publicists,  civic  bodies,  power  com- 
panies, and  water  companies,  has  for  its  object  the  formulation  of  a 
plan  for  the  development  and  utilization  of  the  water  resources  of  the 
State,  by  means  of  private  capital,  under  improved  laws  and  State 
supervision,  in  such  a  way  as  to  offer  a  safe,  attractive  field  for  invest- 
ment; to  insure  reasonableness  of  rates  and  safety  of  construction; 
to  secure,  wherever  possible,  by  supervision  of  designs  and  operation, 
prevention  of  floods  and  improvement  of  rivers ;  and  to  serve  by  a  broad, 
far-sighted  policy  of  conservation  the  public  interests  of  this  and  of 
future  generations. 


\ 
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Mr.  Kknni.tii    C.   (luAN'i,   Assn(  .    M.    A\i.   S<»(  .  ('.   K.*-  TIic  spciikcr  is 

p:irti('iil;irly  interested  in  tliis  valuable  jjapcr  because  of  the  direct 
applicability  of  the  fundanuntal  })rinf'ii)les  therein  stated  to  the  broad 
policy  of  water  conservation  which  is  now  boinp:  advocated  so  stron^^ly 
in  Pennsylvania  by  the  Flood  Commission  of  Pittsburgh  and  the  re- 
cently organized  Water  Utilization  Association  of  Pennsylvania. 

The  Flood  Commission  was  organized  by  the  Chamber  of  Com- 
merce of  Pittsburgh,  in  190S,  to  investigate  the  causas  of,  and  damage 
by,  the  frequent  disastrous  floods  at  Pittsburgh,  and  to  study  and 
decide  on  methods  of  relief.  After  four  years  of  exhaustive  investiga- 
tion, for  which  about  $125  000  (obtained  from  county  and  city  appro- 
I)riations  and  by  private  subscriptions)  was  expended,  the  report  of 
the  Commission,  published  in  April,  1912,  recommended  the  construc- 
tion of  storage  reservoirs  on  certain  tributaries  of  the  Allegheny  and 
Monongahela  Rivers.  The  flood  relief  which  would  be  obtained  by 
these  reservoirs,  naturally,  would  not  be  confined  to  Pittsburgh,  but 
would  extend  to  many  other  communities  on  the  rivers  above  and 
below  that  city.  Moreover,  the  proposed  reservoirs  would  not  only 
provide  this  flood  relief,  but  would  cause  an  increase  in  low-water 
flow  which  would  add  greatly  to  the  usefulness  of  the  streams  for 
navigation,  water  supply,  and  power  purposes. 

The  Commission  pointed  out,  therefore,  that  the  solution  of  the 
problem  was  so  broad  in  its  scope,  and  so  far-reaching  in  its  benefits, 
that  it  did  not  concern  the  City  of  Pittsburgh  alone,  but  demanded 
State  and  National  consideration  and  co-operation.  The  decisions 
to  which  these  investigations  have  led  have  been  aptly  stated  by  the 
author  when  he  says: 

"Some  interstate  legislation  is  absolutely  essential  if  the  highest 
development  of  our  streams  is  to  be  accomplished.  Each  river,  from 
its  head-waters  to  its  mouth,  should  be  treated  as  a  unit,  regardless 
of  State  lines." 

The  Water  Utilization  Association  of  Pennsylvania  was  formed 
for  the  purpose  of  framing  and  obtaining  legislation  which  should 
bring  about  the  fullest  development  of  the  water  resources  of  the 
State,  and  at  the  same  time  preserve  and  dedicate  the  benefits  of  such 
development  to  all  the  citizens  of  the  Commonwealth. 

This  Association  and  the  Flood  Commission  have  given  careful 
consideration  to  the  same  thought  as  that  embodied  in  the  author's 
statement : 

"Soon  the  State  and  Nation  must  join  in  the  storage  of  water 
for  the  control  of  floods  and  to  aid  navigation.  This  water,  in  passing 
down  the  stream,  will  benefit  many  private  power  projects,  and  these 
should  be  compelled  to  contribute  to  the  cost  in  proportion  to  the 
benefits  received." 


*  Now  M.  Am.  Soc.  C.  E. 
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These  bodies,  in  their  work,  have  also  in  mind  the  natural  con-  Mr. 
verse  of  this  statement,  that  private  water-power  companies,  propos- 
ing to  construct  large  storage  works  which  will  assist  in  providing 
flood  relief  and  will  improve  the  rivers  for  navigation,  water  supply, 
and  water-power  purposes,  should  receive  corresponding  co-operation 
and  assistance  from  the  State  and  National  Governments.  There 
are  instances  in  Europe  where  private  water-power  companies  have 
been  assisted  in  the  construction  of  their  storage  reservoirs  by  the 
Government  in  return  for  a  certain  amount  of  additional  storage 
capacity  to  be  constructed  and  kept  empty  for  flood  control.  Private 
users  of  water  for  domestic  or  industrial  supply,  or  for  power,  located 
below  such  large  storage  works,  should  also  contribute  to  the  cost  of 
their  construction  in  proportion  to  the  benefits  received.  If  effective 
legislation  providing  for  such  co-operation  can  be  framed  and  en- 
acted, it  will  ensure  the  fullest  development  of  the  water  resources 
of  the  State. 

Legislation  tending  toward  this  end  has  in  fact  already  been 
passed  in  Pennsylvania.  At  the  last  session  of  the  Legislature,  a 
bill,  drafted  by  the  Flood  Commission,  was  introduced  and  passed, 
enabling  counties  to  borrow  and  expend  moneys  for  the  construction 
of  works  for  flood  relief,  and  also  to  enter  into  contracts  with  each 
other,  or  with  the  State,  with  other  States,  or  with  the  United  States, 
for  the  purpose  of  carrying  out  the  necessary  works. 

It  is  hoped  that  legislation  broadening  the  powers  of  the  Water 
Supply  Commission  of  Pennsylvania  may  be  obtained  at  the  coming 
session  of  the  Legislature.  This  Commission,  in  operation  since  1905, 
is  charged  with  obtaining  such  complete  knowledge  of  the  water 
resources  of  the  State  as  shall  enable  it  to  provide  for  their  most 
equitable  distribution.  It  has  power  over  the  granting  of  charters 
for  water-supply  and  water-power  companies,  but  has  no  authority 
where  the  water  is  taken  by  corporations  for  their  own  use,  by  private 
individuals,  or  by  municipalities.  Its  effectiveness,  in  carrying  out  the 
purpose  named  in  the  act  creating  it,  therefore,  is  considerably  re- 
stricted.   Its  jurisdiction  should  be  widened  to  cover  all  users  of  water. 

Within  the  limits  of  its  powers,  the  Water  Supply  Commission  of 
Pennsylvania  has  done  most  admirable  work,  some  of  it  along  lines 
similar  to  that  of  the  Board  of  Control  described  by  the  author; 
for  example,  the  work  of  the  Oregon  Board  for  the  protection  of  the 
public  interest,  of  which  the  author  says:  "Public  interest  demands 
that  water  be  put  to  the  highest  use.  *  *  *  an  application  for 
either  irrigation  or  power  can  be  denied  if  it  is  in  conflict  with  the 
higher  use  for  domestic  supplies,"  is  identical  in  principle  with  the 
attitude  of  the  Pennsylvania  Commission  in  considering  applications 
for  charters.  There  are  instances  in  Pennsylvania  where  prior  appli- 
cations for  charters  for  water-power  companies  have  been  refused  on 
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Mr.  the  ground  iluit  the  htri'ain  invc^lvcd  was  ncecled  for  domestic  supply. 
There  are  nlso  cases  where  applications  lor  charters  for  water  com- 
panies for  domestic  sui)ply  have  been  refused,  because  they  interferr-d, 
perhaps  purposely,  and  certainly  needlessly,  with  proposed  water- 
power  projects. 

Charters  for  water-power  companies  have  also  been  approved,  with 
certain  conditions.  For  instance,  the  charters  for  a  large  water-power 
project  in  Western  Pennsylvania  were  approved  recently,  on  certain 
conditions,  notable  among  which  were  the  protection  of  the  interests 
of  navigation  and  of  riparian  owners  below  the  dam  by  the  mainte- 
nance of  a  suitable  minimum  stream  flow,  the  presentation,  within 
12  months,  of  data  showing  the  extent  to  which  the  proposed  reservoirs 
can  be  used  to  ameliorate  floods,  and  the  placing  of  the  operation 
of  the  reservoirs,  in  so  far  as  the  control  of  floods  and  the  mainte- 
nance of  low-water  flow  is  concerned,  under  the  direction  and  juris- 
diction of  the  Water  Supply  Commission.  Had  a  similar  commission 
been  in  existence  in  West  Virginia,  the  plans  of  a  large  water-power 
project,  recently  chartered  and  about  to  begin  actual  construction,  might 
readily  have  been  enlarged  and  modified,  to  the  great  advantage  of  both 
the  water-power  company  and  the  general  public. 

A  thorough  knowledge  of  stream  flow  throughout  the  State  is  also 
being  acquired  by  the  Water  Supply  Commission,  through  the  opera- 
tion of  a  large  number  of  gauging  stations.  A  complete  collection  of 
all  existing  stream-flow  data,  some  of  the  records  extending  back  for 
many  years,  is  now  being  compiled,  and  wall  shortly  be  published. 
The  Commission  has  also  collected  and  filed  complete  statistics  of  all 
water  and  water-power  companies  in  the  State,  including  municipal 
water  supplies.  These  data  are  also  briefly  shown  on  large-scale 
county  maps  of  the  State,  which  are  convenient  for  reference  in  study- 
ing the  relation  of  proposed  to  existing  uses  of  water  in  a  given  region. 
It  is  evident,  therefore,  that  in  Pennsylvania,  there  is  already  in 
existence  a  body  which,  if  given  larger  powers,  can  effectively  protect 
the  public  interest  and  assure  the  most  equitable  distribution  of  the 
waters  of  the  State. 

Referring  again  to  the  treatment  of  a  stream  as  a  unit  from  its 
source  to  its  mouth,  there  are  several  interesting  and  instructive 
examples  of  this  broad  policy  in  Europe,  which  the  speaker  has  had 
the  opportunity  to  examine  on  two  occasions  during  the  last  few  years. 

The  largest  stream  thus  treated  is  the  Ruhr  River,  which  empties 
into  the  Rhine  on  the  right  bank  at  Ruhrort,  in  Western  Germany. 
This  stream  has  a  length  of  143  miles  from  source  to  mouth,  and 
drains  an  area  of  2  041  sq.  miles.  It  flows  through  the  great  industrial 
region  of  Germany,  around  Essen  and  Miilheim,  and  is  extensively 
used  as  a  source  of  domestic  and  industrial  supply  and  for  power. 
The  demands  on  the  stream  became  so  great  that  during  low  water 
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the  supply  threatened  to  be  inadequate.  In  1897,  after  long  delibera-  Mr. 
tion  and  much  difficulty,  a  voluntary  association  was  formed  by  the 
users  of  the  Kuhr  water  for  the  purpose  of  improving  the  flow  of 
the  river.  The  membership  of  this  association  includes  cities,  factories, 
water-power  companies,  etc.  There  are  eleven  dams  on  the  tributaries 
of  the  Kuhr,  ten  of  which  were  built  by  smaller  associations  of  the 
water  users  on  the  respective  tributaries,  and  one,  now  nearing  com- 
pletion, by  the  Ruhr  association.  These  smaller  associations  were 
formed  under  a  Prussian  law.  After  two-thirds  of  the  water  users 
below  the  proposed  dam  have  agreed  to  form  such  an  association,  the 
other  third  is  obliged  to  join  with  them.  The  main  association  of  the 
Ruhr,  called  the  Ruhrtalsperrenverein,  was  formed  voluntarily,  without 
such  a  law;  but  it  can  compel  users  of  water  from  the  Ruhr  to  pay 
into  the  association,  in  the  case  of  water-power  plants,  according  to 
the  head  and  the  quantity  of  water  used,  and,  where  water  is  taken 
for  domestic  or  industrial  supply,  according  to  the  quantity  used. 
The  assessments  on  the  members  of  the  smaller  associations  on  the 
tributaries  are  made  in  a  similar  manner.  The  main  association  of 
the  Ruhr  pays  about  $70  per  annum  per  1  000  000  cu.  ft.  of  storage 
capacity  of  the  reservoirs  to  each  of  the  ten  associations  on  the 
tributaries. 

Another  example  of  similar  co-operation  in  river  regulation  is  to 
be  found  on  the  Wupper  River,  the  next  tributary  of  any  size  empty- 
ing into  the  Rhine  on  the  right  bank  above  the  Ruhr.  It  has  a 
drainage  area  of  about  240  sq.  miles,  and  flows  through  the  thickly 
populated  manufacturing  region  around  Barmen  and  Elberfeld.  Be- 
fore the  construction  of  reservoirs  on  its  tributaries,  the  stream  had 
a  very  irregular  discharge,  varying  between  0.05  and  90  sec-ft.  per 
sq.  mile  of  drainage  area.  Flood  damage  was  frequent  and  con- 
siderable, and  the  numerous  water-power  plants  suffered  greatly  from 
low  water. 

After  long  deliberation,  an  association  for  the  construction  of 
reservoirs  in  the  drainage  area  of  the  Wupper  was  formed  under  a 
special  Prussian  act.  This  association  has  built  three  reservoirs 
on  tributaries  of  the  Wupper,  for  the  control  of  floods  and  the  increase 
of  low-water  flow.  All  water  users  below  these  dams  must  pay  an 
annual  assessment  to  the  association. 

A  third  association,  of  similar  character,  has  constructed  six  reser- 
voirs in  the  Gorlitzer  Neisse,  near  Reichenberg,  in  Bohemia.  This 
stream  rises  in  Northern  Bohemia  and  flows  northward  for  124  miles, 
emptying  into  the  Oder  River  about  15  miles  below  Crossen,  in 
Prussia.  Its  valley  receives  a  heavy  precipitation  in  its  upper  portion 
(13.5  in.  in  24  hours  having  been  recorded  at  some  points)  and  has 
been  repeatedly  devastated  by  floods;  therefore,  after  the  great  flood 
of  1888,   an   association  was  formed  to  plan   and  carry  out  the  con- 
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Mr.  structioii  of  protoclioii  mid  rc^Milalioii  works,  consisting  of  widening 
and  strjiijj:liti'niii^  tlie  (di.innol  and  raising'  and  protecting  the  barik>. 
'Vhv  estimated  cost  of  llxse  improvements  was  so  heavy,  and  their 
prohahi(»  effectivenc^ss  in  a  ^rcat  Hood  so  doiil)tful,  however,  that  prac- 
lically  nothing  was  done  by  the  association,  the  actnal  work  confining 
itself  to  repairing  (Uimages  and  building  the  bank  protections  most 
urgently  needed  by  the   individual  property  owners. 

In  July,  1897,  this  ])art  of  Europe  was  visited  again  by  devastating 
floods,  which  revived  public  interest  in  flood  relief  to  such  an  extent 
that  a  convention,  in  which  all  the  neighboring  cities  and  towns  were 
represented,  was  held  in  Keichenberg  in  the  fall  of  that  year.  At  this 
meeting  it  was  decided  to  investigate  the  feasibility  of  constructing 
reservoirs  for  ilood  control.  In  January,  1901,  the  preliminary  studies 
were  sufficiently  complete  to  establish  the  general  plans,  which  con- 
templated the  construction  of  six  reservoirs  in  the  neighborhood  of 
Keichenberg,  controlling  the  run-off  from  about  29  sq.  miles,  and  in 
critical  flood  time  holding  back  about  3  530  sec-ft.  of  damaging  flood 
discharge. 

The  result  of  the  investigations  gained  the  association  many  new 
supporters,  and  assured  the  sympathy  of  the  population  of  the  entire 
valley  of  the  Neisse  with  the  project.  In  fact,  one  of  the  most  note- 
worthy features  of  this  undertaking  is  the  widespread  interest  it 
aroused  in  the  surrounding  country  and  the  universal  financial  sup- 
port it  received.  Although  all  the  reservoirs  are  located  in  Bohemia, 
the  benefits,  both  in  flood  control  and  increase  of  low-water  flow,  are 
felt  by  the  Saxon  and  Prussian  interests  along  its  lower  course,  and 
these  two  countries,  together  with  various  cities,  communities,  and 
private  interests,  co-operated  with  Bohemia  in  their  construction. 
The  total  cost  of  the  work  was  $1  320  000,  and  the  following  contribu- 
tions show  the  extent  of  the  co-operation : 

Bohemian    Government $660  000 

Prussian    Government 38  400 

Prussian  Province  of  Silesia 9  600 

Prussian  County  of  Ober-Lausitz 14  400 

City  of  Gorlitz  (Prussia) 14  400 

Saxon  Government 24  000 

:'            Combination  of   Saxon   and  Prussian  water  in- 
terests     72  000 

It  is  also  of  special  interest  that  the  users  of  water  for  power 
development  from  three  of  the  reservoirs  pay  $12  per  h.p.,  and  from 
the  other  three  reservoirs,  $28  per  h.p.  per  year.  Three  of  the  dams 
for  these  German  reservoirs  are  shown  by  Figs.  3,  4,  and  5. 

As  an  instance  of  what  such  co-operation  might  accomplish  in 
the  United   States,  the  conditions  in  the  Beaver   Valley  in   Western 
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Fig.  3. — Dam  Bttilt  by  Association  for  Improving  Low- Water  Flow  of 

Ruhr  River,   Germany. 


Fig,  4. — Dam  Built  by  Association  for  Controlling  Floods  and  Increasing 
IjOw-Water  Flow  of  Wupper  River,   Germany. 


Pig.  5. — Dam  Built  by  Association  for  Controlling  Floods  and  Increasing 
Low-Water  Flow  at  Reichenberg,   Bohemia. 
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Pennsylvania  may  be  mentioned.  This  stream  drains  about  3  040  Mr. 
sq.  miles,  and  empties  into  the  Ohio  from  the  north  about  25  miles  ^''■'*"^- 
below  Pittsburgh.  It  is  extensively  used  as  a  source  of  domestic  and 
industrial  supply,  as  it  flows  through  a  thickly-populated  manufactur- 
ing district.  It  is  also  used  considerably  for  power.  On  its  upper 
waters  there  is  an  ideal  reservoir  site  where  a  low  earthen  dam  would 
create  a  reservoir  of  large  capacity,  overflowing  a  large  tract  of  use- 
less swamp  land.  This  site  has  already  been  studied  as  the  source 
of  feed-water  for  the  proposed  Lake  Erie  and  Ohio  River  Canal.  It 
has  also  just  been  carefully  surveyed  and  mapped  hy  the  State  Water 
Supply  Commission,  under  a  special  appropriation  by  the  Legislature, 
for  the  purpose  of  determining  the  possibilities  and  best  use  of  the 
site.  Here  is  an  ideal  condition  for  a  Beavertalsperrenverein,  which 
could  be  made  up  of  the  water  users  in  the  Beaver  Valley  and  the 
Canal  Company,  with  the  possible  addition  of  the  communities  along 
French  Creek,  a  large  northern  tributary  of  the  Allegheny,  because 
of  the  flood  control  that  would  be  afforded  by  a  second  reservoir 
proposed  by  the  Canal  Company  on  the  north  branch  of  this  creek, 
which  would  impound  the  flood-waters  of  that  stream  and  deliver  them 
through  a  canal  into  the  reservoir  on  the  Beaver  River  head-waters. 

Another  example  of  what  might  be  done  by  such  co-ordination  of 
interests  is  afforded  by  the  Youghiogheny  River,  a  stream  rising  in 
Northern  West  Virginia,  and  entering  the  Monongahela  15  miles  above 
Pittsburgh.  This  stream  is  used  extensively  as  a  source  of  industrial 
and  domestic  supply,  and  has  several  favorable  sites  for  water-power 
development.  The  Flood  Commission  of  Pittsburgh  proposes  to  store 
part  of  its  flood  run-off  for  the  control  of  floods  and  for  the  improve- 
ment of  the  low-water  flow,  this  stream  being  one  of  the  chief 
offenders  in  Pittsburgh  floods.  The  United  States  Government  pro- 
poses to  slack-water  the  lower  19  miles,  to  provide  navigation  up  to 
West  Newton,  although  a  study  of  the  low-water  flow  indicates  that 
a  pool-full  stage  could  not  be  maintained  without  the  assistance  of 
additional  water  from  storage  reservoirs  during  dry  weather.  The 
co-operation  of  all  these  interests  in  the  construction  of  storage  reser- 
voirs for  the  regulation  of  the  flow  of  this  river  would  unquestionably 
be  of  great  benefit  to  all  concerned.  It  would  make  feasible  the  de- 
velopment of  a  large  quantity  of  wa.ter  power  which  cannot  be  de- 
veloped economically  if  the  entire  cost  of  the  storage  works  must 
be  borne  by  the  water-power  interests. 

A  third  example  may  be  found  in  Eastern  Pennsylvania,  where 
a  large  water-power  project  in  operation  on  the  lower  Susquehanna 
River  could  greatly  increase  its  capacity  if  the  low-water  flow  were 
increased  by  storage  reservoirs  on  the  upper  waters.  The  value  of 
such  increased  flow  to  this  one  power  plant  would  not  pay  for  the 
cost  of  constructing  such  reservoirs;  but  if  other  plants,  made  feasible 


]\'!  DISCISSION    ON    STAIK    AND    NAiiONAL    W  Al  I.U    LAW.S 

Mr.  by  tho  incrrased  low-wator  flow,  were  constructed,  and  contributc^d  to 
the  cost  of  the  storupre  works,  and  if  co-operation  were  also  obtained 
from  tlic  communities,  counties,  railroads,  and  other  interests  damaged 
by  lloods,  such  a  broad  treatment  of  the  river  would  undoubtedly 
become  feasible. 
Mr.  E.   (}.  ITop.sox,  M.   Am.   Soc.  C.  E.   (by  letter). — This  paper  deals 

oyti^on.  ^^.j|.j^  more  advanced  topics,  in  connection  with  the  control  of  National 
and  State  waters,  than  tlu^  averag^e  man  is  qualified  to  follow  closely 
or  to  endorse  in  their  entirety.  Mr.  Lewis  does  not  write  on  these 
matters  as  a  novice  or  a  mere  theorist,  but  as  a  responsible  State 
official  who  has  admini.stered  successfully  the  regulation  of  State 
waters  for  many  years. 

It  is  generally  admitted,  by  those  qualified  to  judge,  that  the 
water  laws  of  Oregon  are  among  the  most  carefully  devised  and 
effective  of  any  in  force  in  the  United  States.  They  contain  certain 
admitted  defects,  more  particularly  in  connection  with  the  control 
of  water-power,  which  may  be  expected  to  be  eliminated  during  the  next 
few  years,  as  experience  ripens;  but  the  general  provisions  governing 
diversions,  application  to  beneficial  use,  and  appurtenancy  to  lands,  are 
generally  beyond  serious  criticism,  except  in  details. 

It  is  premature,  of  course,  to  claim  too  much  for  the  Oregon  system 
of  water  titles  and  control,  their  application  being  as  yet  quite  young. 
Their  ultimate  value  and  success  depend  almost  wholly  on  the  capacity 
and  integrity  of  the  officials  whom  the  State  may  appoint.  Very  few 
officials  have  had  better  experience  than  Mr.  Lewis  in  water-right 
matters,  or  have  devoted  more  energy  and  care  to  the  numerous  com- 
plex problems  that  are  continually  arising  therefrom.  He  has  been 
both  an  appointed  and  popularly  elected  State  officer,  having  especial 
jurisdiction  over  the  interests  and  prerogatives  of  the  State  in  its  con- 
trol of  State  waters.  All  his  official  associations  and  connections 
necessarily  have  tended  to  emphasize  in  his  mind  the  doctrine  of 
State  control  of  water.  Therefore  it  is  especially  significant  when  a 
man  of  this  type  comes  forward  to  affirm  the  importance  and  necessity 
of  radical  augmentation  of  Federal  power  in  the  control  of  public 
waters. 

The  Oregon  Water  Laws,  like  similar  laws  in  other  States,  affirm 
the  ownership  by  the  State  of  all  streams  within  the  State,  and  establish 
rules  governing  their  use;  but  an  administrative  State  officer  in  charge 
of  the  practical  application  of  these  rules  finds  himself  faced  with 
apparently  insoluble  inconsistencies.  Taking  the  State  of  Oregon  as 
typical,  there  are  the  following  complications :  First,  the  National  forest 
reservations,  mainly  occupying  the  great  mountain  ranges,  in  which 
most  of  the  sources  of  the  rivers  lie,  are  under  the  exclusive  and 
permanent  administration  and  ownership  of  the  United  States.  The 
appropriations  and  uses  of  water  in  these  reserves,  from  every  practical 
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standpoint,  rest  wholly  with  the  United  States,  and  not  with  the  State,     Mr. 
notwithstanding  the  doctrine  of  State  control  of  all  waters  within  the      ^^^"" 
State.     It  will  be  readily  understood  by  engineers  that  the  Federal 
control  of  storage  and  diversions  within  these  reservations  necessarily 
conflicts  with   and   renders  partly  non-effective   any   system   of  State 
control  lower  on  the  streams. 

Then  again,  there  are  the  various  reservations  of  reservoir  sites 
and  power  sites  under  the  Reclamation  Act  and  for  the  conservation 
of  water-power.  These  continually  run  counter  to  the  obvious  intent 
of  the  administration  of  the  State  laws  controlling  water  use,  be- 
cause a  State  permit  to  use  water  for  irrigation  or  power  is  useless  in 
a  large  proportion  of  cases  without  the  utilization  of  the  sites  embraced 
in  the  reservations. 

Then,  again,  there  are  the  indefinite  rights  of  the  Indian  reserva- 
tions, which  in  many  cases  are  claimed  to  be  superior  to  rights  granted 
under  the  State  laws  to  white  settlers.  These  offer  a  complication  not 
so  serious  as  some,  but  certainly  embarrassing. 

Next  there  are  interstate  streams,  which  meander  to  and  fro  across 
the  borders  of  the  State,  and  on  which  adverse  appropriations  are 
made,  first  in  one  State  and  then  in  another,  both  being  under  abso- 
lutely independent   State  jurisdictions. 

Then  there  are  the  navigable  waters,  under  an  indefinite  control 
by  the  National  Government.  It  is  evident  to  any  thinking  person  that 
control  of  the  navigability  of  a  stream  necessarily  implies  some  measure 
of  control  of  the  feeders  of  that  stream.  If  the  Government  is  to 
spend  millions  to  deepen  channels,  build  locks,  dams,  and  other  im- 
provements, and  be  responsible  for  the  maintenance  of  deep  water  for 
navigation,  it  is  evident  that  it  cannot  permit  private  parties  at  their 
pleasure,  even  under  State  permits,  to  make  diversions  adverse  to 
navigation  interests.  Hitherto,  this  question  has  not  assumed  the 
pressing  importance  that  it  will  in  years  to  come,  because  the  popula- 
tion of  the  Western  States  and  its  utilization  of  water  are  still  com- 
paratively small;  already,  however,  at  certain  points,  there  are  unmis- 
takable indications  of  a  clash  between  the  opposing  interests  of  naviga- 
tion and  State-regulated  appropriations.  On  one  important  California 
river,  navigation  is  being  seriously  threatened  by  such  diversions,  and 
there  is  no  body,  either  Federal  or  State,  which  has  power  to  make 
an  expert  decision  on  the  merits  of  the  case  in  the  public  interest. 
In  the  meantime,  important  private  interests  are  being  perraitted  to 
jgrow  up,  with  the  sanction  of  the  State  and  under  the  eyes  of  the 
iFederal  officials  having  charge  of  navigation,  which  inevitably  must 
iTesult  in  serious  complications  and  losses  in  the  future,  but  which 
both  State  and  Federal  officials  are  powerless  to  prevent. 

The  greater  part  of  Oregon  is  within  the  water-shed  of  two  great 
navigable  rivers,   the   Columbia   and   the  Willamette.     On  both  these 
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Mr.  stivniiis  the  (lovrrmiKMil  is  cxixMidinj^'  larj^c  suniB  of  monpy  in  iiavi^a- 
"^**^"'  tion  improvements.  'J'lio  Willamette  is  nn  intra-statc  river;  the 
Cohimbia  carries  drainag-e  from  all  the  Northwestern  States,  aa  well 
as  from  Cniiada.  The  summer  iiaviprntion  of  both  may  be  impaired 
to  a  marked  dej2:roc  when  the  various  diversions  believed  to  be  feasible 
and  desirable  have  been  completed. 

Serious  differences  of  opinion  are  also  arising  from  time  to  time 
ovor  the  uses  to  which  inland  interstate  navi^ai)le  bodies  of  water 
should  be  put,  whether  to  be  used  for  reservoirs,  drained  and  reclaimed, 
or  continued  as  mere  navigable  lakes.  At  present  special  Congres- 
sional action  is  necessary  in  each  case,  and  is  an  uncertain  and  un- 
satisfactory recourse. 

It  is  probable  that  in  the  majority  of  cases  public  interests  will 
be  best  served  by  giving  preference  to  diversions  for  beneficial  use 
over  use  for  navigation.  The  point  of  interest  is  that  each  case  be 
considered  on  its  merits  at  the  proper  time,  and  a  definite  policy  be 
laid  down  by  some  competent  authority,  which  obviously  cannot  be 
a  creation  of  the  State. 

Mr.  H.  T.  Cory,  ^I.  Am.  Soc.  C.  E.  (by  letter). — This  paper  is  much 
^^^'  more  than  timely,  and  is  exceedingly  interesting,  because,  in  the 
Western  States  particularly,  the  water  laws  are  of  vital  importance, 
not  only  to  very  many  engineers  and  individual  owners,  but  to  the 
general  public.  That  there  could  prevail,  in  the  United  States,  at 
the  present  time,  such  absurd  conditions  as  exist  in  California  and 
other  Western  States,  is  impossible  to  grasp  fully  until  one  comes  into 
direct  contact  therewith.  The  notable  exceptions  are  Wyoming  and 
Oregon;  and  it  seems  probable  that  within  a  very  few  years  most  of 
the  really  Western  States,  if  not  all,  will  have  improved  matters 
greatly.  Two  years  ago  the  California  Legislature  created  a  State 
Board  of  Water  Control  and  a  State  Conservation  Commission,  and 
one  year  later  changed  the  former  to  the  State  W^ater  Commission, 
At  the  same  time,  and  after  the  passage  of  an  amendment  to  the 
State  Constitution,  it  made  a  Public  Utility  Commission  of  the  State 
Kailroad  Commission.  As  one  result  of  the  work  and  experiences  of 
these  various  commissions,  California  will  doubtless  fall  in  line,  within 
the  next  three  months,  wath  what  is  hoped  w^ill  be  the  latest  word  in 
water-right  legislation. 

The  final  draft  of  the  bill  which  will  thus  be  presented  to  the 
Legislature  by  the  administration  in  January,  1913,  has  not  been  made 
public.  It  is  certain,  how-ever,  that  it  will  follow  closely  the  Wyoming 
and  Oregon  precedents  in  general,  that  is,  declare  all  water  within 
the  State  to  be  the  property  of  the  public;  distinguish  clearly  between 
the  right  to  water  and  the  right  to  use  water;  make  beneficial  use 
the  basic  principle — priority,  purpose,  period,  place,  and  quantity; 
provide  for  determination  and  certification  of  existing  vested  interests, 
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and  sane  supervision,  control,  and  certification  of  appropriations  in  the   Mr. 
future.     Due  to  the  experience  of  the  Railroad  Commission,  the  pro-    °^^" 
visions  for  reviev^^ing  the  acts  of  that  body,  as  well  as  numerous  other 
features  of  the  Public  Utilities  Bill,  will  no  doubt  be  adopted  almost 
verbatim  for  governing  the  work  of  the  Water  Commission. 

The  more  important  of  these  are  as  follows:  A  commission  of 
five  appointed  by  the  Governor,  and  not  elected  or  constituted  ex- 
officioj  five-year  appointments,  with  provision  for  recall  by  two-thirds 
vote  of  the  members  of  each  branch  of  the  Legislature;  provision  for 
investigation  or  hearing  by  any  one  commissioner  and  making  every 
finding  or  decision  of  such  single  commissioner,  when  approved  by  the 
Commission,  binding;  power  to  determine  existing  rights  and  limit 
them  to  reasonable  needs;  power  to  order  improvements  for  prevent- 
ing water  waste;  power  to  subpoena  and  compel  attendance  of  witnesses 
and  take  depositions;  provision  that  all  official  documents  and  orders 
filed,  when  certified  by  a  commissioner  or  the  secretary  under  seal,  shall 
be  evidence  in  like  manner  as  originals,  and  may  be  recorded;  pro- 
vision that  no  cause  of  action  shall  accrue  in  any  Court  unless  applica- 
tion shall  have  been  made  to  the  Commission  for  a  re-hearing,  prior 
to  the  effective  date  of  orders  or  decision;  orders  of  Commission  must 
be  obeyed  pending  re-hearing,  except  as  Commission  may  direct  by 
order;  power  to  modify  orders  after  re-hearing;  and,  finally,  that  only 
the  State  Supreme  Court  may  review  any  finding,  time  of  appeal 
limited  to  thirty  days  after  rendering  of  decision  on  re-hearing,  but 
no  new  or  additional  evidence  may  be  introduced  in  the  Supreme 
Court,  and  the  cause  must  be  heard  on  the  record  of  the  Commission 
as  certified  by  it.  Tlie  review  is  limited  to  determination  of  whether  the 
Commission  has  regularly  pursued  its  authority,  including  a  determina- 
tion of  whether  the  order  or  decision  under  review  violates  any  con- 
stitutional right  of  the  appellant — in  other  words,  the  findings  and  con- 
clusions of  the  Commission  on  questions  of  fact  are  final  and  not  sub- 
ject to  review,  such  questions  of  fact  including  ultimate  facts. 

Further,  in  the  Railroad  Commission  Act,  in  the  absence  of  a 
definite  order  by  the  Supreme  Court,  the  Commission's  order  or  decision 
is  operative,  pending  final  decision;  and,  if  the  Court  stays  or  suspends 
the  operation  of  all  or  any  part  of  the  Commission's  order,  such  stay 
or  suspension  must  contain  a  specific  finding,  based  on  evidence  sub- 
mitted to  the  Court  and  identified  by  reference  thereto,  that  great 
or  irreparable  damage  would  otherwise  result  to  the  petitioner,  and 
specify  the  nature  of  such  damage,  and  require  filing  of  a  suspending 
bond  before  the  Court's  order  becomes  effective. 

Lastly,  it  is  provided  that  all  actions  and  proceedings  under  that 
act  shall  be  heard  and  determined  in  preference  to  all  civil  business, 
except  election  causes,  irrespective  of  position  on  the  calendar. 

The  Railroad  Commission  has,  and  the  Water  Commission  doubt- 
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Mr.  less  will  have,  the  ri^ht  mikI  the  duty  t(j  intervene  in  any  civil  aetion 
wherein  the  intcrt'sis  of  th<»  (^onnnonwcalth  may,  in  its  opinion. 
he  eoneerned.  and  nl-o  initiate  proceeding:s  without  l)cing  petitioned 
so  to  do. 

It  is  provided  that  it"  any  ])ortion  of  the  act  he  held  to  he  uncon- 
stitutional for  any  r(>ason,  the  validity  of  the  i-einaiiilntr  portions  shall 
not  he  affected;  and  it  is  stated  that: 

"'i'he  Legislature  herehy  declares  that  it  would  have  passed  this 
act,  and  each  section,  suhsection,  sentence,  clause,  and  phra.se  thereof, 
irres[)ective  of  the  fact  that  any  one  or  more  sections,  subsections, 
sentences,  clauses,  or  phrases  be  declared  unconstitutional." 

The  i^rovision  for  making  the  Water  Commission's  decisions  or 
orders  binding,  with  appeal  permitted  only  to  the  Supreme  Court  on 
exclusively  legal  features,  is,  in  the  writer's  opinion,  a  very  funda- 
mental and  far-reaching  improvement  over  the  procedure  in  Oregon 
or  Wyoming.  Several  of  the  other  features  mentioned  are  distinct  im- 
Iirovements,  which  though  relatively  minor,  are  nevertheless  important. 

The  autlior's  suggestion  of  equally  stringent  and  positive  National 
water  laws  and  control,  rather  naturally,  though  quite  unnecessarily, 
leads  him  to  take  up  and  discuss  the  water-power  ix)licy  of  the  United 
States,  which  is  practically  synonymous  with  conservation,  as  politic- 
ally understood.  It  seems  to  the  writer  that  a  National  Water  Com- 
mission, related  to  State  Water  Commissions  in  almost  identically 
the  same  way  as  the  Interstate  Commerce  Commission  (in  transporta- 
tion matters)  is  related  to  the  State  Railroad  Commissions,  could  be 
arranged,  and  fill  the  need  exactly.  General  objections  to  "Bureaus 
in  Washington"  certainly  do  not  apply  to  the  Interstate  Commerce 
Commission,  and  would  have  no  weight  with  any  other  National  com- 
mission clothed  with  powers  like  the  California  or  Oregon  Water  Com- 
missions or  many,  and  especially  the  California,  Public  Utility  Com- 
missions. On  the  other  hand,  public  sentiment,  very  effective  control 
and  regulation  of  public  utilities,  and  conservation  of  the  natural  re- 
sources for  the  public  by  State  authorities — especially  in  the  "Pro- 
gressive West" — have  developed  to  such  a  point  that  it  is  beginning  to 
be  safe  for  the  National  authorities  to  begin  to  release  their  powers 
gradually  to  those  of  the  individual  States. 

The  essential  thing  is  "Conservation",  and  whenever  it  can  cer- 
tainly be  obtained  by  State  authorities — and  not  an  instant  before — 
the  National  Government  should  relieve  itself  of  the  responsibility, 
because  more  flexibility  and  better  adaptation  of  control  to  local  con- 
ditions must  result.  The  time  is  not  yet  ripe,  and  never  may  be,  with 
water-power  and  forests,  for  example,  but  it  is  with  some  other  things; 
and  the  civic  awakening  of  the  American  public  in  very  recent  years 
is  one  of  the  most  striking  and  significant  phenomena  of  the  present 
time. 
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The  author's  suggestion  as  to  the  National  Government  developing  Mr. 
power  and  supplying  it  at  cost  is  exceedingly  interesting,  particularly  '^'•^• 
because  it  was  made  at  all.  By  virtue  of  their  relationships,  the  mem- 
bers of  this  Society  are  probably — next  to  bankers  and  a  few  other 
types — the  most  politically  conservative  people  in  the  Commonwealth. 
That  a  member  should,  in  a  paper  before  this  Society,  frankly  and 
nonchalantly  advocate,  not  only  public  but  National  ownership  and 
operation  of  such  a  public  utility  as  electric  power,  seems  to  the  writer 
most  significant  of  the  rapid  changes  in  progress  throughout  American 
society. 

The  writer  feels  strongly  that  such  a  thing  would  be  miwise,  and 
believes,  with  Mr.  Dillman,  that  effective  regulation,  with  a  reasonable 
premium  on  able  management,  is  preferable  to  public  ownership,  and 
would  result  in  lower  cost  to  the  consumer;  but,  while  that  may  be  true 
in  general,  it  is  not  always  the  case,  and  irrigation  and  the  Reclamation 
Service  is  at  least  one  notable  exception.  In  opposing  an  idea  nothing 
is  truly  gained  by  refusing  to  acknowledge  antagonistic  facts  and  argu- 
ments— usually,  the  effect  is  exactly  the  opposite. 

The  writer  believes  the  conditions  affecting  the  wisdom  of  Govern- 
mental construction  and  operation  of  power  and  irrigation  projects  in 
the  West  are  fundamentally  different.  Power  installations  are  almost 
invariably  put  in  by  well-managed  corporations,  and  the  markets  are  in 
large  part  now  supplied  by  private  aggregations  of  capital,  and  the  effect 
on  these  by  the  Government  supplying  additional  energy  at  cost,  would 
be  serious  and  really  unjust.  The  U.  S.  Reclamation  Service,  on  the 
other  hand,  always  deals  with  projects  which  are  entirely  self-contained, 
and  so  do  not  affect  the  value  of  other  privately  or  mutually  controlled 
works,  even  if  in  the  immediate  vicinity.  Furthermore,  due  to  chaotic 
and  most  unwise  laws,  no  well-managed  private  capital  would  deal  with 
the  irrigation  situations  comprehensively  or  wisely.  Private  irriga- 
tion projects  have  with  very  rare  exceptions  fared  so  disastrously 
throughout  almost  the  entire  West  that  it  is  almost  impossible  to  secure 
capital  for  such  work.  Indeed,  that  is  one  of  the  chief  reasons  for 
improved  State  and  National  water-right  laws  discussed  in  this  paper. 

The  Reclamation  Service  has  since  its  beginning  expended  about 
$75  000  000  in  irrigation  construction,  and  is  now  working  at  the  rate 
of  about  $1  000  000  monthly.  During  the  past  season  (1912)  it  was 
ready  to  supply  water  for  about  1  200  000  acres  out  of  3  000  000  acres 
for  which  the  works  are  being  constructed.  The  cost  per  acre  ranges 
from  $22  to,  in  one  instance,  $95,  with  an  average  of  between  $50  and 
$60.  In  few,  if  any,  instances  has  any  portion  of  such  cost  been  paid 
as  yet  by  the  land  owners,  yet  the  selling  price  of  land  under  the 
various  projects — with  the  Government  charges  yet  to  be  paid — has 
invariably  increased,  in  some  instances  by  more  than  $150  per  acre, 
'rhe  works  installed  have  uniformly  been  strictly  first  class,  often  monu- 
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Mr.  lutiital,  ><»iu(liiii('>  possilily  iiiu>cc)iH)nii<"jilly  ho.  In  any  event,  the  eursp 
of  Western  irrigation — flimsy  construet ion— lias  Ixx-n  avoided. 

In  ^liort,  the  Keehunation  Service  has  been  doing  a  grand  work,  and 
if  its  operations  were  a  measure  of  wliat  miglit  be  expeeted  of  Gov- 
ernment ownersliip  as  a  whole,  the  proponents  of  sueh  a  policy  would 
have  a  very  strong,  if  not  convincing,  case.  Its  publicity  department 
has  been  \eiy  efficient,  but,  on  the  other  hand,  it  has  gotten  its  result 
at  a  marvelously  small  outlay,  and,  even  so,  the  people,  for  whom  the 
primary  purpose  is  sui)plying  homes,  are  coming  to  the  various  projects 
all  too  slowly.  This  is  almost  entirely  because  the  "back  to  the  land" 
cry  is  a  thing  in  which  many  join  but  few  practice.  The  majority  of 
the  people,  like  the  writer,  prefer  to  live  in  the  city. 

The  Reclamation  Service  has  made  not  a  few  mistakes — it  would  be 
miraculous  if  it  had  not,  considering  the  magnitude  of  its  operations — 
and  even  many  of  its  supporters  feel  that  a  frank  admission  of  them 
would  have  made  its  position,  among  those  whose  opinions  are  worth 
while,  stronger  than  it  is.  Indeed,  the  writer  has  urged  that  comprehen- 
sive and  detailed  papers,  with  complete  cost  data,  be  presented  to  this 
Society  on  each  of  the  projects,  preferably  all  at  one  time,  to  make  a 
volume  of  Transactions,  or  a  series  of  volumes,  similar  to  those  de- 
scribing the  new  Pennsylvania  Terminal  in  New  York  City.  Oppor- 
tunity to  discuss  matters  would  relieve  the  minds  and  hearts  of  those 
who  feel  that  criticism  is  due,  and,  besides,  the  results  of  engineering 
experience  of  a  Government  department  should  be  published  in  detail 
for  the  benefit  of  the  Profession  generally,  and  not  kept  within  the 
confines  of  that  bureau's  staff.  It  is  earnestly  hoped  that  this  sugges- 
tion will  be  followed. 

Nevertheless,  based  on  a  fairly  complete  knowledge  of  only  the 
Salt  River,  Yuma,  and  Orland  Projects  of  the  Service,  and  the  observa- 
tion and  study  of  data  examined  during  eight  years  with  the  Harriman 
Lines  in  California,  Arizona,  and  Mexico — six  years  as  a  maintenance 
and  operation  official,  with  unusual  opportunities  to  observe — the  writer 
is  convinced  that,  in  these  three  projects  at  least,  the  Reclamation 
Service  gets  more  actual  work  for  a  dollar  than  do  the  Harriman 
Lines.  Such  a  statement,  of  course,  is  a  judgment  reached  in  a  general 
way,  because  the  character  of  the  work  done  by  the  two  organizations 
is  so  fundamentally  different  as  not  to  permit  of  analytical  detailed 
comparison  item  by  item.  Nevertheless,  the  writer  feels  very  positive 
in  this  judgment  and  could  cite  very  many  instances,  some  minor  and 
some  fundamental,  in  support,  though  naturally  many  of  the  data  at 
hand  bearing  on  the  matter  could  not  properly  be  given  out.  Such  a 
result  is  due  to  the  fact  that  National  politics  has  been  eliminated  from 
the  Service,  but  still  affects  the  Harriman  Lines  somewhat;  that  the 
Director  of  the  Service  has  more  authority  and  freedom  in  using  his 
individual   judgment  than   even   Mr.   Lovett   of  the  railroads   has,  let 
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alone  the  local  presidents;  that  the  head  officials,  and  consequently  Mr. 
the  general  ideas  of  management  of  these  railroads,  have  been  changed,  ' 
and  the  Director  of  the  Service  has  not;  that  there  is  much  less  internal 
politics  in  the  Service;  and  the  Service  organization  and  work,  as  yet 
at  least,  has  not  brought  about  the  sharply  drawn  lines  of  cleavage  be- 
tween various  departments  and  the  leveling  routine  of  "common  stan- 
dard" methods,  channels  of  communication,  limitations,  prerogatives, 
etc.,  of  the  railroad. 

The  writer  firmly  believes  that  effective  regulation  of  public  utilities 
is  greatly  to  be  preferred  to  public  ownership  in  general,  and  one 
important  reason  is  the  inefficiency  of  unwieldly  organizations.  The 
Reclamation  Service  is  one  of  the  smallest  departments  of  the  Govern- 
ment, and  its  efficiency  is  less  than  if  it  were  smaller.  A  Government 
power  service  would  be  considerably  larger,  to  develop  any  considerable 
percentage  of  unutilized  water-powers,  and  immensely  larger  than  any 
private  corporation  would  ever  be. 

O.  C.  Merrill,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— There  are  Mr. 
certain  fundamental  questions  in  connection  with  water  rights,  the  de- 
termination of  which  is  necessary  before  a  definite  and  consistent  policy 
can  be  adopted  or  executed.  Some  of  these  questions  have  been  brought  to 
an  apparently  satisfactory  solution  in  one  or  more  of  the  Western  States, 
and  a  more  or  less  standard  practice  has  arisen  concerning  them.  Most 
of  the  so-called  "arid"  and  "semi-arid"  States,  following  the  early 
lead  of  Wyoming,  have  provided  means  for  the  determination  and 
adjudication  of  old  water  rights,  for  acquiring  new  rights,  and  for 
distributing  the  decreed  water  among  the  users.  The  most  notable 
exception  in  this  respect  is  California.  One  need  not  go  far  to  find 
the  explanation.  Except  for  certain  recent  attempts,  of  somewhat 
doubtful  value,  to  alter  the  statutory  law  of  appropriation,  California 
is  still  struggling  along  under  a  statute  and  a  pra,ctice  devised  for  and 
applicable  to  only  pioneer  conditions.  Along  with  this  has  gone  a  line 
of  decisions  by  the  Courts  constantly  tending  to  saddle  more  firmly 
upon  the  State  the  outworn  and  inapplicable  doctrine  of  riparian 
rights. 

It  is  true  that  the  strict  common  law  rule  has  been  modified  to  the 
extent  of  recognizing  the  co-relative  rights  of  riparian  proprietors 
to  the  u-se  of  the  waters  of  a  stream,  even  to  depletion.  The  Courts 
have  also  recognized  rights  acquired  by  direct  appropriation,  if  at 
the  time  of  the  appropriation  the  lands  below  the  point  of  diversion 
and  riparian  to  the  stream  were  in  public  ownership,  a  condition  that 
at  the  present  time  is  so  nearly  non-existent  as  to  be  negligible.  The 
theory  has  been  that  at  one  time  both  lands  and  water  rights  were 
in  public  ownership;  that  the  Government  provided  a  procedure  for 
the   appropriation  of  the  lands,   and   acquiesced   in  the  appropriation 
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Mr.  of  the  water  apart  from  tlio  lands;  and  that,  whenever  riparian  lands 
were  api)ropriated  under  the  i>ublie  land  laws,  the  full  riparian  rit?ht 
to  the  water  innnediately  and  automatically  attached  to  the  land,  sub- 
ject only  to  two  liniitatious :  first,  the  superior  rights  of  prior  apj)ropria- 
tions  of  water;  and,  second,  the  co-relative  rijjrhts  of  all  other  riparian 
proprietors.  Priority  of  rip:ht  to  the  use  of  water  was  made  to  depend 
on  priority  of  time  of  appropriation,  whether  such  appropriation  wa8 
of  water  directly,  or  of  land  carrying  with  it  a  riparian  right. 

The  only  fully  recognized  water  right  by  appropriation  is  one  from 
a  stream  on  which  there  are  no  private  riparian  lands  at  the  time  of  the 
appro])riatiou.  When  once  a  i)iece  of  riparian  land  has  passed  into 
private  ownership,  thereafter  no  right  to  divert  water  above  such 
riparian  land  for  use  on  non-riparian  land  can  be  acquired,  except  upon 
the  acquiescence  or  neglect  of  the  riparian  owner — that  is,  by  right 
of  prescription.  No  right  to  divert  water  below  riparian  land  can  be 
secure  against  the  possibility  of  complete  depletion  of  the  stream  by 
upper  riparian  proprietors.  This  is  the  "California  doctrine  of  ap- 
propriation." Moreover,  even  this  is  complicated  by  the  existence  of 
water  rights  in  connection  with  the  old  Spanish  land  grants — rights  de- 
rived neither  by  statutory  appropriation  nor  under  the  common  law, 
but  in  accordance  with  the  civil  law  of  the  Spanish  colonists. 

The  situation  that  exists  is  not  one  of  mere  academic  interest; 
it  has  very  practical  consequences.  Relying  on  the  rulings  of  the 
Courts,  certain  landed  interests  in  the  San  Joaquin  Valley,  for  ex- 
ample, appear  to  have  made  a  business  of  levying  tribute  on  all  appro- 
priators  of  water  from  streams  tributary  to  the  San  Joaquin  River, 
regardless  of  whether  the  intended  use  had  any  effect  at  all  on  the 
amount  of  water  which  would  reach  the  riparian  lands.  The  writer 
has  been  informed  of  instances  in  which  hundreds  of  thousands  of 
dollars  were  paid  to  secure  freedom  from  attack  in  the  Courts,  although 
the  water  was  merely  taken  out  of  the  stream,  carried  a  short  distance 
in  cement-lined  conduits  and  then  returned  to  the  stream.  If  the 
diversion  had  any  effect  upon  the  flow,  it  increased  it  by  reducing 
evaporation  and  seepage  losses  between  the  points  of  intake  and  dis- 
charge. Even  though  the  purpose  of  the  appropriation  be  one  that 
will  not  use  up  the  water,  as  power  development,  a  mere  appropriator 
has  so  little  standing  before  the  Courts  that  it  is  deemed  wiser  to 
pay  the  tribute  before  litigation  than  to  risk  the  paj^ment  of  a  higher 
tribute  plus  costs  of  suit  after  litigation.  Riparian  owners  could  hardly 
have  been  put  into  a  better  position  had  they  been  granted  letters  of 
marque  against  all  appropriators. 

Bad  as  the  present  situation  is,  the  outlook  for  the  future  is  still 
worse,  unless  the  practice  is  changed.  The  prosperity  of  the  State  de- 
pends on  its  agricultural  development.  This  will  be  accomplished  in 
large   part  by   breaking   up   the   old    Spanish  grants   and  other   large 
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land  holdings — which  have  hitherto  been  devoted  to  stock  grazing  or  jir. 
grain  growing — into  small  farms  under  intensive  cultivation.  The  "  *^"'' '' 
riparian  right  attaches  to  only  such  lands  as  border  on  a  stream 
through  a  single  continuous  ownership.  Riparian  owners  may  prevent 
by  injunction  the  diversion  of  waters  to  non-riparian  lands.  The  break- 
ing up  of  the  large  holdings  means,  therefore,  the  severance  of  large 
areas  of  land  from  any  water  right  at  all,  and  the  concentration  of 
water  rights  through  riparian  ownership  into  those  lands,  constantly 
decreasing  in  area,  which  border  immediately  on  the  streams — a 
menacing  situation  if  left  uncontrolled. 

The  writer  would  like  to  be  able  to  agree  with  Mr.  Lewis  that  the 
case  of  Kansas  vs.  Colorado  settled  the  question  of  riparian  rights  or 
established  a  precedent  that  the  States  will  follow,  but,  in  view  of  the 
decision  of  the  Supreme  Court  of  California  on  Jaiiuar;y'  2d,  1909,  in 
the  case  of  Miller  and  Lux  vs.  Madera  Canal  and  Irrigation  Company 
(99  Pac,  502),  he  is  constrained  to  believe  that,  as  far  as  his  State 
is  concerned,  the  probability  of  relief  from  present  conditions,  or  of 
being  able  to  work  out  a.  rational  solution  of  the  water  right  problem, 
is  becoming  constantly  more  remote.     The  Court  in  this  case  said: 

"The  doctrine  that  a  riparian  owner  is  limited  to  a  reasonable  use 
of  the  water  applies  only  as  between  different  riparian  proprietors. 
As  against  an  appropriator  who  seeks  to  divert  water  to  non-riparian 
land,  the  riparian  owner  is  entitled  to  restrain  any  diversion  which 
will  deprive  him  of  the  customary  flow  of  water  which  is  or  may 
be  beneficial  to  his  land.  He  is  not  limited  by  any  measure  of 
reasonableness." 

It  might  very  well  be  advisable  to  grant  a  certain  amount  of  priority 
in  time  to  the  owners  of  riparian  land,  as  such  land,  from  its  natural 
position,  is  likely  to  be  more  readily  irrigable;  but  it  is  a  violation  of 
the  common  equities  and  of  good  public  policy  to  allow  riparian  land 
owners  to  put  to  uneconomical  use  or  to  waste  completely  for  an 
indefinite  period  one  of  a  State's  greatest  resources,  on  the  plea  that 
sometime,  somehow,  they  may  find  use  for  it.  The  riparian  user  of 
water  should  be  restricted  to  precisely  the  same  degree  and  measure  of 
beneficial  use  as  any  other  user.  He  should  be  given  a  certain  time, 
under  a  statute  of  limitations,  within  which  to  make  beneficial  applica- 
tion of  water  to  his  land.  After  the  expiration  of  that  time,  he  should 
have  only  the  standing  of  an  appropriator  in  acquiring  any  additional 
rights  to  the  use  of  water. 

What  is  true  of  California  is  true  to  a  greater  or  less  degree  of 
a  considerable  group  of  Western  States,  the  so-called  "semi-arid" 
States.,  In  Washington,  the  Dakotas,  Kansas,  Nebraska,  and  probably 
in  Montana  and  Oklahoma,  the  California  doctrine  of  modified  riparian 
rights  has  received  the  sanction  of  the  Courts.  Except  in  those  ap- 
parently   rare    instances    where    appropriations    were    made   when    the 
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Mr.  baiiUs  of  tlip  entire  stream  wore  in  public  ownerHhip,  tlie  only  secure 
*  rijjlit  other  than  a  riparian  right  is  one  obtained  by  prescription — by 
open  and  notorious  adverse  user  against  the;  rights  of  the  riparian 
claimant  and  without  objection  from  him  for  tlic  ])eriod  i)rescribed 
by  the  statute  of  limitations.  In  any  event,  this  is  concluded  to  be 
the  only  form  of  secure  title  that  a  non-riparian  owner  can  acquire 
in  California,  regardless  of  the  fact  that  the  State  statutes  are  silent 
in  respect  to  any  otiier  right  than  that  acquired  by  appropriation. 

Until  this  fundamental  question  concorning  the  acquisition  of 
rights  to  the  use  of  water  is  settled,  either  (,'ompletely  for  or  completely 
against  riparian  ownership,  or  in  such  a  way  as  to  make  in  all  cases, 
ri[)arian  or  othenvise,  beneficial  use  within  a  reasonable  time  the  basis 
of  right  to  the  use  of  M'ater;  unless  the  "dog-in-the-manger"  attitude 
which  the  doctrine  of  riparian  rights,  modified  or  unmodified,  upholds, 
is  definitely  and  completely  repudiated,  no  hope  of  building  up  an  en- 
during policy  with  respect  to  the  public  control  of  water  resources, 
or  of  securing  a  complete  utilization  of  them,  or  of  giving  definite 
title  to  them,  can  prove  anything  but  illusory.  What  possibility  is 
there,  for  example,  of  making  any  final  adjudication  of  water  rights 
on  a  stream  where  some  users  claim  by  appropriation,  others  by  pre- 
scription, and  others  by  virtue  of  the  riparian  situation  of  their  lands? 
The  quantity  of  riparian  lands  is  constantly  changing.  Each  riparian 
owner  has  as  good  a  right  as  every  other.  An  adjudication  of  such 
rights  made  to-day  is  inapplicable  to-morrow  if  any  of  the  conditions 
as  to  the  volume  of  stream  flow  or  amount  of  riparian  land  has  changed. 
No  effective  policy  could  be  established  concerning  the  acquisition  of 
new  rights,  for  such  rights  would  be  automatically  acquired  in  certain 
cases  by  the  acquisition  of  title  to  the  land,  in  other  cases  they  would 
be  obtained  by  prescription  due  solely  to  the  negligence  or  lack  of  in- 
terest of  lower  riparian  owners,  and  in  other  cases  by  purchase  or 
condemnation.  Real  appropriation,  the  securing  from  the  State  of  a 
clear  title  to  the  use  of  a  definite  quantity  of  water,  cannot  exist  in  such 
a  situation.  Similarly,  but  little  force  can  attach  to  any  scheme  for  an 
administrative  control  of  the  distribution  of  water.  No  user,  save  he 
who  has  acquired  a  prescriptive  right,  has  any  claim  to  the  use  of  a 
definite  quantity  of  water,  or  a  quantity  sufficient  for  a  definite  area. 
Everything  depends  on  the  co-relative  rights  of  the  other  riparian 
owners  under  the  conditions  of  the  moment.  In  a  country  dependent 
on  irrigation,  the  doctrine  of  riparian  rights  leads  to  nothing  but 
unending  confusion.  If  the  Courts  of  Oregon  have  allowed  that 
State  to  join  the  roll  of  those  which  have  repudiated  such  a  doctrine, 
then  Oregon  is  to  be  congratulated. 

Even  if  this  first  problem,  the  right  of  use,  should  be  solved  satis- 
factorily, there  will  still  remain  certain  other  fundamental  issues,  some 
of  which  have  been   met  in   several   States,  but   others   of  which,   as 
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far  as  the  writer  can  learn,  have  not  been  met  in  any  State.  Without  Mr. 
attempting  to  name  the  States  which  have  taken  action  or  the  means 
which  have  been  used  in  the  solution  of  certain  of  these  problems, 
the  writer  will  merely  outline  what  seems  to  him  to  be  the  funda- 
mental questions  involved  in  the  administration  of  water  rights  in 
those  States  which  have  not  deprived  themselves  of  the  power  to  name 
the  conditions  on  which  water  rights  may  be  acquired  and  retained. 

Before  a  thorough-going  public  policy  can  be  developed  for  the 
administration  of  public  waters,  it  is  first  necessary  to  determine  what 
is  the  underlying  purpose  to  be  accomplished,  and  then  to  provide  the 
means  for  its  accomplishment.  The  underlying  purpose  should  be  to 
encourage  the  settlement  of  lands,  the  development  of  agriculture,  and 
the  building  of  homes  and  communities^the  promotion  of  the  general 
welfare  of  the  citizens  as  a  whole,  rather  than  the  special  profit  of 
certain  individuals.  To  accomplish  this  purpose,  it  is  necessary  to 
consider  carefully  what  character  of  right  should  be  granted  under 
varying  circumstances,  where  or  in  whom  the  ultimate  ownership  of 
such  right  should  vest,  and  what  limitations,  if  any,  should  be  made, 
and  what  conditions  imposed  upon  the  grant. 

The  purpose  expressed  above,  however  often  lost  sight  of,  has 
actuated  the  disposition  of  the  agricultural  lands  of  the  public  domain. 
These  lands  have  been  given  to  those  who  would  cultivate  them  and 
who  desired  to  make  homes  on  them.  It  has  been  deemed  contrary 
to  a  wise  public  policy  to  allow  the  title  to  large  bodies  of  public 
land  to  pass  to  one  owner.  The  limit  has  been  placed  at  that  amount 
which  an  individual  owner  could  reasonably  be  expected  to  improve 
and  cultivate.  To  have  given  more  would  have  resulted  in  with- 
holding the  excess  land  from  use  or,  if  the  patentee  sold  it,  in  in- 
creasing the  cost  to  the  purchaser  and  user  over  what  the  latter  might 
have  acquired  it  for  first  hand  had  the  excess  area  been  left  open  to 
entry.  In  securing  patent  to  public  land,  the  individual  must  act 
for  himself.  He  cannot  obtain  title  as  a  member  of  an  association 
or  of  a  corporation.  Although  details  differ,  the  same  general  practice 
of  encouraging  individual  enterprises  and  of  preventing  speculation 
and  non-use  has  also  been  applied  to  the  disposition  of  public  mineral 
and  timber  lands.  Recently,  however,  it  has  come  to  be  realized  that, 
although  this  principle  applies  to  the  disposition  of  agricultural  lands 
and  certain  kinds  of  mineral  lands,  there  are  other  kinds  of  mineral 
lands  to  develop  which  with  reasonable  economy  is  far  beyond  the 
reach  of  ordinary  individual  enterprise,  and  that  a  new  public  policy 
and  a  new  method  of  disposition  must  be  provided  for  them. 

In  granting  title  to  the  use  of  public  waters  to  the  extent  of 
beneficial  use,  the  pra.ctice  of  water  appropriations  has  followed,  in 
general  outline,  the  practice  in  respect  to  the  appropriations  of  agri- 
cultural  land;    but   in    making   little    or   no    distinction    between   the 
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Morr'ili  "r>Pi'«»P^'J:>t<)r  tuul  tlic  jictunl  user,  the  pciuM-nl  prncticn  lins  beon  quite 
(litTcront.  To  lU'CDiiipiisli  the  purpose  which  was  cxpres3e<l  ahove, 
tho  title  to  wnter  rights  should  vest  in  the  ultimate  user.  The  character 
of  right  wliich  the  approi)riator  should  be  allowed  to  acquire  should 
depend  on  whether  the  rij2:ht  applied  for  is  to  be  used  by  the  applicant 
himself  for  his  own  purpose,  on  his  own  property,  and  only  indirectly 
for  profit,  or  whether  it  is  to  be  used  by  the  applicant  directly  for 
profit  in  the  delivery  and  sale  of  water  or  in  supplying  the  pul)lic 
witii  some  commodity  or  service  which  will  be  derived  from  or  be 
dependent  on  the  use  of  the  water  appropriated. 

When  water  is  appropriated  by  individuals,  by  mutual  associa- 
tions, or  by  municipal  corporations  for  irrigation  purposes  on  their 
own  lands,  where  any  profit  which  may  be  derived  from  the  undertak- 
ing will  be  indirect  through  the  products  of  the  soil,  or  where  these 
same  classes  of  users  have  appropriated  water  for  their  own  domestic 
purposes,  the  character  of  the  right  granted  to  the  actual  users  should 
be  that  of  ownership  limited  by  two  conditions:  (1)  that  the  water  shall 
be  applied  to  a  beneficial  use  without  unnecessary  waste;  and  (2) 
that  the  water  shall  be  appurtenant  to  the  land  or  the  locality  for 
which  it  is  appropriated. 

The  principle  underlying  the  disposition  of  public  agricultural  lands 
will  apply  also  to  the  use  of  water  for  manufacturing  purposes  or  for 
power,  if  such  use  is  confined  to  localized  industries  and  to  power  de- 
velopments comparable  in  extent  with  the  agricultural  operations  of 
the  homesteader;  but,  to  give  title  of  ownership  to  the  use  of  water 
for  manufacturing  or  for  power  in  operations  of  the  magnitude  which 
customarily  obtain,  would  be  at  variance  with  the  general  principle 
which  has  been  recognized  in  the  disposition  of  the  public  lands. 
Such  uses  should  rather  be  treated  in  accordance  with  the  special 
policy  proposed  for  disposition  of  extensive  areas  of  mineral  lands. 
The  title  which  the  appropriator  may  acquire  for  power  or  manu- 
facturing purposes,  in  any  event  for  such  of  them  as  comprehend 
quasi-public  uses,  should  be  something  less  than  ownership.  Some 
such  lesser  title  should  also  be  granted  the  appropriator  for  irrigation 
or  for  domestic  use  when  the  appropriator  is  not  the  user  but  is 
engaged  in  a  business  which  takes  on  a  quasi-public  character. 

The  primary  object  in  the  administration  of  water  rights  for  irri- 
gation, namely,  to  encourage  the  settlement  of  lands,  the  development 
of  agriculture,  and  the  building  of  homes  and  communities,  will  best 
be  promoted  if  the  water  rights  are  in  all  instances  made  appurtenant 
to  the  land  on  which  the  w^ater  is  used.  Whether  the  appropriation 
is  made  by  a  mutual  association,  by  an  irrigation  district,  or  by  a  per- 
son or  corporation  engaged  in  the  business  of  delivering  water  to  the 
land,  the  water  right  should  be  an  appurtenance  of  the  land  irrigated, 
and  the  actual  owners  of  the  water  right  should  be  the  land  owners 
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themselves.  Appropriators  of  water  for  sale  should  not  be  given  a  Mr. 
water  right  equivalent  to  ownership,  but  only  a  right  of  agency — a  ^^^'  ' 
license  to  act  in  behalf  of  those  who  are  the  real  owners  until  such 
time  as  they  may  desire  to  assume  complete  control. 
,F;'  Similar  considerations  hold  with  respect  to  the  appropriation  of 
water  for  domestic  uses.  Such  water  rights  also  should  be  appur- 
tenant to  the  lands  or  the  localities  served,  such  as  the  homestead  of 
the  individual  appropriator,  the  district  embraced  by  a.  mutual  associa- 
tion or  other  organization,  or  to  the  territory  included  within  the 
boundaries  of  a  municipal  corporation;  and  the  actual  owners  of 
the  right  should  be  the  users  themselves.  It  is  manifest  that,  in  gen- 
eral, the  right  cannot  be  made  appurtenant  to  specific  parcels  of  land 
or  other  property,  and  that  the  ownership  cannot  be  individual,  as 
with  irrigation  water  rights.  Either  the  individuals  must  act  through 
organizations,  such  as  municipal  corporations,  or  must  receive  the 
service  through  the  agency  of  persons  or  corporations  who  will  make 
the  appropriations  and  perform  the  service.  If  the  second  alternative 
is  adopted,  the  appropriators  should  be  allowed  to  acquire  from  the 
State  only  the  necessary  right  of  agency — a  mere  license  to  act  in  be- 
half of  the  users  until  such  times  as  the  users  may  desire  to  act  for 
themselves — while  the  real  ownership  should  remain  in  perpetuity 
in  the  community  served. 

From  the  point  of  view  of  a  public  administrative  policy,  one  of 
the  most  important  uses  of  water  is  for  the  development  of  power. 
In  the  form  of  electric  energy,  this  use  extends  over  wider  areas, 
reaches  a  larger  population,  and  finds  a  more  diversified  application 
than  any  other  use  of  water.  Moreover,  on  account  of  the  magnitude 
of  the  undertaking  and  the  character  of  the  services  performed,  organi- 
zations which  handle  it  are  almost  invariably  corporate,  and  the  busi- 
ness itself,  with  few  and  minor  exceptions,  assumes  a  quasi-public 
and  monopolistic  character.  Clearly,  this  use  of  water  cannot,  in 
general,  be  made  appurtenant  to  any  specific  parcels  of  land  or  to 
any  definite  locality,  because  the  use  may  go  beyond  even  the  boundaries 
of  the  State.  Nevertheless,  the  appropriator,  because  of  the  quasi- 
public  character  of  his  business,  acts  only  as  the  agent  of  the  public 
which  he  serves.  This  agency  should  be  recognized  in  the  grant,  and 
the  appropriator  should  be  given  only  a  license  or  lease,  leaving  the 
real  ownership  in  that  widest  public  which  is  represented  by  the 
State   itself. 

With  a  complete  title,  or  even  one  limited  to  beneficial  use,  the 
appropriator  will  invariably  capitalize  the  right  to  its  full  commercial 
value,  if  no  more,  regardless  of  whether  he  paid  for  the  right  or 
received  it  gratis.  It  is  not  likely  that  any  Court  will  refuse  to  allow 
full  value  for  a  water  right  of  such  character  in  any  proceeding 
respecting  the  valuation  of  the  properties  of  the  appropriator.     If  so 
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Mr.  v;iliic(l,  then  tlio  npproprintor  would  bo  alloworl  to  onrn  an  income 
'  '  ■  tlioroon.  and  tliat  portion  of  the  public  served  woulfl  be  cnllod  on  to  f)}iy 
it  in  the  form  of  rates.  Furthermore,  if  it  should  become  desirable 
for  the  ])ul»lic  to  i)urchase  the  pro]ierties  of  such  nppropriator,  it  would 
be  necessary  to  pay,  in  addition  to  the  value  of  all  other  properties, 
the  full  market  value  of  the  water  right  which  the  public  once  owned 
but  gave  away. 

Every  person  or  corporation  engaged  in  a  business  of  this  character 
should  be  allowed  to  earn  a  fair,  even  liberal,  return  on  the  cai)ital 
actually  and  legitimately  invested,  but  no  such  person  or  corporation 
should  be  allowed  to  acquire  property  gratis  from  the  public  and  after- 
ward charge  rates  and  earn  an  income  on  it.  Such  a  situation  can 
be  avoided  in  part  by  retaining  title  to  water  rights  and  by  giving 
the  appropriator  only  a  license  or  lease.  It  can  be  avoided  wholly  only 
by  reserving  in  addition  the  right  to  cancel  such  license  at  any  time  by 
paying  full  value  for  all  the  physical  property  of  the  licensee.  If 
the  purchase  is  made  before  the  licensee  has  had  a  reasonable  time 
within  which  to  realize  the  expected  profit  from  his  undertaking,  a 
bonus  in  the  form  of  a  certain  percentage  of  the  value  of  the  physical 
property,  varying  inversely  as  the  time  which  the  license  has  run, 
should,  in  the  writers  opinion,  be  also  paid.  It  is  believed  that  the 
investment  of  the  licensee  would  be  fully  protected  if,  in  the  place  of 
intangible  values,  a  bonus  of  three-fourths  of  1%  of  the  appraised 
valuation  of  the  real  property  should  be  paid  for  each  year  less  than 
fifty  years  that  the  license  has  been  in  force.  Such  a  license  would 
be  in  effect  an  indeterminate  franchise — the  form  which  best  protects 
the  interests  both  of  the  public  and  of  the  investor. 

If  water-right  applicants  are  given  licenses  for  fixed  terms  without 
the  reserved  right  of  purchase,  all  such  licenses  or  grants  will,  as 
any  other  unexpired  franchise,  have  a  value  in  proportion  to  the  time 
that  the  license  has  to  run,  unless  the  license  is  granted  on  the  ex- 
press condition  that  no  value  shall  at  any  time  be  assigned  to  or 
claimed  for  it,  or  the  rights  granted  under  it,  in  respect  to  any  valua- 
tion of  the  properties  of  the  licensee  for  the  purpose  either  of  rate 
making  or  of  sale. 

The  appropriators  of  water  for  distribution  and  sale,  whether  for 
irrigation  or  for  domestic  use,  and  the  appropriators  of  water  for 
power  purposes  are  on  a  common  footing.  Each  will  be  engaged  for 
profit  in  a  business  which  is  quasi-public;  each  will  use  in  his  business 
partly  his  own  property  and  partly  the  property  of  the  public;  each, 
in  his  use  of  the  public  property,  should  be  considered  as  the  agent 
of  the  public.  This  relation  between  the  quasi-public  appropriator  and 
the  public  can  be  fully  maintained  only  by: 

(1)   Making  water  rights  for  irrigation  purposes   appurtenant  to 
the  lands  to  be  irrigated; 
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(2)  Making  water   rights   for   domestic   purposes   appurtenant   to     Mr. 
the  lands   or  communities   served;  *^'^"" 

(3)  Retaining  in  general  public  ownership  water  rights  for  power 
purposes ; 

(4)  Granting  licenses  terminable  by  purchase  to  qLuasi-public 
appropriators  of  water,  whether  the  use  be  for  power  pur- 
poses or  for  purposes  of  sale  and  delivery  of  water  to  others 
for  domestic  supply  or  for  irrigation; 

(5)  Granting  such  licenses  only  upon  condition  that  they  shall 
not  be  capitalized  for  any  purpose. 

To  accomplish  the  objects  and  to  carry  out  the  principles  named 
above  has  been  the  chief  purpose  of  the  Federal  Government  in  its 
administration  of  water-power  sites  on  the  public  lands.  The  use  of 
the  public  land  for  water-power  development,  both  within  and  without 
the  National  forests,  is  open  to  all  applicants  who  can  give  any  assur- 
ance of  a  purpose  actually  to  develop  the  sites.  Mere  speculation  in 
power  sites  has  been  discouraged,  and  properly  so.  Only  one  who  has 
been  personally  in  touch  with  the  situation  can  realize  the  extent  of 
pure  speculation  in  water-power  rights.  Such  speculation  is  no  as- 
sistance toward  actual  devolpment;  it  is  rather  a  hindrance.  No  sooner 
is  it  learned  that  a  municipality  or  an  operating  company  is  planning 
to  make  developments,  than  water-right  locators  and  right-of-way 
applicants  immediately  appear,  trying  to  forestall  the  municipality  or 
corporation  and  hold  them  up  for  a  price.  The  Oro  Electric  Corpora- 
tion, of  California,  has  recently  been  working  up  plans  for  additional 
generating  stations  to  be  located  on  streams  within  the  Plumas  National 
Forest.  Within  a  few  days  after  the  facts  became  known,  applica- 
tions for  the  use  of  the  site  were  filed  in  the  District  Office  of  the 
Forest  Service  at  San  Francisco  for  the  sole  purpose  of  securing 
a  prior  right  in  order  to  demand  from  the  corporation  a  price  for 
withdrawing.  The  attempts  were  not  successful.  This,  however, 
illustrates  what  has  come  to  be  an  established  industry  in  some  of  the 
Western  States.  It  is  much  more  successful  with  relation  to  water 
rights  than  to  rights-of-way  across  the  public  lands.  It  is  the  duty 
of  any  administration.  State  or  National,  to  check  such  practices. 
Whatever  price  the  speculator  may  secure  is  so  much  more  to  be  added 
to  the  capital  of  the  operating  company,  and  the  public  pays  interest 
on  it  forever.  Just  why  this  indirect  method  of  getting  money  out  of 
the  public  pocket  finds  so  many  ardent  defenders  it  is  hard  to  say. 
The  ultimate  effect  is  no  different  than  if  it  were  taken  from  the  public 
treasury.  One  method  adds  to  direct,  the  other  to  indirect,  taxes;  but 
in  either  case  the  public  pays  the  bill. 

William  G.  Davies,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — It  is     Mr. 
particularly  pleasing  to  note  the  general  optimism  in  regard  to  public     '   '    * 
rights,  and  especially  Mr.  Johnston's  view  that: 


► 


728         DISCUSSION  ox  state  and  national  watkr  laws 

Mr.  "Ik'caust'   the    Stah'^    liavc   hccn   slow    in    asricrlin^   the   doclriiK;   of 

Diivies.  pyi)ii(j   rights   ill    proporty   which   is  essentially   of   a   jiublic  character, 
wr  need  not  fear  that  tlic  i)ul)lic  has  lost  title  in  any  way." 

We  are  impatient  at  tlie  hij»-^iiijj:  of  water  lejj:islation  so  far  behind 
pliysieal  dcvelo])nienl  and  need.  At  times  it  does  us  good  to  curb  our 
impatience  and  note  conditions  in  other  countries. 

While  France  was  a  Koman  province,  it  iiad  the  Koman  water 
laws.  Under  the  Merovingian  kings,  i)roperty  was  held  under  a  dif- 
ferent tenure,  and  all  rights  of  ownership  in  watercourses  and  waters 
were  vested  in  the  rulers  themselves.  In  feudal  times  the  watercourses 
came  largely  under  the  feudal  lords,  but  control  was  constantly  dis- 
puted by  the  king. 

Upon  the  decline  of  feudalism  and  the  beginning  of  modern  history, 
about  1500,  Roman  law  was  largely  restored.  Modern  history  in  France 
began  then  -with  navigable  and  raftable  streams  as  public  domain, 
and  smaller  streams  entirely  under  the  control  and  virtual  ownership 
of  riparian  owners. 

From  this  position,  of  almost  complete  ownership  and  control  by 
riparian  owners,  the  centuries  have  seen  them  gradually  lose  control. 
They  no  longer  have  much,  if  any,  ownership  of  the  stream-bed,  until 
dry;  they  have  largely  lost  their  rights  to  the  water,  no  longer  having 
the  right  of  ownership,  this  being  now  the  possession  of  the  Nation,  but 
having  only  a  right  to  use  the  water,  which  right  cannot  be  forfeited 
by  non-use. 

In  the  United  States — California  for  example: 

True  riparian  rights  doctrine — the  right  of  a  riparian  owner  to  have 
the  waters  of  a  stream  pass  his  property  "undefiled  in  quality  and  un- 
diminished in  quantity" — has  fallen.  We  now  have  the  modified 
riparian  rights;  and  we  well  know,  from  the  history  of  France,  Italy, 
and  Spain,  and  from  the  strong  present  tendency  to  minimize  indi- 
vidual rights  and  magnify  public  rights,  that  this  modification  will 
be  a  continued  process,  and  we  will  end  with  riparian  rights  being 
nothing  at  all,  or.  at  most,  but  a  shadow  of  their  former  selves.  Even 
now,  in  California,  leading  attorneys  declare  the  best  water  right  to  be 
one  acquired  by  prescription — adverse  use. 

Mr.  A.  E.  Chandler  points  out*  that,  based  on  the  Court  decision  of 
Anaheim  Union  Water  Company  vs.  Fuller  (150  Cal.,  331),  riparian 
rights  attach  to  only  the  least  parcel  of  land  abutting  on  a  stream, 
and  that,  if  an  o^\me^  of  a  tract  of  riparian  land  subdivides  and  sells 
part  of  his  land,  those  portions  not  contiguous  to  the  stream  lose  their 
riparian  rights  unless  the  conveyance  declares  the  contrary,  and  that 
the  land  thus  severed  can  never  again  regain  the  riparian  rights  by  any 
reconveyance. 


*  '■  Elements  of  Western  Water  Law ,  ■''  published  December,  1912. 
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Now  we  have  the  right  of  "reasonable  nse" ;  hut  wlien  we  have  Mr. 
I  water  right  based  on  modified  riparian  rights  and  "reasonable  use", 
;here  is  but  little  difference  in  net  results,  so  far  as  the  irrigator  is 
concerned,  between  this  and  appropriation  and  reasonable  use.  The 
principal  difference  is  that,  under  the  Oregon  administrative  system, 
;he  water  right  is  readily  determinable,  ownership  being  practically  as 
;asy  to  determine  as  land  ownership,  whereas,  under  the  riparian  rights 
ystem,  the  holder  is  never  free  from  the  worry  and  exx3ense  of  a  lawsuit 
ibout  his  title  to  water.  Some  authorities  have  pointed  out  that 
)assing  a  law  annulling  riparian  rights  existing  before  the  passage  of 
;he  act  is  unconstitutional.  Nevertheless,  the  passage  of  an  act  an- 
lulling  riparian  rights  not  asserted  at  the  time  of  passage  of  the  act 
vould  be  of  use,  as  it  would  influence  Courts  in  the  constant  minimiz- 
ng  of  riparian  rights. 

This  process  took  centuries  in  France,  and  it  is  not  yet  complete. 
\.re  we  doomed  to  spend  an  equal  time?  No;  for,  besides  the  fact 
hat  the  world  moves  faster  now,  we  have  rapid  hydro-electric  develop- 
nent  as  a  stimulant  for  rapid  legal  development. 

When  a  water  right  is  for  an  individual  irrigator  or  for  water- 
)0wer  for  a  single  grist  mill,  it  is  of  much  less  general  public  im- 
)ortance  than  when  it  is  for  development  of  power  for  a  public  utility 
(lectric  power  company  with  a  network  of  lines  covering  some  great 
listrict.  The  economic  interest  of  the  public  in  a  river  is  vastly  in- 
ireased  by  hydro-electric  plants  of  large  public  utility  companies. 
Phis  being  so,  it  will  inevitably  and  necessarily  follow  that  public 
ights  on  that  river  will  increase  and  individual  rights  adverse  to 
he  general  public  good  will  decrease;  and  this  is  as  it  should  be.  On 
(very  hand  we  see  the  disposition  to  enlarge  or  define  more  clearly  and 
lefend  public  and  community  rights  and  minimize  individual  rights. 

Mr.  Justice  Cooley,  in  defining  a  public  use,  as  the  term  is  applied 
n  the  law  of  eminent  domain,  said:, 

"The  reason  of  the  ease  and  the  settled  practice  of  every  government 
Qust  be  our  guide  in  determining  what  is  or  is  not  to  be  regarded  as  a 
)ublic  use,  and  it  can  only  be  considered  such  where  the  government 
s  supplying  its  own  needs  or  is  furnishing  facilities  for  its  citizens 
n  regard  to  those  matters  of  public  necessity,  convenience  or  welfare 
^hich,  on  account  of  their  peculiar  character  and  the  difiiculty  of  mak- 
ng  provision  for  them  otherwise,  are  proper,  useful  and  needful  for 
he  government  to  regulate." 

From  this  definition  a  public  use  depends  on  times  and  conditions. 
!L  private  property  to-day  may  become  a  public  necessity  to-morrow. 
^  stream  of  interest  to  but  a  small  group  of  irrigators  to-day  may 
peedily  become  of  very  great  interest  to  a  whole  valley  using  electric 
HDwer. 

In  California  the  electric  power  development  has  been  rapid,  the 
nerging  of  power  companies  rapid,  and,  in  consequence,  a  conservation 
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Mr.     coiMinission   was  appointed  to  report   to  tlie   1913  Lo(?iHlature.     It  ha« 

'  done  11  very  jjreat  deal  of  work  in  ])reparin^  reports,     l^ecause  of  the 

arousing"  and  focusinpr  of  attention,  tlie  eliance  of  petting  some  good 

water  laws  enacted   is   niiicli   better   tluui    for   many   years   past,   when 

irriiTJition  interests  alone  were  at  stake. 

This  same  general  condition,  however,  prevails  thronghout  the 
Nation.  The  Eastern  States  were  not  at  all  interested  in  irrigation, 
and.  before  hydro-electric  power  development  began,  they  could  get 
along  very  well  with  their  old  laws  based  r)n  riparian  rights  doctrine. 
The  arid  States  felt  the  pinch  of  need,  and  so  kept  constantly  changing 
their  water  laws.  The  two  portions  of  the  Nation — the  humid  and  the 
arid — were  getting  more  and  more  dissimilar  in  their  water  laws; 
but,  now  that  hydro-electric  development  is  growing  so  rapidly,  there 
once  more  appears  a  reason  and  a  basis  for  fairly  similar  water  laws. 
This  is  no  doubt  the  thing  that  must  be  seized  on  when  we  urge  that 
there  should  be  essential  uniformity  of  water  laws  among  the  States 
and  abrogation  of  riparian  rights. 

There  is  an  instance  of  such  rapid  economic  change  and  conse- 
quent rapid  legal  growth  in  Switzerland.  In  that  country  each  of 
the  twenty-five  cantons  had  always  exercised  the  fullest  authority  over 
unnavigable  streams  within  its  borders.  .  This  worked  very  well  until 
the  development  of  water  power  on  a  large  scale  began.  Then  the  neces- 
sity for  change  of  laws  became  apparent  to  many.  In  1891  the  Swiss 
Society  "Frie  Land"  issued  a  petition  demanding  the  insertion  of 
the  following  clause  in  the  Federal  Constitution : 

'"'All  the  water  powers  of  Switzerland  not  yet  utilized  are  the 
property  of  the  Confederation.  A  federal  law  shall  regulate  all  that 
concerns  the  application  of  this  resource  and  the  distribution  of  the 
net  benefit  produced  by  it." 

Li  1895,  after  a  thorough  investigation,  the  Federal  Assembly  re- 
jected the  proposition  and  approved  the  following  resolutions,  which 
sound  amusingly  familiar  in  America : 

"1.  The  great  majority  of  Cantons  which  possess  and  exercise  the 
right  of  sovereignty  over  their  watercourses  and  which  often  derive 
direct  income  therefrom  are  not  disposed  to  renounce  that  right  of 
sovereignty. 

"2.  In  general,  the  public  interest  in  the  matter  is  safeguarded 
by  the  Cantons  according  to  the  importance  of  each  case. 

"3.  The  transfer  to  the  Confederation  of  the  right  of  sovereignty 
and  of  administration  over  watercourses  would  not  afford  any  ad- 
vantage to  the  country  and  would  not  present  any  source  of  new 
revenue,  either  to  the  Confederation  or  to  the  Cantons. 

"4.  The  possibility  of  availing  itself  of  the  water  powers  in 
the  future  could  very  easily  be  reserved  to  the  nation  by  careful 
legislation. 

"'5.  In  general,  the  Cantonal  authorities  are  better  able  than  the 
Federal  Government  to  see  to  the  development  and  utilization  of  water 
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powers,  both  from  an  economic  point  of  view  and  from  that  of  public     Mr. 
and  industrial  interests.  Davies. 

"6.  The  importance,  sometimes  limited,  of  the  object  in  question 
and  the  securing-  of  a  rational  use  of  the  various  falls,  which  is  often 
difficult,  require  the  co-operation  of  the  Cantonal  authorities  specially 
qualified  to  protect  the  development  of  the  local  trades  and  industries 
of  the  Cantons." 

In  the  years  following  1895,  hydro-electric  development  went  on 
apace  and  public  opinion  kept  an  equal  stride,  so  that  in  October, 
1908,  by  a  popular  vote  of  almost  6  to  1,  the  people  completely  re- 
versed the  former  decision  and  adopted  the  following  amendment : 

"The  Federal  Congress  shall  have  supervision  over  the  develop- 
ment of  water  power. 

"The  Federal  Congress  shall  make  provision  for  the  disposition  of 
water-right  concessions,  shall  prescribe  the  terms  thereof,  and  shall 
regulate  the  transmission  and  distribution  of  electrical  energy  so  far 
as  may  be  necessary  to  protect  public  interests  and  to  provide  for 
the  proper  development  of  such  resources. 

"All  water  rights  to  which  the  terms  of  the  federal  law  do  not 
extend  shall  be  under  the  jurisdiction  of  the  Cantons,  which  shall 
dispose  of  the  concessions,  regulate  the  same,  and  impose  taxes  and 
fees  for  their  use,  but  such  regulation  taxes  and  fees  shall  not  be  so 
severe  as  to  prevent  or  inhibit  the  development  of  water  powers. 

"The  National  Government  shall  regulate  and  dispose  of  conces- 
sions for  powers  located  on  inter-cantonal  and  national  boundary 
streams,  and  shall  determine  the  taxes  and  fees  to  be  imposed  thereon, 
after  hearings  have  been  granted  to  the  Cantons  interested,  but  such 
taxes  and  fees  shall  be  collected  by  the  Cantons.  <* 

"No  power  development  in  a  stream  located  within  the  Union 
shall  be  transmitted  to  a  foreign  country  without  the  consent  of  the 
Federal  Council. 

"The  Provisions  of  the  Federal  law  shall  apply  to  water  rights 
concessions  already  existing,  except  in  cases  specifically  exempted 
therefrom  by  law." 

Now,  to  come  down  to  the  present  and  to  America :  Public  opinion 
in  America  is  by  no  means  ready  for  any  such  Federal  law  as  that  just 
quoted  from  Switzerland.  The  growth  and  change  of  public  opinion 
here  will  not  take  the  centuries  it  took  in  France  for  the  modification 
of  riparian  rights,  nor  yet  will  it  be  so  rapid  as  to  take  only  thirteen 
years,  as  in  Switzerland,  for  the  great  legal  change  noted.  A  few 
days  ago  Secretary  of  the  Interior  Fisher,  in  his  Annual  Report  to 
President  Taft,  urged  a  "definite  and  comprehensive  water-power  policy 
for  streams  on  the  public  domain  and  navigable  streams  not  on  the 
public  domain."  While  good,  it  is  not  comprehensive  enough,  no  doubt 
intentionally  so,  as  it  does  not  provide  for  water  rights  for  other 
things  than  water  power,  nor  specifically  for  water  rights  on  interstate 
streams.         ' 
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Mr.  Tho  qupstifni  is:    Wlint  is  the  limit  of  Federal  or  State  legishition 

now   i)nK'tic'al)le   or   now   probably  i)osi)iblc? 
Fourteen  years  ago,*  it  was  stated  that: 

'^An  adequate  remedy  [for  difficulties  on  interstate  streams]  through 
national  Icprislation,  it  is  to  bo  feared,  is  out  of  the  question  *  *  * 
Any  general  legislation  by  the  National  Congress  relative  to  water 
rights  would  mean  an  upheaval  too  great  and  too  far-reaching  to  be 
practical.  It  would  mean  that  a  number  of  the  States  would  liave  to 
make  changes,  not  only  in  their  laws,  but  in  their  constitutions,  and 
would  overturn  the  long  line  of  established  practice  and  decisions  of 
the  courts  in  dealing  with  this  question. 

"The  waters  of  natural  streams  within  the  boundaries  of  the  several 
States  in  the  irrigated  regions  being,  by  virtue  of  constitutional  pro- 
vision, by  the  abandonment  of  control  by  the  General  Government,  or 
by  usage  or  the  decisions  of  courts,  the  sole  property  and  under  exclu- 
sive control  of  these  States,  it  is  clear  that  reform  of  evils  which 
exist  by  reason  of  defective  legislation  in  these  States,  or  by  reason 
of  lack  of  all  legislation,  can  only  be  effected  by  proper  legislation  on 
the  part  of  the  legislative  branch  of  the  governments  of  these  States. 
It  is  clear,  too,  that  refonn  can  not  be  effected  unless  the  several 
States,  in  forming  new  legislation  or  correcting  that  which  already 
exists,  take  into  consideration  the  rights  of  the  citizens  of  neighbor- 
ing States  as  well  as  the  rights  of  their  own  people." 

A  convention  to  consider  uniform  laws  was  urged.  Several  conven- 
tions under  various  auspices  have  been  held.  The  U.  S.  Reclamation 
Service  has  worked  out  an  outline  form  of  law  for  adoption  in  the 
arid  States.  There  has  been  a  great  growth  in  uniformity,  and  but 
little,  if  any,  growth  in  diversity  of  water  laws. 

In  the  fourteen  years  since  the  foregoing  opinion  was  written, 
there  have  been  three  great  events :  First,  rapid  development  of  hydro- 
electric plants,  intensifying  the  need  of  better  water  laws  and  national- 
izing the  problem.  Second,  a  great  increase  in  the  interest  taken  by 
the  Federal  Government  in  the  use  of  water  in  both  irrigation  and 
power  development,  and  a  relative  growth  in  the  legal  powers  and 
claims  of  the  Federal  Government  as  compared  with  that  of  State 
Governments.  So  great  has  been  this  change  of  thought  that  in  the 
opinion  of  Mr.  Morris  Bien,  of  the  U.  S.  Reclamation  Service,  'T^t  is 
difficult  to  find  any  possible  grounds  for  the  theory  of  State  control, 
as  to  iion-navigable  streams  within  the  State,  which  are  not  tributary 
to  a  navigable  stream.''  Third,  a  great  growth  in  public  opinion  to 
the  effect  that  a  much  greater  number  of  our  difficulties  of  all  kinds 
should  be  settled  by  administrative  processes  than  by  appeal  to  Courts. 

The  writer  proposes  the  following  as  a  compromise  measure,  but 
one  which  accomplishes  the  object  of  limiting  water  rights  on  inter- 

*  Bulletin  ^^o.  70,  Bureau  of  Irrigation  Investigation,  U.  S.  Department  of  Agriculture, 
entitled,  ■  Water-Rights  Problems  of  Bear  River  "  (an  interstate  stream),  published  und?r 
the  direction  of  Elwood  Mead,  M.  Am.  Soc.  C.  E. 
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State  streams  in  accordance  with  beneficial  use,  and  making  the  water     Mr. 
right  appurtenant  to  land  rather  than  personal  property.  avies. 

Pass  a  Federal  law  with  provision  as  follows: 

Provide  for  a  permanent  bureau  for  interstate  streams  and  lakes; 
that  this  bureau  shall  have  no  jurisdiction  except  on  interstate  waters 
(and  possibly  on  navigable  rivers  and  on  non-navigable  streams  on 
the  public  domain) ;  that  this  bureau  shall  make  surveys  for  each 
interstate  stream,  determining  areas  of  land  irrigated,  area  irrigable, 
size  of  ditches,  points  of  diversion,  volume  of  water  used,  discharge  of 
stream,  storage  sites,  power  sites,  dates  of  appropriation  and  use,  etc.; 
that  this  bureau  shall  prepare  a  table  describing  land  irrigated,  giving 
date  of  priority,  maximum  amount  of  water  allowed  for  irrigation  of 
each  tract,  nature  of  use,  allowable  dates  of  use  per  annum,  as  does  the 
State  Engineer  of  Oregon  on  an  intra-state  stream,  but  ignoring  State 
lines;  that  the  division  of  water  is  to  be  based  on  beneficial  use  and 
the  greatest  good  to  the  greatest  number;  that  no  lawsuit  involving 
interstate  right  to  use  water  on  a  stream  may  be  begun  in  a  Court  until 
the  bureau  has  made  its  survey  and  table  of  priorities,  and  then  only 
on  questions  of  law,  not  of  fact. 

There  is  undoubtedly  much  greater  hope  of  passing  such  a  law  as 
this  than  one  under  which  the  Federal  Government  would  take  con- 
trol of  all  streams. 

Mr.  Chandler  states*  that  decisions  on  interstate  waters  to  date 
have  been  mostly  on  small  streams.  In  Bean  vs.  Morris,  the  U.  S. 
Supreme  Court,  May  29th,  1911  (221  U.  S.,  485),  said,  concerning  the 
waters  of  Sage  Creek,  an  interstate  stream: 

"We  believe  that  it  always  was  assumed,  in  absence  of  legislation 
to  the  contrary,  that  the  states  were  willing  to  ignore  boundaries,  and 
allowed  the  same  rights  to  be  acquired  from  outside  the  states  that 
could  be  acquired  from  within.  *  *  *  The  doctrine  of  appropria- 
tion has  prevailed  in  these  regions  [Montana  and  Wyoming]  probably 
from  the  first  moment  that  they  knew  of  any  law  and  has  continued 
since  they  became  territory  of  the  United  States.  *  *  -^  Before 
the  State  lines  were  drawn,  of  course,  the  principle  prevailed  between 
the  lands  that  were  destined  to  be  thus  artificially  divided.  *  *  * 
The  only  reasonable  presumption  is  that  the  states,  upon  their  incor- 
poration, continued  the  system  that  had  prevailed  theretofore,  and  made 
no  changes  other  than  those  necessarily  implied  or  expressed." 

In  a  case  between  riparian  owners  in  California  and  appropriators 
in  Nevada  on  West  Carson  River,  the  Court  did  not  attempt  to 
ascertain  individual  priorities,  but  attempted  an  equitable  adjustment 
between  those  in  one  State  as  a  whole  and  those  in  the  other  State 
as  a  whole. 

*  •'Elemenis  of  Western  Water  Law." 


Frefinaii. 
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Mr.  'J'licse  decisions  bcin^-  so  fair,  tlie  question  arises,  "Why  substitute 

an  administnuivc  body  for  a  Court  in  dealing  with  interstate  stream f<  ^'' 
And  \\\o  answer  must  be:  "For  the  sake  of  efficiency.'' 

Mr.  \V.    n.    Fhekman,   Assoc.    M.   Am.   Soc.   C.   E.    (by    letter). — This 

vnluable  paper  and  tlie  discussions  thereon  liave  been  particularly  in- 
teresting to  tlie  writer,  because,  for  a  number  of  years,  he  has  been 
working  in  Wyoming,  Colorado,  and  Xew  Mexico,  and  has  been 
intimately  connected  with  matters  pertaining  to  water  rights  and  the 
distribution  of  the  flow  of  the  rivers  of  those  States.  At  present  there 
is  no  question  of  more  vital  public  importance  in  the  United  States 
than  the  equitable  distribution  of  the  waters  of  interstate  streams, 
involving  a  definition  of  the  relation  of  the  States  to  eaeh  other 
and  to  the  Federal  Government. 

The  Oregon  law,  as  outlined  by  Air.  Lewis,  is  an  excellent  one. 
The  fact  that  it  is  working  well  is  rather  strong  evidence  of  its 
merit;  and  it  is  gratifying  to  know  that  there  is  a  successful  code  of 
water  laws  in  actual  use,  for  there  have  been  many  defects  in  all 
l^revious  ones,  including  that  of  Wyoming  (which,  heretofore,  has  been 
regarded  as  the  model),  and,  in  many  States,  the  laws — or  lack  of 
laws — in  existence  have  been  utterly  ineffective  and  confusing.  The 
writer  believes  it  to  be  desirable  that  all  States — at  least  the  irriga- 
tion States — should  proceed  immediately  to  adopt  new  laws,  fairly 
uniform  in  character,  with  the  Oregon  law  as  a  standard;  then,  as 
Mr.  Lewis  clearly  demonstrates,  the  matter  will  be  practically  taken 
out  of  the  Courts,  where  only  litigation  and  confusion  has  been  the 
rule,  and  put  in  the  hands  of  a  Board  of  Control  capable  of  determin- 
ing, classifying,  and  indexing  every  right  in  existence.  In  that  way 
it  will  be  possible  to  know  the  quantity  of  water  available  in  each 
stream  system,  for  future  appropriations,  and  the  conditions  under 
which  such  water  is  available,  w^ithout  detriment  to  prior  beneficial 
uses.  That  depends,  also,  of  course,  on  the  variation  of  stream  flow 
from  one  season  to  the  next;  but,  with  discharge  da.ta  available,  an 
expert  board  is  surely  able  to  make  a  better  division  of  waters  than  the 
Courts. 

Oregon  Laws. — In  the  discussion,  several  suggestions  have  been 
made  for  the  improvement  of  the  Oregon  law.  One,  which  is  very 
good,  is  that  the  unit  of  measurement  be  defined  more  clearly.  For 
instance,  instead  of  stating  that  the  maximum  use  is  1  sec-ft.  for 
SO  acres,  it  would  be  much  more  definite  to  state  that  not  more  than 
2^-  or  3  acre-ft.  per  season  can  be  used  for  each  acre  irrigated,  and 
it  would  also  be  well  to  define  the  maximum  fiow  allowed  in  the  ditches 
under  each  right.  In  that  way  much  trouble  would  be  avoided  in  the 
division  of  water  between  storage  and  direct  users,  and  there  would 
be  no  question  as  to  the  extent  of  each  right,  regardless  of  the  length 
of  the  irrigation  season. 
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Another  writer  suggests  that  the  rights  and  duties  of  the  State  Mr. 
Engineer  be  defined  more  specifically  in  certain  matters,  such  as  his  ^'■®^™*°- 
luthority  to  grant  additional  rights  on  a  stream  until  its  flow  and  the 
characteristics  thereof  are  well  known  from  a  record  extending  over  a 
lumber  of  years.  It  is  quite  necessary  that  general  rules  be  laid  down 
>'or  his  guidance,  but  it  would  seem  to  be  impracticable  to  make  laws 
■elating  to  minute  details  in  matters  of  this  kind  (nearly  as  much  so 
IS  to  attempt  the  regulation  of  precipitation  and  run-off  by  statute), 
nid  a  great  deal  must  necessarily  be  left  to  the  discretion  of  the  State 
Engineer  and  the  Board  of  Control.  They,  however,  should  be  given 
special  a.uthority  for  non-approval  of  filings  and  applications  pertain- 
ng  to  wildcat  projects,  or  schemes  of  which  the  merit  is  doubtful. 

On  the  whole,  it  seems  that  the  Oregon  law  needs  very  little  im- 
3rovement,  and,  with  slight  modifications,  there  is  no  reason  that  it 
should  not  be  as  applicable  in  the  humid  as  in  the  arid  or  irrigation 
States.  In  fact,  many  of  the  Eastern  States  have  already  discovered 
;he  benefits  to  be  derived  from  irrigation,  and,  if  one  is  to  believe  the 
•eports  of  the  Department  of  Agriculture,  the  practice  may  be  extended 
;o  every  part  of  the  Union,  The  present  uses  of  water  in  the  Eastern 
States,  where  it  is  returned  to  the  stream  largely  diminished  in  quan- 
;ity,  do  not  really  differ  materially  from  use  for  irrigation,  and,  of 
course,  power  use  in  both  localities  is  identical.  The  difiiculties  in  re- 
gard to  the  adoption  of  uniform  laws  seem  to  exist  largely  in  the  minds 
)f  those  who  have  been  educated  to  riparian  doctrines  and  can  conceive 
)f  use  on  no  other  basis. 

Interstate  Streams. — It  is  very  evident  that  there  is  need  for  imme- 
liate  and  comprehensive  legislation  regarding  the  division  of  interstate 
?yaters.  The  present  system,  whereby  the  Courts,  at  intervals  of  a 
lumber  of  years,  render  decisions  in  specific  cases,  some  of  which 
ire  contradictory  in  character  and  not  one  of  which  has  yet  clearly 
jutlined  the  relation  of  the  States,  is  utterly  without  efficiency,  and 
:he  result  is  that  matters  are  constantly  becoming  more  complicated 
IS  the  appropriations  continue  to  increase.  Congress,  which  had  the 
Dower  to  create  an  Interstate  Commerce  Commission,  has  certainly 
5ome  power  to  legislate  without  fear  of  being  overruled  by  the  Courts 
in  a  matter  which  the  Courts  themselves  have  apparently  been  unable 
to  decide  in  a  satisfactory  manner. 

The  case  of  Kansas  vs.  Colorado  is  the  one  most  usually  referred 
to  in  discussions  on  this  subject,  and  the  decision  itself  and  the  parts 
thereof  have  been  given  a  thousand  and  one  interpretations,  many  of 
them  diametrically  opposite,  by  the  adherents  of  various  sides  of  the 
question.  The  people  in  Colorado,  for  instance,  are  generally  of  the 
opinion — by  virtue  of  the  fact  that  the  State  Constitution  makes  the 
State  the  owner  of  all  waters  within  its  boundaries — that  it  is  the  privi- 
lege of  the  citizens  of  the  State  to  divert  every  drop  of  water,  if  they 
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Mr  wish,  from  striiMiiis  Mowing  into  nciglihoring  States,  ref^ardless  of  prior 
appropriations  in  tliose  States;  and  tlicy  (!onstaiitly  refer  to  the  result 
of  this  suit  and  a  decision  which  they  believe  virtually  sustains  their 
contention.  It  is  rather  hard  for  one  who  is  inii)artial,  and  has  been 
trained  in  the  doctrine  of  i)riority  and  beneficial  um;,  to  conceive  that 
any  Court  of  J  ustice  should  support  such  a  theory,  and  there  is  serious 
doubt  whether  such  was  the  intent  of  the  Supreme  Court.  However, 
it  is  larg:ely  on  that  idea  that  the  Colorado  interests  expect  to  win  the 
case  of  Wyoming  vs.  Colorado,  now  before  the  U.  S.  Supreme  Court. 

Mr.  Lewis  demonstrates  that  the  Kansas-Colorado  decision  practi- 
cally asserted  that  the  "doctrine  of  riparian  rights,  *  *  *  is  not  the 
law,  and,  therefore,  never  has  been  the  law"  even  of  interstate  waters. 
Mr.  Knowles,  in  his  discussion,  shows  just  as  clearly  that  the  "principle 
of  equal  rights,  which  is  the  basis  of  riparian  rights,"  was  followed. 
The  writer,  however,  believes  that  the  learned  judges,  although  follow- 
ing the  language  of  riparian  rights — because,  from  education  and  prece- 
dent, they  knew  no  other — actually  had  in  mind  the  doctrine  of  prior 
appropriation  and  beneficial  use.  In  fact,  it  is  difficult  to  imagine, 
from  the  conditions  surrounding  the  case  and  the  evidence  introduced, 
how  riparian  issues  could  be  considered;  therefore,  the  arguments  ad- 
vanced by  Mr.  Lewis  are  perhaps  well  grounded.  The  whole  matter, 
however,  shows  very  plainly  how  unsatisfactory  and  confusing  is  the 
present  method  of  administration  by  injunction  and  Court  decisions, 
and  that  effective  remedies  are  necessary. 

The  Government  and  the  States. — Another  issue  to  be  decided  is 
the  relation  of  the  various  Federal  bureaus  to  the  States,  in  the  admin- 
istration and  use  of  streams,  intra-state  and  interstate.  Several  who 
have  discussed  this  paper  have  taken  advantage  of  the  occasion  to 
attack  the  Reclamation  Service  and  its  work,  and  Federal  policies  in 
general,  relating  to  irrigation  and  the  conservation  of  natural  resources. 
This  is  hardly  pertinent  to  the  question;  neither  is  it  the  writer's  in- 
tention to  defend  the  bureaus  thus  attacked.  The  Reclamation  Service, 
regardless  of  its  unpopularity  in  some  quarters,  has  done  a  great  work 
and  has  given  a  tremendous  impetus  to  irrigation  development,  and 
the  Conservation  movement,  which  seems  to  be  a  good  one,  has  been 
handicapped  by  insufficient  Congressional  legislation  and  because  the 
powers  and  duties  of  the  officials  in  charge  have  not  been  defined. 

The  present  methods  of  administration  of  the  Reclamation  Service 
and  other  bureaus,  and  the  grievances  resulting,  are  traceable  directly 
to  the  chaotic  state  of  affairs  resulting  from  a  system  based  on  govern- 
ment by  injunction  and  the  determination  and  adjudication  of  water 
rights  by  the  Courts.  In  the  absence  of  definite  limitations  of  their 
powers,  it  was  necessary  for  these  bureaus  to  define  their  own,  and  it  is 
safe  to  sav  that  many  which  they  have  assumed  are  not  constitutionaJ 
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It  is  pointed  out  by  one  writer  that  the  Federal  Government  recog-  Mr. 
nizes  the  sovereignty  of  the  States  in  matters  pertaining  to  the  use  of  ™ 
water  for  irrigation  purposes  because  the  Reclamation  Service  files 
its  applications  for  water  rights  in  the  offices  of  the  State  Engineers 
and  in  accordance  with  the  regulations  of  the  State  where  the  project 
is  located.  This  is  hardly  consistent  with  the  fact  that  this  Service  has 
made  filings  in  a  number  of  instances  for  all  the  unappropriated  waters 
of  a  stream,  a  right  which  an  ordinary  appropriator  might  find  it  diffi- 
cult to  sustain.  Nor  does  it  seem  entirely  fair,  as  has  been  done  in  the 
case  of  the  Rio  Grande,  a  stream  rising  in  Southern  Colorado  and  flow- 
ing into  New  Mexico  and  Texas,  that  the  Reclamation  Service,  not  only 
assumed  the  right,  some  ten  years  ago,  to  file  on  all  the  unappropriated 
waters  of  the  stream  and  its  tributaries  north  of  Elephant  Butte  for  the 
irrigation  of  land  in  Southern  New  Mexico,  Texas,  and  old  Mexico, 
but  has  been  able  to  maintain  it  by  rulings  of  the  Secretary  of  the  In- 
terior, and  thereby  prevent  further  development  in  Southern  Colorado 
and  Northern  New  Mexico;  whereas  it  is  questionable  whether  the 
Reclamation  project  will  be  completed,  for  any  considerable  percentage 
of  the  ultimate  acreage,  within  fifteen  years  of  the  time  that  the  filings 
were  first  made.  That  proposition  and  the  policy  involved  certainly 
seem  to  be  at  least  as  unfair  and  as  much  open  to  criticism  as  the  one 
advanced  by  Colorado  of  the  right  of  its  citizens  to  use  every  drop  of 
water  within  the  State.  It  seems  easily  possible  to  improve  on  both 
of  these  rather  arbitrary  viewpoints  or  methods  of  procedure,  to  the 
end  that  justice  be  done  to  every  one. 

Administrative  Control. — The  foregoing  illustration  is  given  with- 
out prejudice,  either  to  the  rights  of  a  State  or  a  Federal  bureau,  but 
as  an  example  of  the  results  of  the  present  system.  Such  a  condition 
could  hardly  have  existed  if  there  had  been  a  State  and  National  system 
of  administrative  control,  as  suggested  by  Mr.  Lewis,  with  the  authori- 
ty of  the  Commission  of  Control  clearly  defined;  and,  in  the  light  of 
all  the  experience  obtained,  there  seems  to  be  no  reason  that  such  a 
Commission  should  not  be  able  to  operate  expeditiously  and  success- 
fully. It  certainly  should  be  more  efficient  in  securing  results  than  the 
workings  of  the  present  system  would  ever  lead  one  to  hope  for. 

The  personnel  would  probably  consist  largely  of  technical  experts 
in  matters  of  this  kind,  and  provision  would  no  doubt  be  made  that 
States  involved  in  a  particular  controversy  be  given  ample  representa- 
tion by  their  own  authorities  to  act  in  conjunction  with  this  Com- 
mission in  the  settlement  thereof.  When  the  number  of  interstate 
streams  in  the  United  States  is  considered,  or  even  those  in  the  irriga- 
tion States,  and  the  number  of  appropriations  on  each  stream  along 
its  course,  it  would  seem  that  there  will  be  sufficient  work  to  occupy 
the  attention  of  such  a  Commission  for  a  long  time. 
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Mr.  The  writer  sees  no  more  o(iiiitable  principle  to  follow,  in  the  udjudi- 

cat  ion  ()1  ;i  stream  from  source  to  mouth,  than  the  doctrine  of  priority 
and  henelicial  use,  regardless  of  State  lines,  there  beinfr  a  clear  defini- 
tion of  domestic  and  other  preferred  uses,  and  the  fact  also  bein^ 
remembered  that  tliere  will  be  a  certain  return  flow  to  the  stream  from 
the  upper  users.  All  this  will  undoubtedly  retpiire  a  great  deal  of 
study  and  expert  investigation,  but  it  seems  inevitable  that  such  ad- 
judications must  be  made  eventually,  and  the  sooner  it  is  done  the 
more  advantajjeous  it  will  be.  Experience  does  not  lead  to  the  belief 
that  much  relief  can  be  expected  if  the  Courts  continue  to  adjust  these 
matters. 

The  first  move  would  seem  to  be  the  adoption  by  the  States  of 
uniform  laws,  similar  in  character  to  those  in  Oregon.  As  soon  after- 
ward as  possible  there  should  be  a  complete  determination  and  adjuai- 
cation  of  all  intra-state  water  rights,  with  their  priorities,  by  the  State 
Engineer  and  the  Board  of  Control  of  each  State.  Such  a  movement  in 
the  States  would  no  doubt  accelerate  the  creation  of  a  National  Com- 
mission, which,  when  formed,  would  have  the  benefit  of  all  data  as  to 
water  rights  of  the  various  States,  and  this  would  expedite  the  com- 
plete adjudication  of  the  interstate  streams  and  the  settlement  of 
controversies  relating  thereto.  The  writer  believes  that  engineers 
will  agree  that  results  of  that  kind  are  necessary  and  desirable, 
whether  or  not  they  agree  on  the  method  of  procedure  suggested. 
It  seems  certain  that  the  Engineering  Profession  must  have  much  to 
do  with  the  final  determination  of  these  matters,  and  the  more  they 
are  decided  on  their  merits  as  technical  rather  than  legal  questions, 
the  more  satisfactorily  and  expeditiously  can  they  be  handled. 

Mr.  John  H.  Lewis,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  fore- 

Lewis,  goijig  discussion  has  greatly  strengthened  the  writer's  conviction  that 
it  is  the  duty  of  the  Engineering  Profession  to  lead  in  the  reform 
of  State  and  National  water  laws.  There  is  no  profession  which  is 
better  qualified  to  judge  as  to  what  the  laws  relating  to  water  ought 
to  be,  and  no  organization  better  fitted  than  the  American  Society 
of  Civil  Engineers  to  carry  on  a  persistent  educational  campaign  to 
secure  the  ultimate  enactment  of  such  laws.  Much  of  Oregon's  suc- 
cess in  the  administration  of  her  water  laws  is  due  to  the  pioneer 
work  along  this  line  in  Wyoming.  However,  on  one  or  two  points, 
in  his  admirable  discussion  of  the  principles  of  law,  it  is  believed 
that  Mr.  Johnston,  former  State  Engineer  of  Wyoming,  is  in  error. 

He  says  that  "The  States  have  not  properly  administered  the 
smaller  streams  which  they  own."  From  this  it  is  assumed  that 
Mr.  Johnston  means  to  say  that: 

"The  waters  of  all  natural  streams,  springs,  lakes,  or  other  collec- 
tions of  still  water  within  the  boundaries  of  the  State  of  Wyoming  are 
*     *     *     the  property  of  the  State," 
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as  provided  in  Article  VIII,  Section  1,  of  the  Constitution  of  Wyoming.    Mr. 
This,  on  its  face,  looks  like  an  irrevocable  grant  by  Congress  of  all  ^  ^ 
waters   within   its   borders   to  the    State   of   Wyoming,    and   that   the 
United   States,   or   any   adjoining   State,   can   have  no   jurisdiction  or 
control  over  the  same. 

Later,  Mr.  Johnston  states  that  principles  are  of  so  much  more  im- 
portance than  details  of  law  that  he  does  not  feel  inclined  to  discuss 
the  question  of  State  or  National  control. 

It  seems  that  this  question  is  fundamental.  It  is  true  that  the  prin- 
ciples of  priority  and  beneficial  use,  as  a  basis  for  water  titles,  should 
be  understood  and  adopted  by  both  the  States  and  the  Nation,  but, 
until  we  can  decide  as  to  whether  this  system  of  water  titles  should  be 
administered  by  the  States  or  by  the  Nation,  there  is  little  use  dis- 
cussing details. 

It  is  doubtful  if  the  approval  by  Congress  of  a  lengthy  document 
containing  the  words  above  quoted  will  ever  be  construed  as  a  grant 
of  water  to  a  State,  as  to  do  so  would  virtually  give  to  Wyoming  the 
control  of  all  Government  land  within  its  borders,  as  this  land  is 
worthless  without  water.  Such  construction  would  be  in  conflict  with 
Section  3  of  the  ordinance  forming  part  of  the  Wyoming  Constitu- 
tion, providing  that  the  State  disclaims  all  right  and  title  to  the 
unappropriated  public  lands  lying  within  its  boundaries. 

Few,  if  any  other.  States  have  such  positive  declarations  as  to 
State  ownership  of  water.  Whatever  the  law  in  the  Eastern  States, 
there  must  be  some  unappropriated  waters  in  most  streams  subject 
to  public  control  under  any  law  that  may  be  enacted  at  this  time. 
It  is  important  that  the  public  ascertain  and  determine  the  location 
and  extent  of  these  public  waters  so  that  flood-water  reservoirs  may 
be  constructed  for  the  preservation  of  life  and  property  during  periods 
of  excess  run-off,  and  for  the  benefit  of  navigation,  power,  irrigation, 
and  domestic  supplies  during  the  low-water  period.  To  do  this  we  must 
have  some  sort  of  an  interstate  or  Federal  administrative  system,  cor- 
responding in  character  to  that  found  desirable  within  the  State  for 
such  work.  The  riparian  owner  cannot  insist  that  those  destructive 
floods  continue  to  flow  uninterrupted  as  in  the  past.  The  right  to  the 
use  of  all  water  in  every  part  of  the  United  States  which  has  been 
put  to  beneficial  use  can  in  general  be  considered  as  vested.  In  some 
parts  of  the  East,  the  riparian  owner  has  perhaps  some  rights  in  the 
ordinary  or  low-water  flow  of  the  stream,  notwithstanding  the  fact 
that  he  has  not  put  the  waters  to  beneficial  use.  The  public  is  en- 
titled to  know  the  extent  of  all  vested  rights,  of  whatever  nature, 
Old  to  have  provided  by  law  some  orderly  method  of  acquiring  rights 
in  such  unappropriated  water,  so  that  development  can  keep  pace  with 
tiodern  demands.    Knowing  the  extent  of  such  rights,  they  can  be  pur- 
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Mr.     <-ha.se(l  or  coiulcMinicd.   .nid   their  value  to   the  owner   will   l)e   inereafled 
■  a<^cor(liii<;-ly. 

Jf  wo  liad  not  discnssed  tlio  relative  merits  of  county  control  and 
State  control  in  Oregon,  we  would  still  be  attemptinj,^  to  adminiHter 
streams  through  n  cumbersome  system  of  county  control.  It  is  hij^h 
time  that  all  who  arc;  thinking  alonp:  conservation  lines  ffot  down  to 
a  discussion  of  the  fundamental  questions  on  which  any  constructive 
legislation  must  be  built,  that  is,  the  proper  jurisdiction  for  ad- 
ministrative purposes. 

Mr.  Knowles  states  that  "There  may  be  a  question,  also,  as  to 
whether  the  law  has  become  sufficiently  determined  to  justify  the 
creation  of  an  administrative  commission,"  also,  "If  it  be  true  that 
the  law  for  all  cases  has  not  been  determined,  it  would  appear  almost 
certain  that  any  important  contest  between  States,  before  an  ad- 
ministrative board,  would  be  appealed  to  the  Supreme  Court,  until 
the  universal  law  had  become  established,  and  a  Commission  might 
therefore  be  of  no  value  at  present." 

We  have  practically  no  interstate  or  National  law  relating  to  the 
administration  or  distribution  of  streams.  How,  then,  can  the  law  ever 
become  settled  by  judicial  interpretation?  In  the  absence  of  such 
statutory  laws,  the  Courts,  as  new  cases  arise,  must  practically  legis- 
late on  the  point  at  issue  in  order  to  decide  the  matter.  If  Mr. 
Knowles  expects  to  await  the  building  up  of  a  Federal  administrative 
system  by  this  slow  and  expensive  system  of  Court  legislation,  then 
we  may  as  well  abandon  the  whole  subject  of  constructive  legisla- 
tion. Many  lawj^ers  take  this  view  of  the  question,  as  the  chaotic 
condition  of  State  and  National  laws  is  desired  by  a  certain  class  of 
powerful  corporations  seeking  the  monopolistic  control  of  water  without 
use,  and  because  litigation  of  this  character  extends  over  many  years,, 
and  is  therefore  highly  profitable  to  the  legal  profession. 

Appeals  from  any  administrative  board  established  by  Congress  to 
regulate  streams  are  certain  to  be  carried  to  the  highest  Courts.  The 
quicker  such  appeals  are  taken,  the  better.  If  the  law  is  defective, 
it  can  be  amended,  and  we  will  be  on  the  high  road  to  a  solution  of 
these  many  important  problems.  If  it  is  upheld,  such  point  wiU  prob- 
ably never  be  carried  again  to  the  Courts.  A  few  such  cases  will 
settle  all  doubtful  points,  and  the  administrative  board  will  proceed 
with  its  work,  speedily  and  economically,  and  with  great  benefit^ 
through  the  higher  development  and  use  of  our  natural  resources,     f 

With  reference  to  the  Oregon  system  of  water  titles.  Judge  Bean, 
of  the  United  States  District  Court  for  Oregon,  said,  in  a  recent  case 
(Silvies  River  case,  199  Fed.,  495) : 

"I  am  impressed  with  the  soundness  of  the  view  that  a  proceeding! 
for  the  adjudication  and  determination  of  the  rights  to  the  use  of  the 
waters  within  the  state,  instituted  and  conducted  as  provided  in  the 
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le^slative  act  of  1909,  is  in  effect  a  proceeding  on  behalf  of  the  state  Mr. 
through  an  administrative  or  executive  board  to  have  judicially  set-  ^^^is. 
tied  in  an  economical  and  practical  way,  the  rights  of  various  claim- 
ants to  the  use  of  the  waters  of  a  stream  or  source  of  supply,  and  thus 
avoid  the  uncertainty  as  to  water  titles  and  the  long  and  vexatious 
controversies  concerning  the  same  which  have  heretofore  greatly  re- 
tarded the  material  development  of  the  state." 

.j  The  statement  by  Mr.  Dillman  concerning  two  strong  corpora- 
tions on  a  stream  in  California  which  "shut  out  the  small  fry"  by 
protracted  litigation  over  water  and  then  withdrew  the  suit  and  divided 
the  water  between  themselves,  is  a  good  example  of  the  kind  of  justice 
some  States  mete  out  to  their  citizens.  By  arguing  the  question  of 
States'  rights  or  Federal  rights  thus  delaying  action,  we  will  soon 
find  "the  small  fry"  getting  the  same  kind  of  justice  meted  out  to  them 
in  the  Federal  Courts  through  litigation  over  interstate  rights,  irre- 
spective of  the  fact  that  in  some  States  good  water  codes  may  be  in 
effect. 

In  the  above-mentioned  case,  construing  the  Oregon  administrative 
code,  one  of  California's  most  powerful  corporations  was  shut  out  of 
the  Federal  Court  and  was  compelled  to  submit  to  the  administrative 
officers  of  the  State.  The  same  tactics  had  been  pursued  for  years  on 
Silvies  Kiver,  in  Oregon,  where  litigation  has  been  in  progress  for  so 
many  years  that  most  of  the  "small  fry"  were  about  ready  to  sell  out 
for  little  or  nothing  and  leave  the  country.  They  now  have  some  chance 
to  have  their  cases  tried  without  ruinous  expense,  and  once  for  all  time, 
which  is  the  important  point. 

^!  Mr.  Dillman  wishes  to  be  delivered  from  any  more  Government 
Bureaus,  but  if  only  a  Government  Bureau  can  protect  "the  small  fry," 
then  by  all  means  let  us  have  another  bureau.  California,  however, 
needs  a  State  Water  Bureau  worse  than  any  other  State  in  the  Union, 
and  the  lack  of  such  bureau  is  probably  due  to  the  presence  of  such 
powerful  companies  having  control  of  great  quantities  of  water  under 
lax  laws  which  do  not  require  beneficial  use  as  the  basis  of  the  right. 

The  writer  is  glad  to  note  the  admission  by  Mr.  Sheley  that  the 
attempt  to  adjudicate  water  rights  in  Utah  through  proceedings  in  the 
Courts  has  been  found  to  be  impractical.  This  is  the  history  in  every 
State  where  an  earnest  attempt  thus  to  adjudicate  water  rights  has 
been  made,  and  is  the  reason  why  many  States  are  now  turning  over 
all  water  matters  to  administrative  boards  having  only  subordinate 
judicial  powers. 

Mr.  Knowles  believes  that,  by  applying  the  "rule  of  reason"  to  the 
two  conflicting  doctrines  of  riparian  rights  and  appropriations  and  use, 
both  can  be  merged  into  one  and  the  conflicting  laws  of  adjoining 
States  be  thus  brought  into  harmony.     This  plan  has  been  attempted 

for  years  in  California.     It  has  resulted  in  the  most  confused  jumble 
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Mr.  of  impractical  laws  to  he  found  in  any  Stato  in  the  Union.  What  the 
law  is  in  that  State  no  one  cart  tell  without  oxamininp:  thonsands  of 
pn^cs  of  conflicting:  Court  decisions,  and  then  no  two  investi^ntorp  of 
the  law  can  agree  exactly  as  to  what  the  law  really  is.  The  rule  of 
reason  apj)licd  hy  one  judge  will  differ  from  that  applied  by  another. 
In  those  large  interstate  or  National  problems  like  the  control  of  the 
]\Iississippi  or  Oliio  Rivers,  where  millions  of  dollars  of  the  peoples' 
money  must  be  invested,  we  must  have  some  absolutely  definite  legisla- 
tion before  such  work  is  undertaken.  Such  works  should  endure  for 
all  time,  and  the  necessary  title  to  water  should  not  be  left  to  the  reason 
or  logic  of  any  judge,  however  learned. 

In  his  discussion,  Mr.  Knowles  has  attempted  to  point  out  certain 
errors  in  law  made  in  the  paper.  As  Mr.  Johnston  says,  "Principles 
are  of  so  much  more  importance  than  details  of  law,"  and  the  writer 
believes  it  is  almost  a  waste  of  time  for  the  engineer  to  discuss  such 
detailed  matters.  Therefore,  no  attempt  will  be  made  to  point  out 
what  are  believed  to  be  errors  in  his  reasoning. 

We  must  recognize  the  fact  that  we  have  at  the  present  time  no 
interstate  or  National  administrative  laws  relating  to  the  diversion  and 
use  of  streams.  It  should  be  the  province  of  the  engineer  to  ascertain 
what  the  law  ought  to  be.  When  this  has  been  accomplished,  and  such 
law  is  framed  in  harmony  with  the  laws  of  Nature  and  in  conformity 
with  good  engineering  and  business  practice,  then  legal  experts  should 
be  called  in  to  advise  what  changes  are  necessary  to  conform  with  good 
legal  practice.  Some  of  the  best  lawyers  are  always  found  on  the  side 
of  reform  to  promote  the  public  good.  Owing  to  the  present  confusion 
of  water  laws,  it  will  doubtless  be  found  that  almost  any  law  for  the 
highest  public  good  can  be  sustained  in  the  Courts.  We  are  certain, 
however,  that  every  section  of  such  law  which  conflicts  in  any  way  with 
vested  property  rights  will  be  pointed  out  by  the  lawyers  in  Congress, 
and  most  fully  corrected  before  any  such  legislation  will  be  enacted. 
However,  it  is  believed  that  Congress  will  welcome  suggestions  from  the 
Engineering  Profession  as  to  what  the  law  ought  to  be,  in  order  to 
stimulate  the  development  of  vast  engineering  enterprises. 

Dr'ided  Control. 

Since  writing  the  paper,  the  Department  of  the  Interior,  of  the 
United  States,  has  issued  regulations  concerning  rights  of  way  through 
the  public  lands  and  reservations  of  the  United  States  *  *  *  for 
Power  Purposes,  approved  August  24th,  1912.  These  regulations  apply 
to  Interior  Department  lands,  and  are  much  the  same  as  those  adopted 
by  the  Agricultural  Department  for  lands  within  the  National  Forests. 
They  are  based  on  the  theory  of  land  control,  impose  certain  limita- 
tions on  the  use  of  water,  and  amount  to  the  same  thing  as  the 
United  States  controlling  the  water.     Permits  are  revocable  at  will  by 
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the  Secretary,  and  terminate  in  fifty  years  unless  renewed  under  certain    Mr. 

-.    .  Lewis. 

conditions. 

These  regulations  have  confirmed  the  writer's  opinion  that  the 
United  States  controls  not  only  the  public  lands  in  the  Western  States, 
but  also  the  water  flowing  over  the  same,  and  that  the  State  exercises 
almost  no  control  whatever  over  such  waters,  except  by  virtue  of  these 
regulations  which  require  compliance  with  State  laws.  When  such 
lands  pass  into  private  ownership  and  water  is  appropriated,  then  such 
water  to  that  extent  is  subject  to  State  regulation. 

The  Acts  of  Congress  of  1866  and  1877  are  believed  by  many  to  be 
an  irrevocable  grant  of  water  to  the  States,  but  this,  apparently,  is  not 
the  case. 

Concerning  this  question  of  State  control  of  waters  on  Federal  lands, 
the  Supreme  Court  of  the  United  States  held,  in  the  case  of  the  United 
States  vs.  Rio  Grande  Dam  and  Irrigation  Company  (174  U.  S.,  690- 
703),  that: 

"Although  this  power  of  changing  the  common  law  rules  as  to 
streams  within  its  domain  undoubtedly  belongs  to  each  state,  yet  two 
limitations  must  be  recognized:  (1)  That  in  the  absence  of  specific 
authority  from  Congress,  a  state  cannot  by  its  legislation  destroy  the 
right  of  the  United  States,  as  the  owner  of  lands  bordering  on  a  stream, 
to  the  continued  flow  of  its  waters ;  so  far  at  least  as  may  be  necessary 
for  the  beneficial  use  of  the  Government  property;  (2)  That  it  is  lim- 
ited by  the  superior  power  of  the  general  Government  to  secure  the  un- 
interrupted navigability  of  all  navigable  streams  within  the  limits  of 
the  United  States." 

"In  other  words,  the  Court  holds  that  the  jurisdiction  of  the  United 
States  over  the  natural  watercourses  upon  the  public  domain"  is 
superior  and  paramount  to  the  jurisdiction  of  any  State;  and  that  all 
needed  measures  may  be  taken  by  the  Government  to  preserve  the 
watercourses  of  the  country  for  "at  least"  the  two  purposes  named 
above  "even  against  the  action  of  any  state,"  in  authorizing,  under  its 
laws,  appropriations  to  be  made.  The  Court,  especially  in  the  Kansas- 
Colorado  and  Rio  Grande  cases,  clearly  intimates,  to  say  the  least,  that 
the  Government  might  also  make  other  claims  to  the  water  than  for 
its  use  for  irrigation,  or  as  a  riparian  owner.  Whether  it  will  do  so, 
time  alone  will  tell.* 

"The  Government  is  still  the  owner  of  the  surplus  of  the  waters 
flowing  upon  the  public  domain,  or  rather  the  owner  of  all  the  waters 
flowing  thereon,  remaining  after  deducting  the  rights  to  the  use  of  the 
same  which  have  vested  and  accrued  in  some  legal  way  to  individuals 
and  companies.  *  *  *  It  therefore  follows  as  the  result  of  the  own- 
ership by  the  United  States  of  the  waters  flowing  on  the  public  domain, 
that  any  dedication  by  a  State  of  all  the  waters  flowing  within  its 
boundaries  to  the  State  or  to  the  public,  amounts  to  but  little,  in  the 


*  Kinney,  in  his  recent  work  on  Irrigation  Law,  p.  1096. 
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Mr.     tiicc  of  any   claiin   which  inij.,^ht  he  iiiado  h.v   the,  ( Jovonmicnt,  at  IcaHt 
Lewis.  (^,  j,]]  ^\^^,  sm-phis,  or  unused  waters  witliin  the  State."* 

Kinnoy  states,  furllicr.  that  Congress,  if  it  had  seen  fit,  eoidd  have 
laid  claim  to  the  necessary  surplus  water  for  i)rojects  constructed  under 
the  Reclamation  Act,  by  "virtue  of  the  fact  that  title  to  the  surplus 
waters  flowing:  over  the  public  domain  is  in  the  Government/'  and  not 
under  the  State  laws,  as  was  iirovided  in  Section  8  of  such  Act.  Much 
confusion  within  the  States  may  result  eventmilly  where  Congress  has 
reserved  water  for  Indian  reservations,  which,  after  many  years,  has 
never  been  used  by  the  Indians,  but,  in  the  meantime,  has  been  used 
by  others  below. 

It  appears,  therefore,  from  these  authorities  and  from  the  wordinp 
of  the  Acts  in  question,  that  Congress,  if  it  saw  fit,  could  repeal  at 
any  time  existing  laws  relating  to  water  and  adopt  some  new  law  for 
all  surplus  and  unappropriated  waters  on  the  public  domain.  In  such 
an  emergency,  we  would  have  divided  control  within  the  Western  States 
to  such  an  extent  as  to  make  any  control  impracticable  except  through 
the  closest  co-operation. 

Mr.  Cory  states  that  it  is  beginning  to  be  safe  for  the  National 
authorities  to  start  gradually  releasing  their  water  powers  to  the  indi- 
vidual States,  and  that  National  ownership  and  operation  of  such  a 
public  utility  as  electric  power  would  be  unwise. 

The  writer  will  attempt  to  show  that  in  some  cases  the  first  proposi- 
tion is  unwise,  and  that  the  second  proposition  is  the  only  logical  plan 
for  the  development,  distribution,  and  use  of  water  power  in  the  West- 
ern States. 

Transfer  to  States. 

Owing  to  the  conservation  sentiment  in  the  Eastern  States,  it  is 
believed  to  be  very  unlikely  that  the  United  States  will  ever  turn  over 
to  the  States,  for  administrative  purposes,  the  control  of  public  lands 
now^  withdrawn  for  powder  purposes.  We  cannot  await  the  settlement 
of  this  complicated  political  issue  before  undertaking  some  of  the  large 
enterprises  in  the  West,  w^hich  per  unit  cost  are  far  cheaper  to  con- 
struct than  many  of  the  small  projects  now  being  undertaken  by  private 
capital,  or  by  the  public  under  the  Reclamation  Act,  or  Carey  Act, 
without  co-operation  with  all  other  interests  in  the  field.  To  illustrate 
the  point,  one  large  irrigation  project  and  one  large  power  project 
in  Oregon  will  be  described,  and  an  attempt  made  to  show  that  imme- 
diate construction  is  what  is  wanted,  leaving  to  the  future  the  settle- 
ment of  the  question  of  State  or  Federal  control  of  streams. 

Deschutes  Irrigation  Project. 

On  the  Deschutes  River,  at  Benham  Falls,  181  miles  measured  along 
the  stream  from  its  junction  with  the  Columbia  River  at  Oregon,  a 
*  Kinney,  on  Irrigation,  Second  Edition,  p.  692. 


DISCUSSION  ON   STATE  AND  NATIONAL  WATER  LAWS  745 

75-ft.  dam  will  back  the  water  up  for  more  than  20  miles,  flooding  Mr. 
25  000  acres,  and  will  store  700  000  acre-ft.  of  water.  The  remainder 
of  the  1  053  000  acre-ft.  of  water  which  passes  this  point  annually  can 
be  diverted  from  this  stream  in  the  vicinity  of  the  Town  of  Bend,  with- 
out storage,  for  irrigation  during  the  summer,  and  will  supply  about 
100  000  acres  of  land.  The  stored  water  will  irrigate  about  210  000 
acres  in  addition.  The  entire  stream,  at  Benham  Falls,  will  thus 
supply  310  000  acres,  which  is  equivalent  to  a  strip  of  land  1  mile 
wide  and  484  miles  in  length.  It  has  been  roughly  estimated  that  the 
cost  of  construction  will  be  about  $30  per  acre. 

Incidental  to  this  development,  an  enormous  amount  of  summer 
power  will  be  produced,  for,  in  the  37  miles  between  the  dam  site  and 
the  last  diversion  dam  for  irrigation  purposes,  there  is  a  total  fall  of 
1  300  ft.  During  the  height  of  the  irrigation  season,  about  5  000  sec-ft. 
of  water  will  be  available  for  power  development  in  the  upper  portion 
of  this  stretch.  As  the  different  diversion  dams  for  irrigation  are 
passed,  smaller  quantities  of  water' will  be  available  for  power  until 
the  last  diversion  at  Cline  Falls  is  reached,  where  about  1  500  sec-ft. 
will  be  diverted  for  the  lower  districts  to  be  irrigated. 

During  the  winter,  when  the  reservoir  is  filling,  the  power  possibili- 
ties along  70  miles  of  the  stream  channel,  having  a  total  fall  of  2  600  ft., 
will  be  destroyed,  but  this  is  not  a  serious  loss,  as  the  seepage  water 
below  the  reservoir  can  be  carried  through  the  lower  irrigation  canal 
to  a  vertical  drop  about  800  ft.  in  total  height,  where  more  winter 
power  can  probably  be  developed  than  can  be  used  for  many  years  to 
come  in  that  section.  Near  the  lower  end  of  this  district  which  it  is 
proposed  to  irrigate,  the  stream  enters  a  deep  rock-walled  canon  from 
which  it  is  impossible  to  divert  water.  Some  of  the  largest  tributaries 
enter  just  below  the  section  to  be  irrigated,  so  that,  with  full  storage 
at  Benham  Falls,  about  4  500  sec-ft.  can  be  depended  on  at  the  mouth 
of  the  stream,  provided  80  000  acre-ft.  can  be  stored  on  Crooked  River, 
one  of  the  upper  tributaries,  to  piece  out  the  low-water  flow.  There 
is  a  fall  of  1  400  ft.  in  111  miles  of  this  lower  river,  below  the  mouth 
of  the  Metolius  River,  its  principal  tributary.  On  this  latter  stream 
there  is  a  fall  of  about  2  600  ft.  in  70  miles.  Practically  all  of  this 
enormous  fall  can  be  utilized.  The  flow  of  the  stream  is  most  peculiarly 
uniform,  due  to  the  light  porous  pumice  stone  formation  which  covers 
the  entire  upper  drainage  of  the  Deschutes  and  its  principal  tributaries 
to  a  considerable  depth. 

These  enormous  power  and  irrigation  possibilities  are  so  inter- 
related that  the  United  States  could  not  surrender  the  power  sites 
without  jeopardizing  its  land  and  irrigation  rights.  The  United  States 
owns  about  one-half  the  irrigable  land  in  this  district,  and  has  with- 
drawn enough  land  along  the  stream  practically  to  control  the  power 
situation.      So   enormous   are   the    power   possibilities   that   ultimately 
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Mr.    much  of  the  Oovornniont  land   nlong  the  Cohimbia   Rivor   and   other 
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stronins,  both  in  Orocron  and  Wnshin^on,  witliln  ocononiical  pnmpinpr 
ran^o,  will  nltinintcly  he  roclnimod  by  jjowor  from  tho  Desohutes  River. 

To  settle  finally  all  the  complicated  State  and  National  qnestiona, 
so  as  to  permit  the  lopfical  development  of  this  stream  for  the  prreatest 
good  to  the  greatest  nnraber,  would  require  many  years.  In  the  mean 
time,  the  railroad  which  is  now  constructed  up  the  Deschutes  River  to 
the  Town  of  Bend,  will  have  been  constructed  southward  through  the 
proposed  reservoir  site  where  its  right  of  way  is  now  partly  cleared. 
Also,  numerous  power  plants  will  have  been  constructed  along  the 
main  stream  immediately  below  the  proposed  dam  site,  thus  preventing 
the  storing  of  the  winter  flow.  These  and  other  like  complications,  if 
not  prevented,  will  accumulate  to  such  an  extent  that  in  a  few  years 
this  magnificent  project  will  be  too  much  encumbered  to  undertake; 
but  all  such  difficulties  can  be  prevented  without  in  any  way  retarding 
present  development,  if  such  private  development  is  forced  to  conform 
to  some  public  plan  for  the  stream  as  a  whole. 

The  development  of  much  of  the  water  power  on  the  Lower 
Deschutes  River  has  been  greatly  complicated  by  the  recent  building 
of  a  railroad  along  either  bank  of  the  stream  so  near  the  water 
surface  that  the  construction  of  dams  to  an  economical  height  is  made 
impossible  without  moving  the  grades.  These  roads  were  forced  to 
elevate  their  tracks  around  the  proposed  power  sites  of  two  private 
companies,  also  one  site  selected  by  the  U.  S.  Reclamation  Service. 
With  but  little,  if  any,  extra  cost,  these  roads  could  have  been  con- 
structed at  a  uniform  height  of  100  ft.,  or  more,  above  the  bed  of 
the  stream.  The  water  power,  however,  belonged  to  the  public,  and 
we  have  been  so  busily  engaged  in  disputing  the  right  of  the  State 
or  the  Nation  to  control  that,  in  this  instance,  much  power  has  been 
almost  completely  destroyed  through  public  neglect.  The  same  will 
occur  with  respect  to  the  irrigation  and  power  possibilities  of  the  upper 
valley,  where  only  65  000  acres  are  now  under  irrigation,  and  where 
there  is  a  possibility  of  irrigating  500  000  acres  if  the  water  is  put  to 
use  in  accordance  with  a  comprehensive  preconceived  plan. 

The  State  has  a  large  measure  of  control  over  the  waters  of  this 
stream,  and  the  United  States,  through  its  National  Forest  Reserva- 
tions, Indian  Agencies,  and  water-power  withdrawals,  exercises  a  very 
large  control  over  such  stream  through  the  control  of  land  rights. 
Therefore,  the  public  interest  could  be  well  protected  if  the  State  and 
the  Nation  could  unite  in  some  workable  plan  for  the  greatest  good. 

Co-operation. 

On  February  21st,  1913,  the  Legislature  of  the  State  of  Oregon  il 
appropriated  $50  000  for  co-operation  with  the  U.  S.  Reclamation" 
Service  in  the  preparation  of  a  comprehensive  plan  for  the  Deschutes 
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River  Basin,  and  the  Secretary  of  the  Interior  has  agreed  to  allot  a    Mr. 
like  sum  for  such  work,  which  is  to  be  carried  out  jointly.  ®^'^' 

The  State  law  authorizes  the  withdrawal  of  all  necessary  water 
rights  for  the  protection  of  the  project.  On  the  completion  of  the 
plans,  any  part  or  all  of  the  project  can  be  turned  over  to  private 
capital  for  construction,  on  payment  of  the  full  cost  of  preparing  such 
plans,  the  money  to  go  into  a  revolving  fund  for  the  promotion  of  other 
projects;  provided  that  no  such  project,  or  any  part  thereof,  shall  be 
turned  over  to  private  capital  except  on  full  hearing  of  all  interested 
parties,  and  proper  assurance  that  public  interest  will  be  safeguarded. 

Anticipating  difficulty  in  securing  private  capital  to  carry  out  so 
large  an  undertaking,  the  Legislature  has  recently  submitted  a  con- 
stitutional amendment  for  the  vote  of  the  people,  authorizing  the  issu- 
ance of  State  bonds  to  the  extent  of  2%  of  the  assessed  valuation  of 
the  State  for  the  construction  of  irrigation  and  power  projects,  and 
for  clearing  and  developing  the  cut-over  timber  land  of  the  State. 

In  case  it  is  found  necessary  for  the  public  to  undertake  the  develop- 
ment of  its  own  resources,  it  is  being  strongly  urged  that  the  State 
co-operate  with  the  Nation,  rather  than  attempt  a  new  organization. 
It  is  believed  that  the  people  will  not  vote  millions  of  dollars  for  de- 
velopment projects  without  tying  up  to  some  stable,  experienced  organi- 
zation which  has  actually  made  a  success  in  this  important  work. 
The  few  mistakes  of  such  service  only  serve  to  strengthen  the  argu- 
ments for  co-operation,  as  these  mistakes  are  not  likely  to  be  repeated. 
In  this  way  the  difficult  question  of  politics  and  patronage  can  be 
overcome.  It  is  believed  that  the  United  States  can  be  prevailed  on 
to  co-operate  with  the  State,  dollar  for  dollar,  as  $20  000  000  has  al- 
ready been  voted  by  Congress  for  irrigation  in  the  West,  without 
any  offer  of  co-operation  on  the  part  of  the  States  most  vitally 
interested. 

It  thus  appears  that  the  policy  most  likely  to  secure  immediate 
development  is  that  of  co-operation  between  the  State  and  Nation, 
leaving  to  the  future  the  discussion  of  States'  Eights  and  Federal  Rights. 
If  we  should  take  the  position,  advocated  by  Mr.  Cory,  of  demanding 
the  turning  over  by  the  United  States  to  the  States,  of  its  various 
resources  in  the  West,  we  might  never  attain  that  end.  If  we  did, 
we  would  then  be  many  years  behind  the  times,  as  each  State  would 
have  to  organize  a  complicated  technical  bureau  to  handle  the  work, 
and  would  inevitably  repeat  many  of  the  mistakes  of  the  United  States, 
if  not  do  far  worse. 

In  a  very  brief  campaign,  we  have  actually  attained  in  Oregon 
co-operation  with  the  United  States.  Furthermore,  the  people  are  in 
entire  sympathy  with  a  comprehensive  development  programme,  as 
the  Legislature  has  just  appropriated  $450  000  to  complete  one  unit 
of  the  big  Deschutes  scheme,  where  the  State  has  made  a  failure  in 
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Mr.    tho   roclanmtioii    of  27  000  i\cvvh   from    'I'unialo   Ocek,   under  th(;   pro- 
■  visions  of  the  Carey  Act.     Water  rights  to  al)out  20  000  acras  of  laud 
lind  heon  sold  where  the  supply  was  harely  sufKcient  for  about  3  0(X) 
acres. 

Po\vKi{  I)kvi:ix)I'Mknt  hy  tiii-:  Public. 

Kach  house  of  the  Oregon  Legislature  lias  passed  a  somewhat  differ- 
ent hill  aiiproi)riating  $25  000  for  the  thorough  investigation  of  the 
Columbia  Kiver  Power  Project,  near  The  Duller,  as  outlined  by  the 
State  Engineer  in  his  Fourth  Biennial  Report.  It  is  believed  that  an 
agreement  will  be  reached  within  the  next  few  days  and  the  investiga- 
tion authorized.  It  is  the  purpose  of  this  bill  to  make  diamond-drill 
borings,  prepare  detailed  plans,  specifications,  and  estimates  of  cost 
for  a  530  000-h.p.  project,  and  to  estimate  the  cost  of  transmission  of 
this  power  to  various  points  in  Oregon  and  Washington;  also  to  esti- 
mate the  cost  of  distributing  such  power  from  sub-stations  in  the  cities 
to  individual  consumers.  To  show  the  saving  which  would  result,  esti- 
mates are  to  be  furnished  giving  the  cost  of  producing  power  from 
other  sources  than  water.  This  work  is  to  be  carried  out  jointly  by 
the  States  of  Oregon  and  Washington,  and  the  United  States,  if  co- 
operation can  be  had  from  such  sources.  A  joint  legislative  commis- 
sion from  both  States,  headed  by  the  respective  Governors,  has  exam- 
ined the  project  and  recommended  the  plan.  In  order  to  show  why 
private  capital  cannot  undertake  the  construction  of  this  project,  and 
why  it  is  necessary  for  the  public  to  promote  it,  and  perhaps  eventually 
construct  it,  a  brief  description  of  the  entire  plan  is  presented. 

Columbia  Power  Project — Summary. 

Installed  Machine  Capacity:  536  000  h.p.  with  300  000  h.p.  of 
12-month  power  and  236  000  h.p.  of  8-month  power. 

Location:  At  Big  Eddy,  3  miles  above  The  Dalles,  90  miles  east 
of  Portland,  the  metropolis  of  Oregon,  and  200  miles  from  the 
mouth  of  the  Columbia,  and  the  Pacific  Ocean. 

Market :  240  000  h.p.  for  fertilizer  works,  the  remainder  for  the 
iron  and  steel  industry,  wood  distillation  plants,  aluminum, 
carborundum,  carbide,  alkali  works,  electro-chemical  indus- 
tries, woolen  mills,  pulp  and  paper  mills,  light,  heat,  and 
power  in  wholesale  blocks  to  encourage  new  industries,  and 
without  competition  in  retail  business  of  local  power  com- 
panies. 

Dam :  Present  channel  of  Columbia  to  be  closed  by  a  dam,  300  ft. 
long,  approximately-  180  ft.  high  above  foundations,  and  new 
channel  excavated  in  solid  rock  1 400  ft.  wide,  and  water 
surface  regulated  by  removable  dam,  sections  100  ft.  long, 
60  ft.  high.     Location,  IJ  miles  above  power-house. 
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Power-House:    Oregon  or  Washington  side.     Planned  for  Wash-    Mr. 
ington  side,  at  Big  Eddy;  1200  ft.  long,  about  200  ft.  high  ^''''"^' 
above   foundations,   contains   21    turbines,   supplied   by   canal, 
300  ft.  wide,  with  20  ft.  depth  of  excavation,  1-^-  miles  long 
from  pool  above  dam. 

Head  of  Water:  One-half  height  of  Niagara  Falls  (73  ft.  at  low 
water;  approximately  42  ft.  at  high  water).     Natural  fall  at 
low  water  in  river  11  ft.,  with  fluctuation  of  90  ft.  at  pro- 
;  posed  dam  site. 

Water  Available :  Minimum,  50  000  sec-ft.,  maximum,  1  390  000 
sec-ft.,  mean  flow,  235  000  sec-ft.  Drainage  area  at  The 
Dalles,  236  800  sq.  miles.  Stream  flow  record  for  33  years 
available. 

Turbines:  Runner  16  ft.  in  diameter,  shaft  of  steel  30  in.  in 
diameter,  60  ft.  long,  supporting  generator  on  top  approxi- 
mately 36  ft.  in  diameter,  maximum  capacity,  32  000  h.p.,  all 
at  80  rev.  per  min.  on  one  oil  bearing.  Maximum  water 
capacity  of  each,  5  000  sec-ft. 

Cost:  $23  076  000,  or  $77  per  h.p.  for  300  000  h.p.  Cost  of  low- 
tension  power  station,  $6.90  per  h.p.  per  annum.  Cost  of 
power  by  steam  from  waste  sawdust,  about  0.5  to  0.7  cents 
per  kw-hr.,  or  from  $33  to  $46  per  horse-power-year.  Minimum 
price  at  Niagara  for  large  blocks,  $9.00,  average  about  $15.00. 

Transportation:  Competing  transcontinental  railways  at  power- 
house, with  navigable  water  from  same  to  Pacific  Ocean,  and 
for  many  miles  inland. 

Kaw  Products:  Abundant  and  accessible  for  many  different  in- 
dustries. Air,  20  000  000  tons  of  nitrogen  above  1  sq.  mile 
of  the  earth's  surface,  or  enough  to  supply  fertilizer  for  the 
world  for  50  years.  Timber,  iron  ore,  lime,  salt,  and  other 
products  accessible  because  of  rail  and  water  transportation. 

Market  for  Manufactured  Products:  The  World;  as  the  power 
plant  is  at  the  gateway  to  an  inland  empire,  with  water  outlet 
to  the  Pacific.  With  public  docks  at  Portland,  and  the 
Panama  Canal  completed,  shipping  facilities  will  be  available 
for  industries  seeking  world  markets. 

Low  water  in  the  Columbia  River  invariably  occurs  during  the 
winter,  and  floods  during  the  summer.  These  floods  are  caused  by  the 
melting  of  snow  in  the  high  mountains  at  the  head  of  the  stream. 

Fig.  6  shows  the  total  power  available  in  the  Columbia  during 
an  average  year.  It  is  based  on  approximately  maximum  head  condi- 
tions, and  made  up  from  records  of  the  last  10  years,  with  an  assumed 
turbine  efiiciency  of  80%,  a  generator  efficiency  of  93%,  and  on  the 
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Mr. 


nssiiniption  that  sufficient  Inrhincs  arc  installed  to  use  all  tlic  water 
at  all  stages. 

The  curve,  B^  B^  i^,,,  in  this  diagram  shows  the  power  which  could 
he  delivered  to  the  switch-hoard  by  twenty  hydraulic  units,  assuming 
the  frcnerator  large  enough  to  transform  the  power  without  overheating. 

The  line,  DD,  is  the  normal  rated  generator  capacity,  400  000  kw., 
or  536  000  h.p.  The  lower  of  the  three  lines  at  any  point  is  the 
maximum  power  output  of  the  station.  Thus  it  will  be  seen  that  at 
low-water  periods  the  flow  of  the  river  limits  the  station  capacity 
{A^  0  and  R  A^)  ;  at  intermediate  discharge,  the  generator  capacity 
limits  {OP  and  Q  R) ;  and  at  high-water  periods  the  turbine  capacity 
is  the  controlling  feature  (P  B^  Q).  The  resulting  minimum  capacity  is 
represented  by  the  shaded  line.  The  line,  CC,  is  the  adopted  minimum 
station  capacity  of  300  000  e.h.p.,  or  represents  the  line  of  perennial 
power,  sometimes  called  "primary  power,"  or  that  which  is  deliverable 
with  reasonable  certainty  under  all  conditions. 
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POWER  DIAGRAM   FOR  AVERAGE   YEAR. 
Fig.  6. 

The  shaded  line,  at  nearly  all  places,  is  far  above  this  line,  CC, 
indicating  that  much  surplus  power  would  be  available  at  certain 
seasons  of  the  year  if  customers  could  be  found  whose  operations  could 
be  temporarily  suspended  during  floods  and  during  extreme  low  water. 

Thus  it  will  be  seen  that,  during  practically  all  of  February,  March, 
April,  August,  September,  October,  November,  and  December,  or  8 
months  of  the  average  year,  a  total  of  536  000  e.h.p.,  or  236  000  e.h.p. 
of  surplus  or  secondary  power,  could  have  been  delivered  to  the  switch- 
board without  any  additional  capital  investment. 

During  the  summer  irrigation  season  of  nearly  5  months,  as  much 
as  500  000  h.p.  in  addition  could  be  developed  at   an  initial  cost  of 
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about  $44  per  li.p.  and  furnished  at  about  $4.50  per  horse-power-season.  Mr. 
This  power  could  be  transmitted  along  the  river  for  pumping  to  arid  ^^^^' 
lands  in  both  Oregon  and  Washington.  It  is  this  power  that  the 
United  States  should  be  interested  in;  and  this  is  the  reason  that  the 
Reclamation  Service  should  co-operate  in  the  investigations.  (The 
writer  has  been  assisted  in  working  out  the  technical  details  of  this 
project  by  Messrs.  L.  F.  Harza  and  V.  H.  Heineking.) 

The  proposed  dam  will  flood  about  6J  miles  of  the  navigation  canal 
which  is  now  being  constructed  by  the  United  States  at  a  cost  of 
several  million  dollars.  The  lower  1^  miles,  containing  three  locks, 
will  be  utilized  in  connection  with  the  proposed  power  project,  the  boats 
entering  the  stream  immediately  above  the  dam  and  proceeding  up  the  . 
wide  open  river.  At  low  stages,  10  ft.  of  water  will  be  found  above 
Celilo  Falls.  Owing  to  this  saving  in  construction  cost,  the  ease 
with  which  boats  can  go  up  the  wide  river,  in  place  of  the  long,  narrow, 
shallow  canal,  it  is  believed  the  United  States  should  not  only  co- 
operate in  the  investigation  of  the  project,  but  also  in  its  construction. 

When  this  navigation  canal  was  projected  there  was  no  prospective 
market  for  636  000  h.p.  To-day  it  is  believed  that  the  entire  quantity 
could  be  disposed  of  within  a  short  time  after  the  completion  of  the 
plant,  and  to  new  industries  not  now  located  in  the  Northwest.  The 
construction  of  this  project  would  mean  the  investment  of  perhaps 
$100  000  000  of  new  capital  in  this  district,  besides  affording  profitable 
employment  to  thousands  of  laborers,  and  add  greatly  to  the  taxable 
wealth  of  the  State. 

This  statement  relative  to  market  is  based  on  correspondence  with 
large  power  users  in  different  parts  of  the  world.  The  representative 
of  certain  foreign  capital  has  examined  all  power  possibilities  on  the 
Pacific  Coast,  including  this  one.  After  going  over  the  proposed  proj- 
ect, as  briefly  outlined  above,  he  agreed  to  recommend  to  his  company 
the  purchase  of  240  000  h.p.  at  $9  per  horse-power-year,  delivered  at 
the  low-tension  bus-bars  of  the  generating  station,  putting  up  a  $200  000 
surety  bond,  provided  the  State  would  contract  for  40  years,  the  power 
to  be  used  in  making  fertilizer  from  the  air. 

This  sale  alone,  amounting  to  $2  160  000  per  annum,  would  fully 
finance  the  entire  project  for  the  development  of  536  000  h.p.,  paying 
interest,  depreciation,  operating  and  maintenance  expenses,  carefully 
estimated  at  $2  068  000.  It  is  probably  true  that  some  of  the  remain- 
ing power  could  be  disposed  of  at  from  $30  to  $50  per  horse-power-year 
to  the  railway  lines  in  this  vicinity,  but  only  a  very  limited  market 
could  be  found  at  such  figures.  This  one  plant  could  supply  a  city 
thirteen  times  the  size  of  Portland  to-day,  or  one  of  nearly  3  000  000 
inhabitants.  Forty  years  hence  the  population  of  Portland  may  reach 
this  figure. 
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,   ^''V  NkcKSSF'IV    von    ("o-Ol'KItATION. 

Lewis. 

Onc-lmir  llio  1)C(1  of  the  stream,  and  of  the  water,  is  subject  to  the 
control  of  either  State,  and  the  United  States  controls  all  matters 
relatinp  to  navigation. 

Private  eni)ital  would  have  extreme  difTieulty  in  nepotiatiiiLr  with 
these  three  a^-enei(>s.  and  would  run  considcrahlc  risk  through  subse- 
(luent  legislation  detrimental  to  their  interests. 

The  Oregon  Legislature  recently  came  within  a  few  votes  of  im- 
posing a  heavy  annual  license  tax  for  regulation  purposes  on  all  vested 
water-power  companies,  and  the  Washington  Legislature  has  now  under 
consideration  a  bill  providing  for  the  forfeiture  of  water  rights  in  that 
State  if  electricity  from  a  plant  now  under  construction  is  transmitted 
across  the  river  for  sale  in  Oregon. 

Oregon  now  limits  franchises  to  the  use  of  water  for  power  pur- 
poses to  4.0  years,  and  imposes  an  annual  tax  of  from  25  cents  to  $2 
per  horse-power-year,  de])endirig  on  the  percentage  of  power  api)ropri- 
ated  which  is  put  to  beneficial  use.  Partly  for  this  reason,  power  plants 
prefer  to  locate  just  over  the  line  in  Washington.  The  United  States 
would  probably  insist  on  some  different  franchise  limitation,  and  the 
payment  of  heavy  charges  to  the  Federal  treasury  for  revenue  or  for 
the  improvement  of  the  stream.  The  State  charges  alone,  or  the 
annual  payments  to  the  Federal  treasury,  would  defeat  this  project,  as 
there  is  even  yet  no  market  for  this  power  except  at  extremely  low 
prices. 

The  limit  for  fertilizer  works  is,  perhaps,  $9  or  $10;  for  iron  and 
steel  works,  $7;  for  aluminum,  alkali,  carborundum,  and  carbide  works, 
$10;  and  cost  or  less  for  heating  purposes.  Much  power  could  be  used 
in  heating  retorts  for  the  distillation  of  waste  wood  products,  in  each 
cord  of  which,  as  stated  on  reliable  authority,  there  is  $18.40  in  value, 
as  follows: 

4  gal.  of  turpentine,  at,  say,  30  cents $1.20 

85  lb.  of  calcium  acetate,  at  12  cents 1.70 

2  gal.  of  alcohol,  at  50  cents 1.00 

40  gal.  of  tar 8.50 

1  000  lb.   of  charcoal 6.00 


$18.40 


The  utilization  of  this  waste  wood  would  thus  greatly  stimulate  the 
development  of  our  already  extensive  lumber  business,  and  the  making 
of  pig  iron  in  the  electric  furnace  would  afford  a  market  for  the  char- 
coal thus  produced. 

Pig  iron  is  now  being  produced  successfully  at  Heroult,  Shasta 
County,  Cal.,  where  a  plant  has  been  in  operation  for  the  past  six 
years.     It  is  stated  on  good  authority  that  the  experimental  stage  of 
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this  industry  is  definitely  past,  and  the  recent  enlargement  of  the  plant    Mr. 
appears  to  confirm  this  fact. 

Electrical  metallnrgists,  such  as  Heroult,  are  now  very  confident 
that,  when  the  new  method  is  installed  on  a  large  scale,  it  will  be 
feasible  to  attain  a  yield  of  12  kg.  of  pig  iron  per  horse-power-day. 
Under  such  conditions,  current  at  $9  per  horse-power-year  could  com- 
pete with  $4  coke. 

At  such  rates  there  could  be  but  little  if  any  profit  for  private  capi- 
tal in  the  electrical  end  of  the  business,  and  few  enterprises  which 
have  but  recently  passed  the  experimental  stage  can  afford  to  risk 
$23  000  000  in  a  power  plant  in  order  to  get  a  small  block  of  cheap 
power.  The  present  retail  power  rates  in  this  vicinity  vary  from  $74 
to  $460  per  horse-power-year,  and  thousands  of  horse-power  in  the  State 
can  be  developed  and  delivered  to  consumers  in  reasonable  quantities 
at  perhaps  $15  to  $25  per  horse-power-year.  With  the  opening  of  the 
Panama  Canal,  it  is  believed  that  the  development  and  sale  of  power 
by  the  public  at  little,  if  any,  profit,  will  do  far  more  to  stimulate 
industry  and  promote  the  peace  and  general  prosperity  and  welfare  of 
the  people  in  the  Western  States  than  can  ever  be  accomplished 
through  irrigation,  and  that,  without  such  public  development  and 
distribution  of  power,  this  development  will  be  forever  denied  to  this 
section  of  the  United  States. 

For  the  same  reason,  therefore,  that  the  United  States  was  com- 
pelled to  go  into  the  irrigation  business  in  order  to  dispose  of  its  arid 
lands,  and  for  the  same  reason  that  the  State  is  now  planning  to  co- 
operate with  the  United  States  in  the  irrigation  and  colonization  of 
both  public  and  private  lands,  so  the  State  and  Nation  must  go  into 
the  power  business  if  its  untold  wealth  of  water-power  resources  is 
ever  to  be  put  to  use.  In  Oregon,  more  than  3  000  000  h.p.  is  going  to 
waste  in  the  streams,  to  produce  which  in  steam  engines  would  con- 
sume $144  000  000  worth  of  coal  annually.  This  economic  waste  is 
enormous.  Why  should  Oregon  impose  heavy  taxes  on  power  develop- 
ment and  the  companies  pass  this  on  to  the  people,  thus  maintaining 
ix)wer  prices  the  same  as  in  coal-producing  regions,  when,  by  basing 
the  price  on  cost  of  construction,  power  could  be  sold  at  such  low 
rates  as  to  give  the  western  section  a  tremendous  advantage  over  the 
eastern  section  which  has  enjoyed  for  years  an  unfair  economic  ad- 
vantage over  the  Northwest  in  having  cheap  coal? 

The  capital  now  invested  in  the  exploitation  of  the  natural  fertilizer 
deposits  in  Chili  is  $136  000  000.  It  would  require  a  capital  invest- 
ment of  $860  000  000  to  assure  the  production  of  an  equal  quantity  of 
artificial  fertilizer  from  the  air  by  means  of  the  electric  furnace,  assum- 
ing that  cheap   power  were   available.*     It   is   proposed   that   Oregon 


*  Special  Agents  Series  No.  52,  p.  76,  U.  S.  Dept.  of  CorriTnerce  and  Labor. 
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juljust  lier  laws  so  as  to  compete  with  the  world  in  attracting  theae  new 
industries. 

It  makes  little  difference  whether  the  State  or  the  Nation  backs  the 
bonds  for  irripration  works,  as  lonp:  as  such  works  are  bnilt  speedily 
and  economically,  and  the  lands  arc  colonized  so  that  the  mone^y  is 
returned  with  interest.  Likewise,  it  makes  little  difference  who  owns 
the  land  or  the  water  at  feasible  power  sites,  so  long  as  these  sites  are 
developed  economically  and  the  power  put  to  use.  Co-operation  for 
the  speedy  construction  of  these  projects  should  be  the  aim  of  all, 
leaving  the  control  to  the  State  or  the  Nation  in  proportion  to  the 
funds  advanced.  It  is  a  waste  of  time  to  talk  about  State  or  National 
control  at  this  stage.     These  matters  will  all  be  adjusted  later. 

TERRITORY  AFFECTED  BY  COLUMBIA  AND  MISSISSIPPI   RIVER 

POWER  PROJECTS. 


Fig.   7, 


Advantages  in  Co-operation. 


There  are  many  advantages  in  co-operation.  From  Fig.  6  it  will 
be  noticed  that  approximately  2  000  000  h.p.  can  be  developed  in  the 
Columbia  near  The  Dalles,  during  June  of  each  year.  When  the 
Columbia  River  is  at  low  stage,  almost  all  the  other  rivers  in  the 
Northwest  are  at  high  stage.  Power  from  this  plant  could  be  trans- 
mitted, from  300  to  400  miles,  at  prevailing  commercial  rates,  if  no 
other  cheap  power  were  available.  From  Fig.  7  it  will  be  observed 
that  the  entire  Northwest  falls  within  a  radius  of  300  miles  from  The 
Dalles.  The  demand  for  power  in  this  territory  varies  from  hour  to 
hour,  and  from  season  to  season,  with  as  great  fluctuation  as  stream 
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flow.  By  having  all,  plants  in  this  section  tied  into  one  system,  sup-  Mr. 
plying  all  consumers,  a  tremendous  economic  advantage  will  result.  ^®"''^- 
No  individual  State  can  ever  accomplish  such  a  comprehensive  scheme, 
nor  could  the  United  States  acting  alone.  Any  independent  action, 
by  either  State  or  Nation,  will  result  in  endless  complications,  such  as 
are  already  beginning  to  be  felt  in  the  Northwest  through  the  divergent 
laws  and  interests  of  different  States. 

Private  capital  is  aware  of  the  economies  attained  by  consolidation, 
but  the  people  favoring  public  owership  and  control  are  many  years 
behind  the  times.  Each  town  is  attempting  to  supply  its  own  citizens 
for  special  uses.  As  a  result,  from  two  to  four  times  the  necessary 
machine  capacity  must  be  installed  to  carry  peak  loads,  and  the  plant 
is  practically  idle  for  a  large  part  of  the  time  each  day.  The  cities, 
perhaps,  can  take  care  of  local  distribution,  but  the  States  and  the 
Nation  should  take  care  of  the  generation  and  transmission  of  power. 

The  information  on  Fig.  7,  relative  to  the  Mississippi  plant  at 
Keokuk,  was  furnished  by  the  Keokuk  Industrial  Association,  and  is 
intended  to  show  the  very  great  territory  affected  by  cheap  power. 
According  to  this  authority  the  200  000  h.p.  to  be  developed  at  the 
Keokuk  plant  will  cost  $125  per  h.p.,  in  comparison  with  $77  estimated 
for  the  Columbia  River  plant.  The  difference  in  cost  prices  at  which 
power  could  be  sold  from  these  plants  will,  for  some  products,  more 
than  equal  the  freight  rate  from  Portland  to  Chicago. 

In  the  Eastern  States,  where  water  power  is  somewhat  limited, 
and  where  all  the  people  cannot  enjoy  equal  advantages  from  the 
distribution  of  power  at  low  prices,  it  may  be  found  to  be  better  policy 
to  impose  annual  charges  on  water-power  companies,  so  as  to  offset 
the  special  privilege  enjoyed  by  such  companies  in  competition  with 
power  produced  from  coal,  the  revenue  thus  secured  going  to  reduce 
the  general  burden  of  taxation.  On  thorough  consideration,  the  water 
powers  in  all  sections  of  the  United  States  may  be  found  to  be  ample, 
so  that  the  same  policy  could  be  adopted  for  the  Nation  as  a  whole, 
using  Government  coal  burned  at  the  mine  to  supply  cheap  power  to 
those  sections  unfavorably  located  with  respect  to  cheap  water  power. 

The  present  era  of  unregulated  competition  must  come  to  an  end 
in  the  near  future.  In  its  place  we  will  have  a  National  water-power 
trust,  in  either  private  or  public  control.  A  water-power  expert  who  is 
familiar  with  hydro-electric  power  conditions  throughout  the  world 
recently  expressed  surprise  at  the  extensive  development  of  water 
power  in  California  and  the  very  limited  market.  The  writer  has  what 
is  believed  to  be  reliable  information  to  the  effect  that  a  200  000-h.p. 
plant  is  now  under  construction  within  200  miles  of  San  Francisco 
which  expects  eventually  to  deliver  power  in  that  city  at  $10  per 
horse-power-year,  or  $8  less  than  can  be  supplied  by  its  nearest  com- 
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Mr.  potitor.  Tlio  result  is  incvitnl)lo.  The  wntor-powci-  hiist  muflt  pnr- 
■chaso  this  plant,  sooner  or  later,  thus  adding  additional  e(piipjnent 
whieh  is  not  needed  at  the  present  time,  and  the  people  will  have  to  pay 
dividends  on  such  "hold-up"  prices.  Owing  to  such  extravagance, 
which  is  forced  on  the  company  in  control,  power  rates  cannot  be 
greatly  reduced  to  stimulate  sales,  and  the  new  industries  re(iuiring 
largo  quantities  of  cheap  power  cannot  secure  a  foothold  in  such 
State. 

]VIr.  Cory  has  had  wide  experience  in  railway  work.  He  admits  the 
successful  handling  of  reclamation  work  by  the  U.  S.  lieclamation 
Service,  saying  that  the  "Reclamation  Service  gets  more  actual  work 
done  for  a  dollar  than  the  ITarriman  Lines  do,"  in  certain  cases  com- 
ing under  his  observation.     He  says: 

"Such  a  result  is  due  to  the  fact  that  National  politics  has  been 
eliminated  from  the  Service,  but  still  affects  the  Harriman  Lines 
somewhat;  that  the  Director  of  the  Service  has  more  authority  and 
freedom  in  using  his  individual  judgment  than  even  Mr.  Lovett  of  the 
railroads  has,  let  alone  the  local  presidents;  that  the  head  officials, 
and  consequently  the  general  ideas  of  management  of  these  railroads, 
have  been  changed,  and  the  Director  of  the  Service  has  not;  that  there 
is  much  less  internal  politics  in  the  Service;  and  the  Sei*vice  organiza- 
tion and  work,  as  yet  at  least,  has  not  brought  about  the  sharply  drawn 
lines  of  cleavage  between  various  departments  and  the  leveling  routine 
of  'common  standard'  methods,  channels  of  communication,  limita- 
tions, prerogatives,  etc.,  of  the  railroad." 

The  writer  has  had  several  years'  experience  on  engineering  work 
for  the  Harriman  system,  has  served  in  the  LT.  S.  Reclamation  Service 
for  about  the  same  length  of  time,  and  for  the  past  eight  years  has 
had  charge  of  water  right  and  irrigation  matters  for  the  State  of 
Oregon.  He  is  thoroughly  conversant  with  the  value  of  system,  and 
of  thoroughness  in  the  perfecting  of  a  large  organization  for  a  com- 
plicated technical  work.  He  is  also  aware  of  the  instability  of  the 
average  legislature,  and  its  lack  of  respect  for  stability  and  permanence 
in  organization.  Often  the  person  seeking  a  job  has  more  influence 
with  the  State  Legislature,  through  influential  members,  than  a  re- 
sponsible State  officer  elected  by  the  people  and  under  bond  to  perform 
his  duty.  There  is  no  opportunity  in  State  work  for  a  young  person 
to  enter  the  service  as  a  life  occupation.  Merit  is  not,  and  cannot 
be,  rewarded  under  such  an  unstable  system  wdth  frequent  changes. 
Where  work  is  intrusted  to  a  board,  and  new  officers  are  elected  every 
few  years,  a  conscientious  officer  is  likely  to  see  years  of  patient  work 
along  some  definite  policy  destroyed  by  the  adoption  of  some  new  and 
antagonistic  course  of  action  which  the  inexperienced  majority  hon- 
estly believes  to  be  the  best,  at  least  the  best  for  personal  political 
reasons.     Salaries  are  never  equitably  adjusted. 
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State  Work.  Mr. 

Lewis. 
With  this  experience  in  private  and  public  work,  the  writer  had 
come  to  the  same  conclusion  as  Mr.  Cory  with  respect  to  the  success 
of  Government  irrigation.  The  criticisms  offered  by  the  general  public 
are  usually  of  a  minor  nature,  and  little  is  ever  heard  of  real  engineer- 
ing mistakes.  The  present  difficulty  of  the  Service  in  colonizing  its 
lands  can  easily  be  overcome  through  co-operation  on  the  part  of  the 
States  which  are  most  vitally  interested.  This  is  the  weakest  part  of 
the  Reclamation  Act. 

Believing  that  it  is  preferable  to  expand  an  existing  organization 
which  has  already  made  a  success  of  its  work,  than  to  create  a  new  and 
independent  organization  to  work  in  a  complicated  field  without  har- 
monious relations  with  the  larger  organization,  the  writer  is  now 
urging  co-operation  between  the  State  and  Nation  in  the  construction 
of  both  irrigation  and  power  projects. 

By  having  a  local  man  representing  each  State,  in  active  co- 
operation with  the  Federal  Bureau,  many  of  the  objections  now  urged 
against  the  Washington  Department  will  soon  be  overcome.  It  will  be 
far  easier  to  overcome  these  minor  objections  in  administration  than 
to  create  a  new  bureau.  Stability  of  organization,  and  the  following 
out  of  a  fixed  policy  through  many  years  until  the  funds  advanced 
are  actually  returned  with  interest  is  essential  to  development  on  a 
large  scale.  If  the  States  put  up  one-half  the  money  for  such  work, 
closer  scrutiny  of  all  expenditures  will  be  had,  and  funds  will  not  be 
invested  in  particular  projects  for  political  reasons  only. 

It  would  thus  appear  from  the  very  close  relation  between  irrigation 
and  water  power,  from  the  very  wide  range  over  which  electric  power 
can  be  transmitted,  and  from  the  innumerable  legal  and  practical  com- 
plications, that  it  is  extremely  unlikely  that  the  United  States  will  ever 
turn  over  to  the  individual  States  her  undeveloped  water  powers;  also, 
it  is  believed  that  such  action  would  lead  to  far  more  confusion  than 
the  policy  of  co-operation  for  the  immediate  development  of  both 
power  and  irrigation  possibilities  without  regard  to  State  lines. 

Conclusion. 

In  closing  this  discussion  on  the  question  of  State  and  National 
water  laws,  the  writer  wishes  to  urge  on  all  engineers  the  importance 
of  studying  the  question  from  the  standpoint  of  what  the  laws  ought 
to  be,  to  stimulate  investments  in  works  for  the  utilization  of  water. 
The  lawyer  is  paid  to  protect  private  rights,  and  to  ascertain  what  the 
law  is.  His  experience  and  training  totally  unfit  him  for  the  important 
duty  of  framing  constructive  water  legislation.  Engineers,  perhaps, 
are  more  responsible  for  the  present  chaotic  condition  of  water  laws 
than  the  members  of  any  other  profession. 


Lewis 
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Mr.  The  prosoiit  Inw  is  very  unsntisfactory,  from  the  standpoint  of  the 

investor.  Tliero  ninst  he  some  Governmental  apeney  to  which  he  can 
p:o  to  ascertain  what  the  law  is,  how  much  water  in  any  stream  is 
already  vested,  the  extent  of  surplus  water  belonj^inj?  to  the  public, 
and  what  procedure  must  be  followed  in  estahlishinpr  a  definite  rif^ht 
to  such  surplus.  lie  must  also  have  assurance  that  when  his  money  is 
invested,  the  State  or  the  Nation  will  protect  him  in  his  riprht,  and 
not  leave  him  to  wage  an  unequal  fight  in  the  Courts,  with  perhaps  a 
liTcat  Connnoinvealth  of  the  Union  or  with  one  of  the  National  bureaus 
interested  in  the  stream. 

If  it  is  proper  at  this  time,  and  it  is  within  the  province  and  scope 
of  the  work  of  the  Society,  the  writer  would  like  to  suggest  that,  as  soon 
as  convenient,  the  President  of  the  American  Society  of  Civil  Engineers 
be  authorized  and  directed  to  appoint  a  commission  of  engineers  to 
draft  a  law  dealing  with  interstate  and  National  problems  relating  to 
water,  and  to  publish  such  draft  as  soon  as  possible  for  comment  and 
criticism.  At  the  close  of  such  discussion,  i)erhaps  the  same  commis- 
sion should  be  called  on  to  reconsider  such  proposed  law  in  the  light 
of  any  criticisms  offered,  and  present  the  same  at  some  appropriate 
time  for  adoption  by  the  Society.  Such  bill  could  then  be  forwarded  to 
Congress  and  might  serve  as  the  foundation  for  needed  constructive 
water  legislation. 

A  programme  of  this  nature  would  greatly  stimulate  research  and 
study  along  this  line,  promote  discussion,  and  serve  to  educate  the 
public  as  to  the  necessity  for  reform  in  both  State  and  National 
water  laws. 


II 
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In  order  to  promote  the  health  and  comfort  of  the  public,  mosquito 
breeding  must  be  prevented  as  far  as  practicable  in  many  parts  of 
the  United  States. 

Mosquitoes  breed  in  standing  or  quiescent  water.  In  the  summer 
of  1910,  a  pest  of  common  house  mosquitoes  invaded  a  city.  These 
mosquitoes  bred  chiefly  in  the  water  standing  in  the  sewer  catch- 
basins  during  the  summer  drought.  During  periods  of  dry  weather, 
these  catch-basins  are  now  regularly  oiled,  and  the  mosquito  pest  has 
been  largely  reduced.  When  these  basins  are  flushed  by  heavy  rain- 
storms, mosquitoes  are  not  produced  for  about  10  days.  Can  a  practical 
type  of  sewer  catch-basin  be  constructed  so  that  it  will  not  breed 
mosquitoes  ? 

Sewer  manholes  provided  with  a  pail  suspended  just  beneath  the 
manhole  covers  have  been  found  to  be  extensive  breeding  places  for 
mosquitoes.  Can  this  pail  be  eliminated,  or  if  not,  can  it  be  made 
to  drain  off  the  water? 

Engineers  who  direct  the  construction  of  great  railroad  fills  across 
salt-marsh  areas  frequently  neglect  to  provide  for  the  adequate  drain- 
age of  these  marshes.  The  culverts  which  are  provided  are  almost 
invariably   placed    too    high    to    drain    the    lands    sufficiently    to    pre- 

*  Presented  at  the  meeting  of  December  18th,  1912. 
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vont  (lie  brooding  of  salt -marsh  nios(iuitocs.  The  latter  lay  their 
oggs  ill  iiiiul,  and  thoy  are  hatched  a.s  soon  as  the  mud  is  well 
Hooded.  Six  broods  of  these  mosquitoes  (within  the  vicinity  of 
New  York)  occur  each  season.  Each  square  foot  of  salt  marsh 
may  breed  5  000  mosciuitoes  in  a  single  brood.  An  acre  of  land 
contains  4  840  sq.  yd.;  thus,  1  sq.  ft.  of  salt-marsh  breeding  area 
will  furnish  one  mosquito  for  every  square  yard  in  an  acre  of 
land.  Surely  5  000  mosquitoes  to  an  acre  must  be  regarded  as  a 
"pest."  A  square  mile  contains  640  acres.  A  pool  on  the  salt  marshes, 
about  25  ft.  square,  may  supply  a  pest  of  mosquitoes  for  1  sq.  mile 
of  territory;  100  000  people  could  live  on  1  sq.  mile  of  land.  Such  a 
pool,  therefore,  could  breed  mosquitoes  enough  to  torment  100  000 
people  for  six  periods  during  a  season;  and,  furthermore,  as  mosqui- 
toes may  live  two  weeks,  these  100  000  people  may  be  tormented  for 
one-half  the  summer  season.  When  so  great  a  pest  may  proceed 
from  so  small  a  source,-  is  it  not  the  duty  of  engineers  employed 
in  railroad  work  to  give  full  consideration  to  drainage  facilities  for 
the  salt  marshes  which  are  being  crossed? 

Li  other  ways,  also,  the  work  of  engineers  may  be  directly  asso- 
ciated with  the  prevention  of  mosquito  breeding.  It  was  established 
in  the  City  of  New  Orleans  that  the  yellow  fever  mosquito  bred  most 
prolifically  in  elevated  water  tanks  and  water  barrels.  By  the  intro- 
duction of  a  central  water  supply  system,  these  water  tanks  and  water 
barrels  were  eliminated,  and  the  mosquito  pest  was  thereby  largely 
reduced. 

Cesspools  are  prolific  breedei*s  of  the  common  house  mosquito.  The 
introduction  of  a  sewer  system  and  the  filling  up  of  these  cesspools 
have  been  known  to  reduce  largely  the  mosquito  pest 

City  engineers  can  order  dirt  taken  from  roads  in  grading  to  be 
dumped  in  low  spots  where  water  stagnates. 

,  ^  The  civil  engineer  has  an  opportunity  to  serve  his  fellow  men 
and  do  a  vast  amount  of  good  work  in  the  prevention  of  mosquito 
breeding,  if  he  acquires  the  knowledge  now  available  on  their  breed- 
ing habits. 

It  is  not  intended  in  this  paper  to  review  the  work  which  has  been 
accomplished  by  entomologists  during  the  last  few  years.  A  number 
of  pamphlets,  devoted  exclusively  to  the  subject,  have  been  published 
by  the  Department  of  Agriculture,  and  are  obtainable  for  the  asking. 
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Reports  by  State  Entomologists  are  also  frequently  obtainable.  Dr.  L.  0. 
Howard,  Chief  Entomologist  of  the  Department  of  Agriculture,  has 
published  an  extremely  valuable  book  on  the  subject,  which  is  obtain- 
able from  publishing  houses.  The  late  Dr.  John  B.  Smith,  State 
Entomologist  of  New  Jersey,  prepared  a  most  elaborate  review  on  the 
mosquitoes  bred  in  the  State  of  New  Jersey,  which,  if  not  out  of 
print,  is  obtainable  by  application  to  Dr.  Lipman,  Director  of  the 
State  Experiment  Station,  New  Brunswick,  N.  J.  Dr.  Ephraim  P.  Felt, 
State  Entomologist  of  New  York,  has  prepared  a  review  on  the  mos- 
quitoes of  New  York  State,  which  is  intended  for  free  distribution. 
There  are  numerous  other  books  on  the  same  subject,  many  of  which 
are  printed  abroad. 

The  writer  quotes  herewith  in  full  the  "Mosquito  Brief,"  prepared, 
a  few  years  ago,  by  the  American  Mosquito  Extermination  Society, 
with  the  aid  and  endorsement  of  the  members  of  the  Advisory  Board 
of  Entomologists.  This  Brief  may  be  regarded  as  the  A-B-C  of  the 
whole  problem  of  mosquito  prevention,  and  is  authoritative. 

"Mosquito  Brief. 

"1. — There  are  over  100  species  of  Mosquitoes  in  the  United  States. 

"2. — Mosquitoes  breed  only  in  water.  They  may  breed  in  any  kind 
of  quiet  water  unstocked  with  destroying  fish. 

"3. — Mosquitoes  generally  require  from  one  to  three  weeks  to  de- 
velop from  eggs  to  winged  insects  in  warm  weather,  longer  in  cold 
weather.  Some  female  mosquitoes  three  days  old  lay  eggs,  the  average 
is  greater.  Some  species  lay  as  many  as  three  or  four  hundred  eggs 
at  once,  some  lay  them  singly.  Mosquitoes  may  live  several  months 
(as  shown  by  hibernation  and  otherwise),  but  probably  few  live  over 
a  month. 

"4. — Mosquitoes  do  not  breed  in  grass,  but  rank  growths  of  weeds  or 
grass  may  conceal  small  breeding  puddles,  and  form  a  favorite  harbor- 
ing place  for  adults.  The  Pitcher  Plant  holds  sufficient  water  to 
breed  a  rare  and  small  species. 

"5. — Different  species  of  mosquitoes  have  as  well  defined  habits  as 
different  kinds  of  birds,  flies,  etc.  Some  are  Domestic,  some  Wild, 
some  Migratory. 

"6. — Most  Domestic  Mosquitoes  breed  in  fresh  water,  fly  short  dis- 
tances and  habitually  enter  houses. 

"7. — Most  Migratory  Mosquitoes  breed  in  salt  and  brackish  marsh 
areas,  fly  long  distances.     They  are  not  conveyers  of  malaria. 

"8. — Rigid  tests,  both  direct  and  eliminative,  have  proved  that 
certain   species   of   mosquitoes   are  the  only  known   natural  means  of 
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traiisniitlin^  imilaria  and  yellow  fever.  Some  other  diseases  are  known 
to  be  conveyed  by  mosquitoes. 

**9. — Of  the  domestic  varieties,  the  dajigerous  malarial  mosquitoes 
(several  species  of  the  genus  Anopheles)  are  among  the  most  generally 
distributed.     'J'hey  se(>m  never  to  travel  far,  only  a  few  hundred  yards. 

"10. — A  most  common  and  dangerous  domestic  mosquito  in  the  South 
and  the  tropics  is  Stegomyia  fascia.ta,  which  is  the  natural  conveyer 
of  yellow  fever. 

"11, — ^Mosquitoes  are  known  to  bite  more  than  once,  as  can  be  seen 
by  observation  and  is  proved  by  the  transmission  of  disease  from  an 
infected  person  to  a  new  subject. 

"12. — Mosquitoes  are  a  needless  and  dangerous  pest.  Their  propa- 
gation can  be  largely  prevented  by  such  methods  as  drainage  or  filling 
of  wet  areas,  removal,  emptying  or  screening  of  water  receptacles, 
spraying  standing  water  with  oil  where  other  remedies  are  imprac- 
ticable. Attention  should  be  paid  to  cisterns,  house-vases,  cesspools, 
road  basins,  sewers,  watering  troughs,  roof  gutters,  old  tin  cans,  holes 
in  trees,  marshes,  swamps  and  puddles.  As  malarial  mosquitoes  may 
be  bred  in  clear  springs,  the  edges  of  such  places  should  be  kept  clean, 
and  they  should  be  stocked  with  small  fish.  The  breeding  and  protec- 
tion of  insectivorous  birds  such  as  swallows  and  martins,  should  be 
encouraged.  Thorough  screening  of  houses  and  cisterns  is  necessary 
to  prevent  the  spread  of  malaria  or  yellow  fever.  The  continued  breed- 
ing of  any  kind  of  mosquitoes  with  the  attendant  menace  to  public 
health  and  to  the  life  and  comfort  of  man  and  beast  is  therefore  the  re- 
sult of  ignorance  or  neglect." 

The  writer's  own  observations,  which  cover  the  past  eleven  years, 
have  seemed  to  establish  the  fact  that  the  most  troublesome  varieties 
of  mosquitoes  are  those  bred  in  man-made  water  holders.  Common 
house  mosquitoes  habitually  enter  houses  and  are  busy  all  night  sing- 
ing and  stinging.  When  these  mosquitoes  are  ready  to  lay  their  eggs, 
they  leave  the  house  for  the  nearest  spot  where  standing  water  is  to  be 
found.  They  lay  their  eggs  in  rain-water  barrels  (man-made  water 
holders) ;  in  cesspools  (made  by  man) ;  in  rain-water  gutters  which 
are  not  kept  clean;  in  fire-pails;  in  pools  formed  in  excavations,  cellars, 
trenches,  etc.  These  man-made  water  holders  are  prolific  breeders 
chiefly  because  they  breed  nothing  else.  Natural  pools  which  hold 
water  for  a  greater  part  of  the  season  frequently  contain  water  beetles 
and  other  creatures  which  devour  the  mosquito  larvae,  and  thus  pre- 
vent their  development  into  winged  insects. 

Another  fact  established  by  the  writer's  observations  is  that  it  pays 
to   eliminate   breeding   places   throughout   small   areas,    and   that  the 
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greater  the  area  thoroughly  controlled  the  better  will  be  the  results. 
For  example,  he  observed  one  section  where  no  mosquitoes  were  seen 
for  two  weeks,  while  people  living  less  than  400  ft.  therefrom  were 
suffering  severely  from  the  pest.  An  examination  showed  that,  where 
the  mosquitoes  were  troublesome,  they  were  breeding  extensively  in 
two  water  barrels. 

Another  example  which  came  under  his  observation,  was  that  of 
a  municipality,  2  miles  square,  which  was  known  to  be  thoroughly 
controlled,  but  was  found  to  suffer  considerably  from  common  house 
mosquitoes  which  were  breeding  extensively  beyond  its  borders. 
t  Because  of  these  experiences,  he  believes  that  the  unit  of  opera- 
tion against  mosquito  breeding  should  be  enlarged.  The  county  be- 
comes a  proper  sized  unit;  furthermore,  all  counties  throughout  a 
State  should  work  in  unison  in  order  to  accomplish  the  best  results. 
A  law  passed  by  the  State  Legislature  of  New  Jersey  during  the  ses- 
sion of  1912  is  printed  herewith.  It  provides  for  the  appointment 
of  commissioners  by  the  Supreme  Court  Judge  of  each  county  through- 
out the  State.  It  also  provides  for  raising,  by  taxation,  the  funds 
needed  to  carry  on  the  work  of  mosquito  prevention. 

"Chapter  104. 

"An  Act  for  the  establishment  of  county  mosquito  extermination  com- 
missions  and  to   define  their  powers   and  duties. 

"Be  it  enacted  by  the  Senate  and  General  Assembly  of  the  State 
of  New  Jersey: 

"1.  In  any  county  of  this  State  it  shall  be  the  duty  of  the  justice  Judgre  of 
of  the   Supreme   Court  presiding  over  the  courts  of   said  county  to  to  appoint 
api5oint  six  persons,  three  of  whom  must  be  persons  who  are  or  have  commission, 
been  members  or  employes  of  boards  of  health.     A  board  of  commis- 
sioners to  be  known  as  *The  County  Mosquito  Extermination  official  name. 
Commission,'    inserting   the   name    of   the    county   in    and   for   which 
the  commissioners  are  appointed.     The  commissioners  fi.rst  appointed  Terms, 
under  the  provisions  of  this  act  in  any  county  shall  hold  office  re- 
spectively for  the  term  of  one,  two,  and  three  years,  as  indicated  and 
fixed  in  the  order  of  appointment,  and  all  such  commissioners,  after 
the  first  appointment,  shall  be  so  appointed  for  the  full  term  of  three 
years ;  vacancies  in  the  said  commission  occurring  by  resignation  or  Vacancies, 
otherwise   shall  be  filled  by  such  justice,   and  the  persons   appointed 
to  fill  such  vacancies  shall  be  appointed  for  the  unexpired  term  only; 
such  persons  so  appointed,  when  duly  qualified,  constituting  such  com- 
mission and  their  successors  are  hereby  created  a  body  politic,  with 
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Office. 


power  to  Huo  and  be  sued,  to  use  a  coininon  «eal  and  inaUe  by-laws; 

Kxpcnsfs  piii«i.  tho  members  of  any  such  commission  shall  serve  without  compensation, 
except  that  {\\v.  necessary  expenses  of  each  commissioner  for  actual 
attendance  on  meetings  of  said  commission  shall  be  allowed  and  paid. 

Oath.  No    pei-sons    employed    by    the    said    commi.saion    shall    be    a    member 

thereof;  before  enterinpr  upon  the  duties  of  his  office  each  commis- 
sioner shall  take  and  subscribe  an  oath  or  affirmation  before  the  clerk 
of  the  county  in  and  for  which  he  is  appointed  to  faithfully  and  irn- 
partia,lly  perform  the  duties  of  his  office,  which  oath  or  affirmation 
shall   be  filed  with   the   clerk   of  the  county  wherein   the   commission 

Organization,  of  which  he  is  a  member  is  appointed;  every  such  commission  shall 
annually  choose  from  among  its  members  a  president  and  treasurer, 
and  api)oint  a  clerk  or  secretary  and  such  other  officers  and  employes 
as  it  may  deem  necessary  to  carry  out  the  purposes  of  this  act;  it 
may  also  determine  the  duties  and  compensation  of  such  employes, 
and  make  all  rules  and  regulations  respecting  the  same.  It  shall  be 
the  duty  of  the  board  of  chosen  freeholders  in  each  county  to  provide 
such  commission  with  a  suitable  office  where  its  maps,  plans,  docu- 
ments, records,  and  accounts  shall  be  kept,  subject  to  public  inspection 
at  such  times  and  under  such  reasonable  regulations  as  the  commission 
may  determine. 

"2.  The  director  of  the  State  Experiment  Station  shall  be  a  mem- 
ber ex-officio  of  each  commission  and  shall  co-operate  with  them  for  the 
effective  carrying  out  of  their  plans  and  work.  The  said  director  shall 
serve  without  compensation,  except  that  the  necessary  expenses  actually 
incurred  by  him  in  the  attendance  on  meetings  of  said  commissions 
shall  be  allowed  and  paid.  He  shall  furnish  the  said  commissions 
with  such  surveys,  maps,  information,  and  advice  as  they  may  require 
for  the  prosecution  of  their  work,  or,  as  in  his  opinion,  will  be  of 
advantage  in  connection  therewith. 

"3.  Every  such  commission  shall  have  the  power  to  eliminate  all 
breeding  places  of  mosquitoes  within  the  county  wherein  it  is  ap- 
pointed, and  to  do  and  perform  all  acts  and  to  carry  out  all  plans 
which  in  their  opinion  and  judgment  may  be  necessary  or  proper 
for  the  elimination  of  breeding  places  of  mosquitoes,  or  which  will 
tend   to  exterminate  mosquitoes  within   said   county. 

"4.  Said  commission  shall,  on  or  before  the  first  day  of  April  in 
each  and  every  year,  file  with  the  director  of  the.  State  Experiment 
Station  a  detailed  estimate  of  the  moneys  required  for  the  ensuing 
year,  and  a  plan  of  the  work  to  be  done  and  the  methods  to  be  em- 
ployed. The  said  director  shall  have  the  power  to  approve,  modify  or 
alter  the  said  estimates,  plans  and  methods,  and  the  estimate,  plan 
and  method  finally  approved  by  him  shall  be  by  him  forwarded  to 
the  board  of  chosen  freeholders  in  each  county  on  or  before  the  first 
day  of  May  following  its  receipt. 


Duty  of 
director  of 
experiment 
station. 
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"5.  It  shall  be  the  duty  of  the  board  of  chosen  freeholders  of  each  Appropriation 
county,  or  other  body  having  control  of  the  finances  thereof,  to  include 
the  amount  of  money  approved  by  the  director  of  the  State  Experiment 
Station,  annually  in  the  tax  levy;  provided,  however,  that  in  no  year  Proviso; 
shall  the  amount  so  raised  exceed  the  amount  hereinafter  specified,  to  ammaily!*^^'^ 
wit,  in  counties  where  the  assessed  valuations  are  not  more  than  twenty- 
five  million  dollars,  a  sum  not  greater  than  one  mill  on  every  dollar 
of  assessed  valuations;   in   counties  where  the  assessed  valuations  are 
not  more  than  fifty  million  dollars  a  sum  not  more  than  one-half  of 
one    mill    on    every    dollar    of    assessed    valuations;    in    counties    in 
which   the   assessed    valuations   are   in   excess   of   fifty   million   dollars 
a    sum   not   more   than    one-quarter   of    one   mill    on   every   dollar   of 
assessed  valuations. 

"6.  The  moneys  so  raised,  or  so  much  thereof  as  may  be  required,  Payments, 
shall  be  paid  from  time  to  time  to  the  said  mosquito  commission  on 
the  requisition  of  said  commission,  duly  signed  and  approved  by  the 
president   and  secretary  thereof. 

"7.  It  shall  be  the  duty  of  each  commission  annually,  on  or  Annua]  report 
before  the  first  day  of  November  in  each  year,  to  submit  to  the  di- 
rector of  the  State  Experiment  Station  and  to  the  board  of  chosen 
freeholders  in  their  respective  counties  a  report  setting  forth  the 
amount  of  moneys  expended  during  the  previous  year,  the  methods 
employed,  the  work  accomplished  and  any  other  information  which 
in  their  judgment   may  seehi   pertinent. 

'•'8.  Nothing    in    this    act    shall    be    construed    to    alter,    amend,  Act  considered 
modify  or  repeal  the  provisions  of  chapter  134  of  the  laws  of  1906,  or  mentary. 
alter,  amend,  modify  or  repeal  any  act  now  existing  conferring  upon 
State  or  local  boards  of  health  any  powers  or  duties  in  connection  with 
the  extermination  of  mosquitoes  in  said  State,  but  shall  be  construed 
to  be  supplementary  thereto. 

"9.  This  act  shall  take  effect  immediately. 

"Approved  March  21,  1912." 

The  Essex  County,  New  Jersey,  Mosquito  Extermination  Commis- 
sion was  organized  in  March,  1912,  and  under  this  law  obtained 
$75  000  from  the  Board  of  County  Freeholders  to  carry  out  the  work 
in  the  county  during  12  months  ending  May  1st,  1913.  There  are 
about  600  000  people  in  Essex  County,  and  this  tax  amounts  to 
12J  cents  x)er  inhabitant  per  annum.  The  w^ork  accomplished  during 
1912  has  been  extraordinary;  on  every  side  the  same  story  is  heard: 
•'We  have  never  known  a  year  when  we  have  seen  so  few  mosquitoes. 
We  might  almost  say  we  have  hardly  seen  one  in  our  house  this  year." 
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Tho  orpnnization  of  tliis  Comniissioii  is  n.s  follows: 
1. — Six  Coniniissioiiers  serving  without  salary. 
2. — One  Chief  Inspector,  salary,  $1  800  i)er  annum. 
3. — One  Secretary,  salary,  $1  200  per  annum. 
4. — One  Assistant  Chief  Inspector,  $1  500  per  annum. 
5. — Tlirce  Deputy   Chief   Inspectors    (who  must  qualify  as  engi- 
neers), salary,  $1  200  per  annum. 
G. — Forty-five  Inspectors  at  $3  per  day. 
7. — Thirty  to  forty  Laborers  at  $2  per  day. 
8. — Stenographer  and  Clerk,  salary,  $600  per  annum. 

Each  inspector  patrols  a  distinct  district,  making  his  rounds  once 
in  every  10  days.  In  certain  sections  of  the  City  of  Newark,  a  day's 
work  for  an  inspector  is  from  100  to  300  houses;  a  day's  work  for  an 
inspector  in  the  outlying  districts  is  far  less.  All  breeding  places 
which  cannot  be  eliminated  at  once  are  recorded  on  maps  made  by  the 
Deputy  Chief  Inspectors, 

In  closing,  the  writer  wishes  to  emphasize : 

1. — That  all  standing  water  does  not  breed  mosquitoes,  and  great 
economy  can  be  effected  in  the  cost  of  drainage  and  oiling  if  each 
pool  of  standing  water  is  carefully  examined  for  mosquito  larvae 
before  any  work  is  expended  thereon. 

2. — That  we  will  never  be  relieved  of  the  work  of  mosquito  preven- 
tion. The  fight  will  be  continuous,  and  any  slackening  of  vigilance  on 
the  part  of  the  organization  will  invite  the  immediate  reappearance  of 
the  pest. 
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Discussioisr 


Harold  Farnsworth  Gray,  Jun.  Am.  Soc.  C.  E.  (by  letter). —  Mr. 
Within  the  short  space  of  this  paper,  the  author  has  compressed  con-  ^^^ 
siderable  information  on  the  subject  of  mosquito  control.  It  is  hoped 
that  the  paper  will  call  to  the  attention  of  engineers  the  fact  that,  in 
many  instances  of  design  and  construction,  there  are  details  which, 
if  overlooked,  may  be  the  cause  of  considerable  annoyance  on  account 
of  mosquito  breeding. 

The  writer  gains  the  impression,  on  reading  this  paper,  that  Mr, 
Miller's  experience  with  the  mosquito  problem  has  been  obtained  largely 
in  New  Jersey  and  contiguous  territory,  where  it  is  more  a  problem  of 
nuisance  than  of  health.  Considered  on  a  National  scale,  however, 
mosquito  control  is  primarily  a  problem  of  health,  and  is  rural  rather 
than  urban.  In  general,  it  becomes  an  urban  problem  only  when  there 
is  a  lax  administration  of  the  municipal  departments  of  health  and 
public  works. 

The  author's  observations  on  cesspools  as  breeding  places  of 
mosquitoes  have  been  confirmed  by  the  writer  in  many  cases.  A  par- 
ticular illustration  of  this  point  came  to  his  attention  two  summers 
ago,  in  a  town  of  about  5  000  population.  At  that  time  a  sewer  system 
was  being  constructed,  and  completion  was  expected  in  September. 
On  that  assumption,  the  residents  did  not  keep  their  cesspools  in  proper 
repair,  in  view  of  the  expected  expense  of  sewer  connections  in  the 
near  future,  and  a  large  number  of  cesspools  were  in  very  bad  con- 
dition. In  June  a  pest  of  mosquitoes  resulted,  and  it  required  nearly 
a  month  of  continuous  work  to  get  the  situation  in  hand.  Under 
ordinary  conditions,  however,  cesspools,  properly  constructed  and  cared 
for,  do  not  breed  mosquitoes.  It  is  also  significant  that  the  Anopheline 
(malaria-transmitting)  mosquitoes  do  not  breed  in  cesspools,  except  in 
rare  instances. 

Mr.  Miller  has  failed  to  mention  street  gutters  as  sources  of  mosqui- 
toes. This  is  a  common  condition  in  California,  on  streets  with  prac- 
tically no  grade,  especially  if  the  gutters  are  fouled  with  rubbish.  The 
regular  use  of  a  broom  would  abate  the  nuisance. 

Railroad  construction  very  often  diverts  or  obstructs  the  natural 
drainage  of  the  region  through  which  the  line  passes.  The  Southern 
Pacific  Railroad  through  Placer  County,  in  California,  furnishes 
numerous  examples.  Between  Auburn  and  Roseville  on  this  line  the 
region  is  intensely  malarial,  and  the  railroad  contributes  a  large  num- 
ber of  breeding  places.  The  difficulty  has  been  caused  by  the  lack  of 
sufficient  culverts,  or  by  culverts  improperly  placed,  and  could  have 
been  obviated  at  slight  cost  at  the  time  of  construction.  A  portion 
of  this  line  has  been  greatly  improved,  partly  by  ditching  and  partly  by 
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Mr.  fillinpr  on  \ho  lii-^licr  sido  of  the  (Mnbankrncnts.  The  writer  would 
•■(•nil  to  llio  MttiMilion  of  (Mi/;iiu><>rs  the  fact  that  it  is  not  tlic  rollcction 
of  water  in  con.si(leral)lo  volume  and  depth  behind  embankments  whieh 
is  responsible  for  mosqnito  breeding-.  This  mif^ht  occur  if  no  culverts 
at  all  were  placed  under  a  hiprh  fill.  It  is  the  small,  shallow  pools  which 
breed  the  Anophclincs,  and,  to  prevent  such  slic^ht  accumulations, 
water  culverts  must  be  placed  more  carefully  than  has  been  the  custom. 

A  matter  not  mentioned  by  the  author,  and  probably  the  most  im- 
portant in  enp:ineering  interest,  is  the  eradication  of  mosquitoes  and 
malaria  on  irrig-ation  ])rojects.  In  California,  this  problem  is  decidedly 
prevalent,  practically  no  project  in  the  Sacramento-San  Joaquin  Val- 
ley being  exempt.  The  estr.blishment  of  irrigation  has  often  been 
marked  either  by  the  introduction,  or  the  noticeable  increa^se,  of 
malaria.  Irrigation  projects  are  financed  and  executed  as  commercial 
propositions,  and  anything  that  affects  unfavorably  the  sale  of  such 
lands  means  a  finalicial  loss  in  two  ways,  first,  the  selling  value  of  the 
land  may  depreciate,  second,  the  sales  may  be  retarded,  tying  up  capi- 
tal for  a  longer  period  than  anticipated.  Malaria  is  a  very  potent 
factor  in  depreciating  the  value,  and  retarding  the  sale,  of  land.  In 
regions  which  are  potentially  malarial,  the  engineers  in  charge  of 
irrigation  projects  should  investigate  carefully  the  possibilities  of 
mosquito  breeding,  and  at  the  time  of  construction  make  such  pro- 
visions as  are  necessary  to  prevent  the  accumulation  of  stagnant  water. 
The  writer  hopes  that  members  of  this  Society  who  have  had  to  cope 
with  such  conditions  will  add  their  data  to  the  discussion  of  this  paper. 

It  may  be  stated,  as  a  general  proposition,  that  it  is  the  misuse  of 
irrigation  water,  or  defective  irrigation  systems,  and  not  irrigation 
in  itself,  that  is  responsible  for  mosquito  breeding  and  malaria  on  irri- 
gated lands.  The  writer  need  not  call  to  the  attention  of  this  Society 
the  fact  that  irrigation  unaccompanied  by  such  drainage  as  is  neces- 
sary to  remove  promptly  all  excess  water  is  bad  engineering  and  agri- 
cultural practice,  as  well  as  unhealthful.  In  California,  attention  to 
this  matter  is  apparently  seldom  given.  There  are  a  number  of  cases 
on  record  where  whole  districts  have  been  ruined  by  irrigation  in  which 
there  was  no  provision  for  drainage,  and  in  certain  large  areas  the 
ground-water  has  been  raised  to  an  alarming  extent.  Under  such  con- 
ditions, mosquitoes  and  malaria  become  an  important  factor  in  retard- 
ing commercial  and  agricultural  development. 

In  the  writer's  opinion,  the  solution  of  the  mosquito  problem  on 
irrigated  projects  lies  in  the  following  measures:  | 

(1)  Improvement,  not  obstruction,  of  the  natural  drainage  courses; 

(2)  Adequate  artificial  drainage; 

(3)  Prevention  of  seepage  from  ditches,  with  its  resulting  collec- 
tion of  water  in  adjoining  low  areas; 
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(4)  Proper  leveling  or  surfacing*  of  the  land,  to  eliminate  small   Mr. 
low  areas;  Gray. 

(5)  Maintenance  of  canals,  ditches,  and  drains  free  from  obstruc- 
tions to  flow; 

(6)  Strict  regulation  of  the  use  of  water,  to  avoid  excessive  use 
and  waste; 

(7)  The  occasional  use  of  oil  or  larvicides  on  isolated  collections 
of  stagnant  water  which  are  too  small  or  temporary  to  require 
drainage. 

With  the  author's  selection  of  the  county  as  a  proper  unit  of  mos- 
quito control  operations  the  writer  heartily  concurs,  but  with  the  condi- 
tion that  the  field  of  the  county's  operations  shall  not  include  incorpo- 
rated cities.  The  city  problem,  as  far  as  local  breeding  is  concerned,  is 
best  handled  by  the  city  health  department.  The  advisability  of  a  special 
county  mosquito  extermination  commission  is  questionable.  The  writer 
does  not  deny  that  in  New  Jersey,  where  the  mosquito  problem  is 
largely  due  to  salt  marshes,  a  special  commission  may  be  advantageous ; 
but  the  average  mosquito  problem  is  very  directly  one  of  public  health, 
and,  therefore,  should  be  a  part  of  the  work  of  the  county  health  office. 
The  writer  is  convinced  that,  as  a  general  rule,  the  appointment  of 
special  commissions  is  an  unnecessary  multiplication  of  executive 
bodies  in  the  county  government.  It  may  be  objected  that  the  average 
county  health  department  is  inefficient,  and  that  it  does  not  argue  well 
for  the  success  of  anti-mosquito  measures  to  trust  them  to  such  a 
department.  This  may  be  granted,  but,  on  the  other  hand,  it  may  be 
argued  that  no  department  of  county  government,  on  the  average,  is 
remarkable  for  its  intelligence  and  efficiency,  that  there  is  no  assur- 
ance that  a  special  commission  will  show  greater  efficiency  than  the 
existing  component  parts  of  the  county  government,  and  that  the  in- 
crease of  executive  bodies  under  such  conditions  can  only  result  in 
duplication  of  functions  and  still  greater  inefficiency.  Efficiency  in 
government  is  to  be  obtained  by  concentration,  not  dispersion,  of  funC" 
tions  and  authority. 

In  California,  in  spite  of  a  crying  need  for  anti-mosquito  work  over 
a  very  large  area,  practically  nothing  has  been  done  by  the  county  gov- 
ernments. The  only  attempt  in  this  direction,  so  far  as  the  writer  is 
aware,  has  been  the  passage  of  an  ordinance  by  the  Board  of  Super- 
visors of  Tehama  County.  This  ordinance  was  constructed  by  the 
writer,  and  was  designed  as  a  club  in  the  hands  of  a  certain  irrigation 
company  which  is  trying,  with  fair  success,  to  eliminate  malaria  on  its 
project.  The  county  officials  have  provided  no  funds  for  the  enforce- 
ment of  this  ordinance,  although  the  economic  loss  to  this  county  from 
malaria  is  certainly  not  less  than  $100  000  annually.  The  expenditure 
of   $5  000    annually   by   the    county   for    the    administration    of    anti- 
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Mr.    mosquito  work   (the  cost  of  drainapro  to  fall  on  the  owner  of  tlie  land 
■  benefited)  would  make  it  possihlo  practically  to  wipe  out  this  economic 
loss   in   5  years,  with   a   net  economic  saving   in   this   pc^riod   of  ahoiit 
$330  000. 

With  the  author's  statement,  that  "The  civil  engineer  has  an 
opportunity  to  serve  his  fellow  men  and  do  a  vast  amount  of  good  work 
in  the  prevention  of  mosquito  breeding,  if  he  acquires  the  knowledge 
now  available  on  their  breeding  habits,"  the  writer  can  agree  only 
within  certain  limits.  He  believes  that  engineers,  simply  as  engineers, 
are  not  qualified  to  undertake  in  an  executive  capacity  the  direction 
of  anti-mosquito  measures  of  magnitude,  as  such  work,  for  highly 
successful  prosecution,  requires  marked  abilities  as  an  educator  and 
publicist,  as  well  as  a  unique  combination  of  thorough  knowledge  as 
to  engineering,  parasitology,  hygiene,  vital  statistics,  law,  and  govern- 
ment. The  remarkable  abilities  of  Sir  Ronald  Ross  illustrate  the  point 
in  question.  At  the  same  time,  engineers  can  render  distinct  and 
valuable  service  by  making  certain  that  the  works  they  design  and 
construct  do  not  become,  through  mosquito  breeding,  a  menace  to  the 
health  and  comfort  of  the  people. 

Mr.  J,  J.  Rosenthal,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer 

is  deeply  interested  in  this  paper,  as  he  has  experienced  much  unpleas- 
antness from  this  pest  on  Corregidor  Island,  Philippines,  a  military 
post  about  3  miles  square.  The  houses  are  screened,  but  only  by  using 
mosquito  nets  on  the  beds  can  one  insure  any  sort  of  protection  from 
these  insects  at  night. 

About  ioux  years  ago,  before  active  construction  was  commenced, 
and  when  there  were  fewer  inhabitants,  there  was  no  trouble  from 
mosquitoes.  The  rains,  producing  pools  in  natural  depressions,  were 
as  heavy  then  as  now,  so  that  the  influx  of  the  pest  must  have  been 
due  to  the  numerous  uncovered  wooden  water  tanks  and  barrels  intro- 
duced by  the  U.  S.  Engineers  and  the  Quartermaster's  Department, 
wherever  work  was  going  on.  An  effort  is  now  being  made  to  eliminate 
the  insects  by  destroying  all  unnecessary  water  receptacles  and  build- 
ing reinforced  concrete  covered  reservoirs  with  screens  over  all 
openings. 

The  Island  of  Caballo,  about  half  the  area  of  Corregidor,  and  only 
i  mile  south  of  it,  offers  a  pleasing  contrast.  At  this  place,  when  con- 
struction was  begun  by  the  U.  S.  Engineers,  all  water  receptacles  were 
kept  covered,  and  care  was  taken  to  prevent  the  accimiulation  of  any 
stagnant  water,  hence  the  mosquito  has  not  yet  found  a  home  there.  \ 

In  Manila  the  pest  still  breeds  heavily,  due,  in  part,  to  the  unclean- 
liness  of  the  natives  and  to  inadequate  sewerage  and  water  connec- 
tions, especially  in  the  localities  where  the  nipa  (palm-leaf)  and  bam- 
boo huts  still  abound. 
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E.  P.  Felt,  Esq.*  (by  letter). — The  studies  and  observations  on  iMr. 
mosquitoes  in  various  localities  in  the  State  by  the  writer's  department, 
convince  him  that  the  engineer  may  play  a  very  important  part  in 
the  control  of  mosquito  breeding,  because  so  much  of  it  is  purely 
local.  He  is  thoroughly  convinced,  for  instance,  that  the  incidental 
pool,  roadside  or  other,  is  a  more  important  factor  in  the  production 
of  mosquitoes  than  the  larger  bodies  of  water  so  frequently  viewed  with 
distrust  by  the  general  public.  The  engineer  has  much  to  say  as  to 
methods,  in  all  undertakings  where  his  services  are  necessary,  and  it 
frequently  happens  that  very  little  or  no  additional  expense  is  re- 
quired to  eliminate  small  collections  of  water,  sometimes  ignored  by 
members  of  that  Profession. 

The  writer  is  particularly  interested  in  Mr.  Miller's  reference  to 
sewer  catch-basins  and  the  possibility  of  eliminating  mosquito  breed- 
ing in  such  places.  It  has  occurred  to  him  that,  if  no  better  method 
could  be  devised,  it  would  be  comparatively  easy  to  suspend  over  the 
collection  of  water  in  the  catch-basin,  a  small  container  filled  with 
petroleum  or  other  oil  and  adjusted  in  such  a  way  as  to  drip  slowly 
for  an  extended  period.  This  device,  in  a  modified  form,  has  been  used 
most  successfully  in  certain  tropical  regions  where  thorough  drainage 
was  impractical.  The  same  idea  could  be  applied  to  cesspools,  and  also 
to  cisterns,  if  the  water  from  the  latter  was  taken  from  below  the 
surface. 

The  writer  heartily  endorses  the  idea  of  extending  mosquito  control 
over  considerable  areas.  There  is  more  or  less  migration  or  drifting 
of  these  annoying  forms,  and,  the  more  extended  the  work,  the  better 
will  be  the  results  as  a  whole.  The  communities  along  shore  lines, 
particularly  in  regions  of  extensive  marshes,  are  more  interested  than 
those  farther  inland,  which  may  be  rarely  annoyed  by  migratory  forms, 
such  as  the  banded  salt-marsh  mosquito.  While  it  would  be  desirable 
to  have  the  unit  for  mosquito  control  coincident  with  county  lines, 
under  conditions  such  as  mentioned  above,  it  would  seem  probable 
that  greater  efficacy  would  be  secured  by  the  co-operation  of  townships 
or  communities  suffering  from  similar  conditions.  It  is  difficult,  for 
example,  for  inland  residents  to  appreciate  the  desirability  of  large 
expenditures  for  the  control  of  marsh  forms  practically  unknown  in 
their  own  locality. 

Ealph  H.  Hunt,  M.  D.f — The  speaker  is  sure  that  no  one  is  more    Dr. 
fit  or  better  equipped  to   speak   with   authority  on  this   subject   than     "°  ' 
Mr.  Miller,  for  in  New  Jersey  he  is  called  the  "father"  of  mosquito 
extermination   and  prevention  of  mosquito  breeding,  in  that  he  was 
the  first  to  make  of  it  a  live  issue   and  bring  to   the  notice   of  the 

*  State  Entomologist,  Albany,  N.  Y. 

t  President,  Essex  County  Mosquito  Extermination  Commission. 
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Dr.    people  the  fact  that  the  mosquito  could  be  placed  under  contrf)l  and 
rendered  less  of  a  nuisance. 

Mosquito  work  bepan  some  years  ago,  under  the  efforts  of  an 
Enpflish  Army  surgreon.  Sir  Ronald  Koss,  who  demonstrated  that  only 
throug:h  the  mosquito,  in  this  case  a  variety  of  Anopheles,  could  malaria 
be  carried  from  man  to  man,  and  that  it  was  the  only  known  carrier 
of  the  infection.  Previous  to  that  time  it  had  been  supposed  that 
malaria  was  caused  by  a  miasma  or  by  something  in  the  atmosphere, 
the  idea  of  the  disease  being  very  indefinite  until,  through  the  investi- 
gations of  Italian  observers,  the  organism  was  discovered  in  the  blood 
of  the  human  being.  Shortly  after  that  Sir  Ronald  Ross  demonstrated 
conclusively  that  the  mosquito  was  the  carrier  of  malaria.  This  was 
the  first  thing  that  brought  to  the  attention  of  the  people  the  neces- 
sity of  getting  the  mosquito  pest  under  control.  It  is  seen,  therefore, 
that  in  those  days  it  was  purely  a  health  problem. 

Later,  the  United  States  Army  surgeons  in  Havana,  Cuba — three 
of  a  commission  of  four  sacrificing  their  lives  in  the  investigation — 
demonstrated  the  fact  that  a  certain  variety  of  mosquito,  Stegomyia 
fdsciata,  was  the  carrier  of  yellow  fever.  That  was  proven  beyond  a 
doubt;  and  two  things  stand  out  in  scientific  medicine  and  health 
problems  to-day,  namely,  that  if  there  were  no  mosquitoes,  there  would 
be  no  malaria  and  no  yellow  fever. 

The  malaria  problem  would  be  done  away  with  entirely  by  the 
extermination  of  the  variety  of  Anopheles  which  carries  the  disease; 
but,  the  habits  of  that  mosquito  being  more  difficult  to  control,  it  has 
been  less  controlled,  even  where  it  is  a  menace,  than  the  yellow  fever 
mosquito  in  yellow  fever  countries. 

The  control  of  the  yellow  fever  mosquito  is  comparatively  easy, 
owing  to  its  habits  of  breeding.  It  seems  that  it  breeds  only  in 
barrels  and  other  small  receptacles  around  houses.  One  has  only  to 
prevent  water  from  standing  in  these  receptacles  in  order  to  get  rid  of 
the  yellow  fever  mosquito.  A  complete  demonstration  of  the  efficiency 
of  work  of  that  sort  has  been  given  in  Havana,  Cuba,  a  place  formerly 
pastered  with  yellow  fever  but  to-day  absolutely  free  from  the  disease 
Yellow  fever  formerly  was  a  positive  menace,  and  retarded  the  in- 
dustrial development  of  the  city;  to-day  there  is  no  more  quarantining 
of  the  port,  and  no  more  shutting  up  of  business. 

We  know  that  the  Isthmian  Canal  could  probably  never  have  beer 
completed   had   not   this   scientific   questiojri   been   met   prior   to   com 
mencing   the   mechanical  work.      In  the   Canal   Zone   to-day   there   i 
no  yellow   fever,    and   mosquito   control   alone   has    accomplished   thi 
wonderful  result. 

Referring  to  the  speaker's  section  of  the  country,  namely.  Esse 
County,  New  Jersey,  which  place  has  been  pestered  from  the  time  i 
was  first  colonized,  in  early  days,  to  the  beginning  of  the  present  seasoi .- 
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we  have  reports  from  Colonial  times  stating  that  it  was  almost  im-    Dr. 
possible  to  live  in  certain  parts  of  this  section  of  the  country  on  ac-     ^^  ' 
count  of  the  mosquito  pest.     The  Essex  County  Mosquito  Extermina- 
tion Commission  holds  that  it  has  faced  a  difficult  problem  and  has 
worked  it  out  to  a  practical  solution  for  the  first  time,  as  far  as  the 
speaker  knows,  in  the  history  of  the  country. 

In  previous  years  local  boards  of  health  had  attempted  to  control 
the  mosquito,  and  through  them  a  desultory  movement  began.  Mr. 
Miller,  who  was  in  this  work  at  its  inception,  states  that  it  began 
about  eleven  yea.rs  ago,  and  the  speaker  assumes  that  that  was  about 
the  time  when  the  first  practical  work  was  attempted  by  local  boards 
of  health  with  respect  to  mosquito  control.  Up  to  1912,  it  was  found 
that  such  a  method  was  impractical.  The  local  boards  of  health 
could  not  obtain,  or  would  not  spend,  the  money,  and  even  those  that 
did  make  an  effort  to  do  their  share  in  the  extermination  of  the  mos- 
quito, suffered  greatly  from  the  inroads  of  mosquitoes  which  were  bred 
by  their  neighbors. 

This  led  to  an  attempt  to  formulate  a  law  by  which  to  get  control 
of  the  whole  problem,  and  be  sure  that,  if  there  were  six  little  towns 
or  villages  in  the  county,  instead  of  having  two  do  the  work  and  suffer 
from  the  lack  of  work  on  the  part  of  the  other  four,  some  arrange- 
ment could  be  brought  about  whereby  all  six  municipalities  would  do 
enough  work  to  control  it.  That  led  to  the  passing  of  the  present 
county  law,  by  which,  as  Mr.  Miller  has  stated,  county  commissions 
are  established.  Each  commission  is  given  funds  in  accordance  with 
the  law,  rated  by  the  taxable  valuations  of  the  county.  The  com- 
mission formulates  its  plans,  states  the  amount  of  money  which  it 
will  need  for  the  season's  work,  and  sets  forth  the  need  of  the  work  to 
be  done.  This  is  forwarded  to  the  Director  of  the  State  Experiment 
Station,  and  his  "0.  K."  makes  it  mandatory  on  the  board  of  free- 
holders to  furnish  the  money  on  the  request  of  the  commission.  The 
commission  is  appointed  by  the  chief  justice  of  the  county.  This  re- 
lieves the  situation  and  takes  the  question  out  of  politics.  The  com- 
mission serves  without  pay,  and,  up  to  the  present  time,  this  system, 
as  it  is  being  tried  in  Essex  County,  has  been  found  to  be  admirably 
adapted  to  the  problem. 

The  Essex  County  Commission  has  met  with  much  criticism,  but 
in  spite  of  that  it  has  gone  ahead  with  the  work.  The  members  have 
felt  that  they  know  the  problem,  know  the  mosquito,  and  know  how  it 
breeds;  they  know  how  it  can  be  controlled,  and  they  have  men  willing 
to  put  in  the  time  and  do  the  work,  and,  under  the  new  law,  they  have 
the  money. 

The  law  was  framed  so  that  the  appropriation  was  not  available 
until  a  certain  proportion  of  the  county  had  been  flooded  with  mosqui- 
toes which  bred   on  the  salt  marshes,  but,   after  that,   the  work  was 
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Dr.  cnrricMl  out  as  thorouplily  as  possible.  As  a  result,  both  the  local 
l)!iIKM-s  and  tlio  p:on(M'nl  sontiniont  of  the  communities  were  unanimous 
in  the  oi)ini()n  that  tlicy  liad  never  known  a  season  when  mo.squit(»(?8 
w'cvo  so  few  in  Essex  County  as  the  one  just  past.  Weather  condi- 
tions may  have  been  favorable  for  the  Commission  during?  1912, 
but  it  is  known  that  wherever  mosquitoes  have  been  found  heretofore 
they  were  found  to  be  breeding:  during  the  past  summer,  but  there 
were  enough  men  to  control  the  situation.  It  seems  almost  usel&ss 
to  continue  the  discussion  of  the  paper,  because  the  speaker's  work 
and  that  of  Mr.  Miller  naturally  have  been  on  parallel  lines;  his 
plans  are  the  speaker's  plans  on  this  subject,  and  the  results  are 
the  same. 

To  reiterate:  There  is  in  Essex  County,  as  Mr.  Gray  has  stated,  not 
only  the  salt-mai*sh  mosquito,  but  the  house  mosquito,  the  Culex 
pipien,  which  has  proven  a  greater  nuisance  than  either  of  the  salt 
marsh  varieties.  The  Culex  cantator  and  Culex  solicitans  breed  only 
in  salt  water.  These  mosquitoes  have  been  found  in  Morristown, 
Summit,  and  Bernardsville,  and  also  at  points  from  20  to  25  miles 
from  the  nearest  salt  marsh.  It  is  apparent,  therefore,  that  these 
varieties  are  migratory,  and  are  capable  of  flying  25  miles.  They  are 
most  prolific,  and  can  be  controlled  only  by  ditching  the  salt  marshes. 
The  salt  marshes  on  the  Hudson  County  ]\readows  and  on  the  Union 
County  Meadows  are  being  ditched  thoroughly,  and  it  is  hoped  and 
believed  that  the  salt-marsh  mosquito  can  be  eliminated  from  Essex 
County  and  from  New  Jersey,  if  this  work  is  continued  in  its  present 
form. 

The  Culex  pipien  is  a  small  mosquito  which  breeds  in  fresh  water, 
and  the  dirtier  the  water,  the  better  it  likes  it.  It  breeds  in  brooks, 
in  old  tin  cans,  in  pools,  and  in  any  place  where  there  is  water.  It 
requires  a  house-to-house  inspection  for  its  control.  It  is  a  continuous 
nuisance,  and  to  eliminate  it  each  inspector  must  visit  and  revisit  every 
house  in  his  district.  Essex  County  was  divided  into  as  many  dis- 
tricts as  seemed  wise,  and  an  inspector  was  placed  over  each  one  and 
made  directly  responsible  to  his  chief,  and  the  chief  to  the  Commission. 

The  above-mentioned  mosquitoes  are  practically  the  onlj^  three 
varieties  which  are  found  in  Essex  County.  We  know  where  they 
breed;  we  know  how  they  breed;  and  we  know  how  to  beat  them;  and, 
if  the  money  is  still  forthcoming  in  future  years,  we  believe  it  to  be 
inevitable  that  the  mosquito  must  go. 

All  will  acknowledge  the  fact  that  it  would  be  a  wonderful  thing 
for  New  Jersey  or  for  any  community  to  rid  itself  of  mosquitoes. 
One  can  hardly  estimate  just  what  it  means  in  real  estate  values 
alone.  It  is  within  the  experience  of  everybody  who  lives  in  New 
Jersey  that  men  who  have  gone  there  to  occupy  property  and  to  make  it 
a   permanent    home,    have    suffered   from    this    little   pest,    the    Culex 
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pipien,  and  the  salt-marsh   mosquitoes,   and  have  gone  away  and  re-    Dr.    ■• 
fused  to  invest  in  property  in  that  State.    Therefore,  in  Essex  County,  ^*^"*-     ''^ 
it  is  considered  a  good  investment  to  devote  $75  000  tov^ard  the  ex- 
termination of  the  mosquito  and  set  it  against  the  depreciation  in  real 
estate  and  the  actual  discomfort  which  comes  from  the  pest. 

The  speaker  is  a  practicing  physician,  and  during  1912  has  beeii 
somewhat  interested  in  the  amount  of  malaria  in  the  county.  He 
thinks  that  the  mosquito  problem  is  more  of  a  nuisance  than  a  health 
proposition;  not  that  we  do  not  have  malaria  in  New  Jersey,  for  we  do 
have  it,  but  it  is  a  negligible  quantity,  and  we  would  not  feel  justified 
in  spending  any  such  sum  of  money  to  get  rid  of  what  little  malaria 
there  is  in  the  county.  In  doing  away  with  this  nuisance,  however, 
we  will  destroy  the  Anopheles  mosquito,  which  is  the  carrier  of 
malaria. 

The  speaker  is  very  glad  that  Mr.  Miller  has  written  this  paper, 
and  feels  that  everywhere  we  go  we  should  preach  this  gospel.  If 
intelligent  men  could  be  interested  in  the  subject,  another  step  in  the 
fight  would  be  won.  It  is  hoped  that  each  engineer  will  do  all  he  can 
in  his  community  to  create  an  interest  in  this  work  and  aid  it  in  every 
possible  way. 

The  mosquito  a,cts  as  an  intermediate  host.  The  malarial  organism 
goes  through  an  entirely  different  stage  in  the  mosquito  from  what 
it  does  in  the  body  of  man.  This  is  also  true  in  yellow  fever, 
as  far  as  is  known.  It  cannot  be  traced  in  yellow  fever,  because 
the  organism  has  not  yet  been  determined,  but  in  the.  case  of  malaria 
the  organism  has  been  traced  in  all  its  stages  from  man  to  mosquito 
and  from  mosquito  back  to  man. 

Robert  A.  Rlttherfurd,  Esq. — In  Connecticut,  a  number  of  people        Mr. 
interested  in  the  mosquito  question,  including  the  speaker,  are  trying  ^^^  erturd. 
to   obtain   some   legislation,   based   on   the   effective   New   Jersey   law, 
but  modified  to  suit  the  different  political  and  physical  conditions. 

The  people  are  bothered  to  a  great  extent  with  salt-marsh  mosqui- 
toes which  can  be  eliminated  by  drainage  of  the  salt  marshes.  One 
■of  the  proposed  bills  places  the  entire  direction  and  execution  of  the 
marsh  drainage  part  in  the  hands  of  the  Director  of  the  State  Agri- 
cultural Experiment  Station.  Another  bill  deals  with  the  breeding 
of  fresh-water  mosquitoes,  and  empowers  boards  of  health  to  remove 
them  like  any  other  nuisance. 

From  all  the  preliminary  missionary  work  that  has  been  done,  it 
looks  as  if  favorable  results  would  be  obtained  from  the  efforts  which 
are  being  made  at  Hartford. 

The  proposed  bill  putting  the  marsh  drainage  work,  etc.,  in  the 
hands  of  the  Director  of  the  State  Agricultural  Experiment  Station 
calls  for  an  appropriation  of  $200  000,  and  gives  power  to  investigate, 
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Mr.  inspoct.  nnd  survey  all  siiapectcd  hrecdinp  iiinrsh  areas,  and  aUo  gives 
lum  authority  to  hire  engineers,  etc.,  to  survey  and  map  such  areas, 
and  to  estimate  and  inspect  such  work  as  required.  The  engineers 
should  have  a  knowledge  of  mosquito  breeding  marshes. 

Some  private  anti-mosquito  work  in  several  of  the  small  towns 
has  given  very  good  results,  particularly  the  ditching  of  salt  marshes; 
and.  of  course,  as  Mr.  Miller  states,  that  has  to  be  maintained  from 
year  to  year,  and  kept  in  proper  shape,  or  the  mosquitoes  go  back 
and  make  worse  breeding  places  than  ever. 

Mr.  Kenneth  Allen,  M.  Am.  Soc.  C.  E. — Reference  has  been  made  to 
the  breeding  of  mosquitoes  in  catch-basins.  These  basins  may  be 
very  prolific  sources  of  such  pests  in  our  cities,  and  very  little  has 
been  done  to  prevent  them  from  becoming  breeding  places.  When  in 
Washington,  in  September,  1912,  the  speaker  was  interested  to  see 
that  active  preventive  measures  were  being  taken  to  that  end,  under  the 
direction  of  Asa  E.  Phillips,  M.  Am.  Soc.  C.  E.,  Superintendent  of  the 
Sewer  Department.  The  catch-basins,  of  which  there  are  more  than 
5  000,  are  flushed  regularly,  once  a  fortnight,  and  are  given  a  dose 
of  about  a  cupful  of  oil  during  the  breeding  season.  The  cost  of 
each  application  is  about  6  cents  per  basin.  The  catch-basins  are 
cleaned  once  in  4  weeks  throughout  the  year,  the  flushing  being  merely 
to   remove  the  stagnant  water. 

Cesspools  also  afford  favorable  conditions  for  mosquito  breeding, 
and  it  will  be  interesting  to  note  what  change  may  be  observed  in  a 
city  like  Baltimore,  where  100  000  cesspools  are  being  abandoned  on 
the  introduction  of  sewerage,  and  where,  in  certain  localities,  this  insect 
has  been  a  serious  nuisance. 

The  dissemination  of  disease  by  mosquitoes  has  been  suspected 
for  many  years,  although  the  conclusive  proof  is  recent.  Dr.  Howard 
A.  Kelly,  of  Baltimore,  in  a  paper  before  the  Johns  Hopkins  Medical 
Society,  mentions  some  native  writings  of  the  Sixth  Century,  dis- 
covered by  the  Governor  of  Ceylon  about  ten  years  ago,  in  which  insects 
are  mentioned  as  carriers  of  disease,  and  certain  kinds  of  mosquitoes 
which  cause  malaria  are  described. 

In  1848  Dr.  Josiah  C.  Nott,  of  Mobile,  Ala.,  expressed  the  opinion 
that  yellow  fever  was  transmitted  by  insects,  but  it  was  not  until 
1886  that  the  disease  was  charged  to  the  Stegomyia  fasciata  by  a 
Scotchman  then  living  in  Havana — Dr.  Carlos  J.  Finlay;  and  then 
some  14  years  elapsed  before  this  was  demonstrated  to  be  a  fact  by 
Dr.  Walter  Reed,  U.  S.  A.,  and  his  colleagues.  Referring  to  this. 
Dr.  Kelly  says: 

"One  thing  must  strike  every  reader  of  Reed's  experimental  work — 
that  it  is  based  on  nothing  which  was  not  easily  within  the  scope  of 
scientific  investigation  at  any  time  within  the  last  200  years.  Their 
success  rested  upon  inductive  reasoning,  accuracy  of  observation,  and 
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perseverance,  and  thus  affords  an  added  illustration  of  the  old  lesson    Mr. 
that  the  simple  solution  is  the  product  of  the  master  mind."  Alien. 

W.  E.  Britton,  Esq.*  (by  letter). — The  writer  has  been  much  mj-. 
interested  in  this  paper  and  realizes  that  the  civil  engineer  has  a  great 
opportunity  for  effective  work  in  mosquito  elimination.  Especially 
is  this  true  in  regard  to  construction  work,  where  some  of  the  very 
worst  breeding  places  have  been  formed  by  carelessly  intercepting 
the  natural  drainage  in  the  building  of  railroads  and  highways  across 
marsh  lands. 

The  subject  of  mosquito  control  naturally  falls  into  two  subdivi- 
sions: (1),  Salt-marsh  or  migratory  species;  and  (2),  Malarial,  rain- 
barrel,  and  other  local  species. 

The  control  of  the  first  species  requires  a  large  initial  expenditure 
for  drainage.  As  salt-marsh  mosquitoes  migrate,  often  flying  many 
miles,  not  only  the  area  where  they  breed,  but  all  the  adjacent 
towns  are  affected.  Local  effort,  therefore,  is  not  satisfactory  unless 
universal  co-operation  is  established.  This  is  difficult.  It  seems  to  be 
a  wise  provision,  therefore,  that  such  work  be  managed  by  the  State, 
as  is  done  in  New  Jersey.  After  the  drains  have  been  cut,  a  small 
sum  must  be  expended  annually  for  maintenance,  and  the  writer 
believes  that  this  may  be  safely  imposed  on  the  towns,  possibly  with 
a  provision  that  the  State  may  do  the  work  in  case  the  towns  fail.  It 
must  be  done  some  way. 

The  second  subdivision  deals  more  particularly  with  a  local  nui- 
sance, and  more  properly  belongs  to  the  province  of  the  health 
officer.  If  the  laws  are  insufficient,  more  authority  should  be  given 
to  the  health  officer  and  more  funds  provided  in  order  to  enable  him 
to  cope  with  the  situation. 

The  control  of  the  rain-barrel  and  malarial  and  other  non-migratory 
species  may  best  be  effected  by  frequent  inspections  of  premises,  at 
the  expense  of  the  town  or  city,  and  by  orders  issued  by  local  au- 
thorities, the  cost  of  the  treatment  to  be  borne  either  by  the  property 
owner,  or  by  the  municipality  or  town.  State  supervision  or  inter- 
ference is  hardly  necessary. 

Whether  or  not  county  mosquito  commissions  are  desirable  will 
depend  on  conditions  existing  in  the  different  States.  In  Connecticut, 
for  instance,  there  are  county  public  health  associations  composed  of 
the  town,  city,  and  borough  health  officers  and  a  few  citizens  promi- 
nently interested  in  matters  of  public  health.  Such  organizations  at 
their  meetings  discuss  these  problems  and  adopt  general  policies;  and 
each  individual  health  officer  will  solve  his  local  difficulties  with  a 
stronger  courage  if  he  knows  that  the  organization  is  back  of  his 
efforts. 

*  State  Entomologist,  New  Haven',  Conn. 
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Mr.  Tn  mosquito  cUmination,  afl  in  all  oilier  (iiKiHtioiis  of  crreat  public 
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import,  however,  a  stroii^^  i)ul)lie  sentinient  iiui.st  Ik;  obtained.     'I'liink- 

ing  people;  must  be  awakened.  Often  laws  will  help  to  create  that 
sentiment,  but  they  are  of  little  value  unless  supported  by  it.  A  great 
educational  campaign  is  needed,  and  every  legitimate  means  should 
be  adopted  to  an  end  which  will  improve  the  health,  efficiency,  com- 
fort, and,  ultimately,  the  financial  condition  of  the  people. 
Mr.  Thomas  H.   Means,   M.   Am.   Soc.   C.   E.    (by   letter).— This   is   a 

■  timely  paper  and  of  great  value.  We  have  too  long  considered  the 
mosquito  a  sort  of  necessary  evil,  and  it  is  of  great  importance  to 
show  that  it  can  be  prevented,  generally  at  no  large  expense.  The 
writer  well  remembers,  during  boyhood,  the  old  rain  barrel,  at  the 
comer  of  the  house,  filled  with  wigglers.  No  one  then  connected  the 
wiggler  with  the  pest  of  mosquitoes  which  bothered  them  all  summer, 
and,  of  course,  no  one  had  any  idea  that  the  chills  and  fever  were 
in  any  way  connected  with  the  mosquitoes. 

In  irrigated  districts,  mosquitoes  rapidly  become  a  great  nuisance, 
unless  special  precautions  are  taken  to  eliminate  their  breeding  places. 
Very  little  systematic  work  seems  to  have  been  attempted  in  the 
matter  of  mosquito  prevention  in  the  West.  Few  engineers  seem  to 
realize  how  easy  it  is  to  lessen  the  number  of  mosquitoes  to  such  a 
degree  that  they  cease  to  be  a  pest.  It  is  to  be  hoped  that  Mr.  Miller's 
paper  will  serve  to  increase  the  interest  in  the  matter. 

Within  the  last  two  years  the  writer  has  been  engaged  on  a  small 
irrigation  project  in  the  Sacramento  Valley.  Here,  as  everywhere 
else,  mosquitoes  are  a  nuisance,  but  here  the  matter  is  much  com- 
plicated by  the  presence  of  the  species  which  distributes  malaria.  The 
problem  of  preventing  or  lessening  malaria  is  vital  to  the  success  of 
the  project.  During  the  summer  of  1911,  the  first  year  of  the  writer's 
connection  with  the  enterprise,  no  attempt  was  made  to  control  the 
matter,  largely  because  no  one  appreciated  its  importance.  Experience 
during  that  season,  however,  showed  the  absolute  necessity  of  sub- 
duing the  malaria  mosquito.  Plans  were  made  and  work  was  com- 
menced in  the  season  of  1912. 

The  problem  was  attacked  from  all  sides.  An  attempt  was  made 
to  prevent  the  breeding  of  mosquitoes,  to  isolate  the  human  carrier 
of  the  disease,  and  to  encourage  the  people  of  the  community  to  take 
good  care  of  their  general  health  by  sleeping  under  screens,  by  using 
good  drinking  water,  and  by  taking  quinine  as  a  preventive.  There 
was  no  measure  of  the  amount  of  malaria  in  the  community  previous 
to  1912,  except  the  records  kept  by  the  school  teachers.  These  showed 
that  for  the  previous  three  years  about  80%  of  the  children  of  school 
age  were  sick  with  the  disease.  In  the  fall  of  1912,  after  the  one 
season's  work,  the  percentage  of  children  sick  with  malaria  was  re- 
duced to  about  15.     During  this  year  there  had  been  a  great  influx  of 
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new  people,  and,  had  there  been  no  change  in  the  conditions,  a  much     Mr. 
larger    percentage    of    sickness    might    have    been    expected,    for    the     ^^^^ 
disease  is  always  worse  in  the  case  of  new  comers.     The  writer  feels 
that  he  has  reason  to  be  pleased  with  the  results. 

Whether  or  not  the  season  was  favorable,  no  one  can  say;  malaria 
in  the  country  generally  seemed  to  be  about  as  usual  in  1912.  Very 
few  farmers  have  much  faith  in  the  mosquito  theory  of  malaria,  and  it 
was  hoped,  at  least,  to  establish  confidence  in  the  method  of  handling 
the  matter.  There  was  very  little  co-operation  during  the  year  from 
the  farmers,  on  account  of  their  scepticism,  but  it  is  found  that 
now  nearly  all  of  them  are  satisfied  that  malaria  prevention  is  pos- 
sible, that  mosquitoes  have  something  to  do  with  its  spread,  and  next 
year  they  will  give  their  hearty  help,  and  the  work  should  be  more 
successful. 

In  laying  the  plans,  attention  was  directed  to  drainage,  as  the 
first  and  most  important  matter.  Open  drains  were  made,  in  order 
to  prevent  surface  water  from  standing.  Where  drainage  was  not  pos- 
sible, oil  was  used  to  prevent  mosquito  breeding.  Two  men,  equipped 
with  knapsack  sprays,  made  regular  trips  over  the  country  and 
sprayed  every  place  where  mosquitoes  could  breed.  These  trips  were 
made  at  least  every  two  weeks  in  the  warm  weather.  The  territory 
covered  was  about  10  000  acres.  During  the  season,  1  400  gal.  of  oil 
were  used.  The  total  cost  of  the  work  was  about  $3  500.  As  there  were 
about  1 200  people  in  the  district  patrolled,  the  cost,  if  pro  rated, 
would  have  been  about  $3  per  person,  which  is  trifling  when  the  re- 
sults are  considered.  The  relief  from  mosquito  bites  alone  would  have 
been  well  worth  the  cost. 

It  has  been  stated  that  mosquitoes  travel  only  short  distances. 
This  may  be  true  in  an  unsettled  country,  but,  where  there  are  many 
people  or  animals,  they  will  travel  great  distances.  In  the  evening 
every  traveler  will  be  followed  by  a  swarm  of  the  insects,  and  every 
cow  coming  from  pasture  will  bring  them  with  her. 

It  is  of  importance,  therefore,  to  exercise  care  in  preventing  the 
breeding  of  mosquitoes,  even  in  remote  spots. 

Malaria  mosquitoes  seem  to  prefer  the  quieter,  warmer  spots  of 
water.  They  do  not  seem  to  breed  in  ditches  or  streams,  but  every 
little  puddle  will  produce  great  numbers.  They  are  a  little  slower  in 
development  than  the  common  varieties,  and  do  not  become  abundant 
until  the  latter  part  of  the  season. 

As  the  result  of  the  season's  work,  the  writer  would  suggest 
the  following  for  a  community  troubled  with  malaria: 

1.  Drain  all  surface  water. 

2.  If  drainage  is  not  possible,  use  oil.  The  cheaper  grades  of  oil 
from  the  refineries,  such  as  stove  oil,  mixed  with  crude  oil,  will  an- 
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Mr.    swer  very   satisfactorily.     Uso  a   fine  spray,  and  distribute  enough  oil 
*"""*■  to  form  a  thin,  but  visible,  film  on  the  surface  of  the  water, 

3.  Keep  the  person,  known  to  have  malarial  parasites  in  the  blood, 
isolated  if  possible.  Afosquitoes  do  not  generate  malaria,  but  must 
get  it  from  the  blood  of  a  human  being.  Insist  that  all  malarial  per- 
sons sleep  under  screens.  Have  every  such  person  undergo  a  thorough 
treatment  under  a  good  doctor. 

4.  Encourage  the  use  of  good  water.  Deep  wells  are  generally 
best.  Malaria  cannot  be  transmitted  through  water,  but  every  condi- 
tion which  tends  to  run  the  system  down  will  make  a  person  less 
resistant  to  the  disease. 

5.  Screen  all  houses,  and,  as  a  special  precaution,  screen  all  sleep- 
ing places.  Keep  indoors  as  much  as  possible  after  night.  The 
malarial  mosquito  is  a  nocturnal  insect. 

6.  Take  quinine  during  the  season  when  malaria  is  prevalent.  A 
doctor's  advice  should  be  asked.  Take  a  little  quinine,  no  matter  what 
he  advises. 

Mr.  Spencer  Miller,  M.  Am.  Soc.   C.  E.   (by  letter). — The  writer  is 

much  gratified  with  the  reception  accorded  his  paper  and  the  thought- 
ful discussion  it  has  brought  forth.  Mr.  Gray  intimates  that  the 
writer's  experience  with  the  mosquito  problem  has  been  largely  obtained 
in  territory  where  mosquitoes  are  more  of  a  nuisance  than  a  menace 
to  health.  Are  not  all  kinds  of  mosquitoes  a  menace  to  health?  Nature 
provides  a  period  of  sleep  to  maintain  health.  Mosquitoes  which  dis- 
turb that  sleep  surely  affect  one's  health;  and  the  greater  their  num- 
ber the  greater  the  menace.  Recreation  in  the  open  air  and  sunshine 
maintains  health;  therefore,  a  pest  of  mosquitoes  of  any  variety  that 
drives  one  indoors  is  a  menace  to  health. 

There  are  many  times  more  non-malarial  than  malarial  mosquitoes 
breeding  in  the  State  of  New  Jersey.  The  malarial  mosquito  may 
breed  almost  anywhere,  even  in  salt  marshes,  and  any  campaigning 
against  it  must,  of  necessity,  call  for  the  inspection  of  all  quiescent 
waters.  The  cost  of  inspection  is  the  largest  part  of  the  cost  of  ex- 
termination. Seeking  for  malarial  mosquito  larvae  will  lead  the  in- 
spector to  the  larvae  of  non-malarial  mosquitoes.  The  destruction  of 
non-malarial  larvae  adds  but  a  trifle  to  the  expense  of  a  campaign 
against  malaria,  and,  in  the  interest  of  health,  such  a  campaign  should 
be  directed  against  every  kind  of  mosquito. 

Mr.  Gray  states  that  the  problem  "becomes  an  urban  problem  only 
when  there  is  a  lax  administration  of  the  municipal  departments  of  health 
and  public  works."  In  the  City  of  New  York,  the  Department  of 
Health  is  fully  alive  to  the  importance  of  mosquito  prevention.  It 
is  lax  only  because  hampered  by  lack  of  funds.  A  large  portion  of  the 
Borough  of  Brooklyn  is  pest-ridden  with  salt-ma.rsh  mosquitoes  which 
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breed  in  about  9  000  acres  of  marshes  iii  Jamaica  Bay  within  the  ^Mr^^ 
limits  of  the  Borough.  The  Borough  authorities  have  not  $10  000  to  ex-  ^  '  ^'"■ 
pend  for  this  purpose  at  present.  It  will  cost  about  $60  000  to  ditch 
these  marshes  alone,  and  it  is  estimated  that  an  annual  expenditure  of 
about  $150  000  per  year  will  be  required  to  relieve  properly  the  Borough 
of  Brooklyn  from  the  mosquito  pest.  This  sum  would  cost  the  people 
residing  there  less  than  10  cents  per  annum  per  inhabitant.  While 
salt-marsh  mosquitoes  probably  furnish  75%  of  the  pest  in  Brooklyn, 
there  are  thousands  of  fresh-water  breeding  places  where  the  common 
house  mosquitoes  breed.  These  are  a  greater  nuisance  individually 
than  the  marsh  mosquitoes,  because  they  get  indoors  and  sing  and  bite 
all  night. 

Mosquito  breeding  in  Prospect  Park,  Brooklyn,  has  been  known 
and  talked  of  publicly  for  the  last  ten  years,  yet  at  the  present  time 
the  City  health  authorities  have  not  the  funds  to  prevent  it.  Citizens 
of  Brooklyn  have  formed  an  association  and  are  raising  a  fund  of 
$60  000  by  subscription  to  start  the  work. 

The  writer  became  interested  in  forming  county  mosquito  exter- 
mination commissions  because,  after  ten  years  of  endeavor,  he  failed  to 
obtain  the  co-operation  of  adjoining  communities  to  do  anti-mosquito 
work  effectively. 

Mr.  Gray  concurs  in  the  "selection  of  the  county  as  a  proper  unit 
of  mosquito  control  operations  *  *  *  with  the  condition  that  the 
field  of  the  county's  operations  shall  not  include  incorporated  cities." 

The  Board  of  Health  of  Newark,  N.  J.,  for  five  or  six  years, 
expended  about  $5  000  to  $7  000  annually.  This  was  about  one- 
sixth  of  the  sum  required  to  do  the  work  effectively  within  the 
city  limits.  After  the  work  was  taken  over  by  the  County  Com- 
mission, in  the  summer  of  1912,  more  than  9  000  breeding  places  were 
discovered  in  the  city,  entirely  outside  of  salt-marsh  areas.  Newark 
has  a  well-organized  and  highly  intelligent  Board  of  Health,  but  it 
was  limited  financially.  Breeding  was  stopped  to  a  certain  extent, 
but  not  enough  to  satisfy  the  citizens,  as  will  appear  from  the  following 
editorial  comments  in  Newark  papers : 

The  Newark  Evening  Star  on  the  15th  of  July,  1912,  said: 

"In  no  previous  summer  season  were  Newark  and  its  suburbs  so 
free  from  the  pest  as  during  the  present  season.  Last  year  in  many 
localities  the  infliction  was  unendurable,  and  the  change  is  most 
grateful  to  a  large  population.  The  money  appropriated  for  this  blessed 
work  is  the  best  public  investment  ever  made  by  the  county.  It  is 
being  richly  repaid  in  benefits." 

On  August  17th,  the  same  paper  stated:  "The  mosquito  extermina- 
tion act  has  been  amply  justified  by  results." 
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Mr.  The  Newark  News,  on  .Julv  l.'Hli,  1912,  said: 

Miller. 

"After  just  two  nioiilhs  of  iU'tivit.v,  backed  by  an  adcfiuate  appro- 
priation, it  lias  1)(-H^ii  demonstrated  tliat  tlie  work  of  the  Kssex  ('ounty 
M()S(iuito  Kxterniination  Coniniission  is  accomplishing  definite  results. 

*  *  *  After  this  comparatively  short  time,  results  are  visible  in 
the  lessened  number  of  the  pests  that  find  their  way  into  houBes  and 
within  the  confines  of  screened  porches." 

On  July  24th  the  Newark  Evening  News  stated : 

"Sh-h-h! 

"Have  you  noticed  it,  or  are  we  dreaming!  It  seems  almost  too 
good  to  be  true. 

"Has  the  wily  mosquito  left  us?" 

The  writer  feels  that  it  is  necessary  to  include  incorporated  cities 
in  connection  with  county  work.  A  county  tax  is  paid  by  the  tax- 
payers of  the  cities  as  well  as  the  villages.  A  county  commission  should 
expend  the  money  collected  by  taxation  for  the  benefit  of  the  people 
who  pay  it. 

Mr.  Gray  is  convinced  that  "the  appointment  of  special  commis- 
sions is  an  unnecessary  multiplication  of  executive  bodies  in  the  county 
government";  and  states,  further,  that  "no  department  of  county  gov- 
ernment, on  the  average,  is  remarkable  for  its  intelligence  and  efficiency" ; 
and  "that  there  is  no  assurance  that  a  special  commission  will  show 
greater  efficiency  than  the  existing  component  parts  of  the  county 
government." 

The  assurance  offered  in  the  New  Jersey  law,  included  in  the  paper, 
that  these  commissions  shall  be  intelligent  and  efficient,  is  that  they 
shall  be  appointed  by  the  Supreme  Court  Judge  of  each  county  and  shall 
serve  without  salary.  Mr.  Gray  states  that,  in  California,  there  is  a 
crying  need  of  anti-mosquito  w^ork,  and  that  practically  nothing  has 
been  done  by  the  county  governments. 

He   states   further:    "the   county   officials   have  provided   no   funds 

*  ■^  *  although  the  economic  loss  to  this  county  [Tehama]  from 
malaria  is  certainly  not  less  than  $100  000  annually."  No  better  argu- 
ment can  possibly  be  put  forth  for  the  necessity  of  the  appointment  of 
specially  selected  men  for  carrying  out  a  definite  public  work. 

Mr.  Gray  says  that  "highly  successful  prosecution,  requires  marked 
abilities  as  an  educator  and  publicist,  as  well  as  a  unique  combination 
of  thorough  knowledge  as  to  engineering,  parasitology,  hygiene,  vital 
statistics,  law,  and  government." 

The   Essex   County  Mosquito   Extermination   Commission   is   com-    fin 
posed  of:    Two  doctors,  one  civil  engineer,  one  retired  quartermaster- 
general,  one  successful  business  man,  and  one  grain  merchant,  all  hav- 
ing proven  by  previous  service  that  they  were  public-spirited  citizens. 
This  Commission  has  been  successful. 
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Mr.  Rosenthal  refers  to  the  mosquito  pest  in  the  Philippines,  which    Mr. 
followed  the  introduction  of  numerous  uncovered  wooden  water  tanks     '  ^^' 
and  barrels,  "man-made  water  holders." 

Mr.  Felt  speaks  with  authority  when  he  refers  to  the  incidental  pool, 
roadside  or  otherwise,  as  being  more  prolific  in  the  production  of 
mosquitoes  than  the  larger  bodies  of  water  so  frequently  viewed  with 
distrust  by  the  general  public.  His  suggestion  to  suspend  a  small  con- 
tainer filled  with  oil  and  adjusted  so  as  to  drip  slowly  into  a  catch- 
basin  has  been  tried  in  Newark,  N.  J.  The  plan  proved  effective 
only  when  the  catch-basins  were  kept  clean.  After  some  days  they  be- 
come partly  filled  with  dirt,  and  on  this  the  oil  may  drip  and  not  reach 
the  water;  for  that  reason  the  plan  was  abandoned.  The  catch-basin 
covers  are  now  removed,  and  the  oil  is  sprayed  all  over  the  surface  of 
the  water.  What  is  wanted  is  a  mosquito-proof  catch-basin  which 
aeeds   no   inspection   or  oil. 

Dr.  Hunt  views  the  subject  largely  from  a  medical  standpoint.  The 
Supreme  Court  Judge  of  Essex  County  was  fortunate  in  having  found 
a  man  of  Dr.  Hunt's  ability  and  zeal  to  serve  as  a  commissioner. 
Where  county  commissions  a.re  appointed  by  Supreme  Court  Judges, 
the  latter  would  do  well  to  select  one  or  more  progressive  medical  men 
to  serve  on  the  commission,  because  such  men  can  usually  be  de- 
pended on  to  be  intelligent  and  unselfish  in  their  desire  to  relieve  the 
people  from  the  pest. 

Mr.  Rutherfurd  refers  to  the  problem  of  Connecticut  and  to  a  Bill 
placing  the  marsh-drainage  work  and  $200  000  in  funds  in  the  hands 
3f  the  Director  of  the  State  Agricultural  Station.  The  conditions  in 
Connecticut  are  peculiar,  fully  75%  of  the  population  being  affected 
3y  a  mosquito  pest  breeding  along  the  borders  of  the  State.  There  is 
lardly  a  county  which  Avill  not  be  benefited  by  the  elimination  of  the 
5alt-marsh  pest;  it  is  a  State  nuisance,  and  a  good  beginning  will  be 
nade  by  the  passage  of  the  Bill. 

The  writer  endorses  Mr.  Britton's  suggestion,  in  which  he  states 
hat  "a  great  educational  campaign  is  needed."  During  the  season  of 
L912  the  Essex  County  Mosquito  Extermination  Commission  issued 
)0  000  cards  to  be  hung  in  houses.  These  cards  illustrate  how  mosqui- 
oes  breed,  and  give  methods  for  the  prevention  of  breeding. 

The  real  value  of  an  educational  campaign,  however,  is  in  mould- 
ng  public  opinion  to  uphold  organized  effort  for  anti-mosquito  work. 
3ne  error  frequently  made  is  to  expect  that  people  when  they  know 
low  the  mosquito  pest  can  be  eliminated,  will  look  after  their  own 
premises  individually.  Experience  during  ten  y^vrs  has  taught  the 
vriter  that  less  than  5%  of  the  population  will  do  knything  of  the  sort, 
^o  better  illustration  of  that  can  be  found  than  the  fact  that  the  in- 
spectors employed  by  the  Essex  County  Mosquito  Extermination  Com- 
nission  found  mosquitoes  breeding  in  the  rear  of  the  writer's  stables. 

I 
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Mr.  In    refcrenet'    to    tlie    coat    oi"    uiili-niowquito    work,    the    following 

(lata  may  s(>rvo  as  a  roiip-li  ba-sis  for  niakinj^  ostimatfs: 

].  Port  Said,  with  50  000  population  and  compactly  built,  controls 
its  mos(]ui(o  jx^st  for  12  cents  per  inhabitant  per  annum.  lemailia,  an 
open  villMf*-e,  with  10  000  population,  expends  50  cents  per  inhabitant 
p(>r  annum. 

'2.  Klanjj:  and  Port  Swettenham,  5  miles  apart,  have  a  combined 
population  of  3  000  and  spend  $4.72  per  inhabitant. 

3.  Mr.  Means,  in  his  discussion,  refers  to  anti-mosquito  work  in  the 
Sacramento  Valley,  Cal.,  in  a  territory  of  about  10  000  aeres  and  1  200 
people  at  $3  per  inhabitant  per  annum.  This,  however,  is  only  3G  cents 
per  acre  per  annum. 

4.  The  estimated  cost  for  the  Borough  of  Brooklyn  (Kings  County), 
with  a  poi)ulation  of  1  700  000,  is  10  cents  per  inhabitant  per  annum. 

5.  In  South  Orange,  N.  J.,  a  suburban  community  of  5  000  popula- 
tion, the  cost  of  effective  work  is  about  30  cents  per  inhabitant  per 
annum,  or  an  average  of  $1.50  per  acre  per  annum. 

6.  The  estimated  cost  of  keeping  New  Jersey  reasonably  free  from 
the  pest  is  29  cents  per  inhabitant  per  annum,  or  an  average  of  13  cents 
per  acre.  This  sum  is  provided  for  under  the  New  Jersey  law  quoted 
in  the  paper. 

7.  In  Panama,  the  entire  sanitation  of  the  Canal  Zone  costs  approxi- 
mately $2.43  per  inhabitant  per  annum,  and  the  cost  per  acre  is  $1.14. 
(This  is  about  1%  of  the  cost  of  the  Canal.)  The  breeding  season 
is  twice  as  long  as  that  in  the  latitude  of  New  York  or  Washington, 
and  probably  only  one-half  of  the  sum  expended  was  for  anti-mosquito 
work.  In  order  to  compare  the  Panama  Canal  Zone  with  New  Jersey, 
these  costs  must  be  divided  by  two,  to  separate  the  mosquito  work  from 
other  sanitary  work;  and  by  two  again,  because  the  breeding  season 
is  twice  as  long  in  Panama;  and  again  by  two,  to  compensate  for  the 
vast  difference  in  rainfall.  The  result  is  31  cents  per  inhabitant,  or 
14  cents  per  acre  per  annum. 
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Paper  No.  1258. 

THE  THEOREM  OF  THREE  MOMENTS. 

By  J.  P.  J.  Williams,  Assoc.  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  Milo  S.  Ketchum 
AND  J.  P.  J.  Williams. 


The  design  of  continuous  beams,  plate-girder  draw  spans,  and 
swing-bridge  trusses  is  based  on  the  values  of  reactions  and  bending 
moments  found  by  the  use  of  a  restricted  form  of  the  theorem  of  three 
moments,  neglecting  shear  deflection.  Theoretically,  this  usual  re- 
stricted form  applies  only  to  beams  built  to  conform  accurately  to  the 
supports,  which  are  assumed  to  be  perfectly  rigid  and  without  pos- 
sible settlement,  and  to  beams  with  constant  moments  of  inertia,  and 
straight  over  the  intermediate  support.  In  practice,  these  conditions 
are  never  completely  fulfilled.  It  is  desirable,  therefore,  to  determine 
the  approximate  value  of  the  error  introduced  in  such  common 
practice.  A  complete  general  form  of  the  theorem  of  three  moments 
will  be  derived,  and  its  application  to  a  plate-girder  draw  span  with 
variable  moments  of  inertia  will  be  made,  in  order  to  find  the  per- 
centage of  error  introduced  by  the  use  of  the  usual  formula.  The 
theoretical  maximum  limit  of  the  error  thus  introduced  for  such  a 
typical  case  will  be  shown  to  be  about  16.8%  on  the  side  of  danger. 
Several  fundamental  and  general  relations  for  continuous  beams  will 
be  given  as  the  basis  of  the  derivation,  and  also  a  direct  derivation 
of  the  usual  restricted  form  of  the  theorem.  The  subject  matter  will 
be  divided  into  sections   as  follows : 

Section  1. — The   Continuous    Beam.^ — Definition   and   Use   of   the 

Theorem  of  Three  Moments. 
Section  2. — Methods  of  Derivation. 
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Section  .'3. — (Jciunil   Deflection  Equations  for  Curved  Beams  and 

Arches. 
Section  4. — Application   to  Fixed-Ended   Arches. 
Section  5. — Application  to  vSimple  Ucanis. 

Section  6. — Fundamental  General  Kelation  for  Continuous  Beams. 
Section  7. — General    Values    of    Bending   Moments,    Shears,    and 

Reactions,  for  Any  Span  of  a  Continuous  Beam. 
Section  8. — Derivation    of    the    Usual    Kestricted    Form   of    the 

Theorem  of  Three  Moments. 
Section  9. — Effect  of  Settlement  of  Supports. 
Section  10. — Derivation    of   the    Complete    General   Form    of    the 

Theorem  of  Three  Moments. 
Section  ll.^Application  to  Plate-Girder  Draw  Span  with  Variable 

Moment  of  Inertia. 

Section    1. — The    Continuous   Beam. — Definition    and   Use    of   the 
Theorem  of  Three  Moments. 

The  continuous  beam  resting  on  n  supports,  at  which  positive  or 
negative  reactions  are  developed,  presents  a  problem  in  which  the 
reactions  are  statically  indeterminate.  As  n  unknown  reactions  are  to 
be  found,  and  only  two  fundamental  equations  of  static  equilibrium  are 
available,  the  solution  of  the  problem  requires  n  —  2  additional  equa- 
tions. The  theorem  of  three  moments,  which  was  developed  in  its 
original  form  by  Clapeyron  in  1857,  makes  it  possible  to  write  the  n  —  2 
equations  required,  and  thus  solve  the  problem.  It  is  based  on  the 
relation  between  the  elastic  distortion  in  adjacent  spans  caused  by 
the  bending  moments  in  those  spans. 

Definition  of  Theorem. — The  theorem  of  three  moments  is  ex- 
pressed as  an  equation  giving  the  algebraic  relation  which  exists 
between  the  bending  moments  at  any  three  consecutive  supports  of  a 
continuous  beam  and  the  loading  on  the  two  included  spans. 

This  algebraic  relation  is  thus  seen  to  be  independent  of  the  load- 
ing on  the  other  spans  outside  of  the  two  adjacent  spans  considered. 
It  is  directly  affected  by  any  movement  or  settlement  of  the  supports, 
and  the  general  form  contains  terms  which  give  the  effect  of  such 
settlement  or  of  nonconformity  to  supports  before  loading.  The  appli- 
cation of  the  theorem  equation  to  the  n  —  2  pairs  of  adjacent  spans  of 
a  continuous  beam  with  n  supports,  will  give  n  —  2  simultaneous  equa- 
tions in  terms  of  the  bending  moments  at  the  supports  and  the  load- 
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ing.  The  two  end  bending  moments  being  known,  there  are  only  n  —  2 
unknown  bending  moments,  which,  therefore,  can  be  found  at  once 
either  by  algebraic  solution  or  by  the  use  of  determinants.  These 
bending  moments  at  the  supports  being  known,  it  is  possible  to  find 
the  reactions,  also  the  shear  and  the  bending  moment  for  any  span. 

Section  2. — Methods  of  Derivation. 
The  theorem  of  three  moments  may  be  derived  in  either  of  two 


ways  :     First,  the   general  bending-moment  equation,  M  =  E  I 


dx 


2    ' 


found  by  the  common  theory  of  flexure,  can  be  used  to  find  the  slope, 

dy 

-— ,   at  the  intermediate   supi3ort,   and  the  values  as  found   from   the 

dx 

equations  for  the  two  adjacent  spans  equated  when  the  beam  is  straight 

over  the  intermediate  support.     Second,  a  more  general  fundamental 

relation  between  the  end  deflections  for  the  two  adjacent  spans,  when 

the  beam  is  not  straight,  can  be  derived  from  the  fact  that  the  angle 

between  the  tangents  at  the  intermediate  support  will  remain  constant, 

and  this  relation  may  be  used  in  the  derivation. 

The  first  method  is  usually  given  in  textbooks,   and   results  only 

in  the  restricted  form  of  the  theorem.     The  second  method  is  used  by 

F.  E.  Turneaure,*  Assoc.  M.  Am.  Soc.  C.  E.,  for  a  straight  beam  with 

constant  moment  of  inertia,  also  by  W.  H.  Burr,f  M.  Am.  Soc.  C.  E., 

for  the  perfectly  general  case  of  any  curved  beam.     This  second  method 

will  be  applied  here,  both  for  the  derivation  of  the  restricted  form  and 

for  the  general  form  of  the  theorem.     It  is  based  directly  on  a  general 

formula  giving  the  relative  vertical  deflection,  D,^,  of  any  point  due 

to  bending,  in  terms  of  the  bending  moments  along  the  beam.     This 

general   deflection    formula   will   now   be   derived. 

Section    3. — General    Deflection    Equations    for    Curved    Beams 

AND  Arches. 

Let  Fig.  1  represent  a  perfectly  general  case  of  a  fixed-ended  arch 
subjected  to  elastic  bending  stress  throughout  its  length.  By  assum- 
ing a  very  short  length,  N^  N  ^=  n,  the  value  of  the  bending  moment, 
M,  can  be  considered  as  practically  constant  throughout  such  length 
and    equal   to   its    value    at,    say,    N ;   also,    the   summations    and    co- 


*  "  Modern  Framed  Structures,"  VoL  II. 
t  "  Elasticity  and  Resistance  of  Materials." 
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ordinatcs  can  be  taken  from  iV,  or  N,  indiscriminately.  The  differen- 
tial amount  of  the  deflection  of  any  other  point,  0,  can  then  be  found 
by  considering-  the  movement  of  the  chord,  NO,  due  to  the  elastic 
bending  in  the  short  length,  iV,  N  =  n.  For  the  total  deflection  caused 
by  elastic  bending  in  the  whole  length,  N^  0  or  NO,  the  summation  of 
these  differential  deflections  can  be  made.  In  this  manner  the  general 
equations  for  eliange  in  angle,  and  for  horizontal  and  vertical  com- 
ponents of  total  deflection  due  to  elastic  bending,  can  now  be  derived. 


Notation. — The  notation  is  indicated  by  Fig.  1,  and  also: 

any  small  length,  N^  N,  along  neutral  axis  (theoretic- 
ally, a  differential  length;  practically,  often  some  con- 
venient length). 

the  general  value  of  the  bending  moment  at  any  given 
point,  N,  considered  as  an  average  value  for  the  distance, 
n,  namely,  M  =  Jf^  -{-  V^  x^  —  -H^i  2/i  —  ^  ^^2- 
a  small  angle  in  radians  between  the  plane  normal  sec- 
tion, N  B,  before  bending,  and  its  position,  N  B^,  after 
bending  has  occurred  in  the  distance,  n.  The  slight 
effect  of  variation  in  distance,  iV^^  N,  when  the  normal 
planes  at  N^  and  at  N  are  not  parallel,  is  negligible. 


n 


M 


a 


A  = 


Xt 


a=^  the  total  anovular  clian^je  =  the  chanire  in  ano^le  between 


the  end  tangents  at  N  and  0. 

dji  and  Dji  =  the  differential  and  total  horizontal  components  of  de- 
flection of  0,  referred  to  a  fixed  tangent  at  N. 

dv  and  D^,  =  the  corresponding  vertical  components  of  deflection  of  0. 
u  =  the  rate  of  strain  at  a  unit  distance  from  the  neutral 
axis. 
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/^  =  the  intensity  of  stress  at  a  unit  distance  from  the  neutral 

axis. 
E  =  the  coefficient  of  elasticity. 
/  =  the  moment  of  inertia  of  the  normal  section,  N  B  =^  the 

average  for  all  normal  sections  in  length,  n. 

Drawing  the  chord,  NO,  N  is  taken  as  the  instantaneous  center  for 
the  revolution  of  the  point,  0,  due  to  bending  in  the  length,  n,  only, 
and  since  no  bending  occurs  yet  in  the  length,  NO,  the  chord  remains 
at  a  constant  angle  with  the  normal  plane,  NB,  and  revolves  with 
that  plane  through  the  angle,  a.  00^  then  represents  the  deflection  of 
0  due  to  bending  in  the  length,  n,  and  dji  and  d^,  the  two  components 
of  such  deflection,  are  0^  E  and  0  E,  respectively. 

Now,  by  the  definition  of  the  rate  of  strain,  u: 

B  B^  =  un; 
and,  by  the  common  theory  of  flexure, 

M  =  f^I  =  uEI.     Therefore,  u  =  — — (1) 

EI 

From  the  triangle,  NBB^,  as  a  is  small : 

a  =  tan.  a  =un ,  (2) 

Therefore,  from  Equation  (1)  : 

Mn 

"  =  -El (^) 

Then  the  total  summation  of  these  angular  changes  in  length,  ON, 

wbuld  be: 

2o"=^o^ <*> 

Considering  the  similar  triangles,  00^  E  and  OCN : 

— T^r —  =  -tttt;  therefore,  d,,  ^=:z  0,E  =  ^ = y. 

OE         ^C    ,,       ,         .        ni^       00,  NC        00, 

^      00,  Mn 

But—-—  =  tan.  a  =  a  =  ,    from   Equation    C3),    which,   when 

ON  EI  ^  ' 

substituted  in  the  above  values  for  d^^  and  c?^,  will  give  : 

Mn 

^•>  =  ^ry (5) 

Mn 
d   z=  ■  X (b) 

^         EI  Mi/nif.n;^    ^}:U  oj    in.r, 


A  = 


«1H)  iiu;  riii.()i;i.M  oi-   inia;!':  .\1(>.mi;.\T8 

Tlie  totiil  il(?fl('ctions,  ]),,  jmd  /),.,  of  the  point,  0,  due  to  bending  in 
the  Irn^tli,  ON,  thtM-i^forc,  will  hr  tlic  summation  of  th<s(>  elomcntarj' 
drllcct  ions,  jrivinp:: 

"*      >    ,..,  ." '") 

I      /  o   /i-  ^ 

It  should  ho  clearly  understood  that  the  values  obtained  by  making 
the  summations  indicated  in  Equations  (4),  (7),  and  (8)  will  give 
the  resulting-  effects  of  bending  in  the  length,  ON  or  OiV^,  only.  If 
bending  occurs  outside  the  portion,  ON  or  OiV^,  considered,  it  causes 
a  deflection  of  both  0  and  N  or  iV^,  and  affects  their  relative  deflection 
with  respect  to  each  other.  Therefore,  Equations  (7)  and  (8)  give 
the  relative  horizontal  and  vertical  deflections  of  0,  with  respect  to 
N  or  N^,  only  when  the  bending  does  not  change  the  position  of  the 
original  normiil  plane  of  reference  at  N  or  N^.  As  a  tangent  to  the 
neutral  axis  at  N  or  N^  is  perpendicular  to  such  normal  plane,  it 
follows  that  both  tangent  and  normal  plane  at  the  end,  N  or  N^,  of 
the  section  considered  must  remain  fixed  if  such  equations  are  to 
give  relative  total  deflections. 

The  origin  for  the  co-ordinates,  x  and  y,  is  at  0,  the  point  for 
which  the  deflection  is  being  found.  It  is  evident  that  this  is  really 
a  moving  point,  as  it  is  being  deflected,  but  the  relative  amount  of 
such  deflection  is  insignificant  in  comparison  with  the  values  of  x 
and  y. 

Section  4. — Application  to  Eixed-Ended  Arches. 

Perhaps  the  most  important  application  of  General  Equations  (4), 
(7),  and  (8),  is  to  the  case  of  the  fixed-ended  concrete  or  reinforced 
concrete  arch,  which  is  staticallj^  indeterminate  to  the  third  degree, 
there  being  six  unknowns  and  only  three  fundamental  equations  of 
equilibrium,  2  H  =  0,  2  V  =  0,  and  2  M  =  0.  Such  an  arch  is  as- 
sumed to  have  fixed  end  tangents  and  to  sustain  no  relative  deflections, 
either  horizontal  or  vertical,  between  the  ends,  that  is,  the  abutments 
are  assumed  to  be  absolutely  rigid  at  G  and  K,  Fig.  1.  Such  assump- 
tions would  make  the  values  of  Equations  (4),  (7),  and  (8),  each 
equal  to  zero,  when  the  summations   are  made  for  the  total  length, 
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G  to  K,  giving  the  following  three  fundamental  equations  for  elastic 
equilibrium,  which  make  the  problem  determinate: 

From  Equation  (4),      X      —— -  =  0 (9) 

.^^^    Q       Jill 

From  Equation  (7),      >►      — —  y  =  0 (10) 

^^J  Q     El 

l-^K   Mn 

....(11) 


From  Equation 


'vn 

(8)'^ 


G 


EI 


0 


It  should  be  noted  that  these  equations  are  based  on  deflections 
due  to  bending  only,  and  do  not  account  for  the  effect  of  direct 
thrust,  shear,  or  temperature  changes. 


Fig.   2. 

Section  5. — Application  to  Simplp:  Beams. 

In  order  to  illustrate  the  use  of  Equation  (8),  giving  the  relative 
vertical  deflection,  D^,  before  applying  it  to  the  case  of  the  continuous 
beam,  consider  the  simple  beam  uniformly  loaded,  as  in  Fig.  2. 
E  and  I  will  be  assumed  as  constant  and  n  =  dx.     Then  Equation 

1     r^ 

(8)  becomes  D^  =  — —    /     Mx  dx,  in  general  for  the  length,  AX.     The 
EI  Jq 

general  value  of  M,  for  uniform  load,  w,  per  foot,  is: 

w 
M  =  —  X  (I  —  x). 

Therefore,  [D^f,  =  -^ElJo    ^^  ~  ""^  '''  ^"^  =  ~2EI  LT  ~  X-l ' ' '  ^^^^ 
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If   the   intoprrntioii   is   miulo  for  the  half   lengtli,   tlie  maximum  de- 

Ik't'tion,  //,„.  is  ()!)(nin(Hl:  

[    via  -  ?/,„  -   2^7    L24  ^  04  J 
If  the  integration  is  made  for  the  whole  length: 

It  is  thus  evident  that  the  expression  for  D^,  when  integrated 
for  the  total  length,  I,  of  a  simple  span,  will  not  give  zero  (the  relative 
deflection  of  the  ends),  but  the  value  of  the  vertical  movement  of 
the  end  tangent  at  the  other  end,  B,  below  the  end,  A.  That  this  Gen- 
eral Equation  (8)  cannot  be  applied  to  cases  where  vertical  deflection 
with  respect  to  supported  ends  which  are  not  fixed  is  desired  can  be 
seen  by  considering  the  form  of  the  equation.  Such  an  equation  would 
result  by  making  a  double  integration  of  the  fundamental  deflection 

d^y         M 
equation  of  the  common  theory  of  flexure,  ——y  =  ^7^,  omitting  entirely 

clx  Jill 

/][fx  cJx 
=  Z>,.,  and  also 

introducing  a;  as  a  multiplier  of  M  instead  of  some  constant  multiplied 

by  X,  which  would  result  if  the  proper  integration  were  made  and  M 

contained  terms  in  x. 

The  second  constant  of  integration  which  would  now  be  introduced 

in  either  case  is  always  zero,  as  y  =  0  when  x  =  0.    The  first  constant 

cty 
of  integration  is  really  the  value  of  the  slope,——,  of  the  end  tangent 

at  the  origin,  A. 

From  Equation   (14)    it  is  seen  that  the  end  tangent  at  B  has  a 

^lope,  -f-   I  =  .      This   value    can   be    checked    bv   the 

24  EI  24  EI 

ordinary  equations  of  deflection  for  such  a  beam,  found  by  integrating 

d^  y  M 

the  fundamental  equation,  —-^  =  -^i=rr^  and  will  be  the  first  constant 

dx^  EI 

of  integration.  It  can  also  be  checked  by  using  Equation  (4)  for 
change  in  angle,  A,  because,  for  small  angles,  tan.  A  =  A.  In  general, 
when  n  =  dx  and  E  I  is  constant,  Equation  (4)  gives: 
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The  slope  of  the  end  tangent  at  B  with  respect  to  the  horizontal 

I 
tangent  at  the  penter  is  then  found  by  integrating  from  0  to  -— ,  that  is 


let  X  =  ——  in  Equation  (15). 


A  =  -^  =    ^^    f—  —  —1  =    ^^^  ri6^ 

~    dx    ~  2Ell  S  24  J  "  24  EI ^     ^ 

The  total   deflection,  y,   at   any  point,  x,  is  not  given  by  the  D^, 

Equation   (12),  but  can  be  found  by  adding  to    \  ^^1     the    quantity 

L      -'o 

obtained  by  multiplying  the  slope  at  X  by  x,  as  is  seen  in  Fig.  2. 

dv 
The  value  of  the  slope,  -^—,  at  X  can  be  found  either  by  the  integration 


of  the  fundamental  equation,— ^-^  =  ^^,   or   by  using  Equation  (15) 


d^  y  M 

dx"     ^  EI 

for   A^.      The    latter   can    be    shown    to    check   the    former    method 

as  follows,  as  A^  is  the  angle  between  the  tangents  at  A  and  at  X: 

dy  wT^  w      /  Ix 

at  X        '  '    ' 


IDl^  w       /  tx^  x""  \ 

slope  at^  -^,  =  ^^^^  -  ^^(—  -  — j 

2^/12  3  12  J ^     ^ 


dx 

Ix^  x^  l^ 


Equation  (17)  checks  the  value  obtained  by  general  integration, 
but  with  opposite  sign. 

The  total  deflection,  y  (using  Equations  (12)  and  (17)),  there- 
fore, is: 

Ix^    .         X*  l^  X  -1 

Therefore,  y  =  —  [2  Ix^  —  a?*  —  1}  x"] (18) 

Equation  (18)  checks  the  value  obtained  by  general  integration, 
but  with  opposite  sign. 

It  should  be  explained  that  the  difference  in  sign  is  due  to  the 
fact  that  the  D^  Equation  gives  positive  values  for  deflection  when  the 


71)  J 
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positive    l)('ii(lin<:-    iiioTiiciit    occurs,    while,    in    tlio    iK^t.Mtion    for    (Inflec- 


tion  l)v   the  general   inteufration  of 


il'y 


M 
El 


,  the  (lelleetion  in    <lo\\  n- 


ward  or  negative  for  the  positive  bending  moment. 

It  is  also  important  to  observe  that  the  origin  for  x  in  tlu;  D„  Equa- 
tion is  at  the  deflecting  point,  the  result  being  positive  if  that  point 
has  deflected  upward  with  respect  to  the  tangent  at  the  other  end 
of  the  section  considered.  No  constants  of  integration  are  introduced 
in  the  foregoing,  as  they  are  zero. 

Whenever  concentrated  loads  occur,  it  is  necessary  to  make  sepa- 
rate integrations  for  each  segment  of  the  beam,  because  the  law  of 
variation  of  the  bending  moment  with  x  will  change  at  each  load. 


Fig.  3. 

The  deflection,  y,„  —  y,  at  any  point,  X,  cannot  be  obtained  from 

the  integrated  value  for  D^  in  Equation   (12),  because  the  origin  for 

X  is  not  at  X.    The  bending  moment,  M,  must  first  be  written  in  terms 

of  x^    (say)   with  X  as  the  origin,  and  the  integration  made  by  the 

/]\j[x  d.x 
— .      If,  however,  the  bending  moment, 
EI 

M,  is  constant  in  the  section  considered,  as,  for  instance,  in  the 
case  of  a  simple  beam  loaded  with  two  symmetrical  concentrated 
loads,  the  deflection  between  the  center  and  the  load  on  either  side 
can  be  obtained  by  Equation  (12),  because  M  has  the  same  value 
regardless  of  the  origin  used. 

Section  6. — Fundamental  General  Kelation  for  Continuous  Beams. 

Consider  two   adjacent  spans,   l^  and  Ic,  of  any  continuous  beam 

with  a  curved  neutral  axis  (N.  A.  Fig.  3)  resting  only  on  the  interme- 


^.» = ^' 
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diate  support,  B,  before  the  application  of  loads.  Neglecting  the  ef- 
fect of  deflection  due  to  shear,  a  fundamental  equation  based  on  the 
fact  that  the  tangents  to  the  neutral  axes  at  B,  for  the  two  adjacent 
spans,  remain  at  a  constant  fixed  angle  with  each  other,  may  be  derived 
as  follows : 

Let  t^  =  the    tangent   of   the    angle    between   the    original 
position  of  the  tangent  at  B  for  the  span,  l^^  and 
the  horizontal. 
J^  =:  the  change  in  t^  due  to  the  rotation  of  the  tangent 

at  5. 
D^  =  the  vertical  distance  from  the  original  position  of 

the  neutral  axis  to  the  support,  ^,  -f  if  upward. 
d^  =  the  vertical  distance    at   A   between   the    original 
tangent  and  the  original  neutral  axis. 
D^^  =  the  total  vertical  deflection  of  the  neutral  axis  at  A 
due    to    bending   in    the    span,    Z^,    only,    that   is, 
B  Mnx 

A    ET' 

t^,  J^,  Dp,  tZp,  D^g  =  the   corresponding   quantities  for   the  span,  Z^,    as 

shown . 
;V„,  2/j,,  and  y^  =  the  elevations  of  the  supports,  J.,  .B,  and  C. 

The  vertical  movement,  Day  at  A,  between  the  original  and  final 
positions  of  the  neutral  axis,  is  seen  to  be  composed  of  two  parts: 
First,  the  movement,  A.^  A^,  due  to  the  rotation  of  the  tangent  at  B; 
and  second,  the  movement  or  deflection,  A^  A,  due  to  the  bending  in 
the  span,  l^y  with  respect  to  the  tangent  at  B.  This  rotation  of  the 
tangent  at  B  would  certainly  occur  in  the  general  case.  The  bending 
deflection  for  the  span,  l^,  only,  is  not  equal  to  the  total  movement, 
Day  except  for  the  special  case  of  symmetry  about  B  such  that  no 
movement  of  the  tangents  at  that  point  would  take  place. 

From  a  consideration  of  Fig.  3,  it  is  seen  that  the  vertical  move- 
ment at  A  between  the  original  and  final  positions  of  the  tangent  is 
A^  A^  =  la  ^ a\  ^iid  the  corresponding  movement  of  the  neutral  axis 
vertically  at  A  is  A^  A^,  and  also  =  la  ^a,  because  da  remains  prac- 
tically constant.  The  bending  deflection,  D^a  =  ^4  ^>  in  the  span, 
la,  is  the  other  portion  of  the  movement,  ^.,  A,  of  the  neutral  axis  to 
bring  it  to  the  support  at  A.     This  deflection,  by  Equation  (8),  is: 

-^^s  Mnx 


79(5 
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If  the  -|-  ^i  terms  are  greater  than  the  —  M  terms,  D^a  is  +  or  up 
ward,  as  shown.    Note  that  the  origin  is  at  A. 
As  B  is  constant: 

and,  from  Fig.  3. 

A..  =  /) 
Also,  2>_  =  B 

Solve  Equations  (20)  and  (21)  for  ^^,  and  equate: 

D..  —  D. 


whence, 


D, 


+ 


D.. 


h       '       h  h 


Substituting  the  values  of  D^a  and  D^c' 

tBMnx 


n 


+ 


j)„ 


B  Mnx 


la         '  h  k  h 


(1<J> 

(20) 
(21) 


(22) 


(2-3) 


Equation  (23)  is  the  fundamental  and  perfectly  general  equation 
by  which  the  theorem  of  three  moments  can  be  developed  by  determin- 
ing values  for  the  summations  indicated  in  the  second  member.  As 
a  check  on  Equations  (22)  and  (23),  consider  the  usual  case  of  a 
horizontal  beam  resting  on  three  supports,  ABC.  Assume  a  single 
load,  W,  on  one  span  only;  the  final  position  of  the  neutral  axis  and 
the  tangent  at  B  would  be  as  shown  in  Fig.  4.  For  this  case, 
D^  =  0,  Dc  =  0,  and  Equation  (22)  gives: 


^a 


D. 


-Y 


Fig.  4. 


whence,  -^ 


D„ 


This  agrees  with  the  result  of  considering  the  similar  triangles,  AA^  B 
and  BGC^,  as  D^c  would  be  negative. 
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BENDING  MOMENT  DIAGRAM 
Pig.  5. 
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Section    7. — Genkkal    Valuks    of    Bending    Moments,    Shears,    and 
Kkactions,  1()I{  Any  Span  oi'  a  Continuous  Hham. 

Consider  any  span,  Ali,  ol"  n  conlinuous  beam,  Fig.  5,  and  let: 
M^  =^  tlu'    hcnditm     tnonicnt    at    yl     (from    tlic    tlu'OiM'in     of    tlir<'«' 

moments). 
^f^  —  the    hendini;-    moment    at     />     (from     the     theorem     of    three 

moments), 
JSf.  =  the    bendius   moment  at  X,   due    t(j   the   loadin;^   on    L   as    a 

simple  span. 
M  =  the  total  bending  moment  at  A". 
Sl  =  the  reaction  at  .1  from  the  span  to  the  left  of  ^  =  —  shear  to 

the  left  of  A. 
Sg^  =  the  reaction  at  A  from  the  span,  l^  =  shear  to  the  riglit  of  A. 
Sn  =  the  reaction  at  B  from  the  span  to  the  right  of  jB  ^  shear  to 

the  right  of  B. 
S^  =  tlie  reaction  at  B  from  the  span,  Z^  =  —  shear  to  the  left  of  B 
Jig^  =  the  reaction  at  A  from  the  span,  Z^,  as  a  simple  beam. 
Tt^^  =  the  reaction  at  B  from  the  span,  Z^,  as  a  simple  beam, 
i?^  =  Si,  +  S^^  ■=  the  total  reaction  at  A. 
B^  —  Sjj  -f   Sji  =  the  total  reaction  at  B. 

To  find  the  value  of  Sa,  for  the  given  span,  write  the  equation  for 
the  value  of  the  bending  moment  at  B  =  M^,  considering  all  forces 
acting  on  the  span,  ZqI 

M.  =  Ma+  Sa  la  "  "-a  ^  -  ^J^a  ('a  "  ^J (2'*) 

Solving  for  Sa' 

S^  =  ^^^  +  ^  +    Wj^  =  '^^  +  iJ,.....(25) 

Note  that  if  Ma  =  M^,  Sa  =  Rs-. 
Similarly : 

Jf .  —  M 

1 


S,  =  ^-, '  +  B^, (26) 


a 


Or,  S^  =  (the  total  loading  on  la)  —  Sa-  •  • (26a) 

The  values  of  Ma  and  J//,  are  first  found  from  the  theorem  of  three  '^ 
moments,  and  are  generally  negative.  The  sign  must  always  be  in-  ;■ 
eluded  in  making  substitutions  in  the  foregoing  formulas. 
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Having  found  the  values  of  Sa  and  S^  for  adjacent  spans,  the  re- 
actions are  at  once  found  by  addition,  noting  that  Sj^  =  the  Si,  for 
the  span  on  the  left,  and  Sj^  =.  the  Sa  for  that  on  the  right. 

The  general  value  for  M,  at  any  point,  X,  can  be  stated  in  two 
ways: 

First,  M  =  M^  -\-  S^^  x  —  (moment  of  loads  on  l^  to  left  of  X 
about  X) (27) 

Second,  M  =  ^^  ^\  ~  ^^  +  ^^  -f-  >/, (28) 

This  second  form  is  seen  to  result  at  once  from  similar  triangles 
in  Fig.  4,  and  shows  that  M  can  be  considered  as  composed  of  three 
distinct  parts:  (a)  that  due  to  Ma',  (h)  that  due  to  Mj,;  and  (c)  that 
due  to  loads  on  l^  as  a  simple  beam.  The  terms  due  to  (a)  and  (h) 
can    also   be   explained   by   noting   that   these   end   bending    moments 

M 

produce  vertical   couples  ;    +  ^a  produces  a  force   -\ — — ^    at   jB,    and 

M  ■'■"■  Mr- 

—  — -^   at   A^   and   similarly,  3/^  gives   a   force    couple  +   — ^    at    A, 

and — ^  at  B.    These  forces   produced  as  vertical  couples  to  balance 

Ma  and  Mj,    also  explain  the  form  of  Equations    (25)    and   (26)   for 
Sa  and  Si. 

Section    8. — Derivation    of    the    Usual    Eestricted    Form    of    the 
Theorem  of  Three  Moments. 

For  the  usual  practical  case,  the  beam  is  straight,  rests  on  the 
supports,  may  slope  at  an  angle,  B,  with  the  horizontal,  and  E  and  1 
are  assumed  as  constant  throughout  the  entire  length.  For  such  a 
case,  then: 

D^,  =  0,  -D^  =  0,  n  =  dx  sec.  B,  and  Equation  (23)  becomes: 


/:■ 


l„  M  X  dx  sec.  B  /'l^M  x  dx  sec.  B 


^  _  EI  ./o  EI 


h  h 


As  sec.  B,  E,   and  I,  are  constant,  they  can  be  multiplied  out,   and 
jH^3^^xdx_  ^      rl^  M  xdx   _^ 

.0  la  Jo  Ic 


To  integrate    I   ^  M  x  dx,  substitute  for  M  the  general  value  from 
Equation  (28), 
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jT^"  M  X  dx  =  '^r^  ( /„  -  X)  X  dx  +    '^1"    f'"  .r'  .Ix  !    p'^Af^  X  iJx.  (30) 
'riic  first  term  becoineH,  ^   «  f  « '^-   _    *'-]   =  l-a_a.  • 


^f..   .  .   }■'         2  M,  l^' 


the  second  tonn  becomes,  — -   X    "     = 

V      |m     K  a  •* 

The  third  term  in  Mg  consists  of  three  parts:   First,  the  bending 
moment  in  the  segment,  Za,  due  to  the  concentrated  load,   W ,^,  that  is, 

W   a   —  z  ) 

X  ;  second,  the  bending  moment  in  tlie  segment,  /,^  —  2,^, 

W  z 
(lu,e  to  the  concentrated  load,  TF^,  that  is,  --  "-^  (l^  —  x);  and  third,  tlie 

a 

bending  moment  at  any  point  due   to   the    uniform    load;  w;^,   that   is, 

w„  X    , 

-\-  Ga  -  ^)- 

Using  these  values,  the  third  term  then  becomes: 

^r°Oa  -  ^)  ^'  cfe  =  -y^  [(i  -  ^«)  -^ 

'■^        .T'^  \  in~\         w„   r,    x^         cc*  tL         W„  r  l„z. 


/a;-         .T-\   f„-|  m;^    r      x"  x- -\ia  ^a  r  ^i  ^g 

+  ^.  V^a "2-- taJ  +  "2-  L^«^  ~  XJo  ^  T  L~T" 

3"^2  3  2~^3j24 

/I                               W    z                                      in     1  * 
'-M.xdx^  ^{i:-  -  o  +  ^ Gil) 

Substituting  the  foregoing  values  in  Equation   (30)  : 


a    a 


•/o  b 

By  analogy,  for  the  span,  l^; 

Substituting  these  values  in  Equation  (29),  eliminating  the  factor, 
6,   and  transposing: 

''a 


k 
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The  terms  in  Wa  and  Wc  have  the  summation  sign  introduced  in 
rder  to  account  for  all  such  concentrated  loads  on  the  spans.  Equa- 
ion  (35)  is  the  usual  restricted  form  of  the  theorem  of  three  moments, 
nd  is  used  in  general  for  all  cases  of  continuous  beams,  even  for 
wing-bridge  trusses,  where  the  neutral  axis  is  not  straight  and  the 
loment  of  inertia  is  not  constant. 

Section  9. — Effect  of  Settlement  of  Supports. 

The  foregoing  form  of  the  theorem  assumes  that  the  beam  just 
ests  on  rigid  supports.  If  the  supports  should  settle,  the  values,  Da 
nd  Dc,  would  no  longer  be  zero,  but  would  be  equal  to  the  amount 
f  such  relative  settlement.  Assuming  the  beam  to  be  straight,  but 
aving  a  slope,  B,  with  the  horizontal,  Equation  (23)  becomes  (as 
?7  and  sec.  B  are  constant,  n  being  equal  to  dx  sec.  B)  : 

EI      rD^         D„-[  rL    M  X  dx  rl„    M  x  dx 


rD^         D^-i  rl^    Mxdx      ,       rl     A 


(36) 


The  second  member  of  this  equation  is  the  same  as  that  in  Equa- 
ion  (29),  which  has  been  integrated  in  Equation  (35).  Thus,  the 
nly  difference  between  Equation  (35)  and  this  case,  is  that  the  term, 

^  EI  r  Da  -D^  -I 

—     — —   -f-  -y^    ,  must  be  added,  the  factor,  6,  having  been  multi- 

ec.  x>  L   tot  c   -^ 

lied  out  in  getting  Equation  (35).     The  equation  would  then  be: 

Ma  la   +   2  31,  (la   -f  I,)   +  3f,  l^  =  -  Wa    ^  Ha'  -  ^a^) 

This  last  term  would  be  large,  as  it  contains  the  multiplier,  E  I, 
nd  would  be  additive  in  effect  if  D^,  and  Dc  were  negative,  that  is, 
7hen  the  end  supports  settled  downward  with  respect  to  the  interme- 
iate  support. 

All  computations  for  binding  moments,  M,  are  made  in  foot- 
•ounds  or  foot-kips,  therefore  the  last  term  should  be  put  in  form  for 
uch  computation  by  dividing  by  12-,  as  E  and  /  are  in  inches,  and 
)a  and  Dc  are  in  feet.  Therefore,  the  last  term  of  Equation  (37) 
ecomes : 

El        rDa     ,      D, 


r  Ua        ,         JJcl  .or.     , 


24  sec.  B  ^  .a 
For  the  usual  case  of  a  horizontal  beam,  sec.  B  =  1. 
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Skotion    10. — Dkkivation    of   tiik    Comi'ij:ti:    Gknehal    Form    ok   the 

'J'llKOllEM    OF    'i  IIUKL    MoMKNTS. 

The  most  general  luriii  ot  tlie  theorem  of  three  momeutb,  appli- 
cable to  any  curved  continuous  beam  with  a  variable  moment  of 
inertia  and  not  originally  resting  on  all  supports,  can  be  derived 
directly  from  the  fundamental  Equation  (23).  It  is  only  necessary  to 
obtain  a  general  working  form  for  the  sununations  appearing  in  the 
second  member  of  that  equation,  as  follows: 

Using  the  general  value  for  M,  as  derived  for  Equation  (IS),  there 
results : 

Let  n  =  Ox  sec.  /i.  and  assume  E  to  bo  constant,  then  : 
'^-7^>'  Mn  X  1     r  '^^^^^  sec.  ft 


+  3/,     >      x"  (Ix —-^  -\-  la     >      M^xdx——-\ (39) 

^*— i^  A  ^  -^-^  A  1       J 

malogy,  for  span,  l^: 
^  c    EI     ~   7,  E  [:   '  ^  c    ' 

+  M.^yax^-^  +  ,^^^3/;...^]...- (40) 

By  substituting  the  foregoing  values  in  Equation  (23),  the  follow- 
ing General  Equation  results: 


^.( 


Pn 

sec.  /3\  ..g^  ji  "^  I 


/     ,    sec.  yO\ 


^^      M^  X  dx 


la 


This  equation  is  the  most  general  form  of  the  theorem  of  three! 
moments.  Whenever  the  variables,  sec.  p  and  I,  can  be  expressed! 
as  continuous  functions  of  x,  the  summation  sign  can  be  replacedj 
by  the  integration  sign,  and  the  mathematical  integration  can 
made.  Practically,  it  is  generally  found  impossible  to  express  thes 
variables  as  continuous  functions  of  x,  and  then  make  the  integratioi 
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Usually,  /  is  constant  for  short  sections  of  the  beam,  in  which  case  it 
is  best  to  make  successive  summations  for  such  sections,  using  the 
general  form  of  the  integration,  with  /  constant,  and  making  the  limits 
correctly  account  for  the  variation  in  /  for  different  sections.  This 
method  will  now  be  illustrated  by  a  practical  example. 

Section  11. — Application  to  Plate-Girder  Draw  Span  with  Variable 

Moment  of  Inertia. 

As  an  example  of  the  practical  method  of  using  the  general  Equa- 
tion (41),  and  also  in  order  to  determine  the  effect  of  the  variable 
moment  of  inertia,  consider  the  following  case  of  a  plate-girder  span 
continuous  over  three  supports.  This  is  the  same  girder  as  used 
by  Johnson,  Bryan,  and  Turneaure*  to  illustrate  the  use  of  a  similar 
formula  obtained  by  applying  the  principle  of  least  work.  It  is  used 
here  in  order  to  find  how  closely  the  results  of  the  different  methods 
agree. 

Data  for  Girder. —  I  =  l^  =  l^  =  QO  ft.,  that  is,  the  total  length 
=  120  ft.     The  girder  is  symmetrical  about  its  center  line. 
,•   The  relative  values  of  the  moment  of  inertia,  I,  at  the  following 
distances  from  the  outside  ends,  are: 

0  to  12  ft,  7  =  1 
12  to  36  ft.,  I  =  1.38 
36  to  48  ft.,  /  =  1.15 
48  to  60  ft.,  I  =  1.92 

The  girder  rests  on  all  the  supports,  and  has  a  straight  horizontal 
neutral  axis,  therefore,  7)^  =  0,  Dp  =  0,  sec.  ^  =  1. 

The  end  bending  moments  are  zero,  therefore,  Ma  =  0,  M^  =  0. 

Noting  the  fact  of  the  constant,  I,  for  the  given  sections,  let  x^ 
and  0^2  ^®  ^^^  distances  from  the  end  of  the  girder  to  the  beginning 
and  the  end,  respectively,  of  a  given  section  having  a  constant,  I,  and 

let       =    i  for   such    section.     Then,  by   substituting    in   the    General 


Equation  (41),  there  results,  after  multiplying  through  by  P: 

fB       /»x,  "^^ — tS 


0  =  M, 


+  I  (  ^^    i  M^x  dx  +   ^S*    i  M^x  dx^ (42) 


*  "  Modern  Framed  ytructures,"  Vol.  II,  p.  39, 


804 


Tin;  TllKOKIOM   OK  TJIUKK  MOJdE^JTS 


Fur  the  case  here  considered,  witli  a  fully  loaded  beam  carrying  a 

w 

iiiiironn  loud,  "'  lb.  pi-r  11.,  M^  =  x  (I  —  :/•).     Therefore, 

^^   i  MgXdx  =  — —    ^^    I       i  u'^  (I  —  x)  dx 

=T^[-'(-f-i)];: 


Then  Equation  (42)  will  give  the  following  value  for  Mf,: 

>•'    r  i  x^  I - 

3  wl 


",-' , 


Xl'Hi-m. 


(4:i) 


The  computation  can  best  be  made  in  the  form  shown  by  Table  1. 
TABLE  1. — Computation  foii  M^. 


X 

a 
o 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

"5 

.1 
•^1 

/ 

i 

X3 

r       n^2 

ix^ 
L         Jxi 

I         X 

3       4 

1-2 

0 

12 

1.0 

1.0 

x^      1730 

Columns 
4x  5 

1730 

17 

Columns 
6X7 

29  400 

Xi             0 

—  0 

1  730 

20 

0 

29  400 

:i-4-5-6 

12 

36 

1.38 

0.725 

x^    46  700 

33  700 

11 

371000 

a-i      1730 

—  1  200 

32  500 

17 

—    21000 

350  000 

7-8 

j 
36  j  48 

1 

1.15 

0.87 

a-2  110  600 

96  000 

8 

768  000 

.r,     46  700 

—  40  400 

55  600 

11 

—  445  000 

323  000 

9-10 

48 

60 

1.92 

0.52 

Xa  216  000 

112  400 

5 

562  000 

Xj,  110  600 

—57  400 

55  000 

8 

—  460  000 

102  000 

2  =  144  800     ^- 

.^ 

2  =  804  400 

Then, 


3  804  400 

^^^^  -  -  V'^  ^  i44'800 


=  _  8.34  loL 
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For  the  given  case,  Z  =  60  ft. : 
Therefore,  il/j,  =  —  8.34  X  60  w  =  —  500  w. 
When   /    is    assumed   as   constant,    as   in   the   usual   form    of   the 
theorem,  let  1^=1^  =  I,  and  Wa  =  Wc=^  w,  in  Equation  (35), 

/wl\ 
2  M^(l  -\-  I)  =  —  2(--\  ,  whence, 

^^'     —  ^xeo^ 

M^  =  —  ~  = =  —  450  w. 

The  exact  method,  therefore,  gives  a  value  for  ilf^,  about  11%  higher 
than  the  approximate  method,  using  the  constant,  I.  The  method 
of  least  work*  gave  M^  =  —  492  w,  about  2%  less  than  the  value  here 
found  by  the  exact  method. 

To  Derive  the  Maximum  Limit  for  Error. — The  error  introduced 
by  using  the  general  form  of  the  theorem  of  three  moments  in  such 
cases  of  girders  with  variable  /,  carrying  the  uniform  load,  and  sym- 
metrical over  three  supports,  can  be  shown  to  be  about  15%  for  the 
limiting  case  where  I  is  assumed  to  vary  directly  with  M,  that  is,  for 
a  theoretically  perfect  design,  which,  of  course,  is  a  practically  impos- 
sible case. 

.r^r  The  reaction,  R^,  can  be  found  by  locating  the  point  of  contra- 
flexure  where  the  bending  moment  changes  sign,  and  noting  that  the 
end  shears  for  the  equivalent  simple  beam,  between  points  of  contra- 
flexure  or  zero  bending  moment,  can  be  found  exactly  as  in  simple 
beam  analysis.  For  the  foregoing  case  of  two  equal  spans  loaded  with 
equal  uniform  loads,  the  tangent  at  the  intermediate  support,  B^ 
remains  fixed  and  horizontal.  Therefore,  if  x^  =  distance  from  A  to 
the  point  of  contraflexure : 

rlMxdx  r'^QMxdx  rl  Mxdx 


0. 


EI 

Now  let  —  =  K,  substitute,  and  cancel  the  constants,   (  —  i  , 
/  '  '  \E  J ' 


§  Jb    LtJU f  „  Jb    \AjJb 

Jo  A 


-^   =  — ^.     Therefore,  Xr,  =  -j^  =  0.707  I. 

2  2  2  "1/2 

(Note  that  Xq  =  0.75  I,  when  7  is  assumed  as  constant.) 


Then,  Ra  =   "-^^  =  0.354  wl;  and,  M^  =  Ra  I  —  ~    =   0.354    lut' 


WXq  (\    -■      -  -     ~-  —     -         "^^Z^ 

2 
—  0.5  w;Z2  =.  —  0.146  w;?^. 

*  As  applied  in  "  Modern  Framed  Structures,"  Vol.  II,  p.  40. 
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As  sliowii  Ix'forc,  tlu'  usual  form  of  thoorciii,  with  /  assumed  as 
constant,  gives  for  tliis  case: 

Therefore,  the  approximate  method  gives  results  which  are  too  low 
by  a  maximum  limit  of  15%  of  the  exact  value,  or  16.8%  of  the 
approximate  value. 

The  general  conclusion  that  the  usual  approximate  formula  will 
give  Mj)  from  10  to  15%  too  low,  when  applied  to  girder  spans  with 
widely  varying  moments  of  inertia,  seems  to  be  quite  justifiable,  the 
effect  of  shear  deflection  being  neglected. 

Two  cases  of  swing-bridge  girders  with  variable  /  are  solved 
by  C.  W.  Hudson,  M.  Am.  Soc.  C.  E.,  by  the  formulas  derived  from 
the  method  of  deflections.*  The  first  is  a  light  single-track  girder  with 
two  equal  spans  of  68  ft. ;  and  the  second  is  a  heavy  double-track 
girder  with  two  equal  spans  of  78  ft.  In  the  first  case  the  center 
bending  moment,  Mj,,  is  15%  greater,  and  in  the  second  case  11% 
greater,  by  the  exact  method  than  by  the  approximate  method.  Mr. 
Hudson,t  also  computes  the  effect  of  shear  deflection  on  the  center 
bending  moment,  and  finds,  in  the  first  case,  a  decrease  of  2.6%,  and 
in  the  second  a  decrease  of  5%,  as  compared  with  the  value  obtained 
by  neglecting  shear  distortion. 

It  is  evident  that  the  usual  approximate  assumption,  neglecting 
the  variable  I,  and  shear  deflection,  will  introduce  errors  which  tend 
to  compensate  each  other.  Especially  is  this  true  in  the  case  of 
framed  trusses,  where  the  effect  of  shear  distortion  is  relatively  much 
greater.  It  has  been  found  elsewhere  that  the  usual  method  of  design- 
ing swing-bridge  trusses  by  the  ordinary  restricted  formula,  assuming  I 
as  constant  and  neglecting  shear  deflection,  is  justifiable,  because  the 
method  of  defiections,  when  applied  to  the  resulting  design,  gives 
reactions  which  agree  very  closely  with  those  found  by  the  usual  ap- 
proximate method  using  the  restricted  form  of  the  theorem  of  three 
moments.  Eor  plate-girder  draw  spans,  however,  the  ordinary  design 
formulas  have  been  shown  to  introduce  errors  as  large  as  from  10  to 
12%  on  the  side  of  danger,  when  the  effects  of  variable  moments  of 
inertia  are  neglected. 


*  >'  Deflections  and  Statically  Indeterminate  Stresses,"  pp.  49-50. 
t  Loc.  cit.,  pp.  54-55. 
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r)iscussi(:>]sr 


A 

MiLo  S.  Ketch UM,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
wishes  to  call  attention  to  the  "method  of  area  moments"  for  the  solu-  ®*^  "™" 
tion  of  statically  indeterminate  structures.  This  method,  due  to  Mohr, 
is  much  easier  to  derive  and  shorter  to  apply  to  the  calculation  of  con- 
strained beams  than  either  the  "theorem  of  three  moments"  or  the 
"method  of  least  work."  The  author  is  in  error  in  referring  to  the 
method  of  three  moments  as  being  an  exact  one.  It  is  subject  to 
the  same  limitations  as  the  methods  of  least  work  and  area  moments, 
and  all  methods,  if  correctly  applied,  will  give  identical  results. 

Before  applying  the  method  of  area  moments  to  the  problem  of  the 
plate-girder  draw  span  with  variable  moment  of  inertia,  it  will  be 
necessary  to  discuss  briefly  the  method.  The  statement  of  the  method 
of  area  moments  is : 

"If  A  and  B  are  two  points  in  a  beam,  the  deflection  of  B  with 
respect  to  a  tangent  at  A,  is  equal  to  the  moment  about  B  of  the  area 
of  the  portion  of  the  equilibrium  polygon  between  A  and  B,  multiplied 

TJ- 

by  — -,  where  E  is  the  modulus  of  elasticity  of  the   material,  I  is  the 

moment  of  inertia  of  the  section  of  the  beam,  and  II  is  the  pole  dis- 
tance of  the  force  polygon  that  was  used  in  drawing  the  equilibrium 
polygon." 

The  proof  of  this  statement,  together  with  applications,  has  been 
given  by  the  writer.*  If  the  equilibrium  polygon  is  drawn  with  a  force 
polygon  having  a  unit  pole,  the  equilibrium  polygon  becomes  the  true 
bending  moment  polygon,  and  the  statement  of  the  principle  is  simpli- 
fied accordingly.  ->jv,,'rii 

The  application  of  the  method  of  area  moments  to  a  simple  beam 
with  a  constant  moment  of  inertia,  loaded  with  a  concentrated  load  and 
with  a  uniform  load,  respectively,  is  shown  in  the  following  problems  if 

Simple  Beam. — Concentrated  Load  at  Center  of  Beam. — The  simple 
beam  in  (a).  Fig.  6,  is  loaded  with  a  load,  P,  at  the  center.  The 
bending  moment  diagram  is  shown  in  (/;),  and  the  beam  is  loaded 
with  the  bending  moment  diagram  in  (c).  Fig.  6. 

To  find  the  equation   of  the   elastic   curve,   take  moments   of  the 

forces  to  the  left  of  a  point  at  a  distance,  x,  from  the  left  support, 

and  the  deflection  of  the  beam  at  any  point  in  the  beam,  (a).  Fig.  6, 

will  be  equal  to  the  bending  moment  at  the  corresponding  point  in 

the  beam,  (h),  Fig.  6,  divided  by  EI,  and 

PL'x        Px" 
—  Ely  = —  (1) 

•^  16  12  ,      ^   ^ 

^SEIy  =  P  (ix^  —  SL^x) .^i.'(2) 

*  ''  Steel  Mill  Buildings,"  Chapter  XlVa;  and  ''Mine  Structures,"  Chapter  IV. 
t  Taken  from  ''  Steel  Mill  Buildings." 
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Mr.  Tho   iiiaxiiiiuiH   (U'lh'ctioii    will   occur   when  x   =  -      h.    in    Iviuatioii 

Ketcbuni.  2 

(2),  or  it  iiijiy  be  found  by  taking  moments  of  forces  to  the  left  of 


X  =  —    L,  to  be 


>r3 


J  = 


(••5) 


Beam  Uniformly  Loaded. — The  simple  beam  in  (a),  Fig-,  7,  is 
loaded  with  a  uniform  load  of  w  per  linear  foot.  The  bending  moment 
parabola  is  shown  in  Qj),  and  the  beam  is  loaded  with  the  bending 
moment  parabola  in  (c),  Fig.  7.  To  find  the  equation  of  the  elastic 
curve,  take  moments  of  forces  to  the  left  of  a  point  at  a  distance, 
X,  from   the  left  support. 


^■^ — — rO 

p'_  7<L"  p'  »:L*4^ 


(C) 
Fig.  7. 


The   equation    of   the   bending   moment   parabola   with   the   origin 
of  co-ordinates  at  the  left  support  is  2/  =  — -  icLx —  w?ar;  the  area 


of  a  segment  of  the  parabola  is 

1 


A  =  —  ii:Lx^  — 


i/y**' 


wx 


4  6 

and  the  center  of  gravity  measured  back  from  x  is 

X  {2  L  —  x) 


-^1 


(4) 


(5) 


6  X  —  4a; 
Taking  moments  of  forces  to  the  left  of  a  point,  x,  and  reducing, 

we  have 

24  Ely  =  w  (_  X*  -f-  2  Lx^  —  L^x) (6) 

The  deflection  is  a  maximum  when  x  =  —  X,  and  may  be  found 

directly  by   taking  moments,   or   may   be   found   from   Equation    (6), 

and  is 

5  irX* 


A  — 


384  El 


(') 
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Por   a  beam  with   a   variable  moment  of  inertia,  the  transformed       Mr. 
beams,   (h),  Figs.  6  or  7,  should  be  loaded  with  the  bending  moment  ^^^c^*^™- 
divided  by  the  moment  of  inertia,  I,  at  each  point,  or  with  the  bending 
moment  divided  by  EI  at  each  point,  if  both  the  modulus  of  elasticity 
and  the  moment  of  inertia  are  variable. 

The  reaction  of  the  center  pier  of  a  draw  span  of  two  equal  spans 
with  a  constant  moment  of  inertia  and  modulus  of  elasticity,  may  be 
calculated  as  follows : 

Draw  Span  witli  Constant  Section. — If  the  total  span  \>q  '2  I  =  L, 
in  Fig.  6,  the  deflection  of  the  beam  with  span,  L,  loaded  with  a  uni- 
forai  load,  w  pounds  per  linear  foot,  is 

^-bsIeJ ••'-' ('> 

Now,  if  the  center  reaction,  Ri^,  be  considered  as  a  load  acting  up- 
ward, it  will  be  equal  to  a  load,  P,  acting  at  the  center  of  the  span, 
which  produces  a  deflection  equal  to  the  deflection  of  the  simple  beam, 
in  Fig.  7,  loaded  with  a  load,  w.  The  deflection  of  the  beam  loaded 
with  a  load,  P,  is 

PL^ 

^=l8Ei ^«) 

Equating  the  values  of  J  in  Equations  (7)  and  (8)  gives  the  middle 
reaction 

B,  =  P=  ^loL...  .rrr^:>...  i (9) 

With  the  foregoing  preliminary  statement,  we  may  now  take  up  the 
solution  of  the  problem  of  the  plate-girder  draw  span  with  variable 
moment  of  inertia,  which  was  solved  by  the  author  in  Section  11. 

Plate-Girder  Draw  Span. — The  span  l^  =  l^  =  60  ft.;  the  total 
length  is  I  =  120  ft.  The  girder  is  symmetrical  about  its  center  line. 
The  relative  values  of  the  moments  of  inertia,  I,  at  the  following 
distances  from  the  outside  ends  are: 

0  to  12  ft.,  1  =  1 

12  to  36  ft.,  /  =  1.38 

36  to  48  ft,  I  =  1.15 

48  to  60  ft.,  I  =  1.92 

S olution. -^Take  a  simple  beam  with  a  span  of.  I  =  120  ft.,  having 
the  same  cross-section  as  the  dra.w  span,  and  loaded  with  a  uniform 
load  of  w  pounds  per  linear  foot,  as  in  (a),  Fig.  8.  The  bending  moment 
diagram  will  be  a  parabola  with  a  maximum  ordinate  at  the  center, 

M  =  —  icl^  =  1  800  w.     To  calculate  the  deflection  in  the  beam  due  to 
8 

M 
the  load,  lo,  load  the  transformed  beam  in  (5),  Fig.  8,  with  -— . 
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Mr.  The  areas  of  the  segments  of  the  parabola  in  (/>),  Fig.  8,  were  cal- 

culated by  Equation   (4),  and  are  as  followH: 

A^  =     4  Oo2  w  (square-foot-pounds.) 

A^  =  19  618  w  "          "           " 

A.^  =  17  030  w  .  "         " 

.4^  =  11  100  w  ''          "           " 

The  centers  of  gravity  of  the  segments  of  the  parabola  were  calcu- 
lated by  Equation  (5)  as  follows: 

The  center  of  gravity  of  A^  about  a  is 

a:  (240  — a:)         12  (240  —  12) 


720  —  4a; 


720  —  48 


=  4.07  ft. 


and  the  distance  of  the  center  of  gravity  of  A^  from  the  center  of  the 
beam,  B,  is  48  ft.  +  4.07  ft.  =  52.07  ft. 


-p        ■    '■■  '■'•   ^''     '--■    ■■    «;  .lb.perHn.'ft.  '     ■  •      '      '  ^ 


A 


^ 


1  -<-l2.0-->r^ 24.0' >^-12.0'-x-12.0X-12.0'x-12.0 '—>< 24.0' >^<^12.0-  *■  C 


The  center  of  gravity  of  the  part  of  the  dotted  parabola  about  the 
point,  h,  is 

^       X  (240  —  a:)         36  (240  —  36) 


X  = 


=  12.75  ft. 


720  —  4a;  720  —  144 

The  center  of  gravity  of  the  dotted  A^  about  h  will  be 

(Area  A^  +  Area  A^)  12.7.5  ft.  —  Area  A^  X  28.07  ft. 

Area  A^ 
31  104  w  X  12.75  ft.  —  4  032  w  X  28.07  ft. 


a*o  = 


27  072  Lc 


=  10.47  ft. 
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and  the  distance  of  the  center  of  gravity  of  A^  from  the  center  of  the       Mr. 
beam,  B,  is  48  ft.  +  4.07  ft.  =  52.07  ft.  Ketchum. 

The  centers  of  gravity  of  ^3  and  A^  are  calculated  in  the  same 
manner. 

The  bending  moment  at  the  center  of  the  beam,   (&),  Fig.  8,  will 
be  E  times  the  deflection  at  the  center  of  the  beam,  (a),  Fig.  8. 


M  =  E   z/  =  i?i  X  60  ft.  —  ^1  X  52.07  ft. 
—  ^3  X  17.88  ft.  —  A^X  5.96  ft. 


A^  X  34.47  ft. 


=  51  780  w  X  60  ft.  _  4  032  w  X  52.07  ft.  —  19  618  w  X  34.47  ft. 

—  17  030  w  X  17. 8S  ft.  —  11  100  v^  X  5.96  ft.      . 
=  1  850  340  w  (cubic-foot-pounds) (10) 

Now  load  the  same  beam  with  a  load  of  1  lb.,  as  in  (a).  Fig.  9. 
The  bending  moment  diagram  is  a  triangle  with  a  center  height  of 


The  beam  is  loaded  with  the  bending:  moment 


PI 

M  =  —-  =  m  ft-lb. 
4 

divided  by  the  moment  of  inertia  at  each  point. 


The  areas  of  the  different  sections  of  the  moment  diagram  are: 


B.  = 


36      (square-foot-pounds.) 

208.7        "         "  " 


^3  =  219.1 

B^  =  168.7        "         "  " 

The  centers  of  gravity  are  as  shown  in  (b),  Fig.  9.  Then  the  bending 
moment  at  the  center  of  the  beam  (h),  Fig.  9,  will  be  E  times  the 
deflection  of  the  beam  (a).  Fig.  9,  due  to  a  center  load  of  1  lb. 
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Mr.  M  =  E  J'  =  I{.  X  r,0  ft.  ~  B.  X  .V2ft.  -  Ji.,  X  :M.()()  ft.       />'..  x 

ivoU'huin.  1  I  z 

17.71  ft.     -  />\  X  r>.7H  ft. 
=:  r»3i>.r)  X  ()()   ft.  —  :iO  X  r,2   ft.  —  208.7  X  I'A.OO  ft.  —  -Jl'.M    X 

17.71  ft.    —  108.7  X  5.78  ft. 
=  24  137  (cubic-foot-pounds) (11) 

Now  the  center  reaction  of  the  draw  span  will  be  equal  to  Equa- 
tion  (10)   divided  by  Equation   (11),  and 

R,_  =  1  850  340  w  ^  24: 127 

=  76.67  w. 
The  left  reaction  is 

n^  =  I   (120  w  —  76.67  w) 

^  21.665  w. 

/  The  bending  moment  at  the  center  support  of  the  draw  span  is 

3/b  =  21.655  w  X  CO  ft.  —  60  1^  X  30  ft. 
=  500.1  w  (foot-pounds). 

This  value  checks  the  value  calculated  by  the  theorem  of  three 
moments. 

The  "method  of  least  work"  should  give  the  same  result  as  the 
"method  of  three  moments''  and  the  method  of  "area  moments." 

Mr.  J.  P.  J.  Williams,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  dis- 

cussion contributed  by  Mr.  Ketchum,  explaining  and  applying  the 
method  of  "area  moments,"  raises  two  questions  of  considerable  im- 
portance. The  first  and  more  important  is  the  question  of  the  relative 
merits  and  ease  of  practical  application  of  the  three  different  methods 
which  have  been  used  in  solving  this  particular  problem  of  a  continu- 
ous beam  with  variable  moments  of  inertia.  The  second  is  the  more  gen- 
eral question  of  actual  differences  and  relative  exactness  of  these  meth- 
ods, and  also  the  broad  question  of  methods  of  solution  of  statically 
indeterminate  structures  of  any  kind.  The  writer  also  intends  to  show 
the  direct  relation  between  the  deflection  formulas  used  analytically 
in  the  paper  and  the  "area  moment"  method  applied  by  Mr.  Ketchum, 
and  check  some  of  his  o^vn  particular  equations  by  the  latter  method. 

In  order  to  determine  the  relative  amount  of  labor  required  to  solve 
the  problem  of  the  plate-girder  draw  span  with  variable  moments 
of  inertia,  the  writer  has  counted  the  number  of  "operations"  re- 
quired to  make  the  solution  for  the  center  bending  moment,  M^,  by 
each  of  the  three  methods.  By  "operation"  is  meant,  either  a  setting 
and  reading  of  the  slide-rule,  or  an  addition  or  subtraction,  also  mak- 
ing allowance  for  cases  of  relatively  easy  additions  or  multiplications. 
The  "area  moment"  method  applied  by  Mr.  Ketchum  required  105  such 
operations,  the  tabular  computation  made  by  Mr.  Turneaure,  using  a 
formula  in  terms  of  bending  moments,  required  78  operations,  and 
the    three    moment    method,    using    the    writer's    Equation    (43)    and 
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Table  1,  required  only  41  operations.  As  the  labor  required  to  draw  Mr. 
the  diagrams  for  the  "area  moment"  method  is  certainly  as  great  as 
that  of  making  the  tables  in  the  other  methods,  it  is  quite  evident  that, 
for  this  particular  problem,  the  three  moment  method  is  far  superior. 
It  does  not  necessarily  follow  that,  for  other  cases  of  different  loading, 
or  beams  on  more  than  three  supports,  the  same  method  would  still 
be  best,  but  it  is  probable  that  it  would,  provided  the  mathematical 
integrations  were  handled  rapidly. 

The  second  question  concerning  the  exactness  of  these  three  meth- 
ods requires  a  clearer  understanding  of  their  essential  differences.  A 
careful  reading  of  the  first  paragraph  and  the  last  three  paragraphs  ©f 
the  paper  will  indicate  that  the  term  "exact  method"  used  by  the  writer 
had  reference  only  to  the  three  moment  method  which  included  the 
effects  of  variable  moments  of  inertia,  settlement  of  supports,  and  slope 
of  neutral  curve.  The  principal  object  in  view  in  Section  11  of  the 
paper  was  the  determination  of  the  value  of  the  error  introduced  in 
a  particular  case  of  a  plate-girder  draw  span  when  the  usual  three 
moment  formulas,  neglecting  effect  of  variable  moments  of  inertia, 
were  used;  but,  as  Mr.  Ketchum  has  raised  the  question  of  the  relative 
exactness  of  the  different  "exact"  methods,  and  has  checked  the  writer's 
result  so  closely  by  using  the  "area  moment"  method,  therefore  indi- 
cating that  the  2%  discrepancy  in  Mr.  Turneaure's  result  is  probably 
inherent  in  that  method,  it  is  well  to  consider  the  different  methods 
more  fully. 

Both  Mr.  Ketchum  and  Mr.  Turneaure  find  the  value  of  the  center 
reaction  by  dividing  the  deflection  of  the  girder  assumed  as  simply  sup- 
ported at  the  ends  (that  is,  with  center  reaction  removed),  and  carrying 
the  given  load,  by  the  deflection  at  the  center  caused  by  a  unit  load  at 
that  point.  They  differ  only  in  the  manner  of  computing  these  deflec- 
tions, Mr.  Ketchum  using  the  "area  moment"  method  and  equations  for 
area  and  positions  of  centroids,  and  Mr.  Turneaure  using  a  tabular 
summation  method,  assuming  the  differential  length,  dx,  in  the  equa- 
tions to  have  a  finite  value  of  6  ft.  The  formulas  are  essentially  identi- 
cal, but  the  exactness  of  the  latter  method  depends  directly  on  the 
length  assumed  for  dx,  which,  theoretically,  should  be  very  small.  The 
2%  discrepancy  between  the  result  of  this  method  and  the  results  of 
the  other  two  is  probably  due  to  this  fact.  The  three  moment  method 
which  the  writer  used  is  also  essentially  a  deflection  method,  as  it  was 
based  on  the  General  Equation  (41)  derived  by  Equation  (8)  for 
vertical  relative  deflections  of  the  ends  with  respect  to  a  tangent  to 
the  neutral  curve  at  the  center.  Mathematically,  therefore,  all  three 
methods  are  based  on  the  same  theory  of  deflection  due  to  bending,  and, 
except  for  the  practical  inaccuracies  in  application,  should  give  the 
same  results.  The  vital  differences  in  the  working  equations  used  are 
only  differences  in  details  of  application. 
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Mr.  It  should   1)0  oinplinsized.    furl  her,   tlial   all    tlujsc   iinithods  p^ive   re- 

lams.  gyj|.g  ^vhich  are  inexact  because  of  the  neglect  of  shear  deflection  and 
of  shear  distortion  of  the  nssunicd  plane  normal  sections  of  tlie  l^oarn. 
Short,  heavily-loaded  girders  with  large  concentrated  loads  are  aiTect<id 
very  materially  by  shear  distortion,  as  has  been  shown  in  the  writer's 
discussion*  of  "Faults  in  the  Common  Theory  of  Flexure";  and  the 
common  assumption  of  bending  deflection  only  may  be  largely  in  error 
on  the  side  of  danger. 

All  statically  indeterminate  problems  of  any  character  can  be 
solved  by  either  of  three  general  methods:  (1)  Method  of  Deflections 
or  Deformations,  (2)  Method  of  Equal  Work,  and  (3)  Method  of  Least 
Work.  All  three  methods  give  identical  results  when  restricted  to  the 
same  kinds  of  stress,  but  the  first  uses  expressions  for  deflections  or 
strains,  the  second  equates  internal  work  to  external  work,  and  the 
third   applies   the  principle   of  minimum  internal  work. 

For  example,  consider  the  very  simple  case  of  two  elastic  supports, 
a  and  h,  subject  only  to  the  uniformly  distributed  direct  stress  caused 
by  a  load,  IF,  carried  in  such  a  way  that  the  total  elastic  strain  of 
each  support  is  the  same. 

Let  W^  =  portion  of  load,  TF,  carried  l^y  a; 

W —  W^  =  portion  of  load,  W,  carried  by  b; 

E  A 

e^  =     "    "  =:^  stiffness  of  support,  a,  =  total  force  required 

to  produce  total  strain  of  unity  in  a; 

E  A 

e^  =  — ^ — -  =  stiffness  of  support  h. 

stress 
Then  the  total   deflection  or   strain   = 


stiffness 
i. — Method  of  Deflections. — Equate  deflection  of  a  to  deflection  of  h. 

W           W—  W                                        e„ 
.      — ^  r= ^^;  therefore  W^  =  ^-  W. 

2. — Method  of  Equal  ^Yorlc: — Equate  internal  work  to  external  work. 

Tr„       Tr-TF„n        Kw^ 


-b 

\2 


w  (W—w^y    ,     ^     w,     w-w^       .    , 

or  —^  (W—  TTJ  =  ^ —\  therefore  —  =        ^,  as  m   1 

e^  ^a  ^a  ^b 


*  Transactions,  Am.  Soc.  C.  E..  Vol.  LXXV,  pp.  932-953. 
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S. — Method  of  Least  Work. — Write  the  expression  for  internal  work      Mr. 
or  resilience,  R,  and  place  the  first  derivative  with  respect  to  Wa  equal  ^""^ms. 
to  zero,  to  get  condition  for  minimum. 


2 

R 


i  1    r2  W^         2(TF— T^^Jl 

;;-  =  -V =-0;  therefore 


the  fundamental  equation,  M  =.  EI^-^,  of  the  common  theory  of  flex- 


—  — _     ag  m  1. 

All  three  methods  thus  reduce  to  identical  expressions,  and  it  is 
possible  to  reduce  even  more  complex  problems,  solved  by  the  different 
methods,  to  the  same  working  form.  Usually,  the  method  of  deflection 
is  the  most  direct  and  easiest  of  application.  The  vertical  deflection  of 
beams  can  be  obtained  in  various  ways:    By  the  double  integration  of 

c^ 

ure;  by  the  application  of  Equation  (8)  for  D^  =:     J>>      x;  or  by  the 

semi-graphical  method  of  area  moments  applied  by  Mr.  Ketchum.  They, 
also,  are  identical  in  result,  if  properly  applied,  and  differ  only  in  manner 
of  procedure. 

In  order  to  show  the  relation  between  the  last  two  methods,  and 
also  explain  directly  the  "area  moment"  method  in  connection  with  that 

used  in  the  paper,  it  is  only  necessary  to  note  that  D^  =    J>>     x  can 

.^mJ   (J    EI 

M 
be  found  by  area  moments.     If  values  of  — —  be  plotted  to  scale  as  ordi- 

EI 

J\fn 
nates,  and  the  lengths,  n,  be  laid  off  on  the  Xaxis,  then  ——  will   be    an 

EI 

elementary  area,  and-— —X  will  be  the  moment  of    that  area  about  the 

EI 

origin,  0,  the  deflecting  point.     Then  D^  =  deflection  of  0  with  respect 

^^7^  Mn 
to  a  tangent  to  the  neutral  curve  at  iv   ==      '>     — -—  x  =  total  moment  of 

.^^  o  EI 

area  of  diagram  between  limits  O  and  JSf  about  0.    Similarly,  the  change, 

A^  in  the  angle  between  the  tangents  to  the  neutral  curve  at  0  and  at  JV 

will  be  the  area  of  the  same  diagram  between  limits  O  and  iV,  because, 

'^77^  Mn  ^^^-1^ 

by  Equation  (4),  ^  =     J>     -— —  =      J>     elementary  areas  ^  area  be- 

.^^  o  EI        .^^j  o 

tween  limits  0  and  N.     When  E  is  constant,  and  M  a  continuous  func- 
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Mr.       (ion   of  .c,  n   lu'coijics  <l.r   lor  a   hori/.otital   Ixaiii.  and    it    .1     —  area  ot"  a 
WilUains.  ' 

M 
(liairiain  itloltcd  with        as  ()^(linat(^s  und  Xj  -     the  distance  of  its  ccntroid 

from  tlif  drllrctinLT  j)oint  as  origin,  then,  for  any  Liivcn  liniiLn  : 

A  =  -',  an,l  !>,.  =  -J~K 

'Vho  last  equation  is  the  basis  of  the  area  moment  method  applic-'d 
l>y  Mr.  Ketchuni.  When  both  E  and  /  are  constant,  the  ordinary  bend- 
ing moment  diagram  area  can  be  used,  because  M  is  the  ordinate  and 
Mdx  an  elementary  area. 

Then  A   =  -~-  /      Mdx  =  — -^ 

EI  Jn  EI 


EI  Jo 
EI  Jo 


in  which  A^  =  area  of  bending  moment  diagram  between  limits  0  and 
N,  and  x^  =  distance  from  centroid  of  A,„  to  origin  0. 

For  example,  the  integration,     I   '^    M   dx    x,    in    Equation    (30). 

Jo 
can  be  more  easily  made  by  this  method  of  area  moments  than  by  the 
analytic  integration  as  given.     Using  areas   of  the  bending  moment 
diagram  for  M,  Fig.  5,  noting  its  component  parts  and  that  the  origin 
is  at  A,  the  values  of  A^  x^  will  be: 

For  triangle  due  to  M^, 

A    X     ^-^^A-  =  i^ 

^m'm  2  3  6 

For  triangle  due  to  3fj,, 

^m  ^rn  2  n  6  ' 

For  triangle  (not  shown)  due  to  bending  moment  caused  by  concen- 
trated load,  Woj  in  simple  beam,  the  area,  A^,  would  be: 

^^m  =   7 V^a  —  ^a)      9     —  2  ^  '^  ^^ 

a  ~T"  ^a 

The  distance  from  centroid  to  origin,  .1,  is  x^  = . 

o 

Therefore,  A^  x^  = ^ (l^  —  2J ^ — (  ^  a  —  ^  a  )• 

as  in  Equation  (31). 

For  the  parabolic  bending  moment  diagram    (not   shown)    due   to 
uniform  load,  w^,  on  a  simple  beam,  the  maximum  center  ordinate  being 


,  the  area  A^  =  ^  ~Y~   «  ""      12    '   ^^^^   ^"^   "      2 


DISCUSSION  ON  THE  THEOREM  OF  THREE  MOMENTS  817 

W„  l,^    L  W,.  L*  Mr. 

Therefore,  a^  x^  =    -^ -f  =  ^ ,  Wiu.ams. 

as  in  Equation  (31). 

The  "equivalent  beam"  loaded  with  the  bending  moment  diagram 
is  a  convenient  method  for  finding,  not  only  the  deflection,  y,  but  the 

slope,  — ^--,  at  any  point  of  a  given  beam.     As  it  will   be    of   interest 
mo 

to  note  how  this  method  is  developed  from  the  general  equations 
already  applied,  consider  the  case  of  a  simple  beam,  with  constant 
E  and  Z^,  and  loaded  uniformly  with  w  pounds  per  foot,  as  in  Fig.  2. 
The  end  reaction  of  the  "equivalent  beam"  loaded  with  the  parabolic 
bending  moment  diagram,  as  in  Fig.  7  (c),  is, 

1    r  2      tvl^      -1  _    wl^ 
T  LT      8        J  "~     24 


l\  =  =  area  between  end  and  center. 

L  3       8        J 


This  area  between  end  and  center,  however,  when  divided  by  EI,  is 
the  angle  between  the  tangent  at  the  end  and  the  tangent  at  the  center, 
when  E  and  /  are  constant.  As  the  tangent  at  the  center  is  horizontal, 
the    slope    of    the    end    tangent    with    the    horizontal,    therefore,    is 

,  as  already  obtained  analytically  in  Equation  (16).     Thus  slope 

of  tangent  at  A  equals  reaction  of  "equivalent  beam"  divided  by  EI. 
,^,  From  Fig.  2,  the  slope  at  any  point,  X  is : 

dy 

=  (slope  of  tangent  at  A)  —  A 

dx 

reaction  of  "  equivalent  beam  "  —  area  between  A  and  X 

=  EI 

shear  of  "  equivalent  beam  " 

^  m  ' 

dy 
Hence  the  slope,  — — ,  at  any  point,  X,  is  equal  to  the  shear  at  that 
dx 

point  of  the  "equivalent  beam"  divided  by  EI.  Using  Equation  (4) 
of  Mr.  Ketchum's  discussion  for  the  area  of  the  segment  of  the  para- 
bola in  Fig.  7  (c) : 

■^^  Wlx^  WX^  IL'X^ 

Area  between  A  and  X  =  — - —  — ■   —   ---—  (Q  I  —  4  x) 

2  6  24    ^  ^ 

_,        „  dy        .  lol^  wx^ 

Therefore  -J-  =  ^^^-  ^^^  (6^-4.) 

which  checks  Equation  (17),  previously  found  by  integration  methods. 
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Mr.  'riii>  (K'llcction,  //.  at  niiy  point,  X .  Fi^'.  2,  is  seen  to  have  the  vahie: 

WilliuniH. 

y  =.  (slopt'   of  tanu:t'nt    al    .1)   .v    —   (h-llcctioii   of   X  with   rcHpect  to 

tanijciit  at  .1 

reaction  of  •' e(ini\  alcnt  hcani  '' 

moment  of  area,  A  tp  A",  about  X 

bondint;  moment  of  "equivalent  beam" 

Using  x^  =  distance  from  centroid  of  area,  A  to  X,  from  the  point,  X, 
x(2l  —  a;) 

from  Equation  (5),  given  by  !N[r.  Ketchum,  there  results  : 

td^  irx'  x{'l  I  —  X) 

~  ^  [2  h?  —  X*—  ?\'], 


24:  El 

which  checks  the  writer's  Equation   (18),  or  Equation    (6),   with  op- 
posite sign,  as  obtained  by  Mr.  Ketchum. 

This  "equivalent  beam"  method  of  finding  slope  and  deflection  is 
perfectly  general,  and  can  be  applied  to  beams  with  variable  moments 
of  inertia  by  a  simple  modification  of  the  bending  moment  diagram, 
as  already  explained.  The  application  made  by  Mr.  Ketchum  to  the 
plate-girder  draw  span  with  variable  moments  of  inertia,  considered 
in  the  paper  in  Section  11,  is  a  good  illustration  of  this  method  of 
using  an  "equivalent  beam,"  but,  as  already  stated,  it  is  much  more 
laborious  for  this  particular  case  than  the  three  moment  method  giving 
identical  results.  Mr.  Ketchum  could  have  decreased  by  twelve  the 
number  of  operations  required  for  his  solution  by  having  used,  instead 
of  bending  moment  of  "equivalent  beam,"  simply  the  sum  of  the  area 
moments  about  the  end,  as  such  sum  gives  the  deflection  of  the  end 
above  the  horizontal  tangent  at  the  center,  which  is  equal  to  the  center 
deflection  desired  for  this  particular  symmetrical  case. 
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During  the  summer  and  autumn  of  1911  the  writer  ran  a  number 
of  efficiency  tests  on  two  of  the  6  000-h.p.  hydraulic  turbine  units  re- 
cently installed  in  the  power-house  of  the  St.  Lawrence  River  Power 
Company,  at  Massena,  N.  Y.  On  one  of  the  units,  two  sets  of  tests 
were  run,  one  prior,  and  one  subsequent,  to  cutting  off  several  feet 
of  the  draft-tubes.  On  the  other  unit,  one  set  of  tests  was  run  after 
the  draft-tubes  had  been  shortened,  as  had  been  done  in  the  case  of 
the  other  turbine  unit. 

In  all,  about  40  000  instrumental  readings,  including  gauge  read- 
ings, were  made.  Of  these,  7  000  were  complete  velocity  observations 
by  current  meters,  and  4  000  additional  readings  on  a  Pitot  tube 
furnished  about  100  complete  velocity  observations  for  comparison 
with  simultaneous  readings  by  the  current  meters. 

Owing  to  the  nature  of  the  tail-races,  which  discharge  into  the 
Grasse  Rivei*,  a  weir  test  was  out  of  the  question.     Before  beginning 

*  Presented  at  the  meeting  of  February  5th,  1913. 
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tlu'  ti'sis.  therefore,  it  became  necessary  to  decide  between  the  current 
meter  and  Pitot  tube  as  instruments  for  measuring  the  flow. 

In  favor  of  the  current  meter  is  its  simplicity  and  the  facility  with 
which  it  may  be  used  in  tail-races.  Against  it  is  the  fact  that,  notwith- 
standing the  largo  number  of  observers  who  have  experimented  with 
it  and  the  large  number  of  records  which  have  been  made  by  it, 
there  is  still  a  great  deal  of  well-founded  skeptical  discussion  as  to  the 
accuracy  of  the  instrument  when  the  records  are  based  solely  on  the 
still-water  rating. 

The  Pitot  tube  has  been  not  only  a  subject  of  adverse  criticism 
but  also  an  instrument  about  which  much  positive  ignorance  seems 
to  exist.  It  would  seem,  however,  that  the  recent  demonstrations  of 
the  accuracy  of  Darcy  and  Bazin's  experiments,  1865,  by  Messrs. 
William  Monroe  White,*  L.  F.  Moody,  Gardner  S.  Williams,  John  R. 
Freeman,  and  others,  should  sufficiently  dispel  all  doubts  as  to  the 
reliability  of  the  instrument.  On  the  other  hand,  where  the  velocity 
of  the  water  is  variable  from  moment  to  moment,  a  large  number  of 
readings  must  be  taken  and  reduced  to  a  mean  square  root  in  order 
to  obtain  sufficiently  close  approximations  to  the  average  in  any  one 
velocity  determination. 

After  a  final  summary  of  advantages  and  disadvantages,  it  was 
decided  to  use  both  the  screw  and  cup  types  of  current  meter,  and 
to  check  their  records,  if  necessarj^  wuth  a  Pitot  tube. 

E.  E.  Haskell,  M.  Am.  Soc.  C.  E.,  Director  of  the  College  of  Civil 
Engineering,  Cornell  University,  made  up  one  of  his  screw  type  meters 
especially  for  the  series  of  tests  to  be  undertaken,  and  a  new  Gurley- 
Price  meter  of  the  cup  type  (No.  600)  was  purchased  from  the 
makers  at  Troy.  Master  Mechanic  D.  J.  Jones,  of  the  Power  Company, 
made  up  a  Pitot  tube,  following  as  nearly  as  possible  the  description 
of  Tube  N  given  in  Mr.  White's  paper,  mentioned  above. 

The  following  are  the  general  conclusions  concerning  current  meters 
which  have  been  drawn  from  the  tests  with  the  foregoing  equipment : 

1. — fWhen  a  cup  meter  is  run  in  perturbed  water  it  will  register 

*  "The  Pitot  Tube;  Its  Formula.''  by  William  Monroe  White.  Journal,  Association  of 
Engineering  Societies,  Vol.  XXYJI.  1901,  p.  35. 

+  In  a  discussion  of  a  paper  on  current  meter  and  weir  discharge  comparisons  bv  Ed- 
ward C.  Murphy,  Assoc.  M.  Am.  Soc.  C.  E..  Transactions.  Am  Soc.  C.  E..  Vol.  XLVII.  1902. 
p.  370,  Charles  H.  iMiller.  M.  Am.  Soc.  C.  E..  describes  certain  experiments  on  screw  and 
cup  meters  in  the  following  language  : 

'The  Haskell  meter  was  lowered  from  one  side  of  the  skiff  and  one  of  the  Price  meters 
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a  larger  number  of  revolutions  per  second  than  a  perfect  still-water 
rating  would  indicate. 

2. — fWhen  a  screw  meter  is  run  in  perturbed  water  it  will  register 
a  smaller  number  of  revolutions  per  second  than  a  perfect  still-water 
rating  would  indicate. 

3. — fin  the  foregoing  sense,  a  cup  meter  is  affected  relatively  to  a 
much  greater  extent  than  a  screw  meter.  In  the  tail-races  at  Massena, 
as  an  average,  the  cup  meter  was  affected  to  the  extent  of  6%,  while 
the  Haskell  meter  was  affected  mostly  by  less  than  1  per  cent.  In 
boilers  of  considerable  violence  the  cup  meter  may  easily  over- 
register  by  25%,  while  the  screw  meter  will  under-register  by  not 
more  than  3  or  4  per  cent. 

4. — Either  type  of  meter  when  run  in  perturbed  water  will  give 
uniform  records  in  equal  times,  provided  these  times  are  sufficiently 
long,  the  flow  of  the  water  itself  being  subject  to  an  established 
regimen. 

5. — If  both  types  of  meter  are  used  simultaneously  in  perturbed 
water,  the  disparity  between  the  discrepant  velocities  thus  determined 
by  the  still-water  rating  may  be  taken  as  a  basis  for  correcting  the 
discrepant  velocities. 

6. — The  average  corrections  thus  obtained  for  the  Haskell  meter 
when  run  with  the  Gurley-Price  meter  in  the  tail-races  at  Massena 
varied  from  0.5  to  0.9  of  1%,  while  the  corresponding  corrections  for 
the  Gurley-Price  meter  were  about  six  times  larger.  Comparisons 
with  the  Pitot  tube  furnished  substantially  the  same  corrections  as 
those  obtained  by  comparison  of  the  meters. 

7. — It  would  seem  to  follow  that  current-meter  observations  based 
on  still-water  ratings  without  further  correction  should  be  made  with 
great  caution.     On  the  other  hand,  it  seems  certain  that  the  correction 

from  the  other  side,  both  to  the  same  depth  (about  5  ft.).  The  registrations  or  revolutions 
of  each,  for  periods  of  from  5  to  10  minutes,  were  noted;  then,  for  similar  periods  of  time, 
the  skiff  was  caused  to  rock  from  one  side  to  the  other  at  short  intervals,  and  the  registra- 
tions recorded,  the  movement  of  the  skiff  giving  to  the  meters  a  vertical  motion  of  from  1 
to  2  ft.  Under  this  motion  the  revolutions  of  the  Price  meter  increased,  while  those  of  the 
Haskell  meter  decreased,  but  in  a  Jess  proportion  than  the  increase  of  the  Price  meter, 
showing  that  the  error  due  to  instability  of  support  is  greater  in  the  Price  than  in  the  Has- 
kell meter.  Lack  of  time  prevented  more  extended  observations,  and  in  different  veloci- 
ties of  current,  which  probably  would  have  evolved  some  fixed  difference  due  to  the  differ- 
ent construction  of  the  meters  in  question." 

Conclusions  1,  2,  and  3,  of  the  present  paper  seem  to  have  been  fairly  stated  by  Mr. 
Miller,  but  as  applied  only  to  instability  of  support.  They  are  here  advanced  as  inherent 
characteristics  of  these  different  types  of  meter,  and  extended  to  apply,  not  only  to  cases 
of  instability  of  support,  but  also  to  these  current  meters  generally,  nowever  supported,  in 
flowing  water. 
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for  n  cup  meter  when  run  at  a  ^ood  meter  station  on  an  o[)en  river 
is  not  large,  while  the  corresi)onding  correction  for  a  screw  meter  may 
he  negligible. 

Plate  XXIIl  shows  the  results  of  a  number  of  ratings  of  the 
Haskell  meter.  I'iic  general  method  was  similar  to  that  adoi)tcd  by 
the  United  States  Lake  Survey,  as  describeil  in  the  reports  by  F.  C. 
Shenehon,  M.  Am.  Soc.  C.  E.,*  covering  his  current-meter  observations. 
The  meter  was  suspended  either  by  cable  or  rod  from  a  bowsprit  at 
the  head  of  a  light  skiff.  The  skiff,  with  an  observer,  was  then  towed 
back  and  forth  over  a  200-ft.  base  at  a  given  velocity,  one  such  double 
run  constituting  a  velocity  observation.  The  total  time  and  total 
number  of  revolutions  then  stand  for  the  transit  of  a  400-ft.  base  in 
perfectly  still  water. 

The  first  four  ratings,  on  June  29th  and  30th,  1911,  were  made 
along  the  longitudinal  center  line  of  Lock  No.  15  in  the  old  Cornwall 
Canal,  at  Cornwall,  Ont.  Both  lock  gates  were  open,  but  the  north 
miter  leaf  of  the  lower  gate,  opening  into  the  St.  Lawrence  River, 
was  not  fully  into  its  recess  in  the  north  wall.  The  meter  was  about 
4  ft.  below  the  surface  of  the  water,  and  the  depth  in  the  lock  was  9  or 
10  ft.  The  water  in  the  lock  had  a  tendency  to  surge  at  times.  Some- 
times there  was  considerable  velocity  through  the  lock,  and  at  other 
times  very  little. 

The  ratings  of  August  12th  and  October  3d,  1911,  were  made  in  a 
bay  of  the  Grasse  River,  opposite  the  power-house  of  the  St.  Lawrence 
River  Power  Company,  at  Massena,  N.  Y.  The  meter  was  about 
2.25  ft.  below  the  surface  of  the  water,  and  the  average  depth  under 
the  base  line  was  about  7  ft.,  with  a  shallow  spot  near  the  east  end 
about  5  ft.  deep.  There  was  very  little  current,  but  at  times  there  were 
surges  due  to  the  operation  of  the  power-house  just  across  the  river. 

The  ratings  of  July,  1912,  were  made  under  the  direction  of 
Professor  Arthur  M.  Greene,  Jr.,  at  the  rating  station  of  Rensselaer 
Polytechnic  Institute,  Troy,  N.  Y.,  after  the  meter  had  been  used 
extensively  at  Massena  and  in  North  Carolina  and  Tennessee.  The 
meter  had  been  overhauled  twice  at  Cornell  University  before  these 
ratings,  but  long  after  those  at  Massena.  The  meter  was  also  provided 
with  a  new  shaft.  After  running  a  complete  set  of  tests  at  Troy, 
the  new  shaft  was  put  in  and  another  set  of  tests  was  made. 


*  As  described  in  Reports.  Chief  of  Enerineers,  U.  S.  Army,  1900  to  1904,  inclusive. 
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1911 
A  •  Juiie29tb,morniug;  melei-susppiided  on  rigiarod,  but  I'l-ee  to  turu  and  tip. 
B  ^  Juue  20th,  afternoon;      "                       "                            " 
C  •  JuueSOth,  morning:  meter  suspended  on  cable,  and  free  to  tura  and  tip. 
D  0  June  30th,  afternoon;      "                       •■                            " 
E  •  Aug.lSth,  meter  suspended  on  rigid  rod,  but  free  to  turn  and  tip. 
!■-  c    Ort.3d, 

G  .    Hating  at  Rcnnselaer  Polytechnic  Inst  It  ute,  July,  lOIi-oId  shaft. 
Ho"                  "                    "                  "                    "  new  shaft. 
I   ■        „                 "                  ■•                ••                  "  new  shaft  (oscillating). 
J  4        ..                  "                    "                 "                    "  old  shaft  (oscillating). 
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The  curve  of  revolutions  over  a  400-ft.  base  was  plotted  from  the 
first  four  ratings  in  the  Cornwall  Canal.  It  will  be  seen  from  Plate 
XXIII,  however,  that  the  subsequent  ratings  do  not  materially  alter 
the  position  of  this  line,  up  to  velocities  of  5  or  6  ft.  per  sec.  If  the 
correction  were  made,  the  number  of  revolutions,  as  shown  by  the  line, 
would  be  increased  only  ^%  at  4  ft.  per  sec,  and  reduced  only  i% 
at  about  8  ft.  per  sec.  In  fact,  it  may  be  seen  that,  out  of  about  100 
double  runs  in  the  canal  lock  and  Grasse  River,  not  one  plotted 
point  differs  by  more  than  1%  from  the  line  of  revolutions  as  deter- 
mined from  the  first  four  ratings  for  velocities  of  more  than  1^  ft. 
per  sec.  For  velocities  of  less  than  1^  ft.  per  sec.  the  line  of  revolu- 
tions is  so  steep  that  errors  of  somewhat  larger  magnitude  are  to  be 
expected.  In  the  oscillating  tests,  the  meter  was  oscillated  parallel  to 
the  motion  of  the  car,  and  covered  an  amplitude  of  5|  in.  for  every 
8-ft.  advance  of  the  car.  Transverse  oscillations  reduce  the  number 
of  revolutions  over  a  given  base.  The  relations  between  velocity  and 
revolutions  over  a  400-ft.  base  were  then  plotted,  as  shown  on  Plate 

XXIII,  and  from  the  resulting  curve  the  rating  line  for  still  water 
was  located  and  drawn,   also  as  shown  on  that  plate. 

After    having    drawn    the    rate   line,    a    reduction    diagram,    Plate 

XXIV,  may  be  prepared,  from  which  velocities  may  be  read  directly 
when  referred  to  time  and  revolutions.  This  obviates  either  the 
necessity  for  reducing  revolutions  to  revolutions  per  second,  or  of 
taking  a  fixed  time  for  observing  velocities,  which  is  inexpedient  where 
velocities  are  variant. 

Plate  XXV  shows  the  Gurley-Price  meter  rating  curves,  ob- 
tained in  a  manner  precisely  similar  to  that  used  for  the  Haskell 
meter.  In  fact,  the  ratings  were  frequently  made  on  the  same  day  as 
for  the  Haskell  meter. 

In  order  that  there  may  be  no  misunderstanding  concerning  these 
ratings,  it  may  be  stated  that  the  tests  were  severe,  when  considered 
as  a  whole.  Some  of  the  ratings  were  made  at  a  depth  of  4  ft.,  some 
at  a  depth  of  2  ft.  3  in.,  some  in  windy  weather,  some  in  calm  weather, 
and  several  different  observers  acted  at  different  times. 

Under  all  these  diverse  conditions,  it  may  be  seen  that  the  Haskell 
meter,  in  the  Massena  and  Cornwall  ratings,  never  varied  by  more 
than  1%  in  any  individual  observation,  and  that  rating  lines  drawn 
for  different  ratings  would  differ  by  only  0.2  or  0.3  of  1%  at  the  greatest. 


834  CLT  AM)  SUKEW   CUUUENT   .MKTKUS 

'Ilio  (Iiirlcy-rrico  mottr  exhibits  a  much  greater  range  of  varia- 
tions, 5  or  G%  up  to  velocities  of  5  ft.  per  sec,  which  were  considerably 
in  excess  of  the  mean  velocities  in  the  tail-races  where  the  meter 
was  used. 

It  is  not  contended  here  that  a  satisfactory  still-water  rating 
under  i)erfect  conditions  cannot  be  obtained  with  a  meter  of  this 
type;  it  is  intended,  however,  to  show  that  varying  conditions  of  water 
produce  relatively  larger  variations  in  the  records  of  the  cup  meter  than 
in  those  of  the  screw  meter. 

On  comparing  the  maker's  rating  curve  with  the  several  ratings 
in  the  canal  and  in  the  bay  of  Grasse  River,  it  will  be  seen  that  the 
number  of  revolutions  of  the  Gurley-Price  meter  over  a  400-ft.  base 
is  generally  higher  in  the  canal  and  bay  than  in  the  maker's  rating. 
Hence  it  is  fair  to  suspect  that  a  perfect  still-water  rating  line  of  a 
cup  meter  is  a  line  of  minimum  number  of  revolutions  for  such  a 
meter,  and  that,  when  the  water  is  disturbed  in  any  degree,  the  num- 
ber of  revolutions  over  a  fixed  base  will  always  be  increased,  other 
things  being  equal.* 

Similarly,  the  contrary  suspicion  may  be  entertained,  that  a  per- 
fect still-water  rating  line  of  a  screw  meter  is  a  line  of  maximum 
number  of  revolutions  for  such  a  meter,  and  that,  when  the  water 
is  disturbed  in  any  degree,  the  number  of  revolutions  over  a  fixed 
base  will  always  be  decreased,  other  things  being  equal. 

Since,  under  similar  circumstances,  the  deviations  of  the  Gurley- 
Price  meter  are  about  six  times  as  large  as  those  of  the  Haskell  meter, 
but  in  the  contrary  sense,  it  would  seem  fair  to  conclude  that  when 
the  meters  are  run  simultaneously  in  flowing  water,  one-seventh  of 
any  difference  in  the  velocities  thus  determined  from  the  still-water 
ratings  should  be  attributed  to  a  deviation  of  the  Haskell  meter, 
while  six-sevenths  should  be  attributed  to  a  simultaneous  deviation  of 
the  Gurley-Price  meter. 

Thus,  if  the  difference  between  the  velocities  determined  by  the 
Haskell  and  Gurley-Price  meters  should  be  0.42  ft.  per  sec,  0.06  ft. 
per  sec.  should  be  added  to  the  record  of  the  Haskell  meter,  while 
0.36  ft.  per  sec  should  be  deducted  from  the  corresponding  record 
of  the   Gurley-Price  meter.      In  strictness,   this   correction   should  be 

*  Certain  interesting  experiments  by  Professor  L.  F.  Moody,  in  the  rating  station  at 
Rensselaer  Polytechnic  Institute,  seem  to  agree  with  the  writer's  exi>erin3ents  on  this 
point  and  confirm  the  general  conclusion. 
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applied  to  revolutions  per  second,  but,  as  the  number  of  revolutions 
is  so  nearly  proportional  to  the  velocity,  and  as  the  corrections  are 
relatively  small,  no  serious  error  results.  The  particular  ratio  here 
determined,  of  course,  applies  only  to  the  two  individual  meters  as 
used  in  the  tail-races  at  Massena  by  the  writer. 

In  order  to  establish  more  satisfactorily  the  principle  mentioned 
above,  the  boat  was  rocked  during  several  of  the  runs  of  a  rating, 
imparting  to  the  meter  which  was  being  rated  an  oscillation  in  an  arc 
about  3  ft.  long  and  about  2^  ft.  in  radius,  and  at  right  angles  to  the 
direction  in  which  the  meter  was  being  drawn  through  the  water. 
The  result  was  that  the  Gurley  meter  was  found  to  increase  its 
number  of  revolutions  by  15%  while  the  Haskell  meter  reduced  its 
number  of  revolutions  by  2^%,  practically  the  same  ratio  as  that 
deduced  above  from  the  rating  curves.  The  effect  of  longitudinal 
oscillations  was  tested  also.  The  result  of  special  tests  of  this  character 
at  Rensselaer  Polytechnic  Institute  may  be  seen  on  Plate  XXIII. 
Subsequently,  other  tests  on  a  new  Haskell  meter  showed  that  longi- 
tudinal oscillations  of  22  in.  in  6  ft.  advance  of  car  retarded  the 
meter  slightly,  up  to  velocities  of  about  2  ft.  per  sec,  above  which  the 
meter  was  accelerated,  the  error  being  less  than  2%  at  9  ft.  per  sec.  The 
net  result  in  perturbed  water,  however,  seems  to  be  slight  retardation 
in    all    cases. 

It  is  now  desirable  to  show  how  these  principles  have  been  used 
to  correct  the  current-meter  records  actually  observed  in  the  tail- 
races  during  the  turbine  tests  referred  to  at  the  outset.  In  order  to 
do  this  properly,  it  will  be  necessary  to  state  another  conclusion,  based 
on  the  current-meter  records,  which  the  writer  hopes  to  take  up  more 
fully  in  the  future  under  another  title.     The  conclusion  is  as  follows: 

Under  an  established  regimen,  the  distribution  of  the  flow  of 
water  in  a  tail-race  obstructed  by  stilling  racks  is  fixed  in  character, 
the  ratio  of  the  average  velocity  at  any  given  point  to  that  at  any 
other  given  point  in  the  race  being  constant.  This  proposition  applies 
over  a  considerable  range  in  the  total  amount  of  discharge,  but  sup- 
poses the  actual  wetted  cross-section  of  the  race  to  remain  the  same. 

The  foregoing  proposition  was  proven  from  a  number  of  the  tur- 
bine tests  by  computing  and  compiling  the  relative  velocities  at  the 
84  meter  points  in  the  races  where  velocity  observations  were  taken. 
A  turbine  unit  discharged  through  two  tail-races,   each   about  15  ft. 
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wido,  while  tlio  depth  of  the  water  varied  from  15  to  16  ft.  The 
meter  section  of  each  race  was  divided  into  six  equal  vertical,  and 
seven  equal  horizontal,  strii)s,  and  the  meter  points  were  the  forty-two 
intersections  of  the  median  lines  of  the  strips.  The  verticals  were 
numbered  1  to  6  from  west  to  east,  while  the  depths  were  numbered 
1  to  7  downward. 

To  demonstrate  the  truth  of  the  principle  of  a  fixed  distribution 
of  flow  in  tail-races,  and  also  as  a  verification  of  Conclusion  No.  4, 
Tables  1  to  4  are  given : 

TABLE  1. — Gurley-Price  Meter  in  West  Race,  Showing  Constancy 
OF  Velocities  Taken  in  Quick  Succession.  Velocities  Were 
Observed  with  a  Single  Stop- Watch  Provided  with  Two 
Second  Hands. 

Test  of  September  9th,  at  0.82  gate. 
The  numbers  are  of  revolutions  per  second. 


Depths. 


Totals  of  lower  set. 


Verticals. 


'lO  !ii.! 


1.36 
1.23 
1.24 
1.35 
1.35 
1.37 
1.36 
1.53 
1.49 
1.70 
1.69 
1.60 
1.58 


10.07 


1.40 
1.42 
1.44 
1.44 
1.44 
1.44 
1.44 
1.44 
1.47 
1.48 
1.72 
1.72 
1.81 
1.80 


10.74 


1.12 
1.16 
1.40 
1.40 
1.62 
1.59 
1.43 
1-43 
1.52 
1.53 
1.80 
1.80 
1.84 
1.84 


10.75 


0.88 
0.89 
1.23 
1.24 
1.42 
1.41 


30 
30 

40 
42 

72 

72 

1.78 

1.78 


9.76 


0.90 
0.87 
1.20 
1.22 
1.34 
1.35 
1.31 
1.32 
1.26 
1.27 
1.51 
1.50 
1.78 
1.79 


0.94 
0.92 
1.16 
1.16 
1.31 
1.31 
1.37 
1.36 
1.38 
1.38 
1.66 
1.66 
1.86 
1.85 


9.64 


Totals 

of  lower 

set. 


j-  6.02 

j-  7.70 

j-  8.45 

[■  8.21 

[-  8.57 

j-  10.09 

f-  10.64 


60.28 


The  register  was  started  first  and  the  observer  noted  the  pointer  as  it  clicked  from 
revolution  to  revolution  of  the  meter.  By  synchronizing  with  the  rythm  of  the  register,  it 
■was  possible  for  the  observer  to  start  the  stop-watch  almost  exactly  at  the  moment  the 
register  clicked  to  zero.  Similarly,  the  primary  second  hand  could  be  stopped  after  any 
desired  number  of  revolutions  while  the  secondary  hand  could  be  stopped  at,  say,  twice 
that  number.  Thus  two  or  more  velocities  in  immediate  succession  could  be  determined 
for  each  meter  point  in  the  tail-races. 

In  support  of  the  principle  of  fixed  distribution,  it  may  be  stated 
that  the  percentages  corresponding  to  the  figures  of  Tables  1  and  2  at 
the  84  meter  points  agree  remarkably  well  with  the  corresponding 
ones  of  Tables  3  and  4  after  applying  certain  necessary  small  correc- 
tions. Tables  1  and  2  each  represent  an  individual  set  of  double  dis- 
charge measurements  in  one  of  the  ra.ces,  while  Tables  3  and  4  have 
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TABLE  2. — Haskell  Meter  in  East  Race,  Showing  Constancy 
OF  Velocities  Taken  in  Quick  Succession.  The  Comparisons 
are  Not  as  Good  as  with  the  Gurley-Price  Meter,  Because 
the  Velocities  were  Taken  with  Two  Different  Watches, 
One  of  which  was  Not  very  Reliable. 

Test  of  September  9th,  at  0.82  gate. 
The  numbers  are  of  feet  per  second. 


Depths. 


Totals  of  lower  set. 


Verticals. 


3.23 
3.12 
3.62 
3.67 
4.12 
4.23 
4.21 
4.23 
4.30 
4.35 
4.77 
4.80 
5.07 
5.12 


29.51 


2.74 
2.75 

3. "49 
3.96 
3.98 
3.92 
3.95 
3.90 
3.94 
4.25 
4.31 
5.27 
5.27 


27.69 


2.48 
2.50 

3;26 
3.53 
3.79 
3.64 
3.64 
3.73 
3.73 
4.74 
4.75 
5.32 
5.35 


27.02 


2.41 
2.39 

3!27 
3.91 
3.98 
3.73 

3.70 
3.68 
3.63 
4.61 
4.68 
5.05 
5.01 


26.66 


2.94 
2.97 

3I79 
4.13 
4.17 
3.88 
3.91 
3.61 
3.64 
4.18 
4.22 
4.98 
4.99 


27.69 


3.75 
3.72 

4'6i 
4.09 
4.10 
4.07 
4.05 
4.25 
4.28 
4.44 
4.49 
4.61 
4.58 


29.23 


Totals 

of  lower 

set. 


y  17.45 

j-  21.49 

j-  24.24 

|-  28.48 

[-  23.!j7 

I  27.25 


30.32 


167.80 


.The  two  velocities  at  each  meter  point  were  taken  in  immediate  succession  in  a  manner 
sirnilar  to  that  described  in  the  foot-note  under  Table  1,  except  that  two  stop-watches  were 
used.  The  observations  were  about  1  min.  in  diiration  for  the  first  velocity  and  twice  as 
long  for  the  second  velocity. 

TABLE  3.— Relative  Distribution  of  Flow  in  West  Race  of 
Unit  No.  3  Puring  Tests  of  July  and  August.  Water  Surface 
AT  Elevation  162.85. 


Depths. 

Verticals. 

Totals. 

1 

2 

3 

4 

5 

6 

1 

2.16 
2.11 
2.04 
2.13 
2.19 
2.65 
2.72 

2.18 
2.41 
2.37 
2.29 
2.41 
2.87 
2.87 

1.84 
2.32 
2.46 
2.34 
2.57 
3.00 
3.00 

1.53 

2.07 
2.31 
2.20 
2.29 

2.85 
3.06 

1.50 
2.02 
2.18 
2.26 
2.27 
2.42 
3.03 

1.97 
2.22 
2.14 
2.36 
2.67 
2.68 
3.02 

11.18 

2 

13.15 

3 

13.50 

4 

13.58 

5 

14.40 

6 

16.47 

7 

17.70 

Totals 

16.00 

'  17.40 

17.53 

16.31 

15.68 

17.06 

99.98 

The  numbers  are  percentages  of  the  sum  of  the  velocities  at  the  42  meter  points  in  the 
race.  Thus,  in  Vertical  1,  Depth  1,  the  velocity  is  2.16%  of  the  sum  of  ail  the  velocities  at 
the  meter  points. 
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been  compiled  as  average  percentages  from  a  number  of  such  sets  of 
observations. 

Ill  verification  of  Conclusion  No.  4,  it  may  be  seen  that  each  pair 
of  velocities  determinod  at  the  same  point  by  either  meter  consists 
I)ractically  of  two  etiual  velocities.  This  truth  has  been  found  to  apply 
throughout  the  turbine  tests. 

TABLE  4. — IvELATiVE  DisTRiBUTiox  OF  Flow  IN  East  Race  of 
Unit  No.  3  During  Tests  of  July  and  August.  Water  Surface 
AT  Elevation  162.85. 


Depths, 

Verticals. 

Total.s. 

1 

2         i 

3 

4 

5 

6 

1 

1.72 
2.02 
2.42 
2.62 
2.59 
2.73 
3.00 

1 
1.69     1 
2.04     1 
2.31     , 
2.54     i 
2.41 
2.49     ! 
3.04 

1 

1.66 
2.00 
2.19 
2.26 
2. 18 
2.80 
3.11 

1.85 
2.15 
2.20 
2.12 
2.16 
2.82 
3.02 

2.16 
2.24 
2.31 
2.17 
2.13 
2.59 
2.97 

2.24 

2.24 
2.29 
2.45 
2.43 
2.72 
2.88 

11.30 

2 

12.70 

3 

13.70 

4 

14.20 

5 

13.90 

6. . , 

1').20 

7. . . . .-. , 

18  00 

Totals 

17.12 

16.55     ! 

1 

16.21 

16.33 

16.57 

17.22 

100.00 

The  percentages  of  Tables  3  and  4  are  computed  by  dividing  the  velocity  at  any  meter 
point  by  the  sum  of  the  velocities  at  all  the  meter  points. 

Attention  should  be  directed  to  the  fact  that  while  water  discharged 
from  a  turbine  will  be  much  quieted  by  stilling  racks,  yet  the  latter 
themselves  are  sources  of  disturbance,  and  that  the  violent  agitation 
caused  by  the  turbines  is  merely  supplanted  by  an  entirely  different 
type  of  disturbance  produced  by  the  racks.  The  effect  of  the  racks 
is  to  render  the  flow  parallel  to  the  side-walls  of  the  race,  but  the  body 
of  the  water  is  full  of  small  eddies  and  boilers  of  more  or  less 
violence.  The  parallelism  of  flow  at  each  meter  point  was  tested 
by  a  kind  of  inverted  weather  vane,  which  the  writer  understands 
was  first  used  by  John  R.  Freeman,  M.  Am.  Soe.  C.  E.  The  indica- 
tions of  parallelism  of  flow  by  this  vane  were  extremely  satisfactory 
at  all  points. 

The  meter  section  wa.s  about  30  ft.  down  stream  from  the  racks. 
The  effect  of  the  disturbance  from  the  racks,  however,  was  plainly 
indicated  by  the  divergence  of  the  velocity  records,  based  on  the  still- 
water  ratings,  when  the  two  meters  were  run  in  quick  succession  at 
any  meter  point.  It  is  well  to  note  here  that  the  velocity  was  greater 
near  the  bottom  of  the  race  than  at  the  top,  and  that  the  agitation 
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by  the  racks  was  greater  near  the  top  than  at  the  bottom,  where  the 
flow  was  extremely  steady  and  subject  to  little  or  no  agitation.  This 
is  clearly  shown  by  the  records,  and  especially  by  the  fact  that  the 
clicking  of  the  register  was  almost  absolutely  uniform  when  the  meters 
were  near  the  bottom.  It  is  also  shown  by  the  fact  that  there  was 
always  a  greater  disparity  between  the  meter  records  near  the  surface 
than  at  the  bottom. 

To  be  precise,  the  corrections  for  the  meters  should  be  computed 
for  each  of  the  84  meter  points  in  the  races.  Practically,  the  cor- 
rections may  be  made  for  the  average  velocities  in  the  seven  horizontals, 
because  the  velocities  along  any  horizontal  do  not  vary  widely. 

An  example  of  the  computation  of  corrections  for  the  Haskell  and 
Gurley-Price  meters  is  given  in  Table  5. 

TABLE  5. — Computation  of  Velocity  Corrections. 


Horizontal 
in  which 

Velocities  Based  on  the 
Still-Water  Ratings. 

Difference. 

One  seventh 

of  difference 

+  Haskell 

=  true 

velocity. 

Velocity 
excessive  by 

Gurley. 
Percentage. 

Velocity 
deficient  by 

Haskell. 
Percentagre. 

meter  was 
run. 

Gurley. 

Haskell. 

1 

3.94 
4.46 
4.74 
4.85 
5.08 
5.68 
6.32 

3.36 
3.90 
4.44 
4.62 
4.89 
5.55 
6.15 

0.58 
0.56 
0.30 
0.23 
0.19 
0.13 
0.17 

3.44 
3.98 

4.48 
4.65 
4.93 
5.57 
6.17 

14.5 
13.0 
5.8 
4.3 
3.3 
2.0 
2.3 

3  4 

2 

2.0 

3 

0.96 

4 

5 

0.72 
0  55 

6 

0  34 

0  38 

Totals. . . 

35.07 

33.91 

2.16 

33.21 

n  O     1  A 

Averas^e  error  of  Gurley  meter  =       X  — '- 

^  7       33.21 


Averacje  error  of  Haskell  meter 


1   ^  2,16 


5.  6  per  cent. 


0.93  ^ii-'''-- 


.1^3.^3.21 

The  method  given  in  Table  5  for  computing  the  corrections  for 
the  velocities  is  based  solely  on  the  current-meter  ratings  and  the  rock- 
ing experiments  in  conjunction  with  the  fundamental  propositions 
before  stated.  It  is  desirable,  therefore,  to  have  independent  means 
of  checking  the  methods  and  the  numerical  results. 

Accordingly,  a  Pitot  tube  was  operated  at  the  meter  points,  in 
Depths  2,  3,  5,  6,  and  7,  simultaneously  with  the  Haskell  meter.  While 
the  meter  was  recording  in  Vertical  3  the  Pitot  was  recording  in 
Vertical  2.     After  the  record  was  taken,  both  the  meter  and  Pitot  were 
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ndvnnoed  to  the  next  succeeding  verticals,  so  that  the  meter  would 
tluii  ix'oord  in  Vertical  4  while  the  Pitot  was  in  Vertical  'i.  Depths 
1  and  4  were  omitted  because  the  tail  of  the  Pitot  was  out  of  water 
in  Depth  1,  and  the  construction  of  the  piping  of  the  Pitot  did  not 
conform  with  the  staging  for  the  observers  in  such  a  way  as  to  admit 
of  readings  in  J)epth  4.  This  might  have  been  remedied,  but  no  great 
importance  was  attached  to  these  facts. 

The  results  of  these  tests  are  given  in  Table  6. 

It  should  be  noticed  in  Table  G  that  the  velocities  given  in  Verticals 
1  and  6  were  not  taken  in  quick  succession.  The  meter  and  tube 
were  traversed  across  each  horizontal,  beginning  with  the  Pitot  tube 
in  Vertical  1  and  the  meter  in  Vertical  2,  and  ending  with  the  Pitot 
tube  in  Vertical  5  and  the  meter  in  Vertical  6.  After  the  five  hori- 
zontals were  traversed  in  this  manner,  the  Pitot  tube  and  meter  were 
interchanged  in  relative  position,  and  readings  were  taken  at  the  five 
depths  with  the  Pitot  tube  in  Vertical  6  and  the  meter  in  Vertical  1. 
All  other  readings  by  the  meter  or  Pitot  tube  were  followed  imme- 
diately by  a  reading  of  the  other  instrument. 

The  writer  does  not  wish  to  make  too  much  of  these  Pitot  tube  tests. 
The  experimenters  were  not  familiar  with  the  instrument,  as  they  had 
used  it  on  only  one  other  occasion.  The  dynamic  and  static  columns 
were  drawn  up  on  a  scale  graduated  to  single  tenths  and  haK  tenths 
of  a  foot  and  the  differences  in  head  were  merely  estimated  to  the 
nearest  hundredth  of  a  foot.  This  may  seem  crude,  but  when  it  is 
considered  that  the  water  columns  are  both  vibrating,  sometimes  vio- 
lently, that  twenty  or  thirty  readings  are  taken  for  each  velocity,  and 
that  all  percentage  errors  are  nearly  split  in  two  by  the  process  of 
extracting  the  square  root  of  the  head,  it  will  be  seen  that  the  method  is 
probably  as  accurate  as  need  be  for  the  purpose  at  hand.  Indeed,  the 
results   seem   to   justify   this   conclusion. 

Attention  may  be  directed  to  three  general  facts  shown  by  the 
summary  of  Table  6.  The  ratios  for  the  verticals  increase  toward 
the  right  in  the  west  race.  They  increase  toward  th6  left  in  the  east 
race.  The  ratios  for  the  horizontals  increase  upward  in  both  races. 
On  the  whole,  the  tendency  is  for  the  ratio  of  the  Pitot  velocity  to 
the  meter  velocity  to  increase  upward,  as  it  should,  as  it  has  been 
shown  that  the  meter  is  retarded  toward  the  surface. 

It  is  not  wholly  clear  to  the  writer,  however,  why  the  Pitot  tube 
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velocity  should  be  in  the  neighborhood  of  1^%  less  than  the  meter 
velocity  at  the  greater  depths.  It  is  not  improbable  that  this  would  have 
been  partly  compensated  for,  had  the  observations  in  the  east  race  been 
continued  to  Depths  5  and  6,  but  probably  not  entirely.  In  fact, 
there  seems  to  be  a  reciprocal  relation,  as  noted  above,  between  the 
readings  in  the  two  races.  This  would  follow  naturally,  owing  to 
the  symmetry  of  the  flow  in  the  races  as  to  the  central  dividing  wall, 
and  the  fact  that  the  meters  always  rotate  in  the  same  direction.  Thus, 
if  there  is  an  eddy  clockwise  at  a,  certain  position  in  either  race,  there 
should  be  a  symmetrically  located  eddy  counter-clockwise  in  the  other 
race,  and  these  might  have  opposite  effects  on  the  meter,  the  Pitot 
tube  not  being  affected  in  the  same  way. 

It  is  not  impossible  that  the  Haskell  meter  was  running  a  trifle 
faster  near  the  bottom  of  the  race  than  the  actual  still-water  ratings 
would  indicate  that  it  should.  This  would  result  from  the  fact  that 
the  rating  boat  was  not  a  rigid  support,  nor  was  the  water  absolutely 
still  during  the  ratings.  This  would  necessitate  shifting  the  rate  line 
of  the  Haskell  meter  toward  its  ideal  position  of  a  maximum  number 
of  revolutions.  This,  in  turn,  would  diminish  all  discharge  records 
based  on  still-water  ratings.  On  the  other  hand,  to  be  consistent, 
it  would  follow  that  the  rate  line  of  the  Gurley-Price  meter  would 
have  to  be  shifted  toward  the  maker's  rate  line,  which  would  make  for  a 
larger  correction  to  be  added  to  velocities  by  the  Haskell  meter  when 
based  on  still-water  ratings,  thus  leaving  true  velocities  in  Table  5 
practically  unchanged.  In  corresponding  manner,  all  the  ratios  of 
Tables  6  and  7  would  be  increased,  while  the  meter  velocities  would 
be  less  in  the  same  proportion,  the  effect  of  which  would  be  to  leave 
the  corrected  true  velocities  corresponding  to  the  tables  unaltered, 
they  being  in  fact  those  of  the  Pitot  tube.  Thus,  discharge  estimates 
would  not  be  affected  materially  in  either  case.  The  most  reasonable 
explanation,  however,  is  that  the  Pitot  tube  itself  is  variously  affected 
by  small  amounts  in  different  parts  of  the  raceways. 

The  object,  however,  is  not  to  speculate  on  such  matters,  but 
simply  to  check  the  computation  of  a  small  correction  to  the  velocity, 
which  correction  may  be  in  error  by  50%  and  yet  not  affect  the  dis- 
charge measurements  by  the  meter  by  more  than  three  or  four  tenths 
of  1  per  cent. 

Interpolating  a  percentage  for  Depth  1,  which  was  not  observed  in 
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the  tests,  oqiuil  to  tlic  moan  jj^ivuii  for  Depth  2,  1.05r»,  and  another  in 
Depth  4,  tiikinjj:  an  average  between  the  means  for  Depthw  .'3  and  .0, 
prartically    1.000.    there   may   be   arranged    the   fijrurea    in    'J'able   7. 

TAliLK  7. — Avki:a(;k  ("olfiJKCTioN  von   IIaskkll  Mkti:h,  Haskd  on 

COMI'AIMSOX  OF  CURHKNT  MKTf:R  AND    PiTOT  TUKE    KkCOKDS. 


Depths 


Ratio  of  velocity  by  Pitot 

tube  to  that  by  current 

meter,  from  "Table  6. 


1 
2 
8 
4 
5 
6 
7 


•1.055 
1.055 
1.001 

*1.00(J 
0.99S 
0.9K2 
0.984 


■..1i 


Relative  velocity  in  each  rwrected  relative  mpt^-r 
horizontal,  being:  a  mean  t  »-orrecte<J  relative  meu  r 
p,^^  i-i.>..ir^n  ,^,.*,^^         I  vejociiy. 


for  Haskell  meter 


I    I  )ii  I 


10.20 
11.86 
18.50 
14.04 
14.8H 
16.8(5 
18.68 


10.76 
12.51 
13.51 
14.04 
14.84 
16.56 
18.39 


iT^r; 


100.00 


100.61 


*  Interpolated  velocity  ratio. 

It  follows  from  Table  7  that  an  approximate  correction  of  0.61% 
should  be  applied  to  discharges  determined  by  the  Haskell  meter 
when  used  in  these  tail-races,  and  basing  velocities  on  the  still-water 
rating. 

As  a  matter  of  fact,  no  direct  use  whatever  was  made  of  the  still- 
water  rating  cul'Ves  of  the  Gurley-Price  meter,  except  to  compute 
the  corrections  for  the  meters,  which  seem  to  be  substantially  verified 
by  the  Pitot  tube  tests.  In  reality,  the  Gurley-Price  meter  was  rated 
relatively  to  the  Haskell  by  comparisons  of  the  simultaneous  records 
taken  by  the  meters  in  the  two  races  during  the  numerous  turbine 
tests. 

While  the  Haskell  meter  runs  in  the  west  race,  the  Gurley-Price 
meter  runs  in  the  east  race,  and  vice  versa.  If  a  pair  of  turbine  tests 
be  selected  where  the  conditions  are  substantially  the  same,  the  Haskell 
meter  being  in  the  west  race  during  one  of  the  tests  and  in  the  east 
race  during  the  other  test,  the  total  sum  of  the  84  velocities  by  the 
Haskell  meter  may  be  plotted  to  the  total  sum  of  the  84  numbers 
of  revolutions  per  second  by  the  Gurley-Price  meter.  If  a  number 
of  such  points  be  plotted,  the  curve  drawn  through  them  will  represent 
the  functional  relation  between  the  sum  of  the  84  velocities  by  the  i 
Haskell  meter  and  the  corresponding  total  sum  of  the  numbers  of 
revolutions  per  second  bj'  the  Gurley-Price  meter  at  the  84  meter  points  ' 
in  the  two  races. 
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RELATIVE  RATINGS 

OF 

GURLEY  AND  HASKELL  METERS. 

IN  THE  TAIL-RACES  OF  NO.  3  AND  NO.  6  UNITS  DURING  THE  TUBINE  TESTS. 

•  In  racc-s  Of  No.  6. 

o    In  races  of  No.  3  after  cutttiig  off  Drnf t-Tubes. 

•  In  races  of  No.  3  before  cutting  off  Druft-TulJOP. 

AtETIiOD  OF  COMPARISON  The  eum  of  tlio  luimbera  of  revolutions  of     _ 
the  Gurley  meter  at  the  42  meter  points  in  either  race  tlurlnff  aay  test,  is 
reauced  to  correspond  to  the  Bame  area  as  the  correepondlnff  sum 
of  the  velocities  by  the  IlaskoU  meter  by  multiplying  the  number  of  rovo-     - 
lutlons  of  the  Gurley  meter  by  the  Inverse  ratio  of  (he  aicaa  of  the  two 
races.  A  pair  ol'  tests  at  the  same  gate  is  selected  whore  the  Haskell  meter 
was  in  opposite  races  in  the  two  coses.  The  half  sum  of  the  number  of 
revolutions  by  the  Gurley  meter  la  thou  plotted  to  the  half  sum  of  veloc- 
ities by  the  Haskell  meter  as  indicated  by  the  three  classes  of  dots  above. 
Curves  may  then  be  drawn  as  shown  to  distinguish  the  three  cases. 
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As  the  two  races  are  so  nearly  alike,  it  may  be  accepted  that,  on 
the  average,  half  the  total  sum  of  the  84  velocities  will  correspond 
to  half  the  total  number  of  revolutions  per  second  at  the  84  meter 
points,  as  a  functional  relation  between  the  total  sum  of  the 
velocities  at  the  42  meter  points  and  the  corresponding  total  sum  of 
the  revolutions  per  second  at  these  points  for  either  race  taken 
separately. 

Plate  XXVI  is  such  a  relative  rating  curve,  compiled  from 
selected  turbine  tests,  and  may  be  used  to  reduce  the  records  of  the 
Gurley-Price  meter  to  what  they  would  have  been  by  the  Haskell 
meter.  Thus,  if  in  any  tests  on  Unit  No.  5  the  Gurley-Price  meter 
makes  a  total  sum  of  revolutions  per  second  of  50,  then,  by  this  curve, 
the  Haskell  meter  would  have  made  a  record  indicating  a  sum  of 
149.3  ft.  per  sec. 

It  was  not  found  necessary  to  have  any  regard  for  the  individual 
velocity  by  the  meter  at  any  point,  except  as  a  part  of  the  total  sum. 
A  system  of  constants  and  ratios  was  devised,  so  that,  to  obtain  the 
mean  velocity  in  a  raceway  during  any  tests,  it  was  merely  necessary 
to  multiply  the  sum  of  the  velocities  at  the  42  meter  points  by  a 
factor  obtained  from  a  curve.  This,  however,  is  a  matter  which  the 
writer  hopes  to  take  up  more  in  detail  at  another  time,  and  therefore, 
he  will  confine  himself  here  to  the  performance  of  the  meters  in  the 
tail-races. 

With  this  relative  rating  curve  and  the  percentages  of  Tables  3 
and  4,  it  would  be  quite  possible  to  determine  the  absolute  rating 
3urve  of  either  meter  at  each  of  the  84  meter  points;  but  this  is  hardly 
accessary.  It  will  suffice  here,  as  a  matter  of  interest,  simply  to  con- 
clude this  paper  by  determining  what  the  average  absolute  rating  curve 
)f  the  Gurley-Price  meter  was  in  the  turbine  tests.  This  may  be  done 
Dy  dividing  the  numerical  value  of  the  abscissas  and  ordinates  of 
Plate  XXVI  by  42  and  plotting  the  resulting  pairs  of  reduced  co- 
)rdinates  to  the  corresponding  reference  lines  in  Plate' XXV. 

It  may  there  be  seen  that  the  number  of  revolutions  per  second 
)y  the  Gurley-Price  meter  in  the  tail-races  was,  on  the  average,  about 
)%  greater  than  the  still-water  rating  would  indicate.  In  other  words, 
f  the  writer  had  relied  on  this  meter  alone,  without  any  other  guide 
;han  the  still-water  rating  curve,  his  discharge  results  would  un- 
ioubtedly  have  been  6%  too  high. 
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These  conclusions  are  not  to  be  taken  as  casting  any  reflections  on 
the  (lUrlev-Price  meter,  which  according  to  the  writer's  experience, 
is  an  admirably  constructed  instrument.  In  fact,  the  results  could 
not  have  been  obtained  without  it.  The  rating  of  the  meter  was  per- 
fectly definite  at  each  of  the  84  meter  points  in  the  races,  but 
could  not  be  determined  directly  by  the  still-water  rating,  which, 
in  reality,  is  the  only  thing  at  fault.  The  still-water  rating  should 
never  be  applied  without  regard  to  the  probable  deviations  of  the 
speed  of  revolution  due  to  disturbances  in  the  water.  An  excellent 
check  on  the  meters  is  to  rate  them  where  operated  with  a  Pitot  tube. 

Addenda. 

Since  the  foregoing  was  written,  the  writer  has  had  a  very  in- 
structive experience  with  several  types  of  meter  used  simultaneously 
on  a  complicated  network  of  mountain  streams.  The  results  of  oscil- 
lating the  meters  have  confinned  the  general  conclusion  that  in  all 
cases,  relatively,  cups  are  accelerated  considerably,  while  screws  are 
retarded  slightly,  in  turbulent  water.  The  errors  of  the  cup  meter, 
based  on  still-water  ratings,  were  from  3  to  6  times  greater  than  those 
of  the  screw,  and  in  the  contrary  sense. 

Design  of  Meters. — The  principal  desideratum  of  a  current  meter  is 
that  it  should  give  the  resolved  component  of  velocity  in  a  direction  fixed 
relatively  to  the  meter.  The  fact  that  a  cup  over-registers  in  turbulent 
water  while  a  screw  under-registers,  gives  a  basis  of  design  which  may 
be  used  to  produce  a  meter  possessing  this  characteristic  more  or  less 
rigidly.  If  the  blades  of  a  screw  are  "cupped"  to  the  proper  extent, 
and  in  the  right  sense,  the  effect  may  thus  be  toward  neutralizing  the 
retardation  which  the  screw  would  otherwise  suffer. 

There  are  other  ways  of  producing  such  a  meter.  Professors 
Greene  and  Moody,  of  Rensselaer  Polytechnic  Institute,  have  con- 
ducted a  series  of  experiments  there  which  resulted  in  the  production 
of  a  meter  practically  giving  only  the  resolved  components  of  velocity. 

A  conclusion  to  be  drawn  from  these  experiences  is  that  a  tail, 
or  rudder,  is  a  useless  appendage  to  a  meter  used  in  stream  gauging. 
The  meter  should  be  held  rigidly  in  the  stream  or  conduit,  giving 
only  the  component  of  velocity  perpendicular  to  the  cross-section. 
A  cup  meter  would  give  better  results  in  turbulent  water  if  it  had  no 
tail,  but  was  simply  allowed  to  run  at  the  end  of  a  vertical  rod  like 
an  inverted  cup  anemometer. 
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The  recording  device  for  a  meter  designed  to  be  held  rigidly  in  the 
current  should  register  positively  for  down-stream  current  and  nega- 
tively for  up-stream  current.  There  are  cases  where  the  current  beneath 
the  surface  is  up-stream;  and  the  old  forms  of  meter  make  no  distinc- 
tion, as  they  should. 

Accuracy  of  Velocity  Determinations  hy  Current  Meters, — Under 
given  conditions,  the  current  meter  is  a  very  accurate  instrument.  To 
prove  this,  it  is  only  necessary  to  take  a  series  of  observations  at  a 
given  meter  point,  or  better,  at  a  given  set  of  meter  points,  when  condi- 
tions at  the  gauging  section  are  constant.  Repetitions  of  these  observa- 
tions will  give  results  checking  within  1  per  cent. 

It  is  not  even  necessary  to  take  observations  under  constant  condi- 
tions, as  is  shown  by  the  writer's  plottings  of  the  sums  of  the  metered 
velocities  at  selected  sets  of  meter  points  at  various  gauging  stations. 
These  curves  are  drawn  through  the  plottings  of  points  the  co-ordinates 
of  which  are  the  elevation  of  the  water  surface  at  the  given  gauging 
station  and  the  sum  of  the  velocities  at  a  selected  number  (25  to  100) 
of  meter  points  in  the  cross-section.  In  shallow  streams  the  meter 
points  should  be  at  mid-depth. 

Even  in  the  case  of  shallow,  turbulent,  stony  streams,  such  plotted 
points  all  lie  within  1%  of  the  finally  determined  curve,  thus  showing 
that  the  performance  of  the  meter,  be  it  of  screw  or  cup  type,  is  uni- 
form  and  reliable. 

The  main  sources  of  error  are  in  the  application  of  the  still-water 
rating,  the  determination  of  the  section  area,  and  the  determination 
of  the  distribution  of  flow  through  the  cross-section.  The  errors  due 
to  an  erroneous  determination  of  the  distribution  of  velocities  are 
frequently  styled  the  "errors  due  to  the  method  of  calculation." 

Distribution  Factor. — If  the  discharge  and  section  area  are  deter- 
mined accurately  for  any  one  gauging,  the  mean  velocity  in  the  sec- 
tion may  be  divided  by  the  sum  of  the  velocities  at  a  selected  set  of 
meter  points.  This  ratio  may  be  called  the  distribution  factor  for 
the  corresponding  stage  of  the  water.  In  this  way,  corresponding 
values  of  the  distribution  factor  and  stage  of  the  river  may  be  deter- 
mined and  plotted,  the  co-ordinates  being  the  elevation  of  the  water 
surface  and  corresponding  value  of  the  distribution  factor.  If  the 
work  has  been  good,  the  points  will  plot  as  close  to  a  smooth  curve 
as  the  plotting  of  points  representing  the  sums  of  velocities  at  the 
selected  set  of  meter  points. 
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Section  Area. — The  section  area,  next  to  the  error  in  applying? 
the  still-water  rating,  is  probably  the  most  uncertain  element  of  a  dis- 
charg-e  determination,  where  the  stream  is  shallow  and  stony.  Never- 
theless, it  has  been  ascertained  that  the  surface  profile  of  such  streams 
at  reasonably  good  stations  is  a  function  of  the  stage  of  the  water, 
in  many  cases  being  simply  a  horizontal  line.  By  taking  a  minutely 
accurate  profile  of  the  bottom  of  such  a  stream  along  the  cross- 
section,  and  a  number  of  surface  profiles  at  various  stages,  the  section 
area  may  be  plotted  to  the  corresponding  elevation  of  water  surface. 
This  is  another  element  for  the  accurate  determination  of  a  discharge 
curve. 

Statistical  Synthesis  of  a  Discharge  Curve  hy  Means  of  its  Gen- 
erating Elements. — According  to  the  definitions  given  above,  there 
are  three  principal  generating  elements  of  a  discharge  curve,  all  of 
which  may  be  exhibited  as  curves  plotted  to  the  elevation  of  the  water 
surface  at  the  cross-section.  These  generating  elements  are,  respec- 
tively, the  sum  of  the  velocities  at  a  selected  set  of  meter  points,  the 
distribution  factor,  and  the  area  of  cross-section. 

If,  for  any  given  stage  of  water,  the  corresponding  values  taken 
from  the  curve  of  sums  of  velocities  and  the  curve  of  distribution 
factors  be  multiplied  together,  the  result  is  the  mean  velocity  in  the 
section  for  that  stage.  The  product  of  this  mean  velocity  and  the 
section  area  taken  from  the  area  curve  for  the  same  stage  is  the  dis- 
charge for  that  stage.  In  this  way  the  discharges  of  the  stream  may 
be  computed  for  all  stages  and  plotted  as  a  finally  determined  dis- 
charge curve. 

The  method  is  as  strictly  statistical  as  though  the  laws  of  proba- 
bility had  been  applied  formally,  and  the  result  is  practically  as 
satisfactory  and  infinitely  easier  to  obtain.  Moreover,  errors  are  imme- 
diately detected  and  located. 

Good  work  on  the  mountain  streams  of  North  Carolina  and  Ten- 
nessee has  shown  that  individual  discharge  determinations  based  on 
the  foregoing  processes  will  plot  within  1  or  2%,  as  extreme  errors, 
of  the  final  discharge  curve. 

Distribution  of  Flow. — The  distribution  of  flow  is  determined  in 
the  ordinary  manner  by  vertical  velocity  curves.  It  is  best,  however, 
to  be  systematic.  A  good  system  is  to  determine  the  ratio  of  the  mid- 
depth  velocity  to  the  mean  velocity  in  each  vertical  for  the  whole  range 
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DISCHARGE  CURVE  FOR  TUCKASEGEE  RIVER 
AT  BRYSON.  N.  C. 

•        Observations  with  Gurley  Meter 
o      Observations  witb  Haskell  Meter 
The  discharge  curve  has  been  computed  from  the 
elementary  curves  obtained  from  observations 
with  the  HaskcU  Meter. 

The  points apotted  on  the  discharge  curve  indicate 
the  individual  diacharge  obtained  from  each  gauging. 
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of  stages  of  the  river.  The  writer  has  used  an  average  value  of  these 
ratios  for  each  stage  of  the  river,  by  which  the  mean  mid-depth 
velocity  for  the  corresponding  stage  is  to  be  divided,  in  order  to  obtain 
the  mean  velocity  in  the  section  before  computing  a  discharge.  In 
practice,  a  curve  may  be  dravi^n  giving  the  mean  value  of  the  ratio 
for  each  stage  of  the  river.  The  determination  of  this  ratio  is  a  dif- 
ferent thing  from  a  gauging  for  discharge. 

Discharge  Gauging. — As  described  above,  the  writer  prefers  to 
take  gaugings  of  shallow  rivers  at  mid-depth  at  equidistant  stations 
along  the  cross-section.  The  individual  discharge  is  then  computed 
by  dividing  the  sum  of  the  products  of  the  corrected  mid-depth  velocities 
and  their  corresponding  areas  by  the  average  value  of  the  before-men- 
tioned ratio  for  the  proper  stage.  The  discharges  at  the  ends  of  the 
section,  below  obstructions  in  the  stream  and  around  and  through 
piers  of  bridges,  should  be  treated  separately  under  the  title  "end 
discharges"  or  "additional  discharges."  This  additional  discharge  may 
be  plotted  as  a  function  of  the  stage  of  the  river.  Such  a  plotting 
shows  whether  the  calculation  has  been  made  on  a  consistent  basis 
by  forming  a  well-determined  curve.  Otherwise,  the  computer  has 
varied  his  method  of  attack  inconsistently. 

Error  in  Using  Average  Ratios. — Undoubtedly,  an  error  is  made  in 
using  an  average  ratio  of  any  sort,  unless  that  average  be  determined 
properly.  Thus  a  time  average  and  a  space  average  of  a  quantity  are 
two  entirely  different  things.  It  is  important,  therefore,  to  use  the 
correct  form  of  averages.  However,  if  the  values  of  the  ratio  of  mid- 
depth  velocity  to  mean  velocity  in  thirty  or  forty  verticals  at  a  station 
of  fairly  uniform  depth  and  velocity  all  lie  between  1.10  and  1.18  as 
extremes,  with  an  arithmetical  average  of  about  1.14,  no  serious  error 
can  result  in  using  such  an  average  value.  In  fact,  in  this  particular 
case,  a  detailed  computation  and  one  based  on  the  average  value  of 
1.14  differed  by  only  one-seventh  of  1  per  cent. 

Room  for  Research. — In  the  writer's  opinion,  it  would  pay  scientific 
investigators  to  develop  a  meter  which  under  all  conditions  would 
give  the  resolved  component  of  velocity  in  a  given  direction,  rather 
than  to  attempt  to  determine  any  functional  relation  between  the 
deviations  of  cup  and  screw  meters  from  their  still-water  ratings.  In 
the  foregoing  studies  of  the  results  at  Massena  it  was  thought  suf- 
ficiently  accurate   to   consider  the   error   of  the   cup   meter   about  six 
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times  the  error,  in  the  contrary  sense,  of  the  screw  meter.  This 
ratio  is  undoubtedly  a  variable,  but  no  serious  error  can  result  by 
assuming:  it  to  be  constant  where  the  extremes  observed  would  make 
less  than  1%  difference  in  the  discharge,  as  was  the  case  in  the  turbine 
tests  at  Massena. 

Practical  Application  of  the  Methods. — Table  8  exhibits  the  results 
of  a  number  of  discharge  determinations  at  a  station  where  the  turbu- 
lence of  flow  is  at  a  minimum.  In  fact,  the  disparity  between  the 
records  of  the  Haskell  and  Gurley  meters  is  less  in  these  observa- 
tions than  for  those  at  any  of  the  other  stations  operated  in  North 
Carolina  and  Tennessee.  The  average  ratio  of  mid-depth  velocity  to 
mean  velocity  in  the  vertical,  for  45  vertical  velocity  curves,  is  1.055. 
The  curve  has  not  been  drawn. 

TABLE  8. — Results  of  a  Number  of  Discharge  Observations 
Taken  at  the  Station  at  the  Wagon  Bridge,  Bryson,  N.  C. 


Meter. 

Gauge 
height. 

*  Sum  of 
velocities 

in  35 
verticals. 

Section 
area. 

Distribu- 
tion 
factor. 

Discharge. 

Mean 
velocity. 

Gurley 

1.50 
1.57 
1.64 
1.69 
1.77 
1.80 
2.00 
2.00 
2.37 
2.56 
2.85 

40.59 
44.31 
48.19 
49.83 
53.28 
55.97 
65.73 
62.94 
78.96 
86.66 
100.73 

885.0 
898.3 
911.7 
921.2 

0.02685 
0.02684 
0.02681 
0.02683 

965 
1068 
1179 
1230 
1338 
1410 
1713 
1646 
2  208 

2  502 

3  044 

1.090 

Gurley 

1.189 

Gurley 

Haskell 

1.292 
1.337 

Haskell 

936.4 

0.02680 

1.429 

Gurley  

942.1  1      0.02676 

980.2  0.02659 
980.2            0.02669 

1  050.7             0.02659 

1.498 

Gurley 

1.748 

Gurley 

1.680 

Haskell 

2.100 

Haskell 

1  087.3 
1  144.3 

0.02655 
0.02640 

2.301 

Gurlev 

2.660 

*  The  velocities  are  here  based  solely  on  the  still-water  ratings  of  the  meters. 

Plate  XXYII  shows  the  plottings  of  the  main  elements  of  the 
discha.rge  observations  of  Table  8,  according  to  the  statistical  methods 
described  herein.  The  discharge  curve  is  determined  by  the  three 
elementa^'y  curves,  as  already  explained.  The  elementary  curves  are 
plotted  from  the  records  of  the  Haskell  meter. 
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DISCUSSION 


W.  G.  Price,  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  gives  the  Mr. 
results  obtained  from  a  very  large  number  of  observations,  and  should 
be  of  much  value.  Before  accepting  these  results  as  perfectly  reliable, 
the  writer  would  be  pleased  to  know  if  the  meters,  in  both  the  rating 
and  stream  tests,  were  suspended  in  precisely  the  same  way  and  by 
supports  of  the  same  size? 

Were  weights  used  in  both  cases;  and  were  they  always  the  same 
distance  from  the  wheel  ? 

Was  the  skiff  so  far  from  the  wheel  that  it  did  not  push  the  water 
ahead  of  itself  a  trifle  and  thus  reduce  the  rate  of  revolution  of  the 
wheel?  In  some  cases,  a  steamer  ascending  the  Upper  Mississippi  will 
check  slightly  the  flow  of  the  water  some  hundreds  of  feet  ahead  of 
itself. 

The  writer  has  had  an  extensive  experience  with  current  meters 
during  a  period  of  seventeen  years,  beginning  with  3879,  during  which 
time  he  measured  the  flow  in  the  Mississippi,  Missouri,  and  Ohio 
Rivers,  and  their  large  and  small  tributaries,  many  times,  and  in 
many  places.  The  following  propositions  are  the  result  of  his 
experience : 

The  thread  of  a  perturbed  current,  of  course,  is  longer  than  that 
of  a  steady  current.  A  meter  of  the  cup  type,  without  a  vane,  measures 
the  thread  of  the  horizontal  current  perturbations,  but  when  provided 
with  a  vane,  it  measures  a  trifle  more  than  the  thread  of  the  horizontal 
perturbed  current.  This  is  due  to  the  effect  on  the  vane  of  the  per- 
turbed current  which  swings  the  wheel  transversely  to  the  current.  If  a 
cup  meter  with  no  vane  is  fixed  on  a  vertical  rod,  the  current  perturba- 
tions moving  up  and  down  in  the  vertical  plane  will  decrease  the  revolu- 
tions of  the  wheel  and  thus  offset  the  increase  due  to  the  horizontal 
perturbations.  This  action  is  due  to  the  fact  that  the  top  and  bottom 
faces  of  the  meter  wheel  present  a  propeller-shaped  surface  to  the 
water,  and  when  vertical  currents  strike  the  wheel  they  tend  to  turn 
it  in  the  opposite  direction  from  that  produced  by  the  water  flowing 
against  the  cups.  For  this  reason  the  vane  should  not  be  used  in 
streams  shallow  enough  to  permit  of  it  being  omitted,  if  there  are 
perturbed  currents.  Larger  streams,  when  the  gauging  station  is 
carefully  selected,  are  not  perturbed  to  such  an  extent  as  to  cause  a 
serious  error  in  meter  measurements. 

A  meter  of  the  propeller  type  will  measure  less  than  the  thread  of 
the  perturbed  current,  because  of  the  inability  of  the  vane  to  keep  the 
face  of  the  wheel  at  all  times  precisely  normal  to  the  current.  A 
current  striking  a  propeller  wheel  sidewise  does  not  increase  its  revolu- 
tions,  as   is   the   case  with   the   cup   meter.     Each  type  of  meter,   in 
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Mr.  clcnr,  strni^lil.  riiiiiiin^^  water,  will  j^nvc  the;  siUiK;  nccuratc  rosultH, 
*  i)r()vi(l('(l  if  lias  liccn  ncrurntely  rated  and  is  supported  in  the  stream 
in  i)iv(is('Iv  tlic  same  way  as  when  rated,  or  by  a  method  which  does 
not  j)r()(lut'('  an  incrca.'^t'  or  (lccr(?a.so  of  current  at  tho  meter  wheel. 

When  a  weight  is  nttaclied  to  the  supporting  rod  under  the  meter, 
it  reduces  the  discharfre  area  and  increases  the  velocity  of  the  water 
in  its  vicinity,  and  thus  increases  the  rate  of  revolution  of  the  meter 
wheel.  If  the  weight  is  placed  G  in.  helow  the  meter,  the  wheel,  in 
each  type,  will  run  much  faster  than  when  the  weight  is  12  in.  below 
the  meter.  A  difference  in  the  location  of  the  weight,  or  the  use  of 
the  weight  in  one  case  and  not  in  the  other,  will  produce  all  the  dif- 
ference, noted  by  the  author  for  the  Price  meter,  between  ratings  and 
stream  measurements. 

The  propeller  type  of  meter  is  often  made  to  run  more  slowly 
between  rating  and  stream  measurements  by  a  slight  quantity  of  grit 
blowing  into  the  bearings,  or  being  carried  in  by  the  water.  This 
type  of  meter  i.s  often  made  to  run  slow  by  a  particle  of  dead  grass  or 
leaf  (found  moving  in  most  streams)  catching  on  the  propeller. 
The  propeller  tjT)e  of  meter  does  not  free  itself  from  such  debris,  as 
does  the  cup  meter. 

When  meters  are  rated  in  still  water,  it  is  necessary  to  wait  10  min. 
or  more  after  each  passage  of  the  meter  for  the  water  to  become  still 
again.  If  the  wind  is  blowing  against  the  surface  of  the  water,  variable 
and  sometimes  rotaiy  currents  will  be  produced,  which  will  make  the 
rating  inaccurate.  The  surface  currents  will  run  in  one  direction  and 
the  under  current  in  the  opposite  direction.  For  this  reason,  the  meter 
should  be  rated  at  a  depth  of  more  than  2-^  ft.,  and  in  water  more  than 
5  ft.  deep. 

A  rating  taken  in  running  water  is  likely  to  be  the  most  ac- 
curate, because  the  running  water  carries  away  the  disturbing  cur- 
rents produced  by  the  movement  of  the  meter. 

When  a  cup  meter  is  accurately  rated  in  still  water  and  in  ordinarily 
steady  running  water,  the  two  ratings  will  be  the  same  within  a  small 
fraction  of  1%,  and  the  rating  curve  can  be  drawn  through  all  the 
plotted  points  obtained  by  the  rating,  so  that  no  point  will  vary  in 
revolutions  as  much  as  1%  from  the  curve. 

The  writer  has  used  a  Morse  paper  tape  register  and  electric 
device  to  start  and  stop  the  register,  or  mark  the  paper  tape,  at  the 
instant  of  passing  the  cross-wires  suspended  over  the  200-ft.  base,  so 
that  the  fractions  of  revolutions  of  the  cup  meter  wheel  were  deter- 
mined at  the  beginning  and  end  of  the  run;  and  such  a  rating  in  still 
water,  with  almost  no  wind,  located  all  the  plotted  points  within  a 
very  small  fraction  of  1%  of  the  number  of  revolutions  from  the  rating 
curve  as  drawn. 
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The  ratings  of  both  the  Haskell  and  Price  meters  given  on  Plates    Mr. 
XXIII    and    XXV    are    inaccurate,    as    the    plotted    points    indicat-  ^'^®- 
ing  the   number   of  revolutions  vary   entirely  too  much.      The  errors 
in  the  Price  ratings  are  apparently  much  greater  than  in  the  Haskell 
ratings. 

Mr.  Groat  has  conducted  a  series  of  observations  in  one  tail-race 
w^here  the  currents  were  quite  divergent,  and  the  writer  submits  that 
the  result  of  his  experiment,  treating  as  it  does  of  one  special  condi- 
tion, cannot  be  taken,  either  directly  or  by  inference,  to  apply  to 
3'eneral  conditions  of  measurement  of  the  flow  of  streams. 

Under  such  peculiar  conditions,  where  there  are  cross-currents,  as 
:n  the  Massena  experiment,  it  is  possible  that  the  propeller  type,  owing 
:o  its  peculiar  construction,  is  less  affected  by  such  currents  than  the 
3up  type;  but  if  the  propeller  type  were  better  for  the  measurement 
)f  streams  where  accurate  measurements  are  impossible,  owing  to 
3ross-currents,  this  fact  would  not  indicate  that  such  meters  are  better 
:or  general  use. 

A  perfect  still-water  rating,  of  course,  is  what  is  required  when  the 
nstrument  is  to  be  used  in  the  measurement  of  straight,  flowing 
streams.  The  usual  rating  in  running  water  is  made  only  to  secure 
;he  same  result  as  would  be  obtained  by  a  perfect  still-water  rating, 
rhe  small  variations  of  the  current  from  a  straight  line,  as  seen  at 
;he  gauging  section  in  most  streams,  makes  only  a  negligible  error  in 
neter  measurements. 

A  meter  measures  approximately  the  length  of  the  curved  thread 
)f  the  current;  therefore,  if  the  thread  is  very  divergent,  inaccurate 
•esults  will  be  obtained  with  any  meter. 

A  gauging  section  having  a  perturbed  current  which  would  cause 
m  error  of  6%  would  give  evidence  to  the  eye  by  the  boiling  of  the 
vater,  and  would  make  the  experienced  observer  hunt  for  a  better 
;ection.    However,  better  sections  cannot  possibly  always  be  found. 

A  ga,uging  section  which  has  an  up-stream  current  should  never 
)e  used,  and  one  which  has  very  divergent  currents  cannot  give  accurate 
•esults  with  any  method  of  measurement. 

The  first  meter  used  by  the  writer  had  a  cup  wheel  which  revolved 
n  a  horizontal  plane.  It  was  designed  by  Gen.  Ellis,  and  had  been  used 
)y  him  in  the  Connecticut  Piver.  This  meter  did  good  work  in  water 
vhich  was  absolutely  free  from  grit.  Floating  organic  matter,  such 
IS  leaves  and  grass,  did  not  often  affect  it,  as  the  turning  of  the  wheel 
jaused  such  debris  to  free  itself.  When  the  attempt  was  made  to  use  it 
n  the  muddy  water  of  the  rising  Ohio  in  1882,  it  gave  very  inaccurate 
-esults,  owing  to  grit  getting  into  the  bearings,  which  made  its  rate 
;^ariable.  The  writer  was  then  furnished  with  two  very  finely  con- 
structed meters,  designed  by  Clemens  Herschel,  M.  Am.  Soc.  C.  E., 
and  made  by  Buff  and  Berger  especially  for  this  work.     Each  was  of 
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Mr.  tlu^  projx'lli^r  t.v!)o.  with  liorizontnl  shaft,  liavinpr  aj?ato  Ijeariiiffs,  and 
"*^^'  oaoh  was  jirovidcd  with  m  vniie  to  hold  the  meter  in  line  with  tlie  cur- 
rent in  l)oth  the  vertical  and  horizontal  planes.  They  were  as  perfect 
iiistninuMits  of  the  ])ropeller  tyi^e  as  the  writer  has  seen. 

These  meters  were  tested  hy  rating  them  in  clear  water,  and  gave 
good  results.  They  were  then  rated  in  a  bayou  of  roily  water,  an 
overflow  from  the  Ohio,  and  the  results  were  very  inaccurate,  owing 
to  grit  getting  into  the  bearings,  and  leaves  and  other  debris  catching 
on  the  wheel  and  continuing  to  revolve  with  it.  They  were  tested  in 
the  turbid  Ohio  River  with  no  better  results. 

It  was  absolutely  necessary  to  have  a  meter  which  would  do  ac- 
curate work,  if  the  great  Ohio  flood  of  1882,  which  was  then  on  its 
way,  was  to  be  accurately  measured.  In  designing  and  constructing 
what  is  called  the  Price  meter,  on  this  occasion,  the  cup  type  of  wheel 
was  adopted,  for  three  reasons:  The  friction  of  the  bearings  is  so 
small  that  this  wheel  can  measure  sufficiently  low  velocities,  which  is 
not  the  case  with  the  propeller  type;  the  revolving  wheel  will  clear 
itself  of  debris;  and,  by  using  a  vertical  shaft,  with  inverted  cup  bear- 
ings filled  with  air  and  oil  which  will  stay  in  by  capillary  attraction, 
no  water  with  its  load  of  grit  can  enter.  The  friction  of  the  bearings 
thus  becomes  a  constant  quantity.  The  well-known  and  successful 
operation  of  these  meters  is  due  to  these  three  features,  which  the 
writer   believes   cannot   be   secured   by   any   other   design. 

The  propeller  type  of  meter,  designed  by  Mr.  Herschel,  was  in 
service  before  the  Price  meter,  but  has  had  quite  a  limited  use,  while 
several  thousand  Price  meters  have  gone  into  service.  This  test  of 
time,  under  all  kinds  of  conditions,  indicates  that  the  cup  meter  is  the 
most  efficient  for  general  purposes. 

The  writer  believes  that  with  an  accurately  rated  cup  meter  of  the 
type  having  no  vane — which  is  much  the  better  design  for  shallow, 
perturbed  streams — more  accurate  results  could  have  been  secured  at 
Massena. 

Mr.  E.  E.  Haskell,  M.  Am.  Soc.  C.  E.   (by  letter). — The  writer  has 

^  ^  '  been  greatly  interested  in  the  results  set  forth  in  Mr.  Groat's  paper, 

for  he  has  never  had  occasion  to  use  current  meters  under  just  such 

conditions. 

The  current  meter  was  designed  originally  to  measure  velocities  in 
open  channels.  It  has  developed  into  two  distinct  types:  those  having 
screw  wheels  and  those  having  cup  wheels.  The  first  current  meter, 
"Woltman's  Mill",  more  than  100  years  old,  was  of  the  screw  wheels 
type.  This  meter  has  undergone  various  changes  in  form  and  in  the 
mounting  of  its  wheel,  and,  on  the  whole,  has  proved  to  be  very  accu-i 
rate  and  reliable.  The  origin  of  the  cup  wheel  meter  is  not  as  definite. 
It  has  undergone  various  changes,  and  the  cups  have  been  of  various 
forms,   namely,   cones,    hemispheres,   and   combinations    of   cones    and 
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hemispheres.  Although  a  great  deal  of  good  work  has  been  done  with  Mr. 
meters  of  this  type,  they  have  not  shown  themselves  to  be  anywhere 
near  as  reliable  as  those  of  the  screw  wheel  type.  In  the  writer's  judg- 
ment, this  is  due  to  the  fact  that  they  do  not  always  present  the  same 
area  and  form  of  wheel  to  the  current  pressure.  The  tilting  of  the 
meter,  even  through  small  angles,  changes  these,  and  consequently 
changes  the  rating  curve  or  equation.  In  current  meters  of  the  screw 
wheel  type,  such  tilting  through  small  angles  makes  but  a  slight  change 
in  the  area  and  form  of  wheel  presented  to  the  current  pressure,  and, 
accordingly,  they  follow  much  more  closely  their  rating  curve  or 
equation. 

In  the  last  paragraph  on  page  836,  the  author  states,  as  follows : 

"A  conclusion  to  be  drawn  from  these  experiences  is  that  a  tail,  or 
rudder,  is  a  useless  appendage  to  a  meter  used  in  stream  gauging." 

The  writer's  experience  will  not  allow  him  to  accept  this  conclusion. 
In  a  large  river,  the  difficulty  of  holding  the  axis  of  the  meter  per- 
pendicular to  the  cross-section  becomes  so  great  that  it  is  out  of  the 
question.  In  large  streams  it  is  necessary  to  measure  both  factors, 
velocity  and  direction,  and  reduce  to  obtain  the  velocity  normal  to  the 
cross-section.  In  small  streams  or  tail-races  it  is  possible  to  hold  the 
meter  rigidly  in  place;  but,  when  thus  held,  if  the  direction  of  the 
current  makes  an  angle  with  the  horizontal,  that  is,  strikes  the  wheel 
of  the  cup  meter  either  on  the  top  or  bottom  of  the  cups,  it  will  over- 
register  as  readily  as  if  running  in  "eddies"  or  "boils".  The  amount 
)f  this  over-registration  depends  on  the  angle  which  the  direction  of  the 
current  makes  with  the  horizontal,  and  can  only  be  determined  by 
some  check  method. 

It  is  not  at  all  clear  to  the  writer  why  a  still-water  rating  of  a 
current  meter  should  not  give  an  entirely  satisfactory  result.  In  all 
cases  where  the  elements  of  the  current  in  the  open  channel  are  reason- 
ably parallel,  the  meter  is  working  under  almost  the  same  conditions 
as  when  drawn  through  still  water.  In  one  case  the  meter  is  free  and 
the  water  moving,  and  in  the  other  the  meter  is  free  and  moving,  and 
the  water  still. 

The  following  test  of  a  direction  current  meter  was  made  after  it 
had  been  rated  in  still  water.  It  was  made  in  a  large  tidal  channel, 
free  from  "eddies"  or  "boils",  where  the  elements  of  the  current  were 
parallel.  Each  comparison  was  made  by  running  the  meter  for  10  min,, 
and  in  this  time  running  ten  large  cylindrical  can-floats,  alternating 
on  each  side  of  the  meter.  The  determined  velocities  are  in  feet  pei 
second,  as  follows: 

Float 1.04     1.29     1.55     1.94     2.56     2.65     2.76     2.80     3.08 

Meter....  1.05     1.28     1.55     1.96     2.59     2.64     2.74     2.82     3.11 
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Mr.  The   j^roatost   unocrtainty   in   the   results   ohtained   with   cup   wheel 

■  meters  i.s  caused  hy  using  such  meters  from  an  unstahle  support,  like 
a  boat,  particularly  if  the  weather  conditions  are  such  as  to  give  the 
boat  any  rocking  or  i)itching  motion. 

The  author  is  deserving  of  much  credit  for  his  work  and  his  paper. 
Well  planned  and  well  executed  work  cannot  help  but  make  for 
engineering  progress. 

Mr.  Charles  H.  Miller,  M.  Am.  Soc.  C.  E.  (by  letter). — Although  the 

■  writer  has  made  scarcely  any  current  meter  observations  during  the 
past  twelve  years,  and  hence  has  not  kept  up  fully  with  the  progress 
in  such  work,  he  is  much  pleased  at  the  opportunity  to  read  such  a 
clear  presentation  of  a  series  of  observations,  evidently  made  with 
much  painstaking  care;  and  is  gratified  to  note  such  a  complete  verifica- 
tion, stated,  however,  in  a  much  clearer  manner,  of  a  positive  difference 
between  a  cup  meter  and  a  screw  meter  when  running  in  perturbed 
water;  which  difference  the  writer  noted  just  a  short  time  before  leav- 
ing the  Government  service,  and  has  never  had  opportunity  to  in- 
vestigate further. 

Although  the  difference  was  then  cited  as  being  due  to  insta- 
bility of  support,  in  other  words,  the  rocking  of  the  skiff,  this  rock- 
ing was  done  for  the  purpose,  not  only  of  causing  conditions  actually 
to  be  found  in  the  river  on  account  of  "boils"  and  "eddies",  but  to 
show  the  effects  that  might  be  expected  should  the  skiff  or  support  be 
moved  otherwise  than  in  a  straight  and  even  course,  while  taking  a 
rating  in  still  wa,ter.  That  the  writer  was  familiar  with  this  source 
of  error  a  number  of  years  ago  may  be  noted  by  referring  to  a  letter* 
written  by  him,  in  which,  in  speaking  about  the  rating  of  meters  in 
skiffs,  it  is  stated  that  "a  rating  should  never  be  taken  in  a  skiff 
which  is  being  pulled  with  the  oars,"  and  that  "the  observers  should  be 
cautioned  about  keeping  the  same  positions  and  not  swinging  their 
bodies  from  one  side  to  the  other  while  the  observation  is  being  made." 
This  same  passage  was  noted  by  the  late  William  Starling,  M.  Am. 
Soc.  C.  E.,  and  referred  to  in  his  paper  entitled  "The  Discharge  of 
the  Mississippi  iliver."t 

Mr.  Starling's  paper  treats  in  general  of  the  many  difficulties  at- 
tending the  taking  of  discharge  observations  on  the  Lower  Mississippi 
Kiver,  and  explains  the  reasons  for  some  of  the  apparently  discrepant 
results  published  in  those  days,  he  having  had  access,  at  the  time,  to 
the  large  mass  of  data  gathered  by  the  writer  and  others  then  engaged 
in  wrestling  v^ith  the  problem  of  determining  the  extent  of,  or  in 
eliminating,  errors.  It  must  be  remembered  that  the  possibility  of 
error  is  very  great  when  measuring  the  discharge  of  a  river  in  which 
a  favorable  cross-section  has  a  width  of  approximately  i  mile,  with  a 

*  Engineering  xVeu-s,  January  24th,  1895,  p.  58. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  XXXIV,  p.  347. 


DISCUSSION"    0>r    CUP   AND   SCREW    CURRENT    METERS  847 

maxinmm  depth  of  105  ft.  at  times,  where  velocities  of  9  ft.  per  sec.  Mr. 
or  greater  are  found,  and  a  total  discharge  of  1  750  000  cu.  ft,  per  sec.  *  ^^' 
may  be  obtained.  Under  such  conditions,  it  is  impossible  to  anchor 
the  boat  or  equipment,  and  it  must  be  held  on  one  spot,  as  nearly  as 
possible,  by  means  of  the  rudder  and  the  propelling  power,  counter- 
balancing the  current  and  wind  forces.  Careful  observations  were 
made  to  determine  how  much  movement  actually  took  place.  In  fact, 
a  large  portion  of  the  time  in  the  field  was  devoted  to  checking  the 
accuracy  of  the  observations.  It  may  be  noted  that  the  meters  then 
used  were  of  the  cup  variety.  Some  checks,  however,  were  made  by 
a  system  of  double  floats. 

As  noting  some  of  the  improvements  that  were  being  made  from 
time  to  time,  attention  is  called  to  the  fact  that,  at  a  time  as  recent, 
as  1891,  the  meter  rating  was  considered  as  following  a  straight  line, 
and  the  proper  straight-line  equation  was  calculated  by  the  method 
of  least  squares,  often,  however,  not  until  some  time  after  the  field 
observations  ha(J  been  made.  About  the  date  just  mentioned  it  be- 
came customary  to  plot  the  rating  observations  and  draw  the  curve 
conforming  as  nearly  as  possible  thereto,  from  which  a  rating  table 
was  taken  directly.  Other  tables  were  made  to  cover  all  necessary 
computations  in  the  discharge  work,  and  each  station  observation 
was  calculated  while  the  boat  or  steamer  was  moving  to  the  next  sta- 
tion, so  that  the  total  discharge  was  known  a  few  minutes  after  the 
last  velocity  observation  had  been  made.  For  instance,  during  the 
morning  of  May  4th,  1892,  at  Arkansas  City,  Ark.,  the  discharge  was 
computed  at  1  733  676  sec-ft.  as  compared  with  1  532  875  sec-ft.  for  the 
day  before.  Another  observation,  made  during  the  afternoon,  gave 
1 741  526  sec-ft.,  showing  that  some  marked  change  had  taken  place 
during  that  time.  On  the  following  day  it  had  dropped  back  to 
1  589  172  sec-ft.,  or  to  about  the  general  average  at  that  time.  Under 
the  old  methods,  the  observations  were  not  computed  until  some  time, 
often  weeks,  after  the  field  observations  had  been  made. 

As  illustrating  the  fact  that  every  method  that  could  be  thought 
of  at  the  time  was  used  to  eliminate  errors,  it  will  suffice  to  say  that, 
in  the  case  of  a  large  and  persistent  difference  in  the  discharge,  as 
found  at  two  stations  90  miles  apart,  new  meters  were  purchased, 
later  they  were  interchanged,  frequent  ratings  were  made,  and  finally 
the  observers  exchanged  places  with  each  other;  all  this  v/as  done  with- 
out finding  a  satisfactory  reason  for  the  difference.  This  was  in  1892. 
During  the  high  water  of  1893  these  same  stations  were  again  occupied, 
and  further  efforts  were  put  forth  to  get  accurate  results.  Mr.  Starling, 
in  the  paper  previously  cited,  has  this  to  say  regarding  this  work : 

"In  1893,  the  discharges  at  Arkansas  City  and  Wilson's  Point 
agree  fairly  well;  and  when  checked  by  the  results  of  the  flanking 
observations,  they  present  a  very  coherent  mass  of  data,  affording  the 
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Mr.    most   trustworthy   monHnremont   of   the   extreme   hipli-water   discliarge 
Miller,  ^^^.^.j.  ()|i)taino(l   on   tlie   AI  ississipj)!." 

Too  much  stress  cnmiDt  hv  placed  on  the  fact  that  it  is  just  as 
important  to  avoid  errors  in  ratinp:  meters  as  in  taking  the  actual  dis- 
charge ohservations;  and  tlio  writer  is  strongly  of  the  opinion,  based 
on  long  experience  in  the  field,  that  by  far  the  larger  part  of  the  error 
is  due  to  the  fact  that  ratings  are  usually  made  under  physical  condi- 
tions which  are  widely  variant  from  those  under  which  the  discharge 
observations  are  made.  For  instance,  if  the  observations  are  to  be  made 
from  a  steamer,  then  the  ratings  should  be  made  from  the  same  or  a 
similar  steamer,  and  in  dead  water,  if  possible,  although  they  can  be 
made  accurately  in  moving  water,  provided  the  movement  is  smooth, 
generally  uniform,  and  slow  enough  to  permit  the  taking  of  slow 
velocities  in  the  down-stream  direction.  Care  must  be  exercised  in 
keeping  the  meter  below  the  influence  of  the  "drag"  occasioned  by  the 
steamer  hull  moving  through  the  water. 

Necessarily,  the  official  reports,  on  account  of  limited  space,  as  a 
rule,  can  contain  but  a  brief  explanation  of  methods  and  results;  and, 
naturally,  these  reports  incline  toward  the  better  showings,  failing  in 
general  to  recognize  the  fact  that  the  publication  of  actual  failures  will 
often  hasten  the  time  of  the  final  solution  of  the  problem. 

It  may  be  of  interest  to  know  that  the  first  forms  of  meters  were 
of  the  wind-mill,  screw,  or  propeller  type;  that  is,  the  vanes  turned, 
in  a  plane  which  was  perpendicular  to  the  direction  of  the  current. 
These  were  used  on  South  American  rivers  in  1871. 

To  eliminate  the  tail  or  rudder  appears  to  be  a  move  in  the  right 
direction,  but  a  vertical  rod  could  hardly  be  used  with  success  in  gaug- 
ing a  stream  as  large  as  the  Mississippi,  and  it  would  no  doubt  be 
possible  to  work  out  a  design  which  could  be  mounted  concentrically 
on  the  cable  which  is  now  used  to  lower  the  meter,  with  its  attendant 
lead  weight,  to  depths  of  60  ft.  or  more,  affixing  the  tail  or  rudder  to 
the  lead  weight,  and  placing  the  latter  so  far  below  the  meter  that  it 
would  not  influence  its  running. 

Mr.  John  C.  Hoyt,  M.  Am.  Soc.  C.  E. — Although  more  than  fifty 
^^^**  devices  for  measuring  the  velocity  of  water  have  been  patented,  the 
only  meters  which  have  had  general  use  are  the  Price,  Haskell,  Fteley, 
and  Ellis,  or  modifications  of  these. 

Each  of  the  various  meters  has  first  been  devised  to  meet  the  re- 
quirement of  some  special  condition,  and  may  or  may  not  be  applica- 
ble to  other  conditions.  Therefore,  a  current  meter  should  never  be 
used  for  other  conditions  than  those  for  which  it  is  designed  or  has 
been  found  to  be  applicable. 

In  1888  the  United  States  Geological  Survey  began  gauging  streams 
of  all  sizes  and  in   all  sections   of  the  country.     These  streams  pre- 
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sented  an  infinite  variety  of  combinations  of  range  in  depth,  width,  and  >ir. 
velocity,  v^^ere  often  remote  from  railroad  or  other  regular  transporta- 
tion facilities,  and  were  consequently  difficult  and  expensive  to  gauge. 
No  adequate  instruments  or  methods  had  been  developed  for  work  of 
this  varied  nature.  Furthermore,  elaborate  equipment  and  methods 
were  out  of  the  question  on  a,ccount  of  the  limited  funds.  It  was  neces- 
sary to  devise  or  adapt  a  current  meter  which  could  be  readily  carried 
in  the  field  and  operated  by  one  man,  either  from  a  bridge,  boat,  cable 
and  car,  or  by  wading. 

To  fulfill  these  requirements  it  was  essential:  (a)  that  the  meter 
should  be  simple  and  light  in  construction,  with  no  delicate  parts 
which  easily  get  out  of  order;  (h)  that  it  should  be  simple  in  opera- 
tion, including  its  preparation  for  use  under  any  conditions,  and  its 
dismantling,  cleaning,  and  boxing  after  use;  (c)  that  it  should  offer 
a  small  area  of  resistance  to  the  action  of  the  water;  (d)  that  it  should 
have  a  simple  and  effective  device  for  indicating  the  number  of  revolu- 
tions of  the  wheel;  and  (e)  that  it  should  be  adaptable  for  use  under  all 
conditions. 

After  experimenting  with  various  types,  the  engineers  of  the  Survey 
developed  a  meter  combining  certain  essential  features  of  the  Price 
acoustic  and  the  large  Price  electric  meter.  This  is  known  as  the 
small  Price  electric  meter,  and  is  now  in  general  use  in  the  Survey 
work.  Modifications  in  its  construction  have  been  made  from  time  to 
time,  until  now  it  represents  the  ideas  of  many  engineers  based  on 
results  of  more  than  twenty  years  of  experience  in  stream  gauging. 

The  limitation  of  the  Price  meter  pointed  out  in  this  paper,  namely, 
that  it  may  be  affected  by  cross-currents,  has  always  been  recognized 
by  its  designers  and  users.  Therefore,  special  care  has  been-  taken  to 
restrict  its  use  to  work  where  the  conditions  are  such  that  errors  from 
tliis  cause  will  not  affect  the  final  estimates  of  discharge.  These 
requisite  conditions  are:  (a)  a  fairly  smooth  bed;  (h)  a  measurable 
and  steady  velocity  of  current;  and  (c)  a  stationary  stage  during  the 
measurement.  The  velocity  of  the  current  should  vary  gradually 
throughout  the  section,  which  should  show  no  marked  eddies,  cross- 
currents, or  boils,  and  its  mean  should  not  be  less  than  0.5  ft.  per  sec. 
at  low  stages.  After  visiting  hundreds  of  gauging  stations,  on  streams 
of  varied  character,  in  all  sections  of  the  United  States,  the  speaker 
is  convinced  that  only  the  exceptional  station  is  not  or  cannot  be 
located  in  accordance  with  these  requirements.  This  statement  is  made 
in  order  to  correct  any  impression  which  may  be  drawn  from  Mr. 
Groat's  paper,  that  the  Geological  Survey  records,  based  on  measure- 
ments with  the  small  Price  meter,  generally  involve  large  errors. 
More  than  two  hundred  engineers  have  been  engaged  in  the  stream 
gauging  work  of  the  Survey  for  various  periods  during  the  last  twenty 
years,   and,  as  far  as  known,  no  valid  criticism  of  the  methods  used 
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Mr.  has  over  boon  made  whieh  was  not  fully  appreciated  by  tlie  Survey 
'engineers;  and  they  have  made  combined  effort  to  correct,  as  far  as 
possible,  each  defect  in  tlie  work  as  soon  as  it  is  discovered.  The 
instruments  and  methods  lia.ve  been  subject  to  continual  change,  and 
old  liave  been  supplanted  by  new  whenever  the  new  have  been  proved 
the  better.  Constructive  criticism  of  the  work  is,  and  has  always  Ijeen, 
welcomely  received  and  acted  upon,  and  this  opportunity  is  taken  to  ap- 
peal to  engineers  who  are  interested  in  the  use  of  stream  flow  records 
for  more  constructive  criticism  and  for  co-operation  in  raising  this 
branch  of  hydraulics  to  the  high  plane  for  which  all  who  are  engaged 
in  it  are  striving. 

A  few  points  in  Mr.  Groat's  paper  may  be  referred  to  briefly: 

1. — The  paper  calls  attention  to  the  recognized  fact  that  the  dif- 
ferential meter  is  affected  by  cross-currents. 

2. — It  is  believed  by  the  speaker  that  the  methods  used  in  carry- 
ing on  the  work  from  which  the  conclusions  in  the  paper  were  drawn, 
and  the  magnitude  of  the  results  obtained,  are  both  open  to  question. 

3. — Unfortunately,  the  methods  are  described  only  in  a  general 
way,  and  various  factors  which  might  affect  the  results  materially  are 
not  adequately'  presented.  Furthermore,  suflScient  data  for  making 
any  exhaustive  study  of  the  results  are  not  given.  Therefore,  any  de- 
tailed discussion  of  the  work  is  impossible. 

4. — The  large  Price  meter  used  in  the  work  is  of  a  type  which 
has  not  been  used  for  several  years  by  engineers  who  are  most  familiar 
with  stream  gauging.  In  the  work  of  the  Geological  Survey,  it 
was  abandoned  several  years  ago,  when  fifty  meters  of  this  style, 
all  practically  new,  were  condemned  and  replaced  by  the  small  Price 
meter,  which  was  found  to  give  more  satisfactory  results. 

5. — The  reader  is  left  in  great  doubt  and  uncertainty  in  regard 
to  the  standards  used  in  the  comparisons.  Though  the  Haskell  meter 
used  may  not  be  seriously  affected  by  cross-currents,  there  are  no  experi- 
mental data,  as  far  as  known  to  the  speaker,  which  show  that  this 
meter  gives  results  any  more  accurate  under  the  adverse  conditions 
stated  than  does  the  Price  meter. 

6. — The  results  obtained  with  an  unrated  Pitot  tube  do  not  appear 
to  be  sufficiently  conclusive  for  any  final  deductions.  The  Pitot  tube 
itself  has  had  no  extended  use  in  open  channels,  its  behavior  has  not 
been  fully  investigated,  and,  in  the  limited  experiments  which  have 
been  made  with  it,  many  questions  have  come  up  which  leave  an  un- 
certainty as  to  its  action.  It  has  been  demonstrated  that  its  rating 
does  not  hold  near  the  sides  of  a  canal,  and  it  has  also  been  shown 
that  it  will  not  measure  the  true  velocity  when  the  opening  is  not  in 
line  with  the  current. 

7. — The  paper  points  out  a  well-known  defect  in  the  Price  meter. 
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but  g-ives  no  remedy,  and  offers  no  substitute  which  can  be  used  under    Mr. 
a  wide  variety  of  conditions.  ^^>'*- 

8. — The  assumption  that  the  differences  shown  by  the  so-called 
still-water  ratings  of  the  meters  apply  when  the  meters  were  used  in 
the  canal  is  questionable.  The  amount  of  difference  between  the 
Price  and  Haskell  meters,  when  rated  under  the  conditions  mentioned, 
will  depend  on  the  amount  of  disturbance  introduced  into  the  rating; 
as  the  Price  meter  will  record,  not  only  the  horizontal  motion,  but  also 
the   vertical  motion   and  the   cross-currents. 

9. — The  experience  of  the  Geological  Survey  shows  that  accurate 
ratings  of  the  current  meter  cannot  be  made  from  boats,  owing  to  the 
errors  introduced  in  connection  with  obtaining  the  various  factors  en- 
tering into  the  rating.  Changes  in  the  methods  of  rating  by  the  United 
States  Geological  Survey,  the  Bureau  of  Standards,  and  the  Rensselaer 
Polytechnic  Institute  have  changed  the  results  of  ratings  about  3 
per  cent. 

10. — The  speaker  is  unable  to  see  why  one  familiar  with  current- 
meter  work  would  ha,ve  attempted  to  use  the  Price  current  meter  under 
the  conditions  found  at  Massena.  Engineers  of  the  Geological  Survey 
have  frequently  refused  to  co-operate  in  work  where  similar  conditions 
existed. 

11. — The  statistical  synthesis  method,  as  understood  by  the  speaker, 
does  not  take  into  account  the  relative  distribution  of  velocities  and 
areas  in  various  parts  of  the  cross-section.  The  mean  velocity  in  a 
cross-section,  as  defined  by  the  Geological  Survey,  is  obtained  by 
dividing  the  discharge  by  the  area,  which  will  not  give  the  same  re- 
sults as  taking  the  mean  of  the  velocities  at  various  points  in  the  cross- 
section.  For  example,  a  certain  stream  may  have  50%  of  its  flow  in 
10%  of  its  cross-section.  Furthermore,  this  method  of  computation 
has  no  apparent  advantage  over  that  ordinarily  used,  and  has  the  dis- 
advantage of  being  much  more  complicated,  even  if  the  results  are  of 
equal  value. 

12. — The  question  of  the  distribution  of  velocity  in  the  vertical 
has  been  investigated  most  thoroughly  by  the  engineers  of  the  Geo- 
logical Survey,  who  have  found  the  mid-depth  method  to  be  the  least 
desirable.  The  mean  of  the  velocities  at  two-tenths  and  eight-tenths 
of  the  depth  gives  (without  a  coefficient)  the  velocity  in  the  vertical, 
under  all  conditions  of  natural  flow;  and,  next  in  value,  the  six-tenths 
depth  method  has  been  found  to  be  the  most  satisfactory. 

The  only  method  yet  devised  for  rating  a  current  meter  is  by  draw- 
ing it  through  still  water.  A  close  study  indicates  that  no  material 
error  is  introduced  in  the  results  obtained  with  this  instrument  on  ac- 
count of  the  method  of  rating.  Large  numbers  of  comparative  measure- 
ments have  been  made  with  the  Price  current  meter,  calibrated  weirs, 
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Mr.    nnd  mcnsurinp:  tanks,  all  of  which  show  that  the  meter,  when  properly 
■   ■  \is(h1,  will  g-ivc  results  necurato  within  1  or  2  per  cent. 

It  has  also  been  found  that  measurements  at  different  points  on 
a  stream,  whore  the  conditions  of  measurement  are  entirely  different, 
give  results  which  a|j:roe  closely.  Many  measurements  have  been  made 
on  two  tributary  streams  and  then  on  the  main  stream  below,  and 
the  results  check  within  the  limits  of  accuracy  necessary  in  work  of 
this  type. 

Mr.  C.  W.  Staniford,  ^\ .  Am.  Soc.  C.  E. — The  speaker  would  like  to 

ask  ]\rr.  Groat  or  ^h\  Iloyt  whether  any  of  the  current  meters  men- 
tioned— the  Haskell,  the  Price,  the  Ellis,  or  perhaps  the  admirable 
German  instruments — after  being  rated  in  fresh  water  (still  water,  of 
course),  have  been  used  in  salt  w^ater;  and  what  percentage  of  ac- 
curacy can  be  obtained  with  such  meters  in  salt  water? 

If  such  instruments  have  been  rectified  against  corrosion,  and 
against  short-circuiting,  can  they  be  relied  on  when  used  in  salt 
water? 

Mr.  B.  F.  Groat,  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter). — If  one  will 

^^^^'  examine  the  papers  and  discussions  concerning  current  meters  pub- 
lished since  the  original  study  was  made  by  Frederic  P.  Stearns,  Past- 
President,  Am,  Soc.  C.  E.,  in  1879,*  it  will  be  found  that  there  is  much 
uncertainty  among  engineers  concerning  the  reliability  of  these  instru- 
ments, with  which,  up  to  the  present  time,  there  does  not  seem  to  have 
been  any  generally  satisfactory  and  generally  adopted  practice.  These 
facts  are  in  sharp  contrast  to  those  connected  with  the  use  of  other  engi- 
neering instruments,  such  as  the  transit  and  level.  No  method  can  be 
deemed  generally  satisfactory  until  it  meets  the  general  approval  of 
practitioners.  So  long  as  there  is  lack  of  agreement  between  various 
classes  of  current-meter  observers,  not  only  as  to  the  general  method 
of  procedure,  but  also  as  to  the  reliability  of  various  types  of  instru- 
ments, there  can  be  no  such  thing  as  a  satisfactory  current-meter 
practice. 

When  it  becomes  generally  realized  that  current  meters  obey  their 
still-water  ratings  only  when  the  conditions  of  flow  are  ideal,  and 
that  cup  meters  are  affected  in  one  sense  and  screw  meters  in  the 
contrary  sense,  it  will  be  apparent  that  there  is  a  real  reason  for  the 
diversity  of  opinion  concerning  the  reliability  of  current-meter  work. 

The  writer,  therefore,  was  inspired  by  the  hope  that  this  paper 
might  reopen  the  discussion  and  possibly  put  in  motion  an  effort 
to  improve  the  current  meter. 

Appended  to  the  paper  there  is  a  brief  description  of  a  new  system 
of  taking  discharge  observations  and  a  new  method  of  constructing 
the  discharge  curve.     This  system  and  method  have  been  applied  most 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XII,  1883.  p.  301. 
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successfully  in  a  number  of  cases,  and  are  worthy  of  the  attention    Mr. 
of  those  contemplating  a  series  of  gaugings  at  one  or  more  stations.        ""     ' 

The  method  of  synthesizing  a  discharge  curve  is  not  an  invention 
of  the  writer  which  he  is  trying  to  introduce,  but  is  a  well-established 
method  used  by  physicists  and  practicing  engineers  in  determining 
various  kinds  of  relations  between  observed  magnitudes.  It  consists 
simply  in  separating  a  given  investigation  into  its  elementary  parts 
and  drawing  a  curve  for  each,  the  final  relations  being  derived  from  the 
elementary  curves  or  relations.  The  fact  that  the  sum  of  the  velocities 
at  a  given  set  of  meter  points  at  a  gauging  station  forms  such  an 
elementary  relation,  when  plotted  as  a  function  of  the  gauge  height, 
leads   to   the   term   "statistical." 

The  main  advantage  of  the  statistical  method  is  that  the  entire 
series  of  gaugings,  extending  over  a  long  series  of  years,  may  be  con- 
nected into  a  consistent  whole.  The  peculiar  characteristics  of  a 
station  may  be  studied  from  the  elementary  curves.  If  any  change 
or  break  occurs  in  one  or  more  of  the  elementary  curves,  a  correspond- 
ing change  or  break  has  taken  place  in  one  or  more  of  the  physical 
characteristics  or  hidden  conditions  of  the  station.  This  is  especially 
true  of  the  sum  of  the  velocities  at  a  given  set  of  meter  points,  be- 
cause the  sum  forms  a  fixed  relation  between  velocity  and  stage.  The 
sum  is  chosen  because,  in  taking  a  number  of  velocities,  the  accidental 
variations  and  errors  in  the  velocities  eliminate  themselves.  That  is 
why,  even  at  turbulent  stations,  a  smooth  curve  can  be  drawn  through 
the  plotted  values  of  the  sum,  with  errors  well  within  1  or  2%,  as 
extremes.  It  is  not  likely  that  changes  in  the  hidden  conditions  at  a 
station  would  be  detected  by  any  other  method.  They  would  be  set 
down  simply  as  unaccountable  variations. 

Another  very  important  advantage  of  the  statistical  method  is 
that  it  affords  at  once  the  most  independent  and  most  easily  secured 
check  on  the  velocity  readings.  Indeed,  the  sum  of  the  velocities 
must  plot  on  a  definite  curve,  and  this  enables  one  to  check  the  meter 
work  at  any  newly  observed  stage  with  that  at  any  other  stage  within 
10  min.  after  all  the  velocities  for  the  former  have  been  recorded. 

The  writer  is  glad  to  know  that  his  Conclusion  1,  concerning  cup 
meters,  is  generally  recognized.  Under  certain  nearly  ideal  conditions, 
such  meters  will  give  good  results,  but,  the  moment  the  conditions 
are  changed  in  the  slightest  degree,  the  still-water  rating  becomes  more 
or  less  inapplicable,  with  a  resulting  constant  or  systematic  error. 

Nevertheless,  it  would  be  perfectly  safe  to  use  a  cup  meter  in 
turbulent  water  if,  where  used,  it  were  rated  with  a  Pitot  tube.  The 
fact  that  the  meter  runs  with  fidelity  under  such  circumstances  is 
another  of  the  conclusions  drawn  in  the  paper,  and  one  should  not  lose 
sight  of  this  good  quality.     It  may  also  be  remarked  that  this  is  a 
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Mr.  I'at't  wliii'li  (Iocs  not  socMii  to  liave  Ix'cii  generally  rccoginzi-'J.  Cup 
"**^"  meters  will  undoubtedly  have  their  uses,  but  improvenients  in  the 
mea.ns  feu-  obtainiii!^  their  ratinji:9 — not  Htill-watcr  ratings,  but  actual 
ratings  at  the  time  and  place  of  use — are  imi)erative.  It  will  do  to  talk 
about  refined  ratings  when  probable  errors  are  reduced  to  values 
of  less  than  from  3  to  5  per  cent. 

After  reading  the  discussions  one  can  scarcely  shake  off  the  idea 
that  the  niceties  demanded  for  the  conditions  under  which  cup  meters 
nuist  be  rated  are  altogether  out  of  proportion  to  the  degree  of  ac- 
curacy attainable  with  these  meters  in  stream  gauging.  If  a  cup 
meter  cannot  be  rated  accurately  from  a  boat  when  operated  carefully, 
owing  to  changes  in  rating  due  to  the  slight  irregularities  of  motion, 
what  must  be  the  effect  on  such  a  meter  when  subjected  to  the  far 
greater  irregularity  of  the  motion  of  the  water  at  a  fairly  good  gauging 
station,  to  say  nothing  of  the  errors  to  be  expected  at  a  really  turbulent 
station. 

The  writer  believes  that  Mr.  Miller  made  an  important  discovery 
in  current-meter  engineering  when  he  noticed  that  cups  over-register 
considerably  and  screws  under-register  slightly  in  agitated  water.  In 
due  time  this  fact  will  impress  itself  on  engineers  generally,  and 
lead  to  a  meter  which  obeys  its  still-water  rating  more  closely  than 
any  hitherto  made. 

The  Haskell  meter  is  so  nearly  correct  under  a  wide  range  of 
conditions  that  it  would  seem  to  require  only  slight  modification, 
as  suggested  in  the  paper,  to  render  it  almost  independent  of  condi- 
tions. It  would  be  a  delightful  task,  for  some  one  who  has  the  time 
and  means,  to  develop  such  a  meter.  Meantime,  it  cannot  be  too 
strongly  urged  on  hydraulic  engineers  that  a  screw  current  meter  is  the 
most  reliable  kind  for  measuring  the  velocities  of  flowing  water  when 
using  the  still-water  rating. 

It  may  be  well  to  define  the  terms  "cup"  and  "screw,"  as  the 
writer  does  not  wish  to  apply  the  general  propositions  stated  to  every 
kind  of  instrument  which  may  chance  to  be  called  a  cup  meter  or  a 
screw  meter:  A  cup  meter  is  one  in  which  the  rotating  element 
operates  on  the  principle  of  the  Robinson  cup  anemometer,  though 
the  shape  of  the  cups  need  not  be  limited  to  that  of  the  hemisphere. 
A  screw  is  a  rotating  element  the  surface  of  which  would  be  generated 
by  a  straight  line  perpendicular  to,  rotating  uniformly  about,  and 
moving  uniformly  along,  the  axis  of  rotation. 

One  would  also  hesitate  to  apply  the  propositions  to  meters  hav- 
ing large  or  badly  designed  frames  which  would  be  likely  to  inter- 
fere with  the  action  of  the  water  on  the  runner.  Although  the  frame 
of  the  cup  meter  is  at  the  rear  of  the  runner,  it  has  decided  and 
different  effects  on  the  rating  of  the  instrument  when  turned  some- 
what to  the  right  and  then  an  equal  angle  to  the  left  of  the  line  of 
motion. 
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The  writer  is  more  than  pleased  to  have  Mr.  Price's  open-minded    Mr. 
discussion.     The  cup  meter  is  very  ingenious,  and  the  means  which  '"'*^**- 
Mr.  Price  has  adopted  to  protect  the  bearings  and  secure  uniformity 
of  friction  have  probably  been  the  cause  of  the  continuance  of  this 
meter  in  the  Government  service. 

Mr.  Price  may  be  assured  that  the  meter  was  suspended  in  precisely 
the  same  manner  during  the  turbine  tests  as  in  the  ratings.  This 
applies  also  to  the  stream  tests.  No  weights  were  used  in  any 
case,  and  the  meter  wheel  was  about  7  ft.  in  advance  of  the  stem  of 
the  rating  boat.  The  reaction  of  the  boat  on  the  screw  must  have 
been  slight  indeed,  as  the  ratings  from  a  car  at  the  Rensselaer  Poly- 
technic   Institute    do   not   differ   materially   from   those   by   the   boat. 

Fig.  1  shows  the  rating  boat,  and  below  it  the  rod  used  to  support 
the  meter.  The  hooks  on  this  rod  may  be  adjusted  so  that  any  desired 
series  of  depths  may  be  secured.  From  the  staging  on  which  the 
observer  stood  a  f-in.  rod  extended  across  the  tail-race  at  a  fixed  eleva- 
tion. The  meter  was  attached  to  one  end  of  a  |-in.  rod,  about  2  ft. 
long,  the  other  end  of  which  was  screwed  into  the  supporting  rod. 
There  were  seven  hooks  on  the  supporting  rod  during  the  turbine  tests, 
any  one  of  which  could  be  hooked  over  the  |-in.  rod  on  the  staging, 
thus  immersing  the  meter  to  the  corresponding  depth.  Six  rope  clips 
were  attached  to  the  |-in.  rod  at  the  verticals  in  which  the  meters 
were  to  be  operated.  The  rope  clips  served  as  stops  at  which  to  hold 
the  meter  rod,  when  taking  observations  in  the  verticals. 

Fig.  2  is  a  rough  sketch  of  the  Pitot  tube  and  supporting  rod. 
The  Pitot  tube  (to  the  right)  is  a  copy  of  "Tube  N,"  as  described 
in  Mr.  White's  monograph,  referred  to  in  the  paper.  The  supporting 
rod  (to  the  left)  was  designed  to  be  operated  from  the  staging  in  the 
tail-race,  in  the  same  manner  as  the  supporting  rod  for  the  meters. 
On  Fig.  2  is  shown  one  of  the  hooks  to  engage  the  f-in.  rod  on  the 
staging,  and  also  the  eyes  on  both  the  Pitot  tube  and  meter  supporting 
rods  to  which  a  guy  wire  was  attached  near  their  lower  ends,  thus 
holding  the  rods  and  preventing  bending. 

Mr.  Price  states  that  the  meter  of  the  propeller  type  does  not  free 
itself  from  such  debris  as  dead  grass  and  leaves.  This  is  too  broad 
a  statement,  for  there  is  at  least  one  meter  of  that  type  which  does  free 
itself,  and  that  is  the  Haskell.  This  meter  has  been  used  by  the  writer 
many  times  in  streams  carrying  much  dead  grass,  leaves,  twigs,  sand, 
and  mud.  On  no  occasion  did  it  catch  the  slightest  particle  or  give 
any   evidence   of  being  affected  thereby. 

This  is  due  to  the  effective  shape  of  the  runner,  which  Dean  Haskell 
ha3  undoubtedly  designed  expressly  for  the  purpose.  The  up-stream 
end  of  the  wheel  is  brought  down  to  a  moderately  pointed  or  conical 
nose  which  sheds   all  debris   carried  by  the  water. 

The  question  of  friction  in  a  current  meter  is  very  interesting. 
Throwing  out  the  case  of   low  velocities,   the  necessity   seems  to  be, 
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Mr.  not  SO  iiiiicli  for  a  smnll  aiiioiiiil  of  friction  as  for  constniifv  of 
amount.  If  tlic  roaistinp:  tor(]iio  is  larf::o  hut  constant,  a  ratinpr  flhould 
bo  fixed  just  as  exactly  as  in  the  case  whore  tlie  friction  is  small  and 
constant.  Xoticc,  too,  that  there  is  a  resisting  torciue  caused  by  the 
hydraulic  skin  friction  on  a  screw,  which  can  he  made  as  large  as 
desired  by  lengthening  the  vanes  along  the  axis.  In  this  respect, 
the  screw  is  just  as  much  a  differential  meter  as  the  cup  meter. 

The  retarding  skin  friction  has  a  much  longer  lever  arm  than 
the  bearing  friction,  and  has  a  much  larger  resisting  torque,  so  that 
the  bearing  friction  of  a  screw  meter  offers  a  resistance  of  secondary 
importance.  Further,  the  resisting  skin  friction  is  a  fixed  function  of 
the  velocity,  varying  approximately  as  the  square  thereof.  Hence 
it  is  clear  that  the  principal  portion  of  the  resisting  torque  is  fixed 
for  each  velocity  and  cannot  be  changed.  It  follows  that,  if  the  meter 
is  kept  in  only  fair  condition,  the  rating  is  not  affected  seriously  by 
moderate  changes  in  bearing  friction.  The  truth  of  this  was  tested 
in  the  experiments  at  Massena  by  taking  part  of  a  rating  while  the 
bearing  was  dirty  and  stiff,  then  completing  the  rating  after  the 
meter  had  been  cleaned  and  oiled.  Let  the  reader  select  from  ratings 
E  and  F  of  the  Haskell  meter,  Plate  XXIII,  the  points  taken 
before  cleaning  and  oiling  the  meter.  The  Haskell  meter  is  not  sensi- 
tive to  moderate  changes  of  bearing  friction. 

Mr.  Price  thinks  the  ratings  (Plate  XXIII)  of  the  Haskell  meter 
are  inaccurate.  If  any  one  will  take  the  pains  to  examine  the  percentage 
errors  of  the  various  ratings  and  the  wide  range  of  conditions  under 
which  these  ratings  were  made,  he  will  feel  compelled  to  admit  that  the 
performance  of  this  meter  was  very  consistent  throughout.  Ratings 
of  this  kind  are  of  more  practical  value  than  those  obtained  under 
restricted  conditions,  because  the  former  afford  an  indication  of  the 
degree  of  accuracy  to  be  expected  of  the  meter  when  in  actual  service, 
while  the  latter  do  not. 

No  doubt  the  rating  line  could  be  adjusted  to  the  observations 
somewhat  better.  This  rating  line  was  located  from  a  few  of  the 
earlier  ratings,  the  later  ones  being  plotted  on  the  diagram  subse- 
quently. The  change,  if  made,  would  be  trifling,  excepting  for  low 
velocities,  which  were  not  used. 

The  idea  must  not  be  entertained  that  the  conditions  in  the 
Massena  tail-races  were  bad.  On  the  contrary,  they  were  much  better 
than  those  usually  encountered  in  stream  gauging.  The  flow  of  the 
water  was  parallel  to  the  side-walls,  and  the  meters  might  as  well 
have  been  fixed  rigidly  to  the  rods,  as  far  as  concerned  any  tendency  to 
swing.  The  errors  of  the  meters  were  caused  by  small  eddies  and 
boils  such  as  would  certainly  have  to  be  dealt  with  at  most  gauging 
stations.  The  conditions  of  flow  were  carefully  studied  at  each  of  the 
84  meter  points  by  using  an  inverted  weather  vane.     An  instrument 
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was  invented  and  used  to  ascertain  the  quantity  of  air  in  the  water  at    Mr. 
each  meter  point.     This  quantity  was  found  to  be  negligible.  ^^roat. 

Mr.  Price  states  that  a  gauging  station  which  has  an  up-stream 
current  should  never  be  used,  and  one  which  has  divergent  currents 
cannot  give   accurate   results   with   any  method   of   measurement.      It 


(J^-In.  hole  drilled  through  pipe 
exactly  at  right  angles  to  the 
longitudinal  center  line  of  pipe. 

All  burr  and  roughness  cleaned 
off,  both  inside  and  outside. 

Hole  to  be  put  entirely  through 
pipe  on  both  sides. 
Ji-In.  Gas  Rpe 
drawn  to  a  point" 


Ordinary  J^  In.Gas  Pipe 


[\ 


^ 


End  filed  square 
and  smoothed  up. 


PITOT  TUBE 

THIS  DESIGN   IS  THE  SAME  AS  THAT 
USED  BY   MR.  VV.M.  WHITE. 

Fig.  2. 


may  be  that  gauging  stations  with  negative  velocities  should  not  be 
used,  but  do  our  current  meters  give  any  indication  which  would  lead 
one  to  discard  such  a  station  when  encountered?  If  the  meter  is 
4  or  5  ft.  under  water,  it  cannot  be  seen;  but  it  goes  on  recording  the 
velocity   just   the   same,    even   if   the   current   is   directed   up   stream. 
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Mr.  nnd  tho  iinsuspoctinp:  obsorvor  records  a  conaiflorable  positive  Telocity 
■  at  the  ])oint,  whereas  it  should  have  l)een  recorded  as  negative. 

As  to  the  matter  of  divergent  currents,  tlie  writer  believes  most 
fully  that  the  problem  may  now  be  solved  by  using  a  screw  meter  held 
ripridly  at  ripht  nnprlcs  to  the  direction  of  flow.  When  the  screw  is 
niodifi(Ml,  as  sup^ested  in  the  paper,  it  will  increase  still  further  the 
reliability  of  the  results,  even  at  the  best  of  p:aufi:inj^  sections. 

Dean  Haskell  says:  "Although  a  great  deal  of  good  work  has  been 
done  with  meters  of  this  type  [meaning  cup  meters],  they  have  not 
shown  themselves  to  be  anywhere  near  as  reliable  as  those  of  the  screw 
wheel  type."  This  seems  to  describe  the  case  exactly.  Where  condi- 
tions have  been  favorable,  the  errors  of  the  cup  meter  have  not  been 
large;  but  the  errors  are  there,  and  they  are  of  one  sign. 

Though  the  -vvriter  has  been  compelled  to  adopt  the  method  sug- 
gested of  observing  the  direction  as  well  as  the  velocity,  when  gauging 
large  rivers,  he  has  found  it  fraught  with  difficulties,  the  principal 
one  being  that  he  has  never  been  able  to  find  a  cross-section  on  a  large 
river  where  the  direction  at  each  meter  point  was  fixed.  The  meter 
will  swing,  and  this  completely  masks  the  average  true  direction.  If 
the  meter  was  held  rigidly,  and  was  designed  to  give  the  resolved  com- 
ponent, the  difficulty  would  be  obviated  instantly,  and  the  observations 
and  computations  would  be  reduced  in  number. 

As  the  Haskell  meter  as  now  made  gives  only  a  trifle  less  than 
the  resolved  component,  the  writer  takes  the  liberty  to  suggest  that 
a  slight  modification,  as  described  in  the  paper,  might  render  it  abso- 
lutely exact  in  perturbed  water.  A  mechanical  advantage  to  be  gained 
by  "cupping"  the  wheel  vanes  would  be  that  of  additional  strength 
for  a  given  weight. 

The  Haskell  meter  has  one  other  advantage  which  has  not  yet 
been  mentioned:  The  screw,  or  propeller,  may  be  made  exceedingly 
light,  so  that  the  effects  of  inertia  are  reduced  to  a  minimum.  It  is 
quite  possible  that  the  inertia  of  a  heavy  revolving  part,  in  conjunction 
with  the  reaction  of  the  water,  may  play  an  important  role  in  changing 
the  rating  when  the  velocities  become  variable. 

The  still-water  rating  is  not  satisfactory  at  present  because  meters 
must  be  used  in  water  which  is  more  or  less  perturbed.  Otherwise, 
the  current  meter  becomes  an  instrument  of  limited  use,  and  demands 
attention  to  a  complicated  system  of  details.  As  soon  as  a  meter  is 
produced  which  will  resolve  the  momentary  velocities  at  a  meter  point, 
the  still-water  rating  will  apply,  even  in  perturbed  water.  Dean 
Haskell  is  to  be  congratulated  on  the  fact  that  his  meter  almost  does 
this  very  thing,  so  that  probably  only  slight  modification  will  be  neces- 
sary to  secure  the  desired  result. 
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The  float  and   meter   comparisons   are   interesting.     Applying   the    Mr. 
statistical  method  of  summing  the  velocities  in  each  case,  the  resulting 
comparison  follows : 

Sum  of  velocities  by  float 19.67 

Sum  of  velocities  by  meter 19.74 

Difference 0.07 

Mr.  Miller's  discussion  is  very  interesting,  as  it  recounts  work  of 
unusual  magnitude  on  the  Mississippi.  The  writer  has  lived  at 
various  points  on  that  river  all  his  life,  and  remembers  much  of  the 
Government  work  of  various  kinds  there. 

It  is  to  be  regretted  that  such  a  keen  observer  as  Mr.  Miller  should 
have  left  the  field  of  current-meter  engineering.  However,  a  useful  fact 
once  established  is  bound  to  live,  and  thus  Mr.  Miller  is  still  poten- 
tially active  in  this  branch  of  science. 

Mr.  Hoyt  seems  to  fear  that  an  impression  may  be  drawn  from 
the  paper  that  the  Geological  Survey  records,  based  on  measurements 
with  the  small  Price  meter,  generally  involve  large  errors.  This  fear 
is  hardly  justifiable,  as  the  writer  states  very  definitely,  "it  seems  cer- 
tain that  the  correction  for  a  cup  meter  when  run  at  a  good  meter 
station  on  an  open  river  is  not  large."  On  the  other  hand,  it  would 
certainly  be  on  the  side  of  safety  to  determine  the  degree  of  error  in 
every  important  series  of  gaugings.  One  of  the  best  ways  to  uncover 
an  error  of  this  kind  is  to  run  a  cup  meter  and  a  screw  meter  in  the 
section  simultaneously.  If  the  meters  agree,  there  is  no  error.  If 
they  disagree  materially,  it  will  be  found  that  the  velocities  by  the 
cup  meter  are  excessive,  and  those  by  the  screw  are  deficient,  the 
numerical  value  of  such  errors  by  the  cup  meter  being  relatively  larger 
than  those  corresponding  by  the  screw  meter. 

If  any  one  wishes  adminicular  evidence  as  to  the  truth  of  this  state- 
ment, beyond  that  afforded  by  the  paper,  he  may  refer  to  the  paper, 
"Current  Meter  and  Weir  Discharge  Measurements,"*  by  E.  C. 
Murphy,  M.  Am.  Soc.  C.  E.  In  this  paper  Mr.  Murphy  has,  in  the 
clearest  manner,  plotted  the  results  of  a  number  of  comparisons  of 
discharges  by  a  weir  with  simultaneous  discharges  by  cup  and  screw 
current  meters. 

In  the  case  of  the  cup  meters,  practically  all  the  discharges  exceed 
the  corresponding  discharges  by  weir.  This  is  indicated  by  the  fact 
that  practically  all  the  points  for  the  cup  meters  plot  below  the  axis 
of  abscissas  in  Eig.  2  of  that  paper. 

In  the  case  of  the  screw  meter,  the  discharges  are  generally  deficient, 
as  the  points  generally  plot  above  the  axis  of  abscissas.    Moreover,  this 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XLVII,  p.  376. 
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Mr.  is  the  more  ac'curatc!  meter,  because  tlie  points  uvcrji^^c  mucli  rlo.sor  to 
''■""^'^    the  axis,  heinj.'  in  fact  within  0.07%  of  it. 

Mr.  Iloyt  ooncliidos  his  discussion  with  several  numbered  i)ara- 
j^raplis.     They  may  be  taken  up  in  the  same  order: 

1. — The  paper  does  much  more  than  call  attention  to  the  recotrtiizcd 
fact  that  the  cuj)  meter  is  affected  by  cross-currents.  Tt  calls  attention 
to  the  fact  that  tlu^  effect  is  productive  of  errors  all  on  the  side  of 
excessive  velocity,  and  tliat  the  screw  meter  is  affected  in  the  contrary 
sense,  but  to  a  relatively  smaller  extent.  Though  this  was  dis- 
covered by  Mr.  Miller  years  ago,  it  does  not  seem  to  have  been  recog- 
nized by  anybody  else  since  that  time;  but  it  is  undoubtedly  of 
the  greatest  importance  to  those  who  wish  to  improve  the  present 
methods  of  stream  gauging. 

Before  carrying  out  any  experiments  at  !Massena,  the  writer  was 
of  the  opinion  that  screw  meters,  like  cup  meters,  would  always  show 
excessive  discharges.  This,  he  thought,  would  be  the  case  because  of 
the  swinging  of  the  meter  and  the  consequent  measurement  of  the 
thread  of  a  sinuous,  rather  than  of  a  straight,  current.  This,  how- 
ever, is  incorrect.  To  prove  it,  attach  a  screw  meter  to  the  rating 
boat  or  rating  car.  Draw  the  meter  over  its  course  in  the  usual  man- 
ner and  count  the  revolutions.  Then  repeat  the  process,  having  all 
conditions  the  same  as  before,  except  that  the  meter  is  oscillated  trans- 
versely to  the  direction  of  motion  during  its  transit  of  the  course.  If 
the  rating  boat  is  used,  the  oscillation  may  be  effected  by  rocking  the 
boat.    In  the  case  of  the  car,  some  mechanical  device  may  be  used. 

Theoretically,  the  number  of  revolutions  in  the  latter  case  should 
exceed  those  in  the  former  case.  Practically,  the  reverse  is  the  case. 
The  side-wash  of  the  current  has  somewhat  more  than  annulled  the 
effect  of  increasing  the  length  of  the  course. 

2  and  3. — It  is  true  that  the  methods  used  by  the  writer  in  making 
his  discharge  measurements  were  described  only  in  a  general  way. 
Otherwise,  the  paper  would  have  become  so  voluminous  that  the  main 
facts  would  have  been  obscured.  It  must  be  remembered  that  the 
conclusions  of  the  paper  are  not  derived  from  a  study  of  current  meters 
per  se,  but  are  inductions  from  observations  on  the  behavior  of  meters 
while  testing  turbines. 

4. — The  large  Price  meter  was  adopted  as  one  type  of  meter  to 
be  used  in  the  Massena  tests,  because  the  same  type  had  been  used 
by  other  engineers  in  the  same  tail-races  several  years  before,  and  a 
comparison  was  desired.  The  results  of  the  turbine  tests  would  have 
been  the  same  had  the  small  Price,  or  any  other  cup  meter  been  used 
instead  of  the  large  Price  meter,  because  means  were  taken  to  cor- 
rect the  errors  due  to  deviations  from  the  still-water  ratings. 

5. — The  standard  adopted  by  the  writer  when  comparing  the  cup 
and  screw  meters  was  the  true  velocity  of  the  water.    This  appears  when 
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discussing  Table  5,  where  it  is  shown  that  the  cups  over-register,  on    Mr. 
he  average,  by  5.6%,  and  the  screw  under-registers,  on  the  average, 
)y  0.93  per  cent. 

When  the  Pitot  tube  and  Haskell  meter  were  compared,  the  Pitot 
iube  was  supposed  to  indicate,  on  the  average,  the  true  velocity.  The 
•esult  of  this  comparison  was  that  the  Haskell  meter  under-registered 
)y  about  0.6  per  cent. 

Thus  there  were  two  different  methods  of  determining  the  dis- 
charge: (a)  by  cup  and  screw  meters  corrected  through  the  medium 
)f  the  boat-rocking  tests,  and  (h)  by  Pitot  tube  and  screw  meter 
'omparisons  by  which  corrections  were  determined  to  be  applied  to 
;he  metered  discharges. 

It  is  worthy  of  note  that  these  two  methods  of  correcting  the 
lischarge,  when  applied  to  any  given  turbine  test,  give  rise  to  a 
liscrepancy  of  scarcely  0.3  of  1  per  cent. 

It  is  not  claimed  that  rocking  the  boat  is  the  best  means  for 
iscertaining  the  relative  errors  of  cup  and  screw  meters.  It  is 
claimed  that  the  nature  of  the  case  is  such  that  extreme  accuracy 
n  this  respect  is  not  necessary.  This  is  because  the  errors  to  be 
letermined  are  not  relatively  large. 

If  it  is  feared  that  this  paper  is  too  daring  in  its  conclusions  to 
)e  credible,  it  may  be  well  to  search  for  independent  verification. 
5uch  material  may  be  found  in  Mr.  Murphy's  extremely  valuable 
)aper,  "Current  Meter  and  Weir  Discharge  Measurements,"  previously 
luoted. 

Though  Mr.  Murphy  gives  an  interpretation  of  the  results  of  his 
experiments,  yet  he  expressly  s.tates  that  he  has  "avoided  in  this  paper 
I  detailed  comparison  of  results  by  different  meters."  Hence  it  will 
)e  permissible  to  analyze  the  results  for  the  purpose  of  such  a 
comparison. 

The  best  method  of  eliminating  accidental  errors  in  comparing 
iuch  a  series  of  observations  is  the  "statistical"  method.  In  the  case 
it  hand,  this  method  is  particularly  facile  because  comparable  results 
nay  be  obtained  by  the  simple  operation  of  summation. 

In  order  the  better  to  understand  the  conditions  under  which  the 
ests  by  Mr.  Murphy  were  conducted,  it  may  be  stated  that  they  were 
nade  in  the  canal  of  the  Hydra,ulic  Laboratory  at  Cornell  University. 
Che  discharge  in  each  test  was  measured  by  weir  and  by  two  current 
neters.  The  two  current  meters  were  observed  simultaneously  in  the 
lame  discharge  section,  one  starting  on  the  south  side  and  progressing 
lorth  while  the  other  started  on  the  north  side  progressing  south. 

There  were  twenty-five  experiments,  each  made  in  the  manner  de- 
5Qribed.  Ten  of  these  were  comparisons  between  the  weir,  Haskell 
neter  No.  3,  and  small  Price  meter  No.  363.  Nine  were  compari- 
sons between  the  weir,   small  Price  meter  No.   351,   and  small  Price 
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Mr.  moter  Xo.  .*]().'»,  Six  were  comiJarisons  betwcM-n  the  weir,  llnskoll  iiietor 
No.  3.  and  small  J*rice  meter  No.  .*Jr>l.  Moreover,  from  thcHe  experi- 
ments may  !)(»  seleeted  sixteen  in  which  the  ]Iask<'ll  meter  is  compared 
with  the  weir,  filtccn  for  Meter  No.  .j.")],  and  nineteen  for  Meter 
No.  363. 

There  are,  tlierefore,  six  sets  of  experiments  which  may  he  com- 
pared statistically.  In  each  case  the  a^'-grcf^ate  discharpre  by  the 
weir  may  he  compared  with  the  corresponding  aggregate,  or  aggregates, 
by  the  meter,  or  meters,  as  the  case  may  be.  Table  9  gives  the  compari- 
sons in  tabular  form. 

TABLE  9. — Statistical  Summary  of  Twknty-five  Exi>i:iHMf:NTS  by 
E.  C.  MuRPiiY,  M.  Am.  Soc.  C.  E.,  in  Which  the  Discharge  of  a 
Canal  is  Measured  Simultaneously  by  a  Weir  and  Two  Current 
Meters,  the  Latter  Operated  in  the  Same  Discharge  Section. 

Compiled  from   Table   1,   Transactions,  Am.   Soc.   C.  E., 
Vol.  XLVII,  p.  373. 


Sums  of  the  Discharges  in  All  the  Experiments,  as  Shown 
BY  the  Various  Meters. 
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The  function  of  such  a  summary  of  aggregates  is  to  eliminate  in 
large  measure  the  unavoidable  accidental  errors  arising  during  the 
observations.  Thus  the  remaining  errors  are  each  composed  of  two 
parts,  namely,  a  large  part,  which  is  the  net  average  constant  error  of 
the  observations,  and  a  small  part,  which  is  the  net  residual  of  the 
unequated  accidental  errors.  Erom  the  approximate  uniformity  oi 
the  errors  of  the  table,  it  may  be  concluded  that  accidental  errors  have 
been  practically  eliminated,  and  the  computed  errors  for  the  sets 
of  observations  of  greatest  weight  (the  first  three  sets  in  the  table) 
are  the  constant  errors  due  to  the  meters,  or  due  to  deviations  from  theii 
still-water  ratings.  Thus  the  constant  error  of  the  Haskell  meter  is 
—  0.02%,  that   of  the  small  Price  No.   351   is   +   1.94%,      and  thai 
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)f  the  small  Price  No.  363  is  -f-  1.24  per  cent.  It  may  be  in-  Mr. 
'erred  from  the  plottings  by  Mr.  Murphy,  on  page  376  of  his 
)aper,  that  the  average  constant  error  of  No.  351  should  exceed  that 
)f  No.  363.  The  reason  for  this  is  that  the  discharge  by  either  of  the 
neters  shows  an  increasing  excess  over  the  discharge  by  the  weir  with 
lecreasing  velocities,  and  there  are  relatively  more  observations  of  low 
velocity  by  Meter  No.  351  than  by  No.  363.  Had  the  reverse  been 
;he  case,  it  might  have  been  expected  that  the  constant  error  of  No.  363 
vould  exceed  that  of  No.  351. 

It  will  be  seen  that  the  error  of  the  Haskell  meter  for  the  ten  com- 
)arisons  with  weir  and  small  Price  meter  No.  363,  is  +  0.18  per  cent. 
Chis  error,  though  insignificant,  would  have  been  negative  had  it  not 
)een  for  three  experiments,  Nos.  1-2,  3-4,  and  5-6,  in  which  this 
neter,  for  some  unaccountable  reason,  gave  discharges  4  or  5%  greater 
han  the  weir.  These  three  observations  are  plainly  discordant,  as 
nay  be  seen  by  referring  to  the  plottings  for  the  Haskell  meter  in 
^ig.  2  of  Mr.  Murphy's  paper.  Had  the  meter  run  in  these  three  ex- 
)eriments  according  to  the  same  law  as  in  all  the  other  experiments, 
he  errors  for  these  three  experiments  would  have  been  about  nil.  Thus 
he  excess  in  discharge  by  the  Haskell  meter  in  the  three  experiments 
n  question  is  about  25  cu.  ft.  per  sec,  as  may  be  seen  by  consulting 
Cable  No.  1  of  Mr.  Murphy's  paper.  The  aggregate  for  the  weir  from 
he  writer's  comparison.  Table  9,  is  3  474.78,  and  that  for  the  meter 
vould  become  3  473.99  —  25.0  =  3  448.99.  Thus  the  deficiency  in  the 
iggregate  for  the  Haskell  meter  would  be  3  474.78  —  3  448.99  =  25.79. 
'n  other  words,  it  is  more  than  probable  that  the  discharges  by  the 
ECaskell  meter  are  deficient  by  the  slight  percentage  of  25.8  -f-  3  475 
=  0.75.  However,  it  will  not  do  to  correct  or  reject  observations  simply 
)ecause  they  are  discordant. 

It  follows  from  the  results  shown  in  Table  9  that  the  cup  meters 
n  all  cases  gave  excessive  discharges  and  the  Haskell  meter  gave 
•elatively  much  smaller  errors,  the  discharges  being  slightly  deficient 
>n  the  average.  Therefore,  the  following  general  conclusions  may  be 
Irawn  from  the  results  contained  in  Mr.  Murphy's  valuable  paper: 

(a)  When  a  cup  meter  is  run  in  moderately  perturbed*  water, 
it  will  register  a  larger  number  of  revolutions  per  second  than 
a  perfect   still-water   rating  would   indicate. 

(h)  When  a  screw  meter  is  run  in  moderately  perturbed  water, 
it  will  register  a  smaller  number  of  revolutions  per  second 
than  a  perfect  still-water  rating  would  indicate. 

(c)  In  the  foregoing  sense,  a  cvip  meter  is  affected  relatively  to  a 
much  greater  extent  than  a  screw  meter. 

*  At  the  bottom  of  page  374  of  Mr.  Murphy's  paper  it  is  stated  that  there  was  a  shght 
igitation  of  the  water  during  the  experiments. 
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Mr.  (d)  Eitlior  type  (if  motor,  whoii  run  In  morloratoly  porturbe<l  wator, 

'^^  *  will  give  uniform  records  in  e(iual  times,  provided  these  times 

are  sufficiently  long,  the  flow  of  the  water  itself  being  sub- 
ject   to    an    established    regimen. 

(e)  Tf  both  types  of  meter  are  usrul  simultaneonsly  in  moderately 
])crturbed  water,  the  disparity  between  the  discrepant  velocities 
thus  determined  by  the  still-water  rating  may  be  taken  as  a 
basis  for  correcting  the  discrepant  velocities. 

(/)  If  the  discharge  by  the  weir  be  considered  correct,  the  average 
error  of  the  Haskell  meter  in  Mr.  Murphy's  experiments  was 
0.02%  on  the  side  of  deficiency,  with  a  probability  of  its  being 
slightly  larger,  and  the  average  error  of  the  cup  meters  was 
in  the  neighborhood  of  lh%  on  the  side  of  excessive  discharge. 

(g)  It  would  seem  to  follow  that  current-meter  observations  based 
on  still-water  ratings,  without  further  correction,  should  be 
made  with  great  caution.  On  the  other  hand,  it  seems 
certain  that  the  correction  for  a  cup  meter  when  run  at  a  good 
meter  station  on  an  open  river  is  not  large,  and  the  correspond- 
ing correction  for  a  screw  meter  may  be  negligible. 

6. — It  cannot  be  said  that  the  Pitot  tube  used  at  Massena  was 
an  unrated  instrument.  It  is  an  exact  copy  of  one  which  was  in- 
vestigated as  "Tube  N"  by  Mr.  White  in  the  paper  already  referred 
to.     It  has  a  coefficient  equal  to  unity. 

In  speaking  of  the  accuracy  of  Pitot  tubes,  two  distinct  reactions 
must  be  kept  in  mind.  One  is  the  impulse  of  the  moving  water  on 
the  dynamic  orifice,  the  other  is  the  reaction  of  the  static  pressure 
and  the  moving  water  on  the  static  orifice.  If  the  static  orifice  is 
properly  designed,  the  motion  of  the  water,  or  the  dynamic  reaction, 
will  have  no  effect  on  it ;  but  the  motion  of  the  water  will  exert  either 
suction  or  a  positive  pressure  on  an  improperly  designed  static  open- 
ing. It  is  this  latter  difficulty  which  has  caused  most  of  the  uncertainty 
as  to  Pitot  tubes. 

Mr.  White's  experiments  showed,  in  the  most  convincing  manner, 
that  the  coefficients  of  all  dynamic  orifices  of  circular  section,  be  they 
cylindrical,  diverging,  or  converging,  are  exactly  equal  to  unity.  This 
was  accomplished  by  towing  a  boat  through  the  water  with  a  number 
of  different  types  of  circular  dynamic  orifices  attached  somewhat  in 
advance  of  the  stem.  The  water  stood  at  exactly  the  same  level  in  all 
the  risers,  and  the  total  head  raised  was  equal  to  the  sum  of  the  velocity 
head  and  static  head  in  each  case. 

7. Although  the  paper  does  not  essay  to  offer  at  once  a  complete 

remedy  for  the  erratic  behavior  of  current  meters  in  perturbed  water, 
it  does  point  out  the  interesting  fact  that  a  close  estimate  of  the  true 
velocity  may  be  made  by  using  a  screw  meter  of  good  design.     If  still 
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greater  accuracy  is  desired,  both  cup  and  screw  meters  may  be  used,  M,r. 
the  records  being  corrected  by  the  observed  relative  deviations  produced 
in  some  such  manner  as  the  rocking  tests  described  briefly  in  the 
paper;  or,  even  better  still,  the  screw  meter  may  be  rated  by  a  prop- 
erly constructed  and  properly  manipulated  Pitot  tube,  under  the  exact 
conditions  and  at  the  exact  point,  or  points,  where  the  meter  is  to  be 
used. 

8. — The  writer  has  oscillated  a  number  of  meters  of  different  t3T)es, 
3oth  longitudinally  (up  and  down  stream)  and  transversely  (athwart 
stream  and  vertically).  In  all  cases  the  cups  were  affected  by  incre- 
ments several  times  as  large  as  the  decrements  of  the  screws.  This 
was  for  violent,  as  well  as  moderate,  vibrations.  It  is  true  that  the 
ratio  is  a  variable,  values  ranging  from  3  to  6  having  been  noted;  but, 
when  the  error  between  the  cup  and  screw  is  not  more  than  7%, 
the  application  of  the  extreme  ratios  leads  to  corrections  for  the  screw 
meter  of  only  If  and  1  per  cent.  Thus,  an  error  of  100%  in  the  true 
i^alue  of  the  ratio  makes  a  difference  in  the  final  discharge  of  only 
1%  for  the  case  cited. 

This  method,  of  course,  is  only  a  practical  way  of  getting  an 
approximate  result,  but  the  approximation  is  shown  to  be  close.        ;. 

9. — A  current  meter  which  cannot  be  rated  with  sufficient  accuracy 
from  a  boat  will  show  even  greater  discrepancies  when  run  at  the 
average  gauging  station.  The  United  States  Lake  Survey  has  done  a 
>reat  work  on  the  Niagara  and  St.  Lawrence  Eivers,  and  its  ratings 
tvere  frequently  made  from  a  boat.  The  writer  knows  that  screw 
meters  were  used  extensively  on  this  important  work,  but  does  not 
^now  whether  cup  meters  were  also  used.  If  the  boat  ratings  had 
3een  unsatisfactory,  it  is  certain  that  that  fact  would  have  led  to  a 
condemnation  of  such  ratings.  Possibly,  if  cup  meters  had  been  used, 
;he  boat  ratings  would  have  proven  unsatisfactory.  Of  course,  a  rating 
nade  under  laboratory  conditions  will  plot  almost  exactly  on  a  smooth 
3urve;  but  a  rating  of  a  screw  meter  of  good  design  will  be  nearly 
IS  good,  if  made  from  a  boat. 

It  is  presumed  by  the  writer  that  the  changes  in  the  method 
Df  rating  referred  to  by  Mr.  Hoyt  were  such  as  might  be  made  by 
placing  the  weight  too  close  to  the  wheel,  or  by  running  it  near  the 
ddes,  or  bottom,  of  the  tank.  These  are  abnormal  ratings,  of  a 
character  which  does  not  affect  the  question  at  hand. 

10. — It  has  already  been  explained  that  the  large  Price  meter 
;vas  selected  for  the  tests  at  Massena  for  the  sake  of  comparison  with 
:he  results  of  a  former  test  in  the  same  tail-races  with  a  meter  of 
;his  particular  type.  The  writer  is  of  the  opinion  that  the  results 
«rould  have  been  substantially  the  same,  even  if  the  small  Price  meter 
aad  been  substituted  for  the  larger  pattern.  It  must  be  emphasized 
:hat  the  conditions  of  discharge  for  much  the  greater  portion  of  the 
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Mr.  iiMiipinp:  soctioii  at  Mnssc^na  wcro  jus  pood  an  tlK)so  most  froquontly 
■  oiioounterod  at  a  Rood  pauprinp  station.  Tlie  reliability  of  tlir^so  tosts 
cannot  be  questioned  on  this  account. 

The  cup  meter  ran  witli  prreat  fidelity  at  any  Riven  point  in  tin* 
race.  Its  rating  there,  relatively  to  that  of  the  Haskell  meter  or  Pitot 
tube,  was  perfectly  definite,  a  fact  which  does  not  seem  to  have  been 
known  heretofore.  The  trouble  was  not  with  the  cup  meter,  but  with 
the  application  of  the  still-water  rating  to  the  case.  A  raceway  of 
uniform  section  can  certainly  be  gauged  within  1%  of  the  true  dis- 
charge. This  statement  is  made  because  any  given  condition  of  dis- 
charge can  be  exactly  reproduced  at  the  observer's  pleasure.  This  is 
one  of   the   facts   demonstrated   at   Massena. 

11. — The  distribution  factor  used  in  the  statistical  method  is  essen- 
tially a  form  factor.  Its  value  depends  on  the  shape  of  the  solid  con- 
structed out  of  the  components  of  velocity  which  are  normal  to  the 
cross-section  when  these  components  are  erected  at  their  points  of  ap- 
plication. To  every  shape  a  particular  value  of  the  distribution  factor 
attaches,  but  it  is  not  true,  conversely,  that  to  every  value  of  the  dis- 
tribution factor  a  particular  shape  must  attach.  It  is  only  necessary- 
that  shapes  be  equivalent  as  to  discharge  in  order  that  two  or  more 
shapes  may  have  the  same  value  for  their  distribution  factors.  Hence 
it  is  not  at  all  improbable  that  such  changes  of  distribution  actually 
take  place  at  gauging  sections  without  changing  the  discharge  curve 
or  rating  table. 

The  mean  velocity  in  the  cross-section  is  the  quotient  obtained 
by  dividing  the  total  discharge  by  the  area  of  the  cross-section.  The 
statistical  method  relies  on  this  definition.  In  the  turbine  tests  at 
Massena,  the  value  of  the  distribution  factor  was  ascertained  by  draw- 
ing the  familiar  contours  of  equal  velocity  over  the  cross-section  of 
the  race.  The  volume  under  these  contours  was  computed,  and,  when 
expressed  in  proper  units,  was  numerically  equal  to  the  discharge. 
This  discharge  was  then  divided  by  the  area  in  order  to  ascertain  the 
mean  velocity. 

By  definition,  the  distribution  factor  is  the  ratio  of  the  above  de- 
termined mean  velocity  to  the  sum  of  the  velocities  recorded  at  the 
42  meter  points  in  the  race.  By  actually  computing  this  ratio,  in 
the  foregoing  manner,  for  several  of  the  turbine  tests  where  the  condi- 
tions were  substantially  the  same,  it  was  found  that  the  value  of  the 
ratio — that  is,  of  the  distribution  factor — was  constant  for  given  con- 
ditions. Consequently,  it  follows  that  the  mean  velocity  in  the  tail- 
race  may  be  ascertained  simply  by  multiplying  the  sum  of  the  observed 
velocities  by  the  proper  value  of  the  distribution  factor. 

Though  a  somewhat  different  procedure  was  adopted  in  the  South- 
ern work,  it  was  clearly  proven  that  the  distribution  factor  is  a 
definite  function   of  the  gauge  height,   or  stage  of  the  river,  which. 
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wlieii  once  reduced  to  a  curve,  may  thereafter  be  used  as  the  quickest    Mr. 
possible  means  of  ascertaining  the  mean  velocity  in  the  gauging  sec-  ^'■*^^*- 
tion.      This   is   accomplished   simply   by   multiplying   the   sum   of   the 
velocities  at  a  given  set  of  meter  points  by  the  corresponding  value 
of  the  distribution  factor,  as  read  from  its  locus. 

In  short,  it  has  been  demonstrated  by  these  experiments  that,  in 
current-meter  v^ork,  and  discharge  gauging  in  general,  one  may  deal 
with  aggregates  of  velocity  area,  and  discharge,  instead  of  individual 
values,  with  a  gain  in  accuracy,  time,  labor,  and  satisfaction,  to  be 
realized  in  no  other  way. 

Take,  for  example,  the  case  of  an  observer  who  has  just  hurried  to 
a  gauging  station  to  measure  a  discharge  at  a  particular  stage  of  the 
stream.  He  drops  his  meter  at  two  or  three  dozen  permanently 
established  meter  points  (supposing  the  river  is,  say,  250  ft.  wide), 
adds  up  all  his  velocities,  compares  the  sum  with  his  statistical  velocity 
curve,  finds  the  sum  correct,  and  then  multiplies  it  by  a  factor  taken 
from  a  curve,  the  product  being  the  discharge.  The  whole  work  may 
be  done  within  an  hour  or  two.  Moreover,  the  observer  knows  his 
work  is  correct,  because  his  velocity  observations  are  checked. 

12. — It  is  very  certain  that  the  Geological  Survey  has  done  ex- 
cellent work  in  studying  velocity  curves  and  in  formulating  therefrom 
a  few  simple  laws  w^hich  govern  the  discharge  of  rivers.  Much  of  this 
work  is  due  to  Mr.  Hoyt  with  whose  name  is  linked  some  of  the  most 
valuable  hydraulic  investigations. 

For  the  most  part,  the  writer's  studies  have  been  connected  with 
shallow  turbulent  rivers,  as  he  is  frequently  compelled  to  examine 
streams  of  this  class  with  regard  to  the  character  of  their  flow.  It 
may  be  of  interest  to  know  that  he  has  arrived  at  two  conclusions 
(connected  therewith.     They  are: 

(a)  A  shallow  turbulent  stream  may  be  gauged  satisfactorily  with 
a  screw  meter,  or,  better  still,  with  a  cup  and  a  screw  meter 
simultaneously. 

(h)  The  proper  point  in  a  shallow  turbulent  section  at  which  to 
take  the  meter  readings  is  at  mid-depth,  otherwise  the  meter 
is  too  near  the  surface  or  too  near  the  bottom  to  admit  of 
accuracy. 

Like  Mr.  Hoyt,  the  writer  has  summed  up  the  measured  dis- 
charges of  two  or  more  tributaries  to  find  a  good  check  on  the  dis- 
charge of  the  main  stream.  This  does  not  prove,  however,  as  a 
necessary  conclusion,  that  the  work  at  any  of  the  stations  is  correct, 
3s  all  may  be,  and  sometimes  are,  affected  by  the  same  constant  error. 

In  reply  to  Mr.  Staniford:  The  writer  has  had  only  a  limited 
3xperience  with  the  current  meter  in  salt  water,  in  the  form  of  a  ship's 
log.      This   instrument  was  of  the   screw  type,  the  runner  being  very 
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Mr.    similar  to  lliat  ol   th(^  Jlaskell  inotcr.     Willi  (uiro,  su(;h  un  instruinont 
■  will  pive  distances,  and,  therefore,  velocities,  well  within  2%,  even  when 
the  sea  is  afj:itated,  jisauniinp,  of  course,  that  there  is  no  current  or 
surface  drift. 

The  Haskell  nu'tcr  was  designed  by  Dean  Ila.skell  when  he  was 
working  in  salt  water,  and  is  adapted  for  use  in  both  salt  and  fresh 
water.  These  meters  have  been  used  in  coast  harbors  by  officers  of  the 
U.  S.  Engineer  Oori)s,  and  the  Coast  and  Geodetic  Survey;  those 
officers  would  undoubtedly  be  able  to  state  how  fresh-  and  salt-water 
ratings  compare. 


t    T/off 
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A  most  critical  and  interesting  period  in  the  history  of  the  dis- 
harge  from  the  Chagres  River  Basin  has  just  been  completed,  and, 
n  account  of  the  vs^ide-spread  interest  in  the  Panama  Canal,  it  seems 
»ertinent  just  now  to  put  on  record  certain  data  bearing  on  the  hy- 
Irology  and  other  natural  phenomena  of  this  basin.  In  comparatively 
lose  sequence  have  followed  the  year  of  minimum  run-off,  the  year 
>i  least  dry-season  run-off,  and  the  year  of  maximum  discharge,  and 
hese  and  other  facts  relating  to  the  water  supply  of  the  lake  seem 
o  be  of  especial  interest  at  this  time.  In  a  way,  this  paper  may  be  con- 
idered  as  an  extension  of  the  records  set  forth  previously  by  A.  P. 
)avis,  M.  Am.  Soc.  C.  E.,:j:  in  his  reports,§  and  by  Gen.  H.  L.  Abbot, 
Engineer  Corps,  U.  S.  A.  (Retired),  in  his  several  monographs  on 
his  subject.  Especial  attention  is  directed  to  "Problems  of  the  Panama 
3anal,"  by  the  latter  author,  in  which  may  be  found  valuable  compila- 
ions  of  former  records,  some  of  which  are  not  available  elsewhere. 
Chese  and  the  deductions  therefrom  are  the  careful  work  of  a  trained 
lydraulician,   and   represent   painstaking   investigation. 

*  Presented  at  the  meeting  of  March  5th,  1913. 

t  Formerly  Assistant  Engineer  in  Charge  of  Third  Division,  Office  of  Chief  Engineer, 
sthmian  Canal  Commission.  '    jO   ss 

t  Chief  Engineer,  U.  S,  Reclamation  Service. 

§  "  Hydrology  of  the  American  Isthmus,"  and  "  Hydrology  of  Nicaragua."  (U.  S.  Pub. 
)oc.)       '  ,     ,  .. 
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The  (lata  and  records  used  in  the  preparation  of  this  pajxir  were 
taken  from  the  liydroj^raphic  and  meteorological  files  of  the  Isthmian 
Canal  Commission  by  the  kind  permission  of  Col.  George  W»  Goethals, 
Corps  of  Engineers,  U.  S.  A.,  M.  Am.  Soc.  C.  E.,  Chairman  and  Chief 
Engineer  of  the  Isthmian  Canal  Commission. 

Introduction. 

As  is  generally  known,  the  Isthmian  Canal  is  being  constructed 
across  the  Isthmus  of  Panama  from  the  Caribbean  Sea  to  the  Gulf 
of  Panama,  and  its  location  is  approximately  in  the  center  of  a  strip 
of  land,  10  miles  wide,  the  use  and  control  of  which  was  granted  in 
perpetuity  to  the  United  States  by  the  Republic  of  Panama.  This 
strip  of  land,  called  the  "Canal  Zone,"  stretches  in  a  generally  north- 
west and  southeast  direction,  and  is  approximately  contained  between 
Longitude  79°  30'  and  80°  00'  west  and  Latitude  8°  55'  and  9°  25'  north. 

Topography. 

Most  of  that  portion  of  the  Isthmus  of  Panama  which  lies  in  the 
immediate  vicinity  of  the  Canal  Zone  is  of  little  elevation  above 
sea  level,  and  the  higher  portions  are  either  a  series  of  more  or  less 
parallel  ridges  of  nearly  uniform  height,  or  isolated  dome-shaped  hills, 
seemingly  dropped  haphazard.  Along  the  Caribbean  Coast  there  are 
many  stretches  of  fresh  swamp  land,  such  as  the  Mindi  Marshes  south- 
west of  Colon  and  reaching  inland  6  or  7  miles.  On  both  sides  of  the 
Isthmus  there  are  also  extensive  salt-water  shallows,  mostly  covered 
with  low-growing  mangroves.  On  the  other  hand,  there  are  many  bold 
bluffs  of  hard  trap  rock  which  rise  abruptly  from  the  sea,  and  ridges  of 
these  run  back  into  the  higher  hills  inland.  The  harbor  of  Porto 
Bello  is  nearly  surrounded  by  such  a  barrier,  and  at  Limon  Bay, 
the  harbor  of  Colon,  the  opposite  condition  appears. 

On  the  Pacific  side  similar  shore  conditions  are  to  be  found,  except 
that,  for  miles  along  the  coast  in  each  direction,  there  are  no  harbors 
which  can  compare  with  those  on  the  Atlantic  side.  The  main  drain- 
age of  the  Isthmus,  of  course,  is  dependent  on  the  cordillera,  or  conti- 
nental divide.  About  4  miles  southeast  of  Panama  City  the  divide 
approaches  within  7  miles  of  the  Pacific  shore,  and  for  the  entire  dis- 
tance along  the  southerly  boundary  of  the  Chagres  Basin  it  is  no- 
where much  more  than  11  miles  from  this  ocean.  | 
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The  Chagres  River  is  the  largest  in  the  Republic  of  Panama  on 
;he  Atlantic  side  of  the  Isthmus.  It  has  a  drainage  area  above  Gatun 
)f  1 320  sq.  miles,  and  between  this  station  and  the  mouth  of  the 
•iver  there  are  probably  about  25  sq.  miles  of  additional  drainage.  The 
Uhagres  discharges  into  the  Caribbean  Sea  about  5  miles  southwest 
)f  Toro  Point,  which  is  the  northernmost  limit  of  Canal  Zone  land 
m  the  westerly  side  of  Limon  Bay.  Going  up  stream  from  its  mouth, 
;he  course  of  the  river  is  generally  southeastward  to  Gamboa,  which 
s  about  half  way  across  the  Isthmus  and  35  miles  from  the  mouth 
>f  the  river.  Up  to  this  point,  the  rise  has  been  very  slight,  the  eleva- 
;ion  of  the  river  bed  at  Gamboa  being  only  42  ft.  above  sea  level.  The 
course  has  thus  far  meandered  through  comparatively  level  and  often- 
;imes  swampy  bottom  lands,  which  vary  in  width,  to  the  low  hills  on 
;ach  side.  The  widest  stretch  of  this  country  is  found  in  the  Gatun 
md  Trinidad  marshes,  lying  between  Gatun  and  Ahorca  Lagarto,  a 
swampy  area  about  7  miles  long  and  from  2  to  4  miles  wide,  with 
nany  low,  isolated  hillocks  scattered  here  and  there,  rising  slightly 
ibove  swamp  level.  Near  Gamboa  the  river  makes  an  abrupt  turn 
ilmost  at  right  angles,  and  the  course  is  now  generally  northeastward. 
[ts  character  also  changes  at  this  point,  and  instead  of  the  sluggish 
•iver  running  through  a  comparatively  level  flood  plain,  with  a  slope 
)f  about  11  ft.  per  mile,  there  is  now  a  stream,  for  the  most  part 
iwiftly  running,  between  banks  which  are  the  slopes  of  the  higher 
lills.  The  Zone  line  is  passed  40  miles  above  the  mouth  and  about 
)  miles  above  Gamboa,  and  the  remainder  of  the  course  is  in  the 
Elepublic  of  Panama.  At  Alhajuela,  11  miles  above  Gamboa,  38^  miles 
ibove  Gatun,  and  46  miles  above  the  river  mouth,  the  bed  of  the 
;tream  is  about  92  ft.  above  sea  level.  Twenty-four  distinct  rapids 
lave  been  passed,  and  the  rise  has  been  about  50  ft.  since  leaving 
jamboa,  the  average  slope  being  about  4.6  ft.  per  mile  between  these 
stations.  This  point  is  approximately  at  proposed  high-water  level  in 
jratun  Lake  at  its  final  elevation. 

The  climate  of  the  Canal  Zone,  in  a  general  way,  has  the  character- 
sties  stated  by  Dr.  W.  F.  R.  Phillips  as  belonging  to  the  tropics : 

''"•  "Unusually  mild,  equable,  moist,  warm;  average  temperature,  80° 
F. ;  rainfall  frequent  and  heavy  over  water  and  over  windward  land 
exposure ;  nights  unusually  clear ;  afternoons  cloudy ;  no  general  storms ; 
jeasons,  rainy  and  dry,  but  this  division  only  a  relative  one." 
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Fii  r('^^•lr(l  to  climatic  changes  and  the  length  of  time  necessary  for 
a  complete  cycle  of  fluctuation  and  evidence  of  periodicity,  Willis  J. 
Moore,*  quoting  Briickncr,  states  that  such  a  period  is  completed  in 
an  average  of  35  years,  with  possible  extremes  of  ir>  years  in  indi- 
vidual cycles.  Dr.  W.  J.  S.  Lockyer  came  to  the  same  conclusion,  using 
different  premises  from  Bruckner.  The  late  George  W.  Rafter,  M.  Am. 
Soc.  C.  E.,t  quoting  Mr.  A.  R.  Binnie,  states  that  "dependence  can 
be  placed  on  any  good  record  of  thirty-five  years'  duration  to  give  a 
mean  rainfall  correct  within  2  per  cent,  of  the  truth."  Mr,  Rafter 
further  states  that: 

"for  records  from  twenty  years  to  thirty-five  years  in  length,  the  error 
may  be  expected  to  vary  from  3.25  per  cent,  down  to  2  per  cent.,  and 
that  for  the  shorter  periods,  of  five,  ten,  and  fifteen  years,  the  probable 
extreme  deviation  from  the  mean  would  be  15  per  cent.,  8.25  per  cent., 
and  4.75  per  cent.,  respectively." 

Station  Instrumental  Equipment. 

Three  first-class  meteorological  stations  are  in  operation  in  the 
Canal  Zone:  Ancon,  on  the  Pacific  Coast;  Culebra,  in  the  interior  on 
the  continental  divide;  and  Cristobal,  on  the  Atlantic  Coast.  Each 
of  these  stations  is  equipped  with  the  following  instruments: 

Standard. — Mercurial  barometer,  hygrometer,  anemoscope,  ane- 
mometer, sunshine  recorder,  automatic  rain  gauge,  maximum, 
minimum,   and  standard  thermometers. 

Self-recording.  —  Thermograph,  hygrograph,  barograph,  and 
meteorograph,  the  latter  recording  sunshine,  rainfall,  and 
direction  and  velocity  of  the  wind. 

The  meteorological  instruments  are  all  of  standard  types,  similar 
to  those  in  use  by  the  United  States  Weather  Bureau.  The  Culebra 
station  is  also  equipped  with  a  maximum  solar  thermometer  for 
recording  the  direct  sun  temperature,  and  the  two  coast  stations  have 
water  thermographs  for  recording  automatically  the  temperature  of 
the  sea  water.  Besides  the  regular  meteorological  stations,  three  wind- 
movement  stations  are  maintained,  at  Pedro  Miguel,  Gamboa,  and 
Gatun.  These  stations  are  equipped  with  anemometer,  anemoscope, 
and  meteorograph  for  recording  the  direction  and  velocity  of  the  wind. 

*  "Descriptive  Meteorology."' 

t  "Water  Supply  and  Irrigation  Paper  No.  80/' 
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Twenty-five  rainfall  stations  are  maintained  in  the  Canal  Zone, 
rid  rainfall  records  are  also  received  from  Chepo,  Chorrera,  and 
ocas  del  Toro,  R.  P.,  and  from  three  other  stations  outside  the  Zone 
id  at  the  head-waters  of  representative  streams. 

Evaporation  stations  are  maintained  at  Ancon,  Rio  Grande,  and 
^razors  Brook  Reservoirs,  and  at  three  selected  locations  on  Gatun 
ake,  and  seismological  stations  at  Ancon  and  Gatun.  Continuous 
dal  records  are  kept  at  Balboa  and  Cristobal. 

MEAN  BI-HOURLY    ATMOSPHERIC  PRESSURE 

REDUCED  TO  SEA  LEVEL    BASE  NUMBER  29  INCHES 


P.M. 


10  12 

P.M.  M'cln?t 


Fig.   1. 


Eor  purposes  of  comparison,  Table  1  shows  meteorological  data  from 
le  tliree  first-class  stations  in  the  Canal  Zone  and  from  Government 
eather  reports  of  stations  in  the  United  States  and  the  Philippine 
;lands. 

EVAPORATIO]^. 

Evaporation  is  the  name  of  the  process  by  which  aqueous  vapor  is 
ken  up  from  a  water  surface  and  returned  to  the  atmosphere.  By 
)ndensation  this  vapor  is  changed  back  into  water,  and  by  precipita- 
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MEAN  BI-HOURLY  TEMPERATURE-RAINY  SEASON 

FOR  YEARS  OF  RECORD 
(PERIOD  OF  MINIMUM  DAILY  RANGE) 


2  4  0  8  10  12  2  4 

A.M.      A.M.      A.M.      A.M.      A.M.     Noon      P.M.     P.M. 
*Gulebra  means  iaclude  two  years'  record  at  Baa  Obis|)o. 

Fig.  2. 


10  12 

P.M.  M'dn't 


MEAN  BI-HOURLY  TEMPERATURE-DRY  SEASON 

FOR  YEARS  OF  RECORD 
(PERIOD  OF  MAXIMUM  DAILY  RANGE) 


'2  4  6  8  10  12  2  4 

A.M.     A.M.      A.M.      A.M.     A.M.     Noon       P.M.      P.M. 
*Culebra  means  include  two  yeax*8'  r.ecord-at.Bas  Obispo. 

Fig.  3. 
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HYDROLOGY  OF  THE  PANAMA  QANAL  87,9 

tion  the  water  is  again  returned  to  the  earth,  completing  the  so-called 
"meteorological  cycle."  The  prevailing  winds,  constantly  blowing 
over  large  bodies  of  water,  keep  the  saturated  vapor  always  moving 
on,  and  dry  air  behind  it  flows  in,  taking  up  in  turn  its  load  of  moist- 
ure which  it  carries  to  land.  When  the  elevation  of  the  land  is  only 
a  little  above  water  level,  there  is  formed  a  vast  blanket  of  air  thor- 
oughly saturated  and  ready  for  any  disturbance  to  cause  it  to  drop 
its  burden  in  the  form  of  rain.  As  the  air  moves  away  from  the 
water  surface,  it  meets  with  more  and  more  obstructions,  in  the  form 
of  hills  and  ridges,  and  by  them  is  deflected  upward  into  the  colder 
areas.  There,  becoming  condensed,  the  vapor  falls  to  earth  in  the 
form  of  rain.  In  the  regions  of  steadily  prevailing  winds  like  the 
trades,  the  windward  slope  of  the  mountain  ranges  is  the  one  of  more 
copious  rainfall. 

The  laws  of  evaporation  are  probably  very  complex,  and  although 
much  study  and  investigation  have  been  given  to  the  phenomena,  no  sat- 
isfactory conclusions  have  been  reached  as  yet  which  are  applicable  to 
all  conditions.  The  principal  factors  influencing  evaporation  are 
wind,  temperature,  and  vapor  pressure.  In  a  region  like  the  Canal 
Zone,  where  atmospheric  temperature  and  pressure  are  exceedingly 
uniform,  the  effect  of  the  wind  is  of  paramount  importance  in  causing 
variation  in  the  rate  of  evaporation.  The  diagram,  Fig.  5,  shows  the 
relation  between  these  factors  for  the  years  of  record  at  the  Brazos 
Brook  station.  The  parallelism  of  the  evaporation  and  wind  velocity 
curves  is  especially  noticeable,  as  is  also  the  inverse  relationship  of 
these  curves  and  the  lines  of  monthly  rainfall.  The  air  temperature 
curve,  which  is  that  of  the  monthly  mean,  although  very  uniform, 
still  indicates  a  certain  parallelism  with  the  evaporation  curve,  while 
the  opposite  is  shown  in  the  curve  of  vapor  pressure.  The  diagram. 
Fig.  8,  shows  graphically  the  number  of  days  on  which  the  evaporation 
at  Rio  Grande  Reservoir  and  at  Brazos  Brook  Reservoir  have  exceeded 
a  stated  quantity.  From  these  curves  it  appears  that  the  mean  daily 
evaporation  for  dry-season  conditions  is  about  ^  in.  per  day,  and  that 
this  rate  is  only  exceeded  for  about  80  days.  This  rate  means  a  lower- 
ing of  the  lake  by  about  1.7  ft.  during  the  entire  dry  season,  with  no 
allowance  for  increase  by  rainfall  on  the  surface.  The  high  rates  are 
recorded  for  short  periods — I  in.  and  more  for  40  days,  and  i  in.  per 
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AVERAGE  CLOUDINESS,  FOR 
YEARS  OF  RECORD 


Jan.    Feb.      Mar.     Apr.     May     June     July      Aug.    Sept.     Oct.      Nov.    Dec. 

Fig.  6. 


EVAPORATION   and  ALLIED  PHENOMENA-BY  MONTHS. 
BRAZOS  BROOK  STATION-CANAL  ZONE. 

AVERAGE-  TWO  YEARS'  RECORD. 


O    Q 
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^^^  --^£^l.PreJsure__  ^ 


Note-  Evaporation  readings  from  pan,  ift,  in 
diameter,  floating  in  reservoir. 
Evaporation  and  rainfall  scales,  in  inches 
Wind  velocity,  in  miles  per  hour. 
ifj^  iTemperature,  in  degrees  Fahrenheit 

■*    P/'/»<L.iVaDor  Dressure.  in  hundred's  of  an  inch 
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day  for  about  10  days.  The  average  evaporation  for  the  8  rainy  montiis 
is  about  0.11  in.  per  day,  and  during  this  period  the  rate  ia  exceeded 
on  only  about    120  days. 

Regarding  the  loss  of  water  from  the  lake  by  trees  growing  in  the 
shallow  portions,  it  has  been  found  by  experience  that  all  standing 
timber  now  growing  on  lands  which  are  to  be  submerged  will  be  killed 
by  the  water  after  2  or  3  years,  and  a  large  area,  approximately  that 


0.280 
0.200^ 


^'^'       ;       DIAGRAM   SHOWING   DURATION   OF   EVAPORATION 

0.:3004  AND  RELATION  TO  RUN-OFF  IN  GATUN  LAKE  AT  ELEVATION  -85 (abv.  m. 

OBSERVATION  PAN,   4  FEET  IN  DIAMETER,  FLOATING  IN   BRAZOS  BROOK  AND 
RIO  GRANDE  RESERVOIRS. 

YEAR  1910. 
Curved  lines  show  number  of  days  that  evaporation  has  exceeded  a  ^iven 
(luantity.  Full  line  represents  values  for  Kio  Grande.  Dotted  line  repi  esents 
values  for  Brazos  Brook.  Horizontal  lines  represent  mean  daily  evaporation 
o  =  Brazos  Brook  Observations 
X=  Rio  Grande  " 

Area  Gatun  Lake  (Elev  .+85),  163.46  Sq.  Miles 
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d  100 


of  the  lake  itself,  will  then  be  relieved  of  what  must  be  a  very  large 
draft  necessary  for  the  support  of  this  vegetation.  Attention  was  first 
called  to  this  gain  to  Gatun  Lake  by  Lieut.-Col.  H.  F.  Hodges, 
M.  Am.  Soc.  C.  E.,  Assistant  Chief  Engineer,  Isthmian  Canal  Com- 
mission.* 

The  diagram,  Eig.  9,  shows  the  monthly  evaporation  values  for 
Brazos  Brook  and  Rio  Grande  Reservoirs,  and  in  Table  3  may  be 
found  the  monthly  values  for  all  stations.  Evaporation  measurements 
were  begun  on  the  Isthmus  in  1907,  and  have  been  continued  since. 


*  In  his  discussion  of  the  paper  entitled  "  Water  Supply  for  the  Lock  Canal  at  Panama." 
by  Julio  F.  Sorzano,  M.  Am.  Soc.  C.  E..  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXVII,  p.  97. 
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MONTHLY  EVAPORATION,! 
N_I.NjC.H.E.S. 


Jan.      Feb.     Mar.      Apr.      May     June     July    Aug.     Sept.     Oct.      Nov.    Dec. 


Fig.  9. 


MONTHLY  EVAPORATION. CANAL  ZONE 

AVERAGE  FOR  YEARS  OF  RECORD 

Elevation  of  evaporation  stations; 
(Above  sea  level) 

100  feet 
238    '' 
175    ^^ 

48     '^ 
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Fig.  10. 
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TAliLE    .*>.  —  EVATOUATION     IN 


January 

February . . 

March 

April 

May 

June 

July 

August 

September . 
October.  .. 
November.. 
December. . 


Annual 52.602 

Sums,  Apr.  to  Dec.  85.817 


1907. 


JBah  Ohihpo. 


■si 


IWJH. 


tANCON. 


OS  <v 


5.175 

0.167 

3.848 

5.072 

0.181 

6.. 5.57 

6.538 

0.211 

6.997 

6.486 

0.216 

5.921 

4.681 

0.151 

3.219 

3.125 

0.104 

3.046 

3.152 

0.102 

3.017 

3.582 

0.116 

3.203 

8.358 

0.112 

3.049 

2.938 

0.095 

3.256 

3.599 

0.120 

2.414 

4.896 

0.158 

2.942 

0.108 
0.226 
0.226 
0.197 
0.104 
0.101 
0.097 
0.108 
0.102 
0.105 
0.080 
0.095 


Mean,  12  months. 
Mean,   9  months. 


4.384 
3.980 


0.144 
0.130 


46.996 

30.067 

3.914 

3.341 


0.129 
0.109 


t  Bam  Obispo. 


+CRI8TOBAL. 


tANCON. 


IS 


5.617 

0.181 

4.868 

5.729 

0.198 

7.958 

6.290 

0.203 

7.557 

5.475 

0.182 

6.930 

3.175 

0.102 

2.570 

8.415 

0.114 

3.1R4 

3.250 

0.105 

2.822 

3.425 

0.110 

8.192 

3.635 

0.121 

3.327 

3.875 

0.125 

3.324 

2.730 

0.091 

2.700 

3.445 

0.111 

4.056 

0.157 

0.2741 

0.2441 

0.231 

0.083 

0.106 

0.09ll 

0.103 

0.111 

0.107 

0.090 

0.131 


50.061 

52.488 

32.425 

32.105 

4.172 

0.137 

4.874 

3.603 

0.118 

3.567 

0.144 
0.117 


3.848 

3.728 
4.931 
3.888 
2.451 
1.916 
2.080 
2.271 
2.484 
2.826 
2.382 
3.020 


a5.270 

28.268 

2.939 

2.585 


0.10« 
0.138 
0.1. 'i9 
0.129 

o.frn) 

0.064 
0.067 
0.073 
0.083 
0.091 
0.078 
0.097 


0.097 
0.065 


*  Tank  floating  in  lake;  4  ft.  diameter,    t  Insulated  tank,  protected  from  direct  rays  of 

The  best  values  are  being  obtained  from  copper  pans,  4  ft.  in  diameter, 
floating  in  Rio  Grande  and  Brazos  Brook  Reservoirs  and  in  Gatun 
Lake.  At  these  stations  the  evidence  is  being  made  to  approximate 
as  nearly  as  possible  the  conditions  of  an  extensive  water  surface 
fairly  exposed  to  all  atmospheric  conditions.  Fig.  11  (from  Annual 
Report,  I.  C.  C,  1910-11)  shows  the  evaporation  apparatus  at  Rio 
Grande  Reservoir,  which  is  similar  to  those  in  use  at  Brazos  Brook  and 
Gatun. 

r  In  order  to  obtain  some  data  regarding  the  relative  quantities 
evaporated  by  day  and  by  night,  series  of  readings  were  taken  at 
different  stations,  and  the  results  appear  in  Table  5.  It  has  seemed 
desirable  to  obtain  some  information  as  to  the  relative  evaporation  that 
will  take  place  in  various  parts  of  the  lake  due  to  the  differing  con- 
ditions which  will  exist  along  the  shore.  In  order  to  investigate  this 
matter,  three  4-ft.  floating  pans  were  placed  in  Gatun  Lake  in  such 
locations  as  seemed  to  cover  the  various  conditions  to  be  anticipated. 
Pan  No.  1  was  placed  in  an  exposed  location  about  1  000  ft.  south  of 
the  dam  and  an  equal  distance  from  each  shore  or  other  obstruction. 
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rHE  Canal  Zone,  in  Inches. 


1909. 

1910. 

*Rio 
Grande. 

*Brazos 
Brook. 

+CRISTOBAL. 

tANCON. 

*Rio 
Grande. 

*Brazos 
Bkook. 

♦Cristobal. 

1 
o 

o 

"3 

O 

3 

o 
H 

:n  OS 

oa 

-t-< 

■  o  . 
H 

1 
o. 

oa 

o 

7S  CO 

QE 

4.868 
5.353 
6.445 
6.468 
3.868 
2.498 
2.445 
2.636 
2.727 
3.027 
1.850 
2.746 

0.157 
0.191 
0.208 
0.216 
0.125 
0.0S3 
0.079 

o,oa5 

0.091 
0.098 
0.065 
0.089 

4.354 
5.350 
6.190 
4.379 

3.378 
2.666 
2.740 
2.866 

3.or8 

3.436 
3.132 
3.528 

0.140 
0.191 
0.200 
0.116 
0.109 
0.089 
0.088 
0.092 
0.103 
0.111 
0.104 
0.114 

4.612 
5.529 
6.003 
3.986 
3.916 
2.654 
2.846 
3.096 
3.677 
3.577 
2.999 
3.442 

0.149 
0.197 
0.194 
0.133 
0.126 
0.088 
0.092 
0.100 
0.123 
0.115 
0.100 
0.111 

4.622 
4.668 
6.151 
5.025 
4.304 
3.516 
3.014 
3.189 
3.804 
4.177 
2.718 
2.746 

0.149 
0.167 
0.198 
0.168 
0.139 
0.117 
0.097 
0.103 
0.127 
0.135 
0.091 
0.089 

5.257 
4.574 
6.500 
5.209 
3.493 
2.703 
2.359 
2.852 
2.791 
3.343 
2.817 
3.732 

0.170 

0.168 

0.210 

5.960 
4.205 
3.417 
3.117 
3.353 
3.768 
3.094 
2.713 
2.993 

0.199 
0.186 
0.114 
0.101 
0.108 
0.126 
0.100 
0.090 
0.096 

5.366 
4.597 
3.806 
3.042 
3.760 
4.169 
4.168 
2.152 
2.379 

0.179 
0.148 
0.127 
0.098 
0.121 
0.139 
0.134 
0.072 
0.077 

0.174 
0.113 
0.090 
0.076 
0.092 
0.093 
0.108 
0.094 
Q.120 

45.031 

28.365 

3.753 

3.152 

'6;i24 

0.103 

45.097 

29.203 

3.758 

3.245 

"6! 124 
0.106 

46.337 

30.193 

3.861 

3.355 

*6!i27 
0.110 

47.934 

32.493 

3.994 

3.610 

'b'.m 

0.118 

45.630 

29.299 

3.802 

8.255 

2.620 

33.439 

*6!i25 

3.624 

0.119 

3.715 

0.122 

0.107 

!un;  10  in.  diameter,    t  Concrete  tank,  121^  ft.  diameter,  5  ft.  deep. 

rhis  exposure  was  intended  to  represent  ordinary  conditions  on  the 
Dpen  lake.  Pan  No.  2  was  placed  among  the  trees  of  what  had  been 
I  considerable  forest,  but  which  was  now  partly  submerged  by  the 
rising  waters  of  the  lake.  It  is  located  about  500  ft.  in  from  the  edge 
Df  the  forest,  several  trees  being  felled  in  order  that  the  records  might 
aot  be  affected  by  rain  dropping  from  the  leaves.  Pan  No.  3  was  placed 
in  the  center  of  an  area  of  tall  water  grass,  about  i  acre  in  extent. 
Such  a  growth  as  this  will  be  very  frequent  along  the  shallow  portions 
3f  the  shore.  In  the  last  two  exposures  it  appears  that  the  action  of 
;he  wind  is  a  very  great  factor  in  determining  the  quantity  of  evapora- 
;ion.  It  also  demonstrates  that  the  action  of  the  shore  growth  will  be 
;hat  of  a  wind-break,  and  that  the  evaporation  figures  based  on  data 
3ollected  from  exposed  locations  are  on  the  safe  side,  that  is,  probably 
jhey  will  give  too  great  an  evaporation.  Table  4  shows  the  results 
obtained  since  the  installation  of  the  pans. 

The  equipments  at  Eio  Grande,  Brazos  Brook,  and  Gatun  consist 
Df  the  following  measuring  instruments : 

A  copper  pan,  4  ft.   in  diameter  and  10  in.  deep,  floating  in  the 
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water,  ior  cvai)orati()ii ;  an  aneiiKHnctcr,  for  wind  niovemoiit  directly 
over  the  evaporation  pan;  a  rain  gauge,  for  rainfall;  a  thermometer, 
ior  water  temperatures,  and  maximum  and  minimum  thermometers, 
exposed  in  an  instrument  shelter  of  the  regular  type  located  on  the 
shore  close  by,  for  recording  the  air  temperatures. 

The  evaporation  pan  is  set  in  a  light  wooden  frame,  properly 
buoyed,  which  serves  to  keep  the  top  of  the  pan  above  the  surface 
of  the  water  in  the  lake,  as  well  as  to  prevent  occasional  waves  from 
splashing  over  into  the  pan.  The  pan  rests  with  its  bottom  and  sides 
submerged  in  the  water,  thus  insuring  that  the  temperature  of  the 
water  within  the  pan  at  all  times  will  be  very  close  to  that  of  the 
water  at  the  surface.  The  float  is  located  at  a  considerable  distance 
from  shore,  for  the  purpose  of  getting  an  exposure  which  represents 
actual  average  conditions. 

A  sharp-pointed,  copper-wire  index  is  set  in  the  center  of  the  pan  and 
inside  a  perforated  copper  cylinder  still-box  which  serves  to  reduce 
the  wave  motion  of  the  surrounding  water,  and  thus  permits  more 
accurate  readings  of  the  daily  evaporation.  The  index  point  is  4  in. 
below  the  top  of  the  pan,  and  it  follows  that  the  usual  height  of  the 
water  in  the  pan  is  also  approximately  4  in.  below  the  top.  This 
arrangement  is  necessary  to  prevent  the  overflow  of  the  pan  during 
heavy  rains. 

TABLE  4. — EvAPOEATiON  Eecords  for  Pans  Floating 
IN  Gatun  Lake. 

Monthly  Values. 


'in  n- 


Month. 


1911. 

May* 

June 

July 

August 

September 
October  . . . 


Pax  No.  1. 


.S  a 


15.33 

16.48 

7.20 

8.19 

4.83 

16.  &5 


»  4) 
>  P. 
cS 


3.93 
3.86 
.5.90 
4.74 
5.02 
4.11 


Q 

-  y 
> 


2.12 

2.80 
4.56 
4.41 
4.58 
3.53 


Pax  No.  2. 


14.21 

17.65 

7.31 

6.77 

7.10 

16.62 


1.47 
0.97 
1.47 
0.86 
1.04 
0.68 


o  a 

ee 

> 

&3 


1.75 
2.41 
3.28 
3.07 
2.63 
2.77 


Pan  No.  3. 


zs  ^ 


14.41 

17.89 

7.33 

7.35 

6.96 

15.21 


a   . 
—  u 


s 

•-  o 
> 


1.83 
2.48 
2.78 
8.37 
3.13 
8.00 


*  No  record  for  the  first  10  days  of  May. 


Fig.  11. — Evaporation  Gauge  in  Lake. 


Fig.  12. — Cable  Anchorage  and  Gauging  Car,  Alhajuela. 


Fig.  13. — Fluviograph,  Alhajuela  Station. 
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rABLE  5. — ^EvAP^ORATioN  IN  Canal  Zonk.     Comparative  Values 

FOR  Day  and  Night. 


1908.* 

1909. 

1911.*    . 

Month. 

Ancon . 

Bas  Obispo. 

Cristobal. 

Ancon. 

Cristobal. 

Cristobal. 

Q 

1 

Ml 

■a 

2 

5 

60 

03 

Q 

.a 
2 

Q 

x; 

Fanuarv 

1.755 
2.134 
2.693 
2.108 
1.317 
0.941 
1.078 
1.241 
1.425 
1.862 
1.395 
1.775 

1.593 
1.594 
2.238 
1.775 
1.184 
0.975 
1.002 
1.030 
1.059 
0.964 
0.937 
1.245 

2.754 
2.916 
3.660 
8.594 
2.268 
1.332 
1.252 
1.467 
1.706 
1.784 
1.129 
1.484 

2.114 
2.437 
2.785 
2.873 
1.600 
1.166 
1.193 
1.169 
1.021 
1.243 
0.821 
1.262 

4.600 
8.763 
4.810 
3.152 
1.9r3 
1.674 

3.565 

i'ebruary 

March 

5.062 
5.566 
4.404 
2.001 
2.034 
1.900 
2.175 
1.924 
2.051 
1.862 
1.337 

1.495 
1.431 
1.517 
1.218 
1.012 
1.117 
1.028 
1.125 
1.205 
1.052 
1.605 

3.605 
3.919 
3.630 
1.715 
1.955 
1.670 
1.702 
2.178 
2.467 
1.555 
2.040 

2.124 
2.371 
1.845 
1.460 
1.460 
1.580 
1.7^3 
1.457 
1.408 
1.175 
1.405 

4.200 
4.402 
3.999 
1.706 
1.878 
1.584 
L985 
2.096 
2.016 
1.572 
2.252 

3.758 
8.155 
2.931 
0.864 
1.306 
1.2:$8 
1.207 
1.231 
1,308 
1.128 
1.804 

8.341 
4.275 

\.pril 

2.247 

tfay 

1.323 

lune 

1  276 

rulv 

August 

Jeptember 

October 

'November 

)ecember 

rotal 

29.816 
68 

13.805 
82 

26.436 
60 

18.008 

40 

27.690 

58 

19.930 
42 

19.724 
56 

15.546 
44 

25.346 
56 

19.684 
44 

19  972 

16  027 

Percentage 

55 

45 

*  11  months,  1908  ;  Cristobal,  6  months,  1911. 
Readings  taken  at  8.tX)  a.  m.  and  8.00  p.  m.  daily. 
Mean  of  all  observations,  59%  day  and  41%  night. 

The  pan  is  set  by  bringing  the  surface  of  the  water  exactly  to  the 
evel  of  the  point  of  the  copper  index.  When  the  evaporation  measure- 
iieiits  are  made,  24  hours  later,  if  there  has  been  no  rainfall,  the 
surface  of  the  water  in  the  pan  will  be  found  below  the  index  point, 
rhe  quantity  of  water  necessary  to  raise  the  water  surface  to  the 
evel  of  the  index  point  is  carefully  measured  and  poured  into  the  pan. 
rhis  quantity  of  water,  expressed  in  thousandths  of  an  inch  over  the 
iurface  of  the  evaporation  pan,  equals  the  evaporation  for  the  previous 
i4  hours.  When  the  rainfall  during  the  day  has  exceeded  the  evapora- 
;ion,  the  surface  of  the  water  in  the  pan  will  be  found  above  the  point 
)f  the  copper  index.  The  excess  water  must  be  removed  from  the  pan 
md  measured.  In  this  case  the  difference  between  the  rainfall  and 
ihe  quantity  of  water  removed  from  the  pan,  expressed  in  thousandths 
)f  an  inch,  equals  the  evaporation  for  the  previous  24  hours.  When 
'ain  occurs  during  the  day,  but  is  less  than  the  evaporation,  the 
sum  of  the  rainfall  and  the  quantity  of  water  poured  into  the  pan, 
expressed  in  thousandths  of  an  inch,  equals  the  evaporation.  The 
vater  poured  into  or  removed  from  the  evaporation  pan  is  measured 
n   a  copper  measuring  tube  having  exactly  ^h-u   of  the  cross-section 
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area  of  the  evaporation  pjiii.  J)ci)tlis  are  measured  with  the  regular 
rainfall  measuring  stick,  graduated  to  inches  and  tenths;  ^V  '"•  i'l  the 
measuring  tube  represents  to*o(j  in.  over  the  surface  of  the  evapora- 
tion pan. 

Table  5  shows  the  quantities  of  evaporation,  by  day  and  by  night, 
that  have  been  recorded  at  the  several  stations  on  the  Canal  Zone, 
together  with  the  relative  percentages.  The  mean  of  the  entire  series 
is  59%  by  day  and  41%   by  night. 

Besides  the  direct  loss  due  to  the  run-off  by  evaporation  from  water 
surfaces,  a  large  percentage  of  the  rainfall  is  still  unaccounted  for, 
which  is  aptly  called  "retention"  by  Professor  D.  W.  Mead,*  M.  Am. 
Soc.  C.  E, ;  part  of  this  is  used  by  vegetation  and  transpired  by  the 
leaves,  part  is  retained  in  the  ground  arid  returned  to  the  stream  at 
periods  of  low  rainfall,  and  a  portion  is  permanently  lost  to  the  water- 
shed either  by  deep  percolation  or,  as  is  sometimes  the  case,  by  meet- 
ing a  permeable  stratum  which  conducts  it  to  another  basin.  This 
latter  cause,  however,  is  usually  relatively  unimportant,  but  should  not 
be  overlooked  in  the  examination  of  a  water  supply.  In  the  Gatun 
Lake  Basin,  due  to  the  practically  impervious  argillaceous  sandstone 
and  other  rocks  of  similar  character  which  appear  to  underlie  the 
entire  lake  area,  permanent  loss  of  water  to  the  basin  is  probably 
too  small  for  any  consideration,  and  is  neglected  hereafter  in  this 
paper.  The  following  shows  the  portion  of  the  rainfall  unaccounted 
for  in  certain  northern  streams: 

Portion  of  rainfall 
Rivers.  unaccounted  for. 

Hudson,    N.   Y 52  per  cent. 

Sudbury,    Mass 49     "        " 

Croton,   N.   Y 46     "        " 

Wisconsin,    Wis 65     "        " 

Chippewa,        "   50     " 

Kock,  ^^;............'. .  21     "       " 

■    •  ■■■•       •    •     TOltii-fO'  • 

•  r  '       ■  •■  . 

In  his  treatise  on  water  supply  engineering,  the  late  J.  T.  Fanning, 
M.  Am.  Soc.  C.  E.,  has  given  values  from  investigations  at  Emdrup, 
Denmark,  from  which  the  following  is  deduced: 

*  "  Flow  of  streams  and  the  Factors  that  Modify  It,"  Bulletin  No.  k2'>,  Univ.  of  Wisconsin. 
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Mean  Ratio  to  water 

evaporation,     evaporation. 

Water     surfaces,     mean     evaporation 

(annual)    27.9  in.  1.00 

Short  grass 30.1  "  1.08 

Long  grass 44.0  "  1.58 

From  Bradmore's  "Hydrology." 

Lancashire,  England,  Lat.  53°  30'  N., 

from  earth    .-.-.-.-.. 25.7  "  .  . . ; 

Cumberland,  England,  Lat.  54°   34' 

K,   from  earth. .  ,. 29.2  " 

Investigations  by  Risler  concerning  the  quantity  of  water  required 
or  different  crops*  are  tabulated  below,  and  give  the  daily  consump- 
ion  of  water  for  various  crops: 

Lucerne   grass .from  0.134  to  0.267  in. 


Meadow       " 

a 

0.122  " 
0.140  " 
0.110  " 
0.140  " 

0.287    " 

Oats  ...:...:. 

,'u^    ^i.i.ilj;.:    .ii*^^;>_ 

0.193    " 

Indian    corn 

« 

1.570   " 

Clover    

it 

(( 

Vineyard 

u 

0.035  " 

0.031    " 

Wheat    

a 

0.106  " 

0.110    " 

Eye 

a 

0.091  " 

u 

Potatoes    

(I 

0.038  " 

0.055    " 

Oak  trees    

a 

0.038  " 

0.030    " 

Fir  trees   

a 

0.020  " 

0.043    " 

Ir.   Tweeddale   states   as  his   opinion  that  cereals   and  grasses,   from 
eed  time  to  harvest,  will  take  up,  respectively,  from  15  to  37  in. 

In  his  report  on  water  supply,  Mr.  C.  C.  Vermeule  has  used  the 
ollowing  factors  for  the  water  required  by  various  crops  in  one  grow- 

Qg  month: 

Crop.  Inches. 

Forest  (oak  and  chestnut) , .     1.2 

Wheat,  rye,  oats,  etc 3.5 

Indian  corn  ....<...,... 4.5 

Potatoes,  etc. t'.*f?>M.>^  ♦  >  *r>  •  •  •  •  1-2 

Long  grass !  .?.V.^"f.'V  .....  6.0 


*  Quoted  by  W.  Tweeddale,  Kansas  State  Board  of  Agriculture/December  31st,  1889. 
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(.'rop.  Im-hnH. 

Short  grass 5.0 

Orchards     3.0 

Fallow  lands,  etc 4.0 

In  investigation  work  at  Pomona,  Cal.,*  the  following  duty  has 
been  required  of  tlie  water  used  on  various  crops  for  the  average  year 
(1906-09) : 

Citrus  fruits  (oranges  and  lemons) 2.94  ft. 

Deciduous  fruits  and  miscellaneous  crops 2.58  '' 

Alfalfa    4.6     " 

Although  these  figures  do  not  show  the  quantity  of  water  that  similar 
crops  would  use  were  they  entirely  dependent  on  natural  supply,  they 
do  indicate  the  relative  quantities  that  such  crops  demand  for  the 
best  conditions,  and  the  quantity  they  might  use  if  it  were  available. 
The  depth  of  water  used  on  a  21i-acre  apple  orchard  in  Wenatchee, 
Wash.,t  was  found  to  be  23  in.  during  the  year,  the  trees  being  7  years 
old  and  producing  heavily.  Mr.  Samuel  Fortier:}:  states  that  the  results 
of  experiments  have  shown  that,  where  water  is  applied  to  the  surface 
of  orchard  soils,  the  evaporation  is  very  great  as  long  as  the  top  layer 
remains  moist.  Even  in  light  irrigation,  the  loss  in  48  hours  after  the 
water  is  put  on  may  amount  to  from  10  to  20%  of  the  volume  applied. 
Mr.  W.  W.  McLaughlin, §  in  discussing  the  irrigation  of  grain,  states 
that  it  is  always  safe  to  assume  that  the  ranker  the  growth  of  straw 
the  greater  will  be  the  quantity  of  water  required.  He  also  says  that 
the  total  depth  of  water  applied  to  grain  crops  on  the  older  lands  will 
vary  from  1  to  8  ft.,  depending  on  the  porosity  of  the  soil  and  the 
climate  of  the  place,  average  depths  of  2  and  3  ft.  representing  the 
quantities  required,  respectively,  in  cool  and  warm  climates.  Field 
peas||  in  an  average  irrigation  season  of  42  days  are  shown  to  have 
required  about  4.7  in.,  or  about  0.112  in.  per  day. 

The  foregoing  figures,  though  not  exact,  and  applying  to  crops  and 
conditions  elsewhere  and  under  different  climatic  conditions,  are  never- 
theless instructive  in  obtaining  some  idea  of  the  quantity  of  water 
which    must   be    required   by    the    rank    and   lush    vegetation   of   this 


♦  Bulletin  236,  Office  of  Exper.  Station.  U.  S.  Dept.  of  Agriculture,  p.  87. 
t  Farmers'  Bulletin  UOU,  U.  S.  Dept.  of  Agriculture,  p.  26. 
X  Farmers'  Bulletin  kOU,  U.  S.  Dept.  of  Agriculture,  p.  28. 
§  Farmers'  Bulletin  399^  U.  S.  Dept.  of  Agriculture,  p.  18. 
]  Bulletin  72,  "Wyoming  Experiment  Station,  p.  7. 
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ropical  country.  With  all  its  heavy  precipitation,  were  it  not  for  the 
iteep  hillsides,  and  consequent  quick  discharge  of  the  waters,  it  is  doubt- 
ul  if  the  ratio  of  run-off  to  rainfall  might  not  even  be  less  here  than 
n  countries  where  the  rainfall  is  smaller  but  the  vegetation  less 
uxuriant. 

E.  Oppokov*  states  that  marshes  are  a  detriment  to  the  drainage 
irea  of  a  water  supply  system.  It  is  ordinarily  thought  that  such  areas 
ire  valuable  for  the  storage  of  water  in  the  rainy  season,  and  that 
luring  the  dry  period  they  allow  of  a  gradual  discharge,  which  increases 
he  stream  flow.  Having  studied  the  features  of  the  Dnieper  and 
idjoining  rivers,  Mr.  Oppokov  believes  that  his  investigations  prove 
here  is  intensified  evaporation  from  marsh  areas  in  periods  of  drought, 
vhich  not  infrequently  results  in  the  total  drying  out  of  the  marsh, 
rhese  areas  then  act  as  a  great  sponge  for  the  absorption  of  subse- 
luent  precipitation  and  seepage  waters  from  the  uplands,  and  cause 
lecreased  returns  of  the  waters  to  the  rivers,  the  run-off  being  actually 
essened  thereby. 

In  the  case  of  the  Gatun  Lake  water-shed,  there  will  probably  be 
m  increase  in  run-off  when  the  swamp  areas  are  eliminated  by  sub- 
nergence.  Under  present  conditions,  these  areas  annually  absorb 
arge  quantities  of  the. rainfall  to  make  up  for  the  depletion  caused 
)y  evaporation  and  plant  necessity.  After  submergence,  the  trees 
md  other  vegetation  will  die  off,  and  the  ground  will  become  saturated 
)nce  for  all.  Subsequent  rainfall  will  then  be  available  for  lake  pur- 
)oses.  Such  conditions  will  be  especially  appreciated  during  periods 
)f  light  rainfall,  when  the  demands  of  vegetation  are  greatest.  .,{t 

The  fact  that  a  considerable  rainfall  may  occur  with  little  run-off 
Tom  a  basin  overgrown  with  vegetation,  and  that  the  daily  evaporation 
"rom  a  water  surface  is  relatively  small  in  comparison  with  the  pre- 
cipitation, is  an  indication  that  the  available  run-off  will  be  increased. 
For  river  regulation  and  the  prevention  of  floods,  this  condition  might 
)resent  an  aspect  entirely  different  from  what  it  has  when  applied  to  the 
;onservation  of  the  water.  The  well-sustained  run-off  from  the  area 
ibove  Alhajuela  is  due,  not  only  to  its  large  rainfall,  but  probably  also 
;o  the  absence  of  swamps  with  their  shallow  storage,  and  the  presence 
)f  an  extensive  limestone  formation.  This  latter  undoubtedly  allows 
;he  deep  storage  of  large  quantities  of  water  during  the  rainy  season. 

*  Russ.  Jour.  Expr.,  Landau,  1910,  pp.  369-372. 
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wliich,  as  tlio  dry  season  proceeds,  is  given  oflF  for  tlie  benefit  of  river 
discharge.  The  swamp  and  the  limestone  storage,  although  both 
classed  as  underground,  to  distinguish  them  from  surface  water,  are 
nevertheless  entirely  distinct  in  their  tendencies.  Tlie  former  is 
shallow  and  readily  affected  by  the  agencies  producing  evaporation, 
including  plant  demands;  the  latter,  deep  and  far  removed  from  the 
surface  losses,  is  all  available  for  stream  flow,  if  it  can  but  find  an 
outlet. 

An  excellent  example  of  this  latter  condition  is  found  in  a  lime- 
stone cliff  overhanging  the  Chagres  River  above  Alhajuela.  Here  is 
a  nearly  perpendicular  wall,  more  than  100  ft.  above  the  river  surface, 
and  having  a  length  of  more  than  500  ft.  This  whole  surface,  more 
or  less  covered  with  moss  and  clinging  vegetation,  is  constantly  and 
copiously  dripping  with  water  during  the  entire  year.  The  contour 
surveys  and  explorations  have  shown  that  there  are  no  extensive  swamp 
areas  in  the  Chagres  River  Basin  above  Elevation  +  60,  and  it  seems 
fair  to  presume  that,  when  the  lake  has  reached  its  final  elevation, 
hydrographic  conditions  similar  to  those  now  observed  for  the  area 
above  Alhajuela  will  obtain  elsewhere,  modified  by  local  conditions  of 
rainfall. 

The  geological  and  topographical  investigations  which  have  been 
made  in  the  lake  area  and  its  drainage  basin  seem  to  give  assurance 
of  exceedingly  favorable  conditions  for  the  collection  of  the  water 
supply  and  its  conservation.  The  lower  part  of  the  Chagres  Basin, 
as  has  been  stated,  is  underlaid  by  argillaceous  sandstone,  and  this  is 
the  principal  constituent  in  the  ridges  bordering  the  lake.  Nearly 
the  entire  bottom  of  the  lake,  up  to  about  Elevation  +  30,  is  covered 
with  a  deposit  of  alluvium,  which  is  also  practically  impervious.  This 
cover,  about  51  miles  in  extent,  and  of  varying  thicknesses  up  to  several 
hundred  feet,  presents  an  additional  safeguard  against  bottom  seepage, 
and  at  the  place  where,  if  needed  at  all,  it  will  be  of  most  service, 
namely,  in  the  deepest  parts  of  the  lake.  Above  this  impervious  cover- 
ing is  found  the  residual  deposit  overlying  the  impervious  argillaceous 
sandstone  from  which  it  was  derived.  The  characteristics  of  this 
surface  layer  are  its  more  or  less  claylike  nature  at  the  extreme  surface, 
and  its  sandy  and  less  cohesive  structure  as  it  approaches  the  solid 
rock.  The  nature  of  this  argillaceous  sandstone  is  to  crumble  and 
break  down  to  a  fine  clay  where  mostly  exposed  to  the  weather,  the 
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)articles  becoming  larger  and  more  firm  with  distance  from  the  surface, 
rhe  result  of  this  quality  is  that  there  is  an  extensive  layer  of  more 
»r  less  open  structure  overlying  the  impervious  rock,  capable  of 
toring  large  quantities  of  water,  and  well  protected  from  surface 
svaporation.  From  this  layer  comes  the  well-sustained  flow  that 
ippears  in  many  streams  during  periods  when  there  is  little  or  no 
ain.  This  formation  also  gives  additional  storage  capacity  to  the 
ake,  so  that  demands  on  it  will  be  honored  in  excess  of  visible  storage. 
)uch  condition  has  been  found  in  the  case  of  the  Rio  Grande  Reser- 
oir,  and  will  be  commented  on  later.  What  this  storage  may  be  is 
Lnknown  at  present,  and  can  only  be  determined  after  the  lake  is  filled. 
?his  quantity  should  not  be  considered  in  calculations  affecting  the 
rater  supply,  but  should  be  left  as  an  asset  to  be  applied  to  any  losses 
/hich  may  have  been  overlooked  or  under-estimated. 

Rainfall. 

The  cause  of  rainfall  is  to  be  found  in  the  operation  of  certain 
eneral  principles  of  physics,  but  is  influenced  more  or  less  by  local 
onditions.  Rainfall  is  due  to  the  precipitation  of  the  water  vapor  in 
he  atmosphere  which  has  been  derived  primarily  from  the  ocean  by 
he  process  of  evaporation.  No  matter  how  far  this  vapor  may  be 
riven  by  the  winds,  in  the  course  of  time  the  water  returns  again  to 
he  ocean.  Evaporation  takes  place  from  the  surface  of  every  body 
f  water,  from  the  ground,  and  from  vegetation.  Whenever  for  any 
ause  the  moisture-laden  air  is  cooled,  condensation  and  consequent 
recipitafion  take  place. 

According  to  Curtis,  three  different  processes  are  primarily  con- 
erned  in  the  production  of  rain,  acting  either  singly  or  in  combina- 
Lon.     These  factors  are: 

1. — Convective  currents; 

2. — Hills    and  mountains   which   cause   deflection   of   atmospheric 

currents;  and 
3. — Cyclonic  circulation. 

The  Isthmus  of  Panama  is  in  that  portion  of  the  globe  where  the 
afluence  of  convection  is  very  great,  but  where  cyclonic  disturbances 
re  almost  absent.  Currents  due  to  convection  of  heat  are  nearly 
ertical,   and  moisture  evaporated  in   a   region   exposed  to  these  con- 
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ditiona  will  lars'ciy  be  i)recipitutc(l  before  being  earried  far  away. 
Increased  evaporation,  therefore,  will  be  followed  by  increased  rainfall,  \ 
and  any  chnn^e  that  increases  or  decreases  the  former  will  be  followed 
by  a  corresponding  change  in  the  precipitation.  Wherever  there  are 
mountain  ridges  the  slopes  of  which  obstruct  and  deflect  upward  tho 
prevailing  winds,  there  also  will  be  found  a  well-watered  country  and 
perennial  streams.  So  effective  is  this  cause  in  producing  rainfall 
that  it  is  of  frecpient  occurrence  to  find  luxuriant  vegetation  on  the 
windward  side  of  a  mountain  range  while  the  leeward  side  is  dry  and 
parched,  and  with  meager  growth.  Although  not  to  extremes,  such 
conditions  as  these  are  found   in  the  Canal  Zone,  with  its  72  in.  of 
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precipitation  on  the  Pacific  Coast  and  its  130  in.  on  the  Atlantic, 
which  are  averages  of  long-period  records. 

The  conditions  of  rainfall  following  excessive  evaporation  in  this 
region  are  best  shown  in  the  basin  above  Alhajuela.  There,  on  the 
high  mountains,  the  moisture-laden  winds  from  the  north  and  west 
are  forced  to  drop  their  loads.  Along  the  Canal  Zone  and  to  the  south- 
west, the  ridges  are  of  much  less  elevation,  and  therefore  do  not  so  much 
disturb  the  direction  of  the  wind.  The  results  of  these  conditions  are 
found  in  the  run-off  at  Alhajuela,  with  its  well-sustained  flow,  and  at 
Trinidad  and  Cano,  with  the  opposite  conditions. 

The  distribution  of  rainfall  across  the  Isthmus  is  shown  by  Fig.  14. 
Culebra,  with  its  annual  average  of  91  in.,  is  at  the  limit  of  the  wind- 
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rd  slope,  and  its  rainfall,  averaged  with  that  of  Cristobal  and  Gatun, 
"^es  a  rough  approximation  of  the  rainfall  conditions  north  of  the 
dde  and  over  the  area  in  which  will  lie  Gatun  Lake  and  its  drainage 
ia.  On  the  southerly  or  leeward  side  of  the  ridge  the  rainfall  aver- 
ts about  80  in.  annually,  or  less  than  three-fourths  of  that  on  the 
tidward  side.  Due  to  other  local  conditions,  however,  the  actual 
nfall  on  the  Gatun  Basin  is  larger  than  these  mean  values  and 
re  nearly  approaches  a  ratio  of  3  to  2. 

Records  of  rainfall  have  been  kept  on  the  Isthmus  of  Panama  in  the 
iinity  of  the  Canal  Zone  for  long  periods  at  several  of  the  stations, 
ble  6  gives  the  stations  which  have  been,  in  operation  for  6  years 
more,  the  length  of  record,  and  the  probable  accuracy  of  the  record 
a  basis  for  prediction  of  the  average  conditions  which  may  be 
3ected  in  the  future. 

TABLE  6. — Rainfall  Stations  in  Canal  Zone. 


station. 

Length  of 

record,  in 

years. 

Probable 

error. 

Percentage. 

Station. 

Length  of 

record,  in 

years. 

Probable 

error. 

Percentage 

stobal 

40 
28 
20 
16 
13 

1.75 
2.25 
3.25 
4.50 
7.00 

Panama  (Ancon). 
Empire 

13 

7.00 

nboa 

6 
6 
6 
6 

14  00 

ebra 

Gatun 

Gorgona 

14  00 

lio 

14  00 

ajuela 

Rio  Grande 

14.00 

The  figures  in  Table  6  for  probable  deviation  from  the  actual 
3rage  agree  substantially  with  those  given  by  Mr.  A.  R.  Binnie,  and 
Dted  by  Mr.  Rafter.* 

In  his  report  on  the  "Influence  of  Forests  on  Stream  Flow,"  Lieut.- 
1.  Edward  Burr,  M.  Am.  Soc.  C.  E,,  Corps  of  Engineers,  U.  S.  A., 
tes  as  his  deduction  that  60  years  or  more  of  climatic  records  are 
3essary  from  which  to  draw  satisfactory  conclusions,  and  that  those 
iwn  from  records  of  40  years  or  less  will  probably  be  misleading  or 
jorrect.  Col.  Burr's  conclusions  regarding  length  of  records  neces- 
y  for  basing  estimates  are  therefore  substantially  in  accord  with 
)  similar  deductions  of  Messrs.  Binnie  and  Henry,  mentioned  pre- 
usly.  From  an  examination  of  the  curve.  Fig.  15,  it  appears,  how- 
jr,  that  the  probable  variation  from  normal,  in  records  of  from  35 
40  years,  is  of  such  small  amount  that  errors  due  to  observation  and 

*  Water  Supply  and  Irrigation  Paper  No.  85,  p.  18. 
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Station, 


Station 
Average. 


^Vncon , 

Balboa 

Mirallores 

Pedro  Mipxiel 

Kio  (Jraude 

Ciilebra 

Camacho 

Empire 

Ganiboa 

Alhajuela 

El  Vip^ia 

Gorjrona 

San  Pablo 

Tabernilla 

Bohio 

Trinidad 

Monte  Lirio 

Gatun 

Brazos  Brook. .-, 

Cristobal 

PorfeoBello 

Nombre  de  Dios 


O  OJ 


18 

12 
2 
8 
6 

20 
4 
6 

28 

11 
2 
6 
3 
3 

16 
8 
3 
6 
4 

40 
8 
2 


TAP.  LK  7.    -  lr\I\F  AI.I.  ON  THK 

Average  QiiaiititicH  for* 


January.   I  Febbdary. 


«-  a 


1.12 

1.28 
3.8K 
1.64 
1.79 
1.92 
1.77 
1.02 
1.98 
1.44 
2.3U 
2.37 
2.37 
2.59 
6.88 
4.86 
5.01 
4.75 
4.87 
4. IS 
12.57 


II 


3     . 

11 

O  cS 

< 


1.12 
1.28 
3.«8 
1.64 
1.7^> 
1.92 
1.77 
1.02 
1.98 
1.44 
2.30 
2.3? 
2.37 
2.59 
6.38 
4.86 
5.01 
4.75 
4,87 
4.13 
12.57 


0.76 
0.86 
1.92 
1.25 
0.69 
0.56 
0.89 
0.59 
0.85 
0.69 
3.64 
0.76 
1..57 
1.80 
2.13 
3.70 

5.  as 

2.44 
2.38 
1.46 
4.74 


1.88 
1.64 
5.80 
2.89 
2.48 
2.48 
2.66 
1.61 

2.8;^ 

2.18 
5.94 
3.18 
3.94 
4.39 
8.51 
8.56 

10.34 
7.19 
7.25 
5.58 

17.31 


March. 


lh  a 

5a 


0.89 
0.99 
1.80 
0.72 
0.42 
0.75 
0.82 
0.57 
0.88 
0.78 
1.64 
1.30 
1.81 
2.39 
2.08 
4.41 
5.71 
3.49 
4.40 
1.7U 
3.60 


il 

< 


2.T7 

2.63 

7.60 

3.61 

2.90 

3.23 

3.48 

2.18 

3.71 

2.91 

7.58 

4.43 

5.75 

6.78 

10.59 

12.97 

16.05 

10.68 

11.65 

7.28 

20.91 


Aimit.. ' 


=  ^ 

8/*- 

P 


2.47 
3.92 
3.72 
2.88 
3.05 
8.78 
2.92 
3.65 
3.62 
3.34 
2.32 
3.18 
5.14 
4.99 


8.56 


3    . 
II 

< 


5.24 
6.55 
11.32 
6.49 
5.9.'-) 
7.01 
6.40 

5.m 

7.33 

6.25 

9. '.Ml 

7.61 

10.89 

11.77 

16.43 

19.52 

21.99 

14.32 

15.21 

11.47 

29.47 


Mat. 


as: 
t  c 
=  1 


8.66 
6.94 
9.57 
12.16 
10. M 
11.11 
11. (JO 
9.52 
10.89 
12.85 
13.00 
12.20 
10.09 
11.34 
18.98 
13.47 
14.56 
15.39 
11.92 
12.81 
13.34 


3     . 

EV. 


13.90 
13.49 
20. h9 
18.65 
16.49 
18.12 
17.40 
15.35 
18.22 
18.60 
22.  W* 
19.81 
20.98 
23.11 
.30.36 
32.^)9 
36.55 
29.71 
27.13 
23.78 
42.81 


the  $!ppiication  of  the  data  from  a  few  stations  to  a  large  area  maj 
somewhat  offset  the  accuracy  presumed  for  longer  records. 

Fig.  16  shows  graphically  the  annual  rainfall  for  five  stations 
having  the  longest  records,  and  Fig.  19  shows  the  comparative  monthly 
distribution  for  several  stations,  including  those  recorded  on  Fig.  16. 
Table  7  gives  the  mean  monthly  and  accumulated  quantities  for  each 
station. 

Of  the  31  rainfall  stations  now  operated,  17  are  supplied  with  rain' 
gauges  of  the  U.  S.  Weather  Bureau  standard  pattern,  11  have  auto- 
matic gauges  of  the  tipping-bucket  type,  and  3  have  14-day  automatic 
gauges  of  Dutch  make.  The  latter  are  located  in  isolated  positions, 
where  daily  attendance  is  impracticable. 

The  Weather  Bureau  standard  rain  gauge  consists  of  a  hollow  metal 
cylinder,  8  in.  in  diameter  and  20  in.  high,  made  in  two  sections,  a 
receiver  for  catching  the  rainfall  and  an  8-in.  overflow  tank  for  storing 
any  water  that  may  accumulate  in  excess  of  the  quantity  required  to 
fill  the  measuring  tube.  The  receiver  leads  by  a  funnel  to  the  copper 
measuring  tube,   approximately  2^   in.  in   diameter,,  placed  inside  tbf 
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STHMUS  OF  Panama,  in  Inches. 
lie  Years  of  Kecord. 


t.:->vi 


June. 


u  a 
b  o 


8.69 
8.36 
[6.05 
12.11 
10.68 
9.17 
[2.07 
8.57 
9.72 
13.13 
[4.48 
9.02 
0.69 
■0.57 
12.46 
;1.61 
14.38 
13.38 
[5.03 
13.23 
[6.65 


§i2 


22.59 
21.85 
36.94 
30.76 
27.17 
27.29 
29.47 
23.92 
27.94 
31.73 
37.38 
28.83 
31.67 
33.68 
42.82 
44.60 
50.93 
43.09 
42.16 
37.01 
59.46 


July. 


5s 


8.18 
10.11 
10.79 

9.22 
12.03 

9.68 
11.93 
10.24 
10.42 
13.85 
14.63 
11.99 
12.21 
10.43 
13.37 
10.72 
16.16 
13.68 
17.45 
16.50 
39.70 
17.02 


J3S 


30.77 
31.96 
47.73 
39.98 
39.20 
36.97 
41.40 
34.16 
38.36 
45.58 
52.01 
40.82 
43.86 
44.11 
56.19 
55.32 
67.09 
56.77 
59.61 
53.51 
79.16 


August. 


§5 
5s 


7.64 
7.54 
9.22 
9.82 
10.22 
10.57 
10.25 
10.14 
12.20 
13.29 
13.12 
12.37 
10.94 
10.80 
15.34 
13.51 
12.65 
16.10 
15.24 
15.22 
17.17 
10.89 


2  1^ 


38.41 
39.50 
56.95 
49.80 
49.42 
47.54 
51.65 
44.30 
50.56 
58.87 
65.13 
53.19 
54.80 
54.91 
71.53 
68.83 
79.74 
72.87 
74.85 
68.73 
96.33 


September. 


111  +3 


7.49 

6.36 
10.70 

8.49 
11.29 
11.35 
11.33 

7.93 
10.61 
12.00 
15.39 
13.17 
12.72 
14.41 
14.02 
14.21 
13.32 
10.91 
12.31 
12.56 
11,91 

7.31 


45.90 
45.86 
67.55 
58.29 
60.71 
58.89 
62.98 
52.23 
61.17 
78.87 
80.52 
66.36 
67.62 
69.32 
85.55 
83.04 
93.06 
83.78 
87.16 
81.29 
108.24 


October. 


10.43 
9.12 
13.26 
13.10 
13.11 
11.35 
13.71 
14.16 
12.77 
13.53 
17.21 
13.10 
16.14 
18.19 
16.80 
14.49 
14.46 
16.91 
14.76 
14.15 
8.51 
11.89 


g-o 


56.33 

54.98 

80.91 

71.39 

73.82 

70.24 

76.69 

66.39 

73.94 

84.40 

97.73 

79.46 

83.66 

87.51 

102.35 

97.53 

107.52 

100.69 

101.92 

95.44 

116.75 


November. 


1=1  .a 


10.94 
9.63 
13.34 
13.02 
11.39 
12.52 
14.70 
11.49 
12.54 
14.70 
20.64 
14.37 
15.14 
16.38 
19.39 
23.47 
28.63 
24,03 
26.43 
22.01 
31.85 
20.30 


o 


<D 


67.27 

64.61 

94.25 

84.41 

85.21 

82.76 

91.39 

77.88 

86.48 

99.10 

118.37 

93.83 

98.80 

103.89 

121.74 

121.00 

136.15 

124.72 

128.35 

117.45 

148.60 


December,,,.^! 


OJ2 


o 


4.40 

6.45 

10.88 

10.39 

7.02 

8.19 

8.34 

6.61 

7.31 

8.04 

10.20 

8.41 

9.88 

9.85 

11.25 

15.79 

14.74 

15.83 

17.56 

12.58 

30.07 

22.43 


gTJ 


71.67 

71.06 

105.13 

94.80 

92.23 

90.95 

99.73 

84.49 

93.79 

107.14 

128.57 

102.24 

108.68 

113.74 

132.99 

136.79 

150.89 

140.55 

145.91 

130.03 

178.67 


i-in.  cylinder.  When  the  measuring  tube  has  become  filled,  the  water 
s  allowed  to  overflow  into  the  larger  cylinder,  whence  it  is  drawn  off 
ater  and  measured.  The  two  cylinders  are  proportioned  so  that  the 
aeasuring  tube  has  exactly  one-tenth  of  the  cross-section  area  of  the 
eceiving  cylinder,  therefore  xV  iii-  in  depth  in  the  measuring  tube 
epresents  0.01  in.  of  rainfall.  The  quantity  of  rainfall  is  obtained 
•y  measuring  the  depth  in  the  smaller  cylinder  with  a  graduated  stick, 
urning  back  into  the  smaller  cylinder  any  rain  which  may  have 
fverflowed  into  the  larger  one. 

The  tipping-bucket  gauge  is  of  more  complicated  design.  It  is 
omposed  of  a  metal  cylinder,  12  in.  in  diameter,  open  at  the  top,  and 
ibout  30  in.  high  over  all.  Inside  the  cylinder,  a  brass  bucket  is 
>alanced,  having  two  compartments  of  the  same  size  and  shape.  The 
mcket  is  adjusted  to  tip  when  a  quantity  of  water  equal  to  y^^  in- 
>ver  the  area  of  the  receiving  cylinder  has  accumulated,  and  spill  the 
;ontents  into  the  cylinder,  where  it  can  be  measured  with  a  stick 
IS  a  check.  The  bucket  is  connected  electrically  with  a  register  on  a 
'evolving  drum  on  which,  is  wrapped  a  sheet  of  paper  graduated  in 


1)00 


HVnuOLUUV  OF  THE  J'ANAMA  CANAL 


hour-  -AUi]  fivo-miiuite  periods.  Every  tip  of  the  hucket  is  registered 
on  the  i)ai)('r  by  a  jx'ii  or  pencil,  and  an  <'a(h  mark  rei)reHenU  yj^^  in. 
of  rainfall,  an  automatic  record  is  obtained  of  the  time  the  storm 
In^ffins  and  ends,  and  tlio  number  of  marks  ^rjvos  the  total  quantity 
and  the  rate  of  downpour  in   a  given   time. 

The  Dutch  gauges  are  of  somewhat  similar  construction,  except 
that  there  is  no  electrical  connection,  the  entire  gauge  and  recording 
devices  being  contained  in  the  same  case.  On  account  of  direct 
measurements,  the  standard  8-in.  rain  gauge  is  considered  the  most 
reliable  indicator  of  the  quantity  of  precipitation.     In  order  to  obtain 

35 
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CURVE    SHOWING  RELATIVE  ACCURACY 

OF 
RAINFALL  RECORDS  AND  PROBABLE  VARIATION 
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Based  on  data  from  papor  by  A.ltBinnie,  Minutes  of  Proceediu 
Inst.  C.  B.,  Vol.  CIX  C1892),  and  quoted  by  G.  "VV.  Ratter, 
M.  Am.  Soc.  C.  E. ,  Water  Supply  and  Irrigation  Paper  No.  80 . 
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Fig.   15. 

some  idea  of  the  reliability  of  the  automatic  gauge,  a  standard  gauge 
(8-in.  diameter)  and  an  automatic  gauge  (12-in.  diameter),  were 
located  side  by  side  and  daily  readings  were  taken  during  August  and 
September,  1910.  During  August,  95%  of  the  measurements  in  the 
two  gauges  agreed  exactly,  and  the  remaining  5%  were  only  slightly 
at  variance  with  each  other.  The  total  monthly  rainfall  by  stick 
measurement  was  the  same  in  both  gauges.  During  September,  93% 
of  the  measurements  agreed  exactly,  while  the  total  monthly  rainfall 
bv  the  standard  gauge  equalled  101%  of  the  total  by  the  tipping-bucket 
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Annual  Rainfall,  in  Inches. 


1863 
1863 
1864 
1865 
1866 
1867 
1868 
1869 
1870 
1871 
1873 
1873 
1874 
1875 
1876 
1877 
1878 
1879 
1880 
1881 
1882 
1883 
1884 
1885 
1886 
1887 
1888 
1889 
1890 
1891 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903 
1904 
1905 
1906 
1907 
1908 
1909 
1910 
1911 
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^auge.  It  appears  that  the  records  from  these  two  gauges  agreed 
about  as  closely  as  would  the  records  of  two  gauges  of  the  same  type 
if  exposed  side  by  side. 

Like  all  autouiatic  devices,  however,  the  records  are  only  reliable 
when  the  instruments  receive  proper  care  and  attention,  and  when 
their  peculiarities  are  known  and  accounted  for.  Some  investigation 
was  made  of  the  relation  between  the  quantity  recorded  by  the  register 
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Fig.  17. 
and  the  actual  collection  as  indicated  by  stick  measurement.  It  was 
found  that  the  ratio  depended  largely  on  the  quantity  and  character 
of  the  rainfall.  For  light  and  slow  rains,  the  automatic  registration 
accorded  closely  with  the  stick  measurement,  but  for  heavy  rains,  a 
marked  deficiency  of  record  appeared  with  the  automatic  registers. 
This  loss  was  due  to  an  appreciable  quantity  of  water  which  pours 
into  the  tipped  bucket  while  it  is  tipping.  Each  bucket,  therefore,  is 
over-filled,  and,  as  only  ^i^-  iu.  is  recorded  for  each  tip,  all  the  water 
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flowing  down  the  funnel  is  not  measured.  The  deficiency  in  the  auto- 
matic record  was  found  to  vary  from  less  than  1%  to  as  much  as  8  or 
10%,  in  exceptional  cases.  There  are  other  factors,  also,  which  con- 
tribute to  defective  registration,  among  which  are  lack  of  care  in 
leveling  up  the  gauge  when  setting,  insufficient  lubrication  of  the 
moving  parts,  weak  battery  power,  and  poor  contacts  in  the  electrical 
connections.  The  records  in  Table  8  are  given  as  an  indication  of  the 
foregoing  conditions. 

vr^,    •.   ,  TABLE  8. 


WoKST  Conditions. 


Best  Conditions. 

'^Q       Date. 

Gauge. 

Gauge 
recoi'd. 

Stick 
measurement. 

Percentage 
registered. 

April  25th,  1911..... 

May  3d,  1911 

May  9th,  1911. 

May  nth,  1911 

April  25th 

Culebra  automatic. 

(I           .  '^ 

Rio  Grande  automatic. . 

ii.         (.1.            11. 

2:77  in. 
1.18    " 
1.88    '' 
2.21    '' 
3.12    " 
1.08    " 
2.06    " 
2.92    " 

2.84  in. 
1.19    " 
1.93    " 
2.24    '' 
3.12    " 
1.08    " 
2.08    '' 
2.97    '^ 

■    98 
99 
;     97      :t,. 
99 
100           ■ 

May  3d 

100 

May  9th 

99 

May  nth 

98 

April  4th,  1911.. 
April  24th,  25th. 

A.pril  aoth 

May  nth 

April  24th,  1911. 

May  3d 

May  9th 

May  nth 


Balboa  automatic. . 

1.1.     ■  u 

n.r  ....        ."n 

Empire  automatic. 


1.23  in. 

1.28 

2.56    '' 

2.65 

1.56    '' 

1.75 

1.49    " 

1.60 

2.02    " 

2.28 

0.47    " 

0.54 

1.86    " 

2.07 

2.28    " 

2.57 

96 
97 
89 
93 
89 
89 
90 
89 


The  trouble  in  the  Balboa  and  Empire  gauges  was  investigated  and 
removed.  In  the  latter  case  it  was  due  to  improper  adjustment  of  the 
ratchet  wheel;  in  the  former  it  was  due  to  defective  leveling.  These 
errors  are  not  the  fault  of  the  instrument,  but  carelessness,  inattention, 
or  ignorance  would  fail  to  detect  them,  and  the  records  would  be  mis- 
leading. On  this  account  the  total  quantity  of  rain  caught  by  the 
gauge  is  always  measured  by  stick,  and  this  reading  is  used  in  the 
records.  The  automatic  record  is  used  only  to  find  the  time  the 
shower  began  and  ended,  and  determine  the  rates  of  downpour  during 
various  periods.  eri+'  T"  vid 

As  it  was  desirable  to  get  rainfall  records  from  isolated  locations, 
where  daily  attention  was  not  practicable  and  where  the  expense  of  a 
long-period  gauge  was   not  warranted,   some  investigation  was  made 
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as  to  the  loss  by  evaporation  from  a  standard  rain  gauge  if  the  readings 
were  taken  at  intervals  of  2  weeks  or  longer.  Durinj^  November,  1910, 
the  rainfall  was  allowed  to  accumulate  in  the  standard  rain  gauge  at 
Oulebra,  measurements  being  made  on  the  15th  and  IJOth  of  the  month. 
The  total  monthly  rainfall  by  standard  gauge  showed  a  quantity  slightly 
in  excess  of  the  total  by  the  tipping-bucket  gauge,  which  was  close 
by,  the  collections  in  which  were  measured  daily  by  stick  before  dump- 
ing. In  other  words,  the  nightly  accumulation  from  dew  and  fog  in 
the  standard  gauge  more  than  equalled  the  evaporation  during  the 
day.  It  seems,  therefore,  that  semi-monthly  measurements  of  the 
accumulation  in  a  standard  rain  gauge  during  the  rainy  season  will 
give  the  total  monthly  rainfall  with  a  fair  degree  of  accuracy.  On 
account  of  the  construction  of  the  standard  rain  gauge,  its  contents 
are  well  insulated  from  the  effects  of  solar  radiation  until  the  inner 
tube  is  filled,  the  capacity  of  the  latter  being  equivalent  to  2  in.  of 
rainfall,  and,  therefore,  it  seems  that  fairly  reliable  results  may  be 
obtained  during  the  dry  season  by  visiting  the  gauges  only  if  necessary 
two  or  three  times  a  month. 

In  regard  to  the  collection  from  dew  and  fog,  an  appreciable 
quantity  of  moisture  is  gathered  by  night  over  the  receiving  surface 
of  a  rain  gauge.  This,  however,  enters  only  occasionally  into  monthly 
tables,  because,  if  there  has  been  no  rain  during  the  night,  the  moisture 
which  has  gathered  in  the  automatic  register  is  thrown  out  by  the 
observer  in  the  morning  unmeasured.  The  only  time  this  quantity 
does  appear  is  when  rain  has  fallen,  and  then  it  is  impossible  to 
separate  the  precipitation  from  the  two  sources.  The  nightly  accumu- 
lations from  fog  and  dew  are  greatest  during  foggj^  and  clear  nights 
and  least  during  cloudy  nights.  The  quantities  range  from  zero  to 
as  much  as  0.01  in.  for  a  night.  The  average  for  the  rainy  season  is 
estimated  to  be  about  0.005  in.  per  night,  or  0.15  in.  per  month.  This, 
of  course,  does  not  mean  that  there  is  an  equivalent  of  0.15  in.  of 
rainfall  over  the  whole  land  surface  from  fog  and  dew;  it  merely 
means  that  the  thin  metal  surface  of  the  rain  gauge  has  cooled  rapidly 
by  outward  radiation,  that  the  warmer  air  coming  in  contact  therewith 
has  been  suddenly  cooled,  and  the  vapor  condensed  and  precipitated  on 
the  surface  of  the  gauge. 

In  order  to  get  information  concerning  rainfall  conditions  at  the 
heads  of  streams,  three  14-day  automatic  rain  gauges,  manufactured  in 
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lolland,  were  purchased.  These  gauges  have  now  been  in  operation 
nore  than  one  year,  and  the  following  notes  are  submitted  regarding 
heir  value  in  securing  automatic  rainfall  records  at  interior  points 
v^hich  cannot  be  visited  except  at  infrequent  intervals. 

The  clocks  which  actuate  the  drums  on  these  registers  were  designed 
0  run  14  days  without  rewinding,  but  experience  has  shown  that  they 
;annot  be  depended  on  in  this  climate  for  periods  of  more  than  10 
lays.  Thus  it  has  been  found  necessary  to  visit  these  gauges  at  least 
hree  times  a  month. 

The  drums  are  driven  at  such  a  slow  speed  that  during  heavy  rains, 
10  frequent  in  tropical  countries  such  as  the  Canal  Zone,  the  bucket 
ips  so  fast  that  the  record  is  blurred  and  the  individual  tips  cannot 
>e  counted.  The  blurred  and  indistinct  character  of  the  record  makes 
t  always  difficult  and  at  times  impossible  to  determine  accurately  the 
luantity  of  rain  falling  during  heavy  showers. 

Certain  parts  of  the  registering  apparatus  have  been  found  to  get 
)ut  of  order  readily,  and  various  parts  deteriorate  rapidly  from  rust 
md  other  causes  when  exposed  to  the  climatic  conditions  obtaining  on 
he  Isthmus.  When  parts  of  these  gauges  become  worn  or  broken, 
t  is  very  difficult,  if  not  impossible,  to  secure  new  parts  to  replace 
hem,  as  neither  the  gauge  nor  any  of  its  parts  are  manufactured  in 
he  United  States.  If,  however,  a  standard  gauge  is  placed  by  the 
ide  of  the  14-day  automatic  gauge,  as  a  check,  it  is  possible  to  get 
laily  automatic  records  of  dependable  accuracy. 

Long-continued  rain  storms  extending  over  a  large  area  are  of  infre- 
[uent  occurrence  in  the  Canal  Zone.  The  rainfall  is  usually  in  the  form 
>f  showers  of  limited  extent,  and  it  has  been  found  that  the  topography 
ind  the  location  of  the  rain  gauge  are  most  important  factors  in 
getting  correct  results.  To  investigate  this  matter  somewhat,  records 
rom  a  set  of  four  gauges  located  in  Empire  were  compared.  These 
gauges  are  placed  almost  in  a  straight  line  northeast  and  southwest, 
md  across  the  valleys  of  the  Obispo  and  Camacho  Rivers  from  hill  to 
lill.  No.  1  is  on  the  east  side  of  the  Canal  not  far  from  the  Empire 
luspension  bridge,  at  about  Elevation  190.  No.  2  is  the  permanent 
jauge  from  which  the  official  records  are  taken,  and  is  about  1  000  ft. 
louthwest  of  No.  1,  and  on  top  of  a  hill.  Elevation  330,  on  the  west 
lide  of  the  Canal,  not  far  from  the  Division  Office.  No.  3  is  about 
}  600  ft.  southwest  of  No.  2,  and  is  in  the  corral  yard,  Elevation  220, 
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a  most  cxcollcnt  exposure.  No.  4  is  at  Camncho  ReBervoir,  Elevation 
370,  and  is  about  4  GOO  ft.  southwest  of  No.  3.  Gauges  Nos.  1  and  3 
are  in  the  valleys,  while  Nos.  2  and  4  are  on  the  hills,  but  the  extreme 
dilferenee  in  elevation  is  not  more  than  200  ft.  Table  9  shows  the 
records,  in   inches  per  month,  obtained  from  these  gauges: 

y.  '{ft   lHdl    i: 

TABLE  9. — Eecords  of  Rain  Gaugks  at  Empire. 


Month. 

No.  1. 

No.  2. 

No.  8. 

No.  4. 

June 

7.98 
6.44 
6.96 
5.97 
15.37 

5.98 
4.00 
5.98 
5.46 
14.97 

6.48 
5.94 
8.50 
6.20 
18.05 

4.62 

July 

August 

6.62 
7MH 

September 

6.97 

October 

18.81 

Fig.   18. 

From  inspection,  it  seems  possible  that  the  annual  rainfall  hitherto 
recorded  at  Empire  may  be  from  12  to  15%  too  low.  Table  10  gives 
information  of  a  similar  character,  but  mostly  illustrating  the  limited 
extent  of  some  of  these  tropical  downpours.  The  records  were  obtained 
from  Gatun  and  stations  in  the  vicinity  during  a  heavy  rain  on  May 
23d,  the  distances  given  being  in  an  air  line  from  Gatun  Evaporation 
Station  No.  2.  (Gatun  Evaporation  Stations  Nos.  1,  2,  and  3  are 
located  on  the  surface  of  the  water  in  Gatun  Lake.) 
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TABLE  10. 


Station. 

Rainfall, 
in  inches. 

Air  line  distance, 
in  miles. 

Direction. 

3ratun  Evaporation  Station  No.  2. 

"    3. 

u       1. 

31atun  Spillway 

4.05 
3.36 
1.70 
0.89 
3.75 
1.90 
3.75 
2.42 

0.00 
0.65 
1.20 
1.70 
2.90 
5.00 
5.90 
6.90 

Origin. 
S.  E. 

N.  W. 
N.  W. 

tfonte  Lirio 

N.  E. 

Brazos  Brook ..'... 

N.  E. 

3ohio 

S.  E. 

!;!ristobal 

North. 

The  diagram,  Fig.  19,  shows  the  frequency  of  heavy  downpour  on 
3oth  sides  of  the  Isthmus.  It  will  be  seen  that  the  heaviest  rains 
)ceur  on  the  Atlantic  side,  and. that  there,  too,  are  to  be  found  the  least 
lumber  of  days  without  any;;  rain  at  all.  This  diagram  represents 
iverage  conditions.  i'^- 
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Fig.  19. 

Stornas  giving  a  greater  precipitation  than  6.00  im  on  the  Atlantic 

)r  4.50  in.  on  the  Pacific  side  in  24  hours  are  of  infrequent  occurrence. 

During  the  past  five  years  (June,  1906,  to  July,  1911),  there  have  been 

^8  storms  in :  which  the  precipitation  has  exceeded  4.00  in.     Of  these, 

tl  have  had  a  precipitation   of  not  more  than  6.00  in.,   and  70  not 

nore  than  7.50  in.    The  rainfall  in  each  of  the  remaining  storms  was: 

me  not  more  than  8.00  in.,  one  not  more  than  8.50  in.,  four  not  more 
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COMPARATIVE  MONTHLY  DISTRIBUTION  OF  PRECIPITATION 
Average  for-Period  ending  Jan.  1,  1910- Years  of  Record     __ 


Cristobal 
(Colon) 
40  years. 


Gatun 
5  years. 


Bohio 
15  years. 


San  Pablo 
2  yeure. 


20 


15 


10 


U 


u 


U 


15 


10 


15 


10 


0 


I 


Gamboa 
29  years. 


Ill 


Culebra 
21  years. 


U 


Ancon 

(Panama) 

13  years. 


lu 


Alhajuela 
10  years. 


o    •  a.  a    a    a   =    S"  °  o  S 


mm 


15 


10 


Fig.   20. 
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than  9.00  in.,  and  two  not  more  than  11.00  in.  During  this  period  the 
rainfall  on  the  Pacific  side  has  exceeded  4.50  in.  at  one  or  more  stations 
on  six  different  dates,  or  an  average  of  a.  little  more  than  once  each 
year.  On  the  Atlantic  side  the  rainfall  has  exceeded  6.00  in.  at  one 
or  more  stations  on  fifteen  different  dates,  or  an  average  of  about  three 
times  per  year.  It  appears,  therefore,  that  a  rainfall  of  6  in.  in  24  hours 
is  of  not  infrequent  occurrence  during  the  year,  and  that  twice  in 
5  years  a  downpour  of  from  10.50  to  11  in.  may  be  expected.  Fig.  17 
is  a  graphical  representation  of  the  extreme  maximum  limits  of  rain- 
fall during  the  years  of  record. 

AVERAGE.   MONTH LV    RAINFALL  AT  SELECTED  STATIONS  FOR  YEARS  OF  RECORD 
24 


Jan,     Reh.     Mar.     Apr.     May    June    July    Aug.    Sept.     Oct.     Nov.    Dec. 

Fig.   21. 


Fig.  21  shows  the  average  monthly  rainfall  at  four  stations  having 
long-time  records.  These  stations  indicate  such  conditions  as  are  found 
from  ocean  to  ocean  across  the  Isthmus,  and  show  that  even  in  the  so- 
called  dry  season  there  is  an  appreciable  quantity  of  rainfall.  The 
diagrams,  Figs.  22  and  23,  show,  respectively,  the  maximum  and  mini- 
mum monthly  precipitation  for  the  years  of  record  for  the  stations 
mentioned  above.  The  greatest  quantity  recorded  in  the  Zone  was 
at  Colon  in  November,  1862.  Quantities  exceeding  this,  however,  were 
recorded  at  Porto  Bello  in  1909,  where  45.03  in.  fell  in  November  and 
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ftS.lT  in.   in  Decenihor.     The  total   aiunial   rainfall   for  this  statioti   in 
1909  was  237.28  in.,  which  is  the  innximuni  of  rocord  on  tlie  Isthmus. 


TABLE  11. —  Ma.ximum  Kainkall  in  thk  C.\nal  Zonk, 
OcToHKR  1st,  1905,  TO  June  30th,  1911. 


Stations. 


Ancon, 

(October  1st,  1905).... 

Balboa, 

{June  10th,  1906) 

Pedro  Miguel, 
(January  1st.  1908)  — 
Rio  Grande. 
(December  29th,  1005). 
Culebra, 

r  July  1st,  1906) 

Empire, 

(July  18th,  1906) 

Gamboa, 

(November  18th,  1905) . 

Alhajuela, 

(March  31st,  1907) 

San  Pablo, 

(Novemher  1st,  1907). . 

Tabernilla, 

(November  1st,  1907). . 

Bohio, 

(October  1st,  1905).... 

Gatun, 

(August  34th,  1907).... 

Cristobal, 

(October  1st,  1905).... 

Porto  Bello, 

(May  1st,  1908) 


Maximum  Rainfall 


5  Minutes. 


Date. 


0.64 
0.63 
0.60 
0.75 
0.64 
0.60 
0.59 
0.60 
0.60 
0.50 
0.67 
0.61 
0.64 
0.64 


Aug.  7,  1908. 
Aug.  7,  1908. 
Nov.  11,  1V08. 
July  24,  1908. 
May  2,  1908. 
July  25, 1906. 
July  27,  1908. 
July  20,  1909. 
Oct.  29,  1908. 
Oct.  31,  1909. 
June  16,  1909. 
July  16,  1908. 
Aug.  25,  1909 
Aug.   7,  1908. 


1  Hour. 


2.89 
5.86 
.",.30 
2.74 
3.69 
3.63 
3.32 
3.40 
3.10 
3.09 
4.51 
3.82 
4.90 
3.77 


Date. 


Aug.  7, 
June  2, 
Aug.  27, 
Apr.  25, 
Oct.  16, 
Oct.  1, 
May  11, 
Dec.  28, 
Oct.  29, 
Aug.  18, 
Aug.  7, 
May  26, 
Oct.  8, 
Aug.  7, 


1908. 
1906. 
1908. 
1911. 
1907. 
1909. 
1911. 
1909. 
1908 
1908. 
1908, 
1910 
1909. 
1908. 


24  Hours.t 


Date. 


6.37 
7.57 
4.56 
6.00 
5.55 
6.15 
6.56 
8.19 
5.14 
6.22 
8.85 

10.48 
8.53 

10.86 


Nov.  16-17,  1906. 
Nov.  16-17,  1906. 
Sept.  30-Oct.  1,  1909. 
Dec.  2-3,  1906. 
Dec.  3,  1906.* 
Dec.  8, 1906.* 
Dec.  2-3,  1906. 
Dec.  3,  1906.* 
Nov.  11-12, 1909. 
Sept.  4-5, 1910. 
Aug.  7-8,  1908. 
Dec.  3,  19(J6.* 
Dec.  2-3,  1906. 
Dec.  28-29,  1909. 


Note.— Dates  in  parentheses  under  station  names  refer  to  installation  of   automatic 
rainfall  registers. 

*No  aiitomatlc  record  on  these  dates.    Total  for  24  hours  ending  at  noon. 
t  Maximum  rainfall  for  any  24  consecutive  hours. 

In  Table  11  may  be  found  the  record  of  the  maximum  rainfalls  in 
the  Canal  Zone,  October  1st,  1905,  to  June  30th,  1911,  for  periods  of 
5  min.,  1  hour,  a,nd  24  hours.  The  curves  on  Fig.  16  show  the  relative 
distribution  of  excessive  precipitation  with  relation  to  geographical 
location.  Table  12  gives  the  periods  of  maximum  rainfall  for  Cristobal, 
Gamboa,  and  Bohio. 

Table  13  is  compiled  from  the  reports  of  the  U.  S.  Weather  Bureau, 
and  is  given  for  the  purpose  of  showing  the  mean  monthly  rainfall 
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MAXIMUM    MONTHLY   RAINFALL  AT  SELECTED    STATIONS   FOR  YEARS  OF   RECORQf 


Jan.      Feb.     Mar-.     Apr.    May      June     July    Aug.    Sept.     Oct.     Nov.    Dec. 

Pig.  22. 


MINIMUM    MONTHLY  RAINFALL  AT  SELECTED    STATIONS  FOR  YEARS  OF   RECORD 


(18S8)  ,  (1907)7/ 

Jan.     Feb.    ,Mar.    Apr.      May     June     July    Aug.     Sept.     Oct. 

■J     iiiii.itrf'))        ;    ,      i".   • '  ' 


Nov.    Dec. 


Fig.  23. 
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at  snlcc'ted  stations  covering  geograpliif-ally  tlio  whole  of  the  United 
States.  It  is  commonly  believed  that  the  rainfall  on  the  Istlimus 
and  in  the  tropics  generally  is  very  much  heavier  than  in  the  United 
States  and  the  temperate  zone.  riiere  are  several  areas,  however, 
in  diffcn-ent  i)arts  of  the  United  States,  where  the  average  annual  rain- 
fall equals  or  exceeds  that  on  certain  parts  of  the  Isthmus,  and  this  is 
especially  noticeable  when  compared  with  the  Ancon  (Panama)  records. 
The  average  and  maximum  annual  rainfall  records  at  a  few  selected 
stations  are  given  in  Table  14. 

The  line  between  the  dry  and  rainy  seasons  is  neither  constant  nor 
clearly  marked.  In  some  years  the  dry  season  begins  as  early  as  the 
middle  of  December,  and  in  others  not  until  toward  the  end  of  Janu- 
ary. The  dry  season  usually  begins  early  on  the  Pacific  side,  and  on 
the  Atlantic  side  it  has  a  tendency  to  lag  considerably  behind.  This 
accounts  for  some  of  the  freshets  in  the  Chagres  during  January  and 
February,  when  conditions  in  the  interior  do  not  seem  to  warrant  their 
occurrence.  During  the  first  6  months  of  the  rainy  season,  the  rain 
comes  in  heavy  local  showers,  and  the  downpour  is  usually  of  short 
duration.  In  November  and  December,  rains  of  a  more  general 
character  occur,  which  cover  wide  areas  and  at  times  have  a  duration 
of  24  hours  or  more.  The  intensity  of  precipitation,  however,  is 
much  less  than  that  of  the  local  showers  of  the  preceding  months. 

Summarizing  partly,  from  Table  11,  "Maximum  Rainfall  in  the 
Canal  Zone,"  Table  15  shows  the  stations  which  recorded  the  extreme 
limits. 

As  has  been  stated  previously,  severe  rainstorms  of  general  distri- 
bution are  not  frequent  on  the  Isthmus,  The  storm  of  December  2d 
and  3d,  1906,  was  the  heaviest  of  record  in  the  Canal  Zone.  This 
storm  produced  one  of  the  greatest  of  the  Chagres  River  freshets, 
and  interrupted  work  for  a  very  considerable  period,  besides  bodily 
damaging  the  railroad  and  other  works.  The  quantities  recorded 
are  given  in  Table  16. 

Table  17  shows  that,  as  a  rule,  the  heavy  downpours  are  of  an  ex- 
tremely local  character,  and  an  examination  of  the  records  indicates   j 

f 
this  condition  during  showers  of  recent  occurrence.  i 

In   connection  with   what  has  been   stated  regarding  the   quantity   ' 
of   rainfall,   it  may   be   interesting   to   note   that   the   location   of  the 
heaviest   known   rainfall    in   the   world    is    in   the   district   of   Assam, 
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TAIILK   l.'J. — MhiAN   Annum-   Kainiall,  in    Inches,  by 


District. 

1 

8 

3 

4 

5 

City. 

d 
o 

to 

o 
CQ 

.5 

1 

o 

4-1 

S 

"> 

a 
o 

en 

V 

eS 

V 

'A 
O 

'2 

a! 

a 

a 
O 

c 
3 

O 

2 

OS 

«' 
1 

5 

Years  of  Record. 

96 

89 

38 

56 

38 

74 

51 

38 

57 

72 

S.74 

3.28 
3.35 
8.43 
2.92 
3.30 
3.27 
4.14 
4.69 
3.36 
3.01 
3.11 
3.U7 

3.30 
3.78 
4.35 
3.31 
4.13 
4.12 
5.91 
6.05 
4.01 
3.75 
2.70 
3.42 

2.82 
3.25 
3.39 
2.70 
3.93 
5.64 
6.87 
6.60 
8.16 
4.60 
2.21 
2.86 

4.78 
4.75 
5.29 
4.47 
3.74 
4.27 
4.07 
4.03 
2.86 
2.54 
3.51 
4.04 

3.27 
3.18 
3.77 
3.20 
3.96 
4.2(J 
3.77 
3.61 
2.79 
2.59 
3.19 
3.36 

2.52 
2.61 
2.95 
2.73 
3.78 
3.95 
3.80 
3.09 
3.?5 
2.96 
3.22 
2.74 

2.08 
1.73 
2.06 
2.13 
3.20 
3.57 
3.06 
2.74 
3.61 
3.08 
2.72 
2.44 

1.77 
2^.04 
2.72 
3.14 
3.88 
3.78 
3.98 
3.14 
3.60 
2.24 
2.31 
2.15 

0.89 

February 

March  

3.51 
4.14 
8.K1 

0.79 
1.44 

2.41 

Biav 

3.66 
3.14 
3.51 
4.15 
3.44 
3.71 

3.44 

"*^j 

June 

4.10 

July 

3.53 

August 

3.47 

September 

3.39 

October      

1.99 

No  veni  ber 

4.11 
3.7b 

1.38 

December 

0.97 

Totals 

44.70 

40.88 

49.29 

52.53 

48.35 

40.91 

38.10 

32.42 

34.75 

27.80 

British  India.  The  portion  of  the  district  affected  is  comparatively 
small  in  area,  and  is  in  the  foot-hills  on  the  south  slope  of  the  Himalaya 
Mountains.  The  average  annual  rainfall  there  is  about  475  in.,  and 
the  total  for  individual  years  has  exceeded  800  in.     Practically  all  the 

TABLE  14. — Average  and  Maximum  Annual  Eainfall 
AT  A  Few  Selected  Stations. 


station. 


Location. 


Cristobal 

Clearwater.  Wash 

Bowmans  Dam,  Cal . . . 

Astoria,  Ore 

Ancon 

Ashford,  Wash 

McKenzie  Bridge,  Ore 

Moline,  Fla 

Mobile,  Ala 

Franklin,  La 

Hatteras,  N  C 


Canal  Zone . . .". .'. .' 

Pacific  Coast.  .'.'.'.:.;■...» ..'.'..  r.T.". 

West  Slope,  Cascade  Mountains 

Pacific  Coast 

Canal  Zone 

West  Slope,  Cascade  Mountains 

West  Slope,  Cascade  Mountains — 

.North  Gulf  Coast 

iNorth  Gulf  Coast 

North  Gulf  Coast 

South  Atlantic  Coast 


Anvtal  Rainfall  for  Years 
OF  Record,  ns  Inches. 


Average. 


130.03 
128.45 
75.63 
75.35 
71.67 
70.24 
69.84 
66.19 
61.80 
60.92 
60.21 


Maximum. 


183.41 

151.56 

135.70 

108.. 30 

91.42 

84.25 

86.11 

77.27 

91.18 

79.51 

102.04 
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Months,  at  Selected  Stations  in  the  United  States. 


6 

7 

8 

9 

10 

11 

12 

13 

A* 

Q 

en 

>> 
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6 

1  ^ 
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1 

?5 
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.1 

08 
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O 
1 

-4.3 
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■K 
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C5 
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O 

Q 

CO 

'5 

a 

■  9 

O 

'6  •  ■ 

a 

J    ■ 

■   ^ 

=^^ 

c3 

72 

29 

28 

74 

39 

39 

50 

42 

37 

35 

60 

60 

58 

1.10 

0.60 

l.Oi 

0      4.54 

1.13 

3.41 

0.42 

1.56 

0.48 

1.33 

1.76 

4.82 

6.32 

1.37 

0.45 

0.6 

5     4.28 

1.19 

3.02 

0.47 

1.% 

0.47 

1.48 

1.96 

3.63 

4.96 

1.87 

0.67 

0.8 

3     4.56 

1.55 

2.90 

0.29 

1.71 

0.96 

2.04. 

1.46 

3.32 

4.74 

2.92 

1.23 

1.0 

5     4.53 

2.84 

3.07 

0.19 

0.82 

2.09 

2.07 

0.61 

1.68 

2.94 

4.49 

2.15 

2.1 

3     4.06 

5.14 

3.36 

0.28 

0.55 

2.57 

2.16 

0.34 

0.74 

2.38 

5.15 

3.61 

2.2 

5     5.39 

3.72 

4.19 

0.59 

0.24 

1.46 

0.77 

0.06 

0.02 

1.77 

4.22 

1.96 

1.1 

3     6.53 

3.14 

3.96 

1.67 

2.85 

1.64 

0.50 

0.06 

0.02 

0.75 

4.21 

1.32 

0.6 

t>     5.65 

2.97 

4.75 

1.88 

3.20 

1.35 

0.85 

0.11 

0.02 

0.58 

3.58 

0.92 

1.1 

5     4.49 

3.14 

5.72 

1.64 

1.05 

0.90 

0.91 

0.08 

0.31 

1.69 

2.42 

0.32 

0.7' 

7     3.25 

2.58 

4.33 

0.87 

0.78 

0.97 

1.43 

0.34 

1.03 

3.11 

2.09 

0.56 

0.7 

3     3.81 

1.79 

3.90 

0.57 

1.11 

0.56 

1.39 

0.95 

2.62 

6.00 

1.38 

0.57 

0.7 

3     4.54 

1.66 

3.70 

0.44 

1.57 

0.60 

1.40 

1.83 

4.64 

7.21 

34.80 

14.86 

13.2 

1    55.63 

30.85 

46.31 

9.31 

17.40 

14.05 

16.33 

9.56 

22.83 

42.45 

rain  falls  in  the  6  months  of  the  summer  monsoon,  May  to  October, 
inclusive.  The  maximum  daily  record  for  this  section  is  reported 
as  39  in. 

TABLE  15. — Extreme  Limits  of  Eainfall. 


Period. 

Amount,  in 
inches. 

Station. 

Date. 

5  minutes 

0.75 

5.86 

10.86 

58.17 

237.28 

Rio  Grande, 
Balboa, 

Porto  Bello, 

11       1.1. 

11       ki 

July,    1908. 
.Tune     1906 

1  hour 

24  hours 

Dec  ,    1909 

1  month 

"        1909 

1  year 

Year    1909 

TABLE  16. — Rainfall  in  Storm  of  December  2d  and  3d,  1906. 


station. 


Ancon  

Rio  Grande 
Camacbo  . . 
Gana"boa 


Inches. 


3.18 
5.58 
5.53 
6.29 


Station. 


Bohio 

Brazos  Brook 

Balboa, 

Culebra 


Inches.' 

6.13 
8.96 
2.41 
5.55 

Station. 


Empire  . . 
Alhajuela 
Gatun. . . . 
Cristobal 


Inches. 


6.15 

8.19 

10.48 

8.47 
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TABLE   1 


-()C.\L    ClIAR.ACTKR   OF    HeAVY    DoWNPOUBS. 


Station. 

Rainfall. 

Station. 

Rainfall. 

Distance 
between 

statious, 

Date. 

in  miles. 

Cristobal 

2.41 
6.45 
4.05 
6.76 
H.21 
2.94 
8.25 

Gatun 

San  Pablo 

0.01 
1.27 
0.89 
0.97 
0.52 
0.H4 
1.62 

6.4 
3.5 
1.2 
6.0 
4.0 

May  6th,  1911 

( Jorgona 

May  13th,  1911 

(jatuii  ♦  

Gatun 

May  28d,  191 1 

Mont«  Lirio 

(jamboa 

Brazos  Brook 

Empire 

Brazos  Brook 

Culebra 

Feb.  Kth,  r.no 
July  8(1,  1910 

Cristobal 

2.5 

Oct.  5th,  1910 

Rio  Grande 

0.8 

Nov.  11th,  1910 

♦  Evaporation  Station  No.  2. 

Run-Off. 
All  the  water  that  flows  in  a  stream  comes  from  the  rainfall,  but 
by  no  means  all  the  rainfall  finds  its  way  into  the  stream.  What 
proportion  ultimately  does  appear  depends  on  many  conditions  and 
combinations,  the  principal  factors  of  which  are  elevation,  topography, 
geology,  and  vegetation.  The  proportions  of  the  rainfall  ordinarily 
found  running  in  northern  streams  may  be  seen  in  Table  18,  abstracted 
from  the  Report  of  the  Board  of  Public  Works,  Philadelphia,  Pa. 


TABLE   18. 


-Average   Annual   Yields   of   Sundry   Water-sheds   to 
October  1st,  1908. 


Water-sheds. 

1. 

OS 

■s.l 

.2  V 

''Co 

g.2 

-age  rain- 
owing  off, 
inches. 

03  O 

S.S 

Average  yield, 

in  cubic  feet 

per  second  per 

square  mile  of 

Average  yield, 
in  cubic  feet 
per  second  per 
square  mile  of 
drainage  area. 

<  3 
CO 

5^=  a 

<D  O 

drainage. 

for  each  inch 
of  rainfall. 

at  Fred- 

25 

25 
25 
10 
33 

152.0 

139.3 

102.2 

1915.0 

75.2 

1.7104 

1.6979 
2.1963 
1.5842 
1.6451 

Perkiomen, 
erick 

47.179 

48.113 
48.751 
48.139 
45.99 

23.276 

23.111 

27.264 
21.564 

22.387 

49.313 

48.033 
55.920 
44.800 
48.680 

0.0360 

Neshaminy, 
Forks  .   . 

belo  w 

0.0350 

Tohickon 

0.0450 

Schuylkill  

0.0330 

Sudburjs  Mass 

0.0380 

It  appears  that,  in  streams  of  the  character  of  those  in  Table  18, 
from  45  to  55%  of  the  rainfall  is  ordinarily  collectable,  and  that  the 
yield  may  be  taken  as  from  1.5  to  2.2  cu.  ft.  per  sec.  per  sq.  mile  of 
drainage  area.  In  the  case  of  the  Isthmian  streams,  for  the  past 
10  years,  the  ratio  of  average  annual  run-off  to  rainfall  has  been  more 
than  60%,  and  the  average  annual  yield  per  square  mile  of  the  Chagres 
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River  has  averaged  between  5.75  and  6.06  cu.  ft.  per  sec.,  with  some 
monthly  averages   of  nearly  twice  as  much. 

For  the  purpose  of  measuring  the  discharge  of  the  rivers  and 
streams,  gauging  stations  have  been  maintained  at  Gatun,  Bohio,  Gam- 
boa,  and  Alhajuela,,  all  on  the  Chagres  River  proper.  River  stage 
stations  have  also  been  maintained  at  Lagartera,  on  the  Trinidad 
River,  and  at  Monte  Lirio,  on  the  Gatun  River,  where  several  gaug- 
ings  per  month  are  usually  taken.  Besides  this,  a  hydrographer  makes 
regular  trips  to  the  principal  secondary  streams  for  the  purpose  of 
gauging,  the  intention  being  to  get  measurements  at  different  gauge 
heights.  On  account  of  back-water  from  the  lake,  the  Trinidad  and 
Gatun  River  stations  were  abandoned  in  April,  1911,  and  December, 
1910,  respectively,  after  records  had  been  obtained  for  about  4  years 
at  each  place.  Bohio  was  abandoned  as  a  gauging  station  in  October, 
1910,  but  is  still  maintained  as  a  river  stage  station.  Automatic 
water  stage  registers  are  in  operation  at  all  the  regular  stations,  and 
a  continuous  record  of  river  heights  has  been  obtained  since  gaugings 
were  begun. 

A  meter-rating  station  is  maintained  at  Bohio,  and  all  meters  used 
on  the  work  are  rated  and  adjusted  as  nearly  as  possible  at  regular 
intervals. 

The  regular  field  work  is  carried  on  by  the  hydrographers  in  charge 
of  the  several  stations,  and  after  being  worked  up,  the  data  obtained 
are  sent  to  the  central  office  for  checking  and  filing.  Gaugings  are  made 
frequently,  and  at  as  many  different  elevations  as  possible,  in  order 
to  check  the  discharge  curves.  This  course  is  necessary  on  account 
of  the  continuously  changing  cross-sections  of  the  river  bed,  due  to 
the  shifting  gravel  bars.  Cable  stations  are  maintained  at  Gatun, 
Gamboa,  and  Alhajuela,,  and  the  gauging  is  done  from  cars,  except  in 
very  low  water,  when  wading  or  a  boat  is  resorted  to.  All  other  gaug- 
ings are  made  by  wading,  under  ordinary  conditions,  and  by  estimate 
of  quantity  passing  under  bridges,  in  times  of  freshet. 

At  Gatun  the  entire  run-off  from  the  Chagres  Basin  has  passed 
through  the  spillway  since  April,  1910,  and  gaugings  have  been  made 
regularly.  Up  to  the  dry  season  of  1911,  and  before  the  installation 
of  the  cable,  gaugings  were  made  from  a  boat.  During  periods  of 
extremely  low  water,  it  was  possible  to  work  in  the  spillway  itself, 
where,  on  account  of  the  even  flow  and  the  shape  of  the  concrete  sec- 


!>LS 


11  W)l{<)lA)(iY  OK    THK   I'ANWIA  CANAL 


tioD,  very ^00(1  measurements  of  the  minimum  discharj^e  of  the  stream 
in  1011  were  obtained.  At  the  same  time  simultaneouH  gau^ings  were 
made  at  tlie  cable  station  below,  and  from  compariyon  with  the  spill- 
way t'augings,  it  appeared  tliiit  tlie  results  at  the  regular  station  were 
satisfactory. 

Tables  19  to  30,  inclusive,  give  the  discharge  measurements  in 
various  units  for  the  Chagres  River  at  Alhajuela,  Gamboa,  Bohio,  and 
Gatun.  Unless  otherwise  noted,  the  quantities  are  from  actual  gaug- 
ings — floats   previous   to    1907,   and   current-meter   work   subsequently. 

CROSS-SECTIONS  OF  CHAGRES  RIVER 

AT 

ALHAJUELA  GAUGING  STATION 

(LOOKING  UP-STREAM.) 

100  AR^A 


98 


o 


§96 

o 

> 

(0 


m 


94 


92 


(to  El.  100) 
Dec.  4th          1006 
Dec.  18th         1084 
Jan.  4th          1260 
Mar.  28th         isGO 

aJ 

i 

o 

\ 

X^JD^^ 

V\90l_^^ 

IV 

r         ^^ 

Y^^^^^^=^-^ 

\y 

\^ 

Distance,from  Initial  Point,  in  Feet. 
Fig.  24. 

The  discharge  measurements  for  the  stations  on  the  Trinidad  and 
Gatun  Rivers  for  the  years  of  record  are  given  in  Tables  31  and  32. 
The  Chagres  River  above  Bohio  has  a  constantly  changing  bed,  and 
in  order  to  get  reliable  measurements  and  estimates  of  the  flow  it  is 
necessary  to  be  constantly  on  the  watch  for  changes  in  cross-section. 
After  every  freshet  there  is  a  change,  and  oftentimes  of  a  most  re- 
markable character.  Some  idea  of  this  condition,  perhaps,  may  be 
found  from  the  fact  that  from  one  bar  the  Panama  Railroad  dredged 
some  60  000  cu.  yd.  of  gravel  in  1909,  90  000  cu.  yd.  from  the  same 
place  in  1910,  and  about  95  000  cu.  yd.  in  1911.  This  gravel  is  dredged 
and  stored   during  the  dry  season  to  be  used   as  ballast  on  the  new 
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railroad  location.  In  spite  of  the  removal,  the  pit  is  filled  again  during 
early  flood  season  by  most  excellent  gravel  of  various  sizes,  and,  of 
course,  cleanly  washed.  The  cross-sections  shown  by  Figs.  24  to  27, 
inclusive,  were  taken  at  the  several  stations,  as  required  by  the  gauging 
work,  and  show  the  variations  in  area  due  to  freshet  scour.  This  action 
is  perhaps  best  illustrated  by  comparing  the  cross-sections  taken  on 
December  18th,  1909,  and  January  4th,  1910,  before  and  after  one 
of  the  largest  freshets  recorded  on  this  river.  This  rise  began  at  Al- 
hajuela  on  December  26th,  and  in  the  9  days  intervening,  up  to  Jan- 


75    100 


150  200  250  300  350  400  450 

Distance,  in  Feet,  from  Initial  Point  of  Soundings. 


Fig.  25. 

uary  4th,  when  the  cross-section  was  taken,  there  had  been  a  change 
in  area  of  176  sq.  ft.  below  Elevation  100.  The  Gamboa  station  was  not 
in  operation  at  this  time,  but  between  December  21st,  1910,  and  Feb- 
ruary 13th,  1911,  there  was  an  increase  of  95  sq.  ft.  in  section  at  this 
station,  due  to  a  smaller  freshet  which  caused  high-water  conditions 
for  about  12  hours.  The  relation  of  change  in  cross-section  is  illus- 
trated by  the  curves  of  area,  velocity,  and  discharge  for  Gamboa  shown 
by  Fig.  28.  These  curves  are  inade  up  from  actual  gaugings,  and  the 
change  in  cross-section  producing  the  change  in  discharge  can  be  seen 
by  inspection  of  Fig.  2.5. 
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At  Bohio  the  conditions  nro  vory  different  from  those  in  the  upper 
river.  Here  tlie  ri\('r  hcd  has  very  little  slope,  and  the  material 
carried  along  hy  the  flood  is  alluvium  and  fine  sandy  clay.  Besides  this, 
the  conditions  are  greatly  modified  hy  the  large  quantity  of  material 
from  the  canal  excavation,  which  is  dumped  directly  into  the  river  and 
carried  down  stream.  This  has  resulted  in  filling  the  bed  to  a  greater 
extent  than  would  otherwise  have  been  the  case.  The  changes  in  cross- 
section  due  to  the  various  causes  are  shown  by  Fig.  26,  the  maximum 
change  being  about  200  sq.  ft.  below  Elevation  +  3  during  the  period 
between  May  24th  and  December  23d,  1909.  Since  April,  1910,  back- 
water conditions,  and  consequent  lessening  of  the  current,  have  re- 
sulted in  a  comparatively  rapid  filling  of  the  bed  at  this  point.  On 
account  of  construction  work  at  Gatun,  it  has  been  rather  difficult  to 
find  a  permanent  gauging  section  at  this  station.  Although  the  con- 
ditions of  bottom  and  flow  were  not  ideal,  the  best  location  seemed 
to  be  in  the  spillway  channel  below  the  concreted  portion.  Here  the 
bottom  was  rather  rough,  and  a  little  back-water  was  found  near  shore 
on  each  side.  The  eddies,  cross-currents,  and  waves,  which  were  found 
farther  up  in  the  concreted  portion,  due  to  bridge  piers  and  other  ob- 
structions, were  absent  at  the  site  chosen,  and  this  location  seemed  to 
have  the  most  advantages.  A  profile  of  the  bottom,  taken  on  February 
28th,  1911,  and  the  horizontal  velocity  curves  taken  on  February  14th, 
21st,  and  28th,  at  different  elevations  of  the  lake  surface,  are  shown 
by  Fig.  27. 

During  the  21  years  of  record  and  estimate,  for  which  the  discharge 
tables  have  been  made  up,  Alhajuela,  Gamboa,  and  Bohio  had  the 
maximum  discharge  year  in  1909,  and  Gatun  in  1910.  This  condition 
was  brought  about  by  the  fact  that  the  rainfall  and  consequent  run-off 
which  took  place  in  November  and  December,  1909,  was  especially 
large  during  the  latter  part  of  December,  1909.  This  caused  an  excess 
of  flow  at  the  upper  stations  for  the  last  part  of  the  calendar  year, 
1909,  but  much  of  the  water  was  not  delivered  at  Gatun  until  the 
following  January,  thus  appearing  to  bring  up  the  average  of  the  cal- 
endar year,  1910.  The  river  year,  1909-10,  however,  was  the  year  of 
maximum  run-off  at  all  stations.  The  year  of  minimum  run-off  was 
1905  at  all  stations,  and  the  year  of  minimum  dry-season  run-off  was 
1908.  The  interrelation  of  these  periods  of  discharge,  as  compared 
with  each  other  and  with  the  mean  discharge  for  the  period,  is  shown 
by  Figs.  29  to  32,  inclusive.     From  these  it  may  be  seen  that  the  ratio 
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of  the  annual  minimum  and  inaxiimim  discliartre  at  Alhajuela  is  about 
3.25,  at  Gamboa  .'3.40,  at  Bohio  2.56,  and  at  Gatun  2.50,  decrease  down 
the  river  being  due  to  the  regulation  of  the  flood  discharge  by  flowage 
and  storage  in  the  swamps  and  low  areas.  All  the  diagrams  show  tlie 
influence  of  the  heavy  rainfall  during  November  and  December,  1909. 
Figs.  33  and  34  show  the  conditions  of  discharge  duration  for  the 
period  used  for  Alhajuela  and  Gatun,  together  with  the  mean  discharge 
of  the  several  months  placed  in  order  of  dryness.  Comparing  the  dia- 
grams, it  is  seen  that  the  discharge  of  the  three  dry  months  at  Alha- 
juela is  about  one-half  that  of  the  whole  drainage  basin,  while  the 
average  discharge  at  Gatun  is  about  three  times  that  at  Alhajuela, 
which  is  about  the  same  as  the  ratio  of  the  respective  drainage  areas. 
These  conditions  of  minimum  and  average  discharge,  when  considered 
with  relation  to  the  character  of  the  country  in  the  upper  and  lower 
portions  of  the  drainage  basin,  offer  additional  evidence  of  the  harmful 
effect  of  swamps,  as  far  as  conservation  of  water  is  concerned,  al- 
though their  value  as  flood  regulators  has  been  indicated. 

TABLE  33. — Kun-off  Past  Gatun,  Arranged  in  Periods  of 

Maximum  Flow. 


Period. 


1  Month December, 

2  Months November 

3  "         October 

4  '•         October 

5  "         Aiigust 

6  "         July 

7  "        July 

8  "         June 

9  '•        May 

10  "         April 

11  "         April 

1  Year February 

2  Years I  March 


Date  of  Period  (inclusive). 


3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 


'March 

November 

February 

March 

January 

May 

!  January 

January 

January 

May 

January 

J  May 

January 

January 

January 

January 

January 

January 

January 


1893. 

St, 
St, 


1909, 


1893, 
1893. 
1893, 
1893. 
1893. 
1893. 
1892, 
1892, 
1891. 
1890, 
1890. 
1890, 
1890, 
1890, 
1890. 
1890, 
1890, 
1890, 
1890, 
1890, 
1890, 
1890, 
1890. 
1892, 
1891, 
1890. 


to  December  31st,  1909. 
'•  December  31st,  1909. 
"  January  :ilst,  1910. 
"  December  31st,  1893. 
"  December  31st,  1893. 
"  January  31st,  1894. 
'•  January  31st,  1894. 
•'  January  31st,  1894. 
"  January  31st.  1894. 
"  February  28th,  1894. 
"•  January  31st,  1894. 
'•  February  28th,  1894. 
"  February  28th,  1895. 
"  October  31st,  1895. 
'•  January  31st,  1895. 
•'  Februa'n'  29th,  1H96. 
"  December  31st,  1896. 
*'  April  30th,  1898. 

"  December  31st,  1898. 
"  December  31st,  1899. 
"  December  31st,  1900. 
"  April  30th,  1902. 

"  December  31st,  1902. 
"■  April  30th,  1904. 

"  December  31st.  1904. 
"  December  31st,  1905. 
"  December  31st,  1906. 
"  December  31st,  1907. 
"  December  31st.  1910. 
"  December  31st,  1910. 
"  December  31st,  1910. 


Discharge,  in 

cubic  feet  per 

second. 


30  037 
27  135 
22  287 
19  650 
18  470 
17  46(» 
16  000 
15  520 
14  650 
13  740 
12  743 
11948 
11366 
10  736 

looas 

9  890 
9460 
9  070 
8  951 
8  632 
8  318 
8080 
8  020 
7840 
7  780 
76»0 
7  485 
7  430 
7340 
7  481 
7  472 
7602 
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TABLE  34. — Run-off  Past  Gatun,  Arranged  in  Periods  of 

Minimum  Flow. 


Period. 


1  Month  . . . 

2  Months  . . 
3 
4 
5 
6 
7 
8 
9 

10 
11 

1  Year. . 

2  Years. 
3 
4 
5 
6 
7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
30 
21 


Date  Of  Period  (inclusive). 


March,  1908. 


1st, 
1st, 
1st 
1st, 
1st 


March 
February 
January 
January 
January 
December  1st 
December  1st 
January  1st 
December  1st 
July  1st 

June  1st 

September  1st 
September  1st 
August  1st 
August 
July 
July 
August 
May 
August 
February  1st 
July  1st 

November  1st 
February  1st 
February  1st 
November  1st 
November  1st 
January  1st 
November  1st 
November  1st 
January     1st 


1st 
1st 
1st 
1st 
1st 
1st 


to 


1002, 
1902, 
1905, 
1904. 
1905, 
1905, 
1899, 
1898, 
1904, 
1898, 
1902, 
1899, 
1898, 
1899, 
1898, 
1898, 
1896, 
1895, 
1895, 
1894, 
1893, 
1892, 
1891, 
1890, 
1890, 
1890, 


April 

April 

April 

May 

June 

June 

July 

September 

September 

May 

May 

August 

August 

July 

July 

June 

June 

July 

April 

July 

January 

June 

October 

January 

January 

October 

October 

December 

October 

October 

December 


30th 
30th 
30th 
31st 
30th 
30th 
31st 
30th 
30th 
31st 
31st 
31st 
31st 
31st 
31st 
30th 
30th 
31st 
30th 
31st 
31st 
.SOth 
31st 
31st 
31st 
31st 
31st 
31st 
31st 
31st 
31st 


1908. 
1908. 
1908. 
1903. 
1903. 
1903. 
1903. 
1905. 
1905. 
1906. 
1906. 
1901. 
1901. 
1908. 
1903. 
1908. 
1906. 
1906. 
1908. 
1908. 
1909. 
1908. 
1908. 
1909. 
1909. 
1909. 
1909. 
1908. 
1909. 
1910. 
1910. 


Discharge,  in 

cubic  feet  per 

second. 


851 

872 

930 

1  191 

1  739 

2  136 

2  526 

3  025 
3  486 

3  814 

4  449 

4  435 

5  163 
5  310 
5  544 
5  815 
5  823 
5  928 
5  902 
5  972 

5  937 

6  032 
6  255 
6  239 
6  314 
6  749 
6  769 

6  970 

7  092 
7138 
7  411 
7  602 


The  critical  period  in  maximum  discharge  appears  to  be  a  space  of 
about  1  month  in  the  case  of  Gatun;  that  is,  a  fairly  uniformly  in- 
creasing discharge  can  be  expected  for  about  11  months  of  the  year, 
with  the  rate  in  the  twelfth  month  greatly  in  excess. 

At  Alhajuela  this  period  of  excess  flow  is  of  shorter  duration,  being 
only  about  10  months  out  of  the  252  recorded,  or  an  average  of  about 
15  days  per  year. 

Fig.  35  shows  the  interrelations  of  discharge  at  the  four  main  sta- 
tions on  the  Chagres  River. 

Figs.  36,  37,  and  38  show  the  cycle  of  monthly  average  discharge,  or 
the  average  hydrograph,  for  the  years  of  record.  From  these  and  the 
preceding  diagrams  the  probable  quantity  of  water  available  for  power 
is  easily  seen.  For  the  design  of  spillway  and  discharge  channels,  abso- 
lute maximum  conditions  are  required,  and  these  may  be  found  in 
Table  35. 
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CHAGRES  RIVER  DRAINAGE  BASIN 

eURVES  OF   DISCHARGE   DURATION 

FOR   PERIOD  OF  TWENTY-ONE  YEARS 

1890  TO  1910,  INCLUSIVE, 

ALhAJUELA 


Note:-  Full  line  showB  number  of  months  that 

discharge  has  been  above  a  griven  quantity. 
Broken  line  shows  mean  monthly  discharge 
in  order  of  dryness. 
From  1890  to  April,- 1899,  mean  monthly  discharges  estimated 
from  mean  of  measured  discharges,  or  Gamboa-Alhajuela  ratios. 
Since  Apr.,  1899,  excepting  1906.  means  from  station  discharge 
curves.  Previous  to  Mar.,  1907,  all  discharges  measured,  by  floats. 
Since,  cuirent  meter  measurements  have  been  made^ 
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CHAGRES  RIVER   DRAINAGE  BASIN 

CURVES  OF   DISCHARGE    DURATION 

FOR  PERIOD  OF  TWENTY-ONE  YEARS 

1890  TO    1910,   INCLUSIVE 


Bohio  i«  for  period  of  twenty  years,  18<.K)  to  1900. 
Full  lines  show  uuiiibui-  of  months  thnt  diHchari;« 
h»j»  boen  uhove  a  g'ivon  qimntity. 
Dotted  lines  show  the  mean  of  the  total  period. 
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CHAGRES  RIVER  DRAINAGE  BASIN 

(427  SQUARE'  MILES) 
CYCLE  OF  AVERAGE  MONTHLY  DISCHARGE 
FOR   PERIOD  OF  TWENTY-ONE  YEARS 
1890  TO   1.910,   INCLUSIVE. 
ALHAJUELA 
Note :- IJrom  1890  to  April,  1899,  mean  montlily  discharges 
estimated  from  mean  of  measured  discharges,  or 
Gamboa-Alhajuela  ratios.  Since  Apr.,  1899,  excepting 
1906,  means  from  station  discharge  curves.  Previo' 
to  5Iar.,  1907,  all  discharges  were  measured  by 
floats.  Since  that  date  current  met«r  measure- 
tnents  have  been  made. 
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CHAGRES  RIVER  BASIN   at  BOHIO 
(779   Square  Miles) 
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CYCLE  OF  AVERAGE  MONTHLY  DISCHARGE 
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1890  TO  1909,  INCLUSIVE. 

1 

\ 

-11 

/ 

-lu 

—  Q 

I 

/ 

—  8 

Annual  Average  D 

ischarge 

—  7 

J 

-6 

( 

\ 

—  5 

V 

-4 

-8 

1 

Aven 

iffe  Dii 

scharge 

for   : 

'hree  I 

)ry   M( 

inths 

\ 

^ 

-2 

y 

1 

-  I 
_0 

Mar.    Apr.      May      June      July 


Aug.      Sept. 
Months 
Pig.  37. 


Oct.. 


Nov.       Dec.      Jan.       Feb.      Mar. 


15 


14 


^13 

d 

©  ^ 

p. 

"Sio 

© 


d 
Q 
'O 
fl 
<A 

CO 

d 
o 
Si 

d 

© 

'  be 
u 

83 
O 

.a 

Q 


/^ 

■v 

12 

CHAGRES  RIVER  DRAINAGE  BASIN 

\ 

(1320  Square  Miles 

CYCLE  OF  AVERAGE  MONTHLY  C 

) 
)ISCHARGE 

\ 

11 

FOR  PERIOD  OF  TWENTY-ONE 
(1890TO1910.INCLUSl\ 

=  YEARS 

1 

\ 

10    . 

13 

GAT  UN 

Note-From  1890  to  May ,  1908. discharge  estimatec 

.  / 

\ 

© 
it 

from  present  relations-May,  1908,  to  .Jan, 
from  Current  Meter  measurements^*'''^ 

1911, 

y 

\ 

© 
8"S 

7§ 

/ 

/ 

\ 

/ 

Annu 

al   Average  L 

)isctiarge 

\ 

A 

/ 

■ 

1 

6  o 

^— ^ 

/ 

\ 

\ 

^1 

□D 

\ 

4^ 
© 

£3 

\ 

3^ 

Aven 

ge  Dis 

:;harge 

for  Tl 

iree   D 

ry   Mo 

iths 

\ 

^-= 

2 

1 

1 

0 

0 

Mar.     Apr.      May     June       July 


Aug.      Sept. 
Months 


Oct. 


Nov. 


Dec. 


Jan. 


Feb.     Mar. 


Fio.  38. 


941 


llYDKOLOCiV  01    Till:  TANAMA  CANAL 


TABLE  35. — Maximum  Rates  of  Run-off  in  Ciiaohes  River  Drainage 
Basin,  Uurinc  Fuksiiets  Beginning  December  2Ctii,  1909,  and 
February  12Tir,  1911. 

Discharge  =  Cubic  Feet  per  Second. 
Height  =  Elevation  above  Mean  Sea  Level. 


Alhajuela. — Drainage  Area  =  427  Sq.  Miles. 

Height. 

Momentary  rate  of 
discharge. 

24-Hour  rate  of 

Date. 

Time. 

diHcharge. 

December  26th,  1909. . 
December  30th,  1909.. 
February  12lh,  1911.. 

7  p.  M. 
11   A.M. 

11  p.  M. 

121.00 
112.00 
105.50 

170  000 
97  200 
43  6f»0 

95  700 
48  500 

17  280 

BoHio. — Drainage  Area  =  779  Sq.  Miles. 


December  27th 

December  31st 

February  13th 

11   A.M. 

2  A.M. 

10  A.M. 

38.7 
32.1 
21.1 

90  000 
58  500 
37  500 

78  400 
38  600 

Gatun. — Drainage  Area  =  1  320  Sq.  Miles. 


Date. 

Time. 

Height. 

Momentary  rate  of 

run-ofif  (storage  + 

discharge). 

24-Hour  rate  of 

run-off  (storage  -r 

discharge). 

December  28th 

December  31st 

February  13Lh 

9  A.M. 
9  A.  M. 
4  P.M. 

19.65 

17.7 

15.7 

124  000 
60  000 
38  860 

94  000 
57  000 
21  520 

Floods  are  of  frequent  occurrence  in  the  Chagres  Basin,  and  from 
1879  to  1906,  General  Abbot*  records  eight  rises  having  a  maximum 
discharge  of  more  than  40  000  cu.  ft.  per  sec.  at  Gamboa.  Subsequent 
to  this  period,  there  have  been  other  similar  floods — those  of  Novem- 
ber and  December,  1909.  That  is,  there  have  been  eleven  great  floods 
in  the  Chagres  in  30  years,  or  an  average  of  about  one  every  3  years. 
The  most  important  recent  flood,  and  the  one  which  gave  the  maxi- 
mum recorded  gauge  height,  was  that  of  December  26th,  1909.  This 
was  accurately  observed  in  all  its  conditions,  and  the  data  and  results 
are  believed  to  be  the  most  reliable  record  of  any  flood  on  the  Chagres 
River.  The  flood  was  the  last  of  a  series  of  three,  all  of  which  can 
be  classed  as  great,  and  their  occurrence  between  November  11th  and 
December  31st,  1909,  is  an  indication  of  the  conditions  for  which 
it  is  n'ecessary  to  provide  in  tropical  water  supply.    During  the  period, 

*  "  Problems  of  the  Panama  Canal."'  p.  155. 
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it  is  estimalLMl  that  128  000  000  OUU  cu.  ft.  of  water  were  discharged 
past  Gatun.  This  quantity,  if  delivered  under  the  present  conditions 
of  Gatun  Lake  (water  surface  +  1^)  "^i^l  with  no  outlet,  would  fill 
the  lake  to  about  Elevation  +  73,  or  to  within  14  ft.  of  maximum 
lake  level  (+  87).  Ilydrographs  of  two  of  these  floods  and  mass-curves 
of   discharge   are  sliown   on   Plates   XXIX   and    XXX.      These   hydro- 
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Fig.  39. 

graphs  are  typical  of  the  Chagres  River  freshets,  and  a  study  of  them 
presents  some  very  interesting  facts.  Figs.  39  and  40  show  these 
conditions,  and  indicate  two  distinct  types  of  freshet  discharge  which 
are  probably  of  not  infrequent  occurrence  in  a  long  term  of  years,  al- 
though they  have  been  unusual  during  the  period  in  which  authentic 
records  are  available.     The  freshet  of  November,   1909,  was  of  com- 
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Comparison  with  Flood 

of  Dec..X906 

Maximum  Heights,  in  Feet 

above  Mean  Sea  Level 

Station      Dec.  1906     Nov.  1909 

Alhajuela 119.3 111.4 

"  Gamboa 81.6 73.6 

Bohio 38.6 37.3 

Gatuo — .. —  21.5 


DIAGRAM  OF  FRESHET  HEIGHTS  AND  MASS-CURVES 

IN  CHAGRES   RIVER,  NOVEMBER,    1909. 
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paratively  longer  duration  and  of  more  widely  distributed  rainfall  than 
that  of  the  succeeding  month,  although  the  crest  height  at  all  stations 
was  less  than  that  of  the  December  freshet.  For  the  November  rise, 
however,  the.  discharge  past  Gatun  was  nearly  50%  more  than  that  of 


8       12       16      20      34      28       32      36      40       44      48      52      56      60 
Hours. 
Pig.  40. 

December.  The  duration  of  those  extensive  flows  is  a  matter  of  con- 
siderable interest,  and  the  length  of  time  the  rate  of  run-off  equalled 
or  exceeded  a  given  rate  is  shown  by  the  figures  on  the  horizontal  lines 
included  between  ,the  discharge  lines. 


948  TivDHOLor.Y  or  nn:  ivw  am  \  (  anai. 

On  comparing  these  two  curves  on  this  hasis,  it  is  seen  that  in 
November  the  flow  was  more  than  100  cu.  ft.  per  sec.  per  sq.  mile  for 
40  liours,  and  in  the  case  of  llic  I  )('('('nil)('r  freshet  this  rate  was 
equalled  or  exceeded  for  only  19^  hours.  During  this  time,  however, 
the  range  above  the  100  was  three  times  that  of  the  previous  month. 
It  appears,  therefore,  that,  in  caring  for  freshet  flows  in  these  localities, 
provision  must  be  made  for  a  rate  of  run-off  per  square  mile  of  at  least 
300  cu.  ft.  per  sec.  per  sq.  mile  continuing  for  20  hours,  and  that  total 
discharges  of  32  000  000  cu.  ft.  per  sq.  mile  for  water-sheds  having  an 
area  of  400  sq.  miles,  and  26  000  000  cu.  ft.  per  sq.  mile  for  those 
of  twice  this  area,  delivered  in  from  4  to  5  days,  are  not  uncommon. 
In  the  Northern  States,  if  provision  is  made  for  a  run-off  of  6  in. 
per  24  hours,  it  is  thought  to  be  conservative.  The  freshet  of  December, 
1909,  delivered  at  about  twice  this  rate.  The  curves,  of  course,  are 
only  a  different  way  of  presenting  the  data  already  shown  in  Plate 
XXIX  and  Fig.  39  (Chagres  River  freshet). 

The  Chagres  River  freshets  are  usually  not  a  single  rise  and  fall 
of  the  river,  but  a  series  of  rises  following  each  other  more  or  less 
closely,  depending  on  the  rainfall  and  the  portion  of  the  drainage  area 
in  which  the  storm  begins  or  is  centered.  The  smaller  rises  which 
appear  are  often  due  principally  to  the  fact  that  the  larger  rises  have 
preceded  so  closely;  and  in  many  cases  the  former  would  not  have 
been  so  noticeable  except  for  the  fact  that  the  ground  had  just  been 
soaked  so  thoroughly  that  most  of  the  rainfall  found  its  way  very 
quickly  into  the  stream.  Table  37  shows  the  total  run-off  at  Alhajuela, 
Bohio,  and  Gatun  for  the  freshet  of  December  26th,  1909,  and  another 
of  February  12th,  1910.  This  latter  freshet  is  principally  remarkable 
for  occurring  during  the  period  when  rainfall  and  stream  flow  are 
usually  at  the  minimum  condition;  the  former  freshet  occurred  dur- 
ing the  period  of  maximum  rainfall  and  river  flow.  The  columns 
under  Item  (1)  show  the  actual  discharge  conditions,  and  those 
under  Item  (2)  give  the  estimated  discharge  due  to  the  freshet  in  addi- 
tion to  the  normal  river  flow,  estimating  the  latter  from  the  gauge 
height  just  before  and  after  the  rise.  In  the  absence  of  rain  gauges 
on  the  area  above  Alhajuela,  the  rainfall  seems  to  be  best  estimated 
by  taking  the  average  of  the  Porto  Bello  and  Alhajuela  records.  In 
the  freshet  of  December  26th,  this  rainfall  was  about  19.50  in.,  and 
the  discharge  due  to  the  particular  conditions  at  this  time  was  about 
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17.18  in.,  showing  that  nearly  this  entire  rainfall  was  discharged  dur- 
ing the  period  of  4  or  5  days  succeeding.  An  inspection  of  Table  36 
will  show  that  the  rise  of  December  26th-27th  was  due  to  rainfall 
which  was  quite  general  over  the  basin,  and  that  of  the  20th  was  due 
almost  entirely  to  rainfall  in  the  extreme  eastern  part  of  the  territory, 
in  the  neighborhood  of  Porto  Bello.  This  latter  condition  was  also 
true  in  the  freshet  of  February,  1910,  when  4.38  in.  of  rain  fell  at 
Porto  Bello,  1.62  in.  at  Alhajuela,  and  less  than  I  in.  elsewhere  in  the 
whole  basin. 

TABLE  37. — Chagres  Kiver  Drainage  Basin. 
Freshets  Beginning  December  26th,  1909,  and  February  12th,  1911. 

Accumulated  Discharges. 


Date. 


Alhajuela. 


Drainage  area  =  427 
sq.  miles. 


>^    M    O) 


a  S  «3 

0<i-i  ^  s) 


e8  05  o 
Hop 


BOHIO. 


Drainage  area  =  779 
sq.  miles. 


e8  0<M 


^2 

«  a^  m 
fl  ®  s 


Is? 

Hop 

p  t-l 


Gatun. 


Drainage  area  =  1  320 
sq.  miles. 


Pi 


:;3  o 


« 3J  ^ 

Q  4)  w     . 


^   (K   O 

-e  o)  T 


H  o  3 


Item  (1)  Including  the  Eiver  Flow  at  Time  Freshet  Began. 


Dec.  26th-Jan.  Stn 

66.5 

28.56 

81.0 

39.8 

17.22 

40.0 

30.3 

14  days. 

28.40 

13.02 

Feb.  12th-Feb.  15th 
3.5  days. 

2.35 

5.5 

2.35 

.... 

3.02 

2.28 

0.98 

Item  (2)  Not  Including  River  Flow — Actual  Run-off  Due  to 
Freshet. 


Dee.  26th-Jan.  8th 
14  days. 

17.27 

40.45 

17.18 

18.66 

23.96 

10.30 

25.06 

19.00 

8.18 

Feb.12th-Feb.15th 
3.5  days. 

1.92 

4.51 

1.94 

2.41 

1.83 

0.78 

The  freshet  of  December  26th  gave  the  greatest  momentary  dis- 
charge at  all  gauging  stations,  and  that  of  November  gave  the  great- 
est quantity  of  water.  The  comparative  relations  of  the  former  are 
given  in  Table  38. 
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TAJiLE  ;i8. 


Maximum  Dihchahgh:  for 
Short    Pkriod. 

Ratio  to  Mean  Discharok. 

Cubic  feet 
per  second. 

(Hibic  feet 

per  second 

per  souare 

mile. 

December. 

Annual. 

Minimum 
month. 

Albajuela 

170  000 
124  000 

398                      87.2 
94                       10  0 

60.0 
16.4 

228 

Gatun 

70 

Fig.  41  shows  the  hydrograpli  and  discharge  curves  for  the  '*dry 
season''  freshet  of  February,  1910,  and  it  is  interesting  to  note  that 
the  total  run-off  at  Gatun  was  about  one-fourth  of  the  discharge  of  the 
"wet  season"  fresliet  of  December,  1909.  Figs.  42  and  4.3  show  the 
surface  slope  of  the  Chagres  River  during  freshet  periods,  with  the 
crest  at  various  places.    The  time  the  crest  passed  the  gauging  stations 


Noon  ildt .  Noon 

Feb.l2  Feb.13  Feb.ll 

Days  of  Month 

Fig.  41. 

is  given  on  Fig.  42,  and  from  this  it  is  possible  to  note  the  progress 
of  the  crest  down  the  river.     Table  39,  for  the  freshet  of  December     ' 
26th,  1909,  shows  these  data  in  concrete  form. 

The  Gamboa  station  had  not  been  established  in  December,  1909, 
but  the   flow   past   the  station    at   Alhajuela   had    a   mean   maximum 
velocity  of  13.57  ft.  per  sec,  or  more  than  four  times  that  with  which  m 
the  crest  moved  down  stream.     In  the  lesser  rise  of  February,  1911,  the 
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Miles  from  Gatun. 
Fig.  42. 
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mean  maxiinuiii  velocity  at  Alhajucla  was  7.85  ft.  per  sec,  and  at 
Ganiboa  6.66  ft.  per  sec.,  wliile  the  crest  moved  between  these  stations 
at  a  rate  of  2. .'55  miles  per  hour,  or  3.45  ft.  per  sec. 

TABLE  39. 


Distance 

from 
preced- 
ing .sta- 
tion, iu 
miles. 

Time  of  crest. 

Time  to 

next 
station, 
in  hours. 

Station. 

Mean  Velocity. 

Surface  Slope,  in 

fkkt  per  mile. 

Crest  at: 

Miles  per 
hour. 

Feet  per 
second. 

0.0 

3.14 

2.54 

Alha- 
juela. 

Qamboa 

Alhaiuela  

Gamboa 

Bohio 

0.0 
10.75 
19.00 

7  p.  M.  26th 

Midnijrht  26th 

11  A.  M.  27th 

0.0 
5.0 

11  0 

0.0 
2.14 
1  73 

0.0 

4.25 

2.68 

0.0 
3.75 

2  56 

The  foregoing  facts  are  of  especial  interest  in  the  study  of  river 
hydraulics,  and  appear  to  indicate:  (1)  That  flood  crests  move  down 
stream  with  about  the  same  velocity,  irrespective  of  gauge  height,  due 
to  the  configuration  of  the  average  cross-section  and  the  meanderings 
of  the  stream.  (2)  That  the  actual  mean  stream  velocity  is  absolutely 
dependent  on  the  gauge  height.  In  the  high  rises  in  the  Chagres 
River,  the  maximum  current  velocity  at  any  point  may  be  more  than 
four  times  that  of  the  crest^  and  gradually  decreases  in  rate  with  the 
gauge  height  until,  on  the  low  flows,  the  two  velocities  practically 
coincide. 

Run-off  or  stream  flow  depends,  not  only  on  the  quantity  of  precipi- 
tation, but  also  on  its  distribution  throughout  the  period  under  con- 
sideration. In  the  case  of  the  Chagres  River  freshets,  it  has  been 
shown  that  after  a  period  of  heavy  rainfall  the  ground  has  become  so 
thoroughly  saturated  that  nearly  all  of  a  subsequent  storm  may  pass 
quickly  to  the  stream.  On  the  other  hand,  after  a  period  of  drought 
and  dry  weather,  oftentimes  very  little  of  the  rainfall  finds  its  way 
to  the  stream,  or  else  it  comes  so  slowly  as  to  be  unnoticed.  Though 
excessive  downpours  of  short  duration  may  be  disastrous  to  small 
reservoirs  in  some  cases,  as  a  general  proposition,  they  are  so  local 
in  their  happenings  as  to  be  of  interest  mainly  in  combination  with 
the  design  of  sewers  and  drains.  The  effect  of  such  conditions,  there- 
fore, is  best  studied  on  small  areas.  The  Rio  Grande  Reservoir  and 
water-shed  have  offered  opportunities  for  such  investigation.  This 
reservoir  is  about  1  mile  south  of  Culebra,  at  the  extreme  head-waters 
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of  the  Eio  Grande.  The  top  of  the  spillway  is  at  Elevation  235.2,  and 
the  surface  of  the  lake  can  be  raised  3  ft.  by  the  use  of  flash-boards. 
At  the  latter  elevation  the  area  of  the  reservoir  surface  is  about 
0.09  sq.  mile,  and  the  total  area  of  the  basin  above  the  dam  and  includ- 
ing the  reservoir  is  3.15  sq.  miles.  The  land  area  is  wholly  uninhabited, 
is  covered  with  tropical  vegetation  and  second  growth,  and  is  repre- 
sentative of  the  ordinary  woodland  conditions  which  obtain  in  the 
greater  part  of  the  river  basins  on  the  Isthmus. 

TABLE  40. — Excessive  Rainfall  and  Run-off  in   the 

Rio  Grande  Basin. 
Drainage  Area  above  Gauging  Station  =  2.36  Sq.  Miles. 


Rainfall. 

Mean  Discharge. 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(lO) 

Date,  1911. 

a 

«8.2 

Duration 
of  storm. 

1.2  «3 

Period  of 

maximum 

rate. 

t-i  o 

5t 

a 
■a  t- 

O  3 

0)  5  ee 

Ox: 
w  to 

Hrs. 

Min. 

Hrs. 

Min. 

April  25th. 
May  9th. . . 
May  llth. . 
May  13th.. 
May  25th.. 
May  30th. . 
July  6th... 
July  8th... 
Aug.  22d.. 

3.12 
2.08 
2.97 
1.50 
2.73 
1.25 
1.45 
0.98 
2.13 

3 
1 
3 

2 
2 
4 
0 
1 
4 

15 
55 
15 
35 
4 
30 
50 
10 
20 

2.70 
2.06 
2.45 
0.61 
4.04 
2.85 
2.60 
1.61 
15.53 

i 

2 
1 

0 
0 
0 
0 

66 

10 
00 
38 
32 
32 
8 

18.75 
23.03 
35.40 
70.80 
59.20 
11.77 
20.82 
17.76 
18.77 

12 
15 
24 

24 
24 
48 
48 
48 
72 

7.94 

9.76 

15.00 

30.00 

25.10 

4.99 

8.82 

7.52 

7.95 

0.15 
0.23 
0.56 
1.12 
0.93 
0.37 
0.66 
0.56 
0.89 

5.0 
11.0 
19.0 
72.0 
34.0 
29.7 
45.2 
57.0 
41.7 

July  21st.. 
July  23d... 

0.77 
0.82 

i 

is 

i".56 

0 

25 

0.50 
2.07 

5 
12 

0.24 
0.88 

0.0039 
0.016 

0.21 
2.00 

Though  there  are  several  small  brooks  running  directly  into  the 
reservoir,  most  of  the  area  is  tributary  to  the  main  stream  for  quite  a 
distance  above  high  water.  A  short  distance  above  this  point  a  river 
stage  register  was  established,  the  area  tributary  from  above  being 
2.36  sq.  miles,  or  about  78%  of  the  total  land  area.  There  is  an  auto- 
matic rain  gauge  on  the  shore  of  the  lake,  about  |  mile  east  of  the 
register  station.  A  gauging  section  was  established  near  the  register, 
and  a  sufficient  number  of  gaugings  were  made  to  fix  the  discharge 
curve  and  rating  table.  In  Table  40  are  shown  the  record  and  distri- 
bution for  some  of  the  most  severe  storms  which  have  occurred  since 
the   station  was   established.     Attention   is   called  particularly  to   the 
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prufircssivo  increase  in  the  ratio  of  run-off  to  rainfall,  Column  10. 
Near  the  end  of  the  dry  season  there  had  heen  only  3.34  in.  of  rain 
since  February  15th,  and  2.38  in.  of  this  had  been  in  a  sudden  down- 
pour. The  g:round,  therefore,  was  parched  and  dry,  and  the  vegetation 
eager  for  moisture.  On  April  25th,  3.12  in.  of  rain  fell  in  3  hours  15 
min.,  but  only  5%  appeared  as  run-otf  in  the  stream.  As  the  rains 
became  more  frequent  and  the  depleted  ground  storage  became  filled,  a 
progressively  greater  quantity  appeared  in  the  stream  flow  until  about 
July.  A  ratio  of  about  45%  had  been  reached  then,  and  the  percentage 
of  run-oif  afterward  oscillated  above  and  below  this  mark,  depending 
on  the  rainfall  and  the  quantity  of  water  stored  in  the  ground.  The 
ratio  of  T2%  appearing  from  the  storm  of  May  13th  is  due  to  the 
heavy  rainfalls  just  previous,  which  had  not  fully  been  cared  for  either 
by  storage  or  surface  flow.  The  data  concerning  the  storms  of  July 
21st  and  23d  are  also  of  interest  as  an  indication  of  the  almost  com- 
plete loss  of  a  considerable  quantity  of  water  to  stream  flow  and  water 
use.  This  condition  is  due  to  the  excessively  dry  period  of  June  and 
July,  when  the  rainfall  was  considerably  below  normal.  It  is  indirect 
proof  of  the  large  water  requirements  of  vegetation,  and  may  be  con- 
sidered as  a  total  loss  to  the  lake.  A  study  of  the  ground-water  con- 
ditions showed  that  little,  if  any,  of  this  rain  appeared  as  run-off, 
although  the  run-off  probably  benefited  indirectly  by  a  lessened  demand 
on  the  ground  reservoir  for  vegetation. 

The  storm  of  May  25th  was  rather  notable  for  the  quantity  of  rain 
falling  in  a  short  time,  and  the  conditions  of  run-off  are  those  which 
ordinarily  obtain  from  storms  of  this  character.     It  occurred  at  a  time 
when  the  ground  reservoir  was   considerably  filled   and  the   demands 
of  vegetation  would  not  be  out  of  the  ordinary.     Certain  facts  con 
cerning  this  storm  are  shown  by  Fig.  44.    The  total  rainfall  was  2.73  in. 
of  which  a  little  more  than  2  in.  fell  in  1  hour.     The  rain  began  a 
12.12  p.  M.,  and  0.29  in.  fell  in  26  min.,  no  mn-off  being  appreciable  or 
the  river  gauge.    The  rain  again  began  at  2.54  p.  m.,  and  at  4.32  p.  m 
2.44  in.  had  fallen.     At  3  p.  m.  the  river  gauge  registered  a  flow  o: 
1.3  cu.  ft.  per  sec,  and  at  this  time  the  discharge  began  to  increasql* 
The  maximum  flow  came  at  4.15  p.  m.,  the  gauge  showing  a  rise  o 
5.31  ft.  and  a  discharge  at  the  rate  of  380  cu.  ft.  per  sec.    The  streai 
flow  did  not  return  to  its  original  discharge  until  3  p.  m.  of  May  30t 
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a  period  of  5  days.    From  4.30  p.  m.  of  the  25th  to  3  p.  m.  of  May  30t](lii!ae]i 
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0.18  in.  of  rain  fell  between  2  a.  m.  and  10  p.  M.  of  the  26th.  As  the 
0.15  in.  of  rain  that  fell  on  May  25th,  prior  to  the  principal  down- 
pour, did  not  affect  the  stream  flow,  it  is  probable  that  the  0.18  in. 
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Fig.  44. 

falling  9  J  hours  later  also  had  so  little  effect  as  to  be  negligible. 
ji  Assuming  this  condition,  the  rainfall  between  2.54  p.  m.  and  4.30  p.  M., 

May  25th,  caused  a  run-off,  which,  beginning  at  3  p.  M.,  May  25th, 
)^  Reached  a  maximum  at  4.15  p.  M.  of  the  same  day,  and  its  effect  was 
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noted  in  the  stream  flow  up  to  3  a.  :m.  of  May  30th.  That  is,  2.43  in. 
of  rain  falling  in  1  hour  38  min.,  at  an  average  rate  of  1.76  in.  per  hour, 
caused  a  run-off  of  1.07  in.  in  108  hours,  at  an  average  rate  of  about 
0.01  in.  per  hour. 

1.07 


The  ratio  of  discharire  to  rainfall  was 


2.43 

1.08 


=  44      per  cent. 


The  ratio  of  time,  run-off  to  rainfall  was  ~-'-^  =  60. 4 

1.G3 

The  flow  past  the  gauging  station  showed  the  following  quantities 
passing : 


12%  of  the  total  rainfall  and  30%  of  the  total  run-off  in 

18%  "      "       "  "  "  40% 

20%  "      "       "  "  "  45% 

27%  "     "       "  "  "  60% 


44%  " 


100% 


4 

10 

108 


2  hours. 

o  a 


The  storm  of  May  25th  was  only  an  ordinary  tropical  rainfall  cover- 
ing a  comparatively  small  area,  and  of  common  occurrence  during  the 
rainy  season.  It  has  been  given  in  detail  only  because  its  progress 
was  carefully  watched,  and  is  an  indication  of  average  conditions.  The 
rise  of  more  than  5  ft.  in  IJ  hours,  with  a  discharge  increased  nearly 
300  times,  is  similar  to  conditions  frequently  encountered  on  water- 
sheds of  limited  extent. 

TABLE  41. — Areas  of  Water-sheds. 


Drainage  north  op  Continental  Divide. 


Water-shed. 


Upper  Chagres. 

Pequini 

Chilibre 

Gatuncillo  

La  Puente 

Frijoles 

Frijolito 

Frijoles  Grande 


Square 
miles. 


212 

189 

54 

38 
22 

7 
10. 


2.75 


Drainage  south  op  Continental  Divide. 


Water-shed. 


Pedro  Miguel. 

Cardenas 

Caimeto 

Cocoli 

L.  Rio  Grande 


Sq  uare 
miles. 


|r( 


The  relation  between  the  rainy-  and  dry-season  discharges  of 
streams  is  particularly  interesting  in  its  bearing  on  water  supply,  and 
the  use  to  which  it  can  be  put  in  regard  to  stream  flow  and  reservoir 
storage.     Figs.  45,  46,  and  47  show  these  conditions  graphically,  and 
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little  description  seems  necessary.  It  appears  that  the  extreme  low 
flows  last  for  comparatively  short  periods,  and  though  in  many  cases  the 
discharge  of  the  stream  through  the  dry  months  is  very  well  sustained 
from  ground  storage,  in  other  cases  rivers  draining  considerable  areas 
almost  cease  to  flow.  The  areas  of  the  several  drainage  basins  are  given 
in  Table  41. 

It  is  worthy  of  notice  that  the  streams  south  of  the  continental 
divide  and  flowing  into  the  Pacific  Ocean  generally  have  a  much  less 
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iry-season  discharge  than  those  on  the  northerly  side.  As  mentioned 
n  the  discussion  on  rainfall,  this  condition  is  due  to  the  prevailing 
nnds  and  to  the  fact  that  the  northerly  side  is  the  windward  side  of 
he  Cordillera. 

The  relations  of  rainfall  and  run-off  in  the  basin  seem  to  be  best 
)resented  in  diagrammatic  form.  The  run-off,  as  measured  and  esti- 
nated  at  the  several  principal  stations,  has  been  given  in  Tables  19 
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Days  of  Mouth. 
Fig.  46. 


Normal  flow  of  rivers  at 
end  of  Wet  Season 


Days  of  Month. 
Fig.  47. 
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to  3^,  inclusive,  and  the  rainfall  or  record  in  Tables  7  to  11. 
Figs.  48  to  53,  inclusive,  show  the  run-off  in  the  Chagres  Basin  for  the 
average  year  and  for  other  critical  periods  at  Alhajuela  and  Gatun. 
Before  studying  the  river  relations,  it  was  necessary  to  have  the 
quantity  of  rainfall  on  the  area  considered.  An  estimate  of  this,  based 
on  the  actual  records  from  the  stations,  weighted  for  their  relative 
influence,  have  been  prepared.  The  values  are  given  in  Tables  44  and  45. 
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In  many  cases  the  rainfall  records  were  lacking,  and  these  were  esti- 
mated from  present  annual  ratios  between  the  nearest  station  with  a 
long-time  record  and  the  station  where  a  value  was  required. 

Attention  is  called  to  the  fact  that,  although  the  run-off  is  a  func- 
tion of  the  rainfall,  and  would  in  time  absolutely  cease  if  the  latter 
should  stop,  the  quantity  of  the  former  does  not  vary  directly  with 
the   quantity   of   the   latter.      During   comparatively   short   periods   of 
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little  or  no  rainfall  the  run-olT  is  many  times  in  excess  of  the  precipita- 
tion, and  for  longer  i)eriods  the  run-off  decreases  with  the  rainfall. 
This  decrease,  however,  is  not  directly  proportional,  but  is  in  some 
more  complex  ratio,  depending,  on  the  character  of  the  water-shed  and 
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its  vegetation.  For  example,  a  rainfall  of  25%  less  than  normal  will 
produce  a  certain  run-off  during  the  year,  under  certain  conditions, 
but  a  rainfall  of  50%  of  the  normal  for  this  period  would  probably 
yield  much  less  than  50%  of  the  normal  run-off.     For  this  reason,  it 
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is  very  unsafe  to  base  calculations  of  yield  on  short-time  observations, 
and  apply  the  relation  thus  established  to  minimum  conditions  of  rain- 
fall existing  at  some  former  period.  For  the  purpose  of  illustrating 
those  conditions,  Tables  42  and  43  and  Fig.  53  are  given  for  the  whole 
area  of  the  basin  above  Gatun  (1320  sq.  miles),  and  for  the  area 
above  Alhajuela  (427  sq.  miles). 

The  year  of  lowest  rainfall  in  this  decade  is  1902-03,  with  93.38  in. 
The  river  discharge  for  this  year  was  48.87,  or  52.4  per  cent. 


12         3        4         5         6         7 
May      June     July    Aug.    Sept.     Oct.    Nov. 

Fig.  50. 


Dec. 


10       11      12 
Feb.     Mar.   Apr. 


April,  1905,  was  quite  dry,  and  the  heavy  rainfall  of  20.22  in.  in 
May  produced  only  a  moderate  run-off,  although  it  increased  consider- 
ably the  total  rainfall  for  the  year. 

A  comparison  of  the  retention  curves  and  discharge  tables  given  in 
this  paper  indicates  in  some  degree  the  quantity  of  water  required  by 
vegetation.  In  the  year  of  plenteous  rainfall,  besides  actual  precipita- 
tion, the  air  contains  more  water  vapor,  which,  being  absorbed  by  the 
leaves  and  grasses,  gives  them  a  supply  of  moisture  in  lieu  of  actual 
rainfall.    In  the  years  of  less  rainfall  these  demands  must  be  met  from 


i)G2 
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iirouiul  stoniffr,  ;iiitl  ilms  :i  l:ir;4('  <|ii;iMtit.v  ol"  actual  i)r('{'l|)itation  must 
be  taken,  to  the  consequent  detriment  of  stream  flow. 

In  the  year  of  heavy  rainfall  the  subterranean  reservoir  is  kept  full, 
and  rainfall  rcac'hinjj:  the  surface  of  the  ground,  having  no  opportunity 
to  delay,  is  d(>liv(>r(Ml  (luickly  to  the  str(\'nn  with  luiniinuin  loss. 
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Fig.   51. 

What  proportion  of  the  stream  flow  is  due  to  sub-surface  flow  is 
a  complex  question,  and  each  water-shed  has  a  coefficient  of  its  own 
that  must  be  applied  to  any  general  statement.  The  quantity  depends 
on  the  character  of  the  soil,  the  underlying  strata,  the  topography, 
and  the  surface  cover  of  vegetation.     That  considerable  quantities  of 
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TABLE  42. — ^foNTin-Y  Kainfali.,  Run-off,  and  Pkrcentagk. 
Chagrcs  River  Basin  above  Alhajuela  =  427  Sq.  Miles. 


1. 

10-YkAK    AVKRAdE. 
HH)1-11. 

Ykar  ok  Maximitm 

Dl.SCHAKUK,    1909-10. 

Ykar  ok  Minimtm 
DiBCHAKOE,    1905-Otj. 

Moutl 

32  .E 

»r  cr' 

^ 

«.3 

II 

tf  a 

h 

0:  a 

a  . 
0  u 

§1 

OJ  a 

a   • 

May 

June 

July 

Aug 

Sept 

Oct 

i 

>. 
a 
'3 

18.08 
13.  W 
16.03 
15.86 
12.56 
13.86 
33.aj 
14.27 

6.01 
6.49 

7.76 
7.95 
8.08 
8.58 
12.49 
13.91 

46.0 
46.6 
51.0 
51.8 
64.3 
61.7 
53.6 
96.9 

12.00 
18.72 
19.98 
10.99 
10.74 
14.01 
40.62 
40.54 

6.54 
12.73 

8.91 
11.04 

9.31 

9.89 
29.55 
46.71 

54.5 

68.0 

44.6 

100.2 

86.7 

70.6 

72.8 

105.1 

25.04 
8.86 
9.08 

15.78 
6.00 

18.64 

13.00 
8.56 

5.21 
4.16 
8.87 
5.96 
4.50 
7.25 
5.92 
3.41 

22.6 
49.8 
87.2 
37.8 
56.3 
58.2 

Nov 

45.5 

Dec 

39.8 

Jau 

Q  C8 

^  a) 

5.18 
1.85 
1.68 
5.22 

7.07 
3.81 
2.30 
3.34 

136.5 

205.9 

137.0 

64.0 

8.52 
4.24 
4.53 
5.06 

13.64 
7.00 
4.39 

8.21 

160.1 

165.2 

96.9 

162.2 

1.55 
0.85 
0.60 
5.10 

1.85 
1.50 
1.18 
1.86 

133.4 

Feb 

Mar 

Apr 

176.5 

196.9 

36.5 

Total 

8  wet  months 

4  dry  months 

136.36 

122.48 

13.93 

87.79 
71.27 
16.52 

64.4 

58.2 
118.6 

189.95 

167.60 

22.35 

167.92 

134.68 

33.24 

88.4 

80.4 

148.6 

107.56 

99.46 

8.10 

46.17 

39.78 

6.39 

42.89 
40.  fX) 
78.90 

TABLE  43. — Monthly  Rainfall,  Run-off,  and  Percentage. 
Chagres  River  Basin  above  Gatun  =  1  320  Sq.  Miles. 


Month. 


May. 
June 
July. 
Aug. 
Sept. 
Oct. . 
Nov  . 
Dec. 


Jan. 
Feb. 
Mar 
Apr 


^  CO 

02 


Total 

8  wet  months. 
4  dry  months.. 


10  Year  Average, 

1901-n. 


p  a 
xB 


12.49 
11".  82 
12.81 
13.51 
11.74 
13.69 
20.33 
11.18 


4.14 
1.69 
1.96 

4.70 


120.08 

107.57 

12.49 


4.02 
5.23 
6.30 
7.15 
7.63 
8.94 
12.50 
10.40 


5.54 
2.26 
1.46 
2.13 


73.56 
62.17 
11.39 


5W> 


33.3 
44.2 
49.2 
52.9 
64.9 
65.3 
61.5 
93.0 


133.8 

133.8 

74.5 

45.3 


61.2 
57.9 
91.1 


Year  of  Maximum 
Discharge,  1909-10. 


.—   05 

flO  rj 

3% 


12.44 
15.24 
13.44 
9.81 
10.66 
14.96 
35.01 
23.08 


3.68 

8.35 

8.69 

9.. 59 

8.38 

11.00 

24.03 

22.54 


4.35 
4.64 
5.61 
5.96 


155.20 

134.64 

20.56 


118.48 
96.31 
22.17 


10.26 

4.01 

2.76 

5.14 

29.6 
54.8 
64.7 
97.8 
78.6 
73.5 
69.8 
97.7 


235.9 
86.4 
49.2 
86.2 


76.3 

71.3 

110.2 


Year 

OF  Minimum 

Discharge,  190506. 

— '  (A 

Is 

03  — 

e_r  CO 

3.S 

a   . 

rt.s 

pi  a 

Ph 

20.22 

3.99 

19.7 

9.60 

3.63 

37.8 

9.25 

2.70 

29.2 

16.96 

5.49 

32.4 

8.90 

5.41 

60.8 

15.64 

9.82 

62.8 

12.33 

6.47 

52.5 

8.75 

4.04 

46.2 

1.25 

1.89 

151.2 

1.06 

1,10 

103.8 

1.15 

0.87 

75.7 

6.83 

1.37 

20.1 

111.94 

46.78 

39.2 

101.65 

41.. 55 

40.9 

10.29 

5.2:1 

50.8 
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TABLE  44. — Average  Estimated  Monthly  Kainfall,  in  Inches, 

ON   THE   ChAGRES  EiVER   BaSIN. 

Area  of  Chagres  Basin  =  1  320  Sq.  Miles. 
The  yearly  totals  are  for  the  run-off  year  beginning  May  1st. 


Month. 

1901- 
1902. 

1902- 
J903. 

1903- 
1904. 

1904- 
1905. 

1905- 
1906. 

1906- 
1907. 

1907- 
1908. 

1908- 
1909. 

1909- 
1910. 

1910- 
1911. 

Monthly 
average. 

Mav 

10.21 

11.06 

10.72 

15.50 

13.91 

16.19 

29.20 

6.29 

12.90 

0.58 

1.91 

4.74 

11.93 

7.89 

14.79 

8.88 

11.75 

14.37 

16.09 

6.66 

1.07 

0.27 

0.79 

1.46 

12.55 

10.72 

16.56 

14.31 

11.30 

12.39 

23.24 

17.27 

5.81 

1.01 

1.66 

11.09 

10.09 

15.16 

12.76 

9.73 

14.03 

8.72 

20.89 

5.82 

6.49 

1.07 

0.67 

1.90 

22.27 
8.90 
9.44 

17.84 
8.88 

16.10 

12.81 
9.00 
1.32 
1.06 
1.21 
6.39 

10.64 

12.37 

16.90 

18.61 

12.97 

12.81 

22.82 

15.35 

1.92 

1.40 

1.96 

0.90 

7.59 

14.90 

12.45 

14.72 

11.17 

17.61 

11.85 

4.78 

2.23 

0.78 

1.86 

3.05 

19.03 

12.24 

9.50 

16.88 

10.31 

12.01 

18.80 

8.96 

8.01 

4.59 

2.45 

8.44 

11.99 

15.12 

14.49 

9.54 

10.76 

15.09 

35.74 

26.20 

5.14 

4.94 

5.97 

6.16 

11.51 

13.03 

18.21 

14.06 

16.14 

14.37 

20.69 

19.44 

0.50 

2.70 

1.31 

4.77 

12.78 

J  une 

12.14 

July 

13.58 

August 

September 

October 

14.01 
12.12 
13.97 

November 

December 

January 

21.21 

11.98 

4.54 

February  

March 

1.84 
1.98 

April 

4.89 

Year 

133.21 

95.95 

137.91 

107.33 

115.22 

128.65 

102.99 

131.22 

161.14 

136.73 

125.04 

The  average  monthly  rainfall  over  the  Chagres  River  Basin  was  computed  from  the 
following  records:  The  records  from  each  section  are  given  weights  corresponding  to  the 
area  of  the  section. 

Section.                              Rainfall  Records.  Weight. 

No.  1. Porto  Bello  -|-  Alhajuela  -^2. 427 


No.  2 Alhajuela 

No.  3 Culebra 

No.  4 Gamboa 

No.  5 Trinidad 

No.  6 Monte  Lirio 

No.  7 Bohio  +  Gatun 


-j-  Gamboa 
-|-  Gamboa 
-j-  Bohio 


132 
32 

188 
314 
127 
100 


Total rr;:?  v. .  .r^:.:.^T. .  .v>  r^  r-'r. . .;-.  v;r;  :'.r. . .  y. .  1  320 

TABLE  45. — Average  Monthly  Eainfall,  in  Inches,  on  the 
Chagres  River  Basin  above  Alhajuela. 

Area  =  427  Sq.  Miles. 


a9oi) 

(1904) 

(1905) 

(1907) 

(1908) 

(1909) 

(1910) 

Month. 

(1902)  (1903) 

(1906) 

Monthly 
average. 

May 

11.71 
12.74 
10.04 
16.57 
15.20 
18.86 
30.72 
5.74 

(1902) 

12.36 

0.54 

1.G2 

5.55 

12.42    12.90 
8.8OI  11-93 

10.57 
19.00 
15.92 
10.52 
15.76 

9.18 
23.22 

5.83 

(1905) 
6.21 
0.74 
1.18 
2.12 

23.04 

10.98 

6.38 
17.14 
17.54 
16.86 
13.09 
18.86 
11.54 

6.46 

(1908) 
2.85 
0.75 
2.28 
3.08 

20.38 
14.02 
9.83 
16.81 
11.02 
11.18 
26.14 
14.87 

(1909) 

11.81 

5.26 

1.92 

13.05 

12.00 
18.72 
19.98 
10.99 
10.74 
14.01 
40.62 
40.54 

(1910) 
8.52 
4.24 
4.53 
5.06 

10.40 
14.44 

19.90 
17.07 
15.80 
12.46 
18.98 
19.19 

(1911) 
0.49 
4.60 
1.20 
5.74 

13.08 

June 

8.36 

9.08 
15.78 

8.00 
13.64 
13.00 

8.56 

(1906) 
1.55 
0.85 
0.60 
5.10 

14.28 
21.32 
24.22 
12.94 
12.26 
26.94 
14.91 

(1907) 
1.55 
0.86 
1.41 
0.76 

13.94 

July 

16.65 
8.25 
11.81 
14.32 
16.76 
6.59 

(1903) 
0.71 
0.30 
0.78 

20.05 
16.56 
11.25 
13.88 
25.41 
19.96 

(1904) 
5.78 
0.40 
1.30 

16.03 

August 

15.36 

September 

October 

12.56 
13.86 

November 

December 

January 

23.33 

14.27 

5.18 

February  ... 

March 

1.85 
1.68 

April 

1.24 

10.47 

5.22 

Year 

141.65 

98.63 

149.89 

120.25 

107.56 

142.46 

116.83 

156.29 

189.95 

140.27 

138.36 

The  monthly  values  are  equal  to  the  mean  of  the  rainfall  records  at  Alhajuela  and 
Porto  Bello. 

The  annual  totals  are  for  the  run-off  year  beginning  May  1st. 
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water  are  received  in  this  way  is  an  undisputed  fact.  Table  4C  shows 
some  conditions  that  have  obtained  on  the  Rio  Grande  water-shed.  No 
attempt  is  made  to  discuss  the  subject  in  this  paper,  the  intention 
being  to  make  further  study  before  presenting  conclusions.  The  data 
thereon,  however,  are  applicable  to  some  extent  to  conditions  of  the 
proposed  Gatun  Lake,  and  indicate  a  considerable  increase  in  supply 
otlior  than  that  due  to  surface  conditions.  Figs.  48  to  ijIJ,  inclusive, 
present  graphically  the  conditions  of  rainfall,  run-off,  and  retention 
which  obtain  in  the  basin  above  Alhajuela  and  over  the  entire  drainage 
area  above  Gatun.  The  large  quantity  unaccounted  for  in  minimum 
years,  and  the  relatively  small  quantities  "lost"  in  years  of  maximum 
rainfall,  are,  of  course,  what  would  be  expected. 

Hydrography  of  Gatun  Lake  and  the  Panama  Canal. 

Gatun  Lake,  which  will  be  formed  by  the  big  earth  dam  across  the 
Chagres  River  at  Gatun,  is  one  of  the  largest  artificial  bodies  of  water 
in  the  world,  if  not  the  largest.  There  is  no  similarly  made  body  of 
its  size  in  the  Western  Hemisphere,  the  nearest  approach  being  the 
proposed  Bear  Lake  Reservoir,  in  Utah,  with  a  surface  of  108  sq.  miles, 
and  it  is  probable  that  Egypt  alone  in  the  Eastern  Hemisphere  has  a 
lake  comparable  either  in  area  or  capacity. 

TABLE  47. — Areas  and  Volumes  of  Gatun  Lake. 


Contour. 

(Feet  above 

mean 

Area. 

VOLDME. 

Millions  of 
square  feet. 

Square  miles. 

sea  level). 

Millions  of 
cubic  feet. 

Millions  of 
gallons. 

Acre-feet. 

0 

12 

385 

813 

1426 

1971 

2  529 

3  099 

3  670 
■4  274 

4  555 
4  835 

0.44 

14  825 

59  637 

143  385 

270  419 

438  707 

049  198 

902  375 

1  199  507 

1  369  859 

1  540  211 

45  499 

laS  031 

440  062 

829  942 

1  346  434 

1  992  450 

2  769  476 

3  681  401 

4  204  228 
4  727  056 

10 
20 
30 
40 
50 
60 
70 
80 
85 
90 

13.81 

29.17 

51.14 

70.69 

90.71 
111.17 
131.65 
153.32 
163.38    - 
173.44 

1  982 

7  972 

19  169 

36  152 

58  651 

86  791 

120  638 

160  361 

183  136 

205  911 

At  Elevation  +87  Gatun  Lake  has  an  area  of  167.4  sq.  miles,  of 
which  about  90  sq.  miles  are  within  tlie  Canal  Zone  and  the  remainder  in 
Panamanian  territory.  The  shore  line,  not  including  islands,  is  about 
1  010  miles  in  length,  of  which  about  two-thirds  are  without  the  Zone. 
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Table  48*  is  given  for  purposes  of  comparison.     The  reservoirs  listed 
therein  are  either  built  or  projected. 

TABLE  48. 


Name. 


Gatun  Lake 

Cataracte  de  Assouan,  Egypt. 

Au  Sud  de  Philos,  Egypt 

Gebel  Silsileh,  Egypt 

Cataracte  de  Assouan,  Egypt. 

Kalabehele 

Gebel  Silsileh,  Egypt 

Swan  Valley  Lake,  Idaho 

Ouady  Rayan,  Egypt 

Tonto  Basin,  Ariz 

Belle  Fourche,  S.  D 

Wachusett  Dam,  Mass 


Capacity,  in 

thousands  of 

millions  of 

cubic  feet. 


205.91 

130.65 

126.40 

123.60 

94.40 

90.40 

84.50 

65.30 

35.31 

32.00 

9.35 

8.40 


Name. 


(capacity,  in 

thousands  of 

millions  of 

cubic  feet. 


New  Croton  Dam,  N.  Y — 

Buena  Vista  Lake,  Cal 

Penai,  India 

Hemet  Valley,  Cal 

Lake  McMillan,  N.  Mex — 

Bhatgus,  India 

Paragon,  India 

j  Laramie  River  Dam,  Wyo. 

Lake  Fife,  India 

j  Indian  River,  N.  Y 

'  Jarpen,  India 


7.85 
7.41 
6.90 
6.00 
6.00 
5.48 
5.29 
5.24 
4.91 
4.35 
2.69 


Total  area,  Gatun  Lake  Drainage  Basin.  ....  1  320      sq.  miles. 

Land     "      (Lake  surface  El.  87  M.  S.  L.) .  .  1 152.6    " 
Water   "          "           '•         "     87  "     "     "    .  .        167.4   "        " 

Eatio  of  water  to  land  surface 14.52  per  cent. 

The  top  of  the  upper  miter-sill  at  the  locks  has  an  elevation  of 
+  37.33  above  mean  sea  level,  and  the  bottom  of  Culebra  Cut  will  be 
at  Elevation  +  40,  referred  to  the  same  base.  The  largest  vessel  yet 
built  is  the  Olympic,  which,  when  loaded  to  full  capacity  of  60  000 
tons,  is  said  to  have  a  draft  of  37.5  ft.  If  the  minimum  lake  level  is 
assumed  at  Elevation  +  80.33,  this  vessel  would  have  about  5  ft.  of 
water  under  her  keel  when  passing  over  the  miter-sills  and  more  than 
2  ft.  when  passing  through  Culebra  Cut.  The  heaviest  United  States 
war  vessel  is  the  Utah,  recently  in  commission,  and  she,  when  loaded, 
is  said  to  have  a  draft  of  28.5  ft. ;  that  is,  at  the  minimum  lake  level 
assumed  above,  the  Utah  could  pass  through  Culebra  Cut  with  at  least 
11  ft.  of  water  under  her  keel. 

A  storage  depth  of  6.67  ft.,  or  80.04  in.,  is  equivalent  to  11.624  in. 
distributed  over  the  land  area  at  Elevation  +  87;  that  is,  a  run-off  of 
11.624  in.  from  the  total  land  area,  would  raise  the  surface  of  the  lake 
80.04  in.  This  quantity,  therefore,  is  required  to  make  good  the  loss 
in  storage  when  the  lake  surface  is  drawn  down  to  the  minimum,  or 


♦Abstracted  in  part  from  Wilson's  "Manual  of  Irrigation  Engmeenng,  Schuyler  s 
-'  Reservoirs  for  Irrigation,  Water  Power  and  Domestic  Water  Supply,"  Buckley  s  The 
Irrigation  Works  of  India,"  and  Barrels'  "  Les  Irrigations  en  Kgypte.'' 
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the  reservoir  will  stand  this  much  depletion  without  reaching  a  surface 
level  below  that  taken  as  a  niiniinuni.  lleducing  to  equivalents,  1  in. 
on  the  land  surface  equals  0.574  ft.  of  lake  storage.  It  is  evident  that, 
after  considering  the  several  unavoidable  and  continuous  losses,  such 
as  maintenance,  power,  seepage,  etc.,  the  remainder  is  the  quantity 
available  for  lockage. 

TABLE  49. 


Condition.                                 Elevation. 

• 

Area,  in 
square  miles. 

Storajre  capacity 
in  cubic  feet. 

Extreme  hiph  water 

+87.00 
+80.83 

167.4 
154.0 

192  246  000  000 

Extreme  low  wat€r 

ItJl  864  000  000 

Difference « . . 

C.67 

13.4 

80  882  000  000 

The   continuous   draft  or  loss  to  lake   storage  was  placed  by  the 
original  Consulting  Board  of  Engineers  as: 

Power,  light,  etc 275  cu.  ft.  per  sec. 

Leakage  at  gates 275    "      "      "       " 

Seepage  and  other  losses 85    "      "      "       " 


635 


and  these  figures  have  been  used  in  the  following  investigation, 
although  it  has  been  stated  that  recent  experiments  on  the  Stoney 
gates  in  place  have  demonstrated  that  the  leakage  on  that  account  was 
exceedingly  small,  and  it  is  probable  that  the  figures  given  above  will 
be  greatly  in  excess  of  actual  conditions. 

The  total  requirements  for  seepage,  maintenance,  leakage,  etc.,  of 
635  cu.  ft.  per  sec.  are  equivalent  to  3.793  cu.  ft.  per  sec.  per  sq.  mile 
of  lake  area,  which,  converted  into  inches,  gives  the  results  in  Table  50 
for  the  several  months. 

TABLE  50. 


+0  'fi 


Month. 


28-day 
29-day 
30-day 
81-day 


Equivalent  Depth,  in  Inches. 


Lake  area. 


Land  area. 


3.95 
4.09 
4.23 
4.87 


0.574 
0.594 
0.614 
0.634 
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The  rainfall  on  Gatun  Lake  surface  has  been  estimated  from  the 
records  at  the  stations  in  this  area,  and  gaps  in  the  record  have  been 
filled  by  using  the  observed  ratios  between  the  given  stations  and  those 
in  the  vicinity  where  the  records  were  continuous.  After  completing 
the  monthly  periods,  from  1901  to  1911,  inclusive,  for  the  several  sta- 
tions to  be  used,  the  quantities  from  these  stations  were  given  proper 
weight  in  making  up  the  final  table. 

TABLE  51. — Estimated  Average  Monthly  Rainfall,  in  Inches, 

Gatun  Lake  Surface. 

Lake  Area  at  Elevation  +  87  =  167  Sq.  Miles. 


Month. 


May 

June 

July 

August 

September 
October.,. 
November. 
December. 
January. . . 
February  . 

March 

April 

Year 


1901. 

1902. 

1903. 

1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

1910. 

10.62 

11.73 

12.49 

10.67 

22.72 

11.09 

8.56 

18.14 

11.83 

12.96 

11.27 

6.33 

9.88 

12.63 

9.18 

11.77 

14.30 

13.15 

13.51 

11.83 

12.51 

11.73 

14.15 

11.35 

9.50 

14.62 

9.76 

9.24 

11.42 

18.08 

16.57 

6.78 

12.82 

9.61 

19.24 

14.55 

13.36 

17.85 

9.35 

13.16 

15.91 

11.02 

12.32 

13.06 

9.97 

13.54 

10.36 

9.62 

11.17 

15.65 

16.22 

14.56 

11.44 

8.49 

17.78 

13.50 

18.04 

12.64 

15.52 

15.29 

31.15 

12.50 

23.43 

19.93 

13.94 

20.65 

12.62 

16.87 

34.84 

22.76 

7.16 

5.78 

16.15 

6.08 

9.33 

16.00 

4.20 

6.08 

21.12 

20.18 

19.07 

1.68 

6.38 

7.51 

1.22 

2.33 

2.14 

6.83 

3.92 

0.59 

0.63 

0.28 

1.59 

1.39 

1.39 

1.80 

0.97 

4.15 

5.44 

1.86 

2.12 

0.94 

2.11 

0.34 

1.58 

2.47 

1.93 

3.04 

7.31 

1,51 

5.22 

1.98 

12.01 

1.56 

6.99 

1.01 

2.59 

6.34 

6.79 

4.57 

148.45 

85.31 

134.77 

102.62 

122.90 

123.33 

98.83 

123.95 

152.22 

138.44 

Monthly 
mean. 


13.08 

11.38 

12.24 

13.33 

12.26 

14.35 

20.87 

11.21 

5.17 

1.95 

2.34 

4.91 


123.09 


The  yearly  totals  are  for  the  run-off  year  beginning  May  1st.  The 
average  monthly  rainfall  over  Gatun  Lake  was  computed  from  the 
following  records: 

Station.  Weight. 

Monte  Lirio 11 

Trinidad. 53 

Bohio  +  Alhajuela  -^2 42 

Bohio  +  Gatun  ^2 61 

The  lowest  annual  rainfall  of  record  at  Colon  was  86.50  in.,  during 
the  calendar  year  of  1884.  The  rainfall  at  Gamboa  for  the  same  year 
was  96  in. 

The  weights  given  are  tjie  numbers  corresponding  to  the  area  of 
lake  surface  that  appeared  to  be  represented  by  this  particular  station. 
It  may  be  noted  that  the  average  of  the  Bohio  and  Alhajuela  rainfalls 
of  record  is  very  close  to  that  of  Gamboa,  which  is  nearly  in  the  center 
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of  this  district.  It  is  realized  that  nothiiij^  is  added  to  the  aceuraey  of 
the  records  hy  iha  interpolations  for  supplying?  missing  data,  either 
ill  rainfall  or  run-off  tables.  On  the  other  hand,  no  more  reliable  data 
are  at  hand,  and  the  intention  in  extending  these  tables  has  l)een  to 
afford  a  basis  for  comparison  extending  over  a  similar  term  of  yejirs 
in  all  cases.  The  tabulations  thus  made  are  given  as  the  best  available, 
in  the  judgment  of  the  writer,  and  do  not  purport  to  be  a  record  of 
conditions  that  have  existed.  From  close  personal  observation  for  the 
past  4  years,  the  writer  is  of  the  opinion  that  the  results  which  are 
based  on  these  estimates  are  within  reasonable  limits  of  error. 

Besides  the  rainfall  and  the  unavoidable  demands  for  water,  there 
is  a  very  considerable  loss  to  storage  due  to  evaporation.  The  records 
and  a  discussion  of  this  phenomenon  have  been  given  previously.    From 
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RIO  GRANDE  RESERVOIR 

COMPARISON  OF  RAINFALL  AND  EVAPORATION 
Rainfall  Record-Jan.  1,  1905,  to  Dec.  31,  1911. 
Evaporation  ■•  -Apr.  1.  1909.  to  Mar.  31,  19111 


DRYSEASON-111  DAY6 

Evaporation  exceeds  Rainfall 

an  averati^e  amount  equivalent 

to  0.131'per  day  or  3.52  c.f.s.pei 


^1  10  20  1  10  30  1  10  20  1  10  20  1  10  20  1  10  20  1  10  20  1  10  20  1   10  20  1  10  20  1  10  20  1  10  20 
January  February  March     April.       May        June        July       August      Sept.    October     Nov.    December 

Months. 
Fig.   54. 

these  records,  the  diagrams  on  Plate  XXXII  and  Figs.  53  to  55, 
inclusive,  have  been  prepared  to  show  the  relations  that  exist  between 
rainfall  and  evaporation  on  water  surfaces  on  the  Isthmus,  and  also  to 
show  an  application  to  the  surface  of  Gatun  Lake.  In  many  of  the 
estimates  there  has  been  no  allowance  for  the  gain  due  to  rainfall  on 
the  lake  surface.  The  evaporation  figure  usually  has  been  taken  aS 
equivalent  to  maximum  conditions,  and  this  has  been  applied  flat 
throughout  the  year  without  reference  to  the  rainfall.  Fig.  53  and 
Plate  XXXII  give  the  actual  conditions  which  existed  during  the 
calendar  year,  1910,  on  Eio  Grande  and  Brazos  Brook  Eeservoirs. 
Fig.  54  shows  the  estimated  evaporation  from  the  surface  of  Gatun 
Lake  had  it  been  in  existence  during  1902-03,  the  year  of  minimum 
rainfall  at  Cristobal  and  that  of  estimated  minimum  on  Gatun  Lake. 
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PLATE   XXXll. 
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Fig.  55  shows  the  probable  average  conditions  which  would  have  existed 
on  Gatun  Lake  during  the  past  10  years,  had  the  lake  been  then  in 
existence.  These  diagrams,  together  with  that  on  Fig.  8,  appear  to  indi- 
cate that  the  period  of  excessive  daily  evaporation  is  extremely  limited,, 
and  that  the  apparent  considerable  losses  to  water  surface  during  the  so- 
called  dry  months  are  in  reality  greatly  modified  by  the  rainfall,  which 
is  especially  persistent  on  the  Gatun  Lake  area  during  this  period. 
For  investigations  concerning  water  supply  and  storage  conditions, 
the  so-called  mass-diagram  presents  a  very  satisfactory  and  simple 
solution  of  many  problems,  and  a  study  of  the  character  of  the  various 
curves  brings  out  facts  which  might  otherwise  be  overlooked.    Desmond 


1  10  20  1  10  20  1  10  20  1  10  20  1  10  20  1   10  20  1  10  20  1   10  20  1  10  20  1  10  20  1  10  20  1  10  20 
January  February  March     April        May        June        July      August     Sept.    October     Nov.    December  ' 

Months. 

Pig.  55. 

FitzGerald,  Past-President,  Am.  Soc.  C.  E.,  was  probably  the  first 
to  use  this  method  in  the  United  States,  and  it  appears  in  his  report  on 
the  "Capacity  of  the  Sudbury  River  and  Lake  Cochituate  Water- 
Sheds  in  Time  of  Drought,"  1887.  Mr.  FitzGerald  credits  the  use  of 
this  diagram  to  Mr.  W.  Rippl.*  John  R.  Freeman,  M.  Am.  Soc.  C.  E., 
has  made  the  most  extended  use  of  this  method  in  working  up  the 
probable  yield  of  the  Croton  water-shed.f  A  very  clear  description  is 
given  therein  of  the  construction  and  properties  of  this  curve,  and 
Theodore  Horton,  M.  Am.   Soc.   C.  'E.,X  has  gone  into  the  matter  in 

*  Minutes  of  Proceedings,  Inst.  C.  E.,  Vol.  71,  p.  270, 

t  "  Report  on  New  York's  Water  Supply,"  Freeman,  1900,  pp.  226-228. 

t  Engineering  Record,  July  31st,  1897. 
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considerable  detail.  Hricfly,  the  mass-curve  is  the  accumulated  run- 
oflF  of  the  drainap:<^  area  (in  this  paper  reduced  to  flow  per  square  mile 
of  land  area)  corrected  for  the  rainfall  and  evaporation  on  the  waUtr 
surface,  if  a  pond  or  reservoir  is  included  in  the  area,  and  including 
the  known  constant  withdrawals.  Given  this  mass-curve  of  supply  and 
the  available  storage  capacity  of  the  reservoir  reduced  to  the  same  unit 
as  the  mass-cun^e,  it  is  readily  seen  that,  by  projecting  straight  lines 
representing  uniform  rates  of  flow,  it  is  possible  to  read  directly  from 
the  diagram  either  the  maximum  draft  that  can  be  counted  on  during 
various  seasons,  or  to  find  what  will  probably  be  the  reservoir's 
depletion  under  various  drafts.    To  quote  Mr.  Freeman: 

"To  find  from  this  mass-curve  the  periods  of  greatest  storage  deple- 
tion and  the  dry  year  cycles. of  longest  duration,  we  first  lay  off  on  the 
diagram  straight  lines  at  slopes  corresponding  on  the  scale  of  the  dia- 
gram to  various  rates  of  uniform  draft  per  square  mile  per  day,  and 
then  by  straight-edge  and  triangle,  rule  parallel  lines  tangent  to  vari- 
ous summits,  corresponding  to  full  reservoirs,  *  *  *.  The  vertical 
space  between  this  straight  line  and  the  curve  now  represents  the 
depletion  of  the  reservoir  under  the  given  rate  of  draft;  and  the 
distance  from  A  to  ^  [the  horizontal  distance  from  the  summit  or 
origin  of  the  rate  line  to  the  point  where  this  line  cuts  the  mass- 
curve. — C.  M.  S.]  represents  the  length  of  time  that  the  reservoir  would 
remain  drawn  down." 

Such  a  curve  has  been  constructed  for  the  drainage  area  of  Gatun 
Lake  for  the  period,  1901  to  1911,  inclusive,  and  is  shown  by 
Plate  XXXIII. 

In  order  that  its  construction  may  be  clearly  understood,  the  com- 
putations for  the  year  1902-03  are  given  in  Table  52. 

In  Table  52:  Column  2  is  the  run-off  past  Gatun  (see  Table  30). 
Column  3  is  the  estimated  rainfall  on  the  Lake  (see  Table  51). 
Column  4  is  the  mean  evaporation  for  the  past  2  years  at  Brazos  Brook 
Reservoir,  which,  on  account  of  its  location,  appeared  to  approximate 
most  closely  the  conditions  on  Gatun  Lake.  Column  5  is  the  constant 
draft  of  635  cu.  ft.  per  sec,  reduced  to  an  equivalent  in  inches  on  the 
lake  surface.    Column  7  is  the  yield  of  the  water  surface  of  the  lake  in 

/    167. 4\ 
terms  of  the  land  surface;  that  is,  Column  6  X  l^^^y^y  =   ^^-^^  per 

cent. 
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TABLE  52. 


(I) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

Months 
1902-03. 

Run-off  or  rain- 
fall collected,  in 
inches. 

Rainfall  on 

Gatun  Lake,    in 

inches. 

Evaporation    on 

Gatun    Lake,  in 

inches. 

Constant    Draft. 
Use   and    Loss ; 
Power,  Leakage, 
and  Seepage,  in 
inches. 

Algebraic    sums 

Columns  3+4+5, 

in  inches. 

Yield    of    water 
surface  in  terms 
of   land   surface 
14.520/0  — Column 
6,  in  inches. 

Total  yield,  alge- 
braic    sum      of 
Columns  2  +  7, 
in  inches. 

73 

i?  Cl 

Nov 

Dec 

Jan 

Feb 

Mar 

Apr 

May 

June 

July 

Aug 

Sept 

Oct 

9.14 
4.25 
2.29 
1.31 
0.90 
0.77 
2.14 
3.48 
5.70 
7.75 
7.79 
7.89 

12.50 

5.78 

1.68 

0.28 

0.94 

1.98 

12.49 

9.88 

14.15 

12.82 

12.32 

11.44 

2.44 
2.56 
5.46 
4.89 
6.51 
5.20 
4.45 
3.66 
3.03 
3.47 
3.99 
4.17 

4.23 
4.37 
4.37 
3.95 
4.37 
4.23 
4.37 
4.23 
4.37 
4.37 
4.23 
4.37 

5.83 

—1.15 

-8.15 

—8.56 

—9.94 

—7.45 

3.67 

1.99 

6.75 

4.98 

4.10 

2.90 

0.85 

—0.17 

—1.18 

—1.24 

—1.44 

-1.08 

0.53 

0.29 

0.98 

0.72 

0.59 

0.42 

9.99 
4.08  , 
1.11 
0.07 
-0.54 
-0.31 
2.67 
3.77 
6.68 
8.47 
8.38 
8.31 

132.25 
136.33 
137.44 
137.51 
136.97 
136.66 
139.3:3 
143.10 
149.78 
158.25 
166.63 
174.94 

The  quantity  for  November  in  Column  9  is  the  sum  of  Column  8  from  May,  1901. 

The  year,  1902-03,  was  taken  as  an  example  because  its  dry-season 
discharge  was  one  of  the  lowest  of  the  decade  (1908  being  about  the 
same),  and  it  was  also  the  year  of  minimum  rainfall  in  this  period. 

In  order  to  compare  quickly  the  given  supply  with  assumed  drafts 
at  uniform  rates,  the  vector  diagram  is  added,  with  which  it  is  a  very 
simple  matter  to  obtain  the  required  information  regarding  storage, 
depletion,  and  length  of  time  the  lake  will  be  below  high  water. 

In  his  discussion  on  the  "Water  Supply  for  the  Lock  Canal  at 
Panama,"*  Col.  LI.  F.  Hodges  states: 

"With  these  assumptions  [previously  given. — C.  M.  S.],  and  taking 
into  consideration  the  saving  in  water  which  can  be  effected  by  cross- 
filling,  the  total  average  consumption  for  one  passage  per  day,  i.  e.,  for 
two  prisms  of  lift  each  day,  is  44.2  cu.  ft.  per  sec.  Neglecting  any 
advantage  to  be  derived  from  cross-filling,  it  is  51.9  cu.  ft.  per  sec." 

In  the  following  computation  regarding  the  number  of  lockages 
possible  per  day,  as  far  as  water  supply  is  concerned,  it  is  taken  as 
51.9  cu.  ft.  per  sec,  or  about  0.04503  cu.  ft.  per  sec.  per  sq.  mile  of 
land  area. 

For  converting  cubic  feet  per  second  per  square  mile  into  inches 

*  Transactions.  Am.  Soc.  C.  E.,  Vol.  LXVII.  pp.  105-106. 
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depth   on    (lie   tril)iitar.v    ;irea,    the   foUowin/^^    riilatioiiH   are   convenient, 
1  cii.  ft.  per  sec.  per  scj.  mile  heing  equivalent  to: 


Period  In  days. 

Inches. 

LoKarithms, 

1 

0.03719 

8.5704262 

28 

1.04132 

0.0174507 

29 

1.07851 

0.0330214 

30 

1.11570 

0.0476642 

31 

1.15289 

0.0618292 

360.25 

13.58380 

1.1330164 

Tlie  factors  in  the  construction  of  the  rate  diagram  are  given  in 
Table  53. 

TABLE  53. 


Number  of  lockages 
per  day. 

Cubic  Feet  Draft  per  Second. 

Equivalent  depth 

Total. 

Per  square  mile 
of  land  area 

per  year,  in  inches. 
Land  area. 

55 

2854.5 
2595.0 
2335.5 
2076.0 
1816.5 
519.0 

2.476 
2.251 
2.026 
1.801 
1.576 
0.4502 

33.635 

50 

30.577 

45 

27.519 

40 

24.461 

35 

10 

21.403 
6.115 

From  inspection  of  Plate  XXXIII  it  is  evident  that  the  critical 
periods,  as  far  as  storage  is  concerned,  are  to  be  found  in  1903  and 
1908.  In  order  to  study  these  conditions  better,  the  diagram,  Fig.  58, 
has  been  prepared,  covering  these  same  periods,  but  on  a  larger  scale. 

The  construction  of  these  diagrams  is  such  that  any  measurement 
on  the  vertical  scale  represents  inches  depth  per  square  mile  of  land 
area,  and  any  measurement  on  the  horizontal  scale  represents  time  in 
months.  It  is  also  to  be  remembered  that  the  available  lake  storage 
is  equivalent  to  11.624  in.  over  the  land  surface.  Therefore,  direct 
measurement  of  the  number  of  lockages*  per  day  that  can  be  made  is 
possible,  considering  that  the  lake  is  full  at  the  beginning  of  each 
dry  season,  and  is  not  to  be  drawn  below  Elevation  80.33.  The  lake 
will  be  full  at  the  beginning  of  the  dry  season  if  the  line  representing 
the  required  number  of  lockages  does  not  in  any  year  pass  above  the 
yield  summit  of  the  next  following  year. 

*  Wherever  the  word  "  lockage  "  is  used  in  this  paper,  it  means  one  complete  passage 
of  the  canal  ;  that  is,  the  expenditure  of  water  required  for  passing  a  vessel  from  one  ocean 
up  one  slope  and  down  the  other  to  the  ocean  on  the  opposite  side  of  the  Isthmus, 
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In  the  case  of  the  left-hand  diagram  of  Fig.  58,  the  distance, 
11.624  in.,  measured  up  from  F,  comes  just  above  the  line,  BC,  repre- 
senting 55  lockages  per  day;  and  in  the  case  of  the  right-hand  diagram 
on  Fig.  58,  the  distance  up  from  K  is  a  little  above  the  line,  OH, 
representing  55  lockages  per  day.     Therefore,  55  lockages  per  day  is 
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the  maximum  that  can  safely  be  counted  on  with  present  conditions 
of  storage.  On  the  horizontal  scale  each  small  subdivision  represents 
a  month.  In  the  left-hand  diagram,  the  line,  BC,  beginning  January 
1st,  cuts  the  mass-curve  a  little  after  September  1st.  With  55  lock- 
ages per  day,  the  lake  would  begin  to  drop  about  January  1st,  reach 
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its  minimum  elevation  about  May  1st,  would  then  begin  to  fill,  coming 
to  high-water  mark  during  the  first  part  of  September,  and  then  wasting 
until  the  beginning  of  the  next  dry  season.  From  the  right-hand 
diagram  it  is  seen  that  in  1908  similar  conditions  would  have  been 
experienced  with  the  same  number  of  lockages  per  day,  but,  on  account 
of  heavier  rainfall,  the  reservoir  would  have  become  full  about  2 
weeks  earlier.  Lines  drawn  for  greater  or  less  rates  show  correspond- 
ingly greater  or  lesser  storage,  depletion,  and  a  similar  condition  for 
the  reservoir  to  be  below  high  water.  The  conditions  referred  to  the 
left-hand  diagram  of  Fig.  58  are  shown  in  different  form  in  Table  54. 

In  1902-03,  with  a  rate  of  55  lockages  per  day,  the  deficiency  in 
storage,  which  is  the  sum  of  the  figures  in  Column  5,  would  have  been 
10.88  in.,  or  0.74  in.  less  than  the  requirement,  which  indicates  that 
this  rate  could  have  been  supplied  during  this  season.  The  reservoir 
began  to  fill  in  June,  and,  up  to  September  1st,  10.47  in.  over  the 
whole  land  area  had  run  into  the  lake,  indicating  that  full  reservoir 
would  have  occurred  some  time  during  the  first  part  of  September. 

In  1907-08,  with  a  rate  of  55  lockages  per  day,  the  deficiency  in 
storage,  which  is  the  sum  of  the  figures  in  Column  10,  would  have  been 
11.60  in.,  or  0.02  in.  less  than  the  requirement.  This  is  also  just 
inside  the  limit  (11.624).  Beginning  with  May,  just  following  the 
depletion,  and  summing  up  the  monthly  surplus  in  Column  9,  it  ap- 
pears that  the  reservoir  would  have  become  full  some  time  in  August. 
The  results  given  in  these  two  cases  check  with  those  taken  from  the 
curve,  as  they  should,  as  this  method  is  only  a  rather  laborious  way 
of  obtaining  what  can  be  much  more  easily  taken  directly  from  the 
mass-curve. 

A  study  of  the  mass-diagram,  Plate  XXXIII,  shows  that  in  the  past 
decade,  1908  has  not  only  been  the  year  of  least  run-off,  but  is  located 
at  the  bottom  of  the  trough,  the  yield  gradually  decreasing  from  1901 
and  rapidly  increasing  since  May  1st,  1908.  With  a  lake  storage  of 
a  little  more  than  12  ft.,  or  a  limiting  minimum  lake  elevation  of 
+  75  instead  of  -\-  80.33,  even  during  this  period  of  low  run-off, 
the  lake  would  have  been  capable  of  caring  for  about  100  lockages 
per  day.  It  appears,  therefore,  that  under  the  present  conditions  of 
high-water  elevation  and  storage  it  is  possible  to  take  care  of  100  com- 
plete lockages  per  day  without  drawing  the  lake  surface  below  Eleva- 
tion +  75.     Even  with  this  rate  of  draft,  the  reservoir  would  have 
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TABLE  55. — Comparison  of  Rainfall  for  1910-11  with 
Normal  Rainfall  for  Years  of  Record. 


Year  1910-11. 

Normal. 

for  Years  of 

•  r  ;■</■' 
Record. 

Month. 

Monthly, 
in  inches. 

Accumulated, 
in  inches. 

No.  of  Years. 

Monthly, 
in  inches. 

Accumulated, 
in  inches. 

Cristobal  Rainfall. 


November. 
December . 
January . . . 
February.. 

March 

April 

May 

June 

July........ 

August 


30.04 

15.20 

0.99 

1.81 

1.41 

3.06 

17.13 

15.58 

14.58 

11.60 


30.04 
45.24 
46.23 
48.04 
49.45 
52.51 
69.64 
85.22 
99.80 
111.40 


40 
40 
41 
41 
42 
41 
41 
41 
41 
41 


22.01 

12.58 

4.05 

1.46 

1.69 

4.16 

12.42 

13.29 

16.46 

15.13 


22.01 
34.59 
38.64 
40.10 
41.79 
45.95 
58.37 
71.66 
88.12 
103.25 


Gatun  Rainfall. 


November.. 
December . . 

January 

February .. . 

March 

April 

May 

June.. 

July 

August 


26.06 

19.24 

1.20 

2.19 

1.80 

6.38 

19.14 

14.72 

6.66 

7.91 


26.06 
45.30 
46.50 
48.69 
50.49 
56.87 
76.01 
90.73 
97.39 
105.30 


24.03 

15.83 

4.24 

2.41 

3.25 

4.03 

15.93 

13.61 

12.51 

14.73 


24.03 
39.86 
44.10 
46.51 
49.76 
53.79 
69.72 
83.33 
95.84 
110.57 


BoHio  Rainfall. 


November. 
December.. 
January... 
February. . 

March 

April 

May 

June 

July 

August — 


22.37 
21.30 
0.32 
1.87 
0.97 
4.87 
12.32 
6.96 
7.29 
5.69 


22.37 
43.67 
43.99 
45.86 
46.83 
51.70 
64.02 
70.98 
78.27 
83.96 


17 
16 
16 
16 
16 
17 
17 
17 
17 
17 


19.39 

11.25 

6.00 

2.11 

2.01 

5.78 

13.84 

12.14 

13.01 

14.77 


19.39 
30.64 
36.64 
38.75 
40.76 
46.54 
60.38 
72.52 
85.53 
100.30 


Gamboa  Rainfall. 


November 
December 
January . . 
February. 

March 

April  . . , . . 

May.. 

June 

July- 
August.... 


16.90 
30.01 
30.12 
30.83 
31.21 
35.22 
49.75 
56.73 
63.99 
71.67 


12.54 
19.85 
21.76 
22.60 
23.46 
27.09 
38.10 
47.73 
.')8.05 
70.09 
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Ybar  1610-11.                     '       ' 

Normal  for  Tkarb  or  Record. 

Month. 

Monthly, 
in  inohes. 

Accumulated, 
in  inches. 

No.  of  Years. 

Monthly, 
in  inches. 

Accumulated, 
in  incheK. 

Aliia.tukla  Rainfall. 


November . . . 
December  . . . 

January  

February 

March 

April 

May 

June 

July 

August 


14.87 

15.40 

0.14 

2.29 

0.01 

4.88 

16.11 

10.58 

8.84 

10.79 


14.87 
30.36 
80.50 
82.79 
32.80 
37.68 
53.79 
64.82 
73.16 
83.95 


12 
12 
12 
12 
12 
12 
11 
12 
13 
18 


CuLEBRA  Rainfall. 


Trinidad  Rainfall. 


14.70 
K.04 

\.m 

0.88 
0.71 
3.47 
12.69 
12.92 
13.47 
13.10 


14.70 
22.74 
24.07 
34.90 
25.61 
29.08 
41.77 
54.69 
6H.10 
81.26 


TTT 


November. ., 
December  . . . 

January 

February  . . . 

10.81 
11.86 
0.02 
0.74 
0.06 
4.89 
14.86 
4.25 

10.81 
22.67 
22.69 
23.43 
23.49 
28.38 
43.24 
47.49 

22 
20 
21 
21 

12.52 
8.19 
1.83 
0.57 

12.52 
20.71 
22.54 
23.11 

March 

April 

May 

21 
21 
21 

20 

0.71 

3.83 

11.81 

8.92 

23.82 
27.65 

88  96 

June 

47.88 

July 

5.95 
8.36 

53.44 
61.80 

20 
20 

9.50 
10.46 

57  88 

August 

67.84 

November. . . 
December . . . 

January 

February 

March 

April 

May 

June 

July 

August 


22.95 
21.64 
0.64 
2.00 
2.33 
8.33 
18.20 
8.79 
8.63 
8.17 


22.95 
44.59 
45.23 
47.23 
49.56 
52.89 
71.09 
79.88 
88.51 
91.68 


23.47 

15.79 

3.80 

3.28 

3.89 

5.74 

14.65 

10.90 

8.94 

12.18 


23.47 
39.26 
43.06 
46.34 
50.28 
55.97 
70.62 
81.52 
90.46 
102.64 


Monte  Lirio  Rainfall. 


November 
December 
January . . 
February. 

March 

April 

May 

June 

July 

August.   . 


25.60 

23.96 

0.89 

2.41 

1.41 

5.27 

19.70 

11.43 

10.58 

9.58 


25.60 
49.56 
50.45 
52.86 
54.27 
59.54 
79.24 
90.67 
101.25 
110.88 


28.63 

14.74 

3.98 

4.60 

4.64 

5.77 

15.84 

13.64 

14.76 

11.88 


28.63 
43.87 
47.35 
51.95 
56.59 
62.86 
78.20 
91.84 
106.60 
118.48 


Porto  Bello  Rainfall, 


November 
December, 
January. . 
February. 

March 

April 

May 

June 

July 

August. . . 


23.08 

22.89 

0.84 

6.90 

2.38 

6.60 

19.25 

18.04 

14.48 

22.56 


23.08 
45.97 
46.81 
53.71 
56.09 
62.69 
81.94 
99.98 
114.46 
137.02 


31.85 

30.07 

9.64 

5.28 

3.80 

8.07 

14.82 

17.00 

18.40 

18.52 


31.85 

61.92 

71.56 

76.84 

80.14 

88.21 

1U3.03 

120.08 

138.43 

156.95 
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filled  by  January  1st,  1909.  The  general  trend  of  the  mass-curve 
indicates  that  the  rate  of  100  lockages  per  day  is  the  reasonable 
maximum  capacity  of  the  canal,  as  far  as  water  supply  is  concerned. 
Below  this  rate  the  storage  lies  in  the  present  lake,  provided  Elevation 
+  ^5  can  be  allowed  for  the  minimum  surface  elevation.  For  more 
than  100  lockages  per  day,  the  storage  requirement  increases  so 
rapidly  that  it  could  be  developed  only  at  a  considerable  expense. 

With  practically  unlimited  storage  during  the  past  decade,  the 
run-off  would  have  been  sufficient  to  have  provided  for  about  125 
lockages  per  day.  To  do  this  would  probably  mean  additional  storage 
reservoirs  on  tributary  streams  to  conserve  water  which,  under  present 
conditions,  will  waste  during  the  rainy  months. 

The  rainfall  on  the  Isthmus  since  January  1st,  1911,  has  been 
light,  and  below  normal  at  many  stations.  The  run-off  for  the  tributary 
area  has  been  affected,  and  the  monthly  flow  past  Gatun  is  the  lowest 
of  record  (either  by  measurement  or  estimation)  since  1890.  Compari- 
sons of  the  rainfall  records  in  the  drainage  area  for  this  period  with 
the  normals  for  the  years  of  record  are  given  in  Table  55. 

Table  56  is  a  comparison  of  the  run-off  at  Alhajuela  and  Gatun  for 
the  present  period,  and  the  average  of  the  monthly  records  of  these 
stations  for  1890-1911. 


TABLE  56. 

. ""' ''.' '.  '  •' 

Month. 

Alhajuela  Station. 
Mean  run-oflf,  in  inches. 

Gatun  Station.           .  -j^M 
Mean  run-oflf,  in  inches.    .c^uiT, 

1911. 

Accumu- 
lated. 

1890-1911, 
inclusive. 

Accumu- 
lated. 

1911. 

Accumu- 
lated. 

1890-1911, 
inclusive. 

Accumu- 
lated. 

January.. . 
February. . 

March 

April 

May 

June 

July 

August 

September. 

4.427 
5.634 
2.375 

4.418 
7.528 
7.531 
7.044 
6.364 
4.786 

4.427 
10.061 
12.436 
16.854 
24.383 
31.913 
38.957 
45.320 
50.107 

6.214 
3.126 
2.079 
2.967 
6.122 
6.216 
7.924 
8.157 
7.529 

6.214 
9.340 
11.419 
14.386 
20,508 
26.724 
34.648 
42.805 
50.334 

3.170 
2.364 
1.257 
1.752 
5.200 
5.489 
6.030 
3.954 
3.805 

3.170 

5.534 

6.791 

8.543 

13.743 

19.2.32 

25.262 

29.216 

33.021 

5.358 
2.096 
1.417 
1.991 
5.396 
5.627 
7.467 
8.181 
7.864 

5.358 
7.454 
8.871 
10.862 
16.258 
21.885 
29.352 
37.533 
45,397 

■    The  run-off  past  Gatun  is  affected  constantly  by  two   conditions 
iwhich  do  not  obtain  in  the  basin  above  Alhajuela: 

'"       1. — Extensive  swamp  areas  with  a  cover  of  vegetation  that  require 
large  quantities  of  water;  and 
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2. — Evnporntion  from  Gatiin  Lake  surface,  which  was  not  experi- 
enced in   former  years. 

In  addition  to  the  foregoing,  the  greatest  factor  contrihuting  to  the 
large  proportional  quantity  of  run-off  per  square  mile  above  Alhajuela, 
compared  with  tliat  of  the  basin  na  a  whole,  probably  is  to  be  found 
in  the  greater  precipitation  on  the  former  area.  This  condition  is 
found  in  Tables  44  and  45,  from  which  it  appears  that  the  annual 
average  rainfall  from  the  whole  basin  for  10  years  was  125.04  in.;  for 
the  portion  below  Alhajuela,  118.90  in.;  and  for  the  portion  above  that 
station,  loG.3G  in.  In  other  words,  the  rainfall  on  the  area  above 
Alhajuela  is  about  9%  greater  than  the  average  on  the  basin  as  a  whole, 
and  14.5%  greater  than  that  on  the  basin  below  that  station. 

TABLE  57. 


Month. 


January. . 
February . 
March . 
April . . 
May  . . . 
June. . . 
July... 
August 
September 


Mean  lake 
elevation. 


(I) 


14.09 
13.71 
12.55 
13.12 
15.58 
15.58 
15.92 
14.50 
14.48 


Mean  area 
of  lake 
surface, 

in  square 
mUes. 


(2) 


19.60 
18.90 
17.30 
18.10 
21.70 
22.10 
22.30 
20.50 
20.45 


Evaporation, 

Brazos 

Brook,  in 

inches. 


«3) 


6.29 
5.12 
6.87 
4.94 
3.29 
2.92 
4.36 
4.07 
4.10 


Evaporation 

in  cubic  feet 

per  second, 

per  square 

•    mile. 


(4) 


5.46 
4.92 
5.9t) 
4.43 
2.85 
2.62 
3.78 
3.53 
3.56 


Equivalent 

evaporation 

for  actual 

lake  surface, 

in  cubic 

feet  per 

second . 


(5) 


107 

93 

103 

80 
62 
58 
84 
72 
73 


Equivalent 

evaporation 

for  proposed 

lake  area 

(167.4),  in 

cubic  feet 

per  second. 


(6) 


913 

822 
998 
740 
478 
438 
634 
592 
596 


The  figures  in  Column  5  of  Table  57  should  be  added  to  the  monthly 
discharge  of  Table  28,  since  April,  1910,  in  order  to  compare  these 
3  months  with  the  discharge  of  previous  months  of  the  same  name. 

Table  58  is  given  to  show  what  would  have  been  the  effect  on  the 
lake  and  its  usefulness  had  it  been  in  operation  during  the  period  since 
January  1st,  1911. 

Table  58  shows  that,  even  with  the  low  rainfall  and  similar  condi- 
tions of  run-off  since  January  1st,  1911,  the  lake  would  have  handled 
55  lockages  per  day,  and  the  surface  then  would  have  been  above  the 
limit  by  2.38  ft.,  equivalent  to  4.15  in.  in  land  surface. 
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TABLE   58. — Fifty-five   Lockages  ■  per  Day. 


Month,  1910-11. 


November. .  .^f .., . , , . . 

December 

January. 

February 

March 

April 

May 

June 

July 

August 

September 


Yield,  corrected 

for  evaporation 

on  lake  area,  in 

inches. 


16.98 
21.01 
1.80 
1.38 
0.23 
0.15 
6.. 51 
5.92 
5.75 
3.90 
3.62 


Requirement, 
in  inches. 


2.75 
2.85 
2.85 
2.58 
2.85 
2.75 
2.85 
2.75 
2.85 
2.85 
2.75 


Surplus. 


14.23 
18.16 


3.66 
3.17 
2.90 
1.05 
0.87 


Deficiency. 


1.05 
1.20 
2.62 
2.60 


•^  From  that  which  has  preceded,  therefore,  it  appears  that  the  water 
supply  of  Gatun  Lake  is  sufficient  for  any  probable  demands  of  com- 
mercial or  other  navigation;  and  the  use  of  the  canal  is  limited  only 
by  the  capacity  of  the  locks  and  the  requirements  of  practical  operation. 
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(}en.  Henry    L.    Abbot,    Esq.*    (by    lottor). — Mr.    Savillo   has    mado    an 

"  ■  intorostinpT  and  valnahlc  oontribiition  to  the  technical  literature  of  the 
Panainii  (^ana.l.  }\o  lias  had  a  prominent  part  in  dire(;ting  the  meteoro- 
logical and  hydraulic  investig-ations,  and  the  results  set  forth  in  detail 
in  this  paper  will  command  general  attention.  Such  records,  covering 
one  more  of  the  greatest  known  floods  of  the  Chagres,  would  have 
been  of  great  service  in  the  studies  which  determined  the  character 
of  construction  to  be  adopted — whether  with  lake  and  locks,  or  at  sea 
level.  The  contours  of  the  bed  of  the  lake  and  the  area  of  the  water- 
shed were  then  known  only  approximately,  and  the  statistics  as  to 
rainfall  and  evaporation  were  much  less  complete  than  at  present.  It 
is  pleasing  to  note  that  the  new  data  confirm  the  conclusions  and  plan 
finally  adopted,  and  set  at  rest  any  doubts  as  to  the  sufficiency  of  the 
water  supply  for  all  the  operating  needs  of  the  Canal;  and  this 
without  resort  to  the  expedient  of  a  reservoir  above  Alhajuela,  to 
conserve  the  excess  of  flow  in  the  rainy  season  which  otherwise  might 
go  in  part  to  waste  over  the  spillway. 

It  may  be  interesting  to  note  that  such  a  reservoir  formed  an 
essential  element  in  the  plan  adopted  by  the  New  French  Company, 
in  order  to  augment  the  water  supply  afforded  by  the  lake  to  be  formed 
by  the  proposed  dam  at  Bohio,  a  lake  storing  a  much  smaller  volmne 
than  Lake  Gatun,  but  which  financial  reasons  compelled  the  Company 
to  adopt,  as  the  Old  French  Company  had  already  excavated  a  sea-level 
canal  to  the  vicinity  of  Bohio.  There  is  a  favorable  site  for  a  masonry 
dam  a  short  distance  above  Alhajuela,  of  which  the  cost  was  esti- 
mated at  about  $2  500  000,  and  Mr.  Saville's  surveys  and  observations 
in  the  Upper  Chagres  Basin  have  confirmed  the  opinion  that  a  large 
volume  of  water  may  be  stored  there,  if  it  is  ever  found  to  be  desirable. 

There  are  two  reasons  why  such  an  addition  to  the  present  plan 
may  be  found  to  be  advisable  ultimately.  The  sudden  and  violent 
freshets  which  characterize  the  regimen  of  the  Chagres  will  attain  the 
canal  route  near  Gamboa,  where  the  narrow  arm  of  Lake  Gatun  turns 
nearly  at  right  angles  to  the  direction  followed  by  shipping.  The 
channel  here,  for  about  four  miles,  is  only  500  ft.  wide,  and  it  is  not 
impossible  that  these  sudden  but  brief  rushes  of  water  may  prove  to 
be  more  or  less  annoying.  The  largest  freshets  of  record  at  Gamboa 
have  carried  maximum  volumes  ranging  from  about  65  000  to  79  000 
cu.  ft.  per  sec,  with  an  average  flow  during  24  hours  falling  but  little 
below  60  000  cu.  ft.  per  sec.  Their  annual  frequency,  as  well  as  thai 
amount  of  rainfall  on  the  Isthmus,  seems  to  be  subject  to  a  progressive: 
variation,  ranging  at  Gamboa  during  the  last  40  years  from  about, 
10  to  about  35  annually,  with  a  corresponding  duration,  including  large] 

*  Brigadier-General,  U.  S.  A.  (Retired). 
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and  small  freshets,  ranging  from  about  75  to  about  650  hours.  A  dam  Gen. 
above  Alhajuela  would  regulate  this  variable  flow  perfectly  and  elimi- 
nate all  objectionable  currents  from  the  route  for  shipping.  The  second 
reason  why  an  Alhajuela  dam  may  become  desirable  is  that,  in  these 
days  of  water-power  development  through  the  agency  of  electricity, 
it  may  be  found  convenient  to  augment  the  quantity  of  water  available 
on  the  Isthmus  by  conserving  the  flow  which  otherwise,  at  such  times,  , 
might  run  to  waste  over  the  spillway.  Whether  there  will  be  such  a 
demand  can  best  be  decided  when  the  Canal  is  opened  to  traffic. 

W.  E.  Fuller,  M.  Am.  Soc.  C.  E.  (by  letter).— This  paper  con-  Mr. 
tains  interesting  information  on  the  flood  discharge  of  the  Chagres 
River.  The  flood  at  Alhajuela,  on  December  26th,  1909,  with  a  maxi- 
mum rate  of  discharge  of  170  000  cu.  ft.  per  sec,  on  a  catchment  area 
of  427  sq.  miles,  ranks  high  among  the  floods  of  which  the  writer  has 
record. 

By  applying  the  writer's  formula, 

Q  =  KA^'^  (1  +  2  A-^'^), 

to  this  flood,  a  value  oi  K  =  1  010  is  obtained.  The  greatest  floods 
of  the  eastern  portion  of  the  United  States  give  values  ot  K  =  300 
to  360.  For  floods  giving  values  of  K  similar  to  that  for  the  Chagres 
at  Alhajuela,  the  writer  has  only  found  records  on  a  few  rivers  in  India 
and  in  Saxony.  It  seems  probable  from  the  limited  data  that  similar 
floods  occur  on  some  rivers  on  the  Pacific  Coast,  but  no  records  of 
such  maximum  rates  are  available. 

It  is  interesting  to  note  that  in  all  three  floods  mentioned  by  the 
author  the  maximum  rate  of  discharge  was  greater  at  Alhajuela  (catch- 
ment area,  427  sq.  miles)  than  at  either  Bohio  (catchment  area,  779 
sq.  miles),  or  Gatun  (1  320  sq.  miles).  It  would  be  interesting  to  know 
whether  other  floods  indicate  similar  results,  and  if  so,  whether 
the  conditions  of  temporary  storage  below  Alhajuela  satisfactorily 
account  for  the  difference. 

Although  the  data  are  not  very  complete,  those  for  the  floods  at 
Gamboa  give  an  indication  of  the  frequency  of  flood  occurrence.  An 
application  of  the  writer's  formula, 

Q  (Max.)  =  C  A^'^  (1  +  2  A-^'^)  (1  +  0.8  log.  T), 

to  the  data  given  by  the  author,  and  by  General  Abbot  in  his  dis- 
cussion, gives  a  probable  value  of  C  for  Gamboa  of  170  to  200.  The 
floods  at  Bohio  and  Gatun  indicate  values  somewhat  smaller,  and 
those  at  Alhajuela  indicate  a  value  of  from  350  to  450. 

Values  of  C,  for  streams  in  the  eastern  part  of  the  United  States, 
seldom  exceed  100,  with  65  as  an  average ;  it  appears,  therefore,  that 
this  tropical  river  produces  floods  from  three  to  five  times  as  great  as 
those  rivers. 
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W.  W.  Crosby,  J.  C.  Meem,  Arthur  H.  Blanch ard, 

AND  J.  L.  Meem. 


In  this  era  of  vast  road  building  throughout  the  country,  it 
has  seemed  to  the  writer  that  there  is  too  much  variance  in  the  specifi- 
cations, especially  in  those  for  water-bound  macadam  roads,  and  this 
paper  describes  what  is  believed  to  be  an  improvement  in  such  road 
construction. 

By  way  of  explanation,  it  may  be  stated  that  water-bound  roads 
are  those  in  which  the  only  binder  is  water,  and  this  is  used  very 
plentifully  in  the  process  of  building  the  road.  There  is  no  other 
foundation  than  the  rolled  earth;  the  standard  depth  of  loose  rock 
ordinarily  used  is  9  in.,  and  when  this  has  been  thoroughly  rolled, 
a  theoretical  depth  of  6  in.  of  finished  roadway  is  obtained.  The 
ordinarily  accepted  specification  for  placing  this  rock  calls  for  6  in. 
of  No.  1  stone  (the  largest  size)  varying  from  1^  to  3  in.  in  diameter; 
then  2i  in.  of  No.  2  stone,  varying  from  ^  to  li  in.  in  diameter,  and 
the  top  course  is  finished  off  with  stone  i  in.  and  less  in  diameter, 
usually  called  "screenings,"  including  the  material  resulting  from  the 
dust  of  fracture.  Assuming,  then,  a  depth  of  loose  rock  of  9  in.  as 
a  standard,  the  writer  describes  herein  a  method  of  proportioning  this 
rock  which  he  has  used  successfully  and  is  using  at  the  present  time 
on  an  8-mile  section  of  the  Memphis-Bristol  Highway,  in  Tennessee. 


*  Presented  at  the  meeting  of  February  19tb,  1913. 
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All  road  builders,  both  engineers  and  contractors,  will  probably 
agree  that  the  difficult  and  essential  thing  to  obtain  in  a  water- 
bound  road  is  the  bond,  and  the  method  herein  described  attains  this 
result  at  probably  less  cost  than  any  other,  and  certainly  at  very  much 
less  cost  than  any  the  writer  has  ever  tried. 

The  method  consists  in  separating  the  screenings  into  two  sizes, 
one  size  being  from  ^  to  1  in.  and  the  other  the  dust  of  fracture,  and 
putting  these  two  sizes  on  the  road  in  separate  operations,  and  the 
writer  wishes  to  suggest  the  adoption  of  the  following  specifications 
for  building  a  water-bound  macadam  road,  both  as  to  the  method  of 
proportioning  the  rock  and  as  to  sprinkling:     •'•••'• 

(a)  The  sub-grade  shall  be  thoroughly  rolled  until  it  is  firm  and 
compact,  with  the  proper  crown  of  |  in.  per  ft. 

(h)  On  this  shall  be  placed  6  in.  of  No.  1  grade  rock,  ranging 
in  size  from  1^  to  3  in.  This  shall  be  spread  uniformly  and  rolled 
dry  until  the  rock  does  not  creep  before  the  roller,  or  creeps  just 
enough  to  set  it  in  place  without  crushing. 

(c)  Then  2  in.  of  stone  of  No.  2  grade,  ranging  in  size  from 
i  to  li  in.,  shall  be  spread  uniformly,  sprinkled,  and  rolled  thoroughly 
into  the  voids  of  the  No.   1  grade. 

(d)  Then  f  in.  of  the  coarse  material  from  the  screenings,  con- 
sisting of  sizes  from  ^  to  4  in.,  shall  be  spread  uniformly,  sprinkled, 
and  rolled  thoroughly  into  the  voids  of  the  No.  2  grade. 

(e)  Finally,  |  in.  of  the  dust  from  the  screenings  shall  be  spread 
(preferably  by  hand  from  shovels),  thoroughly  soaked,  and  rolled  to  a 
finish. 

This  method  gives  a  surface  which  is  virtually  impervious  to 
water,  and  is  less  affected  by  automobile  traffic  than  any  with  which 
the  writer  has  had  experience;  in  fact,  it  has  been  a  matter  of  great 
surprise  to  him  to  see  how  well  roads  built  by  this  method  with- 
stand automobile  traffic  without  "raveling"  or  showing  signs  of 
deterioration. 

From  the  contractor's  point  of  view,  as  an  economical  method  of 
building  macadam  roads,  the  writer  finds  that  on  the  Memphis-Bristol 
Highway  he  is  able  to  care  for  100  cu.  yd.  of  rock  per  day  with  one 
10-ton  roller,  where  previously,  before  the  change  was  made,  there 
was  some  difficulty  in  rolling  properly  one-half  this  quantity  and 
getting  the  proper  bond  therein,  in  spite  of  the  fact  that  it  requires 
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one  more  operation  to  i)ut  on  tlie  extra  course  of  stone.  Tliis  ia 
Ter>'  much  more  than  balanced  hy  the  quicker  method  of  obtaining 
the  required  bond,  and  tlie  final  results  as  stated  are  so  much  more 
satisfactory  than  those  obtained  by  using  only  three  grades  of  rock 
and  not  separating  the  dust  from  the  screenings  that  it  would  seem 
to  be  a  material  improvement  in  the  method  of  road  building,  and 
should  appeal  to  both  engineers  and  contractors.  It  is  only  fair  to 
say  that  the  specification  under  which  this  section  of  the  Memphis- 
Bristol  Highway  is  being  built  called  for  the  placing  of  the  macadam 
in  three  operations,  as  originally  stated,  but  that  the  change  has  been 
approved  by  the  engineer  in  charge  who  now  highly  endorses  the 
method. 

This  work  requires  a  standard  screen  with  a  "dust  jacket"  (^-in. 
perforations)  over  the  f-in.  screen. 

The  writer,  who  is  a  member  of  the  contracting  firm  which  is  build- 
ing this  section  of  the  road,  is  interested  both  from  the  standpoint  of 
the  engineer  and  the  contractor.  He  has  never  before  seen  this  method 
advocated  publicly,  and  invites  discussion  and  criticism  from  other 
road  builders. 


J 
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Discxjssioisr 


F.  G.  Frink,  Assoc.  M.  Am.  See.  C.  E.   (by  letter). — It  is  hoped    Mr. 
that  Mr.  Meem  will  publish  such  information  in  regard  to  topography, 
climate,  sub-grade,  kind  of  stone,  expected  traffic,  etc.,  as  will  show 
the  range  of  adaptation  of  the  design  presented.     In  this  way  costly 
experiments  may  be  avoided. 

The  writer's  experience  leads  to  the  conclusion  that  the  "variance 
in  specifications,"  deplored  by  the  author,  is  really  one  of  the  most 
encouraging  features  in  the  development  of  road  building,  as  it 
implies  a  recognition  of  the  widely  differing  conditions  to  be  met. 
The  use  of  a  design,  because  it  has  been  a  success  in  some  other  locality, 
may  result  in  loss  of  time  and  money. 

For  example,  experience  teaches  that  a  road  constructed  with  such 
a  base  as  the  one  cited  would  probably  fail  in  a  section  where,  by 
porosity  of  the  soil  and  seepage  from  higher  land,  the  sub-grade  was 
saturated  for  extended  periods.  In  this  case  the  base  must  be  rendered 
as  nearly  impervious  as  possible  by  using  fine  material  at  the  bottom 
to  fill  the  voids. 

Bearing  in  mind  Macadam's  insistence  on  the  use  of  small  frag- 
ments, the  writer  would  suggest  the  query:  Is  a  road  ever  the  better 
for  having  large  stone,  say,  greater  than  1^  in.,  in  any  part  of  its 
section  ? 

C.  H.  SwEETSER,  M.  Am.  Soc.  C.  E.  (by  letter). — The  method  of  Mr. 
separating  the  screenings  into  two  sizes,  as  suggested  by  Mr.  Meem, 
and  used  successfully  on  the  Memphis-Bristol  Highway,  in  Tennessee, 
seems  to  be  an  improvement  over  the  usual  specification  for  the  appli- 
cation of  the  binder  course.  The  writer  has  obtained  a  quicker  bond 
by  applying  the  screenings  in  small  quantities  until  the  required  bond 
was  obtained.  When  the  dust  of  fracture  is  applied,  together  with 
the  coarse  material  in  the  screenings,  the  dust  when  wet  seems  to 
"ball"  up  and  prevent  the  coarse  material  from  filling  quickly  the 
voids  in  the  macadam.  From  the  experience  on  the  Memphis-Bristol 
Highway,  the  suggested  improvement  would  seem  to  hasten  the  obtain- 
ing of  a  proper  bond. 

A  few  words  on  water-bound  macadam  and  the  automobile  may 
not  be  out  of  place.  Engineers  should  hesitate,  and  consider  local 
conditions  very  carefuUj^,  before  specifying  the  construction  of  water- 
bound  macadam  highways.  With  the  improvement  of  the  highway, 
automobile  traffic  is  sure  to  increase,  and  it  soon  becomes  necessary 
to  construct  a  surface  which  will  withstand  this  traffic.  In  the  majority 
of  cases  the  most  economical  time  to  do  this  is  when  the  improvement 
is  first  made.     Mr.   Meem   states  that  the   suggested  improvement  is 


Crosby. 
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Mr.      'ics.s   ntTt'('t(Hl   l).v   autoMiohilo   trjillic."      Why    nat  coiLstruf't   at   once, 
.wee  sei.  ^^^^  j^  ^^.jj  ^^^^  |^^  affected  at  all? 

In  .^^pitc  of  knowledge  pained  thronp-h  the  experience  of  road 
builders,  both  in  the  United  States  and  Europe,  there  are  miles  of 
water-bound  macadam  roads  being  built  in  America  where  some 
other  form  of  pavement  should  have  been  si)ecified. 

Mr.  W.  W.  Crosby,  M.  Am.  See.  C.  E.  (by  letter).— The  author  refers 

to  the  "bond"  of  the  road,  apparently  m-eauing  the  cemented  condition 
brought  about  by  the  action  of  water  on  the  stone  dust.  If  this  deduc- 
tion is  correct,  the  writer  cannot  agree  with  one  of  the  author's  prem- 
ises, namely,  that  such  a  "bond"  is  "the  difficult  and  essential  thing 
to  obtain  in  a  water-bound  road." 

If,  however,  the  "bond"  is,  as  the  writer  understands  the  term,  the 
interlocking  of  the  angular  particles  of  stone  with  each  other,  supple- 
mented by  the  cementing  of  the  fine  material,  then  the  writer  is  pre- 
pared to  agree  with  Mr.  Meem  to  a  certain  extent.  The  qualification 
he  has  in  rnind  is  that  such  a  bond,  while  always  essential,  is  only 
difficult  to  secure  with  proper  stone  where  the  sub-grade  for  any 
reason  is  inclined  to  churn  up  into  the  macadam  stone  and  by  its 
intrusion  prevent  their  proper  compaction.  Such  a  bond,  of  course, 
costs  something  to  secure  by  rolling,  but  this  does  not  seem  to  the 
writer  to  be  a  real  "difficulty." 

The  method  of  construction  proposed  by  Mr.  Meem  has  been  tried 
by  the  writer  on  various  occasions,  but  without  his  becoming  favorable 
to  it.  In  onie  or  two  instances,  where  "granolithic"  or  "grit"  (the 
chips  between  the  i-  and  ^-in.  screens)  was  in  demand  for  other 
purposes,  the  crusher  product  was  robbed  of  a  part  of  this  portion 
and  the  remainder  was  used  as  described  by  the  author  in  two  applica- 
tions, without  other  benefit  than  securing  in  this  way  some  "grit" 
for  another  use. 

It  seems  to  the  writer  that  probably  the  superiority  of  results, 
stated  by  Mr.  Meem  as  secured  by  his  method,  comes  from  the  applica- 
tion of  the  screenings  in  two  relatively  thin  layers  with  thorough  roll- 
ing between  them. 

Too  many  roads  are  built  where,  after  rolling  the  second  courSt 
(or  "No.  2"  stone),  the  screenings  are  applied  heavily  in  one  coat  ai 
inch  or  more  thick,  and  rolled  and  watered  until  the  surface  seem 
to  be  cemented.  Such  roads  seldom  wear  well,  raveling  shortly  an 
continually.  The  cementing  thus  secured  is  superficial,  and  th 
macadam  beneath  is  porous.  If,  however,  the  screenings  are  appliec 
in  thin  layers,  and  each  layer  is  flushed  and  rolled  into  the  voids  of  th( 
'^o.  2's."  then  the  macadam  will  be  more  dense  and  less  likely  t( 
ravel.  In  the  writer's  opinion,  with  the  latter  method,  it  makes  verj 
little   difference   how   the   screenings   then   are   made   up    as   to   sizes 
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unless  they  come  from  limestone.     In  the  latter  case  a  sufficient  quan-     Mr. 
tity  of  coarse  particles  or  non-cementitious  material  must  be  added,  ^''^^*'y- 
by  mixing  or  by  separate  application,  to  offset  the  extreme  tendency 
of   the   fine  limestone  material,  by  forming   a   paste   on   the   surface, 
to  prevent  the  proper  filling  of  the  voids  in  the  macadam. 

The  writer's  specifications,  in  this  particular,  have  been  as  follows : 

"Third  Course. 

^'Material. 

"173. — The  third  course  of  the  macadam  construction  shall  con- 
sist of  trap  rock  screenings  varying  in  size  from  dust  to  1-inch  pieces. 
Other  material  than  trap  rock  screenings  may  be  used  if  approved 
by  the  Engineer.  Limestone  screenings  shall  not  be  used  with  a 
limestone  second  course,  unless  approved  in  writing  by  the  Engineer,  or 
unless  clean  sand,  approved  by  the  Engineer,  is  used  in  substitution 
under  the  direction  of  the  Engineer,  for  at  least  50%  of  the  limestone 
screenings. 

"Spreading. 

"174. — After  the  second  course  of  No.  2  stone  has  been  rolled  and 
completed  as  above  described,  the  screenings  shall  be  spread,  but  in 
no  case  shall  screenings  be  used  until  the  second  course  has  been 
thoroughly  rolled  and  compacted.  The  screenings  shall  be  spread  dry, 
with  shovels  from  piles  alongside  the  road  or  from  dumping  boards; 
but  in  no  case  shall  the  screenings  be  dumped  directly  on  the  second 
course.  The  quantity  of  screenings  used  shall  be  such  as  will  just 
cover  the  second  course. 

"Watering  and  Rolling. 

"175. — After  the  screenings  are  spread  they  shall  be  first  rolled  dry 
and  then  sprinkled  with  water  from  a  properly  constructed  sprinkling 
cart,  and  then  re-rolled  with  a  steam  roller  weighing  not  less  than 
ten  tons.  The  amount  of  water  necessary  shall  be  determined  by  the 
Engineer.  The  rolling  shall  begin  at  the  sides  and  continue  until  the 
surface  is  hard  and  smooth  and  shows  no  perceptible  tracks  from 
vehicles  passing  over  it. 

"176. — If,  after  rolling  the  screenings,  the  No.  2  stone  appears  at 
the  surface,  additional  screenings  shall  be  used  in  such  places. 

"177. — The  rolling  and  watering  shall  continue  until  the  water 
flushes  to  the  surface.  The  rolling  is  to  extend  over  the  whole 
width  of  the  road,  including  the  shoulders." 

The  closing  sentence  of  Paragraph  174  should  be  noted,  and  this, 
followed  by  Paragraph  176,  illustrates  the  point  above  made. 

The  writer  thinks  he  sees  one  danger  in  the  method  proposed  by 
Mr.  Meem.  It  is  that,  by  first  partly  filling  the  voids  in  the  surface 
of  the  "No.  2's"  through  the  application  of  the  grit  and  by  then  com- 
pletely filling  the  remaining  voids  in  the  surface  by  the  application  of  ' 
the  finer  sizes,  the  penetration  of  the  finer  sizes  into  the  voids  in  the 
body   of   the  macadam  wiU  be   obstructed   or  prevented.     It   is   the 
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Mr.     writer's    experience    tlint    llu-    Ixst     macndnm    will    liave    a    maximum 

Crosby,    i         •.  .  i  ,•  i  i  n      i  •  , 

density,  not  only  on  or  near  its  siirlaee,  but  also  well  down   into  the 
macadam  itself. 

I  V^eem  '^'  ^'  ^^^^^'  ^^-  ^'^^^-  ^*^^''  ^'  ^'"  ^^'y  l<'tter).— It  would  appear  to  the 

*  writer  that  a  road  built  under  the  author's  specifications  would  un- 
doubtedly have  good  wearing  qualities  if  it  did  not  become  too  dry. 
It  is  sufi'^^ostcd,  therefore,  that  a  frequent  sprinkling  or  application 
of  oil  would  insure  its  lasting  quality  in  the  same  ratio  that  its  original 
value  might  bear  to  that  of  a  road  built  by  the  alternative  method. 

The  presentation  of  this  paper  reminds  the  writer  of  a  piece  of 
macadam  road  which  the  author  constructed  on  a  private  estate  in 
Virginia.  About  2  miles  of  ordinary  country  road  were  macadamized, 
and  a  highway  bridge  was  built  over  a  tributary  of  the  Shenandoah 
River.  The  macadam  work  consisted  of  a  12-ft.  roadway,  which  was 
"metalled"  according  to  the  specifications  of  this  so-called  improved 
method,  with  berms  of  earth  3  ft,  wide  on  each  side,  and  with  under- 
drains  outside  of  these,  as  noted  later.  This  road  is  wearing  very  well, 
after  2  years  of  such  traffic  as  country  roads  ordinarily  get  from  heavy 
farm  wagons  and  occasional  automobiles;  and,  although  no  compara- 
tive values  are  obtainable,  its  good  condition  is  believed  to  be  due 
partly  to  the  fact  that  under-drains,  in  a  trench  12  in.  wide  and  2  ft. 
deep,  and  surrounded  with  broken  stone,  were  laid  to  a  uniform  grade 
on  each  side,  giving  perfect  drainage  to  the  highway.  The  rock  used 
was  the  native  blue  limestone,  quarried  and  crushed  on  the  estate. 

In  connection  with  this  work,  the  writer  designed  a  reinforced  con- 
crete highway  bridge,  which  was  built  by  the  author.  The  question  of 
surfacing  the  roadway  of  the  bridge  was  an  important  one.  It  was 
not  deemed  advisable  to  carry  the  macadam  over  the  roadway,  as  it 
was  thought  that  its  tendency  to  dry  out  and  disintegrate  would  be 
much  greater  than  in  an  ordinary  road  in  contact  with  earth.  The 
following  method  was  finally  adopted:  The  upper  or  compression  side 
of  the  concrete  was  troweled  to  a  very  compact  and  smooth  surface, 
and,  on  this,  there  was  placed  about  1  in.  of  lean  cement  mortar,  over 
which,  in  turn,  from  i  to  |  in.  of  sand  was  sprinkled  before  the  mortar 
had  set.  The  bridge  has  now  been  in  use  about  2  years,  and  this 
surface  is  apparently  giving  satisfaction.  As  this  method  of  surfacing 
was  in  the  nature  of  an  experiment,  the  writer  will  be  greatly  inter- 
ested in  observing  from  time  to  time  the  wearing  qualities  which  it 
develops.  ^ 

Mr.  Arthur  H.   Blanchard,   M.   Am.   Soc.   C.   E. — Two  properties  of 

Bianchard.  ^^^^.^^^g  surfaces  which  require  consideration  in  the  design  of  pave- 
ments are  stability  and  density.  The  requisite  degree  of  stability  and' 
density  depends  in  part  on  the  conditions  to  which  the  road  or  pave 
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ment  is  to  be  subjected.     The  author  has  outlined  a  method  for  se-       Mr, 

»  ,  .,.  1     1         •         •         1  •         Blanchard. 

curing  a  certain  degree  oi   stability   and  density  m  the  construction 
of  the  so-called  water-bound  macadam  road. 

The  efficacy  of  the  proposed  method  depends  primarily  on  the  traffic 
to  which  the  road  is  to  be  subjected.  If  the  traffic  consists  of  horse- 
drawn  vehicles  not  exceeding  a  certain  number  per  day,  the  use  of 
the  type  of  construction  advocated  should  result  in  a  serviceable  rd^d. 
If,  however,  many  high-speed  motor  cars  use  the  highway  thus  built, 
the  surface  will  disintegrate  rapidly,  as  is  the  case  with  macadam 
roads  built  with  a  wearing  surface  of  so-called  crusher-run  stone 
(passing  over  a  i-in.  screen  and  through  a  l^-in.  screen),  the  surface 
of  which  is  finished  with  a  light  coat  of  screenings,  well  rolled  and 
watered.  The  difference  between  the  former  and  the  latter  is  in  the 
arrangement  of  the  aggregate,  rather  than  in  its  composition,  as  is 
seen  by  a  consideration  of  the  following  mechanical  analysis  of  the 
wearing  surface  of  the  latter  type. 

Broken  stone  passing    |  -  in.  screen 1.0  per  cent. 

"         "      2.5     "        " 

"         "      30.8     "        " 

"         "      34.2     "        " 

"         "      23.4     "        " 

The  analysis  of  the  author's  wearing  surface  of  2  in.  would  like- 
wise show  certain  percentages  passing  screens  from  i  in.  to  li  in.  In 
both  cases,  stone  from  i  in.  to  1|  in.  in  diameter  will  usually  consti- 
tute a  large  percentage  of  the  top  inch  of  the  surface. 

The  speaker's  investigations  and  practice  have  led  to  the  conclu- 
sion that  the  most  satisfactory  type  of  macadam  road  to  withstand 
high-speed  motor-car  traffic  is  one  having  a  surface  of  broken  stone, 
varying  from  1  in.  to  2^  in.  in  longest  dimensions,  which  stone  has 
been  thoroughly  rolled  and  puddled.  The  success  attendant  on  the 
use  of  bituminous  surfaces  on  macadam  roads  in  England  and  France 
is  due  in  part  to  the  adoption  of  this  type  of  construction.  Not  only 
does  the  use  of  the  large  broken  stone  in  the  surface  give  stability 
to  its  component  integral  parts,  but  it  simplifies  one  essential  detail 
of  the  construction  of  bituminous  surfaces  on  macadam  roads,  namely, 
the  cleaning  of  the  macadam  surface. 

With  the  addition  of  bituminous  cement,  the  status  of  the  pave- 
ment, as  one  adaptable  for  use  on  highways  subjected  to  motor-car 
traffic,  is  changed.  The  method  of  construction  in  which  several 
courses  of  varying  sizes  of  stone  are  used  formed  the  basis  of  many 
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Mr.        of  the  patents  covering:  the  construction  of  bituminous  concrete  pave- 

Hluuohard.  ,,  iit'ih  l^  i-  •     t 

monts  granted  l)y  the  Unitcci  States  Uovernment  during  the  period 
from  J8G9  to  1H73.  Hitumiiious  concrete  pavements  of  this  type 
have  given  excellent  results,  in  the  United  States  and  also  abroad. 
At  present,  several  foreign  companies,  particularly  in  England,  are 
using  this  method  of  construction.  The  work  of  three  of  these  com- 
panies is  referred  to  in  the  following  descriptions: 

The  Quarrite-Bitulithic  Company  of  London  imports  from  its 
Scotland  plant  bituminous-coated  broken  stone  of  various  sizes  for 
the  construction  of  bituminous  concrete  pavements  by  the  layer 
method.  The  sizes  used  for  the  courses  are  as  follows:  first  course, 
2  in.  of  1-in.  to  l|-in.  stone,  rolled,  with  a  scattering  of  i  to  i-in. 
chips;  second  course,  1  in.  of  stone,  varying  from  ^  to  |  in.  in 
longest  dimensions,  rolled;  third  course,  a  thin  layer  of  tar-coated 
screenings,  thoroughly  rolled. 

The  Tarmac  Company  of  London  for  many  years  has  been  mixing 
broken  slag  of  various  sizes  with  bituminous  cement  at  its  plant  in 
Wolverhampton,  and  shipping  from  there  to  various  points  in  England. 
The  construction  of  one  pavement  of  this  type  which  came  under  the 
speaker's  observation  is  as  follows :  This  road  was  the  main  shore 
boulevard  at  Brighton-on-Sea,  on  the  south  coast  of  England.  On 
a  well-compacted  gravel  foundation  was  spread  a  scattering  of 
bituminous-coated  chips;  the  bottom  layer,  composed  of  3^  in.  (loose) 
of  li  to  2^-in.  slag,  was  then  rolled;  the  second  course,  consisting  of 
2^  in.  (loose)  of  i-in.  to  1^-in.  slag,  was  next  thoroughly  compacted;  the 
third  course,  composed  of  I  in.  of  I  to  i-in.  slag  chips,  was  likewise 
thoroughly  rolled;  the  pavement  was  finished  by  rolling  in  a  top 
dressing  of  uncoated  slag  screenings.  It  may  be  of  interest  to  note 
that  a  section  on  Madeira  Drive,  at  this  famous  shore  resort,  was 
constructed  in  this  manner  in  1903.  Its  condition  in  1910  was  ex- 
cellent, and  an  adjoining  section  of  water-bound  macadam,  which  was 
treated  annually  with  an  application  of  tar,  rapidly  disintegrated  before 
the  close  of  each  season. 

As  an  illustration  of  the  practice  in  Germany,  the  work  of  the 
Deutsche  Quarrite  and  Bitulithic-Pflaster-Gesellschaft  of  Berlin  may 
be  cited.  In  1910  this  company  built  a  bituminous  concrete  pavement 
in  Lankwitz,  Germany,  in  accordance  with  the  following  method :  On 
a  5-in.  macadam  cinder-filled  foundation,  the  first  course,  consisting 
of  4  in.  (loose)  of  l^-in.  stone,  was  spread  and  rolled;  a  thin  coat  of 
tarred  chips  was  next  spread  and  rolled;  the  second  course  consisted 
of  1  in.  of  |-in.  stone,  well  roUed;  the  final  course  was  i  in.  of  tarred 
chips,  also  thoroughly  rolled;  the  pavement  was  finished  with  a  flush 
coat  of  tar,  on  top  of  which  was  spread  uncoated  screenings. 
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That  the  layer  method  of  constructing  bituminous  concrete  pave-       Mr. 
ments  in  England  is  not  of  recent  date  is  shown  by  the  following  de- 
scription published  in  1898: 

"The  hot  stone,  when  ready  for  mixing,  is  screened  into  material 
of  three  sizes,  1  to  2-in.  for  the  body,  i  to  1-in.  for  the  intermediate 
coat,  and  i  to  i-in.  for  the  top  dressing.  The  coarsest  material  is  used 
in  a  layer  from  3  to  4  in.  thick,  the  intermediate  size  forms  a  coat 
of  about  I  in.,  and  the  top  dressing  is  used  in  the  thinnest  layer  possi- 
ble, with  a  view  to  filling  all  interstices.  Afterward  a  dressing  of  i-in. 
and  smaller  granite  screenings  is  scattered  broadcast,  and  the  traffic 
is  at  once  allowed  on  the  road  to  work  this  top  dressing  into  the 
tarred  material.  Each  of  the  layers  is  rolled  separately  with  a  10-ton 
roller." 

In  conclusion,  the  opinion  is  expressed  that,  provided  a  bituminous 
cement  is  mixed  with  the  stone  for  the  second  and  third  courses,  the 
use  of  the  principles  of  construction  embodied  in  this  interesting  paper 
will  produce  a  pavement  which,  under  conditions  for  which  it  is 
suitable,  will  be  economical  in  construction  and  maintenance. 

J.  L.  Meem,  Assoc.  M.  Am.  See.  C.  E.  (by  letter). — In  reply  to  Mr. 
Mr.  Frink  the  writer  wishes  to  state  that  his  method  deals  primarily  *  "  ^"^' 
with  the  manner  of  placing  the  different  grades  of  stone,  assuming  that 
the  sub-grade  is  in  proper  condition  to  receive  them.  He  agrees  with 
Mr.  Frink  that  the  preparation  of  the  sub-grade,  drainage,  etc.,  are 
prime  factors  in  the  life  of  the  road,  but  these  are  conditions  to  be  con- 
trolled locally  by  the  engineer  in  charge. 

The  writer  is  pleased  to  note  that  Mr.  Sweetser  has  tried  and 
obtained  good  results  by  this  method  of  separating  the  dust  from  the 
screenings  and  applying  them  in  separate  layers.  Mr.  Sweetser  says, 
in  reference  to  building  a  road  which  will  be  affected  less  by  automo- 
bile traffic:  "Why  not  construct  at  once,  so  that  it  will  not  be  affected 
at  all?"  The  writer  is  not  a  champion  of  "water-bound  macadam" 
roads,  and  realizes  that  it  is  the  least  durable  form  of  stone  pavement; 
but,  as  it  is  the  generally  accepted  form  of  highway  improvement, 
as  adopted  by  the  various  counties,  due  to  low  first  cost,  he  believes 
that  any  improvement  in  this  method  of  construction  without  addi- 
tional cost  will  be  welcomed. 

The  writer  feels  that  Mr.  Crosby's  failure  to  obtain  good  results 
by  this  method  of  proportioning  the  rock  was  due  to  the  fact  that  he 
allowed  a  portion  of  the  chips  (I  to  4  in.  in  size)  to  be  tal^en  for  other 
purposes,  thereby  failing  to  fill  the  voids  in  the  No.  2  stone.  A  sec- 
tion of  roadway  built  with  the  foregoing  proportions  of  rock  shows 
practically  a  solid  mass. 

Mr.  J.  C.  Meem's  suggestion,  that  a  frequent  sprinkling  or  applica- 
tion of  oil  as  a  dust  preventive  would  prolong  the  life  of  the  road,  is  a 
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Mr.        pood  one.     This  would  l)0  of  groat  IxMicfit,  ospooinlly   during  long  dry 
'     '  '  ^'*'"'   periods,  hut  having  done  tliis,  \v(j  have  dei)arted  from  tlie  true  water- 
hound  macadam,  and  Mr.  Sweetser's  query  "Why  not  construct  a  i)er- 
manent  road?"  presents  itself. 

Mr.  Blanchard's  interesting  discussion  applies  to  hituniinous  maca- 
dam rather  than  to  water-bound  macadam,  as  set  forth  in  the  paper. 

The  writer  is  pleased  to  have  obtained  the  views  of  others  on  this 
simple  little  change  in  an  accepted  specification,  and  hopes  it  will 
at  least  have  the  effect  of  causing  others  to  try  the  change. 
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EXPEKIMENTAL    DETERMINATION    OF    LOSS    OF 

HEAD  DUE  TO  SUDDEN  ENLARGEMENT 

IN  CIRCULAR  PIPES. 

J  s        By  W.  H.  Archer,  Esq. 


This  paper  presents  a  summary  of  the  experimental  data  and  compu- 
tations therefrom  obtained  in  a  series  of  tests  to  determine  the  loss 
of  hydraulic  head  due  to  sudden  enlargement  in  cross-section  of  circular 
pipes.  The  question  arose  in  connection  with  the  theory  of  the  jet, 
pump,  and  its  investigation  as  a  thesis  led  to  some  interesting  con- 
clusions which  are  herein  set  forth.  Observations  were  made  during 
December,  1911,  and  January  to  March,  inclusive,  1912,  at  the  Hydrau- 
lic Laboratoiy,  University  of  California. 

Theory. 

Theoretically,  the  determination  of  loss  of  head  in  liquids  due  to 
sudden  enlargement  in  cross-section  is  simple  and  apparently  exact. 
It  is  perhaps  for  this  reason  that  little  experimental  work  has  been 
done  to  determine  the  actual  losses.  For  convenience,  this  theory  is 
here  given,  and  is  as  follows: 

Let  v^  =  velocity,  in  feet  per  second,  at  outlet  of  smaller  pipe ; 
a^  =  cross-sectional  area,  in  square  feet,  at  outlet  of  smaller 

pipe; 
p^  =  pressure,  in  pounds  per  square  inch,  at  outlet  of  smaller 

pipe ; 
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y  =  density  of  water,  in  pounds  per  cubic  foot. 

/) 
Tlu'ii        =  preKSuri'  lirad,  in  feet  of  \\iit«'r  ; 

r 

v^  =  velocity,   in   feet  per  second,   in  large  pipe,   at  section 

"where  jtr,  is  a  maximum ; 
/>2  =  maximum  pressure,  in  i)0unds  per  square  inch,  in  larger 

pipe; 
O2  =  cross-sectional    area,    in    square    feet,    where    p.,    is    a 

maximum; 
l,}i,  =  theoretical  lost  head,  in  feet  of  water,  due  to  sudden 

enlargement; 
Q  =  quantity  of  water  flowing,  in  cubic  feet  per  second. 


Fig.  1. 


The  energy  relation  is: 


2g       r       '2g       y 


or 


or 


2y         2^ 


y         y 


P2  —  Vx       ''i   —  ^2 


y  2^7 

The  momentum  relation  is  as  follows 


l.h 


.(1) 
•(2) 
.(3) 


Q 


Force  =  change  in  momentum,  or  {p^  — p^)  a^  =  —  (v-^  —  ^'2)  •  •  •  •  (^) 
By  combining  Equations  (3)  and  (4)  and  making  continuity  substi- 
tutions, it  is  seen  that 

(^^1  —  ^'2)' 


l.h.  = 


2g 


;.o?i'; 


(o) 


or,  in  another  form, 

ik.  =  ^(,-^\.[.-V:. (6) 

The   equation   for  the  value   of   the  actual   experimental  loss   will 
probably  be  of  the  form, 

L.ff.  =  C^(/--^)" (7) 
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C  and  n  being  empirical  coefficients,  to  determine  the  value  of  which 

under  various  conditions  was  the  purpose  of  the  work  described. 

.9qiq 

Equipment  Used. 

Pipes. — Four  sizes  of  commercial,  smooth,  brass  pipes  were  used, 
ranging  from  1  to  3  in.  in  diameter,  all  being  ^^  in.  thick  and  4  ft. 
long.  The  ends  were  machined  square  and  even,  and  burrs  were  re- 
moved with  emery  paper. 

Flanges. — Connections  were  made  with  cast-iron  flanges,  8  in.  in 
diameter  and  |  in.  thick,  machined  to  nfiake  a  water-tight  friction  fit 
over  the  ends  of  the  brass  pipe,  on  which  they  were  driven  until  just 
flush.     Flanges  were  bolted  together  with  gaskets  between. 


No.  14  Brass 


Horizontal    Section 


No.  li.  Brass 


Section  of  Pressure  Tap 


DETAILS  OF 
ENLARGEMENT 

AND 
PRESSURE  TAPS 


Cross-Section 
Fig.  2. 


Pressure  Taps. — Taps  were  inserted  in  the  sides  of  the  pipe,  by 
which  internal  pressures  were  obtained.  Taps  No.  0  in  the  small 
pipe  were  6  in.  from  the  plane  of  enlargement  and  on  opposite  sides 
of  the  pipe.  Taps  in  the  larger  pipe  were  0.1,  0.2,  0.4,  0.7,  1.0,  1.5, 
2.0,  2.75,  and  3.5  ft.  from  the  plane  of  enlargement,  and  were  alternated, 
that  is,  No.  2  on  one  side,  No.  3  on  the  opposite  side,  etc.  Taps  were 
made  by  drilling  ^^V-in.  holes  (care  being  taken  to  drill  into  wood  so  as 
to  leave  no  burrs  inside)  and  then  soldering  over  these  holes  pieces 
of  |-in.  brass  tube  1^  in.  long  (Fig.  2).  Rubber  tubing  connected 
these  to  the  manifold  and  pressure  columns.  ■ 
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Manifold. — The  manifold  consisted  of  twelve  J-in.  air-cocks  screwed 
into  a  piece  of  i-in.  brass  tubing  10  in.  long.  Five  cocks  were  plaeed 
on  each  side  for  the  connections  from  the  j)resaure  taps  in  the  pipe, 
and  one  was  put  on  each  end  for  the  pressure  column  connections. 

Pressure  Columns  or  [J-Tiihes. — Connections  were  made  for  using 
either  of  two  U-tubes,  depending  on  the  magnitude  of  pressure  dif- 
ference. One  tube,  with  arms  about  3  ft.  long,  partly  filled  with 
mercury,  was  used  for  large  differences  in  pressure.  The  other,  having 
a  short  arm,  3^  ft.,  and  a  long  arm,  5  ft.  in  length,  was  partly  filled 
with  carbon  tetra  chloride  colored  red  with  an  aniline  dye.  Both 
U-tubes  were  made  entirely  of  ^-in.  glass  tubing,  it  being  found  that 
the  carbon  tetra  chloride  acted  on  the  rubber,  causing  it  to  swell  until 
the  passage  was  closed. 


Fig.  3. 


In  order  to  obtain  a  good  meniscus  on  the  surface  of  carbon  tetra 
chloride  it  is  necessary  that  the  glass  be  absolutely  clean.  This 
cleaning  was  done  with  a  saturated  solution  of  bichromate  of  potash 
one  part,  sulphuric  acid  three  parts  and  then  diluting  with  six  parts 
of  water.  It  was  found  necessary  to  flush  all  parts  of  the  U-tube  with 
running  water  to  remove  the  cleaning  solution  thoroughly,  otherwise 
a  bothersome  scum  was  formed  on  the  surface  of  the  carbon  tetra 
chloride. 

Bleeder  cocks  were  placed  at  the  upper  ends  of  each  arm  of  the 
U-tubes,  to  allow  for  the  expulsion  of  air  from  the  tubes  and  connec- 
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tions.  The  scales  between  the  arms  of  the  U -tubes  were  graduated 
in  inches  and  tenths. 

Water  Supply. — Water  was  obtained  for  the  experiments  through 
a  horizontal  4-in.  pipe  about  75  ft.  long  leading  from  the  laboratory 
stand-pipe,  which  is  4  ft.  in  diameter  and  36  ft.  high  (Fig.  7). 
The  height  of  water  in  the  stand-pipe  was  maintained  with  a  motor- 
driven  Quimby  screw  pump  (Fig.  6),  the  two  cylinders  working  in 
series,  and  drawing  water  from  the  main  storage  reservoir,  which  is  a 
concrete  tank,  18  ft.  square  and  10  ft.  deep,  located  beneath  the  floor. 
Water  is  kept  at  varying  heights  by  overflows  from  the  stand-pipe 
through  any  required  gate  in  the  side  thereof,  such  water  returning 
to  the  storage  reservoir. 

Quantity  Measurements. — The  water  was  taken  from  the  throttle 
valve,  at  the  outlet  end  of  the  large  brass  pipe,  into  a  24-in.  pipe  which 
led  to  a  Y-  One  arni  of  the  Y  discharged  into  a  galvanized-iron  tank 
on  platform  scales,  and  the  other  discharged  either  into  the  main 
reservoir  or  into  a  calibrated  measuring  tank,  depending  on  which 
way  the  hinged  piece  of  pipe  at  the  end  was  swung. 

The  tank  on  the  scales,  with  a  capacity  of  about  25  cu.  ft.,  was 
used  for  measuring  small  quantities  of  water.  It  was  emptied  into 
the  main  reservoir  by  a  quick-opening  valve. 

Larger  quantities  were  measured  in  the  calibrated  concrete  tank, 
7  ft.  square  and  10  ft.  deep,  using  a  hook-gauge.  A  centimeter  scale 
on  the  hook-gauge  was  used  for  a  few  readings,  and  an  inch  scale 
for  the  remainder.  This  tank  was  also  emptied  into  the  main  storage 
reservoir  by  a  4-in.  motor-driven  centrifugal  pump. 

Preliminary  Observed  Data. — Due  to  the  fact  that  the  iron  flanges 
were  driven  on  the  brass  pipes,  the  end  diameter  was  slightly  de- 
creased in  some  cases.  The  central  diameter  is  taken  as  the  diameter 
before  the  flanges  were  put  in  place.  All  measurements  were  made  with 
micrometer  calipers. 


1          .  - 
No,  of  pipe. 

Average  Diameter,  in  Inches. 

Average  Areas,  in  Square  Feet. 

Inlet. 

Center. 

Qui  let. 

Inlet. 

Center. 

Outlet. 

1 

* 1V735  ' 

2.488 
2.983 

0.992 
1.745 
2.495 
2.994 

0.982 
1.730 
2.486 
2.993 

0.01641 
0.03378 
0.04855 

0.00545 
0.01661 
0.03395 
0.04885 

0  00526 

2 

0  01631 

3 

0  03368 

4 

0  04885 
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Lotting  a,  represent  the  outlet  area  of  the  KrnuU  pipe  and  a^  the 
central  area  of  the  large  pii)e,  the  following  values  were  taken: 

Xo.   1  a,  =  0.0052G;  a,  --  ().()0545 

No.  2  a,  =  0.01G.31 ;  a,  =  0.01G61 

No.  3  a^  =  0.03;]G8;  a,  =  0.03395 

No.  4  flj  =  0.04885;  a,  =  0.04885 

Specific  Gravity  Determination  of  Carbon  Tetra  Chloride. — 'J'he 
specific  gravity  of  the  carbon  tetra  chloride  was  found  by  taking 
the  ratio  of  the  length  of  column  of  \va.t<3r  in  one  arm  of  a  U-tube  to 
the  length  of  column  of  carbon  tetra  chloride  in  the  other  arm  which 
balanced  it. 

The  average  value  of  four  determinations  for  all  the  experiments 
was  1.601,  with  the  exception  of  the  1|  to  2^-in.  combination  of  pipes, 
the  specific  gravity  for  which  (average  of  three  determinations) 
was  1.570. 

These  values  were  used  in  computing  the  pressure  chanire,  — ? 

r 
as  follows : 

Let  S     =  specific  gravity  of  liquid  in  U-tube; 

Let    U^  =  scale  reading  in  arm  of  U-tube,  where  pressure  =  p^; 

Let   TJ^  =  scale  reading  in  arm  of  U-tube  connected  to  tap  where 

pressure  =  ik. 

Then : 

If    U^   is   greater   than    U^,   the   column   of  liquid   of  length 

Uj^   —   U^   is  balanced  by  a   column   of  water  of  length 


L\  —  U2  and  by 


P2  —  Pi 


r 

Therefore : 

ih^i  ^  ^g  _  1^  ^^^  _  p^) 

In  all  the  determinations,  the  zero  positions,  U^,  of  the  liquid  in  the 
columns  were  carefully  noted  where  p^^  =  p^,  or  when  no  water  was  flow- 
ing. Then,  in  most  observations,  U^  only  was  read;  and,  in  nearly 
all  computations,  U^  —  U^  was  taken  as  being  2  (U^  —  Uq).  Under 
the  circumstances,  this  was  considered  more  accurate  because  there  was 
a  perfect  meniscus  in  the  arm,  U^,  while  the  surface  in  the  arm,  U^^ 
was  broken  and  irregular.  Some  readings  of  U^  were  taken  occasion- 
ally as  a  check. 


/60 


jJSS&N  H 

i 

1 

1 

Pig.  6. — QuiMBY  Screw  Pump. 
Hydraulic  Laboratory,  University  of  California. 


Fig.   7. — Stand-Pipe,   HycRAULic 

Laboratory,  University 

OF  California. 
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Tables  1  to  5,  inclusive,  show  the  values  of  ^ ^  computed  from 

r 

readings  of  U^  and  ZJq,  and  the  relation  between  velocity  and  — 

at  different  points  along  the  length  of  the  large  pipe  is  shown  graphic- 
ally on  Figs.  8  to  12,  inclusive. 

Miscellaneous  Data  and  Constants. — 

Specific  gravity  of  mercury 13.58 

Density  of  water , 62.3     lb.  per  cu.  ft. 

Measuring  tank  constants: 

1  cm.  gauge  height 1.523  cu.  ft. 

1  in.    gauge   height 3.868    "     " 

Head  in  stand-pipe  above  apparatus : 

No.  7,  Head 19  ft. 

No.  8,      "      25    " 

No.  9,      "    ..-...^v^:^... 31    " 

Method  and  Order  of  Taking  Observations. 

The  Quimby  screw  pump  was  started,  and,  when  the  water  was 
overflowing  at  the  desired  gate  in  the  stand-pipe,  the  maximum  range 
of  Uj^,  the  scale  reading  in  the  arm  of  the  U-tube  connected  to  the 
small  pipe,  was  determined  for  maximum  velocity  and  for  some  pres- 
sure tap  in  the  large  pipe  where  p^  was  near  a  maximum,  say.  Tap  No.  6. 
Then,  as  it  was  intended  to  make  observations  for  about  ten  different 
velocities  for  each  combination,  this  range  of  U^  was  divided  into  ten 
steps,  and  the  velocity  for  each  determination  was  to  be  regulated  by 
the  gate-valve  at  the  outlet  end  of  the  large  pipe,  so  that  for  each 
successive  trial,  and  for  pressure  Tap  No.  6,  the  value  of  U^  would  in- 
crease by  about  one-tenth. 

When  the  velocity  had  been  thus  regulated,  the  initial  position  of 
the  surface  of  the  water  in  the  measuring  tank  was  observed  with  a 
hook-gauge. 

The  hands  of  a  watch  were  then  set  at  some  even  hour,  and  the 
instant  when  the  second  hand  was  at  60  the  swing  pipe  was  turned  so 
as  to  divert  the  water  from  flowing  into  the  main  reservoir  and  into 
the  measuring  tank. 

While  the  water  was  flowing  into  the  measuring  tank  at  a  constant 
velocity,  readings  of  U^  and  U^  were  taken,  when  the  various  cocks  in 
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the  manifold  were  turned  so  as  to  connect  pressure  taps  No.  1,  No.  2, 
No.  3,  etc.,  successively.  Then,  at  the  end  of  an  even  number  of 
minutes,  the  water  was  diverted  back  into  the  storage  reservoir,  and  the 
hook-gauge  was  set  approximately  right. 

The  adjustments  of  velocity  for  the  next  trial  were  then  made  while 
the  surface  of  the  water  in  the  measuring  tank  was  coming  to  rest. 
Before  this  was  done,  however,  the  controlling  gate- valve  was  entirely 
closed  and  the  reading  [7q  taken.  If  the  liquid  in  the  two  columns 
did  not  come  to  the  same  level,  it  showed  the  presence  of  air  in  the 
pressure  connections,  and  doubt  was  cast  on  the  accuracy  of  the  previous 
observations.  The  air  was  then  expelled  by  opening  the  bleeder  cocks 
at  the  tops  of  the  U-tube.  The  velocity  was  regulated  as  before,  the 
final  tank  gauge  reading  was  taken,  and  the  next  observation  continued 
as  before.  Only  two  or  three  times  during  the  experiment  did  the 
two  column  arms  fail  to  balance  because  of  the  presence  of  air. 
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Fig.  12. 
The  mercury  column  was  used  but  little,  as  nearly  all  the  readings 

were  within  the  range  allowed  by  the  long  arm  of  the  carbon  tetra 

chloride   column,    and   because   the   readings   of   the   mercury   column 

were    subject    to    inaccuracy    as    the    rubber    tube    leading    to    the 

U-tube  came  from  the  top  of  the  manifold  so  that  it  would  catch  any 

air  that  might  leak  into  the  manifold  or  tubes  connected  thereto. 

Friction  Corrections  and  Computation  of  Lost  Head. 
The  experimentally  determined  value  of  change  in  pressure  head 
includes  the  loss  of  head  due  to  friction  in  6  in.  of  the  smaller  pipe 
and  in  the  length,  X,  of  the  larger  pipe,  where  X  =  the  distance  from 
the  plane  of  enlargement  to  the  point  of  maximum  pressure,  y^. 


lOiG  L088  OF   HEM)   DUK  TU    KN  LAIUIKMENTS   IN   TU'ES 

To  correct  for  this,  the  friction  slope  for  each  pipe  was  computed  for 
several  velocities,  and  lines  were  ])lotted  on  logarithmic  paper  show- 
ing the  value  of  the  slojie  for  any  velocity  in  any  of  the  pipes  used. 

Tho  foriiuila  adoptiMl  was  :* 

S       =  fall,  in  iCt't,  in  friction  ^ri-axlient  per  loot  of  h'n<^th; 
V       =  velocity,  in  feet  per  second  ; 
C       =  constant,  depending  on  surface  of  pipe  ; 

r        =z  hydraulic  radius  =    ( —  )  feet  for  pipes. 

The  value  of  C  given  by  Williams  and  Hazen  for  smooth  brass 
pipes  is  from  135  to  145;  140  was  taken. 

This  formula  is  based  on  experimental  workf  done  by  A.  V.  Saph^ 

M.  Am.   Soc.  C.  E.,  and  E.  W.  Schoder,  Assoc.  M.  Am.  Soc.   C.  E; 

For  brass  pipes  they  found: 

0  296 
H  =  -^j-^  F^-^^  =  "t^o,  where  H  is  the  head  lost  per  1  000  ft.  and 

d  is  the  diameter,  in  feet.  The  accuracy  of  the  corrections  is  indicated 
by  the  fact  that  the  experimentally  determined  hydraulic  gradients 
(Fig.  14)  become  horizontal  when  thus  corrected. 

Computation  of  Lost  Head. — Using  the  following  notation: 
v^  =  velocity  of  water  in  small  pipe; 

v^  =  velocity  of  water  in  large  pipe;  ' 

a^  and  a,  =  respective  cross-section  areas,  in  square  feet ; 

g  =1  acceleration   due   to   gravity   =   32.2   ft.   per   second   per 

second; 
h  =  total  friction  head  correction; 

— —  =  measured  change  in  pressure  head  ;  / 

r 

Ij^E.  =  actual  experimental  lost  head  due  to  sudden  enlargement. 

L.ff.  =  ^-^' -  ?^  -  ;^ ; 

'2g  '2g   \  (a^)  / 

Therefore,  L.H.  =  -f  (l  _  ^%_  ^I^^IZll)  _  H. 

'2g   \  {a^J  r 


*  Taken  from  Williams  and  Hazen's  "  Hydraulic  Tables.'' 
t  Ti-ansactions.  Am.  Soc.  C.  E.,  Vol.  LI,  p.  25.3. 
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Using   this    formula,    the    results    are   shown    in    Tables    6   to    10, 
inclusive. 

TABLE  6. 
dj  =  2.486  in.;  d^  =  2.944  in.     Area  ratio  =  1.451. 


I'l 

^2 

P2—P1 

L.H. 

Trial. 

(from  data). 

(from  data) . 

y 
(from  data). 

(computed). 

1 

3.885 

2.680 

0.072 

0.088 

2 

7.580 

5.220 

0.301 

0.098 

3 

11.060 

7.620 

0.648 

0.212 

4 

13.310 

9.180 

0.967 

0.280 

5....... 

5.970 

4.120 

0.187 

0.060 

6 

10.000 

6.900 

0.535 

0.163 

7 

13.020 

8.980 

0.916 

0.286 

8 

14.590 

10.060 

1.174 
1.520 

0.330 

9 

16.580 

11.440 

0.429 

TABLE  7. 
d^  =  1.730  in.;  d^  =  2.495  in.     Area  ratio  =  2.077. 


Pi— Pi 

Trial. 

(from  data). 

■V2 
(from  data). 

V 
(from  data) . 

L.H. 

(computed). 

1 

3.82 

1.837 

0.0513 

0.108 

2 

8.00 

3.842 

0.4150 

0.259 

3 

10.34 

4.970 

0.700 

0.434 

4 

12.53 

6.020 

1.04 

0.624 

5 

14.35 

6.900 

1.395 

0.787 

6 

16.00 

7.690 

1.738 

0.977 

7 

17.38 

8.36 

2.095 

1.120 

8 

18.61 

8.94 

2.3T5 

1.319 

9 

20.03 

9.63 

2.755 

1.515 

10 

21.05 

10.12 

3.03 

1.694 

TABLE  8. 
dj  =  1.730  in.;  d^  —  2.944  in.     Area  ratio  =  2.995. 


Trial. 

(from  data). 

(from  data). 

Pi  — Pi       ■'■ 

V 
(from  data). 

L.H. 

(computed) . 

1 

5.41 

1.088 

0.163 

0.208 

2 

7.52 

2.510 

0.351 

0.385 

3...... 

10.25 

3.424 

0.660 

0.660 

4 

12.96 

4.33 

1.090 

1.033 

5 

15.28 

5.105 

1.55 

1.411 

6 

17.12 

5.72 

1.94 

1.775 

7 

8 

9 

18.77 

6.27 

2.41 

1.982 

2i!i2 

*7!655 

'3  .'65* 

■2;635 

10 

11 

23.92 

7.990 

4.19 

3.100 

lois 
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TABLE  U. 
(?,  =  0.082  in.;  <r,  ■-     'l.V.K^  in.     Area  ratio  =  0.40. 


Trirtl. 

'•i 
(from  (lata). 

(from  dalH). 

Pt-Pi 

y 
(from  data). 

0.127 

L.H. 
(conipuiiid;. 

1 

2 

7.02 

1.086 

0.510 

8 

4 

5 

6 

7 

8 

'2i!88 
28.90 
24.58 
25.12 

s'si" 

8.70 

3.805 

3.890 

"i!646 

2.120 
2.210 
2.810 

'<j."420 
5.461 
5.816 

6.072 

9 

10 

11 

28.97 

■4!66" 

4.48 

"2!39* 
8.20 

*6'.488 
8. 000. 

TABLE  10. 
cZj  =  0.9S2  in.;  cl;^  =  2.994  in.     Area  ratio  =  9.32. 


Trial. 

Vi 

(from  data). 

(from  data). 

Pi— Pi 

y 
(from  data). 

L.H. 
(computed). 

1 

6.919 

0.744 

0.0803 

0.555 

2 

10.37 

1.17 

0.219 

1.209 

3 

18.06 

1.40 

0.380 

1.894 

4 

14.73 

1.58 

0.514 

2.384 

5 

16.41 

1.77 

0.680 

2.92:3 

6 

Ne 

ar  duplicate  oi 

I  other  trial. 

7 

25.03 

2.69 

1.75 

6.721 

8 

9 

10 

Near  duplicate  o1 

11           11          ii. 

f  other  trials. 

27.28 

2.98 

2.12 

7.854 

11 

31.. 58 

3.40 

2.92 

10.646 

Determination  of  Formula  for  Lost  Head. 

These  values  of  v^  and  lost  head,  Tables  6  to  10,  inclusive,  were 
plotted  three  times,  independently,  on  logarithmic  cross-section  paper. 

The  plotted  points  determined  lines  which  were  not  only  straight 
but  nearly  parallel,  which  indicated  that  the  lost  head  varied  as  a 
constant  power  of  the  velocity.  The  value  of  this  exponent  (n)  which, 
of  course,  was  the  tangent  of  the  angle  of  inclination  of  the  parallel 
lines  with  the  velocity  axis,  was  1.919,  and  was  determined  by  taking 
an  average  of  the  fifteen  values  obtained  by  the  three  trials  of  plotting 
of  five  lines  each.     In  short,  L.H.  varied  as  r/-^^^. 


Also 


because,  bv  theory,  I.h.  =  — i- 

2g 


(l  —  — -  )   ,  assume  that 
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This  relation  was  proven  to  be  true  by  plotting  on  logarithmic  cross- 
section  paper  the  values  of  lost  head  as  ordinates  against  the  corres- 
ponding values  of  (1  —  — —)  for  a  constant  velocity.      All  the  points 

lay  very  close  to  a  straight  line  V7ith  slope  =  1.919. 

The  production  of  this  line  to  the  axis,  where  (1  —  — -j  was  equal 

to  unity,  and  thence  to  such  a  value  that  v^  was  unity,  gave  the  value 
of  the  constant,  c. 

From  such  construction,  C  =  0.01705.  Hence  the  relationship  ap- 
pears to  be 


L,H.  =  0.01705  v,^-^^'  (l  —  ^^ 


1.919 


or 

y  1.919     y  ^,     V    1.919 


L.H.  =  1.098^-—   (l  —  ^\   ■' 
2g     \  a,  / 


Relation  of  Theoretical  to  Actual  Loss  of  Head. 

L.H.  =  Actual  loss  =  K  F^-^^^ 
l.h.  =  Theoretical  loss  =  k  v^^ 


L.H.  _    K  F/'^^^ 
l.h.     ~        k  v^^ 


=  K'  i\ 


-0.081 


or,  if  _B  =  7i'  v^~^'^^^  where  jB  is  a  variable  coefficient, 
then  L.H.  =  BX  (Ih.)  =■  B  ^^^  ~"  ^^^  . 

The  value  of  B,  or  the  ratio  of  actual  loss  to  theoretical  loss  at 
any  velocity,  v^,  may  be  shown  on  logarithmic  cross-section  paper,  for 
any  desired  ratio  of  pipe  areas,  by  drawing  lines  with  slope  =  —  0.081 
at  such  positions  that  their  intersections  with  lines  of  actual  lost  head 
for  the  same  area  ratios  occur  at  velocities  of  such  values  that  the 
theoretical  loss  for  corresponding  area  ratios  is  unity.  In  other  words, 
determine  the  value  of  v^  to  make  the  theoretical  loss  unity  for  any 
desired  area  ratio,  and  then  the  value  of  the  actual  loss  at  that  velocity 
is  a  point  on  the  line  with  slope  =  —  0.081,  showing  the  value  of  B 
for  that  area  ratio  and  for  any  velocity.  Table  11  shows  the  values  of 
B  for  different  area  ratios  and  velocities. 
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Hydraulic  Gradients. 
Tables  12  to  16,  inclusive,  show  the  data  from  change  of  pressure 
curves.  Figs.  8  to  12,  inclusive,  for  hydraulic  gradients,  not  corrected 

Pi  — JPi 
for  friction,  the  values  of  — being  in  feet  of  water.     Fig.  13  shows 

r 

a  typical  set  of  gradients  plotted  from  Table  12. 

TABLE  12. — Hydraulic  Gradients. 

a 
Combination  No.  1  :  — ^   =  1.451. 


20  (from  curves  produced) . 
25  (from  curves  produced) , 


Tap  Number. 


+0.003 
-fO.Oll 
+0.035 
+0.100 
+0.176 


■0.80 
-0.30 
-0.77 
-1.33 
-1.94 


+0.13 
+0.43 
+1.11 
+1.90 

+2.75 


+0.1.^ 
+0.51 
+1.22 
+2.10 
-1-3.04 


+0.15 
+0.54 
+1.23 
+2.10 
+3.00 


0.12 
-0.44 
-1.12 
-2.00 
-2.96 


10 


+0.11 
+0.39 
+0.93 
+1.60 
+2.30 


TABLE  13. — Hydraulic  Gradients. 


Combination  No.  2  : 


=  2.077. 


30  (from  curves  produced). 


Tap  Number. 


-0.03 
-0.06 
-0.087 
-0.105 


—0.028 
—0.075 
—0.128 
—0.1625 


+0.02 
+0.13 
+0.40 
+0.79 
+1.75 


H-0.10 
+0.43 
+1.13 
+2.05 
+4.20 


+0.11 
+0.61 
-1.43 
—2.59 
--5.25 


+0.16 
+0.65 
+1.53 

+2.75 
+5.60 


+0.12 
+0.58 
+1.36 
+2.47 
+5.10 


10 


TABLE  14. — Hydraulic  Gradients. 

Combination  No.  3  :  —   =  2.995. 

a, 


5 

10 

15 

20 

25 

30  (from  curves  produced) 


Tap  Number. 


—0.025 

—0.05 

—0.07 

—0.08 

—0.07 

—0.06 


—0.025 
—0.063 
—0.095 
—0.120 
-0.130 
—0.140 


-0.025 
-0.042 
-0.053 
-0.051 
-0.025 
0. 


Vo: 


.04 
0.22 
+0.63 
+1.14 

+1.75 
+2.42 


+0.12 
—0.50 
--1.24 
—2.26 
-3.36 
—4.53 


+0.20 
+0.60 
+1.50 
+2.66 
+4.02 
+5.32 


+0.21 
+0.63 
+1.50 

+2.75 
+4.15 
4-5.62 


10 


+0.21 
+0.55 
+1.43 
+3.57 
+3.83 
+5.21 


Krj 
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'IWinj-:    15. —  IIVDI.'AII.K     (JffATHKNTS. 


<i.. 


( 'onibiiiatioii    No.   -4:     -"'    =   r).4(l 


;.,.•,     .,,                  ,.■     ...  ;  1  Tap  NCMBER. 

fl 

1 

2 

3 

4 

5 

6  and  7 

9  and  10 

5 

—0.05 
—0.09 
-0.12 
-0.17 
-0.18 

—0.05 

—0.108 

-0.157 

—0.21 

-0.26 

—0.10 

-0.05 
-0.10 
-0.15 
—0.20 
—0.24 
-0.26 

+0.01 
+0.02 
+0.10 
+0.80 
+0.60 
-fO.94 

+0.08 
4-0.20 
+0.52 
+1.28 
+2.08 
+2.89 

+0.10 
+0.25 
+0.02 
fl.40 
-r2.3U 
f3.26 

+0.10 
-1-0.25 
+0.5K 
--1  85 

10 

15 

2(1 

25 

80 

+2.25 
-]-3.20 

TABLE  16. — Hydraulic  Gradients. 

Combination  Xo.  o  :   — =-  =  9.32. 

a. 


Tap    Number.             '!■.••» 

Vl 

4 

1 

2 

3 

o 

6 

7 

8 

9 

5 

10 

15 

20 

25 

30 

—0.05 

—0.106 

—0.155 

-0.197 

—0.212 

—0.199 

—0.55 

—0.12 

-0.173 

—0.222 

-0.258 

—0.260 

—0.053 

—0.12 

-0.175 

—0.225 

—0.258 

—0.250 

—0.045 

—0.09 

—0.125 

—0.121 

—0.076 

—0.012 

+0.02 
+0.11 
+0.32 
+0.70 
+1.16 
+1.75 

+0.04 
+0.18 
+0.50 
+1.03 
+1.72 
+2.46 

+0.07 
+0.20 
-t-0.53 
+1.11 
+1.77 
+2.48 

+0.07 
+0.20 
+0.53 
+1.11 
+1.77 
+2.48 

+0.07 
-1-0.20 
+0.51 
+1.10 
-1-1.75 
4-2.47 

Fig.  14  shows  a  set  of  gradients  for  a  common  velocity  and  dif- 
ferent area  ratios.  The  friction  effect  has  been  corrected  by  increas- 
ing the  ordinates  by  an  amount  equal  to  the  computed  friction  drop 
from  Tap  0,  or  the  reference  pressure  tap.  It  will  be  noted  that  the 
maximum  change  in  pressure  occurs  when  the  area  ratio  is  about  1 
to  2  or  1  to  3,  which  is  what  would  be  expected  from  the  theory  as 
deduced  by  the  application  of  the  laws  of  maxima  and  minima. 

Distance  of  Maximum  p^  from  Plane  of  Enlargement. 

It  was  readily  seen  that  this  distance  (call  it  x)  would  undoubtedly 
depend  on  the  thickness  {r^  —  r^)  of  the  water  between  the  stream  from 
the  smaller  pipe,  and  the  inside  surface  of  the  large  pipe,  or  would 
vary  as  some  function  of  {d^  —  d^). 

For  each  of  the  combinations  tested  the  value  of  x  was  determined 
within  limits  from  the  gradients  and  from  inspection  of  the  data. 
These  limits  were  plotted   on  logarithmic  paper  with    {d^  —  d^)   in 
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Fig.  13. 
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inclios  as  abscissas.  It  was  found  that  a  straight  line  with  slope  =  0.4 
would  pa.ss  very  nearly  through  tlie  average  values,  which  would  in- 
dicate that  X  =  K  (d^  —  dif-*. 

From  the  line  on  logarithmic  paper  it  is  seen  that  wlien  (d^  —  dj) 
=  1,  then  X  =  1.45  =  K. 

Hence  x  =  1.45  (d^  —  dif* 

where  d.,  and  d^  are  diameters,  in  inches. 

TYPICAL  HYDRAULIC  GRADIENTS 

SHOWING   ^^^^^^' CORRECTED  FOR  FRICTION 
i;  1  =  CONST. =  20  FT.  PER  SEC. 


3^- 


O 
0) 


1  2 

Axis  of  Large  Pipe 

Fig.  14. 


a 

2 

3 

/ 

4 

A 

a 

/ 

/ 

4 

u 

/ 

5^ 

^7 

/ 

V 

No.l  -^  €=   1.451 
No.2     "   =  2.077 
No.3     "   =  2.995 
No.  4     "   •=   6.460 
No.5     ••   =    9.320 

x*^  -  - 

-k 

y 

■f\ 

/ 

3  feet 


Conclusions. 

The  formulas  thus  obtained  are  based  on  data  within  the  follow 

ing  limits: 

i'l  from  3.82  to  31.58  ft.  per  sec. 

1^2  from  0.07  to  11.44  ft.  per  sec.  i 


from  1.451  to  9.32. 


a. 


It  is  also  worthy  of  note  that  few  reliable  results  were  obtained  witl 
values  of  v^  less  than  6  ft.  per  sec. 

From  the  values  of  B  it  is  seen  that,  within  all  ordinary  limits  o:' 
values   of  velocity   and   area  ratios,  the   actual  loss  is  less  than  tb 
theoretical  loss.    This,  at  first,  seems  peculiar,  but  it  is  weU  known  tha 
velocity  head  may  be  changed  to  pressure  head,  with  more  or  less  at 
tendant  loss,  by  using  a   diverging  passage  to   decrease  the  velocity 
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gradually  and  cause  as  little  disturbance  of  stream  lines  as  possible. 
In  practice,  this  is  accomplished  by  diffusers  made  of  solid  material. 
In  the  present  instance,  such  action  occurs  with  the  dead  water  at 
the  sides  of  the  stream  entering  with  velocity,  v^,  having  such  diffusing 
effect.  This  explanation  is  borne  out  by  the  fact  that  the  value  of  B 
decreases,  or  the  amount  by  which  the  theoretical  lo$s  is  lessened  in- 
creases, as  the  velocity  increases,  or  as  the  relative  "deadness"  of  the 
side  water  increases.  B  also  decreases  as  the  area  ratio  increases, 
or  as  the  quantity  of  dead  water  increases. 

Mr.  A.  H.  Gibson*  deduces  the  same  theoretical  loss  as  given 
herein,  and  substantiates  it  with  some  experimental  work  he  had  done. 
Such  results  seem  to  agree  closely  with  the  theory,  but,  unfortunately, 
the  maximum,  p,,  was  taken  too  close  to  the  plane  of  enlargement, 

resulting  in  a  smaller  value  of  — ^  and  hence  a  larger  lost  head. 

r 

He  used  the  value  of  a;  =  10  in.,  which,  according  to  the  formula, 
X  =  1.45  (f?2  —  ^i)^'*  should  have  been  1.7  ft.  or  20.4  in.  for  maxi- 
mum Pg,  as  (c?2  —  d^)  =  1.5  in.  The  statement  is  made  that  by  taking 
as  ^2  the  value  obtained  at  a  point  4  in.  from  the  enlargement,  the  loss 
is  about  20%  greater  than  the  theoretical,  which  agrees  closely  with  the 
results  herewith  presented,  as  the  actual  loss  decreases  as  p^  increases, 
other  things  being  equal.  Had  p^  been  taken  at  its  maximum,  losses 
from  0  to  20%  less  than  theoretical,  depending  on  the  velocity,  would 
doubtless  have  been  observed.  It  is  probable  that  the  values  of  p^ 
were  taken  at  about  the  point  where  the  loss  changes  from  greater 
than  theoretical  to  less  than  theoretical. 

Summary  of  Results. — The  summary  of  results  is  as  follows : 
(1)  Lost  head  due  to  sudden  enlargement  =  L.H. 

,.  1.919    /  ^,     ^    1.919 

L.H.  =  1.09S    ' 


2g 


0-^) 


or  L.H.  =  1.098^-^—^^ 

2g 

or  L.H.  == ^- '^—,  where  jB  is  a  variable  coefficient 

2g 


with  values  given  in  Table  11. 


*  "  Hydraulics  and  Its  Applications."  published  in  1908. 
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(2)  Distance   of   maximum    p^   from    plane   of    enlargement   =   x 

x  =  1.45  (J,  _(Z,)0.< 

where  d.,  and  d^  are  diameters  in  inches. 

The  writer  takes  this  opportunity  to  thank  all  who  helped  bring 
this  work  to  completion.  The  experimental  work  was  done  under  the 
general  supervision  of  Professor  J.  N.  Le  Conte,  who  gave  many  help- 
ful suggestions  in  the  computations  as  well.  H.  T.  Cory,  M.  Am.  Soc. 
C.  E.,  also  gave  much  valuable  advice  in  connection  with  the  co- 
ordination of  the  results  and  their  preparation  for  presentation. 
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Paper  No.   1263 

ON    LONG-TIME    TESTS    OF   POETLAND    CEMENT.* 

By  I.  HiRoi,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  Chandler  Davis,  L.  J.  Le  Conte, 
George  G.  Honness,  and  George  S.  Binokley. 


The  behavior  of  Portland  cement  in  sea  water  has  long  been  a  sub- 
ject of  discussion  by  chemists  and  engineers;  yet  the  lack  of  complete 
experimental  data,  on  one  hand,  and  vast  amounts  of  material  and 
labor  placed  at  stake  in  most  harbor  works  of  magnitude  relying  on 
the  durability  of  cement,  on  the  other,  seem  to  make  any  results  of 
investigation  on  its  nature  a  matter  of  ever  recurrent  interest,  espe- 
cially to  those  engaged  on  maritime  works.  It  is  under  such  an  impres- 
sion that  the  writer  presents  some  of  the  results  of  his  still  unfinished 
experiments,  the  completion  of  which,  however,  he  may  not  live 
to  see. 

More  than  15  years  ago,  at  a  time  when  the  writer  had  to  give 
out  instructions  for  manufacturing  concrete  blocks  for  use  in  harbor 
works,  he  commenced  a  series  of  tests  on  the  behavior  of  the  cements 
then  in  use,  in  order  to  ascertain  as  far  as  possible  the  reliability 
of  the  rules  laid  down  for  the  execution  of  the  works.  The  tests 
have  included  the  quantity  and  quality  of  water  used  in  gauging,  the 
quantity  and  quality  of  the  sand  and  ballast,  the  differences  of  tem- 
perature, the  kind  of  surroundings,  the  modes  of  fabrication,  and,  in 
short,  most  of  the  important  points  in  the  manufa.cture  of  mortar 
and  concrete  considered  likely  to  affect  the  strength  of  finished  work 
in  course  of  time.     Most  of  these  tests  have  confirmed  the  correctness 

*  Presented  at  the  meeting  of  February  19th,  1913, 
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of  tlio  inetliod  as  found  in  treatises  relating  to  the  subject  and  gen- 
oraily  practiced  in  good  works,  so  that  it  is  hardly  worth  wliile  describ- 
ing here  the  results  obtained.  The  durability  test  alone  seems  to  be 
of  some  interest,  particularly  to  those  who  have  doubts  as  to  the 
permanence  of  cement  structures  built  in  sea  water. 

The  tests  have  been  proposed  to  extend  over  50  years,  and  although 
the  time  which  has  elapsed  hardly  covers  one-third  of  that  period, 
the  results  thus  far  obtained  are  of  some  value  in  showing  the  general 
trend  of  changes  taking  place  in  the  strength  of  cement,  and  in 
forecasting  in  a  certain  measure  the  eventual  results  of  the  tests. 

Three  different  kinds  of  cement  and  one  hydraulic  lime  have  been 
used  for  the  various  tests.  In  this  paper  only  the  results  obtained 
with  two  kinds  of  cement  will  be  considered.  The  chemical  analyses 
of  these  two  cements  are  given  in  Table  1. 

TABLE  1. — Chemical  Analyses  of  Cements. 


Loss  by  combustion 
Insoluble  matter  — 

Silica 

AJumina 

Ferric  oxide 

Lirae 

Magnesia 

Miscellaneous 


Cements. 

A 

B 

0.88 

1.24 

1.30 

1.25 

22.30 

19.00 

7.55 

8.35 

2.90 

3.90 

61.77 

62.17 

1.12 

1.75 

2.28 

2.34 

In  quality,  the  cements  satisfied  the  follo^ving  requirements: 

The  cement  shall  be  so  fine  that  the  residue  on  a  sieve  of  5  000 
meshes  per  sq.  in.  will  not  exceed  10%  of  the  whole. 

The  insoluble  matter  contained  in  the  cement  shall  not  exceed 
3  per  cent. 

The  cement  shall  not  commence  to  set  within  1  hour  of  mixing 
wdth   water. 

The  cement  in  setting  shall  not  show  any  change  in  shape  or 
volume. 

Briquettes  composed  of  1  part  of  cement  and  3  parts  of  standard 
sand,  and  immersed  in  sea  water,  shall  have  a  tensile 
strength  of  not  less  than  130  lb.  per  sq.  in.  after  1  week, 
and  gradually  increasing  to  170  lb.  in  4  weeks,  the  amount 
of  that  increase  to  be  not  less  than  30  lb.  per  sq.  in. 
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All  the  briquettes  for  the  durability  test  were  made  by  hand,  the 
mortar  being  gauged  with  fresh  water  and  struck  into  the  mould 
(with  a  trowel  weighing  If  lb.)  until  water  rose  to  the  surface.  The 
briquettes  thus  made  were  placed  in  a  covered  box  for  24  hours,  after 
which  they  were  transferred  to  several  media.  The  sands  used  for 
the  mortar  were  of  two  kinds:  (1)  Coarse  beach  sand,  with  grains  of 
all  sizes  up  to  about  0.06  in.;  and  (2)  standard  sand  obtained  by  sift- 
ing the  coarse  sand  between  sieves  with  400  and  1 400  meshes  per 
sq.  in.  The  briquettes  kept  in  air  were  placed  in  an  open  shed,  and 
those  in  water  in  tanks  in  which  the  water  was  changed  once  a  week. 
The  briquettes  are  uniformly  1  sq.  in.  in  section,  and  five  of  them 
have  been  taken  out  for  each  single  test. 
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Fig.  1  shows  the  results  of  tests  made  with  a  mortar  of  1  cement 
and  3  sand,  by  weight.  These  briquettes  were  placed  separately  in 
air,  fresh  water,  and  sea  water,  24  hours  after  fabrication,  in  the 
manner  already  described,  and  remained  there  until  tested.  The 
strengths  of  briquettes  made  with  coarse  and  standard  sands  have 
been  found  to  be  so  nearly  alike  that  the  mean  results  were  taken  in 
plotting  the  curves.  The  strength  attained  by  the  use  of  finer  sand 
naturally  came  out  considerably  lower.  It  will  be  seen,  as  might  have 
been  anticipated,  that  the  mortar  attains  the  greatest  strength  in  air 


H);U)  L()N(;-riMi':  'nis'i's  oi'  roirri,  wn  cicmkxt 

and   the  least   in   sea   water,  the  mean  comparative   ratio  of  strenj^h 
attained  being  nearly  as  follows: 

Air 1.00 

Fresh    water 0.56 


Sea    water OAl 


5 

The  curves  of  strength  thus  traced   are  approximately  hyperbolic, 

and  may  be  more  or  less  closely  expressed  by  the  following  equations: 

,       .                                              1  OoO  X 
In  air >/  = 

_    _    .      ,  (mx 

In  fresh  water y  =  

X  -\-  1 

500  X 
In  sea  water y  =  

•^        cc  +  1 

in  which  y  =  the  tensile  strength,  in  pounds  per  square  inch,  and  x  = 
the  number  of  years  elapsed. 

It  will  be  seen  that  such  mortars  attain  their  greatest  strength  in 
about  6  to  10  years,  beyond  which,  although  they  still  continue  (through 
occasional  ups  and  downs)  to  increase  in  strength,  the  rate  of  in- 
crease is  inconsiderable. 

With  neat  cement  briquettes  (Fig.  2),  the  results  are  entirely  dif- 
ferent. Those  kept  in  sea  water  attain  their  greatest  strength  in  about 
2  to  10  months,  after  which  they  rapidly  decline,  in  some  cases  com- 
pletely losing  their  strength  in  4  or  5  years.  Even  then,  however,  not 
only  are  their  forms  intact,  but  they  also  show  considerable  crushing 
strength,  which  may  amount  to  more  than  6  000  lb.  per  sq.  in.  In  the 
case  of  hydraulic  lime  placed  in  sea  water,  neat  briquettes  began  to 
show  signs  of  disintegration  from  the  outside  in  about  a  year,  and  after 
about  4  years  even  the  sound  core,  which  had  been  decreasing  in  size 
all  that  time,  finally  succumbed,  leaving  a  shapeless  mass.  In  air  and 
fresh  water,  neat  briquettes  continue  to  increase  in  strength  for  4 
or  5  years,  when  they  attain  much  higher  strength  than  those  placed 
in  sea  water.  A  comparison  of  the  air  curves  on  Figs.  1  and  2  shows 
the  decided  superiority,  in  the  long  run,  of  the  use  of  1  cement  +  3 
sand  mortar  over  neat  cement.  The  total  loss  of  tensile  strength  in 
neat  cement  briquettes,  whatever  may  be  the  medium  in  which  they 
are  placed,  appears  to  be  a  question  of  time. 

Fig.  3  shows  another  series  of  tests  made  with  briquettes  which  had 
been  kept  immersed  in  fresh  water  for  2  months  before  they  were  finally 
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placcNl  ill  sea  water  in  i)artial  rt'produclion  oH  Uiu  coiidilioiia  wliicli  ob- 
tain with  concrete  blocks  used  in  sea  water.  The  briquettes  are  of  neat 
cement,  and  of  mortars  of  1  cement  -|-  1  sand,  1  cenient  -f  2  sand,  and  1 
cement  +  3  sand,  all  by  weight.  Each  curve  shows  the  mean  of  the  reaults 
obtained  for  A  and  B  cements.  Although  the  general  form  of  the 
curves,  except  that  for  the  neat  cement,  are  (as  before)  approximately 
hyperbolic,  the  increase  of  strength  is  not  as  rapid  as  in  the  case  of 
briquettes  immersed  directly  in  sea  water,  shown  in  Fig.  1,  but  the 
rise  is  more  steady  and  continues  much  longer.  In  the  case  of  the 
1  cement  +  3  sand  mortar,  the  regular  curve  given  by  the  following 
equation  approximately  coincides  with  the  actual  one  through  the 
greater  part  of  its  length: 

oOOx 

As  far  as  the  comparison  of  this  equation  with  the  corresponding 
one  in  the  preceding  case  bears  out,  the  strength  apparently  attainable 
by  such  mortar  appears  to  have  the  same  limitation.  With  neat  cement 
briquettes,  the  time  in  which  the  maximum  strength  is  attained  in 
this,  compared  with  the  previous  case,  is  considerably  retarded,  taking 
place  in  about  2  years;  and  the  rate  of  decline  in  strength  is  also 
much  less  rapid. 

Although  the  results  of  these  tests  are  not  yet  conclusive  as  to 
the  permanence  of  strength  of  cements,  their  indications  are  that, 
with  proper  selection  of  materials,  right  proportions  of  ingredients, 
and  with  due  attention  to  the  mode  of  fabrication,  cement  mortars 
used  under  circumstances  in  which  engineering  structures  are  com- 
monly built,  will  continue  to  increase  in  strength  for  indefinite  lengths 
of  time,  and  thus  artificial  stones  made  with  them  will  be  as  endur- 
ing  as   natural  ones   of   approved   qualities. 
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DISCUSSION 


Chandler  Davis,  M.  Am.  Soc.  C.  E.  (by  letter). — While  connected    Mr. 
with  the  Dock  Department  of  the  City  of  New  York,  the  writer  carried  ^^^^*^' 
on  a  series  of  long-time  tests  of  Portland  cements,  covering  a  period 
of  10  years.     The   cements   used   conformed  to   all  the   requirements 
of  the  Department  standard  specifications  of  1898,  the  principal  clauses 
of  which  were  as  follows: 

"Slow^-setting   cement,    gauged   neat,   must   not   set  within   ^  hour 
after  being  mixed  with  water.  o 


28 

7  .^yjP'^y^  ^  ^'^^ 


2  year 


3  5'ear 


4  5'ear 


PORTLAND  CEMENTS 
TENSILE  STRENGTH   IN 
POUNDS  PER  SQUARE  INCH 


.J 


Fig.  4. 

"The  neat  cement,  after  7  days  (1  day  in  air  and  6  in  water)  must 
be  capable  of  sustaining  without  rupture,  a  tensile  strain  of  at  least 
300  lb.  per  sq.  in. 

"Mixed  one  part  cement  to  two  parts  sand,  it  must,  after  7  days 
(1  day  in  air  and  6  in  water),  be  capable  of  sustaining  without  rupture, 
a  tensile  strain  of  at  least  125  lb.  per  sq.  in.  < 

"The  neat  cement,  when  set,  must  show  no  distortions  or  cracks.      ,-. 

"The  time  of  setting  will  be  determined  by  a  wire  ^  in.  in  diameter, 
loaded  so  as  to  weigh  1  lb.  The  cement  will  be  considered  set  when 
this  wire  is  supported  by  the  cement  without  showing  any  indentation. 
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Mr. 
Davis, 


"'I'lio  t(\sts  for  clicckin^  or  crarkinp  and  for  color  will  be  made 
by  moulding:  on  thin  plates  of  glass,  tliree  cakes  of  neat  cement,  2 
or  :\  in.  in  diameter,  and  about  h  in.  thick  in  the  center,  and  with 
very  thin  edgro.s.  One  of  these  calces,  when  it  is  set  perfectly  hard, 
will  bo  i)ut  in  water  and  examined  from  day  to  day  to  see  if  it  leaves 
the  j^hiss,  becomes  distorted,  or  if  cracks  show  themselves  on  tlic  thin 
edges.  Such  distortions  or  cracks  indicate  that  the  cement  is  unfit 
for  use  at  that  time. 

"The  second  of  these  cakes  will  be  allowed  to  set  hard  in  moist 
air,  at  a  temperature  of  about  200°,  for  about  .3  hours.  It  will  then 
be  placed  in  boiling  water,  and  remain  in  boiling  water  for  a  period 
of  from  24  to  48  hours,  and.  at  the  end  of  that  time,  the  cake  should 
still  adhere  to  the  glass,  and  should  show  no  cracks  or  distortions. 


»    days   1  year  2  year    3  year 

laysT^ — \ — n — r 


6  year    7  year    8  year    9  year 
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Fig.  5. 

"The  remaining  cake  will  be  kept  in  air,  and  its  color  observed, 
which  for  a  good  cement  should  be  uniform  throughout,  and  for  a 
Portland  cement,  the  color  should  be  of  a  bluish-gray.  This  cake 
should  also  adhere  to  the  glass  and  show  no  cracks  or  distortions. 

"The  standard  sand  will  be  clean,  dry,  crushed  quartz,  passing  a 
No.  20  sieve  and  caught  on  a  No.  30  sieve. 

"Ordinary,  fresh,  clean  water,  having  a  temperature  between  60 
and  70°  Fahr.,  will  be  used  for  the  water  mixture  and  immersion  of 
samples." 

All  the  tests  were  for  tensile  strength,  and  the  results  obtained 
have  been  plotted  on  Figs.  4  and  5. 

The  curves  shown  on  Fig.  4  are  the  average  strength  curves  of 
several  brands  of  American  Portland  cement.  The  resulting  curves 
are  very  irregular.  The  cement  seems  to  have  acquired  its  maximum 
strength  at  the  end  of  the  second  year  and  then  gradually  decreased 
in  strength  until,  after  a  lapse  of  5  years,  the  tensile  strength  is  less 
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than  it  was  at  the  end  of  28  days.     The  tests  of  the  American  brands    Mr. 
were  only  continued  for  a  period  of  5  years.  Davis. 

The  average  results  of  seven  brands  of  foreign  cements  are  plotted 
on  Fig.  5.  Eliminating  the  7-  and  28-day  tests,  it  will  be  seen  that 
the  neat  cement  reached  its  maximum  strength  at  the  end  of  5  years, 
after  having  passed  through  a  minimum  at  the  end  of  4  years.  The 
strength  of  the  cement  at  the  end  of  the  tenth  year  is  only  17  lb.  less 
than  it  was  at  the  end  of  the  fifth  year.  The  strength  curve  for  a 
mixture  of  one  part  cement  and  two  parts  sand,  if  the  7-  and  28-day 
tests  are  eliminated,  shows  a  maximum  at  the  end  of  the  first  year, 
again  a  minimum  at  the  end  of  the  fourth  year,  with  a  continuation 
of  the  increase  in  strength  through  the  fifth  year,  until  the  tenth 
year  is  reached,  when  it  was  only  37  lb.  less  than  at  the  end  of  the 
first  year.  Unluckily,  no  samples  were  made  for  breaking  between 
the  fifth  and  tenth  year,  so  no  idea  can  be  formed  as  to  how  the 
cement  acted  during  that  time. 

All  the  briquettes  were  moulded  and  broken  by  Mr.  Robert  M. 
Sterritt,  who  has  been  in  charge  of  the  Department  Testing  Laboratory 
since  its  organization,  thus  eliminating  errors  due  to  personal  equation. 

It  is  to  be  hoped  that  Mr.  Hiroi  will  continue  his  series  of  very 
interesting  tests,  and  will  publish  the  results  from  time  to  time, 
simultaneously  describing  the  condition  of  the  structures  in  which 
these  cements  were  used. 

L.  J.  Le  Conte,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  is  very      Mr. 
much  interested  in  this  instructive  paper.     It  is  to  be  regretted,  how- 
ever, that  the  author  does  not  state  that  all  the  briquettes  were  well 
protected  against  the  hurtful  effects  of  severe  frosts  in  winter,  though 
it  is  natural  to  presume  that  they  were. 

The  experiments  on  sand  briquettes  are  certainly  very  encouraging. 
The  experiments  on  neat  cement  briquettes  in  sea  water,  on  the  con- 
trary, are  very  discouraging,  from  a  theoretical  point  of  view.  In 
view  of  the  fact  that  the  great  German  cement  expert.  Dr.  Michaelis, 
has  clearly  proved  that  the  disintegration  of  Portland  cement  in  sea 
water  is  due  to  the  chemical  action  of  such  water  on  the  ordinary  con- 
stituents of  the  cement,  it  is  natural  to  suppose  that  some  effect 
is  to  be  expected,  in  the  natural  course  of  events — it  being  purely  a 
question  of  time  in  any  case. 

Taking  the  worst  case  reported:  If  it  can  safely  be  assumed  that 
the  penetration  of  chemical  action  into  the  neat  cement  briquette  is 
proportional  to  the  loss  in  strength  in  a  given  time,  then  it  amounts  to 
approximately  0.32  in.  in  4  years,  and  a  tensile  strength  of  100  lb.; 
then,  10  years  after,  or  14  in  all,  we  still  have  the  same  tensile  strength, 
100  lb.,  showing  that  chemical  action  had  reached  its  extreme  limit  of 
penetration,  namely,  0.32  in.     There  is  certainly  nothing  very  startling 
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Mr.       nbont  tliis  result,  and,  morrovrr,  tlio  ooTirret<^  in'  nil  harbof  works  is 
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necessarily  exposed  to  marine  growths  of  all  kinds,  such  as  harnaelcs, 

mussels,  oysters,  shell-fish,  and  all  kinds  of  sea-weeds  and  grasses, 
which  soon  form  a  heavy  coating  over  the  entire  water  face  of  all 
the  concrete  work,  and  i)ractically  cut  oif  all  free  circulation  of  soa 
water.  Hence  the  writer  does  not  think  that  the  interestinfic  results 
reported  furnish  any  information  which  calls  for  serious  considera- 
tion; on  the  contrary^  the  sand  briquettes  stand  up  well  under  the 
14-year  tests,  much  better,  in  fact,  than  one  would  naturally  expect, 
theoretically. 

The  probabilities  are  that  the  penetration  of  chemical  action  into 
the  sand  briquettes,  which  undoubtedly  does  exist,  is  so  very  small 
in  amount  as  to  be  completely  obliterated  by  the  general  slow  growth 
in  strength.  The  falling  off  in  strength  of  neat  cement  briquettes 
between  the  ages  of  5  and  14  years,  when  kept  in  ordinary  air,  is  one 
of  the  mj^steries  yet  to  be  explained.  It  seems  to  be  the  experience 
everywhere.  It  naturally  follows  from  the  above  that  low-grade  porous 
concrete  may  have  its  strength  seriously  affected  by  the  chemical 
action  of  sea  water. 

Mr.  George  ,G.  Honness,  M.  Am.  Soc.  C.  E.   (by  letter). — Actual  con- 

ouness.  gtruction  seldom  aifords  opportunity  to  make  long-time  tests  of  cement, 
consequently,  such  information,  though  valuable,  particularly  in  this 
age  of  concrete  and  the  growing  use  of  reinforced  concrete,  should  be 
secured  by  tests  made  by  manufacturers,  laboratories  of  technical 
schools,  or  municipal  departments  having  the  direction  of  engineering 
works. 

The  construction  of  the  New  Croton  Dam  afforded  an  opportunity 
to  make  long-time  tests,  and  the  writer,  though  not  connected  with 
that  work,  had  access  to  the  records,  and  believes  them  of  sufficient 
value  and  interest  to  publish. 

These  records  afford  no  opportunity  to  compare  Mr.  Hiroi's  results 
in  respect  to  conditions  which  obtain  when  the  cement  is  used  in  salt 
water,  but  indicate  the  behavior  of  the  cement  and  mortar  under 
normal  conditions.  One  brand  of  Portland  and  three  brands  of  natural 
or  Rosendale  cement  were  used  in  this  work,  during  the  progress  of 
which  the  methods  of  maniifacture  changed  from  the  dome  kiln  to  the 
rotary  kiln.  Practically  all  the  testing  was  done  by  one  man,  which 
fact  eliminates  any  inconsistency  due  to  personal  manipulation.  The 
mortar  briquettes  were  composed  of  1  part  cement  to  2  parts  standard 
sand,  instead  of  the  1 : 3  mixture  now  prescribed ;  the  standard  sand 
was  a  crushed  quartz,  all  of  which  would  pass  a  No.  20  and  be  retained 
on  a  No.  30  sieve. 

Table  2  shows  the  results  of  the  tests,  and  it  will  be  noted  that 
they  represent  the  average  of  a  large  number  of  briquettes.     The  dia- 
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1038      DlSCrssiOX   on  long-time  TKSTS  of  I'OICJLANI)  ckmknt 

Mr.  jrrain,  Fitr.  (I,  sliows  the  results  of  tlio  tosts  p:rnphicnlly.  These  teats 
'  show  some  iiitcre^tiiifr  features,  the  chief  of  which  is  that  the  natural 
eenieut  mortars  show  a  p-radual  increase  of  strength  to  the  end  of  the 
period,  and  the  Portland  cement  sliows  retrogression  of  strength,  after 
3  years  in  neat  cement  and  after  4  years  in  1:2  mortar.  Another  int<T- 
esting  feature  is  that  after  4^  years  the  natural  1:2  mortar  exceeds  the 
strength  of  the  Portland  No.  1.  This  confirms  the  belief  of  scnno  of  the 
older  engineers,  that  the  lasting  qualities  of  natural  cement  are  superior 
to  thotue  of  native  Portlands.  . 

The  retrogression  of  strength  shown  by  these  tests,  although  it  rep- 
resents only  one  brand  of  Portland  cement,  makes  one  ask:    Is  this  fall- 


FlG.  6. 

ing  off  of  strength  continuous,  or  when  does  it  cease?  This  is  oi 
especial  importance  when  considered  in  connection  with  reinforcec 
concrete. 

The  author's  experiments  indicate  that  the  brands  of  cement  usee 
by  him  continued  to  gain  in  strength  after  an  age  of  10  years.  It  maj 
be  that  these  brands  have  the  proper  combination  of  ingredients  tc 
assure  a  continual  increase  of  strength,  or  at  least  no  serious  retrogres- 
sion. Unfortunately,  it  is  impossible  for  ttie  writer  to  give  the  chemi- 
cal composition  of  the  Portland  cement  used  at  the  New  Croton  Dan 
for  comparison  with  the  brands  used  by  the  author. 
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It  seems  desirable  that,  from  data  of  this  kind  now  available  or  to  Mr. 
become  available,  a  determination  should  be  made  of  the  chemical 
combination  in  cement  which  would  assure  that  the  strength  would  not 
fall  below  a  fixed  minimum  after  a  long  period  of  years.  When  the 
proper  combination  has  been  determined,  it  should  be  embodied  in  all 
specifications  for  important  masonry  construction. 

George  S.  Binckley,  M.  Am.  Soc.  C.  E.  (by  letter). — In  providing  .  Mr. 
a  stimulating  center  of  discussion,  Mr.  Hiroi's  brief  paper  on  long-time 
tests  of  cement  is  particularly  valuable.  Such  data  as  those  he  presents 
are  certainly  of  high  importance,  and  the  curves  given  by  Mr.  Davis, 
Figs.  4  and  5,  are  still  more  suggestive,  especially  in  consideration  of 
the  conditions  under  which  these  really  startling  results  have  been 
obtained. 

These  two  sets  of  curves  present  such  a  striking  contrast  between 
the  American  and  foreign  cements  as  to  call  for  more  than  passing 
comment.  They  are  of  peculiar  interest  to  the  writer  in  tending  to 
strengthen  a  growing  suspicion  that  American  cements  lack  the  in- 
herent soundness  found  in  the  best  of  those  of  foreign  manufacture. 

Some  years  ago,  the  writer  had  occasion  to  make  a  comparison 
between  one  of  the  best-known  of  the  English  Portland  cements  and  a 
cement  made  in  Western  Canada,  and  in  the  course  of  these  tests  some 
very  curious  and  suggestive  results  were  obtained.  So  striking  were 
some  of  these  that  the  writer  used  them  as  the  basis  for  a  brief 
article  published  soon  afterward.*  In  few  words,  these  particular 
tests  had  to  do  with  the  qualities  of  the  coarser  particles  in  Portland 
cement — ^those  passing  the  100-mesh  and  remaining  on  the  200-mesh 
screen. 

In  the  cements  examined,  this  material,  contrary  to  the  commonly 
accepted  idea,  showed  very  considerable  hydraulic  properties;  in  fact, 
briquettes  gave  a  tensile  strength  at  7  days  of  126  lb.  for  the 
Canadian,  and  220  lb.  for  the  English  briquettes;  at  28  days  the 
figures  were  215  lb.  for  the  Canadian  and  353  lb.  for  the  English 
briquettes.  Mr.  Spackman,  of  Philadelphia,  has  suggested  to  the  writer 
that  part  of  this  effect  was  due  to  fine  pa.rticles  adhering  to  the  coarser 
ones,  yet  he  admits  a  certain  hydraulicity  in  at  least  the  superficial  part 
of  the  coarse  particles  themselves. 

Both  these  cements  passed  the  standard  tests  successfully,  the  gain  in 
strength  between  7  and  28  days  being  90  lb.  in  each.  Both  cements, 
neat,  stood  the  a.ccelerated  tests  successfully;  and  the  Canadian  cement 
showed  a  greater  strength  than  the  English  at  both  7  and  28  days. 

When  the  briquettes  or  pats  made  from  this  intermediate  material — . 
that  passing  the  100-mesh  and  remaining  on  the  200-mesh  screen — 

*  Engineering  Record,  Feb.  19th,  1910,  p.  212. 
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Mr.  wore  subjected  to  tlio  steniii  tost  under  ntnio.spherie  pressure,  however, 
tlie  diilereiice  in  results;  was  startling.  Ine  jieeoinj)a.nyinj^  pliotograpns 
of  these  test  pats  and  l>riquette8  (Figs.  7  and  8)  niaUo  this  very  clear. 
The  English  pat  and  broken  briquette  remained  perfectly  hard  and 
sound,  and  those  made  from  the  intermediate  material  of  the  Canadian 
cement  (luickly  broke  down.  To  quote  from  the  article  previously 
referred  to: 

"Standard  boiling  pats  were  prepared  and  placed  on  the  same  glass 
plate  to  secure  perfect  identity  of  conditions.  On  account  of  the 
crumbling  (noted  above)  of  the  edges  of  the  briquettes  made  from  the 
intermediate  material  screened  out  of  the  Canadian  cement,  these 
boiling  pats  were  kept  in  moist  air  CO  hours  before  boiling  to  insure  a 
perfectly  fair  test. 

"The  two  pats  representing  the  two  cements  investigated  were  then 
placed  in  cold  water,  which  was  raised  to  the  boiling  point.  Boiling 
was  continued  for  2^  hours,  at  the  end  of  which  time  the  condition  of 
the  two  pats  may  be  seen  by  reference  to  the  accompanying  photograph. 
That  pat  made  from  the  intermediate  material  of  the  English  cement 
showed  no  deterioration  whatever,  adhered  tightly  to  the  glass,  and  was 
free  from  any  sign  of  cracking.  It  in  every  respect  indicated  perfect 
soundness.  The  other  pat,  made  from  intermediate  material  screened 
out  of  the  sample  of  Canadian  cement,  showed  the  first  sign  of  breaking 
down  45  minutes  after  being  placed  in  the  water,  and  its  integrity 
was  completely  destroyed  in  two  hours  and  a  half.  Its  condition  is 
most  graphically  shown  in  the  accompanying  photograph,  in  which  it 
is  seen  that  it  is  cracked  and  disintegrated  to  such  an  extent  that  its 
interior  is  in  a  granular  or  sandy  condition. 

"These  results  were  so  striking  that  a  further  boiling  experiment 
was  made  on  half  of  one  of  the  briquettes,  the  28-day  [Canadian] 
specimen  showing  a  tensile  strength  of  215  lb.  per  square  inch.  *  *  * 
This  briquette  was  boiled  when  it  was  38  days  old.  Yet  in  spite  of  its 
comparatively  high  strength  and  thorough  seasoning  in  and  out  of 
water,  it  broke  down  completely  after  about  five  hours'  boiling,  as 
shown  in  the  photograph. 

"This  complete  failure  was  a  surprise,  as  there  had  been  no  visible 
sign  of  deterioration  before  boiling;  yet  but  a  short  time  after  the 
water  had  reached  the  boiling  point  the  first  sign  of  distress  appeared." 

The  writer  considered  these  results  highly  suggestive.  Here  are 
two  cements,  each  apparently  conforming  to  the  standard  tests  for 
soundness;  yet,  when  one  is  subjected  to  the  writer's  test,  it  is  seen 
to  contain  an  element  of  weakness,  and  the  other  remains  sound.  The 
Canadian  cement  seems  to  contain  about  20%  by  weight  of  a  material 
inherently  mischievous,  but  protected  in  such  a  way,  under  the  standard 
tests,  as  to  remain  undiscovered.  In  other  words,  this  Canadian 
cement — and  probably  a  great  many  American  cements  also — contains 
in  its  coarser  particles  an  element  of  weakness  which  evades  discovery 
under  the  standard  tests,  but  may  reasonably  be  expected  to  reveal 
itself  as  the  years  pass.     This  is  strikingly   indicated  in  Mr.  Davis' 


Fig.  7. — "Pats   of   Intermediate   Material   After   Boiling. 


Fig.   ^. — ••BniQUETTf-:   of   Intermediate   Material. 
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curves,  and,  in  the  case  of  neat  cements,  in  the  curves  presented  by      Mr. 
Mr.  Honness  (Fig.  6),  and  also,  to  a  less  striking  yet  notable  degree,    '"^   ^^' 
in  Mr.  Hiroi's  paper. 

Though  it  would  hardly  be  proper  to  consider  the  characteristics 
of  American  cements  as  indicated  by  these  data  as  a  ca.use  of  actual 
alarm,  they  can  hardly  be  considered  satisfactory.  Even  qualified  and 
at  least  partly  compensated  by  the  better  showing  made  by  the  sand 
briquettes,  Mr.  Davis  shows  curves  representing  an  average  of  eight 
brands  of  American  cement  that  lead  one  to  wonder  where  the  rapid 
drop  in  strength  will  stop,  if  at  all.  It  must  be  remembered,  also, 
that  those  eight  brands  probably  represent  the  best  cements  obtainable 
for  the  works  considered,  as  it  is  incredible  that  inferior  or  suspected 
cements  would  be  placed  under  a  long-time  test  and  allowed  to  drag 
down  a  good  a.verage.  The  curve  Mr.  Davis  gives  for  a  single  brand 
in  1 :  3  sand  briquettes  is  rather  appalling,  for  it  has  lost  50%  in 
4  years,  and  is  still  falling  off. 

The  engineer  cannot  afford  to  contemplate  with  composure  the  pos- 
sibility of  a  progressive  deterioration  of  a  supposedly  permanent  m.a- 
terial  of  such  importance.  If  cement  is  to  fall  under  the  head  of 
materials  subject  to  deterioration,  the  sooner  we  know  it  the  better, 
to  the  end  that  its  life  may  be  calculated,  replacements  provided  for, 
and  means  taken  to  prevent  disastrous  failures.  K,  on  the  other 
hand,  we  are  to  have  a  dependable  material  for  all  the  ages,  which, 
built  into  our  structures  will  actually — as  so  confidently  assumed — 
improve  in  strength  with  the  years,  defects  must  be  sought  out,  and 
faulty  material  must  be  rejected  without  mercy.  In  the  article  pre- 
viously referred  to,  the  writer  suggested  the  advisability  of  applying 
the  test  described  as  a  ready  means  for  the  detection  of  inherent  weak- 
ness in  a  cement  passing  the  standard  tests.  Since  that  time,  a  still 
more  drastic  test — the  autoclave  test — has  been  advocated,  but  this 
requires  special  and  rather  costly  apparatus,  and  is  so  drastic  that 
it  seems  probable  that  few  American  cements  would  succeed  in  passing 
it.  Yet  the  writer  believes  that  the  time  will  come  very  soon  when 
engineers  will  find  it  prudent  or  even  imperative  to  subject  the  cement 
required  for  works  of  importance  to  far  more  searching  tests  than 
those  now  in  use;  and  if  the  cement  manufacturers  find  it  difficult 
or  even  impossible  to  supply  cement  of  the  required  integrity  under 
their  present  methods  of  manufacture,  they  will  simply  have  to  im- 
prove their  methods.  As  soon  as  the  certainty  of  eventual  weakness 
in  concrete  made  with  any  particular  class  of  cement  is  established,  or 
even  a  strong  suspicion  of  concrete  as  a  permanent  material  is  aroused, 
some  very  strict  requirements  will  have  to  be  met  by  the  cement 
manufacturers. 
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Mr.  In  the  meantime,  the  writer  supgrests — even  urges  in  cases  of  im- 

^^  ^^  portance — the  application  of  the  tensile  and  steam  tests  to  that  part 
of  the  material  passing  the  lOO-mesh  and  remaining  on  the  200-me8h 
screen.  This  material  should  be  made  into  standard  boiling  pats  and 
briquettes,  and  carefully  observed.  Everything  else  being  api>arently 
equal,  as  between  rival  cements,  this  test  will  certainly  give  a  definite 
indication  of  relative  soundness  that  should  fix  one  as  superior. 
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With  Discussion  by  Messrs.  C.  H.  Pierce,  Erancis  E.  Longley,   '^ 
W.  G.  Steward  and  J.  S.  Long  well. 


The  experiments  discussed  in  this  paper  were  made  by  the  writers 
at  the  experiment  station  of  the  Boise  Project  of  the  United  States 
Reclamation  Service  during  1911,  in  connection  with  duty  of  water 
investigations  for  the  project.  The  project  experiment  station  is 
on  the  main  canal  of  the  Boise  Project,  near  Boise  River,  at  a  point 
about  8  miles  above  Boise,  Idaho,  and  was  built  in  the  fall  of  1910. 

The  water  used  for  this  station  is  diverted  into  a  forebay  from  the 
main  canal  by  a  double  turn-out  consisting  of  two  18-in.  concrete 
pipes,  each  controlled  separately  by  gates  on  the  bank  of  the  main 
canal,  as  shown  by  Fig.  1.  The  forebay  or  weir  pool  is  30  ft.  square 
on  the  bottom,  4  ft.  deep,  and  has  side  slopes  of  1^  to  1.  The  bottom 
of  this  bay  is  12  ft.  below  the  bottom  of  the  main  canal.  An  adjustable 
baffle-board  divides  the  forebay  into  two  parts.  The  sides  of  the 
pool  above  the  baffle  are  rip-rapped  with  large  stones  in  order  to  pre- 
vent the  water  from  washing  the  banks  as  it  issues  from  the  turn-out. 
Below  the  baffle  the  water  is  quiet,  and  no  rip-rap  is  needed. 

*  Asst,  Engr.,  U.  S.  Reclamation  Service,  Boise  Project,  Boise,  Idaho. 
+  Junior  Engr.,  U.  S.  Reclamation  Service,  Boise  Project.  Boise,  Idaho. 
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A  caiKil  liaviiij^  a  bottom  widtli  of  8  ft.  carries  tlu.*  water  about 
'SIS  ft.  from  this  forebay  to  the  upper  end  of  a  timber  flume,  8  ft.  wide 
and  3  ft.  deep.  This  flume  section  extends  for  12  ft.  and  then  divides 
into  two  sections  of  c(iual  width  at  right  angles  with  each  other 
and  located  so  that  the  center  line  of  each  makes  an  angle  of  45°  with 
the  center  line  of  the  main  flume.  The  left  branch  leads  to  a  concrete 
measuring  tank;  the  right  branch  leads  to  Boise  lliver,  and  acts  as 
a  wasteway.  A  set  of  gates  in  each  branch  controls  the  flow  of 
water,  diverting  it  into  the  tank  or  into  the  river,  as  may  be  desired. 
There  are  two  gates  in  each  set,  a  large  one  hinged  to  a  vertical 
post  set  just  enough  off  center  to  cause  the  water  pressure  to  keep 
it  closed,  and  a  small  water-tight  one  hinged  to  the  floor  and  held 
in  a  vertical  position  by  a  hinged  brace  fastened  to  one  of  the  cross- 
pieces  on  top  of  the  flume.  A  water-proof  canvas  is  nailed  to  the  sides 
and  floor  of  the  flume  and  to  this  gate,  with  enough  extra  material  in 
the  ends,  so  that  the  gate  can  be  operated  without  difficulty.  The 
large  gate  serves  to  stop  most  of  the  flow,  thus  making  it  easier  to 
operate  the  small  one.  The  closing  of  one  set  of  gates  requires  from 
1  to  2  sec.  There  was  no  difiiculty  in  operating  the  gates,  and  they 
proved  very  satisfactory  and  efficient. 

This  gate  heading  was  caulked  and  coated  with  a  tar  preparation, 
and  no  leakage  could  be  detected,  either  through  the  flume  or  the 
gates.  The  upper  portion  of  the  flume,  between  the  gates  and  the  weir, 
acted  as  a  storage  basin  for  the  water  between  the  time  of  closing 
one  set  and  the  opening  of  the  other.  The  weir  was  set  high  enough 
above  the  flume  floor  so  that  the  water  which  backed  up  between  the 
shutting  and  opening  of  the  gates  did  not  cause  any  submergence  on 
the  weirs.  In  the  case  where  the  weirs  were  set  at  the  upper  heading, 
the  flume  and  canal  acted  as  the  storage  basin,  and  there  was  no  effect 
on  the  weir  discharge. 

In  obtaining  the  intervals  for  the  various  runs,  the  time  was 
recorded  at  the  closing  of  the  gates  in  the  wasteway  at  the  beginning 
of  the  run  and  the  closing  of  the  opposite  set  at  the  end  of  the  experi- 
ment. Thus  the  only  possible  error  that  might  enter  into  the  results 
would  be  the  difference  in  times  required  for  closing,  which  at  the 
most  was   about  i   sec. 

The  concrete  measuring  tank   is  set   into   the  ground   7  ft.     The 
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use'l  as  a 
Bet  screw 
Movable  pieoeti  fastened 
by  metal  tie-plate  6x6" 
No.  16  Gauge 


bottom  is  51.95  ft.  squnre,  nnd  the  side  sloi)c*8  are  on  a  l>atter  of  1 
to  1.  Tho  walls  nnd  the  iloor  are  6  in.  thick,  and  have  a  i-iii.  fininh- 
in^  coat  which  is  troweled  very  smootli.  Tho  walls  arc  in  perfect 
aligniiient,  and  present  no  uneven  surfaces  of  any  sort.  To  facilitate 
measurements,  the  lower  part  of  the  tank  is  divided  into  three  com- 
partments by  0-iii,  walls,  3  ft.  high.  These  are  connected  by  gates 
which  are  operated  from  a  walk  above  the  tank.  The  discharge  from 
the  tank  into  the  river  is  27 
made  through  two  18-in. 
pipes  which  are  controlled 
by  gates  set  in  the  tank 
wall.  The  tank  was  cali- 
brated accurately  by  meas- 
urements, and  had  a  capac- 
ity of  24  000  cu.  ft.  A 
number  of  tests  \vere  made 
for  leakage  from  the  tank, 
but  no  appreciable  quantity 
could  be  detected. 

A  w^ir  heading  was  con- 
structed at  the  head  of  the 
flume  and  was  used  for  the 
6-in.  and  1-ft.  weirs.  A 
second  weir  heading  was  set 
at  the  point  where  the 
canal  takes  out  of  the  fore- 
bay.  This  heading  was  used 
for  the  2-ft.  and  3-ft.  weirs, 
and  was  of  such  a  size  as  to 
permit  a  6-ft.  weir  to  be  set 
on  it.  Both  these  headings 
were    caulked    wdth    oakum  ^^^-  ^■ 

and  tarred,  so  that  no  leakage  whatever  occurred. 

Hook-gauges  were  set  above  each  weir  heading,  and  a  third  one 
in  the  measuring  tank. 

In  the  case  of  the  upper  heading  at  the  forebay,  a  stilling-box, 
1  ft.  square,  was  set  back  into  the  bank,  with  a  |-in.  pipe  leading  out 
into  the  forebay  about   15  ft.   above  the  weir.     The  hook-gauge  was 
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attached  to  the  inside  of  the  stilling-box,  and  the  head  on  the  weirs 
was  observed  above  the  effect  of  the  velocity  of  approach. 

The  stilling-box  for  the  lower  weir  at  the  flume  heading  was  of 
the  same  size  as  above;  it  was  set  back  in  the  bank  of  the  canal, 
10  ft.  above  the  weir,  and  was  connected  with  the  canal  by  a  |-in. 
pipe.     The  hook-gauge  was  set  in  the  manner  just  described. 

The  hook-gauge  used  in  the  measuring  tank  was  placed  in  a  stilling- 
box,  1  ft.  square,  fastened  to  one  of  the  division  wall  buttresses  in 
Compartment  No.  1  and  operated  from  the  plank  walk. 

These  hook-gauges.  Fig.  2,  consisted  of  a  1  by  2-in.  strip  with 
a  hook  fastened  to  the  lower  end,  sliding  between  two  similar  1  by 
2-in.  strips.  A  length  of  steel  tape,  reading  to  hundredths  of  a  foot, 
was  tacked  on  this  sliding  strip.  A  vernier  was  screwed  on  a  small 
block,  and  the  block  was  then  nailed  to  one  of  the  strips  so  that 
the  vernier  edge  almost  touched  the  steel  tape  on  the  sliding  strip. 
This  enabled  the  observer  to  read  accurately  to  thousandths  of  a  foot. 
In  order  to  hold  the  slide  in  place,  a  set-screw  was  attached  to  one 
of  the  strips,  and,  by  turning  it,  the  slide  was  forced  into  close 
contact  with  the  opposite  strii^  and  held  firm.  At  a  position  on  the 
gauge  about  3  ft.  above  the  ground  or  walk  on  which  the  observer 
stood,  the  two  nailed  strips  were  cut  away  for  a  distance  of  6  in.,  and 
in  their  place  two  strips,  considerably  shorter  than  those  removed, 
and  fastened  together  by  a  metal  plate,  were  inserted.  A  lever  was 
fastened  to  a  block  nailed  to  the  plank  holding  the  gauge  at  a  point 
opposite  the  center  of  the  opening,  and  was  also  fastened  to  the  metal 
of  the  small  double  slide  with  a  screw.  A  set-screw  was  attached 
to  the  outer  strip  of  the  double  slide.  Thus,  by  turning  this  set-screw 
against  the  single  slide  holding  the  steel  tape  and  forcing  it  against 
the  opposite  strip  of  the  double  slide,  the  single  slide  could  be  moved 
up  and  down  by  the  lever,  the  hook  could  be  brought  to  the  proyier 
position,  and  the  slide  was  then  clamped  by  the  first  set-screw.  The 
reading  could  then  be  taken.  This  lever  enabled  the  observer  to  set 
the  gauge  very  quickly  and  also  very  accurately.  These  gauges  were 
made  by  the  writers,  and  served  their  purpose  very  effectivel^^ 

The  weir  experiments  consisted  of  calibrations  of  6-in.,  l-ft,  2-ft., 

and  3-ft.  sharp-crested  Cippoletti  and  rectangular  weirs  with  full  con- 

I  traction.    The  experiments  on  sharp-crested  Cippoletti  and  rectangular 

I  weirs  were  made,  not  with  the  idea  of  obtaining  new  general  formulas 
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for  weirs,  but  for  tho  purpose  of  testing  the  general  weir  formulas 
and  ascertaining  whether  they  are  applicable  to  the  weirs  on  the  Boise 
and  other  projects  of  the  Jieelamation  Service,  and,  if  necessary,  of 
preparing  rating  tables  for  the  weirs  tested  and  a  formula  or  table  by 
which  accurate  discharges  might  be  obtained  for  a  range  of  weirs  and 
heads  above  tho  limits  of  previous  experiments. 

The  crests  of  all  the  weirs  were  set  about  1  ft.  above  the  canal 
bottom.  The  6-in.  and  1-ft.  weirs  were  located  in  the  center  of  the 
8-ft.  canal  at  the  flume  heading.  The  2-ft.  and  3-ft.  weirs  were  located 
at  the  head  of  the  canal,  and  took  the  water  directly  from  the  30-ft. 
forebay.  The  gauges  were  set  far  enough  above  the  weirs  to  be  free 
from  the  effect  of  velocity  of  approach.  At  the  flume  heading, 
bafiles  were  placed  in  the  canal  just  below  a  regulating  gate,  and 
planks  were  laid  on  the  water  to  do  away  with  any  surface  disturbances. 
A  very  even  and  uniform  flow  resulted,  with  no  appreciable  velocity  of 
approach  except  in  one  or  two  high  heads  on  the  1-ft.  Cippoletti 
weir.  In  the  case  of  the  weirs  used  on  the  upper  heading,  the  regula- 
tion was  obtained  with  the  gates  in  the  main  canal.  Very  little  trouble 
was  experienced  after  the  water  had  settled  in  the  pool.  The  water  in 
the  main  canal  was  from  4  to  5  ft.  in  depth  over  the  gates,  and  any 
slight  variation  in  head  did  not  affect  the  discharge  of  the  pipes 
appreciably.  The  hook-gauges  above  the  weirs  were  read  every  30  sec. 
throughout  the  length  of  runs,  which  varied  from  5  min.  to  1  hour, 
depending  on  the  head.  The  average  of  the  readings  gave  the  gauge 
height  for  each  particular  run.  The  different  compartments  of  the 
tank  were  used  as  the  discharge  increased.  For  the  low  heads  and 
smaller  weirs  Compartment  No.  1  was  used.  As  the  head  increased, 
Compartments  Nos.  1  and  2  were  used,  and,  for  the  large  heads,  the 
entire  tank  was  utilized.  No  trouble  was  experienced  in  reading  the 
gauges  to  thousandths  of  a  foot. 

Cippoletti  Weirs. — The  experiments  on  Cippoletti  weirs  are  divi- 
ded into  five  parts:  (1)  calibrations  of  the  6-in.  weir;  (2)  an  attempt 
to  determine  the  shape  of  the  6-in.  weir  to  discharge  according  to  the 
Cippoletti  formula;  (3)  calibrations  of  the  1-ft.  weir;  (4)  calibrations 
of  the  2-ft.  weir;  and  (5)  calibrations  of  the  3-ft.  weir. 

In  the  6-in.  weir,  twenty-four  runs  were  made  with  heads  ranging 
from  0.161  to  0.945  ft.  The  maximum  variation  in  gauge  height 
during  any  run  was  0.024  ft.     No   appreciable  velocity  of  approach 
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TABLE   1. — Kesults  of  Experiments  on  Weirs. 
CippoLETTi  Weirs. 


o 

^3 

Average 

Variation 

Length 

Time 

Actual 
discharge. 

Discharge, 

C  in 

a 

gauee 
heignt. 

in  gauge 

of  weir,  in 

interval,  in 

in  second - 

formula, 

13 

height. 

inches. 

seconds. 

feet. 

Q  =  Clh^ 

h 

I 

Q 

1 

1 

0.217 

0.004 

6 

4  560 

781 

0.171 

3.383 

2 

0.225 

0.000 

6 

5  100 

913 

0.179 

3.352 

3 

0.334 

0.024 

6 

2  970 

978 

0.329 

3.408 

4 

0.386 

0.002 

6 

3  935 

1  365 

0.347 

3.562 

5 

0.334 

0.002 

6 

2  490 

855 

0.343 

3.552 

6 

0.513 

0.004 

6 

2  620 

1  822 

0.695 

3.783 

7 

0.667 

0.001 

6 

1  625 

1  894 

1.166 

4.284 

8 

0.770 

0.005 

6 

1  365 

1  905 

1.396 

4.132 

9 

0.941 

0.000 

6 

880 

1  TS^ 

1.976 

4.329 

10 

0.839 

0.012 

6 

1  075 

1  773 

1.649 

4.291 

11 

0.776 

0.017 

6 

I  255 

1  788 

1.424 

4.166 

12 

0.675 

0.000 

6 

1  255 

1  402 

1.117 

4.028 

13 

0.537 

0.000 

6 

1  392 

1  059 

0.761 

3.867 

14 

0.940 

0.009 

6 

970 

1  918 

1.977 

4.338 

15 

0.945 

0.005 

6 

900 

1  793 

1.992 

4.337 

16 

0.774 

0.001 

6 

1  380 

1  939 

1.405 

4.126 

17 

0.715 

0.000 

6 

1  165 

1  428 

1.226 

4.055 

18 

0.600 

0.000 

6 

945 

856 

0.906 

3.898 

19 

0.400 

0.000 

6 

990 

460 

0.465 

3.676 

20 

0.830 

0.000 

6 

1  200 

1  897 

1.581 

4.181 

21 

0.667 

0.000 

6 

1  200 

1  292 

1.077 

3.954 

22 

0.530 

0.000 

6 

1  110 

813 

0.732 

3.795 

23 

0.270 

0.000 

6 

1  260 

307 

0.244 

3.478 

24 

0.161 

0.004 

6 

780 

83 

0.106 

3.287 

7 

1 

0.637 

0.007 

12 

600 

1  064 

1.773 

3.487 

2 

0.594 

0.010 

12 

480 

759 

1.581 

3.454 

3 

0.588 

0.005 

12 

480 

744 

1.550 

3.437 

4 

0.518 

0.001 

12 

480 

609 

1.269 

3.404 

5 

0.482 

0.002 

12 

600 

687 

1.145 

3.422 

6 

0.409 

0.002 

12 

600 

533 

0.888 

3.394 

7 

0.302 

0.001 

12 

600 

335 

0.558 

3.361 

8 

0.215 

0.002 

12 

1  200 

397 

0.331 

3.320 

9 

0.138 

0.001 

12 

1  200 

205 

0.171 

3.333 

10 

0.840 

0.019 

12 

510 

1  413 

2.771 

3.599 

11 

0.846 

0.002 

12 

600 

1  683 

2.805 

3.604 

12 

0.659 

0.006 

12 

540 

1  017 

1.883 

3.520 

13 

0.693 

0.002 

12 

600 

1  222 

2.0.37 

3.530 

14 

0.815 

0.004 

12 

600 

1  587 

2.645 

3.595 

15 

0.927 

0.004 

12 

600 

1  958 

3.263 

3.656 

16 

0.992 

0.003 

12 

600 

2  189 

3.648 

3.692 

17 

1.097 

0.003 

12 

600 

2  .591 

4.318 

3.758 

18 

1.219 

0.003 

12 

600 

3  097 

5.162 

3.835 

19 

1.320 

0.003 

12 

480 

2  849 

5.935 

3.913 

20 

1.386 

0.002 

12 

360 

2  333 

6.481 

3.971 

21 
22 
23 

1.476 

0.004 

12 

360 

2  604 

7.233 

4.034 

i!528 

6!66i 

12 

360 

2'77i 

7!  697 

4!  076 

24 

1.604 

0.000 

12 

360 

3  014 

8.372 

4.121 

25 

1.721 

0.008 

12 

300 

2  836 

9.453 

4.186 

26 

1.853 

0.008 

12 

300 

3  227 

10.7.57 

4.265 

27 

1.897 

0.002 

12 

270 

3  042 

11.267 

4.312 

28 

1.978 

0.009 

12 

240 

2  915 

12.145 

4.366 

8 

1 

0.066 

0.003 

24 

1  200 

146 

0.123 

3.588 

2 

0.186 

0.002 

24 

1  200 

662 

0.552 

3.441 

3 

0.317 

0.000 

24 

600 

727 

1.212 

3.392 

4 

0.318 

0.002 

24 

600 

727 

1.212 

3.380 

5 

0.430 

0.002 

24 

600 

1  146 

1.910 

3.386 

6 

0.438 

0.003 

24 

600 

1  172 

1.953 

3.368 

7 

0.526 

0.001 

24 

600 

1  550 

2.583 

3.385 

8 

0.524 

0.001 

24 

600 

1  541 

2.568 

3.385 

9 

0.601 

0.002 

24 

600 

1  890 

3.150 

3.380 
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6 

d 

^4 

Average 

Variation 

Length 

Timo 

Ar'f  iirI 

DlBcharKe.  j 

C  In 

s 

a 

gauge 

in  K'UiKe 

of  weir,  in 

interval,  in 

^i  1^  1 1  irvi 

discharge. 

in  second- 

formula. 

•c 

height. 

lieight. 

inches. 

seconds. 

feet. 

Q  =  Clh^. 

8 

10 

h 

0.B94 

O.IKM 

I 
24 

1 
600 

1  859 

8.098 

8.884 

11 

0.588 

0.001 

24 

600 

1  824 

3.040 

8.871 

IS 

0.66S 

0.003 

24    . 

600 

2  235 

8.726 

3.411 

18 

0.679 

0.003 

24 

600 

2  286 

8.H10       1 

3.197 

14 

0.858 

0.004 

24 

(KX) 

3  257 

5.428 

3.44.^) 

15 

0.854 

0.0(14 

24 

600 

3  2R6 

5.443 

3.448 

16 

1.086 

O.OO.T 

24 

420 

3  227 

7.921 

3.199 

17 

1.090 

0.()03 

24 

420 

3  359 

7.9U8       1 

3.514 

18 

1.288 

0.006 

24 

880 

3  234 

9.800 

3.5.57 

19 

1.484 

0.011 

24 

600 

7  871 

13.118 

3.G28 

20 

1.101 

0.016 

24 

6(X) 

4  844 

8.073 

3.4M 

21 

1.425 

0.010 

24 

G(X) 

7  350 

12.250 

3.601 

22 

1.587 

0.006 

24 

600 

8  247 

13-745 

3.607 

23 

1.598 

0.007 

a4 

680 

9  391 

14.906 

3.689 

24 

1.816 

0.017 

24 

540 

9  822 

18.189 

3.719 

25 

1.852 

0.016 

24 

480 

9  004 

18.758 

3.722 

26 

1.987 

0.010 

24 

660 

13  981 

21.092 

3.737 

27 

0.406 

0.004 

24 

630 

1  108 

1.727 

3.338 

28 

0.290 

0.003 

24 

900 

949 

1.054 

3.374 

29 

0.178 

0.001 

24 

900 

461 

0.512 

3.409 

80 

0.154 

0.003 

24 

1  200 

502 

0.418 

3.455 

81 

0.092 

0.002 

24 

1  800 

347 

0.193 

3.459 

'82 

0.059 

0.002 

24 

1  800 

201 

0.112 

3.889 

^ 

0.034 

0.001 

24 

3  660 

173 

0.047 

3.730 

11 

1 

0.172 

0.002 

36 

1  200 

883 

0.736 

3.436 

2 

0.170 

0.002 

36 

1  200 

867 

0.722 

3.4^3 

8 

0.082 

0.004 

36 

3  600 

909 

0.252 

3.574 

4 

0.286 

0.002 

36 

900 

1  068 

1.187 

3.450 

5 

0.302 

0.000 

36 

600 

1  025 

1.708 

3.430 

6 

0.609 

0.004 

36 

600 

2  920 

4.867 

3.414 

7 

0.500 

0.001 

36 

600 

2  164 

3.607 

3.400 

8 

0.460 

0.006 

36 

480 

1  521 

3.169 

3.386 

9 

0.297 

0.002 

36 

600 

989 

1.648 

3.393 

10 

0.130 

0.002 

36 

900 

438 

0.487 

3.461 

11 

0.090 

0.001 

36 

1  260 

354 

0.281 

3.469 

18 

0.216 

0.001 

36 

900 

924 

1.027 

3.410 

18 

0.444 

0.002 

36 

600 

1  793 

2.988 

3.366 

U. 

0.598 

0.003 

36 

600 

2  831 

4.718 

3.400 

15 

0.844 

0.005 

36 

600 

4  764 

7.940 

3.413 

16 

0.994 

0.003 

36 

600 

6  146 

10.243 

3.445 

17 

1.167 

0.005 

36 

600 

7  796 

12.993 

3.435 

18 

1.410 

0.007 

36 

360 

6  262 

17.394 

3.463 

19 

0.396 

0.002 

36 

600 

1  506 

2.510 

3.357 

20 

1.470 

0.005 

36 

420 

7  836 

18.657 

3.489 

21 
22 
23 

1.923 

0.006 

36 

300 

8  404 

28.013 

3.502 

21415 

6!  009 

36 

300 

12'4i6 

4i!387 

3!  676 

24 

2.246 

0.008 

1          36 

240 

8  560 

j      35.667 

3.532 

25 

2.065 

0.008 

1 

'          36 

300 

9  418 

1 

'      31.393 

3.526 

existed  during  this  experiment,  and  the  end  contractions  and  the  shape 
of  the  nappe  were  not  disturbed  in  any  manner.  Compartment  No.  1 
of  the  measuring  tank  was  used  entirely  during  the  calibrations  of 
this  weir. 

Plate  XXXIV  shows  the  gauge  height  and  discharge  curve,  and 
Table  2  gives  the  actual  discharge  for  each  ^ho  ^t.  of  gauge  height. 
Plate  XXXVI  is  a  logarithmic  discharge  curve  from  which  it  will  be 


(cy\A 


•^ 


Discharge  over  Weir.io  Second^eet. 


0.1       0.2        o:) 
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jeen  tliat  three  distinct  parabolas  exist  as  the  discharge  curve,  instead 
)f  one.  This  logarithmic  curve  was  used  in  determining  the  proper 
slotting  of  the  gauge  height  discharge  curve.  The  equations  of  the 
iifferent  parabolas  were  determined  as  shown  in  Table  7,  also  the 
?auge  height  at  which  the  change  of  equation  takes  place,  and  the 
proportional  part  that  this  gauge  height  is  of  the  crest  length. 

TABLE  2. — Gauge  Height  and  Discharge  for  6-Inch 

Cippoletti  AVeir. 


Gauge 
height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

0.00 

0.00 

0.51 

0.691 

0.01 

0.002 

0.53 

0.713 

0.02 

0.005 

0.53 

0.735 

0.08 

0.009 

0.54 

0.758 

0.04 

0.013 

0.55 

0,781 

0.05 

0.019 

0.019 

0.56 

0,805 

0.06 

0.025c 

0.57 

0.830 

0.07 

0.081 

0.58 

0.855 

0.08 

0.038 

0.59 

0.880 

0.09 

0.045 

0.60 

0.782 

0.906 

15.86 

0.10 

0.053 

0.053 

0.61 

0.933 

0.11 

0.061 

0.63 

0.959 

0.12 

0,070 

0.68 

0.987 

0.13 

0.079 

0.64 

1.015 

0.14 

0.088 

0.65 

1.043 

0.15 

0.098 

0.66 

1.071 

0.16 

0.108 

0.67 

1.099 

0.17 

0,118 

0.68 

1,138 

0.18 

0.129 

0.69 

1,157 

0.19 

0.139 

0.70 

0.986 

1.186 

20.28 

0.20 

0.151 

0.151 

0.71 

1.215 

0.21 

0.163 

0.73 

1,245 

0.22 

0.174 

0.73 

1.275 

0.23 

0.186 

0.74 

1.305 

0.24 

0.200 

0.75 

1.336 

Q.35 

0.314 

1.90 

0.76 

1.367 

0.26 

0.228 

0.77 

1.398 

0.27 

0.243 

0.78 

1.429 

0.38 

0.258 

0.79 

1.460 

0.39 

0.273 

0.80 

1.205 

1.492 

23.83 

0.30 

0.277 

0.283 

3.97 

0.81 

1.534 

0.81 

0.304 

0.83 

1.557 

0.33 

0.320 

0.88 

1.590 

0.33 

0.337 

0.84 

1.623 

0.34 

0.354 

0.85 

1.657 

0.35 

0.371 

0.86 

1.691 

0.36 

0.389 

0.87 

1.736 

0.37 

0.407 

0.88 

1.761 

0.38 

0.425 

0.89 

1.796 

0.39 

0.444 

0.90 

1,437 

1.833 

37.49 

0.40 

0.436 

0.463 

8.69 

0.91 

1.868 

0.41 

0.482 

0.92 

1.904 

0.42 

0.502 

0.93 

1.940 

0.43 

0.523 

0.94 

1.976 

0,44 

0.543 

0.95 

3.012 

0.45 

0.508 

0.563 

0.96 

3.048 

0.46 

0.584 

0.97 

2.084 

0.47 

0.605 

0.98 

2.120 

0.48 

0.636 

0.99 

2.157 

0.49 

0.647 

1.00 

1.683              3.194 

30.36 

0.50 

0.595 

0.669 

13.45 
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A  iiunibrr  of  runs  were  made  to  determine  the  shape  of  a  weir 
that  would  discharge  according  to  the  Cippolctti  formula.  Plates  were 
screwed  on  the  face  of  a  G-in.  Cippolctti  weir,  and  a  general  shape 
was  determined.  The  shape  obtained,  Fig.  3,  was  a  series  of  reverse 
curves  or  waves,  and  seems  to  be  of  no  practical  value. 

The  1-ft.  Cippoletti  weir  was  placed  on  the  flume  heading,  and  the 
flow  was  regulated  by  special  gates.  The  gauge  heights  on  this  weir 
ranged  from  0.138  to  1.978  ft., 
with  a  maximum  variation  of 
gauge  height  of  0.019  ft.  for  any 
run.  No  corrections  were  made 
for  velocity  of  approach,  as  the 
maximum  correction  was  only 
0.002  ft.  for  the  highest  head  of 
1.978  ft.  over  the  weir.  The  effect 
on  the  lower  heads  was  not  appre- 
ciable. In  all  cases  there  was 
full  contraction  and  a  free  nappe. 
A  gauge  height  discharge  curve, 
also  shown  on  Plate  XXXIV,  was 
plotted  with  the  assistance  of  a 
logarithmic  curve,  as  described 
for  the  6-in.  weir.  Table  3  gives 
the  discharge  for  each  y^^  ft.  of 
gauge  height.  Compartment  No. 
1  in  the  tank  was  used  for  the 
lower  heads,  and  Nos.  1  and  2  for 
the  higher  ones. 

The  2-ft.  and  3-ft.  Cippoletti  weirs  were  set  at  the  head  of  the 
canal,  taking  the  water  from  the  30-ft.  forebay.  No  velocity  of  ap- 
proach existed,  as  the  gauge  was  set  to  give  the  elevation  of  the  water 
in  the  forebay  above  the  effect  of  the  weirs.  For  the  2-ft.  weirs,  the 
heads  ranged  from  0.034  to  1.987  ft.,  with  a  maximum  variation  of 
head  of  0.017  ft.  for  any  run.  For  the  3-ft.  weir,  the  heads  varied 
from  0.082  to  2.415  ft.  The  greatest  variation  of  head  was  0.009  ft. 
The  contraction  in  both  weirs  was  entirely  full,  and  the  nappes  were 
perfectly  free  from  any  disturbances.  Compartment  No.  1  of  the 
measuring  tank  was  used  for  the  low  heads,  Nos.  1  and  2  for  interme- 


Shupe  of  weir  crest  developed 
giving  a  discharge  almost 
identical  with  the  6  Cippoletti 
formula 


Fig.  8. 
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TABLE  3. — Gauge  Height  and  Discharge  for  1-Foot 
Cippoletti  Weir. 


Gauge 
height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

0.00 

0.000 

0.000 

0.66 

1.871 

0.01 

0.0U3 

0.67 

1.919 

0.02 

0.010 

0.68 

1.968 

0.03 

0.018 

0.69 

2.017 

0.04 

0.027 

0.70 

1.972 

2.066 

4.77 

0.05 

0.038 

0.03,s 

' 

0.71 

2.115 

0.06 

0.0.50 

0.72 

2.164 

0.07 

0.062 

0.73 

2.213 

0.08 

0.076 

0.74 

2.262 

0.09 

0.091 

0.75 

2.812 

0.10 

0.107 

0.107 

0.76 

2.362 

0.11 

0.123 

0.77 

2.412 

0.12 

0.140 

0.78 

2.462 

0.13 

0.158 

0.79 

2.513 

0.14 

0.176 

0.80 

2.409 

2.565 

6.48 

0.15 

0.196 

0.81 

2.618 

0.16 

0.216 

0.82 

2.671 

0.17 

0.236 

0.83 

2.724 

0.18 

0.257 

0.84 

2.777 

0.19 

0.279 

0.85 

2.830 

0.20 

0.301 

0.301 

0.86 

2.884 

0.21 

0.324 

0.87 

2.939 

0.22 

0.347 

0.88 

2.994 

0.23 

0.371 

0.89 

3.049 

0.24 

0.396 

0.90 

2.875 

3.105 

8.00 

0.25 

0.421 

0.91 

3.161 

0.36 

0.446 

0.92 

3.217 

0.27 

0.472 

0.93 

3.274 

0.28 

0.499 

0.94 

3.331 

0.29 

0..526 

0.95 

3.389 

0.30 

0.553 

0.553 

0.96 

3.447 

0.31 

0.581 

0.97 

3.506 

0.32 

0.609 

0.98 

3.565 

0.33 

0.638 

0.99 

3.625 

0.34 

0.667 

1.00 

3.367 

3.686 

9.47 

0.35 

0.697 

1.01 

3.747 

0.36 

0.727 

1.02 

3.809 

0.37 

.     0.758 

1.03 

3.872 

0.38 

0.789 

1.04 

3.935 

0.39 

0.820 

1.05 

3.999 

0.40 

0.852 

0.852 

1.06 

4.063 

0.41 

0.884 

1.07 

4.127 

0.42 

0.916 

1.08 

4.192 

0.43 

0.949 

1.09 

4.258 

0.44 

0.983 

1.10 

3.884 

4.325 

11.35 

0.45 

1.016 

1.11 

4.393 

0.46 

1.050 

1.12 

4.461 

0.47 

1.085 

1.13 

4.530 

0.48 

1.122 

1.14 

4.600 

0.49 

1.161 

1.15 

4.670 

0.50 

1.190 

1.200 

0.84 

1.16 

4.740 

0.51 

1.239 

1.17 

4.811 

0.52 

1.278 

1.18 

4.883 

0.53 

1.317 

1.19 

4.955 

0.54 

1.356 

1.20 

4.426 

5.027 

13.58 

0.55 

1.396 

1.21 

5.100 

0.56 

1.437 

1.22 

5.173 

0.57 

1.478 

1.23 

5.247 

0.58 

1.519 

1.24 

5.321 

0.59 

1.561 

1.25 

5.395 

0.60 

1.565 

1.603 

2.43 

1.26 

5.470 

0.61 

1.646 

1.27 

5.547 

0.62 

1.689 

1.28 

5.624 

0.63 

1.732 

1.29 

5.702 

0.64 

1.778 

1.30 

4.990 

5.781 

15.85 

0.65 

1.824 

1.31 

5.861 

io.'h; 
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TAIUJ-:  3.—{Contmue(K) 


Qatiee 

Clppolettl 

formula 

ilischarRe. 

Actual 
discharge. 

Percentage 

of               1 

i 
(lauge 
heij^ht. 

Olppolettl 

formula 

discharge. 

Actual 

discharge. 

Percentage 

of 
•llfTereoce. 

1.32 

5.041 

1.87 

8.994 

1.33 

G.(«l 

1.68 

9.088 

1.34 

{\.nyz 

1.69 

9.182 

1.35 

0.183 

1.70 

7.462 

9.270 

24.31 

1.86 

6.2«5 

1.71 

9.370 

1.37 

6.:i47 

1.72 

9.404 

1.38 

0.429 

1.73 

9.5.58 

1.89 

0.512 

1.74 

9.652 

1.40 

5.577 

0.595 

18.25 

1.75 

9.746 

1.41 

0.078 

1.76 

9.841 

1.42 

6.702 

1.77 

9.987 

1.43 

6.846 

1.78 

10.084 

1.44 

0.930 

1.79 

10.131 

1.45 

7.015 

1.80 

8.130 

10.239 

25.82 

1.46 

7.101 

1.81 

10.327 

1.47 

7.187 

1.82 

10.425 

1.48 

7.274 

1.83 

10.528 

1.49 

7.362 

1.84 

10.624 

1.50 

6.185 

7.450 

20.45 

l.oo 

10.728 

1.51 

7.538 

1.86 

10.8.33 

1.52 

7.026 

1.87 

10.9:38 

1.53 

7.714 

1.88 

11.044 

1.54 

7.802 

1.89 

11.150 

1.55 

7.890 

1.90 

8.817 

11.256 

27.66 

1.56 

7.979 

1.91 

11.363 

1.57 

8.069 

1.92 

11.470 

1.58 

8.100 

1.93 

11.577 

1.59 

8.2.51 

1.94 

11.084 

1.60 

6.814 

8.343 

22.44 

1.95 

11.791 

1.61 

8.435 

1.96 

11.900 

1.62 

8.527 

1.97 

12.010 

1.63 

8.620 

1.98 

12.120 

1.64 

8.713 

1.99 

12.232 

1.65 

8.806 

!        2.00 

9.522 

12.345 

29.65 

1.66 

8.900 

diate  heads,  ajid  the  entire  tank  for  the  high  heads.  The  discharge 
curves  are  shown  on  Plates  XXXV  and  XXXVI,  and  Tables  4  and  5 
give  the  details. 

Plates  XXXIV  and  XXXV  show  the  discharge  curves  for  the  actual 
discharge  of  the  Cippoletti  weirs  and  the  theoretical  discharge  by  the 
Cippoletti  formula.  It  is  observed  that  in  every  case  the  actual  dis- 
charge curve  follows  the  Cippoletti  curve  to  a  gauge  height  of  approxi- 
mately one-third  of  the  length  of  the  crest.  After  this  point,  the  actual 
discharges  for  the  gauge  height  become  larger  than  indicated  by  the 
formula.  Tables  2  to  5  give  the  actual  discharge  for  each  ^^^  ft.  of 
gauge  height,  the  formula  discharge  for  each  -^  ft.  of  gauge  height, 
and  the  percentage  that  the  actual  discharge  is  in  excess  of  the  formula 
discharge  for  each  -^^  ft.  of  gauge  height.  At  a  gauge  height  of  1  ft. 
on  a  6-in.  weir,  the  difference  is  30.36%,  at  2  ft.  on  a  1-ft.  weir  it  is 
29.65%,   showing  that   at   a   gauge  height   equal   to   twice  the  length 
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TABLE  4. — Gauge  Height  and  Discharge  for  2-Foot 
CiPPOLETTi  Weir. 


Gauge 
height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

0,00 

0.000 

0.66 

3.635 

0.01 

0.01 

0.67 

3.725 

0.02 

0.03 

0.68 

3.810 

0.03 

0.04 

0.69 

3.895 

0.04 

0.05 

0.70 

3.94 

3.98 

1.02 

0.05 

0.08 

0.08 

0.71 

4.06 

1 

0.06 

0.10 

0.72 

4.15 

0.07 

0.12 

0.73 

4.24 

0.08 

0.15 

0.74 

4.33 

0.09 

0.18 

' 

0.75 

4.415 

0.10 

0.21 

0.21 

0.76 

4.51 

0.11 

0.25 

0.77 

4.60 

0.12 

0.28 

0.78 

4.69 

0.13 

0.32 

0.79 

4.78 

0.14 

0.35 

0.80 

4.83 

4.87 

1.04 

0.15 

0.39 

0.81 

4.96 

0.16 

0.43 

0.82 

5.05 

0.17 

0.47 

0.83 

5.14 

0.18 

0.51 

0.84 

5.24 

0.19 

0.58 

0.85 

5.34 

0.20 

0.60 

0.60 

0.86 

5.44 

0.21 

0.65 

0.87 

5.54 

0.22 

0.69 

0.88 

5.64 

0.23 

0.74 

0.89 

5.74 

0.24 

0.79 

0.90 

5.75 

5.84 

1.57 

0.25 

0.84 

0.91 

5.94 

0.26 

0.89 

0.92 

6.04 

0.27 

0.94 

0.93 

6.14 

0.28 

1.00 

0.94 

6.25 

0.29 

1.05 

0.95 

6.36 

0.80 

1.11 

1.11 

0.96 

6.47 

0.31 

1.16 

0.97 

6.68 

0.32 

1.22 

0.98 

6.69 

0.33 

1.28 

0.99 

6.80 

0.34. 

1.33 

1.00 

6.73 

6.91 

2.67 

0.35 

1.39 

l.Ol 

7.02 

0.36 

1.45 

1.02 

7.13 

0.37 

1.52 

1.03 

7.24 

0.38 

1.58 

1.04 

7.35 

0.39 

1.64 

1.05 

7.47 

0.40 

1.70 

1.70 

1.06 

7.59 

0.41 

1.77 

1.07 

7.71 

0.42 

1.83 

1.08 

7.83 

0.43 

1.90 

1.09 

7.95 

0.44 

1.97 

1.10 

7.77 

8.07 

3.86 

0.45 

2.03 

2.03 

1.11 

8.19 

0.46 

2.10 

1.12 

8.31 

0.47 

2.17 

1.13 

8.43 

0.48 

2.24 

1.14 

8.55 

0.49 

2.31 

1.15 

8.67 

0.50 

2.38 

2.38 

1.16 

8.79 

0.51 

2.45 

1.17 

8.91 

0.52 

2.53 

1.18 

9.03 

0.53 

2.605 

1.19 

9.15 

0.54 

2.68 

1.20 

8.85 

9.28 

4.86 

0.55 

2.75 

2.755 

0.18 

1.21 

9.40 

0.56 

2.83 

1.22 

9.52 

0.57 

2.905 

l.a3 

9.65 

0.58 

2.98 

1.24 

9.78 

0.5^ 

3.06 

1.25 

9.91 

0.60 

3.13 

3.14 

0.32 

1.26 

10.04 

0.61 

3.22 

1.27 

10.17, 

0.62 

3.30 

1.28 

10.30 

0.63 

3.38 

1.29 

10.43 

0.64 

3.465 

1.30 

9.98 

10.56 

5.81 

0.65 

3.55 

1.31 

10.69 
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.     ,              T- 

iULE  i.~ 

(^(Jontinucd.) 

(Jttupe 

(Mppoletii 

formula 

'iisc'harjje. 

Actual 

Percentage 

of 
difference. 

(iauee 

Cippolettl 

Actual 

Percenlag* 

lieight. 

discharge. 

heiKlit. 

formula 
discharKe. 

diMcharpre. 

of 
difference 

1.32 

10.82 

1.67 

15.86 

1.83 

10.95 

1.68 

16.02 

1.84 

11.08 

1.69 

16.18 

1.85 

■ 

11.21 

1.70 

14.92 

16.34 

9.. 52 

1.86 

11.85 

1.71 

16.. '■^J 

1.87 

11.49 

1.72 

16.66 

1.88 

11. (« 

1.78 

16.82 

1.89 

11.77 

1.74 

16.98 

1.40 

11.15 

11.91 

fi.82 

1.75 

17.14 

1.41 

12.0.T 

1.76 

17.30 

1.42 

12.19 

1.77 

17.46 

1.48 

12.83 

1.78 

17.62 

1.44 

12.47 

1.79 

17.78 

1.45 

, 

12.61 

1.80 

16.26 

17.94 

10.33 

1.46 

12.75 

1.81 

18.10 

1.47 

12.89 

1.82 

18.26 

1.48 

18.08 

1.83 

18.42 

1.49 

18.17 

1.84 

18.58 

1.50 

1-2.:^ 

13.31 

7.60 

1.85 

18.74 

1.51 

13.45 

1.86 

18.91 

1.52 

18.59 

' 

1.87 

19.08 

1.58 

13.78 

1.88 

19.25 

l.M 

18.88 

1.89 

19.42 

1.55 

14.03 

1.90 

17.63 

19.59 

11.12 

1.56 

14.18 

1.91 

19.76 

1.57 

. 

14.33 

1.92 

19.93 

1.68 

14.48 

1.98 

20.10 

1.59 

14.63 

1.94 

20.27 

1.60 

13.63 

14.78 

8.44 

1.95 

20.45 

1.61 

14.93 

1.96 

20.68 

1.62 

15.08 

1.97 

20.81 

1.63 

1       15.23 

1.98 

20.99 

1.64 

'       15.38 

1.99 

21.17 

1.65 

1       15.54 

2.00 

19.04 

21.35 

12.13 

1.66 

15.70 

■         1 

of  the  crest  the  actual  discharge  is  approximately  30%  in  excess  of 
the  formula  discharge.  The  gauge  heights  were  not  carried  up  to 
this  proportion  on  the  2-ft.  and  3-ft.  weirs,  but  it  will  be  observed 
that  the  percentage  of  difference  for  the  same  proportion  of  gauge 
height  to  length  of  crest  agrees  fairly  well  for  the  different  weirs. 

Plate  XXXVI  shows  the  logarithmic  discharge  curves  for  each 
Cippoletti  weir.  For  the  6-in.,  1-ft.,  and  2-ft.  weirs,  it  is  observed  that 
there  are  three  distinct  straight  lines  for  each  weir.  For  each  suc- 
ceeding larger  weir,  the  points  plot  in  less  decided  breaks,  and  for  the 
3-ft.  weir,  there  are  only  two  curves.  The  equation  of  each  of  these 
separate  divisions  was  taken,  and  the  gauge  height  at  which  the  change 
in  equation  takes  place  was  observed,  also  the  proportional  part  that 
each  of  these  gauge  heights  is  of  their  respective  lengths  of  crest.. 
These  are  given  in  Table  7.  It  will  be  observed  that,  for  the  6-in. 
and  1-ft.  weirs  these  breaks  occur  at  gauge  heights  which  are  approxi- 
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TABLE   5. — Gauge  Height  and  Discharge   for   3-Foot 
CipPOLETTt  Weir. 


Gauge 

height. 

Cippoletti 

formula 

discharge. 

Actual 
discharge 

Percentage 

of 
diflference. 

Gauge 
height. 

Cippolecti 

formula 

discharge 

Actual 
discharge. 

Percentage 

of 
difference. 

0.00 

0.00 

0.66 

5.51 

0.01 

0.01 

0.67 

5.64 

0.02 

0.08 

0.68 

5.77 

0.03 

0.05        1 

i         0.69 

5.90 

0.04 

0.08 

1         0.70 

5.92 

6.03 

1.86 

0.05 

0.11 

0.12 

i         0.71 

6.16 

0.06 

0.16 

0.72 

6.29 

0.07 

0.20 

0.73 

6.42 

0.08 

0.24 

0.74 

6.55 

0.09 

0.28 

0.75 

6.56 

6.68 

0.10 

0.32 

0.33 

0.76 

6.81 

0.11 

0.38 

0.77 

6.94 

0.12 

0.43 

0.78 

7.08 

0.13 

0.48        1 

0.79 

7.22 

0.14 

0.53         j 

0.80 

7.23 

7.36 

1.80 

0.15 

0.59 

0.59 

0.81 

7.50 

0.16 

0.65 

0.82 

7.64 

0.17 

0.71 

0.83 

!        7.78 

0.18 

0.77 

0.84 

;         7.92 

0.19 

0.84 

0.85 

7.92 

8.06 

0.20 

0.90 

0.91 

0.86 

8.20 

0.21 

0.98 

0.87 

8.34 

0.22 

1.05 

0.88 

8.48 

0.23 

1.12 

0.89 

8.62 

0.24 

1.19 

0.90 

8.62 

8.77 

1.74 

0.25 

1.26 

1.27 

0.91 

8.92 

0.26 

1.35 

0.92 

9.07 

0.27 

1.43 

0.93 

9.22 

0.28 

1.51 

0.94 

9.37 

0.29 

1.59 

0.95 

9.52 

0.30 

1.66 

1.67 

■ 

0.96 

9.67 

0.31 

1.75 

0.97 

9.82 

0.32 

1.84 

t 

0.98 

9.98 

0.33 

1.93 

0.99 

10.14 

0.34 

2.02 

' 

1.00 

10.10 

10.30 

1.98 

0.35 

2.09 

2.11 

1.01 

10.46 

0.36 

2.20 

1 

1.02 

10.62 

0.37 

2.29 

1 

1.03 

10.78 

0.38 

2.38 

1.04 

10.94 

0.39 

2.47 

1.05 

11.10 

0.40 

2.56 

2.57 

1.06 

11.26 

0.41 

2.67 

1.07 

11.42 

0.42 

2.77 

1.08 

11.58 

0.43 

2.87 

1.09 

11.74 

0.44 

2.97 

1.10 

11.65 

11.90 

2.15 

0.45 

3.05 

3.07 

0.6G 

1.11 

12.06 

0.46 

3.17 

1.12 

13.22 

0.47 

3.27 

1.13 

12.38 

0.48 

3.38 

1.14 

12.54 

0.49 

3.49 

1.15 

12.71 

0.50 

3.57 

3.60 

0.84 

1.16 

12.88 

0.51 

3.71 

1.17 

13.05 

0.52 

3.82 

1.18 

13.22 

0.53 

3.93 

1,19 

13.39 

0.54 

4.04 

1.20 

13.28 

13.58 

2.11 

0.55 

4.12 

4.16 

1.21 

13.73 

0.56 

4.28 

1.22 

13.91 

0.57 

4.40 

1.23 

14.09 

0.58 

4.52 

1.24 

14.27 

0.59 

4.64 

1.25 

14.45 

0,60 

4.69 

4.76 

1.49 

1.26 

14.63 

0.61 

4.88 

1.27 

14.81 

0.62 

5.00 

1.28 

14  99 

0.63 

5.12 

1.29 

15.17 

0.64 

5.25 

1.30 

14.97 

15.35 

2.54 

0.65 

5.29 

5.38 

1.31 

15.53 

I()(i0 
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TABLE  5.— (Continued.) 


OaupTP 
h»MK'ht. 

Clppolettl 

f(irmulrt 
discharge. 

Actual 

(lisc'harj^e. 

Percentage 

of 
(lifTerence. 

(Jauge 
heiKht. 

Clppolettl 
formula    i 
(li.scharKe.  ! 

1 

Actual 
(liycharKC. 

Percentage 

of 
difference. 

1.82 

15.71 

1.89 

! 

27.35 

1.38 

15.89 

1.90 

26.45 

27.57 

4.23 

1.84 

16.07 

1.91 

27.79 

1.86 

15.84 

16.25 

1.92 

28.01 

1.86 

16.44 

1.98 

28.28 

1.87 

16.68 

1.94 

28.45 

1.38 

16.82 

1.95 

28.67 

1.89 

17.01 

1.96 

28.90 

1.40 

1G.73 

17.20 

2.81 

1.97 

29.18 

1.41 

17.89 

1.98 

29.36 

1.42 

17.58 

1.99 

29.59 

1.48 

17.77 

2.00 

28.57 

29.82 

4.3>< 

1.44 

17.96 

2.01 

1 

80.05 

1.45 

18.15 

2.02 

80.28 

1.46 

18.84 

2.03 

80.51 

1.47 

18.53 

2.04 

80.74 

1.48 

18.72 

2.05 

80.97 

1.49 

18.91 

2.06 

81.20 

1.50 

18.56 

19.10 

2.91 

2.07 

81.48 

1.51 

19.30 

2.08 

81.66 

1.52 

19.50 

2.09 

81.89 

1.53 

19.70 

2.10 

30.74 

32.18 

4.52 

1.54 

19.90 

2.11 

32.37 

1.55 

20.10 

2.12 

82.61 

1.56 

20.30 

2.13 

82.85 

1.57 

20.50 

2.14 

38.09 

1.58 

20.70 

2.15 

33.33 

1.59 

20.90 

2.16 

33.57 

1.60 

20.44 

21.11 

3.27 

2.17 

38.81 

1.61 

21.32 

2.18 

34.05 

1.62 

21.53 

2.19 

34.29 

1.68 

21.74 

2.20 

32.96 

34.58 

4.76 

1.64 

21.95 

2.21 

34.77 

1.65 

22.16 

2.22 

35.01 

1.66 

22.37 

2.23 

35.25 

1.67 

22.58 

2.24 

35.49 

1.68 

22.79 

2.25 

35.73 

1.69 

23.00 

2.26 

35.97 

1.70 

22.39 

23.21 

3.66 

2.27 

36.21 

1.71 

23.42 

2.28 

36.45 

1.72 

23.63 

2.29 

36.70 

1.73 

2:^.84 

2.30 

35.23 

36.95 

4.88 

1.74 

24.05 

2.31 

37.20 

1.75 

24.27 

2.82 

37.45 

1.76 

24.49 

2.33 

37.70 

1.77 

24.71 

2.34 

37.95 

1.78 

24.93 

2.35 

38.20 

1.79 

25.15 

2., 86 

38.45 

1.80 

24.39 

25.87 

4.02 

2.37 

38.70 

1.81 

25.59 

2.38 

38.95 

1.82 

25.81 

2.39 

39.20 

1.83 

26.03 

2.40 

37.55 

39.45 

5.06 

1.84 

26.25 

2.41 

39.70 

1.85 

36.47 

2.42 

39.95 

1.86 

26.(53 

2.43 

40.20 

1.87 

26.91 

2.44 

40.45 

1.88 

27.13 

2.45 

40.70 

mately  one-half  the  length  of  the  crest  and  equal  to   the  length  of 
crest,  respectively. 

For  the  2-ft.  weir,  the  heads  are  not  high  enough  to  obtain  the 
break  at  the  length  of  crest,  but  the  break  at  about  one-half  that  length 
is  quite  evident.     This  weir  makes  a  change  in  equation  at  a  lower 
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proportion  than  the  other  two,  at  approximately  one-tenth  of  the 
length. 

For  the  3-ft.  weir,  there  are  only  two  equations,  the  break  occurring 
at  a  proportion  of  gauge  height  to  length  of  crest  of  about  one-tenth. 

Table  1  gives  the  results  of  the  experiments  as  recorded,  and  also, 
in  each  run,  the  value  of  C  in  the  formula,  Q  =  Glh^,  the  customary 
weir  formula. 

Table    6   gives    the    gauge   heights    of    the   experiments,    arranged 

in  the  order  of  their  value,  and  the  corresponding  values  of  C.  This 
table  shows  that  the  values  of  0  increase  with  the  gauge  height, 
and  that  the  exponent,  |,  or  the  slope  of  the  logarithmic  curve,  is 
not  correct,  as  is  also  shown  by  the  logarithmic  curves  of  actual 
discharge. 

Table  8  gives  the  gauge  heights  for  every  ^^-^  ft.  up  to  a  height 
of  2.45  ft.  These  gauge  heights  are  accompanied  by  the  correspond- 
ing discharges  for  each  of  the  four  Cippoletti  weirs  tested.  From  this 
table  it  is  seen  that  the  discharges  by  formula  are  practically  correct 
up  to  a  gauge  height  of  one-third  of  the  length  of  the  crest.  Above 
this  point,  however,  the  use  of  a  new  formula  or  discharge  table  is 
essential  to  accuracy.  This  table  also  shows  that,  above  the  limits 
of  the  formula,  the  weirs  do  not  discharge  in  proportion  to  their 
length  of  crest,  and  that  this  difference  increases  with  the  gauge 
height.  It  will  be  observed  that  the  discharges  of  the  2-ft.  and  3-ft. 
weirs  are  more  in  proportion  to  the  length  of  the  crest  than  any  of 
the  others. 

3 

Table  9  shows  the  values  of  C  in  the  weir  formula,  Q  =  Clh'z  for 
all  the  Cippoletti  weirs.  The  values  were  prepared  for  each  ^^^  ft. 
of  gauge  height,  up  to  a  head  of  0.3  ft.,  and  for  every  -^  ft.  above 
that  point.  The  values  of  Q  in  the  formula  were  taken  from  the  pre- 
pared discharge  tables.  This  table  shows  that  above  a  gauge  height 
equal  to  one-third  of  the  length  of  the  crest,  0  increases  very  rapidly 
in  each  case,  and  that  this  increase  is  not  uniform  for  all  the  weirs, 
but  is  more  nearly  in  proportion  to  the  ratio  of  gauge  height  to  length 
of  crest. 

The  foregoing  tables  and  plates  show  that  the  Cippoletti  weir 
formula  may  be  used  with  reasonable  accuracy  for  depths  up  to  one- 
third  of  the  length  of  the  crest.  Above  this  gauge  height,  it  will  be 
necessary  to  use  tables  prepared  carefully  from  actual  ratings.     The 
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TABLE  6. — Oau(;k  Hkkjiit  and  Valiks  of  C  in  thk 

FOKMI   LA,    Q    =    C7/i^ 
ClI'POLETTI   WeIU.S. 


Series 

No. 

Kim  No. 

Average 

C. 

Series 
No. 

Run  No. 

Average 
gauge 

c. 

height. 

height. 

6-lNCB 

Weir. 

1 

2-FooT  y^EiR.— (Continued.) 

1 

24 

0.161 

3.287 

8 

1 

0.066 

8.588 

1 

0.217 

8.862 

31 

0.092 

3.459 

2 

0.225 

8.164 

30 

0.154 

8.455 

23 

0.270 

8.478 

29 

0.178 

3.409 

8 

0.334 

8.304 

2 

0.186 

8.441 

5 

0.384 

3.552 

28 

0.290 

8.374 

4 

0..S36 

8.562 

8 

0..S17 

3.892 

19 

0.400 

3.676 

4 

0.818 

3.880 

6 

0.518 

8.78:3 

27 

0.406 

8.888 

22 

0.530 

3.795 

5 

0.430 

8.886 

13 

0.5:37 

8.867 

6 

0.488 

3.368 

18 

0.600 

8.898 

8 

0.524 

8.385 

7 

0.667 

4.284 

7 

0.526 

8.885 

21 

0.667 

8.954 

11 

0.588 

8.371 

12 

0.675 

4.028 

10 

0.594 

3.884 

17 

0.715 

4.055 

9 

0.601 

3.880 

8 

0.770 

4.132 

12 

0.668 

3.411 

16 

0.774 

4.126 

18 

0.679 

3.197 

11 

0.776 

4.166 

14 

0.853 

3.445 

20 

0.830 

4.181 

15 

0.854 

3.448 

10 

0.889 

4.291 

16 

1.086 

3.499 

14 

0.940 

4,838 

17 

1.090 

3.514 

9 

0.941 

4.329 

20 

1.101 

3.494 

15 

0.945 

4.337 

18 
21 

1.238 
1.425 

8.557 
3.601 

l-Foc 

r  Weir. 

19 

1.484 

3.628 

7 

9 

8 
7 
6 
5 

0.138 
0.215 
0.302 
0.409 
0.482 

8.333 
3.320 
8.361 
3.894 
3.422 

22 
23 
24 
25 
26 

1.537 
1.598 
1.816 
1.852 
1.987 

8.607 
8.689 
3.719 
8.722 
8.737 

4 
3 

0.518 
0.588 

3.404      1 
3.460 

3-Foo' 

r  Weir. 

2 
1 

12 
13 
14 
10 
11 
15 
16 
17 
18 
19 
20 

0.594 
0.637 
0.659 
0.693 
0.815 
0.840 
0.846 
0.927 
0.992 
1.097 
1.219 
1.820 
1.380 

3.454 
3.487 
3.520 
3.530 
3.595 
3.599 
3.604 
3.056 
3.692 
3.758 
3.8:35 
3.913 
3.971 

11 

3 
11 

10 
2 

1 

12 
4 

y 
5 

19 
18 

8 
7 

0.082 
0.090 
0.130 
0.170 
0.172 
0.216 
0.286 
0.297 
0.802 
0.896 
0.444 
0.460 
0.500 

3.514 
3.469 
3.461 
3.4:33 
3.4:36 
3.410 
3.450 
8.393 
3.480 
8.357 
3.366 
3.386 
3.400 

21 
22 
23 
24 
25 
26 
27 
28 

1.476 

4.084 

14 

0.598 

8.400 

i".528 
1.604 
1.721 
1.853 
1.897 
1.978 

4!  076 
4.121 
4.186 
4.265 
4.812 
4.366 

6 
15 
16 
17 
18 
20 
21 

0.609 
0.844 
0.994 
1.167 
1.410 
1.470 
1.923 

3.414 
3.413 
3.445 
3.435 
3.463 
3.489 
8.502 

2-Foo 

r  Weir. 

22 
25 

2!665 

3!526 

8 

83 

0.034 

3.730 

24 

2.246 

3.532 

82 

0.059 

3.889 

23 

2.415 

3.676 

\ 
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TABLE  7. — Equations  and  Location  of  Breaks 

IN  Logarithmic  Curves. 

CipPOLETTi  Weirs. 


3.083  ZM** 
3.388  Z7il-50 
8.443  Z7ii-63 


0.178 
0.864 


Equation. 

Gauge  height  of  break. 

Gauge  height  of  break 

divided  by 

length  of  weir  crest. 

6-Inch  Weir. 

4.000  Z/ii-597 
4.178  Z;il-633 
4.409  Z/il-71 

0.327 
0.530 

0.654 
1.060 

1-FooT  Weir. 

3.467  Z/il-515 
3.690  Z/il-ei 
3.631  Z7ii-75 

0.518 
1.109 

0.518 
1.109 

2-FooT  Weir. 

0.089 

0.432 


3-FooT  Weir. 


3.333  Z7il-*9 
3.435  Z7il-526 


0.148 


results  show  that  the  discharge  curves  of  smaller  weirs  above  a  gauge 
height  of  one-third  of  the  length  of  the  crest  are  not  a  single  section 
of  a  parabola,  but  a  series  of  short  sections  of  parabolas.  This  series 
of  parabolas,  however,  seems  to  become  less  evident  as  the  weirs 
increase  in  length,  and  it  will  be  assumed  that  the  logarithmic  curve 
for  the  3-ft.  weir  above  a  gauge  height  of  0.444  ft.  is  a  good  representa- 
tive of  the  behavior  of  the  larger  weirs,  and  that  it  may  be  used  with 
reasonable  accuracy  up  to  a  depth  equal  to  the  length  of  the  weir 
crest.  Thus,  in  the  use  of  Cippoletti  weirs,  the  formula  will  be  taken 
as  correct  up  to  gauge  heights  of  one-third  of  the  length  of  the  crest. 
Above  this  point,  for  3-ft.  weirs  and  smaller,  the  tables  given  here- 
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with  are  recoiuineiHlcd,  and  for  weirs  of  greater  length  than  3  ft., 
for  gauge  lieights  of  more  than  one-third  of  tlie  length  of  the  crest, 
the  formula,  'i.4;{."»  Ui^-^'-^\  should  he  used.  In  this  manner  accurate 
results  are  assured  for  all  reasonahle  gauge  heights. 

Rectangular  Weirs. — The  experiments  on  sharp-crested  rectangular 
weirs  were  made  on  the  same  sizes  as  were  those  of  the  Cippoletti 
type,  namely,  6-in.,  1-ft.,  2-ft.,  and  3-ft.  These  were  tested  and 
calibrated    at   the    same    headings    and    in    the    same   manner    as    the 


TABLE   8. — Gauge  Heights   and  Discharge   for   Cippoletti   Weirs. 


.    ■ ,  /    ■, 

.    > 

Gauge  height, 

Discharge  of 

Discharge  of 

Discharge  of 

Discharge  of 

in  feet. 

6-in.  weir. 

1-ft.  weir. 

2-ft.  weir. 

3-ft.  weir. 

0.00 

0.000 

0.000 

0.000 

0.0(J 

0.05 

0.019 

0.038 

0.08 

0.12 

0.10 

0.053 

0.107 

0.21 

0.33 

0.15 

0.098 

0.196 

0.39 

0.59 

0.20 

0.151 

0.301 

0.60 

0.91 

0.25 

0.214 

0.421 

0.84 

1.27 

0.30 

0.288 

0.553 

1.11 

1.67 

0.35 

0.371 

0.697 

1.39 

2.11 

0.40 

0.463 

0.852 

1.70 

2.57 

0.45 

0.563 

1.016 

2.03 

3.07 

O.bOv 

0.669 

1.200 

2.38 

3.60 

0.55 

0.781 

1.396 

2.7.55 

4.16 

0.60 

0.906 

1.608 

3.14 

4.76 

0.65 

1.043 

1.824 

3.55 

5.38 

0.70 

1.186 

2.066 

3.98 

6.03 

0.75 

1.336 

2.312 

4.415 

6.68 

0.80 

1.492 

2.565 

4.87 

7.. 36 

0.85 

1.657 

2.8.30 

5.34 

8.06 

0.90 

1.832 

3.105 

5.84 

8.77 

0.95 

2.012 

3.389 

6.36 

9.52 

1.00 

2.194 

3.686 

6.91 

10.30 

1.05 

3.999 

7.47 

11.10 

1.10 

4.325 

8.07 

11.90 

1.15 

4.670 

8.67 

12.71 

1.20 

5.027 

9.28 

13.56 

1.25 

5.395 

9.91 

14.45 

1.30 

5.781 

10.56 

15.35 

1.35 

6.183 

11.21 

16.25 

1.40 

6.595 

11.91 

17.20 

1.45 

7.015 

12.61 

18.15 

1.50 

7.450 

13.31 

19.10 

1.55 

7.890 

14.03 

20.10 

1.60 

8.343 

14.78 

21.11 

1.65 

8.806 

15.54 

22.16 

1.70 

9.276 

16.34 

23.21 

1.75 

9.746 

17.14 

24.27 

1.80 

10.229 

17.94 

25.37 

1.85 

10.728 

18.74 

26.47 

1.90 

i\.2m 

19.59 

27  57 

1.95 

11.791 

20.45 

28.67 

2.00 

12.345 

21.35 

29.82 

2.05 



30.97 

2.10 

32.13 

2.15 

33.33 

2.20 

34.53 

2.25 

35.73            J 

2.30 

36.95            J 

2.35 

1            

38.20          J 

2.40 

1            

39.45      ^ 

2.45 

40.70       11 

• 
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trapezoidal  weirs.  No  velocity  of  approach  existed  in  any  case.  Full 
contraction  and  a  perfect,  undisturbed,  and  free  nappe  were  maintained 
in  every  run.  The  different  compartments  of  the  measuring  tank  were 
used  as  the  heads  and  discharge  varied. 

TABLE  9. — Gauge  Height  and  Values  of  C  in  the  Formula, 

Q  =^  Clh^^  FOR  THE  CiPPOLETTI  WEIR. 


Length  of  weir,  in  feet. 

Gauge 

height. 

6-in. 

1-ft. 

2-ft. 

3-ft. 

0.0 

0.05 

3.367 

3.367 

3.367 

3.571 

0.10 

3.367 

3.367 

3.367 

3.481 

0.15 

3.367 

3.367 

3.367 

3.367 

0.20 

3.367 

3.367 

3.367 

3.393 

0.25 

3.424 

3.367 

3.367 

3.387 

0.30 

3.506 

3.367 

3.367 

3.388 

0.40 

3.660 

3.367 

3.367 

3.386 

0.50 

3.784 

3.394 

3.367 

3.394 

0.60 

3.898 

3.449 

3.377 

3.413 

0.70 

4.049 

3.527 

3.398 

3.431 

0.80 

4.170 

3.585 

3.403 

3.428 

0.90 

4.291 

3.637 

3.420 

3.424 

1.00 

4.388 

3.686 

3.455 

3.433 

1.10 

3.749 

3.497 

3.438 

1.20 

3.824 

3.530 

3.4.38 

1.30 

3.900 

3.562 

3.452 

1.40 

3.981 

3.595 

3.461 

1.50 

4.053 

3.621 

3.464 

1.60 

4.122 

3.651 

3.477 

1.70 

4.186 

3.687 

3.491 

1.80 

4.235 

3.714 

3.501 

1.90 

4.298 

3.740 

3.. 509 

2.00 

4.365 

3.775 

3.515 

2.10 

3.519 

2.20 



3.527 

2.30 



3.531 

2.40 

3.537 

Tables  and  plates  similar  to  those  for  the  Cippoletti  weirs  were 
prepared  for  this  type.  The  Francis  formula  for  rectangular  weirs  was 
used,  and  in  each  case  the  percentage  of  difference  between  the  actual 
and  Francis  discharges  was  tabulated. 

Table  10  gives  the  actual  experimental  data  for  each  weir,  together 

3 

with  the  corresponding  values  of  C  in  the  formula,  Q  =  Clh2, 

Tables  11  to  14  give  the  actual  discharges  corresponding  to  each 
T^o  ft.  of  gauge  height,  up  to  the  limit  of  the  experiments.     The  dis- 

3 

charges,  computed  from  the  Francis  formula,  Q  =  3.333  (I  —  0.  2h)  /a, 
are  tabulated  for  each  ^  ft.  of  gauge  height,  and  the  percentage  of 
difference  between  this  and  the  actual  discharge  is  recorded  as  shown. 
It  is  seen  that  the  formula  is  only  fairly  correct  for  very  low  heads. 
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TABLE  10. — Results  ok  Experiments  on  Weirs. 
Kectangular  Weirs. 


o 

OS 

as 

Average 
Kaune 
beiKlit, 

in  feet. 

Variiitiori 
in  paugH 

Length  ol 
weir. 

Time 
interval, 

Actual 

diKcharge. 

iu  cubic 

feet. 

DiHcharge, 
in  necond- 

In  formula, 

'tl 
02 

« 

height. 

in  inches. 

in  seconds. 

feet. 

Q    =    Clh^ 

4 

1 

h 
0.117 

0.018 

I 
6 

1  2(J0 

77 

0.064 

8.192 

2 

0.112 

0.000 

6 

1200 

75 

0.062 

H.'iffT 

8 

0.156 

0.012 

6 

1200 

120 

0.100 

3.247 

4 

0.236 

0.006 

6 

900 

162 

0.180 

3.139 

6 

0.348 

0.004 

6 

600 

194 

0.323 

3.147 

6 

0.499 

0.006 

6 

600 

831 

0.552 

8.132 

7 

0.170 

0.006 

6 

1200 

129 

0.108 

8.081 

8 

0.082 

0.006 

6 

2  400 

93 

0.039 

3.319 

9 

0.042 

0.000 

6 

8600 

52 

0.014 

3.256 

10 

0.080 

0.006 

6 

8  600 

31 

0.009 

8.462 

11 

0.678 

0.019 

6 

600 

524 

0.873 

3.128 

12 

0.574 

0.006 

6 

600 

406 

0.677 

8.113 

13 

0.774 

0.005 

6 

600 

642 

1.070 

3.142 

14 

0.866 

0.015 

6 

600 

757 

1.262 

8.132 

15 

0.992 

0.019 

6 

540 

845 

1.565 

8.168 

16 

0.751 

0.000 

6 

600 

612 

1.020 

8.135 

17 

0.803 

0.006 

6 

600 

678 

1.130 

3.141 

18 

0.902 

0.001 

6 

600 

813 

1.355 

8.168 

19 

0.955 

0.004 

6 

600 

884 

1.473 

3.157 

20 

0.999 

0.018 

6 

600 

949 

1.582 

8.169 

21 

0.682 

0.080 

6 

600 

528 

0.880 

3.125 

22 

0.572 

0.002 

6 

420 

282 

0.671 

8.102 

23 

0.564 

0.007 

6 

600 

392 

0.653 

3.083 

24 

0.487 

0.006 

6 

600 

317 

0.528 

3.108 

25 

0.446 

0.009 

6 

600 

276 

0.460 

3.088 

26 

0.405 

0.006 

6 

600 

239 

0.398 

3.088 

27 

0.346 

0.003 

6 

600 

187 

0.312 

3.065 

28 

0.309 

0.004 

6 

600 

157 

0.262 

3.050 

29 

0.231 

0.019 

6 

600 

100 

0.167 

3.009 

30 

0.110 

0.010 

6 

2  400 

143 

0.060 

3.288 

31 

0.154 

0.006 

6 

1800 

173 

0.096 

3.174 

32 

0.208 

0.004 

6 

900 

134 

0.149 

8.143 

33 

0.604 

0.005 

6 

600 

439 

0.732 

3.119 

34 

0.524 

0.007 

6 

600 

356 

0.593 

3.127 

35 

0.661 

0.013 

6 

600 

507 

0.845 

3.145 

36 

0.472 

0.006 

6 

600 

303 

0.505 

3.114 

37 

0.662 

0.012 

6 

600 

506 

0.843 

8.130 

38 

0.638 

0.012 

6 

600 

479 

0.798 

3.132 

39 

0.498 

0.007 

6 

600 

326 

0.543 

3.090 

40 

0.442 

0.003 

6 

600 

274 

0.457 

3.110 

41 

0.398 

0.010 

6 

600 

234 

0..390 

3.106 

42 

0.328 

0.011 

6 

600 

176 

0.293 

3.119 

43 

0.268 

0.006 

6 

900 

194 

0.216 

3.112 

13 

1 

1.338 

0.009 

12 

600 

2  922 

4.870 

3.147 

2 

1.126 

0.018 

12 

300 

1  123 

3.743 

3.13:3 

3 

1.205 

0.004 

12 

000 

2  506 

4.177 

3.1.58 

4 

1.130 

0.009 

12 

600 

2254 

3.757 

3.128 

5 

1.044 

0.010 

12 

600 

1999 

3.332 

3.124 

6 

0.982 

0.013 

12 

600 

1815 

3.025 

3.108 

7 

0.909 

0.002 

12 

600 

1617 

2.695 

3.109 

8 

0.857 

0.005 

12 

600 

1490 

2.483 

3.130 

9 

0.775 

0.008 

12 

600 

1278 

2.130 

3.122 

10 

0.571 

0.012 

12 

600 

814 

1.357 

3.146 

11 

0.714 

0.005 

12 

600 

1  131 

1.885 

3.124 

12 

0.518 

0.009 

12 

600 

702 

1.170 

3.138 

13 

0.416 

0.003 

12 

900 

762 

0.847 

3.157 

14 

0.189 

0.010 

12 

1200 

320 

0.267 

3.248 

15 

0.324 

0.005 

12 

1200 

703 

0.586 

3.178 

16 

0.056 

0.009 

12 

1500 

67 

0.045 

3.383 

17 

0.142 

0.005 

12 

1800 

321 

0.178 

3.327 

18 

0.102 

0.015 

12 

1030 

104 

0.102 

3.129 

19 

0.822 

0.011 

12 

600 

1400 

2.333 

3.131 

20 

1.233 

0.008 

12 

480 

2060 

4.292 

3.135 
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TABLE  10.— (Continued.) 


6 

d 

A-verage 

Variation 

Length  of 

Time 

Actual 

Discharge, 

C 

a 

gauge 
height, 
in  feet. 

in  gauge 

interval, 

discharge, 

in  second- 

in  formula. 

s 
tf 

height. 

weir. 

in  seconds. 

cubic  feet. 

feet. 

Q  =  Clh^ 

h 

I 

Q 

14 

1 

0.081 

0.002 

24 

1800 

290 

0.161 

3.500 

2 

0.104 

0.008 

24 

1200 

277 

0.231 

3.438 

3 

0.167 

0.003 

24 

900 

416 

0.462 

3.382 

4 

0.233 

0.005 

24 

600 

449 

0.748 

3.324 

5 

0.294 

0.002 

24 

600 

627 

1.045 

3.278 

6 

0.395 

0.008 

24 

600 

970 

1.617 

3.256 

7 

0.510 

0.020 

24 

600 

1417 

2.362 

3.243 

8 

0.573 

0.003 

24 

600 

1669 

2.782 

3.207 

9 

0.717 

0.011 

24 

600 

2  321 

3.868 

3.186 

10 

0.910 

0.003 

24 

480 

2  635 

5.490 

3.162 

11 
12 
13 

1.102 

0.004 

24 

420 

3  063 

7.293 

3.152 

"i!283 

'6!6i4 

24 

*  *  366 

'2  724 

'k'.m 

'3!i24 

14 

1.429 

0.015 

24 

300 

3  171 

10.570 

3.094 

15 

0.549 

0.002 

24 

90O 

2  326 

2.584 

3.176 

16 

0.886 

0.007 

24 

900 

4  716 

5.240 

3.141 

17 

1.185 

0.005 

24 

600 

4  857 

8.095 

3.138 

18 

1.574 

0.005 

24 

480 

5  934 

12.362 

3.130 

19 

0.059 

0.009 

24 

2  100 

302 

0.096 

3.331 

20 

0.214 

0.004 

24 

600 

394 

0.657 

3.318 

15 

1 

0.482 

0.000 

36 

600 

2  001 

3.335 

3.323 

2 

0.468 

0.002 

36 

600 

1  921 

3.202 

3.333 

3 

0.426 

0.001 

36 

630 

1754 

2.784 

3.337 

4 

0.385 

0.000 

36 

600 

1448 

2.413 

3.367 

5 

36 



6 

'olioi 

'6!666 

36 

'  ■  *93d 

316 

'0.34b 

'3!53i 

7 

0.310 

0.001 

36 

600 

1028 

1.713 

3.308 

8 

0.198 

0.001 

36 

900 

808 

0.898 

3.398 

9 

0.452 

0.001 

36 

600 

1  800 

3.000 

3.291 

10 

0.614 

0.002 

36 

390 

1836 

4.708 

3.262 

11 

0.950 

0.003 

36 

480 

4  325 

9.010 

3.244 

12 

0.826 

0.003 

36 

600 

4  401 

7.335 

3.257 

13 

1.190 

0.007 

36 

510 

6  398 

12.545 

3.221 

14 

2.058 

0.004 

36 

360 

10  077 

27.992 

3.160 

15 

2.061 

0.0C5 

36 

300 

8  409 

28.030 

3.157 

16 

1.820 

0.007 

36 

360 

8  340 

23.167 

3.145 

17 

1.606 

0.010 

36 

300 

5  802 

19.340 

3.167 

18 

1.401 

0.003 

36 

360 

5  705 

15.847 

3.185 

19 

1.382 

0.004 

36 

600 

9  353 

15.588 

3.198 

20 

1.609 

0.004 

36 

360 

6  985 

19.403 

3.169 

21 

0.690 

0.001 

36 

600 

1        3  358 

5.597 

3.255 

Table  15  gives  the  value  of  0  in  the  formula,  Q  =  OZ/i^,  for  the 
gauge  heights  of  the  various  experiments,  arranged  in  the  order  of  their 
value.  It  will  be  observed  that  these  do  not  show  the  marked  variation 
characterizing  the  Cippoletti  weirs.  Table  16  gives  the  equations  of 
the  different  parabolas,  the  gauge  height  at  which  the  equations  change, 
and  the  proportion  that  these  gauge  heights  are  of  the  lengths  of  crest. 
It  may  be  seen  that  the  equations  do  not  have  such  a  wide  range 
as  in  the  previous  case,  and  that  the  three  equations  agree  more 
closely  with  each  other  as  the  size  of  the  weir  increases,  and  finally 
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TABLE  11. — Gauge  Height  and  Disciiahge  for  6-lNcn 
Rectangular  Weir. 


Oftiige 

height. 

Francis 

formula 
discharge. 

Actual 
(li.sciiarge. 

Percentage 

of 
difference. 

Gauge 
height. 

Francis 

formula 

discharge. 

Actual 

discharge. 

Percentajfe 

of 
difference. 

0.00 

0.0(TO 

0.000 

0.51 

0.568 

0.01 

0.002 

0.52 

0.585 

0.02 

0.005 

0.58 

0.602 

U.03 

0.009 

0.54 

0.619 

0.04 

0.018 

0.55 

0.636 

0.05 

0.018 

0.018 

0.56 

0.658 

0.06 

0.024 

0.57 

0.671 

0.07 

0.030 

0.58 

0.689 

0.08 

0.037 

0.59 

0.707 

0.09 

0.(>44 

0.60 

0.588 

0.725 

29. '60 

0.10 

0.050 

0.051 

2.00 

0.61 

0.748 

0.11 

0.059 

1 

0.62 

0.761 

0.12 

0.067 

0.63 

0.780 

0.13 

0.075 

0.64 

0.799 

0.14 

0.084 

0.65 

0.818 

0.15 

0.093 

0.66 

0.837 

0.16 

0.102 

0.67 

0.8.56 

0.17 

0.109 

0.112 

2.75 

0.68 

0.876 

0.18 

0.122 

0.69 

0.896 

0.19 

0.132 

0.70 

0.702 

0.916 

30.49 

0.20 

0.137 

0.142 

3.65 

0.71 

0.936 

0.21 

0.152 

0.72 

0.956 

0.22 

0.162 

0.73 

0.976 

0.23 

0.173 

0.74 

0.997 

0.24 

0.184 

0.75 

1.018 

0.25 

0.195 

0.76 

1.039 

0.26 

0.206 

0.77 

1.060 

0.27 

0.218 

0.78 

1.081 

0.28 

0.230 

0.79 

1.103 

0.29 

0.242 

0.80 

0.810 

1.125 

38.89 

0.80 

0.241 

0.254 

5.39 

0.81 

1.147 

0.81 

0.266 

0.82 

1.169 

0.32 

0.279 

0.83 

1.191 

0.33 

0.292 

0.84 

1.213 

0.34 

0.305 

0.85 

1.235 

0.35 

0.318 

0.86 

1.258 

0.36 

0.332 

0.87 

1.281 

0.37 

0.346 

0.88 

1.304 

0.38 

0.361 

0.89 

1.327 

0.39 

0.376 

0.90 

0.910 

1.350 

48.35 

0.40 

0.354 

0.391 

10.45 

0.91 

1.373 

0.41 

0.406 

0.92 

1.396 

0.42 

0.421 

0.93 

1.419 

0.43 

0.437 

0.»4 

1.442 

0.44 

0.453 

0.95 

1.465 

0.45 

0.412 

0.469 

0.96 

1.488 

0.46 

0.485 

0.97 

1.512 

0.47 

0.501 

0.98 

1.536 

0.48 

0.517 

0.99 

1.560 

0.49 

,0.534 

1.00 

0.999 

1.584 

58.56 

0.50 

0.471 

0.551 

16.99 

become  one  parabola  in  the  3-ft.  weir.     The  breaks  occur  at  about  the 
same  relative  positions  as  in  the  Cippoletti  weirs. 

Table  17  gives  the  discharges  of  each  weir  for  every  j§^  ft.  of 
gauge  height,  as  far  as  the  experiments  were  carried.  This  table 
shows  that  these  results  bear  a  verj^  ma.rked  proportionality  to  the  vari- 


ous lengths  of  crest. 
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TABLE  12. — Gauge  Height  and  Discharge  for  1-Foot 
Kectangular  Weir. 


Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

0.00 

0.000 

0.000 

0.65 

1.640 

0.01 

0.005 

0.66 

1.677 

0.02 

0.010 

0.67 

1.715 

0.03 

0.017 

0.68 

1.753 

0.04 

0.026 

0.69 

1.791 

0.05 

0.037 

0.037 

0.70 

1.677 

1.830 

9.12 

0.06 

0.048 

0.71 

1.869 

0.07 

0.060 

0.72 

1.908 

0.08 

0.073 

0.73 

1.948 

0.09 

0.087 

0.74 

1.988 

0.10 

0.108 

0.103 

0.75 

2.028 

0.11 

0.119 

0.76 

2.068 

0.12 

0.136 

0.77 

2.108 

0.13 

0.153 

0.78 

2.149 

0.14 

0.170 

0.79 

'        2.191 

0.15 

0.188 

0.188 

0.80 

2.001       I        2.233 

11.5 

0-16 

0.206 

0.81 

1        2.276 

0.17 

0.225 

0.82 

2.319 

0.18 

0.245 

0.83 

1        2.362 

0.19 

0.266 

0.84 

2.405 

0.20 

0.286 

0.287 

0.35 

0.85 

2.448 

0.21 

0.308 

0.86 

2.492 

0.22 

0.330 

0.87 

2.536 

0.23 

0.352 

0.88 

2.580 

0.24 

0.375 

0.89 

2.624 

0.25 

0.398 

0.90 

2.331 

2.668 

14.46 

0.26 

0.421 

0.91 

2.712 

0.27 

0.445 

0.92 

2.757 

0.28 

0.470 

0.93 

2.802 

0.29 

0.495 

0.94 

2.847 

0.30 

0.514 

0.521 

1.36 

0.95 

2.892 

0.31 

0.547 

0.96 

2.938 

0.33 

0.574 

0.97 

2.984 

0.33 

0.590 

0.602 

2.03 

0.98 

3.031 

0.34 

0.630 

0.99 

3.078 

0.35 

0.658 

1.00 

2.664 

3.125 

17.30 

0.36 

0.686 

1.01 

3.172 

0.37 

0.714 

1.02 

3.219 

0.38 

0.743 

1.03 

3.266 

0.39 

0.772 

1.04 

3.314 

0.40 

0.775 

0.801 

3.35 

1.05 

3.362 

0.41 

0.830 

1.06 

3.411 

0.42 

0.860 

1.07 

3.460 

0.43 

0.890 

1.08 

3.509 

0.44 

0.920 

1.09 

3.559 

0.45 

0.950 

1.10 

2.9(>7 

3.609 

20.42 

0.46 

0.981 

1.11 

3.659 

0.47 

1.012 

1.12 

3.709 

0.48 

1.044 

1.13 

3.759 

0.49 

1.077 

1.14 

3.809 

0.50 

1.060 

1.111 

4.81 

1.15 

3.860 

0.51 

1.145 

1.16 

3.911 

0.52 

1.179 

1.17 

3.962 

0.53 

1.213 

1.18 

4.014 

0.54 

1.247 

1.19 

4.066 

0.55 

1.282 

1.20 

3.327 

4.119 

23.81 

0.56 

1.317 

1.21 

4.172 

0.57 

1..S52 

1.22 

4.225 

0.58 

1.387 

1.23 

4.278 

0.59 

1.423 

1.24 

4.332 

0.60 

1.362 

1.459 

7.12 

1.25 

4.387 

0.61 

1.495 

1.26 

4.442 

0.62 

1.531 

1.27 

4.497 

0.63 

1.557 

1.28 

4.553 

0.64 

1.603 

1.29 

4.608 
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TABLE  12.- 

-(Continued.) 

Gaug*> 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Franci.s 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

1.80 
1.81 
1.82 
1.88 
1.84 
1.8S 

8.652 
8.813 

4.664 
4.7:^0 
■1.777 
4.884 

27,71 

1.86 
1.87 
1.88 
1.89 

1.40 

3.972 

TABLE  13. — Gauge  Height  and  Discharge  for  2-Foot 
Rectangular  Weir. 


Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

0.00 

0.00 

0.00 

i 

0.51 

3.34 

0.01 

0.01 

1 

0.52 

2.41 

0.02 

0.025 

0.53 

2  48 

0.03 

0.04 

0.54 

2.55 

0.04 

0.06 

0.55 

2.62 

0.05 

0.08 

0.08 

0.56 

2.69 

0.06 

0.10 

0.57 

2.76 

0.07 

0.125 

' 

0.58 

2.83 

0.08 

0.15 

0..59 

3.90 

0.09 

0.18 

0.60 

2.91 

3.98 

3.41 

0.10 

0.21 

0.21 

0.61 

3.05 

0.11 

0.34 

0.62 

8.12 

0.13 

0.27 

0.63 

3.19 

0.13 

0.30 

0.64 

3.26 

0.14 

0.84 

1 

0.65 

3.84 

0.15 

0.38 

0.66 

3.42 

0.16 

0.43 

0.67 

3.41 

3.50 

2.64 

0.17 

0.46 

\ 

0.68 

3.58 

0.18 

0.50 

1 

0.69 

3.66 

0.19 

0.54 

0.70 

3.63 

3.74 

3.03 

0.20 

0.58 

0.58 

0.71 

3.82 

0.21 

0.63 

1 

0.72 

3.90 

0.22 

0.68                               1 

0.73 

8.98 

0.23 

0.73 

0.74 

4.06 

0.24 

0.78 

0.75 

4.14 

0.25 

0.83 

0.76 

4.22 

0.36 

0.88 

0.77 

4.30 

0.27 

0.93 

0.78 

4.38 

0.28 

0.98 

1 

0.79 

4.46 

0.29 

1.03 

! 

0.80 

4.38 

4.54 

3.65 

0.30 

1.06 

1.08 

1.89 

0.81 

4.63 

0.31 

1.13 

1 

0.82 

4.70 

0.33 

1.18 

0.83 

4.78 

0.33 

1.23 

0.84 

4.87 

o.a4 

1.29 

0.85 

4.96 

0.35 

1.35 

0.86 

5.05 

0.36 

1.41 

0.87 

5.14 

0.37 

1.47 

1 

0.88 

5.23 

0.38 

1.53 

] 

0.89 

5.33 

0.39 

1.59 

0.90 

5. IT 

5.41 

4.64 

0.40 

1.62 

1.65 

1.85 

0.91 

5.50 

0.41 

1.71 

0.92 

5.59 

0.42 

1.77 

0.93 

5.68 

0.43 

1.83 

0.94 

5.77 

0.44 

1.89 

0.95 

5.86 

0.45 

1.95 

0.96 

5.95 

0.46 

2.01 

0.97 

'        6.04 

0.47 

2.07 

0.98 

6.13 

0.48 

2.13 

0.99 

6.22 

0.49 

2.20 

1.00 

5.99 

6.31 

5.34 

0.50 

2.24 

3.27 

1.34 

1.01 

6.40 
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TABLE   IS.— (Continued.) 


Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difiference. 

Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difiference. 

1.02 

6.49 

1.30 

8.59 

9.27 

7.92 

1.03 

6.58 

1.31 

9.37 

1.04 

6.67 

1.82 

9.47 

1.05 

6.76 

1.33 

9.58 

1.06 

6.85 

1.34 

9.69 

1.07 

6.95 

1.35 

9.80 

1.08 

7.05 

1.36 

9.91 

1.09 

7.15 

1.87 

10.02 

1.10 

6.84 

7.25 

5.99 

!        1.38 

10.13 

1.11 

7.35 

1.39 

10.24 

1.12 

7.46 

1.40 

9.49 

10.35 

9.06 

1.13 

7.55 

1.41 

10.46 

1.14 

7.65 

1.42 

10.57 

1.15 

7.75 

1.43 

10.68 

1.16 

7.85 

1.44 

10.79 

1.17 

7.95 

1.45 

10.90 

1.18 

8.05 

1.46 

11.01 

1.19 

8.15 

1.47 

11.12 

1.20 

7.70 

8.25 

7.14 

1.48 

11.23 

1.21 

8.35 

1.49 

11.34 

1.22 

8.45 

1.50 

10.40 

11.45 

10.09 

1.23 

8.55 

1.51 

11.56 

1.24 

8.65 

1.52 

11.67 

1.25 

8.75 

1.53 

11.78 

1.36 

8.85 

1.54 

11.89 

1.27 

8.95 

1.55 

12.00 

1.28 

9.05 

1.56 

1.29 

9.15 

Table  18  gives  the  values  of  G  in  the  formula,  Q  =  Clh^^  for  each 
of  the  rectangular  weirs,  for  each  y^^  ft.  of  gauge  height  to  0.3  ft. 
head,  and  for  each  -^^  ft.  thereafter.  These  values  are  based  on  the 
discharge,  Q,  as  given  in  Tables  11  to  14.  It  will  be  seen  that  these 
values  are  also  variable,  both  as  to  gauge  height  and  length  of  weir 
crest,  thus  again  indicating  the  fallacy  of  the  original  formula,  Q  = 
Glh'^.  Table  19  contains  the  values  of  C  of  Table  18  for  weirs  up  to 
3  ft.  in  length  and  values  as  given  by  the  late  Hamilton  Smith,  M.  Am. 
Soc.  C.  E.,  for  the  larger  weirs.  The  tables  and  plates  given  herewith 
indicate  that  the  Francis  formula  is  not  applicable,  within  reasonable 
limits  of  accuracy,  for  gauge  heights  of  more  than  one-fourth  of 
the  length  of  the  crest,  and  also  that  the  errors  increase  with  the  size 
of  the  weir.  The  varying  values  of  C  indicate,  as  in  the  case  of  the 
Cippoletti  weirs,  that  the  exponent,  |,  in  the  formula,  Q  =  Clh^,  is 
incorrect,  and  that  if  this  formula  is  used  it  will  be  necessary  to 
obtain  a  new  value  of  C  for  each  computation  of  discharge.  Owing 
to  the  proportionality  existing  among  the  various  values  of  discharge 
for  the  same  gauge  heights,   and  the  tendency  toward   one  equation 


lo:^ 


Wlill;    I)IS(IIAI{(}K    EXI'liUI  MK.VTS 


'IWPiI.E  14. — Gaugk  Hkioht  and  Discharok  for  3-Foot 
Kkctangulau  Weir. 


Oniitro 
heifiht. 

Francis 

formula 

discharge. 

Actual 
discharpe. 

Percentage 

of 
difference. 

Oanpe 
heijfht. 

Francis 

formula 

discharije. 

Actual 
(liKcharf^e. 

Percentage 

of 
difference. 

0.00 

0.00 

0.00 

0.65 

5.18 

0.01 

0.01 

0.66 

5.25 

0.02 

0.04 

0.67 

5.37 

0.08 

0.07 

0.C8 

5.4H 

0.04 

0.10 

0.69 

5.61 

0.05 

0.18 

0.70 

o.riK 

5.73 

2.69 

0.06 

0.17 

0.71 

5.8.T 

0.07 

0.21 

0.72 

5.97 

0.08 

0.25 

0.78 

6.09 

O.Ofl 

0.29 

0.74 

6.22 

0.10 

0.81 

0.88 

6.45 

0.75 

6.35 

0.11 

0.38 

0.76 

6.48 

0.12 

0.48 

1        0.77 

6.61 

0.13 

0.48 

0.78 

6.74 

0.14 

0.54 

0.79 

6.87 

0.15 

0.60 

!        0.80 

6.77 

7.00 

3.40 

0.16 

0.66 

;        0.81 

7.13 

0.17 

0.72 

0.82 

7.26 

0.18 

0.78 

0.83 

7.39 

0.19 

0.84 

0.84 

7.52 

0.20 

0.88 

0.91 

3.41 

0.85 

7.65 

0.21 

0.98 

0.86 

7.78 

0.22 

1.05 

!        0.87 

7.91 

0.23 

1.12 

0.88 

8.05 

0.24 

1.19 

0.89 

8.19 

0.25 

1.26 

0.90 

8.02 

8.83 

3.87 

0.26 

1.33 

0.91 

8.47 

0.27 

1.41 

0.92 

8.61 

0.28 

1.49 

0.93 

8.75 

0.29 

1.57 

0.94 

8.89 

0.30 

1.61 

1.65 

2.48 

0.95 

9.03 

0.31 

1.73 

0.96 

9.17 

0.82 

1.81 

0.97 

9.31 

0.33 

1.90 

0.98 

9.45 

0.34 

1.99 

0.99 

9.59 

0.35 

2.08 

1.00 

9.32 

9.73 

4.40 

0.36 

2.17 

1.01 

9.87 

0.87 

2.26 

1        1.02 

10.01 

0.38 

2.35 

!        1.03 

10.15 

0.39 

2.44 

1.04 

10.30 

0.40 

2.46 

2.53 

2.85 

i        1.05 

10.45 

0.41 

2.62 

!        1.06 

10.60 

0.42 

2.71 

1.07 

10.75 

0.43 

2.80 

1.08 

10.90 

0.44 

2.90 

1.09 

11.05 

0.45 

3.00 

1.10 

10.68 

11.20 

4.87 

0.46 

3.10 

1.11 

11.35 

0.47 

3.20 

1.12 

11.50 

0.48 

3.30 

1.13 

11.65 

0.49 

3.40 

1.14 

11.80 

0.50 

3.41 

3.50 

2.64 

1.15 

11.95 

0.51 

3.60 

!         1.16 

12.10 

0.52 

3.70 

1.17 

12.25 

0.53 

3.80 

1.18 

12.40 

0.54 

3.90 

1.19 

12.55 

0.55 

4.01 

1.20 

12.08 

12.70 

5.13 

0.56 

4.12 

1.21 

12.85 

0.57 

4.23 

1.22 

18.00 

0.58 

4.34 

1.23 

13.15 

0.59 

4.45 

1.24 

13.31 

0.60 

4.46 

4.56 

2.24 

1.25 

13.47 

% 

0.61 

4.67 

' 

'         1.26 

13.63 

<^ 

0.62 

4.78 

1.27 

13.79 

1 

0.63 

4.89 

i         1.28 

13.95 

J 

0.64 

5.01 

1         1.29 

14.11 
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TABLE  U.— (Continued.) 


Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

Gauge 
height. 

Francis 

formula 

discharge. 

Actual 
discharge. 

Percentage 

of 
difference. 

1 

i 

1.71 

21.19 

1.30 

13.52 

14.27 

5.. 55 

1.31 

14.43 

1.72 

21.37 

1.32 

14,59 

1.73 

21.55 

1.33 

14.75 

1.74 

21.73 

1.34 

14.91 

1.75 

21.91 

1.35 

15.07 

1.76 

22.10 

1.36 

15.23 

1.77 

22.29 

1.37 

15.39 

1.78 

22.48 

.1.88 

15.55 

1.79 

22.67 

1.39 

15.71 

1.80 

21.23 

22.86 

7.68 

1.40 

15.00 

15,87 

5.8 

1.81 

23.05 

1.41 

16.03 

1.82 

23.24 

1.42 

16.19 

1.83 

23.43 

1.43 

16.35 

1.84 

23.62 

1.44 

16.51 

1.85 

23.81 

1.45 

16.68 

1.86 

24.00 

1.46 

16.85 

1.87 

24.20 

1.47 

17.02 

1.88 

24.40 

1.48 

17.19 

1.89 

24.60 

1.49 

17.36 

1.90 

22.85 

24.80 

8,53 

1,50 

16.53 

17.53 

6.05 

1.91 

25.00 

1.51 

17.70 

1.92 

25.20 

1.52 

17.87 

1.93 

25.40 

1.53 

18.04 

1.94 

25.60 

1.54 

18.21 

1.95 

25.80 

1.55 

18.38 

1.96 

26.00 

1.56 

18.55 

1.97 

26.20 

1.57 

18.72 

1.98 

26.40 

1.58 

18.89 

1.99 

26.60 

1.59 

19.06 

2.00 

24.48 

26.80 

9.48 

1.60 

18.06 

19.23 

6.48 

2.01 

27.00 

1.61 

19.40 

2.02 

27.20 

1.62 

19.57 

2.03 

27.40 

1.63 

19.75 

2.04 

27.60 

1,64 

19.93 

2.05 

27.81 

1.65 

20.11 

2.06 

28.02 

1.66 

20.29 

2.07 

28.23 

1.67 

20.47 

2.08 

28.44 

1.68 

20.65 

2.09 

28.65 

1.69 

20.83 

2.10 

26.14 

28.86 

10.41 

1.70 

19.63 

21.01 

7.03 

in  the  logarithmic  curves,  it  is  recommended  that,  for  weirs  more  than 
3  ft.  in  length,  the  equation,  3.242  Z/i^-*^  be  used  ;  for  the  smaller  weirs, 
the  tables  give  the  desired  results. 

As  an  alternative,  Table  19  contains  the  values  of  C  for  various 
gauge  heights  and  sizes  of  weirs.  By  means  of  these  values,  discharge 
tables  may  be  prepared  for  any  size  of  weir  up  to  19  ft.  in  length. 

In  the  foregoing  experiments,  no  attempt  has  been  made  to  develop 
a  formula  that  will  apply  to  all  weirs,  but  merely  to  obtain  ratings, 
as  far  as  possible,  and  a  formula  or  table  that  may  be  used  with  a 
reasonable  degree  of  accuracy  for  large  weirs  with  heads  higher  than 
previously  tested.  In  this  manner  sufficiently  accurate  tables  can  be 
made  and  applied  to  irrigation  work. 
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TAIM.K  15. — Ci.M'CK  ]Ii:i(;iiT  and  Values  of  C  in  thi:  Formula, 

Q  =  Clhl 
Rectangular  Weirs. 


Series 

No. 

Ruu  No. 

Average 
KauKe 

C.          j 

Series 

RuD  No. 

Average 
gauge 
height. 

C. 

height. 

1           iNO. 

6-lNcn  Weir. 

1-FooT  Weir. 

—{C<jntinued.) 

4 

10 

0.030 

3.462 

18 

8 

0.857 

8.180 

9 

0.042 

8.256 

7 

0.909 

3.109 

8 

0.0H2 

8.319 

6 

0.982 

3.108 

30 

0.110 

8.288 

5 

1.044 

3.124 

2 

0.112 

3.307 

2 

1.126 

3.18;^ 

1 

0.117 

3.192 

4 

1.180 

3.128 

31 

0.154 

3.174 

8 

1.205 

8. 158 

3 

0.156 

3.247 

20 

\.2m 

3.135 

7 

0.170 

3.081 

1 

1.338 

3.147 

32 

0.208 

3.148 

29 

0.231 

8.009 

2-F0()T  Weir. 

4 

0.236 

8.139 

43 

0.268 

3.112 

14 

19 

0.059 

3.331 

28 

0.309 

3.050 

1 

0.081 

3.500 

42 

0.328 

3.119 

2 

0.104 

3.438 

27 

0.346 

3.065 

3 

0.167 

3.382 

5 

0.348 

3.147 

20 

0.214 

3.318 

41 

0.398 

3.106 

4 

0.233 

3.324 

26 

0.405 

3.088 

5 

0.294 

3.278 

40 

0.442 

3.110 

6 

0.395 

3.2.56 

25 

0.446 

3.088 

7 

0.510 

3.243 

36 

0.472 

3.114 

15 

0.549 

3.176 

24 

0.487 

3.108 

8 

0.573 

3.207 

39 

0.498 

3.090 

9 

0.717 

3.186 

6 

0.499 

3.132 

16 

0.886 

3.141 

34 

0.524 

3.127 

10 

0.910 

3.162 

23 

0.564 

3.083 

11 

1.102 

3.152 

22 

0.572 

3.102 

12 



12 

0.574 

3.113 

17 

1.185 

"3J38 

33 

0.604 

3.119 

13 

1.283 

3.124 

38 

0.638 

3.132 

14 

1.429 

3.094 

35 

0.661 

3.145 

18 

1.574 

8.130 

37 

0.662 

3.130 

11 

0.678 

3.128 

3-Foo 

r  Weir. 

21 

0.683 

3.125 

16 

0.751 

3.135 

15 

6 

0.101 

3.531 

13 

0.774 

3.142 

8 

0.198 

3.398 

17 

0.803 

3.141 

7 

0.810 

3.308 

14 

0.866 

3.132 

4 

0.385 

3.367 

18 

0.902 

3.163 

5 

19 

0.955 

3.157 

3 

'0.426 

"3!337 

15 

0.992 

3.168 

i 

9 

0.452 

3.291 

20 

0.999 

3.169 

1 

2 

0.468 

3.333 

1 

0.482 

3.322 

1-FooT  Weir. 

10 

21 

0.614 
0.690 

3.262 
3.255 

13 

16 

0.056 

3.383 

12 

0.826 

3.257 

18 

0.102 

3.129 

1 

11 

0.950 

3.244 

17 

0.142 

3.327 

1 

13 

1.190 

3.221 

14 

0.189 

3.248 

19 

1.382 

3.198 

15 

0.324 

3.178 

18 

1.401 

3.185 

13 

0.416 

3.157 

1 

17 

1.606 

3.167 

12 

0.518 

3.138 

1 

1 

20 

1.609 

3.169 

10 

0.571 

3.146 

1 

16 

1.820 

3.145 

11 

0.714 

3.124 

14 

2.058 

3.160 

9 

0.775 

3.122 

,                               15 

2.061 

3.157 

19 

0.822 

3.131 
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TABLE  16. — Equations  and  Location  of  Breaks 
IN  Logarithmic  Curves. 

Kectangular  Weirs. 


Equation. 


Gauge  height  of  break. 


Gauge  height  of  break 

divided  by  length  of 

weir  crest. 


6-Inch  Weir. 


2.958  /^i-45 
3.134  i;ii-50 
3.170  Z7ii-52 


0.656 
1.144 


1-FooT  Weir. 


3.084  ??ii-*7 
3.123  Z;il-49 
3.126  Z/ii-51 


0.540 

0.982 


2-FooT  Weir. 


3.048  Ih^-^^ 

3.146  Z/ii*6 

3.147  Z/il*7 


0.107 
0.443 


3-FooT  Weir. 


3.242  Z/il*6 
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TABLE  17. — Gauge  Heights  and  Discharge  for 
Rectangular  Weirs. 


Gaiipe 

heii^ht.  Id 

feet. 


0.00 
0.05 
0.10 
0.15 
0.20 
0.25 
0.30 
0.35 
0.40 
0.45 
0.50 
0.55 
0.60 
0.65 
0.70 
0.75 
0.80 
0.85 
0.90 
0.95 
1.00 
1.05 
1.10 
1.15 
1.20 
1.25 
1.30 
1.35 
1.40 
1.45 
1.50 
1.55 


Discharge  of 
6-in.  weir. 


.60 

.65 

.70 

.75 

.80 

1.85 

1.90 

1.95 

2.00 

2.05 

2.10 


0.000 
0.018 
0.051 
0.093 
0.142 
0.195 
0,254 
0.818 
0.391 
0.469 
0.551 
0.636 
0.725 
0.818 
0.916 
1.018 
1.125 
1.235 
1.350 
1.465 
1.584 


Discharge  of 
1-ft.  weir. 


0.000 
0.037 
0.108 
0.188 
0.287 
0.398 
0.521 
0.658 
0.801 
0.950 
1.111 
1.282 
1.459 
1.640 
1.830 
2.028 
2.233 
2.448 
2.668 
2.892 
3.125 
3.362 
3.609 
3.860 
4.119 
4.387 
4.664 


Discharge  of 
2-ft.   weir. 


0.00 
0.08 
0.21 
0.88 
0.58 
0.83 
1.08 
1.35 
1.65 
1.95 
2.27 
2.62 
2.98 
3.34 
3.74 
4.14 
4.54 
4.96 
5.41 
5.86 
6.31 
6.76 
7.25 
7.75 
8.25 
8.75 
9.27 
9.80 
10.35 
10.90 
11.45 
12.00 


Discharge  of 
3-ft.  weir. 


0.00 
0.18 
0.83 
0.60 
0.91 
1.26 
1.65 
2.08 
2.53 
3.00 
3.50 
4.01 
4.57 
5.13 
5.73 
6.35 
7.00 
7.65 
8.33 

9. as 

9.73 
10.45 
11.20 
11.95 
12.70 
13.47 
14.27 
15.07 
15.87 
16.68 
17.53 
18.38 
19.23 
20.11 
21.01 
21.91 
22.86 
23.81 
24.80 
25.80 
26.80 
27.81 
28.86 
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TABLE  18. — Gauge  Heights  and  Values  of  C  in  the  Formula, 

3 

Q  =  ClJi^^  FOR  THE  Rectangular  Weir. 


Gauge  height. 

Length  of  Weir,  in  Feet. 

1 

6-in. 

1 

1-ft. 

2-ft. 

3-ft. 

0.05 

3.214 

3.304 

3.571 

3.335 

0.10 

3.838 

3.259 

3.322 

3.481 

0.15 

3.601 

3.236 

3.270 

3.442 

0.20 

3.177 

3.210 

3.163 

3.393 

0.25 

3.120 

3.184 

3.320 

3.360 

0.30 

3.092 

3.171 

3.286 

3.347 

0.40 

3.091 

3.166 

3.261 

3.333 

0.50 

3.116 

3.142 

3.210 

3.299 

0.60 

3.119 

3.139 

3.206 

3.270 

0.70 

3.128 

3.124 

3.192 

3.261 

0.80 

3.145 

3.121 

3.172 

3.261 

0.90 

3.162 

3.125 

3.168 

3.252 

1.0 

3.168 

3.125 

3.155 

3.243 

1.1 

3.128 

3.142 

3.236 

1.2 

3.134 

3.138 

3.220 

1.3 

3.147 

3.127 

3.209 

1.4 

3.124 

3.193 

1.5 

3.115 

3.179 

1.6 

3.167 

1.7 

3.160 

1.8 

3.155 

1.9 

3.156 

3.0 

3.159 

2.1 

3.161 

TABLE  19. — Coefficients  for  Weirs  with  Two  Complete  End 

3 

Contractions,  for  Use  in  the  Formula,  Q  =  Clh'^. 


H=Head. 

L= Length  of 

Weir,  in  Feet. 

6-iii. 

1-ft. 

2-ft. 

3-ft. 

4-ft. 

5-ft. 

7-ft. 

10-ft. 

15-ft. 

19-ft. 

0.05 

3.214 

3.304 

3.571 

3.385 

0.10 

3.838 

3.259 

3.322 

3.481 

3.494 

3.494 

3.499 

3.504 

3.504 

3.510 

0.15 

3.601 

3.236 

3.270 

3.442 

3.419 

3.424 

3.424 

3.429 

3.435 

3.435 

0.20 

3.177 

3.210 

3.163 

3.393 

3.376 

3.376 

3.381 

3.386 

3.392 

3.392 

0.25 

3.120 

3.184 

3.320 

3.360 

3.344 

3.349 

3.354 

3.360 

3.360 

3.365 

0.30 

3.092 

3.171 

3.286 

3.347 

3.322 

3.322 

3.333 

3.338 

3.338 

3.344 

0.40 

3.091 

3.166 

3.261 

3.3.33 

3.285 

3.290 

3.301 

3.306 

3.312 

3.317 

0.50 

3.116 

3.142 

3.210 

3.299 

3.264 

6.269 

3.280 

3.290 

3.295 

3.301 

0.60 

3.119 

3.139 

3.206 

3.270 

3.247 

3.253 

3.269 

3.280 

3.285 

3.290 

0.70 

3.128 

3.124 

3.192 

3.261 

3.231 

3.242 

3.258 

3.274 

3.280 

3.285 

0.80 

3.145 

3.121 

3.172 

3.261 

3.221 

3.2.31 

3.247 

3.269 

3.274 

3.280 

0.90 

3.162 

3.125 

3.168 

3.252 

3.210 

3.226 

3.242 

3.258 

3.269 

3.274 

1.0 

3.168 

3.125 

3.155 

3.243 

3.199 

3.215 

3.231 

3.253 

3.264 

3.269 

1.1 

3.128 

3.142 

3.236 

3.189 

3.205 

3.226 

3.242 

3.258 

3.264 

1.2 

3.134 

3.138 

3.220 

3.178 

3.194 

3.215 

3.237 

3.253 

3.264 

1.3 



3.147 

3.127 

3.209 

3.167 

3.199 

3.205 

3.231 

3.247 

3.258 

1.4 

3.124 

3.193 

3.156 

3.178 

3.199 

3.221 

3.242 

3.258 

1.5 

3.115 

3.179 

3.151 

3.167 

3.189 

3.215 

3.237 

3.253 

1.6 

3.167 

3.140 

3.162 

3.183 

3.210 

3.231 

3.247 

1.7 

3.160 



3.178 

3.205 

3.226 

3.247 

1.8 

3.155 

1.9 

3.156 

2.0 

3.159 

2.1 

3.161 
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DISCUSSIOTsT 


Mr.  C.   H.    PiKRCE,   Assoc.    M.    Am.    Soc.    C.    E.    (by   letter). — Certain 

^^^^  oomparisnns  of  current-meter  moasurements  with  weir  discharge 
by  standard  formulas,  made  by  the  writer  and  other  members 
of  the  United  States  Geological  Survey  in  Hawaii  during  1911,  verify 
the  conclusions  reached  by  the  authors  in  their  experiments  on  weir 
discharge. 

The  weirs  were  on  irrigation  ditches  which  offered  excellent  oppor- 
tunities for  velocity-area  measurements,  either  in  flumes  or  prismatic 
sections,  within  short  distances  of  the  weirs.  The  methods  of  making 
the  velocity-area  determinations  were  those  regularly  used  by  the  engi- 
neers of  the  Geological  Survey,  as  follows :  The  total  cross-section  hav- 
ing been  divided  into  a  number  of  section  units,  the  mean  velocity  and 
area  of  each  were  measured;  the  product  of  the  mean  velocity  and  area 
of  each  individual  section  gave  the  discharge  for  that  section,  the 
total  discharge  being  the  sum  of  those  of  the  individual  sections.  In 
most  cases  the  sections  were  ^  ft.  wide,  and  they  always  extended 
vertically  from  the  water  surface  to  the  bottom  of  the  channel.  The 
mean  velocity  of  the  section  was  taken  as  one-half  the  sum  of  the 
means  for  the  verticals  on  each  edge  of  the  section,  the  mean  velocity 
for  the  vertical  being  one-half  the  sum  of  the  velocities  at  two-tenths 
and  eight-tenths  of  the  depth.  In  this  way,  four  determinations  enter 
into  the  computation  of  velocity  for  any  individual  section. 

The  velocity  measurements  were  made  with  small  Price  electric 
current'  meters  which  had  been  rated  by  the  United  States  Bureau 
of   Standards  at  Chevy  Chase  Lake,  Maryland. 

Meter  discharge  comparisons  were  made  with  a  large  number 
of  weirs,  but  the  measurements  in  all  cases  did  not  cover  a  sufficient 
range  in  stage  for  a  complete  rating.  The  results  of  comparisons  with 
four  typical  weirs  will  be  given.  These  weirs  were  all  much  larger  than 
those  used  by  the  authors,  and  may  be  considered  as  types  of  the  better 
class,  being  well  constructed,  and  designed  to  meet  the  requirements 
of  standard  weir  formulas.  Two  of  the  weirs  were  rectangular;  one 
had  a  10-ft.  crest  and  the  other  nine  panels,  each  29  in.  wide.  The 
other  two  weirs  were  of  the  Cippoletti  type,  having  crest  widths  of  17 
and  25  ft.,  respectively. 

The  comparisons  covered  a  range  in  stage  equal  to  that  reached  by 
the  weirs  under  ordinary  working  conditions. 

10-Foot  Rectangular  Weir. — This  was  an  especially  well-constructed 
weir,  with  a  long  approach  channel  and  good  end  contractions.  Its 
crest  and  sides  were  formed  by  a  sharp-edged  steel  plate  set  in  con- 
crete.    The  width  of  the  approach  channel  at  the  crest  level  was  23  ft.; 
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the  depth  below  crest  level  was  5.3  ft.,  with  side   slopes  of  1   to   4,     Mr. 
giving  an  approach  channel  having  an  area  of  115  sq.  ft.  below  crest 
level.    A  continuous  record  of  the  head  on  the  crest  was  obtained  by  an 
automatic  clock  register. 

Six  discharge  measurements,  taken  a  short  distance  below  the  weir, 
give  a  rating  curve  which  is  very  well  defined  between  heads  of  0.4 
and  1.6  ft. 

A  comparison  of  the  discharge  curves  obtained  from  the  Francis 
formula, 

Q  =  3.3S  (h  —  0.2h)  h^ 

and  from  current-meter  measurements,  is  shown  by  Table  20  and 
by  Fig.  5. 

Nine-Panel  Rectangular  Weir. — Each  of  the  nine  panels  in  this  weir 
had  a  crest  width  of  29  in.  The  crests  and  sides  of  the  panels  were 
formed  by  sharp-edged  steel  plates,  but  it  is  probable  that,  at  the  higher 
stages,  the  end  contractions  were  not  complete.  The  pool  was  approxi- 
mately circular,  and  the  weir  panels  were  placed  on  a  chord;  water  was 
delivered  to  the  pool  by  a  timber  flume,  8  ft.  wide  and  6  ft.  deep,  the 
direction  of  flow  of  the  water  on  entering  the  pool  from  the  flume 
being  nearly  at  right  angles  to  the  line  of  the  weir.  Here,  also,  a 
continuous  record  of  the  head  on  the  crest  was  obtained  with  an 
automatic  clock  register. 

Twelve  discharge  measurements  in  the  flume  above  the  pool  give 
a  rating  curve  which  is  very  well  defined  between  heads  of  0.4  and  1.6  ft. 

A  comparison  of  the  discharge  curves  obtained  from  the  Francis 
formula  and  from  current-meter  measurements,  is  shown  by  Table  20 
and  by  Fig.  5. 

25-Foot  Cippoletti  Weir. — This  weir  had  a  sharp-edged  crest  and 
sides,  formed  by  a  steel  plate  set  in  concrete.  The  crest  width  was  25  ft. 
and  the  end  inclinations  were  1  to  4.  Four  current-meter  measure- 
ments, taken  in  a  lined  section  of  the  ditch  a  short  distance  above  the 
weir,  define  a  rating  curve  between  heads  of  0.4  and  0.9  ft.  An  auto- 
matic clock  register  gave  a  continuous  record  of  the  head  on  the  weir. 

A  comparison  of  the  discharge  curves  obtained  from  the  Francis 
formula  and  from  current-meter  measurements  is  shown  by  Table  20 
and  by  Fig.  6.  The  curves  cross  at  about  0.55  ft.  head,  showing  thnt, 
for  the  lower  heads  on  this  weir,  the  end  inclinations  should  slightly 
exceed  1  to  4,  in  order  to  provide  complete  compensation  for  end  con- 
tractions.* At  the  higher  stages  there  was  some  velocity  of  approach 
at  the  center  of  the  weir,  diminishing  to  an  inappreciable  amount  at 
the  sides. 

17-Foot  Cippoletti  Weir. — This  was  similar  in  construction  to  the 
25-ft.   weir,   and  likewise   had  a   sharp-edged  crest   and  sides,  formed 

*  Water-Supply  Paper  No.  300,  U.  S.  Geological  Survey,  p.  48. 
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TABLE  20. — (\).Mi'.\Hiso\  OF  J)ischak(;k 
BY   Wniits  AND  MY   Vklocity-Auka   Mkas!  kkments. 


!  1,1 


s=« 


Averaee 

gaut;e  height, 

in  feet. 


Variiition  in 

gauge  height, 

in  feet. 


Discharge 
by  Francis 
formula,  in 
second-feet. 


Discharge 

l)y  current 

meter,  in 

second-feet. 


Difference, 

in 
second-feet. 


Percentage 

of 
dlflrerence. 


10-FooT  Rectangular  Weir. 


0.471 

0.001 

10.7 

11.7 

1.0 

9.3 

0.716 

0.000 

19.9 

21.5 

1.6 

8.0 

0.984 

0.000 

31.7 

35.0 

3.3 

10.4 

1.156 

O.OOU 

40.4 

43.0 

2.6 

6.4 

1.282 

0.004 

47.1 

50.6 

3.5 

7.4 

1.474 

0.000 

57.9 

62.7 

4.8 

8.8 

9-Panel  Rectangular  Weir. 

0.45 

21.0 

2:^.6 

2.6 

12.4 

0.54 

27.4 

30.0 

2.6 

9.5 

0.67 

37.6 

42.9 

5.3 

14.1 

0.67 

37.6 

43.8 

6.2 

16.5 

0.68 

38.4 

48.4 

5.0 

13.0 

0.84 

51.8 

60.7 

8.9 

17.2 

0.98 

60.0 

69.3 

9.8 

15.5 

0.94 

60.8 

70.0 

9.2 

15.3 

0.97 

63.6 

74.9 

11.8 

17.8 

1.22 

87.8 

108. 

15.2 

17.3 

1.47 

113. 

188. 

25. 

22.1 

1.47 

113. 

143. 

30. 

26.5 

25-FooT  CiPPOLETTi  Weir. 

0.405 
0.662 
0.845 

0.852 

0.010 
0.007 
0.005 
0.005 

21.4 
44.8 
64.7 
65.5 

20.9 
46.3 
70.8 
71.8 

-0.5 

+  1.5 
+  6.1 
+  6.3 

-2.3 
+  3.3 

-1-8.6 
+  8.8 

17-FooT  CipPOLETTi  Weir. 


0.87 

0.00 

12.7 

12.3 

—  0.4 

—  2.2 

0.51 

0.00 

20.6 

19.5 

—  1.1 

-5.8 

0.62 

0.00 

27.6 

26.9 

-0.7 

—  2.5 

1.12 

0.02 

67.1 

68.5 

+  1.4 

+  2.1 

by  a  steel  plate  set  in  conci-ete.  The  crest  width  was  17  ft.  and  the  end 
inclinations  were  1  to  4.  Four  current-meter  measurements,  taken 
in  an  unlined  section  of  the  ditch  about  i  mile  above  the  weir,  define 
a  rating  curve  between  heads  of  0.3  and  1.2  ft.  An  automatic  clock 
register  provided  a  continuous  record  of  the  head  on  the  weir. 

A  comparison  of  the  discharge  curves  obtained  from  the  Francis 
formula  and  from  current-meter  measurements  is  shown  by  Table  20 
and  by  Fig.  6.  The  curves  cross  at  about  0.8  ft.,  indicating  that,  for 
this  weir,  the  end  inclinations  should  somewhat  exceed  1  to  4  for  heads 
less  than  0.8  ft.,  if  the  effect  of  end  contraction  is  to  be  completely 
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H»S|  DISCUSSION  ()\   \\i;ii;  niscii  nuci;  i;xri:inM  knts 

Mr.     ooinprnsnt(Ml.     'I'lioro  wns  no   npprocinMo  velocity   of  ai)f)roach  at  any 
Pierce.     ^ 

stage. 

General  Conclusions. — The  results  of  these  comparisons  agree  with 

those  obtained  by  the  authors  as  far  as  showing  that,  for  rectangular 

weirs,  the  discharge,  as  computed  by  tlie  Francis  formula, 

Q  =  H.:i:\  (b  —  0.2/1)  A^' 

is  less  than  the  actual  discharge.  This  is  found  to  be  true  for  all 
stages  covered  by  the  comi)arisons,  the  percentage  of  difference  varying, 
but  usually  being  greater  for  the  lower  heads,  except  for  weirs  which 
were  affected  by  velocity  of  approach. 

The  comparisons  made  by  the  velocity-area  method  seem  to  give 
a  smaller  departure  from  the  Francis  formula  than  those  made  volu- 
metrically  by  the  authors.  It  must  be  remembered,  however,  that 
the  weirs  were  much  larger  than  those  used  in  the  Boise  exx)eriments, 
and  that  the  heads  were  relatively  less,  being  well  within  the  limits 
for  which  weir  formulas  are  considered  applicable;  also,  that  the  weirs 
were  in  actual  operation  and  adjusted  to  every-day  conditions.  It 
appears  that  the  authors  extended  their  experiments  on  the  small  6-in. 
and  12-in.  weirs  to  heads  much  greater  than  should  be  allowed  for 
those  sizes. 

For  the  17-ft.  and  25-ft.  Cippoletti  weirs  at  low  heads,  the  Francis 
formula  agrees  fairly  well  with  the  results  obtained  by  the  velocity- 
area  method,  the  formula  giving  a  slightly  greater  discharge.  For  a 
discharge  of  more  than  about  40  sec-ft.,  in  each  case,  the  curves  diverge 
quite  rapidly,  with  the  velocity-area  discharge  the  greater. 

As  a  result  of  comparative  measurements  by  the  velocity-area  method 
with  several  types  of  weirs  varying  in  size  from  12  in.  to  30  ft.,  the 
writer  has  reached  the  conclusion  that  the  design  and  construction 
of  the  weir  and  the  method  of  delivering  the  water  to  the  crest  greatly 
modify  the  theoretical  discharge,  and  that  no  coefficient  can  be  made 
to  apply  accurately  to  different  weirs,  although  of  the  same  type,  if 
constructed  under  different  designs.  What  is  needed  is  a  standard 
form  of  construction  and  a  rating  for  each  type  of  weir.  A  certain 
type  should  be  designed,  say,  for  delivering  not  more  than  1  sec-ft. 
of  water,  and  a  rating  should  be  provided  for  this  weir,  with  definite 
limits  as  to  operating  head;  a  second  type  should  be  designed  for 
quantities  between  1  and  5  sec-ft.,  with  a  corresponding  rating;  and, 
in  like  manner,  weirs  of  different  capacities  should  be  designed  for 
specified  limits  of  head.  The  rating  should  be  determined  experiment- 
ally for  each  type  of  weir,  and  from  direct  observations  on  that  par- 
ticular type.  A  set  of  standard  plans  and  specifications  for  every 
rating  would  make  it  possible  for  different  persons  to  construct  weirs. 
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Mr  iiiul  uiiflor  (litTcrcnt  coiuHtions.  but  acconlini'  to  the  samo  deaiirn.  and 
^^iving  coiiiparabh'  results.  Tho  rating  for  any  weir  might  be  ex- 
pressed algebraically,  but  T)robably  not  in  the  simple  exponential  equa- 
tion of  the  Francis  formula. 

Mr.  Francis  F.  Longley,  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter).— Tho 

autliors  of  this  paper  state  that  the  experiments  "were  made,  not  with 
the  idea  of  obtaining  new  general  formulas  for  weirs,  but  for  the 
purpose  of  testing  tho  general  weir  formulas  and  ascertaining  whether 
they  are  applicable  to  the  weirs  on  the  Boise  and  other  projects  of 
tho  Hoclnmation  Service." 

One  of  the  most  conspicuous  features  of  this  paper  is  the  groat 
difference  that  is  noted  betw^een  the  measured  quantities  and  the 
quantities  as  computed  by  old  established  formulas.  Without  some 
further  analysis,  this  is  likely  to  leave  the  false  impression  in  tho  minds 
of  those  who  are  not  well  acquainted  with  the  unparalleled  researches 
of  Francis,  Fteley  and  Stearns,  and  Bazin,  that  their  work  was  all 
for  naught,  and  therefore  a  word  regarding  the  recognized  limitations 
of  their  formulas  is  in  order. 

In  the  measurement  of  water  by  the  flow  over  weirs,  one  of  the 
factors  which  may  become  very  uncertain  if  its  limitations  are  ignored 
is  the  matter  of  end  contractions.  Perhaps  the  most  convenient  form 
of  weir  is  a  shar[->-edged  notch  in  a  vertical  thin  plate,  which  gives 
a  stream  with  the  ends  fully  contracted.  Because  of  its  convenience, 
this  form  has  been  studied  by  several  able  investigators  in  connection 
with  other  weir  studies,  and  it  is  interesting  io  note  their  comments 
on  the  limitations  which  must  be  kept  in  mind  in  dealing  with  end 
contractions. 

The  late  James  B.  Francis,  Past-President,  Am.  Soc.  C.  E.,  in  his 
"Lowell   Hydraulic    Experiments",   states: 

"It  is  assumed  *  *  *  that  the  quantity  discharged  by  a  weir 
is  directly  proportioned  to  its  length;  this,  in  weirs  having  complete 
contraction,  is,  however,  known  not  to  be  true,  in  consequence  of  the 
contraction  which  takes  place  at  the  ends  of  the  weir. 

"It  has  been  stated  that  the  proposed  formula  is  applicable  only  ■ 
to  weirs  having  a  considerable  length  in  proportion  to  the  depth  of 
water  running  over  them.  It  is  found  by  ex|3eriment  that,  when  the 
length  equals  or  exceeds  three  times  the  depth,  the  formula  applies, 
but  in  lengths  less  than  this  in  proportion  to  the  depth,  the  formula 
cannot  be  used  with  safety. 

((^  *  *  In  weirs  of  very  short  length  in  proportion  to  the  depth, 
the  effect  of  the  end  contraction  *  *  *  influences  the  discharge 
to  a  certain  distance,  A,  from  the  end  of  a  weir;  if  the  whole  length 
of  the  weir  is  greater  than  2  A,  the  effect  of  the  end  contraction  is 
independent  of  the  length;   but  if  the  length  is  less   than   2  A,  the 
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whole  breadth  of  the  stream  is  affected  in  its  flow  by  the  end  con-      Mr. 
tractions,  and,  consequently,   the  proposed   formula  would  not  apply,  ^^^^^^v- 

"In  practical  applications,  this  will  seldom  be  an  inconvenience, 
as  it  is  nearly  always  practicable  so  to  proportion  the  weir  that  the 
length  may  not  be  less  than  three  times  the  depth  upon  it;  if,  however, 
there  is  no  end  contraction,  the  proportion  of  the  length  to  the  depth 
is  not  material." 

Messrs.  Fteley  and  Stearns  developed  their  formula*  to  represent 
the  discharge  over  a  weir  unaffected  by  end  contractions.  They  con- 
ducted some  careful  experiments  on  the  effect  of  end  contractions, 
but  state  that: 

"The  chief  value  of  these  experiments  consists  in  the  warning 
they  give  that  this  form  of  weir  should  be  avoided  in  cases  where  the 
most  accurate  results  are  desired." 

M.  Bazin,  in  connection  with  his  researches  on  this  subject,  men- 
tions, as  one  of  the  uncertain  elements  that  must  not  be  disregarded, 
the  lateral  contraction,  which,  though  unimportant  in  weirs  of  great 
length,  seriously  modifies  the  results  in  shorter  weirs. 

In  the  extensive  experiments  carried  out  at  the  Cornell  University 
Hydraulic  Laboratory  in  1899,  for  the  United  States  Board  of  Engi- 
neers on  Deep  Waterways,  weirs  without  end  contractions  were  used, 
both  for  the  standard  and  the  experimental  measurements,  owing  pre- 
sumably to  the  uncertainty  that  would  probably  result  with  contracted 
weirs,  at  the  rather  high  heads  that  were  to  be  used. 

In  short,  it  is  generally  accepted  that  uncertainty  results  from 
disregarding  the  recognized  limitations  of  end  contractions.  Within 
these  limits,  data  are  at  hand  for  making  a  satisfactory  correction 
for  the  effect  of  end  contractions.  The  controlling  condition  is  as 
set  forth  in  the  statement  quoted  from  the  'T^owell  Hydraulic  Ex- 
periments," which  is  in  effect  that  the  influence  of  the  end  contraction 
must  not  extend  to  the  middle  of  the  weir.  The  law  governing  the 
extent  of  this  influence  is  not  known,  but  Francis  considered  it  unsafe 
to  use  a  head  on  the  weir  greater  than  one-third  the  length  of  the 
crest. 

Disturbance  of  stream  lines  sometimes  extends  to  a  surprising  dis- 
tance from  the  source  of  the  disturbance,  as  note  the  familiar  experi- 
ment of  the  faucet  and  the  knife  blade.  Open  the  faucet  just  enough 
to  get  a  very  thin,  but  smooth  and  perfectly  continuous  stream  of 
water;  hold  the  point  of  a  knife  in  the  stream,  well  below  the  faucet, 
and  note  how  the  stream  is  broken,  not  only  below,  but  for  several 
inches  above  the  knife. 

The  formula  of  Francis,  and  also  that  of  Cippoletti,  which  is  de- 
rived directly  from  it,  are  therefore  admittedly  unsuited  for  the  com- 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XII,  p.  111. 
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Mr.       putntion    of   llie   discliar^o,   of   woirs   with    ciid   contrac'tions   whfii    tlw 
'^"*?*'*-  lu-ad  on  the  woir  is  gTt'atcr  tlian  about  oiKi-third  of  the?  (;roHt. 

'V\w  autliors,  however,  have  recorded  a  comparison  of  their  results 
with  \hv  results  of  computations  by  the  Francis  and  Cippoletti  formu- 
his  witliout  regard  for  or  comment  on  this  limitation,  althougli  the 
maximum  head  of  each  separate  series  of  their  ol)servationH  lies  far 
above  this  limit. 

TABLE   21. 


; .  1 

Length  of  weir, 

Maximum  head  on 

Ratio  of  maximum 

in  feet. 

weir,  in  feet. 

head  to  length. 

0.5 

0.95 

1.89 

Cippoletti  weir  — 

1.0 
2.0 

1.98 
1.99 

1.98 
0.99 

1 

3.0 

2.41 

0.80 

0.5 

1.00 

2.00 

Rectangular  weir. 

1.0 
2.0 

1.34 
1.57 

1.34 
0.79 

I 

3.0 

2.06 

0.69 

Safe  limiting  ratio,  as  stated  by  Francis. 


0.83 


An  examination  of  the  data  of  Francis,  Fteley  and  Stearns,  and 
Flinn  and  Dyer,*  who  experimented  on  the  Cippoletti  weir,  shows  that 
they  all  keep  substantially  within  this  approximate  limit. 

It  is  not  surprising,  therefore,  that  computations  based  on  the 
Francis  and  Cippoletti  formulas  do  not  check  the  observed  weir  dis- 
charges. There  are  few  or  no  precise  data  regarding  the  effect  of  end 
contractions  on  the  discharge,  when  the  weir  is  so  short  that  the  influ- 
ences of  the  two  end  contractions  overlap.  A  good  idea  of  this  effect 
may  be  obtained,  however,  from  an  analysis  of  the  authors'  data,  on 
the  assumption  that  their  short  weirs  approximated  the  conditions  of 
rectangular  orifices. 

Merriman  gives  the  following  formula  for  the  rectangular  orifice: 

q  =  8.02  chcls/h 

in  which  c  is  the  coefficient  of  discharge, 
h  is  the  width, 
d  is  the  depth, 
and  h  is  the  head  on  the  center  of  the  orifice. 

Certain  experiments  by  both  Francis  and  Fteley  and  Stearns  give 
the  ratio  of  the  depth  of  flow  measured  directly  over  the  edge  of  a  -vreir, 
to  the  depth  measured  above  the  origin  of  the  surface  curve,  as  approxi- 
mately 0.86,  and  the  depth  of  the  orifice,  therefore,  may  be  taken  as 
0.86  of  the  observed  head. 


*  Transactions,  Am.  Soc.  C.  E.  Vol.  XXXII,  p.  9. 


DISCUSSION  ON   WEIR  DISCHARGE  EXPERIMENTS 


1089 


From  this,  for  example,  compute  a  few  of  the  quantities  for  the      Mr. 
12-in.   rectangular  weir.     An  examination  of  Fanning's  tables  shows    ^°^®y- 
that  the  coefficient   of  discharge  for  the  conditions  assumed  does  not 
vary  much  from  0.61. 

TABLE  22. 


Number 

Average 

gauge 

height,  in 

feet  =  hK 

Assumed 

depth  of 

orifice, 

D  =  0.86  hK 

C. 

Head  on 

center  of 

orifice, 

2  * 

Quantity,  in  Cubic  Feet 
PER  Second. 

of  run. 

By  orifice 
formula. 

By 
measurement. 

1 

20 

3 

4 

2 

5 

6 

7 

1.338 
1.233 
1.205 
1.130 
1.126 
1.044 
0.982 
0.909 

1.150 
1.060 
1.037 
0.972 
0.968 
0.898 
0.845 
0.782 

0.61 
0.61 
0.61 
0.61 
0.61 
0.61 
0.61 
0.61 

0.763 
0.703 
0.687 
0.644 
0.642 
0.595 
0.559 
0.518 

4.91 
4.34 
4.20 
3.81 
3.79 
3.39 
3.09 
2.75 

4.780 
4.292 
4.177 
3.757 
3.743 
3.332 
3.025 
2.095 

Obviously,  this  computation  comes  a  great  deal  closer  to  the  meas- 
ured discharge  than  does  the  Francis  formula  so  far  outside  of  its 
recognized  limiting  conditions. 

The  formulas  the  authors  have  deduced,  and  the  rating  curves 
they  have  prepared,  are  of  value  in  computing  the  discharge  of  weirs 
identical  with  those  used  in  the  experiments;  but  the  very  diversity 
of  coefficients  and  exponents  which  they  have  set  forth  in  their  twenty- 
one  formulas,  emphasizes  the  impossibility  of  their  general  application. 

The  points  which  are  important  to  keep  in  mind  are  that  the  ex- 
haustive work  of  Francis  on  weir  measurement  was  corroborated  in 
a  substantial  degree  by  the  studies  of  Fteley  and  Stearns,  and  later 
by  the  even  more  extensive  researches  of  Bazin;  that  the  formulas 
deduced  by  them  have  certain  recognized  limitations,  and  that,  having 
proper  regard  for  these  limitations,  the  reliability  of  the  formulas 
cannot  be  questioned. 

W.  G.  Steward,  Esq.,  and  J.  S.  Longwell,  Jun.  Am.  Soc.  C.  E.  Messrs. 
(by  letter).— In  his  discussion  Mr.  Pierce  brings  out  the  point  that      and 
the  results  of  his  experiments  agree  with  those  of  the  writers  in  that  Longwell. 
the  actual  discharge  is  greater  than  that  given  by  the  Francis  formula., 
but  that  the  velocity-area  results  show   a  smaller  deviation  than  the 
volumetric  tests.     It  should  be  remembered  that  Mr.  Pierce's  experi- 
ments were  made  on  very  large  weirs,  and  that  the  departure  of  the 
actual  discharge  from  the  formula  discharge  occurs  at  gauge  heights 
within  the  limits  of  accuracy,   as   generally  taken,  for  the  formulas, 
that  is,  for  depths  on  the  weir  of  less  than  one-third  of  the  crest  length. 
The  results  presented  by  the  writers  agree  closely  with  the  formulas 
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Meiwrs.    for  paii^o  licifflits  jibovo  the  limits  of  tlio  formula   in  Rome  oa.«!os.  and 

and      practically  to  the   limits  in  all  cases.     The   percentages  of  difTeronce 

LouKwoii.  i^^^tiween  the  writers'  rcvsults  and   the  formula  at  gauge  heights  equal 

to  one-tliird  of  tlic  Iciititli  of  tlie  cre.st  are  shown   in  Tal)!!'  2.*'. 


TA15LE  23. 


Size. 

Pkrcentaok  that  thk  Actual  Di.schakgk  is  in  Exckhh  op  thk 
Formula  at  Onk-thihu  ok  thk  Crest  Lkngth. 

Cippoletti  weirs. 

Rectangular  weirs. 

f)  in. 

1  ft. 

2  ft. 
8  ft. 

0 
0 

0.95 
1.98 

2.75 

2.m 

2.64 
4.4(J 

It  will  be  noted  that  these  differences  are  fax  below  those  given 
by  Mr.  Pierce  for  points  of  lower  proportional  gauge  heights. 

In  the  tabulation  of  the  results  of  the  writers'  experiments,  the 
discharge  curves  of  the  Francis  formula  and  the  Cippoletti  formula 
have  been  used  for  a  comparison  of  results.  No  attempt  was  made  to 
show  any  discrepancy  in  these  formulas;  they  were  used  for  making 
a  comparison,  up  to  the  limits  of  the  formulas,  and  to  show  that,  for 
gauge  heights  of  more  than  one-third  of  the  length  of  crest,  the 
formula,  as  stated  by  Francis,  does  not  apply.  It  is  quite  a  common 
belief  that  the  formulas  are  correct  to  almost  any  depth  on  the  weir, 
in  spite  of  the  statement  of  Francis  to  the  contrary. 

The  accuracy  of  the  formulas  within  the  stated  limits  was  brought 
out  quite  clearly  by  the  discharge  curves,  proving  that,  as  long  as  the 
depth  of  water  is  less  than  one-third  of  the  crest  length,  the  formulas 
will  give  very  accurate  results. 

No  attempt  was  made  to  develop  any  formula  to  apply  for  all  depths, 
but  the  results  of  the  actual  tests  were  given  and  the  resulting  equa- 
tions of  the  discharge  curves  tabulated.  It  is  to  be  hoped  that  some 
general  law  of  flow  for  all  depths  may  be  worked  out  by  some  one. 

The  following  conclusions  and  formulas  are  presented  for  considera- 
tion.    They  are  based  on: 

(a)  The  series  of  weir  experiments  conducted  by  the  writers  on  the 
Boise  Project,  Idaho,  in  1911. 

(h)  The  experiments  on  notched  weirs  conducted  by  Mr.  J.  W. 
Strohecker,  on  the  Boise  Project,  in  1912.  (See  Plate  XL  and  Table 
24.) 

(c)  A  series  of  experiments  on  notched  weirs  conducted  by  Ralph 
B.  Daudt,  Assoc.  M.  Am.  Soc.  C.  E.  (See  The  Cornell  Civil  Engineer, 
March,  1912 ;  see  also  Plate  XL  and  Table  24. 
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PLATE    XL. 
TRANS.   AM.  SOC.   CIV.   ENGRS. 

VOL.  LXXVI,     No.  1264. 
STEWARD  AND  LONGWELL  ON 
WEIR  DISCHARGE  ( 
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(d)    A   series   of   experiments   oil   rectangular   weirs   conducted   by  Messrs. 

Messrs.  H.  W.  Maynard  and  J.  P.  Hurley.     (See  The   Cornell  Civil  and' 

Engineer,  April,  1912.)     For  a  copy  of  the  original  notes  on  this  series  ^ongweil 
'"            *         '     ''        riters  are  indebted  to  Mr.  Paul  Macy,  Editor-in- 


of  experiments  the  w 

Chief,  The  Cornell  Civil  Engineer. 


TABLE  24. — Gauge  Heights  and  Discharges  in  Experiments 
Conducted  on  Boise  Project  in  1912  by  J.  W.  Strohecker  on 
A  Notched  Weir  ;  also  Gauge  Heights  and  Discharges  in 
Experiments  Conducted  at  Cornell  University  by  R.  B. 
Daudt,  Assoc.  M.  Am.  Soc.  C.  E.,  in  1910. 


Experiments  on  Boise  Project  in  1912. 

Cornell 

Experiments. 

a> 

!3 

6 

fit. 

d 

<D 

u 

d 

<j5 

bC^ 

d 

H. 

be 

55  O-^r' 

bO 

S  o+? 

be 

S  o-*i 

be 

t«  O-P 

be 

trt  O-^a 

o 
d 

S 

^ 
O 

isch. 

I  sec 

fee 

O 

6 

i 

isch. 

I  sec 

fee 

O 

d 

=3 

isch 

1  sec 

fee 

o 
d 

isch 

I  sec 

fee 

Disch 

in  sec 

fee 

Z 

Q-S^ 

55 

Q.a 

^ 

Q.ti 

^ 

Q.a 

36 

0.094 

0.002 

66 

0.666 

0.224 

33 

1.36 

1.382 

19 

1.79 

2.672 

0.4775 

0.093 

37 

0.179 

0.005 

53 

0.677 

0.224 

60 

1.39 

1.280 

16 

1.79 

2.672 

0.6619 

0.214 

38 

0.195 

0.009 

3 

0.69 

0.268 

4 

1.48 

1.734 

8 

1.945 

3.236 

0.9025 

0.470 

35 

0.203 

0.010 

67 

0.730 

0.265 

34 

1.485 

1.734 

14 

1.98 

3.360 

1.142 

0.846 

40 

0.216 

0.011 

65 

0.77 

0.208 

59 

1.49 

1.580 

13 

1.99 

3.390 

1.259 

1.076 

39 

0.219 

0.010 

53 

0.776 

0.309 

1 

1.535 

1.814 

7 

2.015 

3.492 

1.272 

1.10 

47 

0.245 

0.015 

68 

0.829 

0.372 

22 

1.55 

1.896 

10 

2.114 

3.692 

1.377 

1.346 

43 

0.312 

0.030 

28 

0.83 

0.392 

21 

1.592 

1.952 

55 

2.12 

4.036 

1.3875 

1.349 

43 

0.318 

0.034 

64 

0.84 

0.492 

26 

1.595 

1.980 

12 

2.135 

3.936 

1.4575 

1.549 

41 

0.333 

0.038 

69 

0.848 

0.376 

58 

1.60 

1.896 

2 

2.160 

4.176 

1..5855 

1.89 

48 

0.350 

0.041 

27 

0.921 

0.492 

23 

1.608 

2.066 

18 

2.169 

4.230 

1.7845 

2.523 

46 

0.354 

0.045 

63 

0.93 

0.424 

25 

1.628 

2.064 

5 

2.182 

4.248 

1.9179 

3.087 

45 

0.38 

0.049 

29 

0.996 

0.638 

24 

1.674 

2.236 

11 

2.185 

4.282 

2.0357 

3.588 

44 

0.396 

0.057 

62 

1.09 

0.676 

57 

1.70 

2.236 

15 

2.19 

3.826 

2.1045 

3.803 

51 

0.479 

0.094 

30 

1.094 

0.794 

9 

1.713 

2.352 

6 

2.301 

4.392 

2.4495 

5.56 

50 

0.578 

0.148 

31 

1.13 

0.836 

16a 

1.72 

2.412 

2.6645 

6.85 

49 

0.63 

0.185 

61 

1.20 

0.878 

56 

1.745 

2.392 

3.0375 

9.632 

52 

0.650 

0.204 

32 

1.22 

1.480 

20 

1.748 

3.472 

Conclusions. 

1. — The  discharge  of  a  sharp-crested,  contracted,  rectangular  weir, 
with  any  given  base  and  ga.uge  height,  added  to  the  discharge  of  a  28° 
notched  weir,  with  the  same  gauge  height,  gives  a  discharge  equal  to 
that  of  a  Cippoletti  weir  with  the  same  base  and  gauge  height.  This 
is  shown  on  Plate  XLI  where  the  combined  discharge  of  a  notched 
weir  and  rectangular  weirs  for  various  lengths  of  base  are  plotted, 
together  with  the  discharges  of  Cippoletti  weirs  of  equal  bases. 

2. — The  relation  of  discharges  of  weirs  of  similar  shapes,  within  the 
limits  of  experiments  conducted,  is  the  f  power  of  the  proportion  of 
bases  at  the  same  proportional  gauge  heights. 
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M«'s«rs.  Formulas. 

Stowaril 

lA^t  4?i  =  I^ischargo  of  a  cnlibratc'd  weir  at  head,  h^; 

Q2  =  Di8chavgc  of  another  weir  at  head,  h^; 

6j  =  Length  of  crest  of  calibrated  weir; 

62  =  Length  of  crest  of  another  weir  the  discharge  of  which 

is  required; 
Aj  =  Head  on  calibrated  weir; 
h^  =  Head  on  weir  having  a  base  =  h^. 
This  head  is  taken  so  that 

^2  =  7^  X  /ii  ;  that  is,  6j  :  /tj  :'.  h.^  :  h.^^  as  shown  by  Fig.  7. 

IS  a  con- 


Then  (?i  (at  Ai)  X  ("-r^")  ^  -  ^2  (at  h^)  in  which  {^\ 


stant. 


Fig.  7. 
Which  is  derived  as  follows: 

Q    =  chh^  ,  the  theoretical  formula  for  discharge  of  weirs (1) 

3 
Q^  =^  ch^  (^1)^  jtlie  discharge  of  weir  A  at  h^  (at  gauge  height).  (2) 

3 
^2  =  ch^  Oh)^ ^  ^^^^  discharge  of  weir  B  at  h^  (gauge  height  as 
specified  above) (.3) 

As  assumed,  h^  =  -p-  X  h^ (4) 

Q^  =1  cb.2  —^  h^.     Su])stituting  in  Equation  3  the  value  for  /ij  ii^ 

Equation  4 (.5) 

^1  X   C62   (j^  hA^  =  Q.^X  cb^  Oh)"^,  multiplying  Equations  2 
and  5 (0) 

V:x(A)* 

Q^  X  7 — =  ^2-  Dividing  by  cb^  (^1)^  and  eliminating  c 

and  /ij (7) 

«iX   (i)^  =  <?, (8^ 

(Conditions  being  specified  above.) 

Therefore,  having  the  correct  calibration  of   a  weir  with  a  given 

base  and  to  any  given  height,  the  discharge  of  a  weir  of  similar  shape 
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and  with  any  desired  length  of  base  may  be  computed  to  a  gauge  height    Messrs. 
equal  to  the  proportional  lengtlis  of  the  bases,  provided  the  proportional  ^^t^d^^ 
shapes  of  forebay,  crest,  etc.,  are  kept.    This  formula  gives  results  well  ^-o^^^^" 
within  the  accuracy  of  the  experiments  conducted. 

TABLE  25.— Computed  from  Cornell  Experiments  on  Kect- 
ANGULAR  Weirs,  and  U.  S.  Reclamation  Service  Experiments 
ON  Notched  Weirs.  The  Tables  Give  the  Discharge  of 
Rectangular  Weirs,  the  Discharge  of  28°  Notched  Weirs, 
AND  THE  Discharge  of  the  Two  Combined,  Which  is  Equal 


TO    THE    Discharge 
Plate  XLl. 


OF     A 


CiPPOLETTI 


Weir,  as   Shoavn  on 


Head. 

Rectangular 

28° 

Cippoletti 

Head 

Rectangular 

28° 

Cippoletti 

weir. 

Notch. 

weir. 

weir. 

Notch. 

weir. 

3-Inch  Crest. 

1-FooT  Crest. 

0.25 

0.10 

0.02 

0.12 

0.31 

0.48 

0.03 

0.51 

0.45 

0.23 

0.08 

0.31 

0.75 

1.93 

0.29 

2.22 

0.94 

0.74 

0.52 

1.26 

0.985 

2.97 

0.59 

3.56 

1.46 

1.41 

1.44 

2.85 

1.19 

4.01 

0.94 

4.95 

1.88 

2.08 

2.95 

5.03 

1.39 

5.06 

1.38 

6.44 

2.29 

2.88 

4.70 

7.58 

1.66 

6.74 

2.16 

8.90 

2.705 

3.76 

7.73 

11.49 

1.91 

8.36 

3.07 

11.43 

3.08 

4.54 

9.43 

13.97 

2.05 

9.35 

3.55 

12.90 



2.29 

11.19 

4.70 

15.89 



2.51 

12.70 

5.95 

18.65 

2.70 

14.90 

7.20 

22.11 

2.76 

15.44 

7.60 

23.04 

2.97 

16.18 

9.1 

25.28 

■  i .. 

6-Inch  Crest. 

2-FooT  Crest. 

0.255 

0.185 

0.02 

0.205 

0.17 

0.045 

0.04 

0.58 

0.66 

0.17 

0.83 

0.55 

2.41 

0.135 

2.54 

0.93] 

1.39 

0.51 

1.90 

0.86 

4.80 

0.42 

5.22 

1.34 

2.50 

1.26 

3.76 

1.27 

8.91 

1.09 

10.00 

1.61 

3. .80 

2.00 

5.30 

1.63 

12.85 

2.07 

14.92 

1.89 

4.21 

2.99 

7.20 

2.12 

19.11 

3.85 

22.96 

2.13 

5.09 

3.90 

8.99 

1.91 

16.45 

2.97 

19.42 

2.40 

6.18 

5.30 

11.48 

2.29 

21.74 

4.70 

26.44 

2.65 

7.07 

7.20 

14.27 

2.46 

23.90 

5.60 

29.50 

2.87 

8.32 

8.35 

16.67 

2.64 

26.87 

6.80 

33.67 

3.05 

8.73 

9.70 

18.43 

2.73 

28.67 

7.40 

36.07 



2.81 

30.16 

8.00 

38.16 

3-FooT  Crest. 

4-FooT  Crest. 

0.145 

0.51 

0.51 

0.27 

1.84 

0.02 

0.186 

0.402 

2.49 

0.06 

2.55 

0.425 

3.52 

0.07 

3.59 

0.730 

5.72 

0.27 

5.99 

0.625 

6.27 

0.19 

6.46 

1.08 

10.44 

0.75 

11.19 

0.92 

7.17 

0.50 

7.67 

1.34 

14.72 

1.26 

15.98 

1.11 

14.67 

0.80 

15.47 

1.52 

17.45 

1.74 

19.19 

1.31 

18.79 

1.20 

19.99 

1.67 

20.28 

2.20 

22.48 

1.47 

21.79 

1.59 

23.38 

1.84 

23.43 

2.72 

26.15 

1.63 

25.80 

2.06 

27.86 

1.95 

25.98 

3.21 

29.19 

1.82 

31.02 

2.72 

33.74 

2.10 

28.18 
31.93 

3.88 
4.90 

32.06 
36  83 

1.905 
2.035 

33.02 

3.05 

36.07 

2.29 

36.11 

3.58 

39.69 

2.41 

.34.03 

5.60 

40.23 

2.22 

41.72 

4.50 

1 

46.22 
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Paper  No.   1265 

SOME  EXPEKIMENTS  WITH 

MORTARS  AND  CONCRETES  MIXED  WITH 

ASPHALTIC  OILS.* 

By  Messrs.  Arthur  Taylor  and  Thomas  Sanborn. 


With  Discussion  by  Messrs.  Logan  Waller  Page,  William  J.  Boucher, 

A.    T.    GOLDBECK,   AND   ArTHUR    TaYLOR. 


Object  of  Tests. 

Recently,  the  attention  of  engineers  has  been  called  to  some 
tests  of  oil-mixed  mortar  and  concretes,t  by  Logan  Waller  Page, 
M.  Am.  Soc.  C.  E.,  which  are  held  to  indicate  that  oil  will  mix  uni- 
formly with  concrete  or  cement  mortar,  forming  what  may  be  termed 
an  emulsion,  and  that  concretes  and  mortars,  thus  mixed  with  certain 
percentages  of  oil,  are  "absolutely  water-tight  under  pressures  as  high 
as  40  lb.  per  sq.  in."  and,  "under  low  pressures,  both  are  water- 
proof." 

In  order  to  determine  whether  these  results  would  hold  true  for 
concretes  mixed  with  western  (asphaltic)  oils,  the  writers  began  a 
series  of  tests  in  February,  1912,  laying  special  emphasis  on  the  ques- 
tion of  permeability  under  pressure. 

Conclusions. 

1. — The  following  experiments,  although  incomplete  and  inconclu- 
sive, indicate  that,  with  western  (asphaltic)  oils,  the  facts  stated  by  Mr. 
Page  in  regard  to  strength  and  water-tightness  of  oil-mixed  concretes 

*  Presented  at  the  meeting  of  April  16tli,  1913. 

t  "Some  of  the  Properties  of  Oil-Mixed   Portland   Cement   Mortar   and   Concrete." 
Transactions,  Am,  Soc.  C.  E..  Vol.  LXXIV,  p.  255. 


OIL-MIXED   MORTARS   AND   CONCRETES  1095 

and  mortars  are  open  to  serious  question,  and  should  not  be  accepted 
in  practice  until  further  experiments  have  demonstrated  their  truth 
more  fully. 

2. — Concrete  and  cement  mortars  with  5,  10,  and  15%  of  oil,  by 
weight  of  cement,  were  found  by  these  tests  to  be  more  permeable 
than  concrete  and  cement  mortars  without  oil,  when  subjected  to  pres- 
sures of  20,  40,  and  60  lb.  per  sq.  in. 

3. — The  strength  of  mortars  was  found  to  be  affected  seriously 
by  the  addition  of  as  low  as  5%  of  oil. 

4. — The  absorption  of  water  by  mortars  under  low  heads  was  found 

to  be  but  little  decreased  by  the  addition  of  light  oils,  and  increased 

with  heavy  oils. 

Description  of   Tests. 

Great  care  was  taken  to  secure  uniformity  of  qualities  and  quantities 
in  all  the  experiments. 

In  the  permeability  tests,  three  specimens  of  each  mixture  were 
tested;  and  in  the  tensile  and  compressive  tests,  either  three  or  six 
specimens  of  each  kind  were  used. 

The  quantity  of  oil  used  in  each  case  was  determined  as  a  per- 
centage, by  weight,  of  the  quantity  of  cement.  It  was  found,  as  stated 
by  Mr.  Page,  that  the  western  (asphaltic)  oils  will  also  readily 
emulsify  with  wet  cement,  cement  mortar,  or  concrete,  and  can  be- 
come mixed  so  thoroughly  in  the  mass  that  on  examination  with  a 
reading  glass  no  unassimilated  globules  of  oil  are  visible.  The  mixture 
has  a  rich  glossy  appearance,  the  oil,  apparently,  has  spread  itself  out 
in  a  thin  film  enveloping  each  particle  of  sand  and  rock.  Even  a  very 
thick  oil — one  which  is  so  viscous  that  when  cold  it  cannot  be 
poured — will  mix  and  disappear  in  concrete  or  mortar  when  it  is  heated 
and  mixed  with  hot  aggregates.  The  amount  of  mixing  was  found 
to  be  a  principal  factor  in  determining  whether  or  not  the  oil  is 
incorporated  completely  and  uniformly  with  the  other  ingredients  of 
a  mortar  or  concrete. 

The  consistency  of  the  concrete  or  mortar  also  governs  the  degree 
of  emulsification ;  the  wetter  the  mixture  the  better  the  oil  emulsifies. 

Materials. 
The   oils   used   were   commercial  products   having  trade  names   as 
indicated.    Their  mechanical  analysis  is  shown  in  Table  1. 
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TABLE  1. — Mechanical  Analysis  of  Oils. 


•^-*         I   ■     ■   I   ■!    ■     ■.■<.>.      i|         ■■  I         .  t    .    i.    ■!  .   fcf 


Name. 


Boiler  Fuel 

Hioluiu.ii.l  Koad  Oil  No.  C. 

Richmoud  Fuel 

Star  Fuel 

Liquid  Asphalt 


Baumd 
gravity. 


17° 

l.S" 
16° 
24° 
0°. 


Flash  point. 


174*  Fahr. 

200° 
210° 
195° 


Bums. 


400°  Fahr. 
«00°      " 
245° 


AHphaltum. 


750/0 

21% 
920/0 


Portland  cement  complying  with  standard  specifications,  clean  river 
eand,  and  two  kinds  of  river  gravel  were  used  for  the  concretes. 

One  gravel  was  graded  from  1  in.  to  i  in.,  the  other  from  i  in. 
down.  The  percentages  of  voids  were:  Sand,  33;  fine  gravel,  37^; 
coarse  gravel,  49.  Portland  cement  and  standard  sand  were  used  in 
all  mortars.  The  proportions  used  for  concrete  were  for  an  aggregate 
of  maximum  density.  The  mechanical  analysis  of  the  aggregate  is 
shown  in  Table  2. 


TABLE  2. — Mechanical  Analysis  of  Aggregates. 


Diameter,  in  inches. 

Percentage  passing 
through  sieve. 

1.00 

100 

0.50 

72 

0.25  

57 

0.19  

52 

0.06  

41 

0.03  

32 

0.022 

25 

0.012 

15 

Methods  of  Mixing. 

Concretes. — The  proportions  of  aggregate  are  by  volumes,  loose. 
The  quantity  of  oil  is  given  as  a  percentage  of  the  weight  of  the 
cement.  The  quantity  of  water  giving  a  quaky  mixture  was  determined, 
and  used  thereafter. 

All  mixing  was  done  in  a  box  having  an  approximate  volume  of 
2  cu.  ft. 

The  sand,  fine  gravel,  and  cement  were  mixed  in  the  usual  way, 
and  the  oil  was  poured  on  the  wet  mass  and  thoroughly  mixed  in  until 
it  had  completely  disappeared,  as  shown  by  uniform  color  and  absence 
of  oil  spots.     To  this  mixture  the  previously  soaked  coarse  gravel  was 
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then  added,  and  the  whole  was  mixed  again.  In  order  to  insure  uni- 
formity of  mixing,  the  time  of  each  separate  operation  was  fixed  and 
thereafter  followed  according  to  schedule. 

The  most  viscous  oils,  namely,  liquid  asphalt  and  road  oils,  re- 
quired a  larger  percentage  of  water  (for  the  same  consistency)  than 
the  mixtures  in  which  the  lighter  oils  were  used. 

Mortars. — The  proportioning  of  mortars  was  done  by  weight.  Three 
parts  by  weight  of  standard  (Ottawa)  sand  and  one  part  of  cement 
were  mixed  to  normal  consistency;  the  oil  was  then  poured  on  the 
mortar,  and  the  whole  was  mixed  until  the  oil  disappeared  and  the 
resulting  mass  was  of  uniform  color.  The  viscous  oils  required  more 
mixing  than  the  lighter  oils  to  bring  about  this  condition. 

Neat  Cements. — Standard  methods  of  mixing  the  cement  paste  were 
used,  the  oil  being  poured  on  the  wet  paste  and  mixed  as  before 
until  the  mass  was  of  uniform  color.  Apparently  there  is  no  limit 
to  the  quantity  of  oil  that  may  be  used,  as  far  as  emulsification  is 
concerned,  the  cements  containing  the  largest  percentages  of  oil 
emulsifying  as  readily  as  those  containing  smaller  quantities.  The 
oil  and  wet  cement  mix  together  as  perfectly  as  two  grades  of  oil. 

Methods   of   Testing. 

For  tension  and  compression  tests,  the  usual  standard  methods  were 
used.  The  permeability  tests  were  made  with  apparatus  similar  to 
that  used  for  such  tests  at  the  University  of  Wisconsin.  The  apparatus 
consists  of  four  lengths  of  |-in.  pipe  tapped  into  a  horizontal  main. 
Each  of  these  pipes  connects  with  an  18-in.,  glass  water-gauge  fitted 
with  a  calibrated  scale  for  measuring  the  quantity  of  water  between 
certain  heights  shown  on  the  gauge.  On  the  end  of  each  vertical 
pipe  there  is  a  union  for  connecting  the  specimen  holder.  These  hold- 
ers are  of  6-in.,  threaded,  wrought-iron  pipe,  11  in.  long,  fitted  with 
cast-iron  caps  which  screw  down  on  a  rubber  gasket,  thus  making  a 
water-tight  joint.  A  |-in.  pipe  from  this  cap  connects  with  the  union 
previously  mentioned. 

After  the  specimens  are  connected  up,  water  is  let  in  from  the  top, 
through  a  valve  on  the  horizontal  pipe,  until  it  stands  at  a  certain 
height  on  the  gauge  glass.  The  pressure  is  applied  by  compressed  air, 
which  is  kept  constant  by  two  supply  tanks  and  is  gauged  at  its  en- 
trance to  the  apparatus. 
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Iron  Ca'Htin; 


A  valve  is  placed  between  each  specimen  and  the  horizontal  main, 
60  that  a  leaky  or  broken  s])ecimen  can  be  shut  oif  without  disturbing 
the  test  of  the  other  si>ccimens. 

The  permeability  specimens  were  made  in  the  holders  previously 
mentioned,  Fig:.  1.  The  concrete  specimens  were  6  in.,  and  the  mortar 
specimens  3  in.,  thick.  Before  the  concrete  or  mortars  were  put  in 
place,  a  ^-in.  lining:  of  neat  cement  was  plastered  on  the  inside  of 
the  pipe,  which  insured  a  perfectly  tight  bond. 

All  specimens  stood  dry  for  24 
hours  after  mixing-;  water  was  then 
put  on  top  of  the  specimen  until 
the  test  was  made. 

The  top  and  bottom  surfaces 
of  each  specimen,  before  being  at- 
tached to  the  testing  machine, 
were  chipped  uniformly  by  hand 
tools,  in  order  to  provide  for  each 
specimen  a  surface  as  nearly  uni- 
form as  possible. 

Kesults  of  Tests. 
Time  of  Set. — It  was  found 
that,  with  oil-mixed  specimens,  the 
time  of  setting  was  retarded,  in 
both  the  initial  and  final  set. 
These  tests  were  made  with  the 
Vicat  needle  according  to  the 
Standard  Specifications.  The  oiJ 
used  was  an  average  middle-grade 
oil.  Table  3  gives  the  time  of  initial  and  final  set  for  various  per- 
centages of  oil. 

TABLE  3. — Time  of  Initial  and  Final  Set. 


Tool  chipped  surface  i 

I  1 

CROSS  SECTION  OF 
PERMEABILITY  TEST  SPECIMEN 

Fig.  1. 


Percentages  of  oil. 

Initial   set, 
in  hours. 

Final  set, 
in  hours. 

0 

4. 

5.20 

5.80 

6.80 

12.20 

5  20 

5 

6 

10 

7  30 

15 

9  50 

25 

36 
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These  results  confirm  the  observations  of  Mr.  Page.*  A  theory  may 
be  advanced  that  the  time  of  setting  is  retarded  and  the  strength  is 
decreased,  due  to  the  fact  that  the  oil  film  separates  particles  of 
cement  from  each  other,  so  that  there  is  not  the  complete  intimate 
association  of  every  particle  of  cement,  as  there  is  in  a  mixture  with- 
out oil. 

Tensile  Strength. — Either  three  or  six  specimens  of  each  kind 
were  broken.  All  tests  were  made  on  specimens  set  24  hours  in  moist 
air,  the  remainder  of  the  time  under  water.  Table  4  gives  the  strength 
and  relative  values  of  specimens  having  various  percentages  of  oil. 

TABLE  4. — Tensile  Strength  of  1 :  3  Mortar. 
Averages  of  three  or  more  briquettes. 


Percentage  of 

7  Days. 

28  Days. 

oil. 

Pounds  per 
square  inch. 

Relative 
strength. 

Pounds  per 
square  inch. 

Relative 
strength. 

0 

324 
260 
192 
170 
137 
170 
146 
141 

Percentage. 
100 
80.3 
59.3 
52.5 
42.3 
52.5 
45.0 
43.5 

430 
335 
303 
225 
213 
273 
184 
220 

Percentage. 

100 

5  Boiler  Fuel 

10            ''          

15            "          

25            " 

Richmond  Fuel,  io. . 

Road  No.  6,  10 

Liquid  Asphalt,  10.. 

78 

70.5 

52.4 

49.6 

63.5 

42.8 

51.2 

Crushing  Strength. — All  compressive  specimens  were  made  of  1 :  3 
mortar  in  3-in.  cubes.  Specimens  stood  24  hours  in  moist  air;  the 
remainder  of  the  time  before  testing  they  were  under  water.  All 
tests  were  made  on  an  electrically-driven  machine,  the  load  being 
applied  slowly.  In  every  test  the  specimens  failed  regularly,  the  sides 
sloughing  off  uniformly.  In  Table  5,  are  given  the  compressive 
strengths  and  relative  values  of  oil-mixed  specimens  compared  with 
plain  or  no-oil  mortar. 

Absorption. — Mortars  containing  percentages  of  middle-grade  oil  up 
to  25  were  slightly  less  absorptive  than  plain  mortars,  the  absorption 
decreasing  with  the  increase  in  the  percentage  of  oil.  The  specimens 
containing  heavier  oils  showed  an  increase  in  absorption. 


*  Loc.  cit.,  p.  258. 
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It  was  found  that  at  the  ond  of  24  hours  the  mortars  had  reached 
juflt  about  complete  absorption.  At  the  end  of  72  hours  the  weij?ht 
had  only  increased  a  negligible  fraction  over  that  at  the  end  of  24  hours. 

TABLE   5.-28  and  50-Day   CoxMpression   Tests: 
3-Incii  Cubes  of  1:3  Mortar. 


Percentage  of 

^■'"                   28  Days. 

50  Days. 

oil. 

Pounds  per 
square  inch. 

Relative  value. 

Pounds  per 
square  inch. 

Relative  value. 

0 

5  Boiler  Fuel 

10             '•         

15             ''         

25             ''         

Richmond  Fuel,  10. . 
Road  Oil  No.  6,  10... 
Liquid  Asphalt,  10. . 

3  950 
2  435 
1  780 
1  460 
712 
1  640 
1  235 
1  080 

Percentage. 
100 
61.6 
45.1 
37.0 
18.2 
41.5 
31.2 
27.4 

4  4(X) 
8  «20 
2  460 
2  000 
1  000 

Percentage. 

100 
82.4 
5(5 

45.5 
22.8 

Table  6  gives  the  results  of  the  absorption  tests. 


TABLE  6. — Results  of  Absorption  Tests,  with  1 :  3  Mortar, 

35  Days  Old. 


Boiler  fuel  oil. 


Percentage  of  oil,  weight  in  grammes. . 

Weight  after  heating 

Weight  after  24  hours  in  water 

Weight  after  72  hours  in  water 

Gain  in  weight  in  24  hours 

Percentage  of  gain  in  water  in  24  hours 


0 
140 
143.5 


131.7 
134.3 


10 
142 
145.2 


15 
135 
137.5 


25 
134 
136 


TJ 

J    , 

a 
0-; 

Or; 

•d  4> 

k 

as 

« 

10 

10 

199 

204 

205.8 

110.5 

negligible  gain  over  24  hours  immersion 


3.51 

2.5 


2.5 

1.97 


3.2 

2.26 


2.5 

1.851 


2 

1.491 


6.8 
3.42 


6.5 

3.191 


J   03 


10 
139 
144.5 

5.5 
3.96 


Permeahility  Tests. — The  permeability  tests  were  made  with  the 
specimens  heretofore  described;  at  the  end  of  20  days  with  concrete, 
and  10  days  with  mortar.  Three  of  each  were  tested,  and  the  average 
value  was  taken,  except  in  some  cases  when  the  specimens  proved  to 
be  faulty.  Water  pressure  was  applied  on  concrete  for  periods  of 
4  hours  each  under  pressures  of  20,  40,  and  60  lb.  per  sq.  in.,  and  finally 
a  4-day  test  under  15  lb.  per  sq.  in.  was  run.  With  mortar  specimens, 
10-  and  20-lb.  pressures  were  applied  for  4  hours  under  each  pressure. 
Tables  7,  8,  and  9  give  the  number  of  cubic  centimeters  of  water 
passed  through  the  specimens  under  the  various  pressures. 
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TABLE  7. — Permeability  Tests  of  1:3:4  Concrete. 
All  specimens  under  pressure  for  4  hours. 


Kinder  oil. 

Percentage 
of  oil. 

Cubic  Centimeters  of  Water 
Passed  Through. 

Set. 

20  lb.  per 
sq.  in. 

40  lb.  per 
sq.  in. 

60  lb.  per 

sq.  in. 

A* 

None 

10 
15 

0 
5 

10 
15 

0 

5 

10 

15 

64 
137 
119 

66 

32 
143 

68 

87 

40 
42 
47 
38 

80 
114 

72 
62 

41 
128 

65 
119 

41 
53 
43 
40 

83 

A 

Boiler  Fuel 

108 

A 

t,i         ki 

53 

A 

H                     11 

38 

B 

None 

60 

B 

Boiler  Fuel 

160 

B 

B 

((         .1 

150 

c 

None 

105 

C 

Boiler  Fuel 

150 

C 

no 

c 

ti         1.1. 

108 

Average  of  B  and  O.f 


Boiler  Fuel 

0 

5 

10 

15 

36 
42 

57 
62 

41 
53 
54 

79 

82 
155 

95 

«i         (I 

129 

D 

None 

0 
0 
0 

10 
10 
10 

10 
10 

10 
10 
10 

10 

9 

11 

24 
20 
29 

68 
56 

22 
21 
23 

12 
10 
10 

31 

25 
37 

85 
70 

23 
23 
25 

12 

D 

10 

D 

u 

9 

E 

Richmond  Fuel 

41 

E 

28 

E 

li             a 

44 

F 

Road  Oil  No.  6 

75 

F 

U                         11 

53 

G 

Liquid  Asphalt ; 

33 

G 

tl                         Cl 

32 

G 

!.(.                           Ik 

38 

*  Set  A  stood  dry  24  hours  before  testing.    As  the  results  for  increasing  pressure  do 
not  agree  with  B  and  C,  they  have  been  omitted  in  taking  the  average. 

t  B  for  5%  was  thrown  out  as  defective. 

TABLE  8. — Four-Day  Permeability  Tests^  1:3:4  Concrete  Under 
Pressure  of  15  lb.  per  sq.  in.  on  Best  Average  Specimen  of 
Each  Set. 


Kind  of  oil. 

Percentage  of  oil. 

Cubic  centimeters  of  water 
passed  through. 

No  oil 

0 
10 
10 
10 

38 

Richmond  Fuel 

62 

Road  oil  No.  6 

87 

Liquid  Asphalt. .   

185 
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TAIiLK  }). — I*kh.mi;aiui-itv    ri;sT.s,   1 :  :>   Moktah. 
Average  of  three  specimens.    Each  pressure  on  4  hours. 


Cubic  Centimeters  op  Water  Pabbed  Throooh. 

Kind  of  oil. 

10  lb.  per  aq.  in. 

20  lb.  per  sq.  in. 

No  oil 

0 

4.0 
19 

1 

Star  Fuel 

4.6 

Richmond  Fuel 

11.5 

Summary  of  Conclusions. 

The  following  conclusions  are  drawn  from  the  results  of  these 
investigations  with  asphaltic  oils : 

1. — Oil-mixed  concrete  containing  5,  10,  or  15%  of  oil,  by  weight 
of  cement,  is  more  permeable  under  pressures  from  20  to  60  lb.  per 
sq.  in.  than  concrete  without  the  incorporated  oil,  and  oil-mixed 
mortar  containing  10%  of  oil  is  more  permeable  than  plain  mortar 
under  pressures  of  10  and  20  lb.  per  sq.  in. 

2. — Oil-mixed  mortars  containing  percentages  of  oil  up  to  25  show 
slightly  less  absorption  of  water  than  plain  mortar,  except  that  with 
the  most  viscous  oils  the  mortar  becomes  more  absorptive,  and  absorp- 
tion is  not  an  index  of  the  permeability.  The  absorption  decreases 
with  the  increase  in  the  quantity  of  oil. 

3. — -The  tensile  strength  of  oil-mixed  mortar  is  decreased  con- 
siderably below  that  of  plain  mortar.  The  strength  decreases  with 
the  increase  in  the  quantity  of  oil. 

Jf.. — The  compressive  strength  of  oil-mixed  mortars  follows  lines 
similar  to  those  of  the  tensile  strength,  but  with  a  greater  decrease  in 
strength  with  the  quantity  of  oil. 

5. — The  strength  decreases  with  the  viscosity  of  the  oils,  and  with 
the  most  viscous  oils  it  requires  considerably  more  water  to  keep  a 
mixture  at  normal  consistency  than  is  required  in  the  fluid  oil 
mixtures. 

6. — The  relative  decrease  in  strength  with  the  increase  in  the  quan- 
tity of  oil  in  mortars  is  less  in  50  than  in  28  days. 

The  writers  wish  to  acknowledge  their  indebtedness  to  Professor 
C.  B.  Wing,  M.  Am.  Soc.  C.  E.,  for  his  aid  and  advice  in  the  work,  and 
to  the  Standard  Oil  Company  of  San  Francisco  for  its  courtesy  in 
furnishing  the  oil  samples. 
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DISCUSSION 


Logan  Waller  Page,  M.  Am.  Soc.  C.  E.  (by  letter). — Since  report-  Mr. 
ing  the  results  of  his  oil-concrete  investigations*  in  September,  1911,  ^^^®" 
additional  data  have  been  obtained  by  the  writer  which  will  be  of  inter- 
est at  the  present  time  in  showing  the  effect  of  different  types  of  oils 
on  the  strength  of  oil-mixed  concrete  and  mortar  at  the  age  of  2  years. 
These  results,  some  of  which  have  already  been  reported  at  an  early 
age,  are  given  in  Tables  10,  11,  and  12. 

Referring  first  to  Table  10,  Tensile  Strengths,  it  will  be  noted 
that  Oils  Nos.  4923,  4981,  and  5053  have  no  deteriorating  effect  on  the 
tensile  strength,  at  the  end  of  1  year  in  the  case  of  No.  5053,  or  at 
the  end  of  2  years  in  the  cases  of  Nos.  4923  and  4981.  Oil  No.  5856 
more  nearly  resembles  those  used  by  Messrs.  Taylor  and  Sanborn  than 
any  of  the  others,  and  the  effect  on  the  strength  is  not  greatly  different 
from  that  reported  by  them.  The  few  tests  made  with  Oil  No.  6536, 
at  the  end  of  28  days,  show  an  increase  in  the  tensile  strength  with 
the  addition  of  this  oil.  It  would  seem  from  these  results,  combined 
with  those  of  Messrs.  Taylor  and  Sanborn,  that  some  types  of  oils 
might  be  seriously  detrimental  to  the  strength  of  mortars,  and,  there- 
fore, that  their  selection  should  be  made  from  the  results  of  tests 
of  mortar  mixed  with  the  oil  under  consideration. 

TABLE  10. — Tensile  Strength  of  Oil-Mixed  Briquettes 

Stored  in  Water. 
1  : 3  Ottawa  Sand. 
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Mr.  The  results  on  crushing  strength  given  in    Tahlc  11.  and  extending 

uj)  to  a  iK3riod  of  2  years,  show,  in  general,  that  oil-mixed  concrete 
gains  strenptli  with  age,  a  pretty  strong  indication  that,  with  the 
small  quantity  of  oil  incorporated,  the  concrete  is  not  likely  to  suffer 
future  deterioration.  The  ratio  of  the  strengths,  however,  is  not  the 
same  with  different  kinds  of  oils.  When  10%  of  Oil  No.  4981  is 
mixed  with  concrete,  the  strength  is  cut  down  to  about  one-half  of 
that  of  the  plain  mixture  at  all  periods  up  to  2  years.  Oil  No.  4923, 
however,  does  not  have  this  severe  effect  in  decreasing  the  strength ; 
and,  in  general,  with  a  very  dusty  crushed  gneiss  aggregate,  the  crush- 
ing strength  with  10%  of  oil  is  about  75%  of  that  of  the  plain  con- 
crete, and  with  5%  of  oil  is  about  85%  of  the  plain  concrete  strength. 
With  a  well-graded,  clean,  gravel  aggregate,  excellent  results  were 
obtained  with  2^,  5,  and  10%  of  Oil  No.  4923,  the  5%  mixture  having 
93%  and  the  10%  mixture  90%  of  the  strength  of  plain  concrete.  The 
results  obtained  at  the  end  of  1  year,  on  the  compressive  strength  of 
mortar  mixed  with  five  different  kinds  of  oils,  and  reported  in  1911, 
do  not  show  the  serious  decrease  in  strength  obtained  by  Messrs. 
Taylor  and  Sanborn  with  the  California  asphaltic  oils. 

Regarding  the  question  of  absorption,  it  is  to  be  regretted  that 
the  authors  have  not  explained  thoroughly  their  absorption  tests,  par- 
ticularly with  regard  to  the  preliminary  treatment  of  their  specimens 
in  securing  complete  dryness.  It  has  been  the  writer's  experience, 
and  likewise  that  of  other  investigators,  that  a  1:3  mortar  which 
will  absorb  only  2J%  of  its  weight  during  an  immersion  of  24  hours, 
is  a  rare  curiosity.  With  all  the  oils  that  the  writer  has  tried  for 
absorption,  he  has  obtained  results  the  opposite  of  those  reported  by 
Messrs.  Taylor  and  Sanborn.  It  has  been  his  experience  that  the 
heavy  oils  are  more  effective  as  damp-proofers  than  the  lighter  oils, 
when  properly  mixed.  The  difficulty  of  mixing  an  oil  with  concrete 
increases  with  its  specific  viscosity,  and  it  is  unwise  to  use  an  oil  with 
a  higher  specific  viscosity  than  45. 

The  authors'  permeability  results  are  not  a  surprise  to  the  writer, 
considering  the  early  age  at  which  the  tests  were  made.  As  time  goes 
on,  the  oil-mixed  specimens,  under  high  pressures,  as  well  as  the 
plain  specimens,  become  impermeable,  but,  at  early  periods,  oil-mixed 
concrete,  under  high  pressure,  is  no  more  impermeable  than  plain 
concrete,  although  the  writer  has  succeeded,  even  at  early  periods, 
in  making  the  oil  mixture  of  concrete  more  impermeable  than  the 
plain  mixture,  by  using  a  very  carefully  graded  gravel  aggregate. 
Oil-mixed  mortars  seem  to  be,  in  general,  impermeable.  The  writer 
would  like  to  make  it  clear  that  he  considers  the  addition  of  oil  to 
the  concrete  mixture  of  benefit  as  a  damp-proofer  rather  than  as  a 
means  for  preventing  the  percolation  of  water  under  great  pressure; 
and  not  only  his  laboratory  tests,  but  the  results  from  numerous  con- 
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IKm;       discussion  on  oil-mixkd  moiitaus  and  concuetks 

>lr.  striK'tioiis,  j)c)iiit  to  tlu>  ciliciciicy  of  tliu  oil  as  a  daiiip-proofinj^  aj^cncy. 
Oil-mixed  mortar,  howover,  might  be  used  with  benefit  to  prevent  the 
percohition  of  water   under  pressure,   as  well   as  to  damp-proof. 

TA15M':  IJ. — Analysis  of  Oils. 


Sample  mimber , 

Type 

Character 

Spec-iflc  gravity  at  25°/25°  cent 

Loss  at  103°  celit.,  5  hours,  20  grammes 

Character  of  residue 

Soluble  in  C  So,  air  temperature 

Organic  matter  insoluble 

Perceutapre  of  total  bitumen  insoluble  I 

in  8(3°  paraffin  naphtha J 

Fixed  carbon 

Specific  viscosity,  Engler  at  25°  cent.  . . 


5  85« 6  536 

Asphaltic  petroleum  . .  Asphaltic  petroleum, 

j  Sticky,  viscous  fluid.  M  (  Slij^htly    sticky    fluid, 

'/     with  gasoline  odor.  )  i  /     with  naphtha  odor. 

0.5)45 0.945 

30.84 21.76 


J  Soft,  sticky,  ductile,/, 
(     with  slight  flow f 

99.93  

0.07 

7.71 

4.22 

50.0    


Soft,  sticky,   semi-solid. 

crystalline  appearance 

on  surface. 
99.97 
0.03 

14.42 

7.57 
15.0 


The  writer  has  had  verj'  successful  results  with  oil-mortar  parginf 
applied  to  the  exterior,  and  in  some  cases  to  the  interior,  of  base-j 
ment  walls,  with  oil-concrete  roofs  and  walls,  in  the  United  Stat( 
Treasury  vaults,  and  in  basement  floors.  He  has  also  had  report^ 
regarding  oil-mixed  concrete  structures  that  were  perfectly  water-] 
proofed  when  subjected  to  heads  of  10  ft.  Oil-mixed  concrete  has 
likewise  been  used  for  the  construction  of  pumping  pits  in  very  we^ 
soil.  Similar  constructions  of  plain  concrete  in  the  vicinity  wer€ 
always  wet,  wdiereas  the  oil-concrete  constructions  remained  perfectlj 
dry.  The  ease  with  which  the  oil  can  be  incorporated  with  the  con- 
crete, and  the  comparative  cheapness  of  the  process,  make  it  a  de- 
sirable one  for  use  in  structures  subjected  to  low  heads.  The  follow- 
ing specification  for  oil  is  given  as  one  which,  it  is  believed,  will  give 
effective  results  as  a  damp-proofing  agent  when  used  in  a  concrete  or 
mortar  mixture: 


Specification  for  Oil  to  be  Used  in  Oil-Cement  Concrete. 

(1)  The  oil  shall  be  a  fluid  residual  from  the  distillation  of 
petroleum,  and  shall  contain  no  admixture  of  fatty  or  vegetable  oik. 

(2)  It  shall  have  a  specific  gravity  of  not  less  than  0.920  at  a  tem- 
perature of  25°  cent. 

(3)  It  shall  show  a  flash  point  of  not  less  than  150°  cent,  by  the 
closed-cup  method. 

(4)  When  240  cc.  of  the  oil  aie  heated  in  an  Engler  viscosimeter 
to  50°  cent.,  and  maintained  at  that  temperature  for  at  least  3  min., 
the  first  100  cc.  which  flows  out  shall  show  a  specific  viscosity  of  not 
less  than  15  nor  more  than  30. 

In  conclusion,  it  would  seem  to  the  writer  that,  should  a  duplica- 
tion of  the  tests  by  Messrs.  Taylor  and  Sanborn  give  the  same  results 
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with  the  California  oils  as  those  already  obtained,  they  would  be  dan-  Mr. 
gerous  and  valueless  oils  to  use.  The  writer  cannot  help  being  a  little  ^^^' 
doubtful  of  the  reported  absorption  tests,  as  they  are  at  variance  with 
those  of  a  number  of  investigators.  He  regrets  that  his  own  experiments 
have  not  included  the  California  oils,  but  rather  the  semi-asphaltic 
product.  He  hopes,  however,  to  be  able  to  duplicate  the  authors'  tests 
with  the  asphaltic  oils,  in  order  to  throw  additional  light  on  their 
application  to  oil-concrete  mixtures. 

Regarding  the  effect  of  drippings  of  oil  on  concrete,  it  must  be 
acknowledged  that  in  a  great  many  instances  the  concrete  mixtures 
have  suffered  great  deterioration.  This,  however,  is  an  entirely  differ- 
ent proposition  from  that  of  mixing  oil  in  very  small  percentages  with 
wet  concrete.  A  great  many  lubricating  oils  have  vegetable  and  ani- 
mal oil  admixtures,  and  such  oils,  it  is  known,  cause  the  destruction 
of  concrete,  the  lime  in  the  cement  causing  a  saponification  of  the  oil. 
Moreover,  in  such  cases,  as  the  oil  is  concentrated  on  a  small  surface 
of  concrete,  its  effect  is  very  serious.  In  the  case  of  the  oil  admixture, 
only  a  very  small  percentage  of  oil  is  used,  and  this  is  distributed 
throughout  the  mass. 

William  J.  Boucher,  Assoc.  M.  Am.   Soc.  C.  E. — The  following      Mr. 
brief  remarks  do  not  relate  to  the  asphaltic  or  other  heavy  oils,  but  ^^^<^^®^- 
to  the  lighter  varieties,  such  as  kerosene. 

In  the  period  just  preceding  the  opening  of  the  present  Rapid 
Transit  Railroad,  in  New  York  City,  barrels  of  kerosene  were  kept 
at  convenient  locations,  from  which  the  lanterns  of  the  watchmen  were 
filled.  One  night  a  barrel  leaked,  and  in  the  morning  an  oily  spot 
on  the  concrete  roadbed  showed  where  the  kerosene  had  disappeared. 
Considerable  discussion  followed  as  to  whether  damage  would  result, 
and  on  account  of  the  layers  of  asphalt  and  felt  water-proofing  about 
10  in.  below  the  surface  of  the  concrete,  which  it  was  believed  would 
surely  be  damaged  by  the  kerosene,  the  concrete  was  dug  up,  the  water- 
proofing relaid,  and  new  concrete  placed.  It  has  always  been  a  matter 
of  interest  to  the  speaker  as  to  what  would  have  happened  to  the 
kerosene-soaked  concrete  if  it  had  been  left  in  place.  Probably  on  a 
smooth  troweled  surface,  such  as  a  sidewalk  or  station  platform,  it 
would  run  off  and  evaporate,  but  would  it  cause  deterioration  if  allowed 
to  remain  in  ordinary  concrete? 

On  looking  up  some  references  on  oil  mixed  with  concrete,  the 
speaker  found  a  very  interesting  article,*  giving  the  experiments  and 
part  of  the  conclusions  of  James  C.  Hain,  Assoc.  M.  Am.  Soc.  C.  E., 
who  conducted  quite  an  elaborate  series  of  tests  on  cement  briquettes, 
treated  with  or  immersed  in  lard  oil,  whale  oil,  castor  oil,  boiled  lin- 

*  Engineering  News,  March  16th,  1905. 
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Mr.'  ^o('(\  oil,  crwih  petroleum,  ami  sipnal  oil  (tlie  latter  a  mixture  of  animal 
fat  and  mineral  oil).  Mr.  liain's  aeeount  of  the  tests  covers  more 
than  three  pages,  and  he  summarizes  as  follows: 

"At  the  outset  ve  failed  to  find  [in  railroad  or  industrial  works] 
a  siKH'inKm  of  e(»ii('rete  tliat  we  felt  was  positively  disintegrated  hv 
oil.  tliou^h  we  not  infrequently  heard  of  it.  *  *  "**■  On  the  other 
hand,  plenty  of  concrete  was  found  that  oil  had  penetrated  but  not 
disintegrated.  Further,  our  tests  on  comparatively  new  briquettes, 
which  were  weakened  by  exposure  to  air,  showed  that,  with  one  excep- 
tion, they  were  disintegrated  by  all  classes  of  oils  and  fats.  These 
oils  and  fats  when  arranged  according  to  their  effect  (as  far  as  our 
experiments  indicate),  are  as  follows:  1,  animal  fat;  2,  animal  oil; 
3,  vegetable  oil;  and  4,  mineral  oil.  -5^  *  *  On  the  following  points 
we  are  reasonably  certain:  (1)  Most  oils  penetrate  concrete  mortar, 
which  makes  them  dangerous.  (2)  Concrete  is  more  liable  to  be  dis- 
integrated when  saturated  with  oils  and  fats  if  not  thoroughly  set. 
(3)  A  good  quality  of  concrete  is  less  susceptible  to  the  effect  of  oil 
than  a  poor  quality,  such  as  a  porous,  frosted,  lean,  poorly  mixed,  or 
improperly  seasoned  concrete." 

In  the  issue  of  April  20th,  1905,  of  the  same  periodical,  Maximilian 
Toch,  Assoc.  Am.  Soc.  C.  E.,  comments  on  Mr.  Hain's  experiments, 
and  says : 

"We  found  that  the  disintegration  [of  the  briquette  immersed  in 
signal  oil]  was  due  to  the  formation  of  oleate  and  stearate  of  calcium. 
To  reduce  this  to  its  simplest  expression,  the  animal  oils  contain  acids 
which  combine  with  the  lime,  and  crystals  of  stearate  and  oleate  of 
lime  are  formed.  It  is  very  likely  that  these  crj^stals  in  the  process 
of  formation  have  increased  the  bulk  in  the  briquette  and  the  bond 
which  has  been  formed  by  the  lime  in  the  set  cement  has  been  totally 
disintegrated  and  ruptured. 

■Jf-  *  *  *  *  -x- 

"Machinery  oil  which  contains  no  animal  fat  is  evidently  harmless 
to  cement  concrete  for  the  reason  that  no  combination  can  occur. 
Machinery  oils  are  ahnost  exclusively  paraffine  oils." 

Mr.  A.  T.  GoLDBECK,*  EsQ. — It  is  a  peculiar  thing  that,  with  aU  the 

Goldbeck.  ^^j^  \is,eS.  in  Mr.  Page's  experiments,  the  tensile  strength  of  1 :  3  mortar 
has  been  but  very  slightly  affected  by  the  oil  admixture.  In  a  great 
many  instances  the  tensile  strength  even  exceeds  the  strength  of  plain 
1 : 3  mortar,  although,  at  the  same  time,  the  crushing  strength  of 
concrete  mixed  with  the  same  kinds  of  oils  is  invariably  somewhat 
less  than  that  of  plain  mixtures.  Only  one  oil,  thus  far,  has  been 
found  to  affect  the  tensile  strength  seriously,  and  this  oil  perhaps  more 
nea.rly  resembles  the  asphaltic  California  products  than  any  of  the 
others  used. 


*  Testing  Engineer.  OflBce  of  Public  Roads,  U.  S.  Dept.  of  Agriculture. 
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x\s  has  been  stated,  the  influence  of  lubricating  oils  on  plain  Mr. 
concrete  foundations  is,  in  a  great  many  instances,  very  severe.  Ani- 
mal and  vegetable  oils  disintegrate  concrete,  and  many  of  the  lubri- 
cating oils  contain  animal  and  vegetable  oil  admixtures.  This  dis- 
integrating action  is  particularly  severe  on  lean,  absorbent  mixtures 
which  may  take  up  a  very  large  quantity  of  oil.  The  mineral  oil  con- 
crete mixture  must  be  regarded  in  a  different  light  from  that  of  a 
plain  concrete  subjected  to  the  penetrating  action  of  lubricating  oils. 
It  is  true  that  a  very  large  percentage  of  oil,  when  mixed  with  the 
wet  concrete,  will  cause  it  to  lose  all  strength,  but  such  excessive 
admixtures  are  unnecessary  as  well  as  dangerous.  A  small  percentage, 
however,  of  the  right  kind  of  oil  seems  to  be  of  benefit  as  a  damp- 
proofing  agent,  and  does  not  seem  to  be  dangerously  detrimental  to 
the  strength  of  the  mixture. 

Arthur  Taylor,  Esq.  (by  letter). — It  is  very  pleasing  to  note  that     Mr. 
Mr.  Page  has  been   able  to  supply  some  additional  data  on  his   oil- 
mixed  concrete  investigation;  primarily,  because  it  undoubtedly  fur- 
nishes the  incentive  for  the  Profession  to  enter  further  into  this  com- 
paratively new  field  of  concrete  experimentation. 

It  has  been  the  desire  of  the  writers,  since  their  inextensive  tests 
were  undertaken,  that  they  be  instrumental  in  creating  an  interest  in 
the  investigation  of  this  possibly  economical  means  of  water-proofing 
mortars  and  concrete,  and  they  now  believe  that,  due  to  Mr.  Page's 
discussion,  their  hopes  will  be  realized  to  some  extent. 

At  the  outset,  the  writers  were  quite  confident  that  Mr.  Page  had 
demonstrated  an  economical  and  practical  means  of  water-proofing 
mortars  and  concrete  by  the  admixture  of  a  mineral  oil  with  wet 
mortars  and  concrete.  In  this  belief,  it  was  expected  that  they  would 
be  able  to  verify  some  of  his  conclusions  and  enlarge  on  the  scope  by 
the  use  of  Western  (asphaltic  base)   oils. 

Somewhat  negative  results  w^ere  first  observed  when  the  strength 
of  the  7-day  tensile  specimens  fell  off  with  the  "oil-mixes"  to  a  greater 
relative  degree  than  in  Mr.  Page's  tests.  In  no  case  did  the  strength 
of  the  oil-mixed  briquettes  approach  that  of  the  plain  mortar;  nor  did 
the  strength  of  the  oil-mixed  specimens  reach  80%  of  that  of  the 
no-oil  specimens  in  the  28-day  tests.  Again,  with  the  permeability 
test,  the  first  specimens  were  watched  to  see  the  effect  of  the  oil,  and 
it  was  observed  with  regret  that  the  oil-mixed  specimens  were  more 
permeable  than  the  plain  ones,  for  it  was  hoped  that  results  similar 
to  Mr.  Page's  would  be  obtained. 

Regarding  the  absorption  tests,  the  noticeably  slight  absorption 
may  be  accounted  for  by  the  fact  that  the  specimens  were  the  broken 
halves  of  briquettes,  undoubtedly  poor  examples  from  which  to  show 
normal  absorption,  but  reasonable  indicators  of  relative  absorption 
of  the  various  oil-mixed  mortars.     It  was  the  practice  of  the  writers 
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Mr.     to   mix    tlio   mortars   witli   oxroptionnl    thorou^^linoss,   and    to   pack   the 

Taylor.  ,  .  .  .  ,       i  i        i  •  i 

moulds  qinto  viproronsly,  so  that,  without  doubt,  the  latent  voids  wore 
greatly  redue(>d.     This  naturally  brought  about  low  absorption. 

All  specimens  were  taken  out  of  the  water  at  the  same  time,  wi))ed, 
"bakfMl"  in  an  open  gas  oven  at  100°  Fahr.,  weighed,  and  again  placed 
in  water.  At  the  end  of  the  24  and  72-hour  i)criods  the  water  was 
wiped  oflf  and  the  specimens  were  again  weighed. 

In  the  permeability  test,  though  the  age  of  the  specimens  was  not 
great,  the  results  of  the  plain  concretes  and  the  various  oil-mixed 
ones,  with  relation  to  each  other,  should  be  quite  correct.  It  is  likely 
that  the  oil  ingredient  retards  the  time  required  for  the  concrete  to 
reach  its  normal  state,  or  permanent  set;  however,  the  writers  can- 
not help  but  believe  that  the  results  of  long-time  tests  would  follow 
lines  similar  to  those  at  28  and  35  days,  but  probably  with  less 
divergence  between  the  no-oil  and  oil-mixed  specimens.  By  an  over- 
sight, the  age  of  the  4-day  test  was  omitted.  These  tests  were  begun 
on  the  thirty-fifth  day. 

The  writers  wish  to  make  clear  that  the  reporting  of  their  tasts 
was  no  flaunting  declaration  that  oil  as  an  incorporated  ingredient 
in  concrete  is  not  an  aid  to  its  water-proofing  qualities.  It  would  be 
lamentable,  indeed,  if  experimenters  lacked  the  courage  to  make  public 
their  findings,  merely  because  they  did  not  agree  with  those  of  others. 
Believing  in  this  principle,  they  offered  their  conclusions. 

Though  Mr.  Page  does  not  claim  that  oil  adds  to  the  strength,  nor 
does  the  extra  manipulation  required  to  incorporate  the  oil  (for  it  is 
not  so  shown  in  his  compressive  tests),  yet  the  writers  fail  to  comprehend 
why  so  many  of  Mr.  Page's  oil  specimens  have  shown  greater  strength 
than  the  plain  mortars.  They  have  been  inclined  to  believe  that  the 
"personal  equation''  is  a  factor  in  the  results  of  new-field  experimental 
work  of  this  nature,  regardless  of  how  conscientiously  it  is  carried  on, 
and  they  dare  say  that  it  is  likely  that  a  repetition  of  many  of  these 
tests,  where  equative  handling  is  paramount,  would  show  appreciable 
reversals. 

To  some  extent,  the  applicability  of  the  colloidal  theory  does  not 
seem  futile.  Considering  oil  the  colloid,  "that  amorphous  part  of 
^clays'  which  envelops  the  crystalline  constituent,  *  *  *  when  it 
is  in  excess,  the  clay  is  most  plastic,  and  when  it  is  dry,  it  is  the  less 
permeable  and  less  absorptive."  This,  however,  is  not  in  perfect 
analogy  to  cement,  where  a  mechanical-chemical  change  takes  place; 
therefore,  can  we  impose  the  colloidal  theory  here? 

Again,  it  is  plausible  to  believe  that  the  oils  of  different  character 
account  to  some  extent  for  the  variation  in  the  results  obtained  from 
the  experiments  by  Mr.  Page  and  those  by  the  writers. 

J.   B.   Lippincott,   M.    Am.   Soc.   C.   E.,   reported*  that   the  tensile 

*TransacHons,  Am.  Soc.  C.  E.,  Vol.  LXXIV.  p.  283.    ^ 
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tests  in  the  laboratory  of  the  Los  Angeles  Aqueduct  showed  lack  of     Mr. 
uniformity,  and  were  not  considered  to  be  encouraging  for  the  use  of 
California  oils  with  concrete.     These  tests,  however,  were  for  tensile 
strength  only,  and  no  comment  on  any  others  was  made. 

When  we  consider  the  extent  to  which  oil-mixed  mortars  and  con- 
cretes has  been  investigated,  it  is  only  infinitesimal  compared  with 
what  has  been  done  with  plain  mortars  and  concretes.  How  many 
dozens  of  men  have  brought  to  light  new  and  diverse  results  in  their 
studies,  but  every  result  showing  the  investigators  new  light,  and 
enticing  them  to  experiment  further.  Therefore,  this  should  encour- 
age men  to  undertake  more  detailed  study.  Whether  or  not  the  writers' 
work  led  to  the  correct  conclusion,  they  rest  satisfied  that  they  have 
created  a  stimulus  for  further  investigation. 
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SOME  TENDENCIES  AND  PROBLEMS  OF  THE  PRESENT  DAY 
AND  THE  RELATION  OF  THE  ENGINEER  THERETO. 


By  George  Fillmore  Swaix,  President,  Am.  Soc.  C.  E. 


In  asking  your  attention  this  morning  to  the  remarks  which  I  shall 
offer  for  your  consideration,  I  cannot  forbear  expressing  to  you,  once 
again,  my  appreciation  of  the  honor  which  you  have  done  me  in  elect- 
ing me  to  the  position  in  which  I  find  myself.  It  is  a  distinction  which 
I  shall  always  value  above  any  other,  and  it  involves  a  responsibility 
to  the  profession  of  which  I  am  deeply  sensible.  This  feeling,  together 
with  my  conviction  of  the  importance  of  our  profession  as  a  part  of 
the  social  organism,  has  guided  my  choice  of  a  subject  for  this  address. 

As  we  gather  here,  interested  in  widely  divergent  branches  of  engi- 
neering science,  it  has  seemed  to  me  that  I  could  most  profitably  occupy 
the  time  by  asking  your  attention  to  some  matters  in  which  we  all 
should  be  equally  interested.  I  have,  therefore,  chosen  for  my  subject 
a  consideration  of  "Some  Tendencies  and  Problems  of  the  Present  Day," 
and  the  part  which  the  engineer  should  play  in  their  solution. 

We  are  living  in  a  most  remarkable  age,  an  age  different  from  any 
that  has  preceded  it  in  the  history  of  the  world,  and  one  in  which 
changes  are  taking  place  with  marvelous  rapidity.  As  a  profession,  we 
are  largely  responsible  for  the  present  conditions,  and  therefore  we  should 
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do  our  part  in  solving  such  problems  as  exist,  and  in  helping  to  direct 
aright  the  tendencies  of  the  day.  We  have  a  duty  to  ourselves,  to  our 
profession,  to  society,  and  to  our  successors,  and  we  must  perform  it. 

We  have  been  often  reminded  of  the  fact  that  in  one  sense  engineer- 
ing is  the  oldest  of  the  professions,  since  engineering  constructions  of 
some  form  are  necessary  even  in  the  rudest  communities;  but  in  an- 
other, and  perhaps  a  truer  sense,  it  is  the  youngest  of  the  professions. 
The  priesthood  is  doubtless  the  oldest  distinct  profession  recognized 
as  such,  for  the  most  uncivilized  tribes  had  priests  to  mediate  between 
themselves  and  their  crude  deities.  The  priests  were  also  lawgivers, 
practiced  the  healing  art  (such  as  it  was),  and,  as  civilization  pro- 
gressed, were  also  the  builders.  Bridges  and  temples  were  built  by 
them,  and  the  most  stately  buildings  were  those  devoted  to  ecclesiastical 
uses.  In  course  of  time,  the  lawgiver,  the  physician,  the  architect,  be- 
came distinct,  and  then  for  a  time  the  engineer  was  either  an  architect 
or  a  priest.  It  is  fair  to  say  that  engineering  is  the  last  profession  to 
be  differentiated  into  a  class  by  itself,  and  that  its  beginning  dates 
from  about  the  Seventeenth  Century,  later  receiving  its  great 
impetus  from  the  series  of  inventions  which  were  made  toward  the  end 
of  the  Eighteenth  Century — the  spinning  jenny,  the  loom,  the  puddling 
process,  the  steam  engine,  and  the  steam  locomotive.  Since  that  time, 
the  profession  has  grown  by  leaps  and  bounds,  has  become  separated 
into  a  dozen  branches,  and  has  probably  become,  directly  or  indirectly, 
the  chief  occupation  of  mankind.  If  this  age  may  be  designated  as 
predominantly  that  of  any  profession,  it  is  certainly  the  age  of  the 
engineer  or  applied  scientist.  He  furnishes  us  with  thousands  of  com- 
forts, necessities,  and  luxuries,  of  which  previous  generations  never 
dreamed,  and  which  they  would  have  laughed  at  as  impossible.  By 
supplying  the  fundamental  material  elements  of  modern  civilization — 
transportation,  the  transmission  and  dissemination  of  intelligence  (by 
telegraph,  telephone,  and  printing  press),  machinery,  prime  movers, 
and  the  working  of  metals — the  applied  scientist  becomes  the  minister 
to  the  other  and  older  professions,  furnishing  tools  for  the  surgeon 
and  dentist,  and  chemical  products  for  the  physician ;  while  engineering 
projects  and  problems  probably  supply  as  large  a  field  as  any  for  the 
employment  of  lawyers.  The  priest — originally  lawgiver,  physician, 
and  builder — now  stands  alone,  concerned  only  with  the  moral  law  and 
its  application,  and  with  our  relation  to  the  Infinite. 
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Civilization,  as  wo  know  it  to-day,  tlicn,  seems  to  me  to  be  due 
mainly  to  the  engineer,  or  applied  scientist,  using  the  term  in  it« 
widest  sense..  Of  course,  a  great  ethical  advance  has  also  been  made, 
of  which  any  student  of  history  must  be  fully  conscious;  but,  when 
we  consider  that  moral  principles  were  known  and  recognized  by  the 
ancients,  in  as  perfect  a  form  as  that  in  which  they  can  be  stated  to-day, 
without  producing  much,  if  any,  wide-spread  ethical  progress,  or  any 
advance  in  civilization,  for  many  centuries,  we  must,  I  think,  con- 
clude that  it  is  the  dissemination  of  intelligence,  the  facilities  for 
transportation,  the  development  of  machinery,  which  have  made  the 
whole  world  kin,  and  thus  have  been  the  chief  elements  in  promoting 
the  universal  brotherhood  of  man  and  the  practical  recognition  of 
human  rights,  and  so  have  been  the  main  agents  in  the  progress  of 
civilization.  This,  somewhat  differently  expressed,  is,  as  I  understand 
it,  the  position  taken  by  Buckle,  often  misunderstood  by  those  who 
assume  him  to  assert  that  no  ethical  progress  has  been  made.  However 
this  may  be,  few  will  deny  that  the  work  of  the  engineer,  if  not  the 
cause,  has  been  a  necessary  condition,  of  progress. 

This  progress,  both  material  and  ethical,  has  been  wide-spread,  and 
astonishing  in  degree.  In  material  things,  not  only  necessities,  but 
comforts  and  luxuries  of  which  our  forefathers  would  never  have 
dreamed,  are  now  within  the  reach  of  every  man  who  is  sober  and 
industrious.  Wages  have  risen,  not  only  in  absolute  amount,  but  in 
purchasing  power.  The  poor  can  now  receive  medical  advice,  medi- 
cines, and  many  other  things  free,  where  our  predecessors  could  not 
have  obtained  the  same  things  at  all.  Simple  foods  in  great  variety, 
and  clothing  of  good  quality,  can  be  obtained  at  reasonable  prices;  and 
in  every  respect  the  poor  man  to-day  is  better  provided  for  than  his 
predecessors  were.  Ethically,  too,  he  is  far  better  off.  The  best  books 
are  available,  if  he  wants  them,  at  ridiculously  low  prices,  free  public 
schools  are  provided  for  his  children,  and  all  sorts  of  free  industrial 
and  vocational  instruction  is  available  for  him  in  his  leisure  hours  if 
he  desires  to  use  them.  His  hours  of  labor  have  been  shortened,  his 
civil  rights  have  been  generally  recognized,  he  is  treated  as  the  equal 
of  any  man  before  the  law,  and  his  right  to  a  fair  chance  in  life — to 
opportunities  commensurate  with  his  ability  to  make  use  of  them — 
is  generally  admitted  in  theory,  if  not  yet  entirely  in  fact.  With  free 
public  and  trade  schools,  with  conditions  which  allow  a  common  laborer 
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in  a  steel  mill  at  15  to  become  the  head  of  the  greatest  industrial  organi- 
zation in  the  world  at  50,  certainly  it  cannot  be  said  that  men  do  not 
have  opportunity  in  the  United  States. 

Continued  progress,  however,  and  the  interest  of  the  social  organ- 
ism as  a  whole,  require  that  individual  initiative  and  ability  shall  be 
encouraged  to  the  utmost  and  allowed  to  enjoy  the  reasonable  fruits 
of  its  exercise;  that  property  shall  be  protected;  that  taxation  shall 
be  equitable  and  uniform;  that  leaders  shall  be  chosen  from  those  most 
enlightened,  capable,  honest,  and  judicious;  that  those  who  are  only 
fitted  for  manual  labor  shall  not  acquire  a  distaste  for  it  or  look  down 
upon  it  as  inferior  in  dignity  to  other  occupations*;  and  that  waste 
and  extravagance  shall  be  reduced  to  a  minimum.  There  should  be 
a  recognition  of  the  facts  that  wealth  must  be  unequally  divided,  since 
men  are  unequal  in  ability  and  in  character;  that  the  prosperity  of 
one  depends  on  the  prosperity  of  all;t  that  each  man  must  feel  secure 
in  the  enjoyment  of  all  that  he  can  legitimately  win;  that  wealth,  posi- 
tion, and  luxury,  do  not  in  themselves  bring  happiness;  and  that  the 
selfish  desires  of  the  individual  must  be  subordinated  to  the  interests 
of  society  as  a  whole  if  progress  and  not  retrogression  is  to  ensue. 
A  state  of  equality  of  condition,  as  has  been  well  remarked,  would 
mean  equality,  not  of  wealth,  but  of  wretchedness. 

The  political  and  social  evolution  in  the  past,  up  to  a  comparatively 
recent  period,  has  not  involved  any  diminution  of  the  incentive  to  indi- 
vidual effort,  nor  to  any  great  extent  the  attempt  to  deprive  the  indi- 
vidual of  the  fruits  of  his  industry  and  ability.  Of  late  years,  how- 
ever, with  growing  political  power  in  the  hands  of  the  less  intelligent 
classes,  symptoms  of  a  change  have  shown  themselves.  The  spectacle 
of  isolated  instances  of  great  wealth  acquired  unfairly  or  too  rapidly, 
and  of  rewards  out  of  proportion  to  service,  instead  of  being  looked 
upon  as  necessary  phenomena,  seeing  that  men  are  human,  and  that 
no  human  affairs  can  ever  be  perfect,  has  led  to  a  wide-spread  spirit  of 
envy  and  discontent,  and  sometimes  to  a  desire  to  deprive  men  of  the 
results  of  their  honest  toil. 

*"But  we  exhort  you  brethren  *  *  *  that  ye  study  to  be  quiet,  and 
to  do  your  own  business,   and  to  work  with  your  hands,"  wrote  the  Apostle   Paul. 

f'Thisy  then,  above  all,  ought  to  be  regarded  by  every  one  as  an  established 
principle,  that  the  interest  of  each  individual  and  that  of  the  entire  body  of  citizens 
are  identical,  which  interest,  if  any  one  appropriate  to  himself  alone,  he  does 
it  to  the  sundering  of  all  human   intercourse."     Cicero,  "De  Officiis." 
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It  is  to  some  unfavorable  i)henomena  incident  to  tliis  movemont 
that  I  wish  to  call  your  attention  to-day,  believing  that,  if  they  con- 
tinue, disaster  may  result,  in  which  case,  as  always,  the  suffering  will 
mainly  come  upon  those  least  able  to  bear  it. 

1. — In  the  first  place,  let  me  refer  to  the  tendency  to  consider  men 
equal,  or  to  what  I  may  term  a  false  democratic  ideal. 

What  I  conceive  to  be  the  true  democratic  ideal  is  this:  that  all  men 
are  equal  before  the  law — so  that  neither  differences  in  wealth,  race, 
social  position,  nor  talent,  shall  confer  any  advantage  or  impose  any 
disadvantage  in  the  impartial  administration  of  justice;  that  while 
ability  should  be  admired,  every  man  who  is  honest,  industrious,  sober, 
and  faithful,  and  who  does  his  work  in  the  world  as  well  as  he  can  and 
with  due  regard  to  the  rights  of  others,  is  deserving  of  equal  respect 
and  regard,  whether  he  occupy  the  humblest  or  the  most  exalted  posi- 
tion; that  success  depends  on  the  spirit  with  which  one's  natural  en- 
dowments are  utilizexi  and  the  degree  to  which  they  are  developed,  and 
not  on  those  endowments  themselves,  so  that  the  humblest  laborer  on 
the  street  may  be  making  as  great  a  success  of  his  life  as  the  most 
gifted;  that  there  should  be  kindliness  anid  a  spirit  of  brotherhood  be- 
tween all  men,  and  neither  envy  of  those  more  capable,  who  receive 
greater  rewards,  nor  contempt  of  those  less  gifted,  who  do  the  menial 
work  of  the  world;  and  that  neither  race,  poverty,  nor  inferior  social 
position,  should  prevent  the  possibility  that  a  man,  by  hard  work,  in- 
tegrity, and  conscientiousness,  should  be  able  to  reach,  by  some  avail- 
able ladder,  a  position  commensurate  with  his  abilities.  A  man  should 
be  judged  by  what  he  is,  not  by  what  he  has,  whether  he  is  black  or 
white,  or  who  his  grandmother  was.  He  should  have  the  opportunity 
to  get  such  education  as  best  fits  his  natural  qualifications.  Rich  and 
poor  should  be  judged  by  the  same  standard — inherent  worth.  But, 
though  respect  should  be  equal,  rewards  should  not  be.  They  should 
be  in  proportion  to  the  value  of  the  service,  and  governed  by  the  law 
of  supply  and  demand;  nor  are  great  rewards  necessary  for  happiness. 

Unfortunately,  a  democratic  government,  especially  with  universal 
suffrage,  instead  of  tending  to  the  realization  of  this  ideal,  tends  in  ■ 
some  respects  directly  away  from  it,  and  leads  not  seldom  to  the  gross- 
est perversions  of  it.     The  equality  of  man,  which  the  framers  of  the 
Declaration  of  Independence  held  to  be  self-evident,  instead  of  being 
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interpreted  as  above,  is  held  to  mean  that  men  are  inherently  equal 
in  all  respects. 

It  is  self-evident  that,  instead  of  being  equal,  men  are  very  unequal. 
There  is  perhaps  more  difference  between  the  most  intelligent  and  the 
least  intelligent  voter  than  there  is  betvp^een  the  latter  and  an  intelligent 
animal.  It  is  held  that  all,  being  equal,  should  have  equal  opportunity; 
but  why  should  there  be  equality  of  opportunity  for  unequal  individ- 
uals ?  As  Harris  remarks,  "Inequality  of  opportunity  for  unequal 
men  is  a  nearer  approach  to  true  equality  than  equal  opportunity  for 
unequal  men."  Why,  for  instance,  should  all  men  have  opportunity 
for  a  college  education,  when  only  a  few  can  profit  by  it,  and  the  great 
majority  should  work  with  their  hands,  not  with  their  heads?  Not 
every  man  who  is  able  to  pass  successfully  through  a  college  course  is 
able  to  use  it  when  he  has  finished,  and  by  its  means  many  a  good 
mechanic  has  been  spoiled  to  make  a  poor  and  discontented  clerk  or 
lawyer. 

One  of  the  conditions  of  individual  progress  is  the  willingness  to 
recognize  and  admire  superiority,  and  without  envy  to  rejoice  in  its 
success.  The  idea  of  the  equality  of  man  limits  this  recognition,  and 
thus  hampers  individual  progress,  and  therefore  collective  progress.  In 
college,  there  is  little  in  class  associations  to  stimulate  a  man  to  excel. 
If  he  does,  he  is  termed  a  "grind"  and  is  looked  dovni  upon.  If  all 
men  are  equal,,  he  has  no  right  to  exhibit  any  superiority  to  his  fellows. 
The  same  is  true  among  the  so-called  laboring  classes.  No  man  must 
do  any  more  work,  or  do  it  any  better,  than  another.  Individual  ex- 
cellence and  initiative  are  discouraged.  Indeed,  individual  freedom 
is  not  seldom  infringed  upon,  and  a  man  is  not  allowed,  at  times,  to 
work  at  wages  satisfactory  to  himself,  when  he  desires  to  do  so — a 
strange  result  of  freedom,  and  in  reality  as  great  an  outrage  as  any 
that  can  be  quoted  from  the  mediaeval  annals  of  despotism.  With  grow- 
ing discontent,  many  minds  turn  to  socialism,  that  impracticable 
Utopia  which,  as  President  Butler  has  well  said,  "would  wreck 
the  world's  efficiency  for  the  purpose  of  redistributing  the  world's 
discontent^" 

The  idea  of  the  equality  of  man,  instead  of  allowing  the  best  men 
to  govern  and  fitting  the  man  to  the  proper  vocation,  leads  to  the 
placing  of  unfit  men  in  power,  the  control  of  large  masses  of  men  by 
demagogues,   the  judging  of  men  by  the  number  of  votes  they   can 
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control;  nnd  lluis  it  leads  to  the  withdrawn]  of  many  of  the  best  nietl 
from  active  participation  in  pnhlic  affairs,  because  they  see  how  little 
iniluencc  tlicy  can  oxcrt  without  the  use  of  money  or  the  arts  of 
the  demagogue,  and  that  the  only  reward  of  one  who  unselfishly  serves 
the  public  is  likely  to  be  criticism  and  contumely.  It  also  discourages 
loyal  and  faithful  service,  and  makes  difficult  the  maintenance  of 
proper  relations  between  employer  and  employee.  Where  every  one 
is  his  own  master,  it  follows  that  every  one  is  his  own  servant. 

What  the  ultimate  result  will  be,  cannot  be  foretold.  The  political 
doctrine  of  the  equality  of  man  is  still  on  trial.  Yet,  as  regards  the 
United  States,  where  that  doctrine  has  its  fullest  expression,  Lincoln 
long  ago  observed  that  if  it  fails,  it  will  not  be  on  account  of  inter- 
ference from  without,  but  it  will  be  by  suicide.  It  behooves  us,  there- 
fore, if  we  can,  to  see  to  it  that  our  institutions  shall  not  fail  by  suicide. 

Nevertheless,  it  is  a  somewhat  striking  fact  that  several  of  the  most 
philosophical  and  learned  historians  have  distrusted  the  ultimate  suc- 
cess of  our  institutions.  Froude,  Macaulay,  and  Lecky,  all  express  the 
gravest  doubt  of  the  permanence  of  our  form  of  government.* 

♦Froude,  for  example,  writes,  "I  am  no  believer  in  democracy  as  a  form  of 
government  which  can  be  of  long  continuance.  It  proceeds  on  the  hypothesis  that 
every  citizen  is  entitled  to  an  equal  voice  in  the  management  of  his  country,  and 
individuals  being  infinitely  unequal — bad  and  good,  wise  and  unwise — and  having 
rights  dependent  upon  fitness  to  make  use  of  them,  the  assumption  is  untrue,  and  no 
institution  can  endure  which  rests  upon  illusions." 

Macaulay,  too,  had  great  doubt  of  the  permanence  of  our  form  of  government. 
One  of  his  letters  to  a  friend  in  America  has  been  often  quoted,  but,  f6r  convenience 
in  this  connection,  it  may  be  well  to  reproduce  it  here. 

"Holly  Lodge, 

Kensington, 
London,  May  23,   1857. 
"Dear  Sir  : 

"You  are  surprised  to  learn  that  I  have  not  a  high  opinion  of  Mr.  Jefferson,  and 
I  am  surprised  at  your  surprise.  I  am  certain  that  I  never  wrote  a  line,  and  that 
I  never  in  Parliament,  in  conversation,  or  even  in  the  hustings — a  place  where  it 
is  the  fashion  to  court  the  populace — uttered  a  word,  indicating  an  opinion  that  the 
supreme  authority  in  a  State  ought  to  be  intrusted  to  the  majority  of  citizens  told 
by  the  head  ;  in  other  words,  to  the  poorest  and  most  ignorant  part  of  society.  I 
have  long  been  convinced  that  institutions  purely  democratic  must,  sooner  or  later, 
destroy  liberty  or  civilization,  or  both.  In  Europe,  where  the  population  is  dense, 
the  effect  of  such  institutions  would  be  almost  instantaneous.  What  happened 
lately  in  France  is  an  example.  In  1848  a  pure  democracy  was  established  there. 
During  a  short  time  there  was  reason  to  expect  a  general  spoliation,  a  national 
bankruptcy,  a  new  partition  of  the  soil,  a  maximum  of  prices,  a  ruinous  load  of 
taxation  laid  on  the  rich  for  the  purpose  of  supporting  the  poor  in  idleness.  Such 
a  system  would,  in  twenty  years,  have  made  France  as  poor  and  barbarous  as  the 
France  of  the  Carlovingians.  Happily,  the  danger  was  averted  ;  and  now  there  is 
a  despotism,  a  silent  tribune,  an  enslaved  press.  Liberty  is  gone,  but  civilization-  has 
been  saved.  I  have  not  the  smallest  doubt  that,  if  we  had  a  purely  democratic 
government  here,  the  eltect  would  be  the  same.  Either  the  poor  would  plunder  the 
rich,  and  civilization  would  perish,  or  order  and  prosperity  would  be  saved  by  a 
strong  military  government,   and  liberty  would  perish. 

"You  may  think  that  your  country  enjoj^s  an  exemption  from  these  evils  ;  I  will 
frankly  own' to  you  that  I  am  of  a  very  different  opinion.  Your  fate  I  believe  to 
be  certain,  though  it  is  deferred  by  a  physical  cause.  As  long  as  you  have  a 
boundless  extent  of  fertile  and  unoccupied  land,  your  laboring  population  will  be 
far  more  at  ease  than  the  laboring  population  of  the  old  world  ;  and  while  that  is 
the   case   the   Jeffersonian   polity   may   continue   to    exist   without   causing    any    fatal 
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Their  predictions,  we  hope,  will  prove  erroneous;  we  must  make 
thefti  so,  if  we  Can.  Nevertheless,  the  more  we  reflect,  the  more  I  think 
we  shall  realize  that  out  of  the  false  theory  of  the  equality  of  man 
have  sprung-  many  real  dangers.  A  spirit  of  unhealthy  discontent  has 
been  aroused,  and  the  people,  who  are  sovereign,  endeavor,  by  various 
kinds  of  legislation,  to  realize  in  fact  the  untruth  of  equality.  They 
make  the  common  mistake  of  assuming  that  legislation  is  a  sovereign 
remedy  for  all  ills.  Not  knowing  how  to  proceed,  they  become  the 
prey  of  every  selfish  demagogue  who,  while  stirring  tliem  up  to  exag- 
gerate their  troubles,  and  professing  his  ability  to  remedy  them,  is 
simply  seeking  his  own  ends.  These  men  know  that  a  large  part  of 
the  voters  to  whom  they  must  appeal  are  ignorant,  easily  swayed  by 
claptrap,  and  deceived  by  hypocrisy,  "incapable  of  disentangling  a 
difficult  question,  judging  distant  and  obscure  consequences,  realizing 
conditions  of  thought  and  life  widely  different  from  their  own,  esti- 
mating political  measures  according  to  their  true  proportionate  value, 
and  weighing  nicelj^  balanced  arguments  in  a  judicial  spirit."     The 

calamity.  But  the  time  will  come  when  New  England  will  be  as  thickly  settled  as 
Old  England.  "Wages  will  be  as  low,  and  will  fluctuate  as  much  with  you  as  with 
us.  You  will  have  your  Manchesters  and  Birminghams  ;  and  in  those  Manchesters 
and  Birminghams  hundreds  of  thousands  of  artisans  will  assuredly  sometimes  be 
out  of  work.  Then  your  institutions  will  be  fairly  brought  to  the  test.  Distress 
everywhere  makes  the  laborer  mutinous  and  discontented,  and  inclines  him  to  listen 
with  eagerness  to  agitators  who  tell  him  that  it  is  a  monstrous  iniquity  that  one 
man  should  have  a  million  while  another  cannot  get  a  full  meal. 

"In  bad  years  there  is  plenty  of  grumbling  here,  and  sometimes  a  little  riot- 
ing ;  but  it  matters  little,  for  here  the  sufferers  are  not  the  rulers.  The  supreme 
power  is  in  the  hands  of  a  class,  numerous  indeed,  but  select — of  an  educated 
class — of  a  class  which  is,  and  knows  itself  to  be,  deeply  interested  in  the  security 
of  property  and  the  maintenance  of  order.  Accordingly  the  malcontents  are  gently 
but  firmly  restrained.  The  bad  time  is  got  over  without  robbing  the  wealthy  to 
relieve  the  indigent.  The  springs  of  national  prosperity  soon  begin  to  flow  again  ; 
work  is  plentiful,  wages  rise,  and  all  is  tranquility  and  cheerfulness.  I  have  seen 
England  pass,  three  or  four  times,  through  such  critical  seasons  as  I  have  described. 
Through  such  seasons  the  United  States  will  have  to  pass  in  the  course  of  the  next 
century,  if  not  of  this.  How  will  you  pass  through  them?  I  heartily  wish  vou 
good  deliverance.  But  my  reason  and  my  wishes  are  at  war,  and  I  cannot  help  fore- 
boding the  worst.  It  is  quite  plain  that  your  Government  will  never  be  able  to 
restrain  a  distressed  and  discontented  majority.  For,  with  you,  the  majority  is  the 
government,  and  has  the  rich,  who  are  always  the  minority,  absolutely  at  its  mercy. 
The  day  will  come  when,  in  the  State  of  New  York,  a  multitude  of  people,  none  of 
whom  has  had  more  than  half  a  breakfast,  or  expects  to  have  more  than  half  a 
dinner,  will  choose  a  Legislature.  Is  it  possible  to  doubt  what  sort  of  a  Legislature 
^vill  be  chosen?  On  one  side  is  a  statesman  preaching  patience,  respect  for  vested 
rights,  strict  observance  of  public  faith  ;  on  the  other  is  a  demagogue,  ranting  about 
the  tyranny  of  the  capitalists  and  usurers,  and  asking  why  anybody  should  be  per- 
mitted to  drink  champagne  and  to  ride  in  a  carriage  while  thousands  of  honest  folk 
are  in  want  of  necessaries.  Which  of  the  two  candidates  is  likely  to  be  preferred 
by  a  workman  who  hears  his  children  cry  for  bread? 

"I  seriously  apprehend  that  you  will,  in  some  such  season  of  adversity  as  I 
have  described,  do  things  that  will  prevent  prosperity  from  returning ;  that  you 
will  act  like  people  who  should,  in  a  season  of  scarcity,  devour  all  the  seed  corn, 
and  thus  make  the  next  year  not  one  of  scarcity,  but  of  absolute  famine.  There 
will  be,  I  fear,  spoliation.  The  spoliation  will  increase  the  distress.  The  distress 
will  produce  fresh  spoliation.  There  is  nothing  to  stop  you.  Your  Constitution  is 
all  sail  and  no  anchor.  As  I  said  before,  when  a  society  has  entered  on  its  down- 
ward progress,  either  civilization  or  liberty  must  perish.  Either  some  Caesar  or 
Napoleon  will  seize  the  reins  of  government  with   a   strong  hand  ;   or  your  republic 
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doma^o^iu',  ihereforc,  appeals  to  class  interests  and  class  animosities, 
antl  does  his  utmost  to  foment  a  spirit  of  discontent,  even  tliough  every 
condition  justifies  the  opposite,  gaining  his  reward  by  newspaper  head- 
lines, notoriety,  public  office,  or  not  seldom,  wealth  secured  at  the 
expense  of  the  public  that  he  deceives.  The  spirit  of  servility  and 
sycophancy  which  in  former  times  led  men  to  grovel  in  the  duat  at 
the  feet  of  kings  and  princes,  is  still  with  us,  unchanged  in  form,  only 
its  object  is  different,  and  its  adulation  is  now  directed  to  the  sovereign 
voter — the  more  ignorant,  the  more  easy  to  flatter  and  deceive.  Know- 
ing human  nature,  may  we  not  doubt  the  man  who  claims  to  act  for 
the  good  of  the  people;  and  trust  him  rather  who  frankly  admits  that 
his  actions  are  governed  by  his  selfish  interests,  but  who  has  learned 
that  these  can  only  be  served  by  promoting  the  best  interests  of  all.* 

will  be  as  fearfully  plundered  and  laid  waste  by  barbarians  in  the  twentieth  century 
as  the  Roman  Empire  was  in  the  fifth — with  this  difference,  that  Ihe  Huns  and 
Vandals  who  ravaged  the  Roman  Empire  came  from  without,  while  your  Huns  and 
Vandals  will  have  been  engendered  within  your  own  country  by  your  own  insti- 
tutions. 

"Thinking  thus,   of   course   I   cannot   reckon   Jefferson    among   the   benefactors   of 


mankind. 


"Yours   respectfully, 

"Thomas   Babington  Macaulay." 


Lecky,  one  of  the  most  thoughtful  of  English  historians,  expresses  in  a  number 
of   places  his   doubts   regarding   the   success   of   democracy.      For   instance,    he   says : 

"Strong  arguments  may  be  adduced  both  from  history  and  from  the  nature  of 
things  to  show  that  democracy  may  often  prove  the  direct  opposite  of  liberty.  *  •  • 
Democracy  destroys  the  balance  of  opinions,  interests,  and  classes,  on  which  con- 
stitutional liberty  mainly  depends,  and  its  constant  tendency  is  to  impair  the 
efficiency  and  authority  of  parliaments,  which  have  hitherto  proved  the  chief  organs 
of  political  liberty.      ♦      *      * 

"A    despotism    which    secures    order,    property    and    industry,    which    leaves    the 
liberty    of    religion    and    of    private    life    unimpaired,    and    which    enables    quiet    and 
industrious  men  to  pass  through  life  untroubled  and  unmolested,  will  always  appear  | 
to  many  very  preferable  to  a  democratic  republic  which  is  constantly  menacing,  dis- . 
turbing  or   plundering  them."      (Lecky,   "Democracy   and   Liberty,"   pp.    256-260.)       | 

Again,  he  says,  in  another  place : 

"In  every  field  of  human  enterprise,  in  all  the  competitions  of  life,  by  the! 
inexorable  law  of  Nature,  superiority  lies  with  the  few  and  not  with  the  many,  and! 
success  can  only  be  attained  by  placing  the  guiding  and  controlling  power  mainly 
In  their  hands.  *  »  *  Yet,  surely,  nothing  in  ancient  alchemy  was  more 
irrational  than  the  notion  that  increased  ignorance  in  the  elective  body  will  be  con- 
verted into  increased  capacity  for  good  government  in  the  representative  body;  that 
the  best  way  to  improve  the  world  and  secure  rational  progress  is  to  place  govern-] 
ment  more  and  more  under  the  control  of  the  least  enlightened  classes.  The  day 
will  come  when  it  will  appear  one  of  the  strangest  facts  in  the  history  of  human 
folly  that  such  a  theory  was  regarded  as  liberal  and  progressive."  (Ibid,  p.  26. 
Speaking  about  parliamentary  government,  he  says:  "In  all  the  instances  in 
which  this  form  of  government  has  been  conspicuously  successful,  the  representative 
body  was  returned  on  a  restricted  suffrage."  The  great  German  historian,  Sybel, 
said :  "The  realization  of  universal  suffrage  and  its  consequences  has  always  been 
the  beginning  of  the  end  of  all  parliamentarism."  Professor  Freeman  said  :  "The 
real  special  weakness  of  pure  democracy  is  that  it  almost  seems  to  require  slavery 
as  a  necessary  condition  of  its  existence."  Aristotle,  Goethe,  and  Voltaire,  all 
disbelieved  in  a  purely  democratic  form  of  government.) 

*"The  men  who,  in  former  ages,  would  have  sought  by  Byzantine  flattery  to 
win  power  through  the  favor  of  an  emperor  or  a  prince,  will  now  be  found  de- 
claiming on  platforms  about  the  iniquity  of  privilege,  extolling  the  matchless  wisdom 
and  nobility  of  the  masses,  systematically  trying  to  excite  their  passions  or  their 
jealousies,  and  to  win  them  by  bribes  and  flatteries  to  their  side."  Lecky, 
"Democracy  and  Liberty,"  p.  30. 
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Some  of  the  remedies  for  these  dangers,  it  seems  to  me,  are  obvi- 
)us.  In  the  first  place,  we  should  realize  that  the  statement  that  all 
nen  are  created  equal,  properly  interpreted,  simply  means  that  they 
ire  equal  before  the  law,  that  all  men  should  be  treated  with  justice, 
ihould  have  fair  opportunities,  and  that  each  should  be  secured  in  his 
•ight  to  the  products  of  his  own  labor,  and  to  his  own  liberty,  so  far 
IS  his  acts  do  not  injure  others.  Aside  from  this,  instead  of  consider- 
ng  men  equal,  we  should  recognize  and  encourage  inequality,  for  it 
s  easily  to  be  seen  that  the  progress  of  society  depends  on  it.  Equality 
»f  condition  means  pauperism  or  savagery;  the  inequality  of  man 
neans  the  division  of  labor,  progress,  civilization.. 

In  the  second  place,  we  should  encourage  the  recognition  and  ad- 
niration  of  superiority, 

In  the  third  place,  we  should  preach  the  gospel  of  content,  instead 
)f  discontent.  "Do  violence  to  no  man,  neither  exact  anything 
v^rongfully;  and  be  content  with  your  wages"  said  John  the 
Baptist.  There  are  two  kinds  of  discontent:  one  praiseworthy; 
•ne  ignoble.  The  former  springs  from  a  laudable  ambition  and  a 
[esire  to  perfect  oneself,  so  far  as  natural  endowment  will  permit, 
rhe  other  springs  from  envy  and  the  desire  to  reap  the  rewards  of  the 
ndustry  of  others.  The  former  kind  of  discontent  is  to  be  encour- 
aged; every  man  should  be  given  an  opportunity  to  develop  himself 
ind  to  be  confirmed  in  the  possession  of  the  prizes  which  he  may 
:ain:  but  the  discontent  which  springs  from  envy,  which  leads  men 
o  depend  on  government  help,  instead  of  self-help,  which  sanctions 
orms  of  unjust  taxation  which  may  be  nothing  less  than  legalized 
obbery,  should  in  every  possible  w^ay  be  repressed.  The  attention  of 
nen,  instead  of  being  concentrated  on  what  they  want,  should'  be 
iirected  to  a  realization  of  what  they  have.  In  contrast  with  the  con- 
litions  which  existed  one  or  two  centuries  ago,  even  the  conditions  of 
he  poorest  classes  at  .the  present  time  are  immensely  improved.  Yet 
vith  all  the  reduction  of  working  hours  that  has  taken  place  in  the  last 
'0  years,  and  the  other  improvements  in  condition,  I  doubt  if  there 
s  any  more  real  happiness  and  content  among  the  poorer  classes.  Nor 
lave  I  any  doubt  that  the  excessive  talk  about  bettering  the  condition 
>f  the  working  classes  blinds  them  to  the  opportunities  for  their  own 
hrift  and  industry. 

Unfortunately,  it  is  a j^ain  hope  that  there  will  ever.. be  an  absence, 
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or  even  a  dcartli,  of  (l(*inag(t^:iHs  to  ytir  up  tliis  spirit  ol'  iinwortiiy 
(lipcontent.  but.  \vg  slioiild  do  all  in  our  power  to  counteract  it.  Mucli 
of  it  is  duo  to  the  unwise  use  of  wealth  by  those  who  posfiess  it,  who 
think  that  money  can  buy  everything,  and  is  the  end  and  aim  of  exist- 
6i\<ie,  and  wlio,  instead  of  being  governc*!  by  a  feeling  of  the  brother- 
hood of  man,  and  the  spirit  of  respect  for  true  worth,  even  in  th' 
humblest  occupations,  assume  an  attitude  of  superiority,  or  even  ot 
insolence,  toward  those  less  fortunate  than  themselves. 

It  is  also  vain  to  hope  that  we  can  evc^r  reach  a  point  where  theic 
will  be  no  poverty.*  This  would  realize  what  Dr.  Johnson  termed  tlx- 
triumph  of  liope  over  experience.  It  would  mean  a  radical  chang*- 
in  humaji  nature.  As  long  as  there  are  masses  of  men  who  are  shift- 
less, lazy,  incompetent,  and  vicious,  whom  nobody  would  willingly 
employ,  poverty  will  exist.  Still,  every  effort  should  be  made  to  re- 
lieve it  where  it  is  undesei'ved.  It  will  be  well,  however,  to  bear  in 
mind  that  suffering  is  a  remedy,  and  that  unwise  philanthropy  may 
do  harm  instead  of  good.  If  men  will  learn  in  no  other  way  the 
lessons  of  life,  they  must  learn  them  by  suffering,  which  is  Nature's 
cure.  Of  course,  it  is  often  hard  to  distinguish  deserved  from  unde- 
served suffering.  The  latter  may  be  wisely  relieved;  the  former  gener- 
ally not.  Surely  an  all-wise  Creator  would  not  have  filled  the  world 
so  full  of  it  except  for  some  good  purpose,  and  that  purpose  cannot  be 
to  afford  to  others  the  opportunity  for  relieving  it,  for  much  of  it 
cannot  be  relieved. 

2.^The  Tendency  to  Disregard  Authority. — Out  of  the  tendency 
to  look  upon  all  men  as  equal,  spring  some  other  tendencies  to  which 
I  will  refer.  One  of  them  is  to  disregard  authority,  and  to  considei* 
that  one  man's  opinion  is  as  good  as  that  of  any  other.  We  see  thi^ 
tendency  about  us  every  day;  it  leads'  to  intellectual  arrogance,  dog- 
matism, and  lawlessness. 

Every  man  has  presented  to  him,  alinost  daily,  questions  which 
he  is  not  competent  to  decide  for  himself,  either  because  he  has  not 
had  the  necessary  time,  training,  or  experience,  or  because  he  is  in- 
capable of  judging. 


*"'Its  causes  lie  chiefly  in  incompetence,  lack  of  energy,  bad  heredity,  and  un- 
healthy surroundings,  rather  than  in  a  vicious  economic  system,  or  in  lack  of  oppor- 
tunity. The  relief  of  poverty  has  become  so  judicious  that  few  poor  persons  are 
left  to  suffer  from  want.  The  prevention  of  poverty  is  to  be  found  in  good  sanitation 
enforced  by  the  municipality,  in  suitable  education  of  individuals  according  J" 
capacitv,  and  in  self-help,  rather  than  in  economic  revolution  or  in  indiscriminaie 
equality  of  opportunity."     Harris,    "Inequality   and   Progress." 
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In  these  days,  when  literature  is  so  superabundant,  it  is  most  im- 
rtant  to  choose  our  advisers  wisely,  to  know  whom  to  trust,  to  dis- 
rn  wisdom,  to  select  the  proper  books  to  read,  to  choose  the  best 
thorities  to  whom  we  shall  listen,  and,  when  we  have  so  chosen,  to 
nsider  attentively  the  message  they  bring,  and  to  distinguish  advice 
at  springs  from  self-interest  from  that  which  is  disinterested.  There 
a  great  temptation  to  form  hasty  or  immature  judgments  on  slight 
thority;  and  the  habit,  once  formed,  may  be  difficult  to  eradicate. 

The  disregard  of  authority  is  peculiarly  observable  in  the  younger 
neration.  It  is  not  confined  to  the  uneducated,  but  is  even  more 
seryable  in  many  whose  self-esteem  has  been  increased  by  a  course 
jCpUege.;.  I'inding  that  men  disagree  on  almost. every  subject,  and 
.at  even  thosQ;  in  positions  of  authority  do  not  hold  the  same  opinion, 
is  easy  to  conclude  that  one  man's  opinion  is  as  good  as  another's, 
?t  us  examine  this  matter  further. 

The  subjects  of  study  may  be  broadly  divided  into  three  classes: 
irst,  the  relations  of  abstract  ideas,  that  is,  mathematics  and  logic; 
cond,  natural  science;  third,  the  so-called  humanities. 
,^,W!ith  regard  to  subjects  in  the  first  class,  no  observation  or  ex- 
jrience  is  necessary,  and  there  will  be  no  differences  of  opinion.  They 
'e  not,  properly  speaking,  matters  of  opinion  at  all.  There  can  be 
D  discussion  as  to,  whether  two  and  two  make  four,  or  as  to  whether 
le  three  angles  of.  a  triangle  amount  together  to  two  right  angles. 

With  regard  to  natural  science,  conclusions  depend  to  some  extent 
11  observation,  experiment,  and  experience.  Hypotheses  may  be 
)rniulated,  experiments  made,  conclusions  deduced  therefrom;  and 
iff ering  conclusions  may  be  arrived  at  by  different  persons.  In  this 
ass  then,  there  may  reasonably  be  divergencies  of  opinion.  These 
ibjects,  therefore,  are  less  definite,  more  hypothetical,  more  uncer- 
dn,  than  those  in  the  first  class. 

Under  the  third  class  are  comprised  what  are  called  mental  and 
loral  philosophy,  politics,  government,  history,  language,  etc.  This 
lass  of  subjects  is  even  more  uncertain  and  l^sS  definite  than  the 
|?cond.  Experiments  are  less  conclusive,  and  cannot  be  made  under 
^terminate  conditions,  as  in  natural  science,  the  data  are  more  shift- 
iig  and  variable,  experience  is  of  great  value,  and  e^streme  differences 
[  opinion  will  often  occur. 
||   The  thoughtful  man   will   recognize  these  differences  between   the 
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various  subjects  of  iiivastipntiou.  ITn  will  form  his  concliisions  or 
subjects  iu  tlic  first  cla'ss  witli  dofiniteness  and  certainty,  and  wil 
be  justified  in  feeling  confident  of  their  correctness.  He  will  recoRTiizi 
the  greater  in  defini  ten  ess  of  subjects  in  the  second  class,  and  if  h 
forms  definite  opinions,  he  will  hold  them  in  a  sort  of  tentative  man 
ner,  realizing  that  the  next  experiment  or  discovery,  or  gre.iter  e:» 
perience,  may  show  them  to  be  Incorrect.  He  will  realize  the  ati] 
greater  indefiniteness  of  subjects  in  the  third  class,  and  though  h 
may  well  form  definite  opinions  regarding  these  also,  he  will  hoi 
them  with  still  greater  modesty,  realizing  that  in  almost  every  que? 
tion  of  this  character  there  is  much  to  be  said  on  the  other  side,  an 
that  he  may  be  entirely  wrong.  Only  the  man  who  has  studied  th 
subjects  in  all  three  of  these  classes  will  realize  fully  the  difFerer 
degrees  of  certainty  attaching  to  each.  Such  a  man  will  be  muc 
more  modest  and  safe  in  his  conclusions  than  one  who  has  studie 
only  one  class  of  subjects.  It  may  further  be  remarked  that  a  ma 
who  has  studied  only  the  third  class  of  subjects,  will  be  likely  to  b 
more  dogmatic  and  less  safe  than  one  who  has  studied  the  first  c 
the  second,  or  both;  because,  not  being  familiar  with  subjects  in  whic 
a  great  degree  of  certainty,  or  even  absolute  certainty,  is  attainabl 
he  may  assume  that  such  degree  of  certainty  is  attainable  in  the  sul 
jects  of  the  third  class;  whereas,  a  man  who  has  studied  mathemati( 
or  science,  and  is  accustomed  to  definiteness,  will,  when  he  is  confronte 
with  problems  of  politics,  economics,  government,  or  ethics,  be  { 
once  struck  with  the  great  difference  in  reliability  of  the  data,  the  impo: 
sibility  in  many  cases  of  making  crucial  experiments,  and  the  fluctua- 
ing  conditions  involved.  For  this  reason,  it  is  not  uncommon  thi: 
scientists,  mathematicians,  or  engineers  hold  and  express  opinioi; 
regarding  politics,  economics,  or  ethics,  with  much  less  dogmatism  tha; 
less  well-informed  men  who  have  devoted  their  attention  more  strict). 
to  these  last-named  subjects.* 


*Sir  George  Corn^wall  Lewis,  one  of  the  deepest  political  thinkers  of  EnglaD' 
or  of  all  time,  lays  down  the  following  rules  regarding  the  qualities  which  rendf 
a  person  a  competent  authority  in  matters  of  opinion  : 

"The  first  qualification  is,  that  a  person  should  have  devoted  much  study  an 
thought  to  the  subject-matter  if  it  be  merely  speculative ;  and  that  it  it  be  practica 
he  should  also  have  had  adequate  experience  respecting  it.  ...♦», 

"Secondly,  his  mental  powers  must  be  equal  to  the  task  of  comprehending  "Ji 
subject,   and  they  must  be  of  the   sort  fitted  to   it.  ,    .  -r  fi 

"Thirdly,  he  ought  to  be  exempt,  as  far  as  possible,  from  personal  mteresi  i' 
the  matter  ;  or,  if  he  be  not  exempt,  his  honesty  and  integrity  ought  to  be  sucn  » 
to  aftord  a  reasonable  security  against  the  perversion  of  his  opinions  by  views  « 
bis  individual  advantage."  "On  the  Influence  of  Authority  in  Matters  of  Opinion- 
London,   1849,   p.   27. 


president's  address  1125 

Lord  Brougham,  in  his  "Political  Philosophy"  (Vol.  1,  p.  3),  says: 
"Mathematicians  who  run  hardly  any  risk  of  error — naturalists  who 
Q  but  little  more — have  never  been  so  bigoted  and  so  uncharitable 
those  whose  speculations  are  fated  to  be  always  involved  in  more 
less  of  doubt;  and  when  we  come  to  political  reasoners,  we  find,  besides 
3  intolerance  of  metaphysicians,  a  new  source  of  error  and  of  fault 
the  excitemient  which  men's  interests,  real  Or  supposed,  lend  to  their 
ssions." 

Excellent  books  on  economics  have  been  writtien  by  mathematicians 

astronomers,  and  it  is  remarkable  to  observe  how  many  works  on 
3se  subjects  have  come  from  men  who  have  been  senior  wranglers 

Cambridge. 

As  Lewis  says : 

"The  qualities  which  render  a  man  a  trustworthy  authority  in 
itters  of  opinion,  are  much  rarer  than  those  '  which  render  a  man 
3redible  witness  in  matters  of  fact.  Accordingly,  the  honesty  which 
luces  a  man  to  speak  the  truth  is  more  common  than  that  which 
luces  him  to  form  sound  opinions.  There  are  many  men  who, 
der  ordinary  circumstances,  would  never  be  seduced  by  interest  to 
)ort  a  fact  falsely  or  to  express  an  insincere  opinion,  whose  judg- 
mt  might,  nevertheless,  be  perverted  by  interest."* 

Lecky  also  expresses  the  same  thought  when  he  says : 
"There  is  such  a  thing  as  an  honest  man  with  a  dishonest  mind, 
ere  are  men  who  are  wholly  incapable  of  willful,  deliberate  un- 
ithf ulness,  but  who  have  the  habit  of  quibbling  with  their  con- 
;tions  and  by  skillful  casuistry,  persuading  themselves  that  what 
jy  wish  is  right." 

Indeed,  one  of  the  first  principles  which  we  must  thoroughly  grasp, 
we  wish  to  judge  correctly  as  to  the  a,uthority  of  a  writer,  is  that 
^sonal  honesty  and  good  intentions  do  not  in  themselves  constitute 
Y  sufiicient  guaranty  of  authority.  Historj^  as  well  as  the  experi- 
3e  of  almost  every  man,  abounds  in  instances  of  the  truth  that  the 
•st  honest  and  well-intentioned  men  may  be  the  worst  advisers.  The 
ench  have  a  witty  saying  that  "virtue  is  more  dangerous  than  vice, 
3ause  it  is  not  subject  to  the  restraints  of  conscience."  Similar  is 
J  old  saying,  quoted  by  Cicero,  that  "The  extreme  of  right  is  the 
:;reme  of  wrong." 

Two   of   the   most   important   requisites   for   authority   in   matters 
opinion,  seem  to  be  a  spirit  of  conservatism,  and  the  possession  of 

*Loc.   cit.,   p.   35.  '>     ■ 
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fTood  j\i(]p:niont.  The  man  who  is  slow  to  advo'-ate  a  cliange,  w) 
adliores  instinctively  to  old  ideas  and  practices  until  there  is  reasoh 
able  pround  for  the  belief  that  a  chan'^e  will  be  beneficial,  is  clearl; 
a  9(\fer  guide  than  he  who  rushes  into  all  sorts  of  new  schemes  anr 
is  ever  ready  to  throw  aside  the  results  of  years,  because  perfect!' 
has  not  been  attained.  Conservatism  is  tlic  brake  which  prevents  ou 
rushing  to  destruction.  The  possession  of  grasp  and  of  prood  judg 
inent  is  alao  essential.  By  these  are  meant  the  ability  to  , see  all  th 
elements  entering  into  a  problem  and.tq  see  them  in  their  proper  pro 
portion.  The  narrow-minded  man  does  not  see  all  the  elements  ij 
a  problem;  such  a  man  lacks  grasp.  The  unbalanced  man,,  thoug 
he  may  see  all  the  elements,  exaggerates  some  and  minimizes  others 
such  a  man  has  poor  judgment.     The  advice  of  either  is  unreliable. 

It  is  worthy  of  fuller  inquiry  what  the  reasons  are,  reduced  to  the^ 
elements,  which  cause  men  to  diifer  in  their  opinions.  Take  almos 
ally  subject,  except  one  dealing  with  abstract  relations,  and  opinion 
may  be  cited  which  are  diametrically  opposite.  Consider  such  a  mattei 
for  instance,  as  the  relation  of  forests  to  stream  flow.  Here  we  hay 
a  scientific  subject,  regarding  wdiich  it  might  be  supposed  that  e 
periments  or  observations  might  be  made,  scientific  principles  appli 
and  opinions  reached  which  would  be  agreed  upon  by  all  intelligen 
men  conversant  with  the  subject ;  and  yet,  on  this  subject,  and  stii 
more  so  on  even  more  speculative  matters,  men  of  equal  author! t, 
or  experience  will  be  found  holding  diametrically  opposite  views.  Wh; 
is  it? 

•Vi  'It  seems  to  me  that,   if  intelligeiit  men  differ  on  any  subject,  i 
must  be  due  to  one  or  more  of  the  following  causes:      '.  •  ■ 

a. — One  or  the  other  is  not  in  possession  of  all  the  facts  or  princi 
pies  involved ; 

7>.— One    or    the    other   may    use    facts    or    principles    which    a 
incorrect "'^^  ""^ *  M  vBrti  n?if(i  }>,4Ht  .  Ir//  bn 

c. — One    or    the    other    may    reason    incorrectly; 

d. — One   or   the   other  may   see   the   facts   out   of   proportion,  at- 
tributing too  great  importance  to  some  and  too  little  to  others; 

e. — One  or  the  other  may  illustrate  the  natural  stubbornness  or 
imperviousness  of  the  human  mind. 

It    is    not    always    clearly    recognized    that    often    facts    cannot  be 
compared  directly,  because  they  cannot  be  expressed  except  in  incom- 
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inensurable  terms.  For  instance,  if  we  ask  which  is  the  greater,  six 
feet  or  two  meters,  there  will  be  no  disagreement  in  the  answer;  but, 
if  we  ask  which  is  the  more  important,  10  feet  or  $5,  or  which  is  more 
important,  truthfulness  or  beefsteak,  the  reply  is  not  entirely  obvious. 
These  are  not  fanciful  illustrations.  We  are  continually  obliged  to 
make  comparisons  between  things  which  have  to  do  with  our  physical 
well-being  and  those  which  have  to  do  with  our  moral  or  spiritual 
well-being.  They  a.re  incommensurable,  yet  they  must  be  compared 
and  an  opinion  formed  from  the  comparison.  In  planning  a  railroad 
station,  for  instance,  one  design  may  require  the  passengers  to  walk 
a  certain  number  of  feet,  while  another  design  costs  more  but  requires 
less  walking.  Here  is  a  comparison  which  must  be  made  between  feet 
and  dollars.  In  such  a  case,  some  will  endeavor  to  express  the  compari- 
son in  commensurable  terms.  They  will  compute,  perhaps,  the  value 
of  the  shoe  leather  that  would  be  saved  in  a  year  if  all  the  passengers 
using  the  station  have  to  walk  the  given  distance  less,  and  compare 
it  with  the  interest  on  the  additional  expenditure.  Similarly,  the  ex- 
penditure of  millions  of  dollars  is  asked  for  electrification,  the  ad- 
vantage urged  being  the  saving  of  a  certain  number  of  minutes  each 
lay  for  each  passenger,  and  because  the  aggregate  saving  of  time  in  a 
year,  valued  at  the  average  annual  wage  o,f  an  individual,  amounts  to 
a  sum  greater  than  the  interest  on  the  cost.  Such  comparisons  are 
generally  made  by  those  who  find  their  judgment  unable  to  deal  with 
the  subject  in  any  other  way^ — who  cannot  compare  except  by  measuring 
^v  weighing,  as  they  have  been  trained  or  accustomed  to  do.  Yet  such 
persons  do  not  realize  that  the  comparisons  they  make  may  be  entirely 
ieceptive.  Although  mere  rapid  transit  may  render  a  journey  quicker, 
it  does  not  follow  that  the  time  is  saved.  .  •  It  may  be  usefully  employed 
in  : reading,  or  in  conversation,  or  in  sleep,  or  in  meditation.  An 
additional  fifteen  minutes  spent  in  going  from  one's  house  to  one's 
Dfiice,  is  not  necessarily  lost;  it  may  be  utilized  like  any  other  fifteen 
minutes  in  the  day.  Even  if  spent  solely  in  meditation,  it  would  be 
most  beneficial,  for,  as  Arnold  Bennett  says,  the  great  defect  of  the  age 
is  the  absence  of  meditation.  In  such  arguments  as  that  for  electrifica- 
tion the  mistake  is  also  made  of  not  considering  whether  the  individuals 
svho  would  make  the  saving  claimed  are  the  same  individuals  who 
^ould  bear  the  increased  cost. 

Ref errinsT  to  the  classification  above,  it  is  evident  that  an  ability 
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to  obsorvo  corroctly,  tho  faculty  of  g-ettinp:  at  all  tlic  factw,  aiul  of 
knowing  when  all  the  pertinent  facts  have  boon  collcctod,  tho  ability 
to  reason  from  those  facts,  the  possession  of  conservatism,  the 
absence  of  stubborn  persistence  in  holding"  a  previously  formed  opinion 
in  the  face  of  proof  of  its  error,  and,  above  all,  the  faculty  of  seeing 
things  in  proper  proportion,  or  good  judgment,  are  essential  in  forming 
an  authoritative  opinion- i./.    <.-. 

How  can  the  absence  of  these  qualities  bo  detected?  To  discuss 
this  would  lead  us  too  far,  but  there  are  one  or  two  points  to  which 
I  wish  to  refer.  For  one  thing,  dogmatism,  or  intellectual  arrogance 
in  speculative  or  uncertain  matters,  is  an  almost  certain  indication  of 
disqualification.  The  man  who  in  such  matters  shows  intolerance  of 
opinion,  may  generally  be  disregarded.  lie  who  in  matters  of  opinion 
is  cock-sure,  who  terms  all  men  who  disagree  with  him  knaves  or  fools, 
who  resorts  to  epithets  and  extreme  statements,  who  asserts  that  all 
honest  men  should  believe  as  he  does,  or  who  makes  similar  asser- 
tions, is  either  willfully  trying  to  mislead,  or  is  unworthy  of  credence. 
This  is  a  fault  which  is  observable  particularly  in  the  immature, 
whether  young  or  old  in  years.* 


*Let  me  quote  once  more  from  Sir  George  Cornewall  Lewis  on  this  subject: 

"Whenever  a  person,  having  formed  an  opinion  upon  grounds  which  appear 
satisfactory  to  himself,  asserts  it  confidently,  and  adheres  to  it  resolutely,  without 
showing  due  deference  to  the  authority  of  others,  he  is  justly  exposed  to  the  charge 
of  arrogance  or  presumption  in  judging.  The  opinion  of  experienced  men,  having 
a  special  acquaintance  with  the  subject,  is  always  entitled  to  weight,  even  if  it  be 
unsupported  by  argument.  Hence,  all  young  persons,  who  attempt  to  judge  for 
themselves,  either  are,  or  appear  to  be,  arrogant ;  as  they  can  scarcely  fail  to  set 
at  nought  the  opinions  of  persons  more  experienced  and  of  greater  authority  than 
themselves.  It  is  difficult  for  a  young  man,  on  account  of  the  narrow  circle  of 
his  experience,  to  discriminate  between  the  cases  in  which  he  ought  to  judge  for 
himself,  and  those  in  which  he  ought  to  defer  to  the  opinions  of  others.  He  ought 
not  to  form,  in  youth,  a  habit  of  blind  submission  to  authority,  such  as  the  Jesuits 
inculcated  upon  their  disciples  ;  but  a  spirit  of  docility,  and  respect  for  the  opinions 
of  their  elders,  undoubtedly  becomes  the  young  ;  and  it  is  certain  that  their  opinions, 
especially  on  practical  questions,  however  formed,  will  in  general  be  of  very  little 
value  to  others,  however  important  it  may  be  to  themselves  to  cultivate  a  habit  of 
independent  and  conscientious  judgxaent. 

"Persons  who  have  formed  habits  of  independent  thought  and  examination  like- 
wise generally  subject  themselves  to  the  same  reproach — inasmuch  as  they  often 
attach  an  undue  weight  to  a  chain  of  reasoning  which  they  have  gone  through  in 
their  own  minds,  as  compared  with  the  opinions  of  persons  who  appear  to  be  entitled, 
by  their  experience,  to  pronounce  authoritatively  on  the  subject.  It  is  no  easy  matter 
to  define  the  point  where  firmness,  resolution,  and  proper  self-reliance  begin.  It 
is  difficult,  again,  to  discriminate  between  teachableness,  humility,  and  reverence 
for  high  authorities,  and  a  tame  and  passive   submission   of  the  understanding. 

"Universally,  indeed,  it  may  be  said,  that  no  person  ought  to  express  a  con- 
fident opinion  upon  speculative  grounds,  until  he  has  ascertained,  by  careful  in- 
vestigation, the  unsoundness  of  the  reasons  for  a  different  opinion,  held  by  practical 
and  experienced  men.  If,  however,  after  a  due  examination,  he  differs  from  their 
conclusions,  he  cannot,  even  if  he  be  wrong,  justly  be  taxed  with  arrogance.  To 
persist  in  error  after  proper  inquiry  and  reflection,  is  not  presumptuous,  althouffb 
it  may  imply  other  moral  or  intellectual  defects.     •      ♦      • 

"  'That  man'  (says  Hesiod,  in  some  celebrated  verses,  which  acquired  in  an- 
tiquity almost  an  oracular  authority,) — 'that  man  is  the  most  excellent,  who  can 
always  think  for  himself.  He.  too,  i?  a  good  man  who  will  take  sound  advice  from 
others.  But  he  who  can  neither  think  for  himself,  nor  will  listen  to  the  sound 
advice  of  others,   is  a  worthless  man.'  "   Loc  cit.,  pp.    113-117. 
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If,  therefore,  we  find  an  author  proposing  changes  in  political  or 
social  conditions  who  refers  to  eminent  men  at  least  as  honest  and 
intelligent  as  himself,  and  more  learned  and  experienced  than  he  is, 
in  terms  of  disrespect,  we  may  be  pardoned  if  we  surmise  that  his 
own  temper  and  judgment  are  not  such  as  to  entitle  his  words  to 
be  received  with  authority.  So  also,  if  we  detect  what  we  believe  to  be 
frequent  gross  errors  in  reasoning,  or  a  temperamental  lack  of  the 
power  to  see  things  in  what  is  clearly  their  proper  perspective,  we  may 
save  ourselves  the  trouble  of  pursuing  such  an  author  farther,  even 
though  his  sentences  are  adorned  with  flowers  of  rhetoric  or  by  Bib- 
lical quotations.        v:teiBm  er/oitirtiir  gi  tta-i'  •( 

3. — The  Disregard  for  Experience. — One  of  the  most  serious  ten- 
dencies of  the  present  day,  particularly  in  the  United  States,  a  ten- 
dency which,  like  the  disregard  of  authority,  seems  to  result  from  that 
to  regard  men  as  equal,  is  the  disregard  for  experience.  It  is  a 
tendency  fraught  with  great  possibilities  for  evil,  which  must  be 
recognized  by  every  serious  thinker.      •tJ''^^:> 

In  any  occupation,  except  those  which  have  to  do  with  the  study 
of  purely  abstract  relations,  which,  as  above  explained,  may  be  ar- 
rived at  correctly  in  the  seclusion  of  the  study,  it  is  almost  self-evident 
that  experience  is  of  great  value.  In  any  occupation  having  to  do 
with  pure  or  applied  science,  and  particularly  in  those  having  to 
do  with  man  and  his  relations  to  society — that  is  to  say,  in  politics, 
economics  and  government,  as  well  as  in  engineering — experience  is  a 
necessary  qualification  for  arriving  at  correct  judgments.  A  person 
having  a  power  of  perception  of  mathematical  relations  may  become  a 
profound  mathematician  at  an  early  age;  indeed,  the  perception  of 
mathematical  truths  is  essentially  a  subjective  faculty,  and  may  be 
most  correct  and  powerful  when  the  mind  is  removed  from  the 
objective  state.  Some  mathematical  prodigies  have  reached  their 
greatest  power  when  mere  boys,  and  have  lost  it  with  increasing  age 
and  contact  with  the  objective  world.  In  business  affairs,  however,  no 
amount  of  reading  of  books  or  of  closet  meditation  can  take  the  place 
of  actual  experience;  but,  if  all  men  are  equal,  then  the  boy's  opinion 
is  as  good  as  the  man's,  and  experience  is  a  mere  useless  drag. 

It  seems  to  be  an  inherent  tendency  of  our  form  of  government  to 
disregard  the  value  of  experience;  any  man  is  considered  good  for  any 
job ;  all  he  has  to  do  is  to  get  the  votes,  by  one  means  or  another.     Men 
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who  have  uiaile  \iti\v  m-  no  stirdy  of  <rovcrnm(Mit,  and  who  have  had 
no  experience  in  it,  are  considered  cai)able  of  jndpintr  of  and  adniin- 
ist<'rinf>:  laws,  and  of  occupying  any  elective  or  appointive  position.  '[\\v 
butcher,  the  baker,  the  eandlestick-niakor,  are  all  ehgible  for  the  state 
IfKishitnre,  for  congress,  for  the  senate*  for  the  mayoralty,  for  the 
presidency.  This  condition  necessarily  results  in  gross  inefficiency  an<i 
waste,  not  always  through  evil  intent,  but  perhaps  more  often  through 
stubbornness,  ignorance,  conceit,  or  the  unwillingness  or  inability,  to 
select  and  take  good  advice.  We  talk  much  of  graft,  and  rightly  con- 
demn it;  but-,  as  Lecky  has  pointed  Out,  corrupt  governments  are  not 
necessarily  extravagant.  Graft  is  injurious  mainly  to  those  who  prac- 
tice it.  Inefficiency  and  inexperience  are  much  worse  for  society  in 
general;  and  laws  which  hamper  industry,  which  harass  property,  or 
which — through  unwise  taxation,  or.  extravagant  state  expenditures  for 
the  benefit  of  particular  classes — plunder  large  portions  of  the  com- 
munity, are  much  more  injurious  to  the  general  good  than  the  pilfer- 
ing of  a  few  thousands  of  dollars  a  year.  Sir  Henry  Maine  remarks 
that  the  form  of  bribery  which  is  most  to  be  feared  in  a  democrncy  is 
that  of  "legislating  away  the  property  of  one  class,  and  transferring  it- 
to  another."* 

Only  in  one  department  do  we  recognize  experience,  knowledge,  and 
specialized  training  as  necessary,  and  that  department  is  the  adminis- 
tration of  justice.  No  one  but  a  trained  lawyer  is  considered  eligible 
for  the  position  of  judge,  and  in  most  instances,  judges  are  appointed 
and  not  elected,  and  are,  therefore,  not  driven  to  seek  the  votes  of  the 
mob,  or  subject  to  popular  whim,  or  the  arts  of  the  demagogue.  For 
this  reason,  our  Courts  have  been  rightly  deemed  the  safeguard  of  our 
liberties.  Not  until  our  legislators  and  our  administrators  of  public 
affairs  are  chosen  from  men  trained  and  experienced,  and  who  have 
ascended  from  the  bottom  step  by  step,  will  efficiency,  economy,  and 
wisdom  be  attained  in  our  government.  Whether  this  time  will  ever 
be  reached  may  well  be  doubted.  ,We  are  much  less  advanced  in  this 
respect  than  some  of  the  countries  in  Europe/ where  the  expert  is  more 
recognized  and  has  a  higher  standing,  and  where  knowledge,' and  par- 
ticularly experience,  are  valued'  more  highly  than  here.  If  financial 
measures  are  under  consideration,  men  experienced  in  finance  should  he 
sought  and  their  advice  followed.    In  our  country,  experience  in  finance 


♦"Popular   Government,"    p.    106. 
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seems  to  be  to-day  looked  upon  as  a  distlualificaition  for  giving  sound 
financial  advice ;  and  it  is  the  same  with  railway  ^nd  other  affairs.  Under 
such  conditions,  satisfactory  results  cannot  be  attained.  Either,  as  a 
people,  we  are  more  dishonest,  or  more  unwise,  than  the  people  of 
Europe. 

In  these  days,  when  higher  edncatiori  is  a  fad,  there  is  an  increas- 
ing tendency,  in  my  opinion  very  pernicious,  to  regard  book  knowledge 
as  the  equivalent  of  experience.  We  are  more  and  more  inclined  to 
regard  those  as  able  to  speak  With  authority,  whose  knowledge  is  de- 
rived simply  from  books,  who  perhaps  have  spent  their  lives  in  a  pro- 
fessorial chair,  with  no  actual  experience  in  the  subjects  they  teach 
or  write  about.  We  shall  in  time  learn  the  fallacy  and  danger  of  this; 
bnt,  in  my  opinion,  at  the  present  time  great  harm  is  being  done  by 
taking  too  seriously,  in  questions  of  politics,  government,  economics, 
finance,  and  business,  and  sometimes  in  engineering,  the  opinions  of 
theoretical  men  and  closet  reformers,  whose  advice  we  would  not  think 
of  following  in  the  conduct  of  our  own  private  affairs.  Some  of  these 
men  will  come  within  the  class  of  those  who,  to  use  the  phrase  of  Mr. 
E.  P.  Ripley,  President  of  the  Atchison,  Topeka  and  Santa  Fe  Rail- 
road, have  "zeal  without  knowledge,  and  enthusiasm  without  sanity." 

Of  course,  it  must  not  be  supposed  that  experience  is  everything. 
In  some  cases,  experience  only  Confirms  a  man  in  rule-of -thumb  prac- 
tice, works  him  deeper  and  deeper  into  a  rut,  and  destroys  his  power  of 
vision.  Probably  all  of  us  have  seen  instances  of  men,  whose  long 
experience  in  doing  a  particular  thing  in  a  particular  way  has  only 
destroyed  their  powel*  to  see  that  there  is  another  and  ia  better  way, 
and  whose  only  reason  for  doing  that  thing  in  that  way  is  that  they 
have  always  done  it  in  that  way.  Such  men,  however,  would  never, 
under  any  circumstances,  be  leaders.  They  are  the  soldiers  in  the 
ranks,  whose  only  function  should  be  to  obey  orders.  It  not  infre- 
quently happens,  in  the  administration  of  some  business  affair,  that 
a  new  man  with  a  fresh  mind,  Avithout  experience  in  that  line,  but 
with  a  power  of  selecting  good  advisers,  of  grasping  a  new  situation 
quickly,  of  seeing  all  the  elements  involved  and  of  judging  them 
correctly,  will  iarrive  at  a  truer  decision  than  another  man  of  less  grasp 
and  judgment,  though  experienced  in  the  matter  in  question.  This, 
however,  is  no  argument  against  experience,  but  simply  illustrates  that 
experience  must  be  combined  with  grasp  and  judgment;  for  the  new 
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man,  heiorc  ho  bccuiiu^ii  I'uaJl.y  prulicic.'iiL,  must  either  gain  his  expe- 
rience, or  JUiiBt  be  able  to  select  liiij  advisers  well  aud  to  rely  on  them. 
It  we  are  oblip^ed  to  choose  between  judgment  and  experience,  we  may 
well  prefer  judgment;  hut  experience  axlded  to  judgment  is  unques- 
tionably better  tlian  judgment  alone. 

Not  only  is  experience,  discredited  to-day,  but  we  actually  find  in- 
experience put  forward  as  a  virtue  by  men  who  should  know  better. 
One  candidate  for  an  important  elective  office,  in  an  address  to  the 
electors  just  previous  to  the  election,  urged  his  qualification  for  the 
post  on  the  ground  that  he  had  had  no  business  experience  which 
would  prejudice  his  judgment  in  the  matters  which  would  come  before 
him.  Is  not  this  a,  serious  disqualification — an  admission  that  his  tem- 
perament is  such  that  experience  would  prejudice  him,  and  not  teach 
him?  Do  we  not  want  men  in  office  experienced  in  the  affairs  tliey  are 
to  deal  with,  but  fair-minded  and  of  good  judgment,  whose  experience, 
instead  of  warping  their  judgment,  aids  and  matures  it?  Woe  be  to 
us  as  a  nation  when  we  place  inexperienced  men  in  office  because 
experience  would  warp  their  judgment. 

It  is,  nevertheless,  true  that  men  differ  greatly  in  the  amount  of 
experience  which  they  need  in  order  to  perfect  their  powers.  This  will 
depend  on  the  rapidity  with  which  they  can  assimilate  it,  and  the 
philosophical  character  of  their  minds.  It  has  been  said  that  the 
wisest  man  is  he  who  can  do  with  the  least  experience;  that  is  to  say, 
the  one  who  does  not  need  to  have  an  experience  repeated  again  and 
again  before  he  learns  the  lesson  which  it  teaches,  but  who  only  needs 
one  experience  to  learn  its  lesson,  and  who  can  extend  that  lesson  to 
cover  other  possible  experiences,  thus  rendering  the  latter  unnecessary. 

When  we  are  asked,  therefore,  to  believe  and  advocate  any  proposed 
policies,  let  us  train  ourselves  to  apply  certain  touchstones  before  we 
commit  ourselves.  If  the  subject  is  one  within  our  experience,  knowl- 
edge, and  reasoning  powers,  let  us  endeavor  earnestly  to  think  the 
matter  out  for  ourselves  and  arrive  at  our  own  conclusions.  In  the 
many  cases  in  which  we  cannot  do  this  let  us  carefully  scrutinize  the 
policies  and  their  proposers,  to  determine  how  much  credence  we  can 
give.  Let  us  observe  whether  the.  author  asserts  them  dogmatically 
or  modestly;  let  us  note  whether  he  makes  assertions  without  proof, 
and  by  incessant  repetition  endeavors  to  make  us  believe  that  asser- 
tion  constitutes   demonstration;   let   us    ask   whether   he   speaks   from 
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experience  or  simply  from  book  knowledge;  let  us  remember  that  he 
is  not  free  from  the  frailties  of  human  nature,  and  let  us,  therefoi'e, 
inquire  whether  he  has  any  personal  interest  at  stake;  let  us  assume 
an   attitude  of   doubt   and   distrust  tOAvard   all  human   opinions   until 
that  doubt  and  distrust  are  effeetually  removed.     It  is  said  that  it  is 
better  to  be  deceived  than  to  distrust ;  but,  after  we  have  been  deceived, 
we  shall  be  more  inclined  to  reverse  this  saying,  and  to  consider  that, 
in  the  reversed  form,  it  will  be,  upon  the  whole,  safer  and  more  con- 
ducive to  oilr  happiness.     Let  us  be  on  our  guard  against  assuming 
that  good  inteiltions  are  a  guarantee  of  authority,  and  when  we  find 
ourselves  in  danger  of  being  influenced  by  flowers  of  rhetoric,  let  us 
remembeT  that  "no  man   is  more  dangerous  in   a   state  than  he  who 
possesses  in   an  eminent  degree   the  power  of  moving,   dazzling,   and 
fascinating   his   contemporaries,   while   in   soundness   of   judgment  he 
ranks  considerably  below  the   average  of  educated  men" ;   and  let  us 
further    bear    in    mind    that    "an    excessive    love    aiid    admiration    of 
rhetoric  is  one  of  the  diseases  to  which  democratic  communities  are 
most  liable." 

Jf. — The  Tendency  to  Relax  Discipline. — Another  of  the  demoraliz- 
ing tendencies  of  the  equality  of  man  is  that  which  has  led  in  recent 
years,  it  seems  to  me,  to  the  gradual  but  steady  relaxation  of  discipline. 
It  will  probably  be  denied  by  few  that  for  the  proper  training  and  full 
development  of  the  human  being,  discipline  is  necessary.  Life  itself 
is  little  more  than  discipline;  it  is  not  for  pleasure;  it  is  for  work, 
accomplishment,-  development;  without  discipline  there  will  be  no 
proper  development.  He  who  is  born  with  a  golden  spoon  in  his  mouth 
and  whose  life  is  a  continual  rOund  of  pleasure,  is  likely  to  go  out  of 
the  world  less  developed  than  when  he  entered  it.  "The  beginning  of 
wisdom,"  says  Solomon,  "is  the  desire  of  discipline."'  Work,  which  is 
itself  an  end,  and  rather  to  be  sought  than  what  it  brings,  consists 
largely  in  doing  things  which  in  themselves  are  uninteresting  and 
perhaps  distasteful,  and  we  must  accustom  and  train  ourselves  to 
'  be  able  to  do  this  kind  of  work  cheerfully  and  well.  This  ability  will 
i  be  attained  only  through  discipline.  Moreover,  the  man  who  attains 
a  position  of  responsibility  must  be  able  to  direct  and  command  the 
I  Work  of  others,  and  no  one  can  command  wisely  until  he  has  first 
i  learned  how  to  obey.  For  this,  too,  discipline  is  necessary.  Yet  the 
I  tendency  of  recent  years  seems  to  me  to  have  been  toward  a  steady 
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relaxiitioii  nl   tlu>  discipliiic  iinixtscd  l).\   Imw  iind  custom  upon  tin-  frrow- 
ini*   iiulividujil. 

A  teiuK'iicy  to  relax  discipline  is  strikingly  shown  where  it-  neces- 
sity is  obvious,  namely,  in  our  educational  syt^tem.  Formerly,  the  hoy 
was  i)ut  throujj:h  a  rigid  course  of  prerioribed  study,  some  of  it  iiitcrest- 
ini;  and  some  uninteresting  to  him;  hut  all  of  it,  presumably,  if  tin- 
course  was  i)roi)erly  prepared  by  a  capal)le  faculty,  necessary  iov  \\i<- 
end  in  view.  The  modern  tendency  has  been  to  substitute  what  he 
chooses  to  do  or  likes  to  do.  The  result  has  been,  and  is,  that  many 
young  men  come  out  of  our  colleges  with  minds  and  faculties  practi- 
cally wild  and  undisciplined,  without  willingness  to  do  as  they  are 
told;  and  without  the  faculty  of  concentrating  their  attention  on  un- 
pleasant but  necessary  tasks;  but,  if  all  men  are  equal,  why  should 
the  teacher  have  the,  power  to  impose  unpleasant  tasks  upon  the  pupil  ( 

That  the  tendency  in  education  has  been  to  relax  discipline,  will 
not,  I  think,  be  questioned  by  many  educators  who  themselves  appre- 
ciate what  discipline  i^.,,  J,  understand,  for  instance,  that  the  National 
Educational  Association  has  recently  said  that  high  schools  should 
be  allowed  to  omit  the  study  of  algebra  and  geometry,  and  that  the 
colleges  should  be  compelled  to  accept  for  admission  an  equivalent 
amount  of  "science."  As  if  we  could  study  science  intelligenth'  with- 
out a  knowledge  of  elementary  mathematics!  President  Hadley,  in  a 
recent  address,*  comments  upon  this  and  emphasizes  the  fact  that  real 
training  in  science  depends  upon  the  method,  not  the  subject;  and  he 
adds  that  "fifty  years  ago  the  one  course  in  the  academic  department 
of  Yale  College  where  modern  science  w^as  really  taught,  was  the  course 
in  freshman  Greek,"  because  it  was  taught  by  the  scientific  method. 
Would  that  we  had  more  teachers  like  the  Hadleys,  father  and  son. 
Our  teachers  are  generally,  I  think,  chosen  upon  an  incorrect  prin- 
ciple; they  are  appointed  by  reason  of  what  they  know;  it  seems  to 
me  they  should  be  selected  for  what  they  are — for  their  ability  to  teach, 
and  their  power  of  enforcing  scientific  discipline.  We  may  well  ponder 
to-day  the  words  of  that  fine  old  English  schoolmaster,  Richard  Mul- 
caster,  who  died  302  years  ago,  and  who  wrote: 

"I  would  rather  hazard  the  reproach  of  being  a  severe  master  id 
making  a  boy  learn  what  may  afterwards  be  of  service  to  him,  even 
though  he  be  negligent  and  unwilling  at  the  time,  than  that  he  should 
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lack   any  advantage  when  he  is  older,  because  I  failed  to  make  him 
learn,  owing  to  my  vain  desire  to  be  considered  a  courteous  teacher.'' 

The  tendency  toward  a  relaxation  of  discipline  shows  itself  also 
in  our  laws.  We  congratulate  ourselves  on  our  humanity,  because 
the  long  list  of  severe  penalties,  which  formerly  existed,  has  been 
replaced  by  a  code  much  less  severe ;  but  have  we  not  gone  to  the  other 
extreme,  encouraging  a  spirit  of  lawlessness  and  an  unwillingness  to 
submit  to  proper  restraint?  If  one  person  shoots  another  with  intent 
to  kill,  is  the  crime  any  less  when  the  wound  is  slight  than  when  it  is 
fatal?  Why  is  an  attempt  to  wreck  a  railroad  train,  or  to  dynamite 
or  set  fire  to  a  building  which  may  involve  the  sacrifice  of  many  lives, 
any  less  serious  than  to  kill  a  man  in  a  quarrel?  Why  should  not  the 
depraved  individuals  who  commit  acts  like  these  be  at  once  put  out  of 
the  Avay  for  the  good  of  society?  Our  nerveless  laws  and  the  mis- 
directed efforts  of  inflamed  philanthropy  condone  offenses  all  along  the 
line.  We  coddle  and  sympathize  and  send  flowers,  where  we  should  be 
stern  and  insist  that  the  good  of  society  is  the  first  thing  to  be  con- 
sidered. Even  in  our  daily  dealings  with  individuals  in  matters  not 
within  the  province  of  the  law,  we  fail  to  realize  that  a  prescription 
often  needed,  instead  of  coddling,  kind  words,  sympathy,  and  self- 
sacrifice,  is  the  prompt  and  energetic  application  of  the  toe  of  the 
boot  to  the  lower  end  of  the  spinal  column,  repeated  if  necessary,  until 
relief  is  obtained.  We  are  victims  to-day,  it  seems  to  me,  of  an  ex- 
aggerated humanity,  as  well  as  of  a  decay  of  discipline.  Large  num- 
bers of  men  and  women  with  warm  hearts  and  good  intentions  are  ex- 
alting sentiment  above  sanity,  sympathy  above  truth,  and  ease  above 
discipline.  •t;i.'l>ui  ! 

5. — Another  of  the  tendencies  very  marked  at  the  present  time,  is 
the  spirit  of  innovation,  which  seems  to  pervade  all  things;  whatever 
is,  is  wrong ;  the  social  custom  must  be  changed  in  order  to  keep  up 
with  the  time.  This  spirit  is  particularly  observable  among  the  young 
and  the  immature,  especially  if  it  has  been  preceded  or  accompanied 
by  a  lack  of  discipline  in  early  training.  It  is  an  instance  of  what 
Ferrero  terms  ''that  youthful  spirit  of  innovation  which  is  in  all  ages 
the  main  source  both  of  perversion  and  of  progress^"  Many  of  our 
young  men,  "air  aflame  with  an  enthusiasm  unquenched  as  yet  by  any 
continuous  contact  with  affairs,"  set  out  to  reform  the  world,  not  so 
much  because  it  needs  reform,  as  because  they  wish  to  justify  their 
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cxisteiUH'.  I  liis  s|»irit  ol  iiiiKJVuLinii  i.s  at  nil  timca  ono  to  be 
expoctfHl  Mild  rockoTicd  with.  Kvory  ^:f»Tieratioii,  as  it  comes  nlon^i;, 
will  oiuhMuor  to  change  the  condition  in  which  it  finds  itself,  and  will 
designate  that  clianpc  with  i\\o  nanio  of  progress,  even  though  it  be 
porv(U'si()ii.  Oh  I  Progress!  what  crinioH  are  committed  in  tiiy  name! 
l^von  if  a  social  condition  wore,  perfect  and  ideal,  a  new  generation 
would  endeavor  to  change  it.  Youth  desires  change;  often  because  it 
knows  no  bt?tter.  Age  becomes  conservative  because  it  knows  by  ex- 
perience the  dangers  of  hasty  or  unwise  change.  The  si)irit  of  ecjuality 
accelerates  this  tendency. 

The  United  States  is  often  spoken  of  as  the  country  of  the  young 
man;  the  old  are  laid  on  the  shelf  just  as  soon  as  they  become  conser- 
vative, because  wisdom,  experience,  and  the  authority  of  age  are  not 
respected.  The  adage,  "old  age  for  counsel,  youth  for  action,"  is  modi- 
fied by  the  omission  of  the  first  half.  Old  age  is  not  regarded  at  all, 
as  soon  as  it  desires  stability  and  permanence  rather  than  change.  This 
tendency  is  certainly  much  more  observable  in  this  country  than  in 
Europe,  where  the  wisdom  which  comes  from  age  and  experience 
is  recognized  and  utilized.  Gladstone  and  Voltaire  did  their  best 
work  after  they  were  60;  Bismarck  did  his  after  he  was  50.  Gray 
hairs  are  common  in  the  highest  councils  abroad.  Here  they  are  con- 
sidered rather  a  symptom  of  decay. 

This  spirit  of  innovation  which  pervades  all  things  seems  to  be 
largely  a  result  of  scientific  progress ;  the  rapid  advances  made  in  in- 
ventions of  all  kinds,  the  improvements  in  the  arts  and  manufactures, 
have  resulted  in  a  complete  revolution  of  the  methods  in  many 
branches  of  industry  within  a  comparatively  few  years.  Men  now 
living  were  born  before  there  were  any  railroads,  and  almost  all  of  us 
can  remember  tlie  time  when  the  applications  of  electricity  were  just 
beginning.  An  industrial  plant  but  a  few  years  old  may  be  out  of  date 
and  unable  to  compete  with  newer  and  more  economical  installations. 
In  engineering  matters  we  are  accustomed  to  see  things  completely  re- 
modeled within  a  short  time. 

This  familiarity  with  industrial  change  and  the  recognition  of  its 
.benefits  have  naturally  led  to  the  idea  that  everything  must  be  recon- 
structed, or  it  is  old-fashioned  and  out  of  date,  even  though  it  be  a 
thing  in  which  there  have  been  no  new  discoveries,  warranting  any 
change  whatever:  music,  painting,  dancing,  education — everything,  in 
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factrr-must  be'  cbmpletely  reorganized.  This  willingness  and  desire 
for  change  afford  the  opportunity  for  unsuccessful  mediocrity  and  for 
ambitious  and  unscrupulous  failure  to  foist  upon  the  public,  which 
eagerly  accepts  it,  forms  of  change  which  discerning  men  must  char- 
acterize as  gross,  ridiculous,  and  demoralizing.  The  result,  in  many 
cases,  is  a  deterioration  pitiable  to  behold.  Let  any  one  compare,  for 
instance,  the  modern  painting,  dancing,  and  music,  with  that  in  vogue 
fifty  or  one  hundred  years  ago,  and  he  will  find  abundant  proof  of  this. 
In  politics  and  government,  too,  the  same  tendency,  the  same  reckless- 
ness, the  same  demoralization,  are  equally  observable. 

Now,  of  course,  an  existing  condition  is  not  necessarily  the  best 
because  it  is  old;  neither  is  a  proposed  change  advisable  beca.use  it  is 
new.  In  many  cases,  however,  suggested  changes,  ignorantly  proposed 
hj  those  unacquainted  with  history,  have  been  tried  and  have  been 
found  wanting  centuries  ago.  History  repeats  itself.  Nations,  like 
individuals,  will  only  learn  by  costly  experience.  Away  with  the  old, 
make  way  for  the  new!  We  will  not  profit  by  the  lessons  of  our  fore- 
fathers, we  must  experiment  and  learn  for  ourselves.  Is  it  not  much 
better  that  we  should  try  to  cultivate  the  breadth  of  view,  the  tolerance 
of  opinion,  which  will  lead  us  neither  to  adhere  to  that  which  is  old, 
from  extreme  conservatism,  nor  to  indulge  in  rash  experiments;  but  to 
study  history,  cultivate  a  sound  and  deliberate  judgment,  and  endeavor 
to  guide  the  inevitable  spirit  of  innovation  into  proper  channels;  and 
to  remember,  as  Lecky  well  says,  that  "an  appetite  for  organic  change  is 
one  of  the  worst  diseases  that  can  affect  a  nation?" 

6. — Advancing  civilization  and  increase  of  wealth  inevitably  lead 
to  increased  luxury  and  extravagance;  and,  with  our  advancing  civili- 
zation, this  tendency  is  not  wanting.  If  the  experience  of  the  past  is 
of  any  value,  however,  it  is  a  serious  symptom  of  degeneration.  The 
sudden  accession  of  great  wealth,  particularly  to  those  who  are  in- 
competent to  use  it  wisely,  engenders  luxury  and  ostentation,  and  a 
contempt  for  those  less  fortunate;  thus  stimulating,  to  a  certain  ex- 
tent, an  attempt  of  the  latter,  particularly  if  endowed  with  the  ballot, 
to  recoup  themselves  and  gain  what  they  conceive  to  be  their  rights 
at  the  expense  of  wealth,  by  various  forms  of  unjust  taxation  and 
other  well-known  expedients.  If  it  is  our  duty  to  preach  the  gospel 
of  content  and  the  inequality  of  man,  it  is  equally  our  duty  to  preach 
the  proper  use  of  wealth,  and  the  proper  attitude  of  the  wealthy  toward 
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tlius(5  Io«s  lortiiiiatc ;  mikI  wliilc  believinp:  tinit  iii<li\  idiial  init  i;itiv<' 
should  1)0  sliimihited  to  the  utmost,  and  allowed  to  enjoy  the  fruits 
of  its  s«uc'C'es«,  it  uia.v,  novertliclos?,  fairly  l>o  (jucstionod  wlicthfr  some 
ol  the  rowards  under  present  coiiditions  arc  not  too  lar^c,  and  wliether 
men  would  not  exert  themselves  as  well  tor  the  prospect  ol  a  more 
reasonahle  recompense  as  for  the  prospect  of  unreasonahle  and  ex- 
cessive riches.  J^ut,  again  history  repeats  itself,  and  thinp.->  move 
in  cycles.  Peace  causes  prosperity,  i)rosperity  gives  rise  to  wealth, 
wealth  gives  rise  to  luxury  and  extravagaaice,  luxury  and  extravagance 
are  the  source  of  contention,  contention  results  in  war  or  social  revolu- 
tion, these  result  in  i)overty,  poverty  results  in  peace,  and  so  the  cycle 
is  completed.* 

Ferrero,  writing  of  the  condition  of  Kome  in  the  Second  Century. 
B.  C,  wrote: 

"The  destruction  of  Carthage  and  Corinth  had  already  worked  seri- 
ous havoc  in  Koman  life,  spreading  luxury  and  ostentation  among  the 
upper  classes,  a  distaste  for  work  among  the  lower,  and  wastefulness 
and  intemperance  in  all  ranks  of  society." 

Do  we  not  see  before  iis  to-day  in  America  the  same  phenomena? 
It  is  not  the  destruction  of  Carthage  and  Corinth  which  have  worked 
and  are  working  serious  havoc  in  our  life,  but  it  is  the  conquest  of 
the  virgin  resources  of  a  great  continent.  Wealth,  luxury,  and  ostenta- 
tion, are  the  result,  and  nothing  is  more  plain  than  the  fact  that  a  dis- 
taste for  work  exists  and  is  spreading  broadly  among  the  lower  classes, 
and  wastefulness  and  intemperance  everywhere. 

7. — The  last  tendency  to  which  I  will  call  attention  is  what  seems 
to  me  the  distinct  tendency,  under  present  conditions,  and,  in  fact, 
under  conditions  which  have  existed  in  increasing  degree  as  civilization 
has  advanced,  toward  the  deterioration  of  the  race.     The  law  of  evo- 


•iii    *The  following  verse  is  taken  from  a  collection   of  old   French  proverbs  : 

"Paix     engendre     prosperite, 
De  prosperite  vient  richesse, 
De   richesse   orgueil   et  volupte, 
D'orgueil    contention   sans   cesse, 
Contention  la  guerre  addresse 
La   guerre   engendre  pauvrete, 
Pauvrete  humilite, 
D'humilite    revient    la    paix. 
Aussi   retournent   les   humans.'" 

"The  following  passage  from  Ramsay's  'Voyages  de  Cyrus'  contains  a  similar 
view  with  respect  to  the  succession  of  causes  and  effects  in  the  affairs  of  nations : — 
'Pendant  I'espace  de  trois  cens  ans  la  valeur  des  rois  de  Medie  avoit  augmente  leure 
conquetes.  Les  conquetes  avoient  engendre  de  luxe,  et  le  luxe  est  toujours  I'avant- 
coureur  de  la  chUte  des  empires.  Valeur.  conquetes.  luxe,  anarchic,  voila  le  cercle 
fatal,  et  les  differens  periodes  de  la  vie  politique  de  presque  tous  les  etats.'  " 
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lutioii  ill  all  species  of  animals  and  plants,  the  law  which  we  ourselves 
recognize  and  follow  in  breeding  and  cultivating  them,  is  for  the 
survival  of  th«  fittest,  the  gradual  elimination  of  the  weak  and  unfit. 
This  is  distinctly  the  law  of  progress.  In  the  case  of  man,  however, 
there  is  added  an  element  which  does  not  exist  with  the  lower  animals 
or  with  plants,  namely,  the  element  of  human  reason.  Under  the  domi- 
nation of  this  element,  has  not  the  tendency  steadily  been,  with  the 
growth  of  altruistic  ideas  and  the  prevalence  of  philanthropic  institu- 
tions, toward  the  survival  of  the  unfit?  Are  we  not  encouraging  in 
many  ways  the  survival  of  the  weak,  the  inefficient,  the  incom- 
petent, the  depraved?  If  all  men  are  equal,  he  who  is  born  with  an 
inheritance  which  makes  him  depraved  or  incompetent  is  not  responsi- 
ble for  that  inheritance,  and  is  as  much  deserving  of  preservation  as 
the  strongest  and  the  best. 

:  Galton,  in  his  researches  on  heredity,  comes  to  the  conclusion  that 
the  average  Greek  of  the  Athenian  Age  was  as  much  superior  intel- 
lectually to  the  average  European  of  to-day,  as  the  latter  is  superior 
to  the  average  African  savage.  At  the  present  time,  in  all  probability, 
the  uncivilized  races  are  governed  by  the  law  of  evolution,  the  survival 
of  the  fittest;  while,  in  the  case  of  the  so-called  civilized  races,  the 
reverse  seems  true.  The  two  tendencies  must  meet  and  cross  at  some 
point  in  the  future,  if  they  continue. 

This  problem  is  one  of  the  most  serious  that  confronts  us  to-day. 
I  have  no  time,  even  had  I  the  knowledge,  to  discuss  it  in  detail;  I  will 
content  myself  withmerely  mentioning  it.  It  may  seem  wrong  to  be- 
lieve that  all  have  not  equal  right  to  survive,  yet  it  seems  to  me  that 
the  interests  of  society  as  a  whole  must  lead  us  to  the  conclusion  that 
serious  evil,  and  perhaps  ultimate  ruin,  await  us  unless  some  means 
can  be  devised  for  solving  this  problem  and  in  some  manner  regulating 
the  perpetuation  of  our  species.  If  present-day  humanitarianism  leads 
to  race  degeneration,  it  cannot  be  the  way  of  progress  intended  by  an 
all-wise  Creator,  and  we  should  try  to  see  in  what  way  we  are  mis- 
applying it.  The  Subject  is  manifestly  beset  with  great  difficulties. 
In  the  first  place;  we  must  define  the  "fit."  Clearly,  the  term  is  not 
synonymous  with  the  physically  strong,  or  the  wealthy;  many  of  these 
are  most  unfit.  Equally  clear  is  it  that  the  fit  do  not  include  those 
afflicted  with  serious  hereditary  disease,  the  dishonest,  the  vicious,  the 
intemperate,  the  indolent,  the  good-for-nothing.     "If  any  will  not  work, 
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iioitlitT  IrL  iiiiii  uat,"  says  tlu;  AI)u^lil•.  Those  lluit  will  not  vvc^rk  should 
Htarvo,  ill  otlier  words.  He  adds:  "For  wo  hear  of  "soine  that  walk 
a.ruoiij::  vtui  di^^onleil.v,  that  work  not  at  alh  hut  are  l)U3yhodies."  May 
it  not  he  that  tlic  true,  main-sprinj;  of  progress  and  proRperity  in  an 
enlifihtened  seltislniess — a  selfishness  whieh  leads  tlie  individual  to 
seek  a.s  lli^^  paramount  ohject  his  own  good,  suhject  only  to  one  limita- 
tion, that  no  injury  should  be  done  to  any  one  else — that  not  self- 
sacrifice,  but  only  a  scrupulous  regard  for  the  rights  of  others,  is  the 
condition   of   race   progress^ 

And  now  you  may  vei*y  likely  have  asked,  what  has  all  this  to  do 
with  engineering,  or  with  the  engineering  profession;  what  is  the  ap- 
propriateness of  a  discussion  of  social  conditions  before  a  society  of  en- 
gineers? My  answer  is  that  the  engineer  is  primarily  a  member  of  the 
social  body;  that  its  problems  are  his  problems;  and  that  he  cannot 
avoid  the  responsibility  of  taking  a  share  in  their  solution.  The  prob- 
lem of  the  Twentieth  Century,  it  seems  to  me,  will  be  pre-eminently  a 
social  problem,  and  upon  its  solution  will  depend  the  happiness  of 
mankind  for  years  to  come.  Moreover,  this  social  problem  is  largely, 
as  I  have  shown,  the  outcome  of  the  work  of  the  engineer  who,  as  the 
advance  agent  of  civilization,  has  been  the  main  factor  in  creating  the 
conditions  which  give  birth  to  this  problem.  It  will  be  evident,  there- 
fore, that  I  differ  from  one  of  my  predecessors  who,  in  his  annual  ad- 
dress, intimated  that  social  problems  w^ere  out  of  the  province  of  the 
engineer  and  that  he  should  not  meddle  with  them.  On  the  other 
hand,  I  maintain  that  it  is  his  duty  to  exert  himself  in  their  solution. 
Moreover,  I  consider  this  duty  the  more  necessary  because  I  believe 
the  engineer  to  be  well  fitted — possibly  better  fitted  than  any  one  else— 
to  solve  these  problems  wisely.  Let  me  briefly  give  you  my  reasons 
for  this  opinion. 

The  engineer  is  by  training  a  scientific  man.  If  his  education  is 
what  I  conceive  it  should  be,  and  w^hat  it  will  be  more  and  more  in 
the  future,  it  will  consist  of  a  training  in  mathematics,  logic,  science, 
and  in  the  technical  branches  of  his  profession,  together  with  a  suf- 
ficient amount  of  study  of  the  humanities — history,  economics,  lan- 
guage, literature — to  give  him  a  clear  view  of  the  relations  of  things. 
He  will  be  pre-eminently  by  training  a  scientific  man,  but  with  a 
power  of  understanding  and  grasping  social  questions.  Now,  a  scien- 
tific training  has  this  great  virtue,  that  its  end  and  aim  is  constantly 
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the  discovery  of  the  truth.  The  truth  for  its  own  sake,  independent  of 
everything  else,  is  the  object  of  the  scientific  man  and  therefore  of  the 
engineer.  In  this  respect,  it  is,  in  my  opinion,  the  noblest  as  well  as 
the  most  widely  useful  of  the  professions.  The  lawyer  is  not  always 
concerned  in  arriving  at  the  truth ;.  he  is  too  frequently  tempted  to 
make  the  worse  appear  the  better  reason.  As  one  of  that  profession 
has  expressed  it,  his  object  is  not  to  get  at  the  truth  but  to  win  cases. 
He  is  constantly  under  the  temptation  to  pervert  the  truth,  or  to  sup- 
press it,  if  the  exigencies  of  his  case  demand. 

Furthermore,  the  engineer  is  exposed  to  a  very  direct  personal  re- 
sponsibility which  cannot  but  steady  his  character  and  increase  his 
self-reliance  and  self-control.  Though  he  does  not  always  receive  the 
credit  of  his  successes,  he  cannot  succeed  in  throwing  the  responsibility 
for  his  failures  upon  others.  If  a  lawyer  loses  his  case,  as  Mr.  Choate 
once  remarked,  it  is  never  ,his  fault;  he  can  always  charge  it  to  the 
prejudice  of  the  judge,  or  the  ignorance  of  the  jury,  or  the  untruth- 
fulness of  witnesses.  He  goes  on  and  obtains  new  clients  and  new 
fame.  If  the  doctor  loses  his  patient,  it  is  iiever  his  fault;  he  can 
always  charge  it  to  the  disobedience  or  delay  of  the  patient,  or  main- 
tain that  a  cure  was  impossible.  But  if  an  engineer  builds  a  structure 
which  fails  or  a  machine  which  will  not  work,  the  responsibility  is  his 
and  he  is  held  accountable. 

Again,  the  engineer  is  a  business  man,  for  engineering  is  business 
and  business  is  engineering;  he  deals  with  men,  he  has  to  do  with 
financial  affairs,  he  learns  the  characteristics  of  human  nature,  and 
his  training,  therefore,  tends  to  teach  him  tact,  moderation,  conserva- 
tism, and  the  value  of  experience. 

Of  course,  any  sweeping  eulogy  or  disparagement  of  any  class  of 
men  cannot  be  truthfully  made.  Engineers  will  differ  on  questions  of 
opinion,  as  other  men  will.  There  are  dishonest,  untruthful,  unreliable 
engineers,  as  there  are  men  of  this  type  in  every  class.  No  doubt  the 
ranks  of  our  Society  include  men  who  will  widely  disagree  on 
the  questions  which  I  have  discussed ;  men  who  will  hold  extreme  views 
in  one  direction  or  in  the  other;  men  who  will  be  dogmatic,  intem- 
perate in  language  and  in  thought,  inaccurate  in  reasoning,  insincere 
in  opinion.  No  class  of  men  has  a  monopoly  of  virtue  or  of  error. 
Neither  are  these  excesses  confined  to  men  of  weak  minds  or  deficient 
training.     As  Lecky  says : 
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"Stnin^c  veins  ol  insniiity  and  (•apncitios  for  fiitlmsiastic  t«)lly  H(»nn." 
tiinos  ilaw  the  stroiigeist  brainy,  and  the  impetuous  (jhuilitious  oi  youth 
which  inii)ol  some  men  into  extravagances  of  vice,  (h»velop  in  other 
natures  into  not  less  wild  extravagances  of  thought.'' 

Nevertheless,  on  the  whole,  if  there  is  anything  in  training  and 
experience,  nniy  we  not  believe  that  engineers,  as,  a  class,  have  t)ie 
training,  temper,  and  experience  wlii(;h  will  best  enable  men  to  judge 
sanely  and  solve  wisely  the  social  problems  which  confront  us? 

What,  then,  may  the  engineer  do  to  aid  in  the  solution  of  the 
social  problems  of  the  Twentieth  Century? 

In  the  first  place,  he  should  consider  it  his  duty  not  to  retire  into 
the  technical  recesses  of  his  professional  work  and  content  himself 
with  being  the  servant  of  other  men,  but  should  actively  exert  him- 
self and  take  the  initiative  in  the  great  problems  of  the  day.  He  will 
find  that  many  of  these  problems  in  their  details  are  largely  of  an 
engineering  character. 

What,  for  instance,  is  involved  in  the  problem  of  administering  the 
affairs  of  a  great  city?  Do  they  not  involve,  iii.the  main,  fhe  pj-eserva- 
tion  of  the  health,  safety,  property,  and  order  of  the  community?  and 
are  they  not,  therefore,  predominantly  of  an  engineering  character? 
Financijal  and  legal  questions  of  great  importance,  of  course,  are  in- 
cluded, but  why  should  the  engineering  problems  be  considered  second- 
ary to  these?  Engineers  can  employ  financiers  and  lawyers,,  as  well 
as  be  employed  by  the  latter.  I  see  no  reason  why  the  position  of 
mayor  of  a  city  could  not  be  filled  at  least  as  satisfactorily  by  an  engi- 
neer with  proper  breadth  of  view,  training,  and  experience,  as  i)y  a 
man  of  any  other  profession.  Yet  I  doubt  if  the  mayor  of  any  large 
city  in  the  United  States  is  or  has  been  an  engineer. 

The  same  holds  true  of  other  administrative  positions.  The  man- 
agement of  our  great  corporations  involves  problems  largely  of  an 
engineering  nature,  and  high  administrative  positions  in  these  con- 
cerns are  being  more  and  more  given  to  engineers.  Even  such  a 
position  as  that  of  president  of  a  republic  is  not  one  which  the  engineer 
should  necessarily  consider  himself  excluded  fiom.  Why  is  he  not 
as  well  qualified  to  fill  it  as  a  soldier,  a  lawyer,  or  a  college  professor. 
provided  his  training  and  experience,  judgment  and  breadth  of  view 
w^arrant?  Two  of  our  greatest  presidents,  Washington  and  Lincoln, 
though  not  engineers,  did  have  some  little  practice  in  what  was  then 
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teriiifd   engineering",   and   one   president   of   the   French    Republic   has 
been  a  professional  government  engineer. 

There  is  perhaps  a  tendency  to-day  toward  better  recognizing  the 
qualifications  of  the  engineer  in  the  administration  of  municipalities 
and  larger  political  units.  The  position  of  commissioner  of  public 
works  in  a  city  is  perhaps  the  most  important  municipal  position  next 
to  that  of  mayor.  Formerly,  this  position  was  monopolized  in  most 
cities  by  men  who  were  inere  politicians.  Nowadays,  it  is  quite  com- 
mon to  appoint  engineers  to  such  posts.  In  Boston,  Philadelphia, 
Cincinnati,  and  very  likely  other  cities,  these  positions  are  now  held 
by  trained  and  educated  engineers,  and  this  recognition  I  consider 
significant  and  deserved.  Engineers,  however,  will  not  and  should  not 
be  recognized  in  this  way  unless  they  are  as  individuals  equal  to  the 
responsibilities  involved,  unless  they  show  their  interest  in  public 
questions,  unless  they  inform  themselves  about  them,  unless  they  study 
the  economic  and  social,  as  well  as  the  engineering  problems  involved, 
and  unless  they  assert  themselves  before  the  public.  This  I  trust  they 
will  do  more  and  more  as  years  go  by. 

"The  fault,  dear  Brutus,  is  not  in  our  stars, 
b/'  But   in   ourselves,   that   we   are   underlings." 

^^  A  question  which  is  much  before  us  at  the  present  day  is  that  of 
conservation.  Conservation,  as '  I  understand  it,  consists  in  a  wise 
economy  and  proper  use  of  the  materials  and  resources  that  are  afforded 
us  by  Nature.  It  is  essentially  the  avoidance  of  waste;  it  does  not 
mean  that  naturaT resources  shall  be  withdrawn  from  use,  but  that  they 
shall  be  used  wisely  and  economically.  It  does  not  mean  that  the 
present  generation  shall  suffer  for  the  benefit  of  future  generations, 
but  that  the  present  generation  shall  not  roh  future  generations.  Now, 
the  technical  problem  of  the  avoidance  of  waste  and  the  proper  use  of 
natural  resources  is  a  problem  already  solved.  Applied  scientists  can 
tell  just  what  to  do  and  how  to  do  it.  They  know  how  to  utilize  the 
power  of  falling  water  and  how  to  transmit  it;  they  know  how 
to  utilize  coal  most  economically,  they  know  how  to  utilize  forest 
products  without  waste,  how  to  prevent  the  erosion  of  the  soil,  how  to 
conserve  health.  The  unsolved  problem  of  conservation — the  problem 
which  now  concerns  as  most — is  not  an  engineering  problem,  but  a 
social  one.  It  is  to  alter  the  public  state  of  mind,  to  make  people 
thrifty    and   economical   instead   of   extravagant    and    wasteful.      It    is 
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tlms  an  uttiluto.  of  iniiid  tiiat  we  liavo  to  deal  witlj.  If  the  attitude 
of  miiid  of  tlio  yiuMic  lownrd  this  problem  coidd  ho  inado  thf  oorrecrt 
ono,  if  the  individual  man  conld  ho  made  thrifty,  frugal,  carofid, 
tlioiightiul  ot  the  future,  llic  problem  of  conservation  would  he.  solved. 
Why  sliould  not  aj)plitxl  scientists,  wlio  know  liow  to  solve  the  proh- 
lem  teohnicall.y,  lead  in  educating  the  people  to  perceive  the  necessity 
lor  its  solution'^  Should  not  mere  self-interest,  not  to  speak  of  public 
spirit,  prompt  us  to  do  this? 

In  education,  too,  where,  as  1  view  it,  the  tendencies  I  liave  re- 
ferred to  are  plainly  evident,  we  may  as  a  profession  exert  a  good  in- 
fluence. I  have  often  expressed  the  opinion  that  an  engineering  educa- 
tion is  the  best  possible  education  for  any  vocation,  because  it  combines, 
or  should,  combine,  in  the  best  proportions,  the  study  of  abstract  rela- 
tions with  that  of  natural  science  and  of  the  humanities.  These,  com- 
bined with  training  and  experience  in  the  profession  itself,  should 
make  the  engineer  as  well  educated  as  any  class  of  men.  He  should 
be  sane  and  sensible,  not  likely  to  be  carried  away  by  fallacious 
economic  theories;  conservative,  and  yet  safely  progressive.  Engineers, 
I  think,  should  exert  more  influence  than  they  do  in  education,  by 
actively  interesting  themselves  in  it,  serving  on  school  committees,  and 
insisting  on  the  maintenance  of  rigorous  discipline  and  the  scientific 
method.  Above  all,  they  should  aid  in  maintaining  the  standard  of 
engineering  education,  and  prevent  it  from  succumbing  to  the  prevail- 
ing tendency  to  relaxation  of  discipline.  The  best  students  do  not 
really  seek  such  relaxation;  and  schools  which  make  students  work 
hard  and  which  insist  on  a  high  standard  of  accomplishment,  will 
attract  strong  men.  The  tendency  of  the  times  shows  this,  and  proves 
that  one  movement  to-day  is  toward  utilitajian  and  vocational  train- 
ing. Some  of  the  tendencies  I  have  referred  to  may  be  in  large  meas- 
ure only  surface  currents,  and  a  strong  undercurrent  may  perhaps  be 
generated  in  another  direction  if  the  proper  means  are  used.  This  is 
indicated  by  the  growth  of  the  engineering  departments  of  our  State 
universities  within  the  last  thirty  years,  and  by  the  surprising  develop- 
ment of  such  a  school  as  the  Massachusetts  Institute  of  Technology 
from  its  first  small  beginnings  to  its  position  of  recognized  leadership 
in  less  than  one-third  of  a  century.  Let  us  make  the  engineering 
schools  the  place  of  refuge  for  those  who  are  opposed  to  the  relax- 
ation of  discipline  which  prevails  so  largely  elsewhere. 
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Finally,  let  us  inquire  what  this  Society,  representing  the  Engineer- 
ing Profession,  may  do  in  the  directions  which  have  been  suggested. 
We  have  been  criticized  in  the  past  as  being  inactive,  as  taking  no 
part  as  a  Society  in  large  public  questions.  I  must  frankly  confess 
that  tlie  criticism  has  seemed  to  me  in  some  measure  deserved.  Our 
Society  is  large,  rich,  influential,  but  we  have  been  too  content  to  sit 
down  in  dignified  ease,  taking  little  or  no  initiative,  and  allowing  other 
and  younger  societies  to  outstrip  us  in  actual  work  performed  and  in 
real  influence  exercised.  We  have  had  some  committees  which  have 
done  good  work  in  unifying  practice  in  relation  to  technical  matters. 
In  these  respects,  however,  we  have  been  far  surpassed  by  two  or 
three  of  the  newer  societies,  whose  committees,  after  long  and  con- 
scientious labor,  have  exercised  far  greater  influence  that  we  have  in 
the  solution  of  even  professional  problems.  It  is  true  that  this  is 
largely  due  to  the  fact  that  those  societies  are  more  specialized  than 
ours,  that  they  are  composed  of  men  all  engaged  in  one  line  of  work, 
who  could  co-operate  and  lay  down  the  results  of  experiment,  expe- 
rience, and  opinion  more  easily  than  we  could.  This  Society,  however, 
is  the  American  Society  of  Civil  Engineers,  and  includes  engineers  in 
all  branches  and  from  all  sections  of  the  country.  There  is  no  reason 
why  the  engineers  in  the  different  branches  should  not  associate  them- 
selves together  in  sections,  or  why  we  could  not  do  more  committee 
work  along  the  various  engineering  lines  than  we  have  done  in  the  past. 

I  believe,  therefore,  that  we  should  favor  the  establishment  of 
branches  of  the  Society  in  various  parts  of  the  country,  and  of  student 
branches  in  the  several  technical  schools;  and  that  we  should  urge 
our  committees  to  activity,  supply  them  with  funds,  and  perhaps  pay 
the  mileage  of  members  who  attend  meetings.  The  Society  is  rich, 
and  it  is  not  a  philanthropic  institution.  If  members  give  their  time 
to  committee  work,  I  see  no  reason  why  they  should,  be  expected  to 
give  money,  and  the  expense  of  attending  many  meetings  may  not 
seldom  be  considerable. 

Moreover,  we  have  been  very  loath  to  take  any  steps  in  formulating 
answers  to  questions  which  are  largely  matters  of  opinion;  and  we 
have  done,  thus  far,  little  or  nothing  to  influence  public  opinion  in 
regard  to  questions  of  the  day.  I  believe  that  we  could  and  should 
go  much  farther  in  these  directions;  that  we  should  step  forward,  take 
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tlu'    iiiil  i;it  ivc,    and    Itccomc    ;i    moving'    tDivc    in    the    coinniiinity,       I-<'t 
nir  innkf  >()\]\o  ninrc  dptiiiitc  snfrg(Ntion.><. 

In  tlic  tir>-t  pljicc.  I  UclicNc  we  sliould  have  a  Staiidinj^  (Jorninittcc  on 
Public  Helations,  its  pnnince  being  to  keep  track  of  all  public  affairs 
involving  engineering  questions  directly  or  indirectly,  in  nil  tbe  States 
ia  the  Union,  and  to  take  such  action  as  may  be  deemed  desirable  to 
insure  a  wise  treatment' of  such  questions.  This  committee  might  per- 
haps consist  of  the  President  and  Secretary  of  the  Society  eoi  officio. 
of  a  certain  number  of  members  of  the  Board  of  Direction  to  be  ap- 
pointt^d  each  year  by  the  President,  and  of  a  certain  iiunibci-  ol'  incn'i- 
bers  of  the  Society  not  members  of  the  Board  of  Direction,  to  be  nomi- 
nated by  the  Board  of  Direction.  These  outside  members  might  be 
in  considerable  number,  i)erhaps  one  or  more  from  each  State,  or 
group  of  States^  so  that  the  committee  could  keep  in  touch  with  public 
affairs  affecting  the  profession  in  all  parts  of  the  Union. 

Further,  our  Conuuittee  on  Engineering  Education  should,  in  my 
opinion,  be;  enlarged,  supplied  with  funds,  and  encouraged  to  active 
and  exhaustive  work.  If  we  could  lay  down  the  principles  which  we 
believe  should  govern  in  engineering  education,  the  general  curriculum 
which  should  be  adopted,  the  proportion  of  the  humanities  which  should 
be  included,  and  similar  matters,  we  might,  I  believe,  do  much  good, 
and,  while  still  leaving  ample  room  for  individual  initiative  and 
divergencies  in  practice  in  different  institutions,  render  effective  aid 
to  those  teachers  who  are  striving  to  resist  some  prevailing  tendencies. 

In  the  next  place,  I  believe  it  will  be  wise  to  have  more  committees 
of  the  Society,  dealing  with,  specific  problems,  than  we  have  had  in 
the  past.  You  have  before  you  at  this  meeting,  I  am  glad  to  state, 
a  report  from  the  Board  of  Direction  stating  that,  as  provided  in  the 
Constitution,  it  has  voted  to  appoint  two  Special  Committees,  to 
deal  respectively  with  the  Kegulation  of  Streams  and  with  Uniform 
AVater  Legislation.  I  believe  that  still  other  committees  could  be  ap- 
pointed to  advantage.  We  have  no  reason  to  be  afraid  of  having  too 
many  committees.  We  should,  rather,  be  sure  that  we  lose  np  op- 
portunity to  exercise  legitimate  influence  on  public  opinion  or  to  aid 
in  the  solution  of  large  problems.  We  might  well,  I  believe,  have  a 
standing  committee  on  conservation,  perhaps  another  on  corporation 
legislation,  another  on  the  history  of  American  engineering.  Let  us 
give  our  earnest   attention  to  this  matter,   and  let   us  not  hesitate  to 
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suggest  any  and  every  meaii.s  that  may  occur  to  us  to  i)ronK)to  the 
welfare  of  the  Society,  of  the  profession,  a.nd  of  the  public.  The  Board 
of  Direction  will  be  always  ready,  I  am  sure,  to  act  promptly  with 
any  members  of  the  Society  who  can  show  a  proper  field  for  legiti- 
mate action. 

Reviewing-  then,  the  points  which  I  have  brought  to  your  attention, 
I  have  endeavored  to  show  that  the  problem  of  the  times  is  pre-eminently 
a  social  problem.  I  have  outlined  some  of  the  tendencies  of  the  day, 
as  they  appear  to  me.  I  have  given  the  reasons  for  my  belief  that  it 
is  the  duty  of  engineers  to  aid  in  the  solution  of  these  problems,  and 
that  by'  training  and  experience  they  are  well  qualified  to  do  so.  If 
my  tone  has  appeared  to  indicate  a  pessimistic  attitude  toward  the 
tendencies  of  the  day,  I  fear  I  must  plead  guijty  in ,  some  degree  to 
the  imputation;  whether  wisely  or  not,  as  the  years  have  gone  by, 
I  have  grown  more  conservative,  and  I  find  myself  having  little  sym- 
pathy with  many  of  the  tendencies  which  I  seem  to  see  about  me. 
I  believe  that  this  age  will  be  looked  upon  by  future  generations,  not 
as  an  age  of  progress,  except  in  some  material  things,  but  more  dis- 
tinctively as  an  age  of  deterioration,  an  age  of  fads,  frivolities,  fancies, 
and  follies;  of  much  reading  and  little  thought;  an  age  of  impulse 
rather  than  an  age  of  reason.  I  am  not  alone,  however,  in  a  feeling 
of  dissatisfaction.  M.  P.  Leroy-Beaulieu,  writing  in  1890,  and  referring 
to  conditions  in  France,  expressed  himself  as  follows : 

"Every  age  is  characterized  by  its  particular  craze.  The  present 
craze  is  for  education,  unlimited  and  injudicious,  and  for  philanthropy 
equally  unlimited  and  injudicious,  both  absolutely  superficial.  By 
their  aid  we  have  succeeded  in  producing  a  mental  condition  and  in 
creating  certain  social,  circumstances  which  are  most  unfavourable  to 
tlie  growth  of  the  population." 

-However,  after  all,  it  is  only  an  epoch  in  the  history  of  manJ  It 
will  pass  away,  and  others  will  solve  the  problems  tha.t  we  leave  to 
them.  Progress  is  not  always  continuous;  there  are  waves,  reactions, 
times  of  apparent  retrogression.  May  we  only  do  our  part,  as  mem- 
bers of  one  of  the  greatest  professions,  to  help  direct  the  tendencies 
of  our  day  in  such  manner  that  our  successors  may  look  bacji  upon 
us  with  approval  and  not  with  blame,  and  that  we;  may  .aid  .to  the 
utmost  in  forwarding  the  true  progress  of  mankind. 
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RY  INTEGRATING  THE  VELOCITY  HEAD. 


By  J.  W.  Ledoux,  M.  Am.  Soc.  C.  E. 


During  the  last  century,  and  even  prior  thereto,  investigations,  both 
theoretical  and  practical,  and  many  experiments  were  made  in  order 
to  solve  the  problem  of  the  flow  of  water  through  pipes,  orifices,  short 
tubes,  etc.  Venturi,  an  Italian  investigator,  made  very  interesting 
experiments  about  1790,  and  devised  what  has  since  been  called 
Venturi's  tube,  which,  due  to  its  peculiar  shape,  possessed  the  prop- 
erty of  discharging  water  with  a  very  small  amount  of  fiiction.  He, 
as  well  as  later  investigators,  deduced  formulas  for  the  velocity  and 
velocity  head  which  do  not  differ  much  from  those  at  present  in  use. 

In  1887  and  1888  Clemens  Herschel,  M.  Am.  Soc.  C.  E.,  first  sug- 
gested the  practical  use  of  Venturi's  tube  as  a  water  meter.*  His  sug- 
gestion was  far-reaching,  because  any  device  that  could  be  used  to 
record  or  integrate  the  velocity  head  of  the  Venturi  tube  would  also 
perform  that  function  for  any  orifice  or  contraction  in  a  pipe  or  con- 
duit wherein  the  flow  is  a  function  of  the  velocity  head.  Since  that 
time  many  efforts  have  been  made,  with  varying  degrees  of  success, 
to  design  a  registering  mechanism  which  would  indicate  reliably  the 

*Transactiovs,  Am.  Soc.  C.  E.,  Vol.  XYII,  p.  238,  and  Vol.  XVin,  p.  133. 
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total  discharge  through  such  a  tube  or  orifice.  Mr.  Herschel  has  made 
several  inventions  of  this  character. 

One  of  the  most  attractive  devices  for  this  purpose  consists  of  a 
small  meter  in  a  by-pass  connecting  the  full  and  contracted  sections 
of  a  Venturi  tube.  Several  engineers,  including  the  writer,  have  inde- 
pendently conceived  this  idea,  but  afterward  abandoned  it  as  imprac- 
ticable. At  high  velocities  such  a  contrivance  will  give  approximate 
results,  but  when  the  velocity  is  low,  the  velocity  head,  or  moving 
force — which  varies  as  the  square  of  the  velocity — is  too  minute  to 
operate  a  moving  mechanism.  ..:rr.7 

. :  Some  of  the  early  devices  for  indicating  and  recording  the  velocity 
head  were  based  on  Bourdon  tubes,  and  in  some  cases  diaphragms  bal- 
anced by  springs  were  used.  One  of  Mr.  Herschel's  earliest  devices 
was  an  ingenious  apparatus  based  on  the  former  principle;  but, 
eventually,  all  these  were  abandoned  in  favor  of  mercury,  which  was 
found  to  be  much  more  constant,  reliable,  and  satisfactory  as  a  trans^- 
mitting  medium. 

The  fundamental  principles  of  the  subject  will  be  considered 
briefly.  The  flow  of  water  and  other  liquids  as  well  as  gases  follows 
the  eternal  and  unchangeable  law  of  gravity.  For  steady  flow  this 
may  be  represented  by  the  expression:  "Velocity  is  proportional  to 
the  square  root  of  the  head  producing  velocity,"  or,  algebraically, 

V=  C  \/h, 

in  which  V  =  the  velocity,  in  any  convenient  unit, 
H  =  the  head  producing  such  velocity, 
and  C  =  a  constant   depending    on    the  unit  of    measure- 
ment and  the  character  of  space  through  which 
the  fluid  flows. 
V  may  be  expressed  in  feet  per  second,  miles  per  hour,  etc.,  and 
H,  the  effective  head,  may  be  expressed  in  feet,  or  in  pounds  per  square 
inch,  etc. 

The  space  may  be  a  pipe  of  any  length,  a  submerged  orifice,  an 
open  inclined  channel,  a  Venturi  tube,  or  a  nozzle.  It  is  seen  that 
this  is  the  form  of  the  simplest  equation  of  a  parabola: 

2/2  =  ex. 
For  practical  purposes,  the  ideal  form  of  meter  would  be  a  device, 
connected  by  small  tubes  with  adjacent  parts  of  a  pipe  through  which 
fluid  is  flowing,  which  would  measure  automatically  the  square  root 
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of  the  liciid  or  pro.^^urc  pntduciii^  the  velocity.  Siicli  ;t  device  would 
offer  no  resistance  or  obstruction  to  the  How  through  tlic  pipe.  It 
has  been  impossible,  heretofore,  to  iichieve  this  ideal,  beeaDse  the  forces 
due  to  veloeity  heml  are  so  minute  as  to  be  difficult,  if  not  impossible, 
to  measure  or  intejyrnte  when  the  veloeity  is  low. 

Theoretically,  the  N'cnturi  tube  is  a  contraction  in  the  pipe, 
formed  so  rts  to  cause  small  frictional  resistance  to  flow;  and  it  is 
remarkable  how  slioht  this  contraction  may  be  in  order  to  i)roduce 
the  same  difference  in  velocity  head  as  that  caused  by  Pitot  tubes 
without  contraction  in  the  pipe.  In  fact,  the  diameter  of  the  con- 
tracted portion  need  not  differ  from  that  of  the  full  section  by  more 
than  17.7%  in  order  to  i)roduce  the  full  eft'ect  of  two  Pitot  tubes,  one 
jioiiitin^'  uj)  and  one  i)ointins'  down  stream,  with  their  openiniis  in 
the  center  of  the  pipe,  or  at  the  points  of  maximum  velocity.  In 
practice,  however,  the  Venturi  tube  is  composed  of  a  short  iiipe  con- 
tinuously connected  with  the  main  pipe  by  a  conical  section  pointing 
up  stream  and  a  longer  conical  section  pointing  down  stream,  the 
convergence  of  these  two  sections  being  dependent  on  experimental 
determinations,  the  object  being  to  obtain  the  highest  flow  with  the 
least  frictional  or  unrecoverable  loss  of  head  through  the  entire 
Venturi  tube.  These  angles  of  convergence  and  divergence  have  been 
determined  by  Venturi  and,  in  more  modern  times,  by  Weisbach, 
Eytelwein,  Francis,  Smith,  Herschel,  and  possibly  others,  but,  at  any 
rate,  it  is  pretty  well  settled  that  they  should  be  somewhere  between 
fairly  wide  limits,  beyond  which  the  results  are  certainly  not  as  good. 
However,  they  may  be  relatively  the  same  for  all  Venturi  tubes, 
whether  the  contraction  is  nearly ,  as  large  as  the  pipe  or  very  much 
smaller,  the  difference  being  that  in  the  former  case  the  entire  Venturi 
tube  would  be  short  and  in  the  latter  case  long.  Of  course,  the  pur- 
pose of  a  Venturi  tube,  the  contracted  section  of  which  is  small  as 
compared  to  the  full  bore  of  the  pipe,  is  to  exaggerate  the  velocity 
head  indications  so  that  they  can  be  observed  and  measured,  especially 
for  low  flows.  To  illustrate,  consider  the  simple  formula  of  a  stand- 
ard Venturi  tube,  having  a  coeflScient  of  velocity  =  0.977  : 

ill  which  the  only  two  variables  are  V  and  E. 
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V  =  the   velocity   through  the   full  section,   in   feet  per  second; 
H  =  the  difference  in  piezometric  heads  between  the  up-stream 

section  and  the  contracted  section,  in  feet; 
Z)  =z  the  diameter  (or  radius)  of  the  full  section; 
d  =  the  diameter  (or  radius)  of  the  contracted  section. 

This  formula  may  be  written: 

D 


7/=0.01(«F^((-)    -l) 


Now,  assume  a  velocity  in  the  main  as  low  as  0.25  ft.  per  sec.     Then 
the  formula  may  be  written 

(_)     =1  +  982  if; 
and  assume  0.01  ft.  to  be  as  low  as  it  is  possible  to  indicate  H ;  then 


-  =  J  10.82  =  IM, 

which  means  that  when  the  velocity  through  the  main  is  as  low  as 
0.25  ft.  per  sec,  if  it  is  desired  to  get  an  indication  of  the  velocity 
head  as  great  as  0.01  ft.,  the  contracted  section  of  the  Venturi  tube 
must  be  less  than  54%  as  large  in  diameter  as  the  main.  However, 
with  a  tube  having  ratios  of  diameters  equal  to  3  to  1, 

H  =  0.0815   ft.  for   y  =  0.25  ft.  per  sec. 

Even  this  result  cannot  be  obtained  with  the  best  apparatus  formerly 
in  use,  unless  one  of  the  essential  features  of  the  Venturi  meter  is 
seriously  sacrificed,  namely,  the  measurement  of  high  velocities. 

..  The  best  types  of  Venturi  meter  registers  have  formerly  depended 
for  their  registration  on  some  form  of  cam  having  a  parabolic  curve, 
fashioned  around  a  drum  or  revolving  about  a  center.  Near  zero,  or 
the  origin,  the  curve  changes  in  direction  rapidly,  and  at  zero  crosses 
one  of  the  axes  of  reference  at  right  angles  and  becomes  parallel  to 
the  other.  It  is  probably  this  feature,  more  than  any  other,  which 
has  limited'  the  minimum  velocity  measurable  hy  a  Venturi  meter; 
and  though  the  measurement  of  low  velocities  is  attainable  by  a  high 
ratio  of  tube  diameters,  there  is  thus  encountered  the  other  difficulty 
of  excessive  frictional  loss  through  the  Venturi  tube  for  comparatively 
high  velocities.     If  it  is  even  intended  to  measure  velocities  as  high 
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iii^  10  ft.  per  sec,  wliich  is  occasionally  (U\sirMl)lc,  tlu*  frictional  head 
throujrh  a  Venturi  tube  haviTijJc  a  ratio  of  .'J  to  1  in  diameters,  or  9  to  1 
in  areas,  would  be  17  ft.,  obtainable  from  the  fornnila: 

Hf  =  0.0021    V-.^, 
in  which  Ilf  =  the  frictional  head,  in  feet, 

and  Fo  =  the  velocity  through  throat,  in  feet  per  second. 

Besides  that,  in  any  form  of  register  depending  on  mercury  as  the 
medium  of  indicating  the  velocity  liead,  in  order  to  cover  ranges  of 
velocity  from  10  ft.  per  sec.  down  td  zero,  the  apparatus  would  have 
to  be  more  than  11  ft.  high.  In  a  tube  having  a  ratio  of  2  to  1  in 
diameters,  or  4  to  1  in  areas,  with  a  velocity  of  10  ft.  per  sec.  through 
the  main,  the  frictional  head  would  be  only  3.36  ft.  This  is  still  a 
material  loss,  but  a  velocity  of  10  ft.  per  sec.  is  unusually  high. 

It  must  be  remembered  that,  as  far  as  metering  a  fluid  is  con- 
cerned, any  form  of  orifice  or  contraction  in  a  pipe  would  be  just  as 
good  as  a  Venturi  tube.  It  is  also  highly  probable  that  the  coefficient 
of  flow  would  remain  as  nearly  constant  through  just  as  wide  a  range 
of  velocities;  but  the  great  advantage  of  a  Venturi  tube  is  in  its  small 
frictional  resistance  to  flowing  fluid,  and  in  this  respect  it  is  the 
best  shape  yet  devised. 

The  writer  will  now  describe  a  form  of  meter  register  particularly 
adaptable  to  the  registration  of  flows  through  any  form  of  orifice,  such 
as  by  the  use  of  Pitot  tubes  and  Venturi  tubes  of  small  ratios  and 
consequently  minimum  frictional  heads.  The  fundamental  principles 
were  discovered  by  the  writer  in  1904  and  were  finally  developed  into 
the  best  practical  working  form  in  1909.  The  basic  idea  is  a  float, 
shaped  so  that,  when  acted  on  by  the  head  due  to  the  velocity  of  flow- 
ing liquid,  its  movement  will  be  directly  proportional  to  that  velocity. 

The  device  is  novel  in  form,  and  covers  a  principle  in  hydraulics, 
which,  although  rational  and  perfectly  obvious  on  analysis,  the  writer 
believes  has  not  heretofore  been  recognized.  This  may  be  stated  as 
follows :  If  a  hoUow  body  of  any  shape,  with  open  bottom,  floats  freely 
in  a  liquid  having  the  same  specific  gravity  and  touches  another 
liquid  of  greater  specific  gravity,  and  if  the  relative  pressures  without 
and  within  this  hollow  body  are  changed  so  as  to  make  the  internal 
pressure  less  than  the  external  pressure,  then  the  body  will  sink  into 
the   heavy   liquid,    and   the    amount    of   displacement   will   be    exactly 


I 


METERING  AND  RECORDING  THE  FLOW  OF   FLUIDS 


1153 


3qual  to  the  (luantity  of  the  heavier  liquid  which  will  pass  up  into  the 
nterior  of  the  body  and  above  the  level  of  the  heavier  liquid  outside 
)f  the  body. 

Let  the  hollow  body,  or  float,  be  represented  by  n  n  a  a,  Fig'.  1; 
issunie  it  to  be  a  fig'ure  of  revolution,  and  call  the  total  volume  of 
leavy  liquid,  a  a  m  m,  within  the  float  M. 

The  principle  may  be  understood  by  a  consideration  of  the  laws 
)f  equilibrium — the  algebraic  sum  of  the  vertical  forces  must  be  equal 
to  zero;  the  sum  of  the 
horizontal  forces,  and  the 
5um  of  the  moments  must 
ill  be  equal  to  zero.  We 
deed  consider  only  the 
Srst  condition  as  affect- 
ing the  problem.  At  the 
Diane,  h  c  c  h,  the  heavier 
iquid  is  subject  to  the 
same  unit  pressure  within 
md  without  the  hollow -B 
)ody,  but  the  resultant 
)f  external  forces  acting 
iovTnward  on  the  hollow 
)ody  is  measured  by  the 
veight  of  the  heavier 
[iquid,  m  m  c  c,  and  the 
:otal  upward  force  acting 
3n  the  body  is  the  dis- 
placement of  the  annular 
portion  of  the  body,  hca- 
ica.  For  equilibrium,  the 
algebraic  sum  of  these, 
two  forces  must  be  equal' 
to  zero,  and,  as  one  is 
)ositive  and  the  other  negative,  they  must  be  equal  in  amount;  but,  if 
hat  is  the  case,  the  entire  quantitj^  of  liquid  equivalent  to  the  displace- 
Qent  of  the  hollow  body,  and  no  more,  must  be  found  in  the  interior 
jf  the  hollow  body,  and  hence  the  outer  level  of  the  surface  of  the 
leavy  liquid  does  not  change  with  variations  of  pressure  outside  and 


Fig.   1. 
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inside  the  float.*  If  there  is  n  difTerence  of  pressure,  //.  then  the 
float  will  sink  into  tlie  heavier  liciiiid  an  amount  represented  hy  the 
annular  volume,  arh.  wliicli  will  i)e  called  V;  arid  the  net  volume 
of  liquid  m  m  c  c,  will  also  be  equal  to  V,  and  h^  will  be  proportional 
to  //.  As  before  stated,  the  level  Ijh,  will  always  be  the  same,  no 
matter  what  the  values  of  H,  h^,  and   V  inay  be. 

Let    X  =  the  vertical  movement  of  the  float  from  a  piven  datum; 
//  =  the  Venturi  head; 
hr,  =  the  corresponding  mercury  head; 
V  =  the  velocity  through  the  Venturi  tube; 
y  =  the   ordinate  or  variable  radius   of  the  inner  portion   of 

the  float; 
h  =  the  corresponding   abscissas,   measured   from   the  bottom 

of  the  float ; 
r  =  the  constant  radius  of  the  outer  cylindrical  portion  of  the 
float; 
3/  =  the  total  volume,  a  a  m  m,  oi  the  heavy  liquid   \fithin 

the  float; 
Fq  =  the  volume  of  heavy  liquid  above  cc; 
and  Fj  =  the  volume  of  the  float  below  he  ch. 

Assume  the  radius  of  the  pipe,  P,  to  be  small  and  negligible. 
Take,  by  hypothesis,  i-  a  x,  also  for  unity  coefficient,  x^  =   h^,  for 

Therefore,  the  cross-section  of  the  float  must  conform  to  the  follow- 
ing equation : 

r  = 


'nI'+I 


derived  as  follows: 


"2 


H  =  12. G  h^ 
h    =  X  -{-  h.-^  =  X  +  x^.  i 

Geometrically,  M  =  7t  r^  x  -{-  Vq  —  Tj 

but  Fq  =  Fj,  therefore,  M  =  n  i^  x (6) 

Differentiatins:,  we  have  -- —  =  it  ir (7) 

"ax 


*  If  the  float  were  not  free  to  move  vertically— that  is,  if  it  were  restricted  in  any  waf, 
as  with  a  variable  lever  arm.  counterweight,  or  spring— then  the  movements  of  the  liquids 
would  not  follow  the  law  stated;  but,  as  the  difference  of  pressure  became  greater,  the 
surface  level  of  the  heav^-  liquid  would  fall  below  a  fixed  level  on  the  outside  and  rise 
above  a  fixed  level  on  the  inside. 
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Also,  by  the  differential  equation  of  cubature,  , 


71    I  y-  clh  (8) 


3/  = 

7i  =  0 

Differentiating,   we   have  =  tt  vy^  (1  +  2  a;) (9) 

dx  ^  ^ 

Combining  Equations  (7)  and  (9)  and  reducing,  we  have 

r=  -^^-— vv-r: • (10) 

l+2cc' 

hut  h  =  X  -\-  x^... (11) 

hence  x  = ±\|  ^^"^ •  •  •  (^2) 

and  as  h  =  0  when  a;  =  0,  we  must  use  the  plus  sign  before  the  radical, 
therefore,  ■aiuxj^ 

This  is  an  equation  of  the  fifth  degree,  as  between  the  two  variables, 
h  and  y.  No  attempt  has  been  made  to  discuss  this  equation  exhaus- 
tively or  plot  all  the  loci,  for,  though  this  would  be  interesting  from  a 
purely  mathematical  standpoint,  it  is  evident  that  only  that  locus  will 
satisfy  the  physical  conditions  wherein  both  h  and  y  have  positive,  real 
values. 

For  h  =  0^  y  T=  r  ;  and  for  /i  =  a ,  ?/  =  0, 

thus  it  is  seen  that  there  are  no  values  of  h  between  0  and  a  which 
?ive  infinite  or  imaginary  values  of  y.  As  a  consequence,  the  integrat- 
ing apparatus  operated  by  the  sheave,  5^  is  theoretically  accurate  from 
zero  up  to  any  practical  limit  that  may  be  desired. 

The  shape  of  the  float  is  such  that  its  vertical  movement  is  propor- 
tional to  the  square  root  of  Z?,,  or  H  (the  mercury  and  water  Venturi 
aeads,  respectively)  ;  and,  as  the  velocity  through  the  Venturi  tube  is 
also  proportional  to  the  square  root  of  H,  the  vertical  movement  is 
iirectly  proportional  to  the  velocity  or  quantity  of  water  passing 
:hrough  the  Venturi  tube.  The  same  principle  will  hold  true  if  the 
Venturi  tube  is  replaced  by  any  form  of  orifice,  or  if  the  pipes,  A  and 
B,  be  connected  with  Pitot  tubes  in  a  main ;  for,  in  any  of  these  cases, 
:he  H  values  represent  velocity  heads,  the  same  as  they  do  for  Venturi 
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tubes,    and    the    velocity    heads    are    always    iJi-oportional    to   the   squai 
of  the  velocity  producinjj:  the  head. 

It  is  perfectly  practical  to  have  .t-  less  or  greater  than  //.„  for,  if  we! 
assume  ex-  =  h.„  Eciuatiou   (^'^)  becomes: 


!/'  =  ''.  ....(14) 

c 

4     '    ' 


2\/c^ 


which  is  the  more  general  form,  in  which  we  can  give  to  c  any  value, 
consistent  with  practical  limitations.  For  general  use,  however,  Equa- 
tion (13)  is  satisfactory,  particularly  as  there  is  no  value  of  c  which  in- 
creases or  diminishes  the  accuracy  of  the  apparatus. 

In  these  calculations,  the  radius  of  the  pipe,  P,  within  the  float, 
is  assumed  to  be  so  small  that  it  does  not  affect  the  results.  Even  if  no 
correction  is  made  for  this  volume,  the  error  at  low  velocities  would 
be'  negligible,  and,  at  maximum  velocities,  it  would  be  less  than  half 
of  1%,  provided  the  pipe  is  made  as  small  as  possible.  Its  effect  is  to 
raise  slightly  the  level  of  the  heavy  liquid,  both  inside  and  outside  the 
float,  by  the  same  amount  and  aggregating  the  volume  of  displacement 
of  the  pipe,  P;  and,  where  it  is  desired  to  make  this  inside  pipe,  P,  of 
an  appreciably  large  outside  diameter,  allowance  must  be  made  for  its 
disturbing  influence.  The  final  rationally  derived  formulas  for  that 
purpose  are  as  follows : 

x^  =  h.2 

r/'  x" 


h  =  x^x''-j- 


X  =. 


2/2  -f-  i?2  _  r^'  —  r' 

(,2  _  y'^^    (y2    _^    J^,  _  ,.^2  _  ^,2^ 


2  y^  (2/2  +  i?"  —  r,^  —  r^)  —  2  r/  (r^  _  y^) 
in  which  the  only  variables  are  x  and  y, 
h^  =  the  mercury  rise  as  before; 
X    =  the  vertical  movement  of  the  float; 
and  y     =  the  variable  radius  of  the  interior. 
The  constants  are:     .,•,     j^\ 

B  =  radius  of  cylinder  containing  float; 
r     =  radius  of  outer  surface  of  float; 
and  i\  =  radius  of  pipe  P. 
To  use  these  formulas  practically,  it  is  necessary  to  tabulate  x  and  y, 
h  ,  and  finally  li:  h  representing  the  abscissas,  as  before,  and  y  the 
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ordinates.  The  necessity  of  this  complication  can  be  avoided  by  en- 
larging the  outer  cylinder  at  the  location  of  the  surface  of  the  mercury. 

Although  the  writer  has  devised  many  other  forms  and  modifica- 
tions, the  form  of  float  illustrated  in  Fig.  1,  and  covered  by  Equations 
(13)  and  (14),  is  believed  to  be  by  far  the  most  practical,  because  it 
provides  for  maximum  increments  of  volume  and  consequent  accuracy 
at  minimum  velocities;  and,  with  a  float  of  a  given  radius,  the  mini- 
mum clearances  are  possible  with  the  smallest  cylindrical  casing;  also, 
there  are  several  other  practical  advantages  of  importance.  When  this 
paper  was  first  prepared  it  contained  a  discussion  of  every  practical 
modification  of  form,  with  the  derivation  of  the  equation  of  each  float. 
These,  however,  would  take  up  too  much  space  and  be  of  mathematical 
rather  than-  of  mechanical  interest.  .   ,    .,^   -  „,.  ... 

At  first  thought,  it  might  seem  that  a  more  practical  shape  would 
consist  in  a  cylindrical  interior  and  a  curved  exterior,  because  that 
would  be  formed  more  readily  and  accurately.  Its  cross-section  would 
be  a  curve  of  the  second  degree,  and  the  volume  would  be  a  paraboloid 
of  revolution,  convex  outwardly.  However,  it  cannot  be  made  with 
greater  accuracy,  or  probably  with  greater  facility,  and,  for  an  ap- 
paratus of  the  same  size,  the  form  shown  in  Fig.  1  is  almost  seven  times 
as  accurate  at  minimum  velocity. 

The  essential  requirements  of  a  water  meter  are : 

1st.  Accuracy  within  the  range  of  the  apparatus. 

2d.  Range,  or  ability  to  measure  accurately  flows  in  which  the  per- 
centage of  the  maximum  is  a  minimum. 

3d.  Minimum  frictional  resistance  to  flow. 

4th.  Reliability,  or  ability  to  perform  with  the  greatest  continuity, 
the  minimum  of  attention,  and  the  least  danger  of  accident  or 
damage. 

5th.  Long  life  and  small  repairs. 

6th.  Low  cost. 

7th.  Simplicity. 

8th.  Accessibility — easy  to  examine  and  adjust. 

9th.  Minimum  dimensions  and  weight,  so  as  to  occupy  the  least 
space. 

10th.  Good  appearance. 

The  apparatus  having  the  principles  shown  in  Fig.  1,  and  described 
more  in  detail  herein  approximately  fulfills  these  ten  requirements,      .vv 
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Olio  of  the  first  dillicultios  to  overcome  waw  to  prevent  uir  iroiii 
accumulating:  at  the  ui)i)or  interior  of  the  float  in  Fij?.  1.  Such  an 
accumulation,  of  course,  would  lighten  the  float  and  therefore  vitiate 
the  results.  Two  check-valves  opening  upward  are  placed  in  the  cap 
of  the  float.  These  are  opened  automatically  when  the  velocity  head 
reaches  the  maximum,  and  they  can  be  opened  at  will,  by  a  hand 
device,  from  the  outside  of  the  bottom  of  the  pressure  chamber,  without 
otherwise  dismantling  the  meter.  This  same  device  also  automatically 
prevents  the  loss  of  mercury  when  the  flow  reaches  an  amount 
beyond  the  maximum  capacity  of  the  meter  register,  as  it  equalizes 
the  pressure  within  and  without  the  float. 

An  additional  device  for  this  purpose  has  been  designed  to  prevent 
loss  of  mercury  due  to  a  sudden  break  of  either  of  the  pipes  leading 
from  the  meter  register  to  the  Venturi  tube,  but  these  are  safety 
devices  of  not  unusual  novelty,  and,  therefore,  a  detailed  description  of 
them  is  unnecessary. 

Figs.  2  and  3  show  front  and  side  views  of  this  meter  register. 

The  float  is  made  of  hard  rubber  to  conform  to  a  metal  template; 
but,  to  make  sure  that  it  is  correct  and  will  perform  according  to  the 
theory  on  which  it  is  designed,  each  float  is  tested  in  a  regular  working 
machine  by  applying,  under  pressure,  piezometric  heads  corresponding 
to  the  velocity  heads  of  the  Venturi  tube  or  Pitot  tube  Avith  which  it 
is  to  be  used,  and  noting  upon  a  standard  rate-of -flow  dial  the  corre- 
sponding velocities,  which  are  compared  with  the  theoretical  velocities. 

For  heads,  H,  greater  than  i  ft.  the  coefficient  of  velocity  through 
a  standard  Venturi  tube  is  so  nearly  constant  as  to  secure  results  within 
2%  of  the  actual.  However,  with  the  apparatus  above  described, 
Venturi  heads,  H,  of  less  than  0.01  ft.  are  readily  integrated.  The 
velocity  coefficient  through  the  Venturi  tube,  however,  is  materially 
different,  amounting  to  as  much  as  7%  at  low  velocities,  and  the 
instrument  is  modified  accordingly  so  as  to  produce  accurate  results 
down  to  less  than  0.01  ft. 

The  data  for  this  modification,  as  well  as  the  method  of  making  ^ 
the  correction,  are  intended  to  be  the  subject  of  a  later  paper.  || 

Leading  up  to  the  final  development  of  the  apparatus  illustrated 
in  Fig.  1,  it  will  be  interesting  to  consider  two  of  the  earlier  forms. 
Fig.  4  shows  an  extremely  simple  apparatus,  which,  at  first  sight, 
would  appear  to  be  superior  to  the  device  shown  in  Fig.  1. 
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P  is  a  piston,  P  is  a  shaped  float,  /S  is  a  sheave,  and  W  is  a  dis- 
placement device,  all  within  a  casing.  The  upper  portion  of  this 
casing  is  connected  with  a  pipe  from  the  full  section  of  the  Venturi 
tube,  and  the  portion  below  the  piston,  P,  is  connected  with  a  pipe 
leading  to  the  throat  of  the  Venturi  tube.  The  differential  pressure, 
or  Venturi  head,  H,  acts  on  the  piston  and  forces  the  float,  F,  down 
into  the  mercury.  As  before,  the  problem  is  to  shape  the  float  so  that 
its  vertical  movement  from  a  fijxed  line  of  reference  will  be  propor- 
tional to  the  square  root  of  H.  The  displacement  device,  1^^  is  such 
that  when  there  is  no  flow  in  the  Venturi  tube  and  the  apparatus  is 
in  equilibrium,  the  bottom  of  the  float,  a,  will  be  tangent  to  the  upper 
surface  of  the  mercury.  The  level  of  the  mercury,  m  m,  will  change, 
of  course,  as  the  float  descends.  The  equation  of  the  float,  though 
rather  more  difficult  to  deduce,  is  as  follows : 

if  =  e  —  4=- 

\/h  +  g 

e,  f,  and  g  being  constants  depending  on  the  size  of  the  piston,  P,  the 
assumed  movement  of  the  float,  F,  with  the  given  Venturi  head,  H, 
and  the  relative  weights  of  mercury  and  water.  The  only  radical 
difference  in  form  between  this  formula  and  the  one  corresponding 
to  Fig.  1  is  in  the  constant,  e,  before  the  fraction.  The  curve,  however, 
is  still  one  of  the  fifth  degree,  and  in  this  case  when  li  becomes  zero, 
y  becomes  zero,  for  the  actual  formula  is : 


y 


n 


^  2  X  0.454  n 


(0.454  a^y 
0.434  c  a 


si 


h 


0.454  ctj 


4  X  0.434  c  a 

in  which  a^  =  the  area,  in  square  inches,  of  the  cylinder  containing 
the  mercury; 
a  =  the  area  of  the  piston,  P; 
h  =  the  depth  of  submergence  of  the  float  in  mercury,  in 

inches ; 
c  =  the  ratio  of  the  square  root  of  the  Venturi  head  to  the 
velocity ; 
0.434  =  the  ratio  of  the  pressure,  in  pounds  per  square  inch, 
'  to  the  Venturi  head,  in  feet; 

0.454  =  the  weight  per  cubic  inch  of  mercury  in  water. 


MG2 


aik'im:i{IN(}  AM)  im;(;()i;i)I  Nd  tiik  vi.ow  of  ru'ins 


The  ol)j(>ctioii  to  this  ai)i)aratU8  is  the  friction  of  thf  piston,  l\ 
This  wa.s  recognized  immediately,  and,  to  overconie  it,  a  diai)hrapnn 
of  an  accordion  or  some  very  flexible  type  was  substituted  for  the 
piston;  this,  however,  introduced  difficulties  caused  by  the  elasticity 
of  the  diaphrapfm  and  the  necessity  of  modifying  the  shape  of  the 
float  to  provide  for  these  variations,  as  tlie  diajihragm  could  never 
be  depended  on  to  remain  in  a  permanent  condition. 

Another  form  is  shown 
in  Fig.  5.  This  is  on  an 
entirely  different  princi- 
ple, but  the  treatment  of 
the  problem  is  analogous 
to  that  of  Fig.  1. 

C  represents  a  casing 
within  which  is  contained 
a  fixed  displacing  device, 
F,  and  a  movable  cylindri- 
cal vessel,  P,  containing, 
say,  mercury  buoyed  up 
by  the  displacing  volume, 
W.  The  pipe  leading  from 
the  full  section  of  the 
Venturi  tube  connects  as 
shown  above  the  vessel, 
and  the  pipe  leading  from 
the  throat  of  the  Venturi 
tube  connects  within  the 
displacing  device,  F.    The 

differential     pressure,     o  r r 

Venturi    head,    H,    forces  ( 

mercury  from  the  outside 
of  the  displacing  device,  F,  to  the  inside;  but,  for  equilibrium,  the 
depth  of  the  mercury  in  the  vessel,  P,  must  always  be  the  same;  that 
is,  d  must  always  be  a  constant.  With  these  data  it  is  found  that  the 
equation  representing  the  inner  curve  of  the  displacing  device  is 
exactly  the  same  as  that  of  the  float  in  Fig.  1,  namely : 


Fig.    4. 
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This  device,  in  some  respects,  is  superior  to  any  of  the  others  con- 
idered,  and,  in  fact,  it  was  the  one  of  which  a  complete  working  model 
s^as  first  made  and  tested,  and  the  results  were  good.  The  only  objec- 
ion  is  the  large  quantity  of  mercury  required  for  the  displacing  device, 
'>V.  It  is  obvious  that  the  vertical  movement  of  the  cylindrical  vessel, 
^,  may  be  guided  by  rollers,  as  shown,  or  in  some  other  practical  man- 
ler.  The  cross-section  of  the  rod,  I,  need  not  be  sufficiently  large  to 
nake  its  variable  displacement  affect  the  results  appreciably. 

However,  the  form  in 
rig.  1  is  that  which  has 
)een  adopted  as  the  most 
)ractical;  and  of  all  the 
welve  other  devices,  each 
)f  M^hich  has  been  devel- 
)ped  by  the  writer  to  a 
^^  o  r  k  i  n  g  design,  that 
ihown  in  Fig.  5,  next  to 
hat  in  Fig.  1,  is  the  most 
neritorious.  In  all  cases 
he  registering  mechanism 
>utside  of  the  casing  may 
)e  exactly  the  same  as 
ihown.  It  comprises  a 
•ate-of-flow  dial,  a  chart 
levice  to  record  the  rate 
>f  flow,  and  a  total-flow 
lial.  The  first  requires 
mly  a  graduated  dial  and 
I  hand  actuated  by  the 
shaft  of  the  sheave,  S. 
rhe  second  requires  a  pen 
reciprocating  along  the 
surface  of  a  revolving  figure  having  straight-line  elements,  such  as  a 
cylinder.  The  third  requires  a  dial  having  hands  which  always  re- 
i^olve  at  a  speed  proportional  to  the  angular  position  of  the  sheave,  S. 
This  is  readily  accomplished  by  hanging  from  the  sheave,  S,  the  dial 
which  is  connected  with  and  operated  by  a  traction  wheel,  the  latter 
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Fig.  5. 


IM'I  .Mi:ri:i;i  \(.  ,\m»  i;i;('()i;i)i.\(i    iiii.  ri.ow    (;!•    i  i.i  ids 

being  rotated  hy  a  constantly  revolving  disk.  When  the  sheave, 
sets  lit  zero,  the  traction  wheel  stands  at  the  center  of  the  disk,  and 
therefore  has  no  rotating  motion.  As  the  flow  increases  from  z<*ro 
and  the  sheave,  S,  revolves,  the  traction  wheel  moves  away  from  the 
center  of  the  disk  and  therefore  revolves  at  a  speed  proportional  to 
its  distance  from  the  center  of  the  disk  and  to  the  rate  of  flow 
through  the  Venturi  tube. 

There  are  other  equally  simple  means  of  actuating  the  total-flow 
dial,  but  they  are  all  on  the  same  principle,  and  have  been  in  use  for 
several  decades.  The  revolving  flat  disk  is  probably  the  oldest,  but  the 
revolving  cone  rivals  it  in  antiquity.  The  Nicholson  ship's  log  is  a 
rather  recent  application  of  the  latter  device.  It  will  be  seen  from 
Figs.  2  and  3  that  the  chart-recording  cylinder  and  the  disk  are  operated 
by  the  same  clockwork. 

Where  it  is  intended  to  meter  a  liquid  of  a  specific  gravity  diiferent 
from  that  for  which  this  meter  is  adjusted,  as  for  instance,  if  the  meter 
has  been  adjusted  for  measuring  water  at  50°  Fahr.,  and  it  is  desired  to 
measure  water  having  a  temperature  of  200°  Fahr.,  the  results  can  be 
corrected  according  to  the  following  principle: 

In  a  fluid  passing  through  a  Venturi  tube  or  orifice,  the  weight  is 
directly,  and  the  volume  is  inversely,  proportional  to  the  square  root 
of  the  unit  weight  of  that  fluid,  for: 

Letting  W  =  the  weight  of  the  fluid, 
Q  =  the  volume  of  the  fluid, 
H  =  the  Venturi  head, 
and  ic  =  the  unit  weight  of  fluid  ; 
then  Q  ex   s/  H (1) 

ff  a  —   (2)i 

W  ex  ic  Q .A'. (3)  , 

Combining  Equations  (1)  and  (2),  we  obtain 

Q  ex      ,—   (4) 

\    w 

'  Combining  Equations  (1),  (2),  and  (3),  we  obtain 

W  a   Vvu (5) 

Equations  (4)  and  (5)  being  the  stated  relations. 


Fig.   6. — Stationary     Meter    with     Pitot    Tube. 


Fig.  7. — Stationary    Meter    with    Venturi    Tube. 
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TABLE  1. — Test  of  a  Meter  Eegister  Based  on  Venturi  Heads. 

Float  No.  46. 


c 

V 

V, 

D 

P 

Date 

0.010 

0.195 

0.194 

+  0.001 

+  0.52 

0.013 

0.226 

0.225 

-4-  0.001 

+  0.45 

G^ 

0.023 

0.300 

0.298 

+  0.002 

+  0.67 

Oi 

0.036 

0.381 

0.379 

4-  0.002 

+  0.53 

0.054 

0.470 

0.467 

+  0.003 

+  0.64 

S3 

0.078 

0.571 

0.562 

4-0.009 

+  1.60 

05 

0.112 

0.677 

0.675 

+  0.002 

+  0.30 

(M 

0.154 

0.800 

0.797 

+- 0.003 

-j-0.38 

y. 

0.208 

0.931 

0.930 

+  0.001 

+  0.11 

3 

0.279 

1.079 

1.080 

—  0.001 

—  0.09 

3 

0.368 

1.240 

1.240 

0.000 

0.00 

< 

0.487 

1.429 

1.428 

0.001 

0.00 

0.638 

1.635 

1.635 

0.000 

0.00 

0.833 

1.872 

1.874 

—  0.002 

—  0.11 

d 

1.092 

2.150 

2.133 

+  0.007 

+  0.33 

5; 

1.426 

2.460 

2.460 

0.000 

0.00 

.. 

1.873 

2.820 

2.825 

—  0.005 

—  0.18 

2.455 

3.250 

3.235 

+  0.015 

+  0.47 

^ 

3.250 

3.750 

3.720 

+  0.030 

—  0.81 

•+J 

4.320 

4.321 

4.280 

--  0.041 

+  0.96 

s 

4.830 

4.570 

4.540 

—  0.030 

-- 0.040 

+  0.66 

5.800 

5.010 

4.970 

+  0.81 

7.270 

5.638 

5.600 

-1-0.038 

-i-0.68 

Tables  1  and  2  contain  data  relating  to  typical  tests  of  meter  reg- 
isters constructed  on  the  principle  described  herein,  in  which 

C  =  the  Venturi  head  as  measured,  in  feet; 

V  =  the  theoretical  velocity  through  the  full  section   of  the 

Venturi  tube,  in  feet  per  second; 
Fj  =  the  velocity  as  indicated  by  the  meter  register; 
D  =  the  differences; 
and  P  =  the  percentage  of  error. 

This  meter  register  is  in  use  in  several  important  cases  for  record- 
ing and  integrating  the  flow  measured  by  Bitot  tubes,  and  has  also  re- 
cently been  adapted  in  portable  form  utilizing  Bitot  tubes  for  city  main 
leakage  survey  purposes.  This  form  is  shown  in  Fig.  8.  Quite  a 
number  of  these  instruments  are  already  in  service.  A  typical  test  of 
one  of  these  recorders  is  shown  in  Table  3. 

The  first  column  shows  the  direction  of  movement,  U  being  where 
the  column  is  increasing  and  D  where  the  column  is  decreasing. 

C    represents  the  Bitot  tube  velocity  heads,  in  feet; 

V  represents  the  theoretical  velocity  as  calculated  for  the  Bitot 

heads ; 
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r,    rcpn-sciits  tilt-  vrl(»<'it.y  as  meiisun<l  l>y  the  Pitot  recorder; 
D    represents  the  ditferenccs; 
iind  /'    represents  the  percentage  of  error. 


TABLE   2. — Tkst  of  Meter  Register. 
Float  No.  174. 


Up  or 
down 

c 

V 

Vr 

D 

P 

Date 

V 

0.0026 

0.0K90 

0.0960 

—0.007 

-7.39 

D 

0.0026 

0.100 

0.0960 

-1-0.004 

+4.17 

U 

0.0043 

0.115 

0.1230 

-0.008 

-6.50 

U 

0.0064 

0.140 

0.1520 

—0.012 

—7.89 

D 

0.0064 

0.145 

0.1520 

-0.007 

—4.61 

U 

0.009 

0.186 

0.1900 

—0.004 

-2.11 

u 

0.018 

0.218 

0.220 

—0.002 

-0.91 

D 

0.013 

0.219 

0.220 

—0.001 

-0.46 

U 

0.036 

0.372 

0.372 

0.000 

0.00 

D 

0.086 

0.372 

0.372 

0.000 

0.00 

U 

0.054 

0.458 

0.4.57 

-fO.OOl 

-f  0.2-2 

D 

0.054 

0.457 

0.457 

0.000 

0.00 

U 

0.111 

0.658 

0.660 

—0.002 

-0.33 

D 

0.111 

0.658 

0.6*^.0 

-0.002 

-0.30 

U 

0.154 

0.775 

0.779 

—0.004 

-0.51 

D 

0.154 

0.775 

0.779 

-0.004 

-0.51 

U 

0.208 

0.910 

0.910 

0.000 

0.00 

D 

0.208 

0.910 

0.910 

0.000 

0.00 

Ol 

U 

0.279 

1.054 

1.056 

—0.002 

-0.19 

CV 

u 

0.36S 

1.210 

1.216 

—0.006 

-0.49 

5 

D 

0.868 

1.210 

1.216 

—0.006 

-0.49 

u 

0.487 

1.390 

1.395 

—0.005 

-0.30 

i 

D 

0.487 

1.390 

1.395 

—0.005 

-0.36 

u 

u 

0.638 

1.595 

1.600 

—0.005 

—0.31 

2 

D 

0.638 

1.595 

1.600 

—0.005 

—0.31 

a 

u 

0.833 

1.820 

1.833 

-0.013 

—0.71 

D 

0.833 

1.823 

1.833 

—0.010 

—0.55 

u 

1.092 

2.090 

2.105 

-0.015 

—0.71 

Q 

D 

1.092 

2.087 

2.105 

-0.018 

—0.85 

u 

1.426 

2.395 

2.403 

—0.008 

—0.33 

D 

1.426 

2.397 

2.408 

-0.006 

—0.25 

,   ' 

u 

1.873 

2.753 

2.760 

—0.007 

-0.25 

D 

1.873 

2.752 

2.760 

—0.008 

—0.29 

U 

2.455 

3.158 

3.100 

—0.002 

-0.06 

D 

2.455 

3.155 

8.160 

—0.005 

—0.16 

U 

3.250 

3.640 

3.635 

H 

h0.005 

-H).i4 

D 

3.250 

3.637 

3.635 

- 

-0.002 

-1-0.06 

u 

4.320 

4.210 

4.183 

h0.027 

-1-0.64 

D 

4.320 

4.210 

4.183 

-0.027 

-f-0.64 

U 

5.800 

4.887 

4.860 

-0.027 

-K).56 

D 

5.800 

4.895 

4.860 

-0.035 

4-0.72 

U 

7.890 

5.710 

5.680 

-0.030 

-fo.5;3 

D 

7.890 

5.705 

5.680 

-0.025 

+0.44 

U 

9.890 

6.210 

6.200 

■^ 

-0.010 

-H).16 

Fig.   8. — Portable  Pitot  Recorder.     For  Measuring  and  Recording  Flow 
OR   Leakage   in   Water   Mains,   Flumes,    Penstocks,   etc. 
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TABLE  3. — Test  of  a  Recording  Register  Based  on  this  Principle 
AND  with  Pitot  Tube  Heads. 


Up  or 

C 

V 

Fi 

D 

P 

down 

u 

0.008 

0.5 

0.516 

+  0.016 

-h3.2 

D 

0.007 

0.5 

0.483 

—  0.017 

—  4.0 

u 

0.031 

1.0 

1.017 

+  0.017 

+  1.7 

D 

0.029 

1.0 

1.985 

—  0.015 

-1.5 

U 

0.071 

1.55 

1.540 

+  0.040 

+  2.65 
-1-0.45 

D 

0.068 

1.50 

1.507 

+  0.007 

u 

0.122 

2.0 

2.020 

+  0.02 

+  1.00 

J) 

0.119 

2.0 

1.99 

—  0.01 

—  0.50 

XJ 

0.274 

3.0 

3.02 

+  0.02 

+  0.66 

0 

0.268 

3.0 

2.99 

—  0.01 

—  0.33 

u 

0.484 

4.0 

4.02 

+  0.02 

+  0.5 

J) 

0.478 

4.0 

3.99 

—  0.01 

—  0.25 

XJ 

0.756 

5.0 

5.02 

+  0.02 

+  0.40 

J) 

0.752 

5.0 

5.01 

- 

^0.01 

—  0.42 

u 

1.084 

6.0 

6.02 

- 

-0.02 

-1-0.33 

J) 

1.082 

6.0 

6.01 

- 

^0.01 

+  0.17 

TJ 

1.476 

7.0 

7.01 

-0.01 

+  0.14 

D 

1.474 

7.0 

7.01 

-0.01 

+  0.14 

XJ 

1.928 

8.0 

8.01 

-0.01 

+  0.13 

D 

1.929 

8.0 

8.02 

-0.02 

+  0.25 

XJ 

2.440 

9.0 

9.02 

+  0.02 

+  0.22 
-1-0.22 

n 

2.440 

9.0 

9.02 

+  0.02 

u 

n 

2.980 

10.0 

10.00 

0.00 

0.00 

2.980 

10.0 

10.00 

0.00 

0.00 

D 

0.315 

1.0 

1.025 

+  0.025 

2.5 

AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS 

INSTITUTED     1  K  5  2 


TRANSACTIONS 

Paper  No.   1268 


KEOENT  IMPROVEMENTS  IN  LEVELING 
INSTRUMENTS.* 

By  Dunbar  D.  Scott,  M.  Am.  Soc.  C.  E. 


While  the  geodesist  and  the  precise  mechanic  have  been  striving: 
bj'  independent  or  collateral  effort  to  raise  the  art  of  leveling  to  the 
dignity  of  an  exact  science,  it  is  quite  evident  that  such  investigations 
have  induced  too  great  a  complexity  in  instrumental  construction. 

In  any  leveling  operation  the  tangential  axis  of  the  bubble  should 
be  regarded  as  the  datum  plane,  and  the  line  of  sight  as  the  base  line 
on  which  the  survey  is  constructed.  If  the  telescope  is  properly  colli- 
mated,  the  line  of  sight,  or  rather  the  plane  of  vision  indicated  by  the 
central  horizontal  wire,  will  occupy  the  equator  of  the  field  of  view, 
and,  for  any  ordinary  distance,  will  describe  a  true  horizon  when  regu- 
lated by  a  properly  ad  justed,  spirit-level  of  sufficient  sensibility. 

The  fundamental  requirements  in  any  leveling  instrument  are 
simple  in  the  essentials,  but  they  have  been  made  intricate  by  the 
intrusion  of  mechanical  details  between  the  elements  on  which  de- 
pend  the  accuracy  and  rapidity  of  the  operation. 

The  primary  object  is  to  preserve  parallelism  between  the  bubble- 
axis  and  the  line  of  sight;  and  to  provide  an  easy  method  of  making 
a  telescopic  observation  simultaneously  with  an  ordinary  observation- 
necessary  to  adjust  the  bubble  accurately  to  the  center  of  its  run. 

In  the  Wye-levelf  we  are  required  to  test  this  most  vital  adjust- 
ment through  the  Y-supports  and  the  collars,  which,  at  various  times, 

*  Presented  at  the  meeting  of  May  21st,  1913. 

t  Invented  by  Jonathan  Sissons,  of  London,  in  1740.  See  article  by  Daniel  Eckstrom  in 
the  Journal.  Royal  Swedish  Acad,  of  Sci.,  Vol.  V,  1743,  p.  144. 
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have  been  made  of  red  metal,  bell  metal,  steel,  or  invar,  and  supported 
on  ivory  or  agate  pivots,  depending-  on  the  degree  of  precision  sought  in 
the  vi^ork.  The  collars  are,  in  reality,  at  the  basis  of  adjustments, 
and  the  idea  of  supporting  them  on  agate  pivots,  or  anything  else  that 
would  tend  to  wear  them  out,  is  only  one  of  the  fallacies  experienced 
in  the  attempt  to  eliminate  the  instrumental  inequalities  which  affect 
the  final  result. 

In  the  Wye-level,  we  are  also  dependent,  for  a  successful  perform- 
ance, on  the  perfect  verticality  of  the  vertical  axis,  which  should  be 
considered  preferably  only  as  a  means  to  an  end;  for,  if  by  some 
more  facile  method  we  can  adjust  the  bubble  and  the  sight-line  to 
parallelism,  we  are  certain  of  projecting  a  truly  horizontal  line  when 
the  bubble  occupies  the  center  of  its  run,  irrespective  of  the  conditions 
existing  in  the  leveling  base. 

The  practice  of  interrupting  the  connection  between  the  telescope 
and  the  vertical  axis  with  a  set  of  horizontal  elements  pivoted  at  one 
end  and  connected  at  the  other  with  a  "vertical  adjustment"  through 
a  micrometer  or  gradienter  screw,  was  first  utilized  by  George  F. 
Brander,  of  Augsburg,  in  1769.  This  constitutes  the  first  great  and 
only  fundamental  improvement  that  has  ever  been  applied  to  the 
mechanical  construction  of  the  Wye-level.  It  was  adopted  by  Professor 
Stampfer,  of  Vienna,  then  by  Kern  and  other  European  manufacturers, 
until  to-day,  it  is  practically  the  only  type  of  Wye-level  used  on  the 
Continent. 

The  pivots  were  not  moved  to  the  center  of  the  base-bars  until 
Ertel,  of  Munich,  did  so  in  1842;*  and.  as  we  learn  from  Englebreit's 
"Instrumente  der  Geodasie"  (Nurnberg,  1852),  they  were  soon  after 
elevated  in  the  cradle-wye  to  the  center  line  of  the  telescope  where  no 
amount  of  correction  would  have  any  effect  upon  the  height  of 
instrument.f 

The  Stampfer,  or  the  Kern  model,  which  does  not  differ  in  essen- 
tial details  of  construction,  was  first  adopted  in  the  United  States 
Lake  Survey  in  1876,  and  was  used  to  the  exclusion  of  other  types  in 
the  U.  S.  Coast  and  Geodetic  Survey  until  1900. 

Professor  Stampfer,  who  applied  the  gradienter  screw  of  this  con- 

*  See  article  by  Cotta  in  Dingier'' s  Polytechnisches  Journal,  Vol.  84, 1842. 

t  See  also  "  Die  GeQmatrischen  Instruraente,"  Dr.  G.  C.  Hunaus,  Hanover,  1864,  p.  429. 
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struction  to  tlio  portable  transit  instrument  in  the  early  Seventies  of 
the  last  eentury,  be^an  experiments,  in  the  early  staj^es  of  his  career,  by 
applying  to  all  leveling  operations  the  principle  of  reversion  in  the 
widest  sense,  not  only  to  the  instrument  itself,  but  to  the  operations 
performed  with  the  instrument. 

In  principle,  the  primitive  diopter  of  ancient  origin  was  well 
adapted  to  the  theory,  as  will  appear  from  inspection  of  Fig.  1. 

It  is  difficult  to  say  where  instruments  of  this  character  had  their 
origin,  but  we  need  not  look  back  farther  than  1660  when  Thevenot 
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ANCIENT  DIOPTER, 
SHOWING  REVERSION   PRINCIPLE 
OF  ADJUSTMENT 

Fig,     1. 

invented  the  bubble-vial.  They  were  supplied  only  with  peep-holes  and 
crossed  horse-hair  sights,  but  their  construction  reduced  the  process 
of  adjustments  to  the  simplest  possible  terms.  •   orfT 

In  this  case  we  are  relieved  of  any  necessity  for  perfect  verticality 
in  the  vertical  axis.  If  the  first  sight,  which  may  be  assumed  as  hav- 
ing been  taken  through  ah,  intersected  the  rod  at  c,  on  reversing  the 
instrument,  and  re-centering  the  bubble,  if  necessary,  we  should  have 
the  second  observation,  as  through  h^  a^,  intersecting  the  rod  at  c^,  under 
precisely  the  same  conditions  which  controlled  the  first  observation. 
Having  established  by  this  artificial  means  a  true  horizon  for  the 
height  of  instrument  at  e,  it  is  not  difficult  to  arrange  the  sights,  a 
and  h,  into  the  alignment,  de,  which  must  be  parallel  with  the  axis  of 
the  bubble.  This  simple  operation  constitutes  a  most  accurate  and 
effective  means  of  adjustment,  and  one  which  is  free  from  the  in- 
fluence of  any  mechanical  defects  in  the  instrument  itself. 
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In  a  telescopic  sight,  however,  with  a  carefully  coUimated  and 
inalterable  sight  line,  we  are  confronted  with  a  slightly  different 
)roblem,  in  which  the  telescope  must  first  be  brought  into  coincidence 
vith  the  mean  of  two  such  observations  and  the  bubble  finally  read- 
usted  to  fit  this  condition. 

Professor  Stampfer's  attempt  to  substitute  an  optical  system  which 
iould  be  utilized  for  this  peculiar  purpose  resulted  in  the  model 
llustrated  in  Fig.  2. 

The  optical  sight  consisted  of  two  plano-convex  lenses  of  about 
)  mm.  aperture  and  about  32  mm.  focal  length,  placed  at  opposite  ends 


STAMPFER'S  DIOPTER 

SIDE  AND  FRONT  ELEVATION 
Fig.    2. 

Df  the  tube,  at  twice  their  focal  length  apart.  Cross-wires  in  the  com- 
mon focal  plane  were  located  midway  between  them. 

The  aperture  was  purposely  reduced  to  that  of  the  pupil  of  the 
3ye,  for,  in  such  a  combination  of  lenses,  the  focus  must  be  practically 
universal,  with  an  emergent  beam  consisting  of  nearly  parallel  rays. 
Nothing  would  be  gained,  therefore,  by  producing  a  larger  image  than 
could  enter  the  eye. 

Each  lens  in  turn  could  be  used  either  as  an  eye-piece  or  an 
objective,  and  focusing  was  unimportant  or  rarely  necessary.  The  focal 
length  of  the  "objective"  and  the  "ocular"  being  equal,  the  instrument 
possessed  no  telescopic  power  and  did  not  elevate  the  problem  beyond 
the  most   commonplace  consideration,   except  that   it  was  possible  to 
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sociirc   a    sinniltnnooiis   view   of   tlio   cross-lijiirs    niid    a   distant   tarj^i 
without  straininp  tlio  accommodative  function  of  the  eye. 

FifT.  2  is  repro(hiced  from  Bauemfeind,*  wlio  says,  as  one  would 
translate: 

"The  nuMliod  iitilizc'd  the  most  rational  means  of  instrumental  ad- 
justment and  of  halancinjx  observatiorLS,  and  was  really  capable  of 
very  accurate  work.  The  lengths  of  sights  were  strictly  limited  to 
the  range  of  human  vision,  but  experience  has  demonstrated  that  its 
error  fell  within  1:20  000." 

In  the  first  edition  of  Gillespie's  "Surveying"  (1855),  mention  is 
made  of  an  attempt  to  construct  such  an  instrument  in  America,  but 
the  proposition  was  abandoned  because  there  seemed  to  be  no  means 
of  supplying  telescopic  power  to  an  instrument  which  required  optical 
components  of  symmetrical  formation  at  both  ends  of  the  tube. 

The  idea  was  temporarily  forgotten,  but  after  discussing  the  matter 
in  correspondence  with  W.  G.  Raymond,  M.  Am.  Soc.  C.  E.,  in  1904. 
and  more  recently  in  conference  with  Mr.  G.  i^.  Saegmueller,  the 
writer  has  utilized  it  as  a  theme  for  considerable  reflection  and  study. 
Whatever  may  be  said  for  the  achievements  of  the  "practical  man" 
or  the  precise  mechanic,  in  the  perfection  of  engineering  instruments, 
this  attempt  to  depart  from  the  endless  arguments  attendant  on  the 
theory  of  compensating  errors  in  all  present  instrumental  types,  was 
clearly  a  problem  for  the  scientific  optician. 

An  appeal  was  made  to  the  best  talent  in  both  America  and  Ger- 
many, f    and,    after   nearly   three   years    of    investigation    in   both   the 
laboratory  and  field,  telescopic  optics  of  any  desired  power  have  been, 
applied  at  last  to  the  principle  of  reciprocal  vision  in  the  palindromic 
telescope   herein   described,    which   might   be   otherwise   known    as    ai 
optical  Janus. 

The  new  "Compensation  Level"  is  shown  in  both  elevations  in  Figs^ 
3   and  4,  and  in  transition  in  Fig.  5.     The  writer  is  responsible  foi 
the  details  in  its  mechanical  construction,  which  is,  as  it  should  hi 
only  a  means  to  an  end — a  vehicle  of  manipulation  which  does  not  ii 
any  appreciable  manner  enter  into  the  character  of  the  result. 

*  "Elemente  der  Vermessungskunde,"  by  Dr.  C.  M.  Bauernfeind,  Miinchen,  1856,  Vol.  li 
p.  390,  etc. 

\  Zeitschrift  fiir  Instriimentenkunde,  Berlin,  Nov..  1909,  Heft  11;  ibid..  Vol.  12.  Nov., 
1893,  p.  37T. 
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This  instrument  has  a  system  of  optica  which  possesses  a  fascina- 
tion for  students  of  both  pure  and  ai)pliod  science,  comprising  two 
achromatic  objectives  of  equal  aperture  and  focal  length,  so  immovably 
disposed  at  opposite  ends  of  the  tube  that  their  principal  foci  over- 
lap, but  fall  slightly  short  of  the  space  between  them.  The  lens  system 
is  a  perfectly  symmetrical  one.  What  is  true  of  one  direction  is  true 
of  the  other;  the  argument,  therefore,  will  be  conducted  in  the  singular. 

In  all  telescopes  heretofore  applied  to  engineering  instruments, 
focusing  has  been  conducted  either  by  movement  in  the  objective  draw- 
tube,  or  by  the  ocular  tube  in  which  the  diaphragm  and  eye-piece  are 
mounted;  and  while  at  least  the  first  method  was  attempted  in  the 
experimental  stages  of  this  problem,  it  has  been  thought  desirable, 
above  every  other  consideration,  to  fix  permanently  the  relationship 
between  each  objective  and  its  corresponding  cross-line  sight. 

If  the  plane  of  the  cross-wires  is  placed  at  the  farthermost  con- 
jugate focal  plane  of  the  objective,  we  are  required  to  concentrate  a 
pencil  of  light,  the  origin  of  which  may  be  at  any  position  in  the  field, 
by  intercepting  the  rays  somewhere  between  the  objective  and  the 
cross-lines,  with  a  double  concave  or  negative  lens  ground  to  curvatures 
of  long  radius. 

This,  therefore,  is  a  lens  of  low  sensibility,  the  function  of  which  is 
to  divert  slightly  the  convergent  rays  to  suit  every  circumstance, 
depending  only  on  the  position  in  the  tube  at  which  these  rays  are 
intercepted.  An  inspection  of  Figs.  6  and  7  will  give  an  idea  of  the 
position  of  the  intermediate,  lens,  both  for  infinity  and  proximity. 

In  the  first  case  (Fig.  6),  rays  entering  the  objective  in  nearly 
parallel  lines,  from  the  most  distant  points  in  the  field,  would  naturally 
form  an  image  at,  or  near,  the  principal  focus  of  the  objective  at  F, 
as  indicated  by  the  longer  dotted  lines;  but,  in  passing  through  the 
negative  lens,  the  rays  are  slightly  bent  toward  the  prism  base,  and  do 
not  come  to  a  focus  until  they  reach  the  plane  of  the  cross-wires,  as 
indicated  at  F^. 

If  the  incident  beam  enters  the  objective  in  divergent  rays  from  i 
near-by  object,  as  in  Fig.  7,  it  would  naturally  converge  on  a  con- 
jugate focal  plane,  at,  or  very  near,  the  fixed  position  of  the  cross- 
lines.  In  this  case  the  negative  lens  is  moved  nearer  to  the  diapnragm, 
where  it  will  exert  the  least  refractive  influence. 
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This  arrangement  of  lenses  does  not  preclude  the  use  of  the  stadia 
interval,  and  provides  a  most  efficient  and  satisfactory  means  of  focus- 
ing, which  may  now  be  adopted  in  tachymeters  or  theodolites  for 
mines  and  other  such  purposes,  where  an  impervious  telescope  and 
greater  security  in  the  collimation  adjustment  are  of  prime  con- 
sideration. 

The  intermediate  negative  lens  is  of  relatively  low  power  compared 
with  that  of  the  objective,  and  the  whole  system  of  lenses  is  corrected 
for  aberrations,  as  a  single  combination,  for  a  mean  distance  in  the 
field.  For  very  long  sights,  spherical  and  chromatic  aberrations  are 
very  slightly  over-corrected,  and  for  short  sights,  slightly,  but  not 
noticeably,  under-corrected. 
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POSITION   OF  NEGATIVB  L£N3  FOR  DlSIAlilT  OBJECTS- 

Fig.  6. 
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POSITION  OP  NEGATJYB  LEN"S  FOR  I^IEAR-BY  OBJECTS. 

Fig.  7. 

The  negative  lens  is  also  ground  to  curvatures  in  which  the  inci- 
dent angles  are  very  nearly  constant  while  moving  it  in  the  optical 
axis.  By  observing  these  precautions,  no  greater  effect  on  the  quality 
of  the  image  or  definition  is  apparent,  than  in  the  ordinary  method 
of  focusing. 

As  applied  to  leveling  instruments,  the  intermediate  lens  would 
suggest,  to  a  highly  theoretical  mind,  the  possibility  of  not  only  subdu- 
ing the  illumination,  but  of  modifying  the  collimation  adjustment 
which  constitutes  the  one  and  only  imperative  requirement  on  which 
the  accuracy  of  this  instrument  depends. 

The  scientific  optician  allows  for  a  loss  of  about  8%  in  illumina- 
tion, by  reflection   and   absorption,   in   any  polished  lens  of  ordinary 


IISO  Itr.CKNT  nirifOVKMENTS  IN  LEVEL!  NC    IN'STRDMEXTB  M 

thickness;  hut,  this  {jlu'iunncnon  is  apparent  onl.v  to  a  trainrid  eye,  and 
may  be  nearly  corrected,  without  makinp^  a  sacrifice  to  other  optical 
qualities,  hy  increasing-  the  diameter  of  the  objective  4  or  5  \>eT  cent,  in 
this  instrument,  as  illustrated  in  Figs.  .'{,  4,  and  5,  there  are  no  more 
lenses  tliau  are  necessary  in  any  terrestrial  telescope  commonly  used 
by  the  American  engineer  for  most  azimuth  instruments  and  for  many 
types  of  levels. 

To  favor  light  conditions,  under  these  circumstances,  it  has  been 
thought  desirable  to  consider,  by  preference,  the  astronomical  (invert- 
ing) ocular  which  is  most  advantageously  suited  for  leveling  instru- 
ments, whereas  it  might  cause  some  annoyance  in  transits  or  theodolites. 

When  the  target  rod  is  used,  the  target  itself  is  not  changed  in 
appearance  when  viewed  upside  down,  and  in  self-reading  rods  the 
figures  have  only  to  be  inverted  to  produce  a  normal  appearance  in  the 
field  of  view.  In  general,  it  may  be  assumed  that,  if  any  level  is 
supplied  with  a  Ramsden,  Huyghens,  Kellner,  Steinheil,  or  an  ortho- 
scopic  ocular,  and  the  rod  with  inverted  figures,  the  best  selection  in 
the  character  of  the  outfit  has  been  procured. 

The  optical  arrangement  in  this  instrument  is  such  that  two  in- 
terchangeable astronomical  oculars,  producing  magnifications  equal  to 
X18  and  X2Q,  may  be  used.  This  has  been  thought  desirable,  not  only 
for  the  regulation  of  power  and  light,  but  to  provide  against  mis- 
fortune through  loss  of  one  or  the  other. 

Although  the  inverting  ocular,  therefore,  is  to  be  most  highly 
recommended,  it  is  not  impossible  to  utilize  the  erecting  tj^je,  as  shown 
in  connection  with  Fig.  10,  by  which  a  magnification  of  X20  is  se- 
cured. With  this  eye-piece,  the  superlative 
optical  qualities,  with  respect  to  illumination 
and  size  of  field,  cannot  be  expected,  but  it  has 
been  designed  as  an  option  for  those  who  are 
confused  by  an  inverted  image.  The  erecting 
eye-piece,  together  with  an  erroneous  idea  that 
the   accuracy   of  the  sight  is  proportional  to 

,        ,  ,         r      ^  •       1  •  1         /•  FINE  CROSS-LINES 

the  length  oi  the  optical  axis,  are  the  lactors        etched  on  surface  of 
which   determine   the   unusual   length   of   the  crown  lens 

modern   Wye-level.      The   use   of   an   erecting 
eye-piece,  with  the  instrument  under  consideration  as  a  substitute  for 
the   inverting  ocular,   increases  the  length   of   the  telescope  40^,  in- 
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creases  the  weight  of  the  instrument  20%,  and  reduces  considerably 
the  brightness  of  the  image. 

After  much  experimentation  with  a  new  three-ring  diaphragm 
(which  was  finally  discarded),  it  was  decided,  inasmuch  as  the  ob- 
jectives were  immovably  and  permanently  fixed  in  the  tube,  that  each, 
in  turn,  could  be  made  to  serve  as  an  excellent  substitute  for  a  glass 
diaphragm  for  the  other  optical  system. 

With  this  in  view,  it  became  necessary  to  design  an  elaborate 
collimating  apparatus  especially  for  this  instrument.  Where  the 
optical  axis  of  each  objective  passes  through  the  other,  a  microscopic 
cross  is  etched  on  the  outer  surface  of  the  crown  lens,  with  a  fine 
diamond  point,  somewhat  as  shown  in  Fig.  8.  If  the  elements  which 
enter  into  the  collimation  adjustment,  therefore,  are  fixed,  we  may 
rationally  assume  a  permanency  in  the  adjustment  itself,  and  look  only 
to  the  interior  focusing  lens  for  such  derangements  as  are  possible 
under  ordinary  conditions  of  work. 

The  diaphragm  opening  in  which  the  cross-lines  appear  is  neces- 
sarily, in  this  case,  equal  to  the  full  aperture  of  the  objective.  This 
condition  makes  it  impossible  to  margin  off  the  extreme  outer  rays 
which  produce  a  secondary  spectrum,  but  the  field  of  view  is  much 
larger  than  that  which  is  utilized  by  either  of  the  eye-pieces,  and  a 
slight  fringe  of  color  in  the  periphery  is  not  noticeable,  unless  a  de- 
liberate search  is  made.  The  working  part  of  the  field  of  view  is  free 
from  spherical  or  chromatic  aberration,  and  possesses  all  the  optical 
qualities  which  satisfy  the  most  fastidious  demand.  There  is  nothing, 
however,  to  prevent  the  construction  of  a  diaphragm  of  proper  pro- 
portions as  a  part  of  the  eye-piece  mount,  and  so  fulfill  in  this  par- 
ticular the  uttermost  requirement  in  the  case. 

The  position  of  the  plane  of  the  cross-lines  has  been  located  arbi- 
trarily where  an  image  will  be  naturally  produced  by  rays  having 
their  origin  5  ft.  beyond  the  objective.  For  the  shortest  sight  pos- 
sible to  be  observed  through  either  end  of  this  instrument,  1.5  m.  has 
been  selected. 

Particles  of  dust  yrill  inevitably  settle  on  the  outer  surfaces  of  the 
objectives,  and  will  be  noticeable  in  the  plane  of  the  cross-lines  under 
the  magnifying  effect  of  the  eye-piece.  Unless  one  is  familiar  with 
this  construction,  such  a  phenomenon  will  cause  either  wonder  or  con- 
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fusion.  The  fjrliisses  should  be  clcnncd  occasionally  with  a  camr-FR 
hair  brush. 

The  collimation  adjustment  consists  of  the  fixation  of  the  intersec- 
tion of  the  cross-wires  into  the  optical  axis  of  the  objective,  as  accom- 
plished by  some  improvised  axis  of  longitudinal  revolution.  The 
collimation  line  in  this,  or  any  ordinary,  telescope  may  be  slightly 
removed  from  this  geometrical  axis,  depending  on  the  amount  of 
eccentricity  which  exists  in  the  objective  mount;  but  it  will  be  parallel 
in  any  case. 

A  thorough  investigation  into  the  probable  causes  of  collimation 
error,  in  reconciling  one  optical  system  with  the  other,  induces  the  con- 
clusion that  the  maximum  total  error  in  reading  must  be  equal  only 
to  the  amount  of  eccentricity  in  the  objectives,  which  is  not  a  pro- 
gressive error  in  any  event,  and,  if  it  occurs  in  the  horizontal  plane, 
is  a  negligible  quantity,  however  great., 


Effect  of  ecce"ntric  mounting  on  collimation* 

Fig.  9. 

With  the  facilities  of  manufacture  now  at  the  disposal  of  the 
precise  mechanic,  we  shall  perjure  the  premises  if  we  allow  that,  in 
mounting,  a  greater  displacement  than  0.1  mm.  may  occur  on  either 
side  of  the  geometrical  axis  of  the  tube.  Treating,  however,  with  a 
most  exaggerated  case  of  this  character,  we  shall  have,  after  the 
separate  adjustments  for  collimation,  the  conditions  expressed  in  the 
diagram.  Fig.  9,  showing  two  possible  sight-lines  that  must  be  either 
coincident  with,  or  parallel  to,  the  axis  of  revolution.  ^i 

Eccentricity  of  mounting  will  reveal  itself,  after  the  collimation 
adjustment,  if  the  telescope  is  revolved  in  the  wyes.  If  the  field  of 
view  appears  to  move  in  a  small  circle,  there  is  eccentricity  of  mount- 
ing; but,  if  the  collimation  adjustment  has  been  properly  made,  the 
intersection  of  the  cross-lines  will  appear  to  move  with  the  field. 

There  will  be  no  such  thing  as  an  inclination  of  the  optical  axis 
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in  the  tube  by  virtue  of  an  inclination  in  the  objective  itself.  No 
error  can  possibly  occur  through  oblique  mounting,  except  that  of 
astigmatism,  but  this  is  incidental  rather  than  vital,  and  need  not  be 
considered  in  this,  any  more  than  in  any  other,  instrument. 

The  chances  for  error  induced  by  any  lateral  movement  in  the  focus- 
ing lens  have  to  deal  first  with  the  collimation  adjustment  (or  the 
position  of  the  optical  axis  as  fixed  by  the  cross-lines),  then  with  the 
reproduction  of  the  rod  at  the  plane  of  the  cross-lines,  thus  fixed. 

In  testing  the  accuracy  of  the  collimation  adjustment  for  either 
optical  system,  some  very  distant  point  in  the  horizon  should  be 
selected.  If  the  test  is  made  on  a  near-by  object,  it  will  not  fulfill,  in 
the  highest  theoretical  sense,  the  requirements  in  the  case.  The  in- 
fallible test  for  errors  of  this  character  is  a  check  of  the  collimation  on 
a  near-by  object  after  perfecting  the  adjustment  on  some  very  distant 
point.  This  necessitates  moving  the  interior  lens  between  the  positions 
shown  in  Figs.  6  and  7;  and  this  test  ought  to  qualify,  irrespective  of 
eccentricities  in  mounting,  as  previously  shown  by  D.  A.  Molitor,* 
M.  Am.  Soc.  C.  E. 

An  excellent  collimator  apparatus  for  use  in  the  field  may  be  ar- 
ranged by  placing  the  objectives  of  a  level  and  a  transit  in  juxta- 
position so  that  a  beam  of  light  can  pass  directly  through  both  optical 
systems.  If  the  transit  telescope  is  racked  down  to  its  shortest  length, 
it  will  be  necessa.ry  to  focus  the  telescope  of  the  level  at,  or  near, 
infinity,  in  order  to  see  the  cross-wires  of  the  transit  diaphragm. 
This  method  brings  an  object,  apparently  at  an  infinite  distance,  into 
very  convenient  range,  and  the  test  may  be  made  at  night  by  placing 
a  bright  light  immediately  behind  the  transit  eye-piece.  The  arrange- 
ment, as  illustrated  in  Fig.  10,  shows  the  level  equipped  with  an  erect- 
ing eye-piece  and  a  special  sunshade  which  may  be  used  interchange- 
ably with  the  inverting  eye-pieces,  and  thus  convert  the  telescope 
almost  instantly  from  one  type  to  the  other. 

The  axis  of  revolution  is  established  as  between  the  bearings  in 
the  supports.  It  is  desirable,  therefore,  that  the  caps  should  be  only 
slightly  loosened  and  that  the  telescope  should  not  be  removed  from  its 
supports,  or  reversed  for  the  second  test,  except  on  the  vertical  axis. 
In  making  the  collimation  test  by  longitudinal  revolution,   it  is  not 


*Transactions,  Am.  Soc.  C.  E.,  Vol.  XLV,  1901.  p.  46. 
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absolutely  necessary  that  the  telescope  should  he  horizontal ;  hut  the 
axis  of  revolution  in  tlio  \vy(\s  must  not  h(.'  nio(lifi(;(l  exaipt  as  stated. 
The  possihility  ol  sicurinj?  i)ernianently  the  collimation  adjustment 
by  fixing  immovably  the  relationship  between  the  elements  which 
constitute  that  adjustment,  commends  itself  at  once,  and,  now  that  we 


Fig.  10. — Field  Collimator  Apparatus,  Showing  Reading  Mirror  Removed 

AND  Bearing  Clips  Loosened  to  Facilitate  Longitudinal 

Revolution. 

may  provide  against  any  movement  for  either  the  objective  or  the 
diaphragm,  we  may  mount  them  in  a  tube  which  is  sealed  against  the 
intrusion  of  dust  or  moisture. 

The   telescope   tube   has    been    reinforced    with    three    longitudinal 
ribs,  cast,  drawn,  and  turned  down  in  one  solid  piece  with  the  outer 
wall.     The  carefully  machined  ribs  add  lateral  strength,  prevent  flexure, 
preserve    alignment,    and    form    a    convenient 
skidway  on  which  to  slide  the  barrel  in  which 
the   focusing   lens   is   mounted.      The   contact 
surfaces    between    these    ribs    and    the    lens- 
barrel   are  the  only  movable  parts   on   which 
the  accuracy  of  the  instrument  depends. 

If  we  safely  allow  that  the  error  due  to 
eccentric  mounting  of  the  objectives  is  a  con- 
stant not  exceeding  0.2  mm.  for  all  distances, 
it  may  be  regarded  as  a  negligible  quantity, 
and  the  proposition  seriously  concerns  us  only  fig.  ii. 


CROSS-SECTION  OF 
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SO  far  as  irreg'ular  motion  in  the  focusing  device  may  affect  the  repro- 
duction of  the  field  of  view  at  the  plane  of  the  cross-wires.     >  «ii  y.-. 

This  influence  has  been  accorded  a  most  careful  theoretical  and 
practical  investigation,  with  results  so  satisfactory  that  it  is  recom- 
mended as  superior  in  point  of  accuracy  to  either  of  the  other  methods 
of  focusing  now  in  common  use.  rrrlf''^'^   ■■•"■    '.-''■'y,*' 

A  theoretical  consideration  of  the  effect  produced  on  the  optical 
axis  by  the  negative  focusing  lens  is  one  involving  some  of  the  simple 
laws  of  refraction.  For  the  purposes  of  this  demonstration,  Fig.  12 
represents  an  exaggerated  condition  of  affairs. 

Let  it  be  assumed  that  an  objective,  0,  and  a  reticule,  R,  are  im- 
movably placed  with  respect  to  each  other.  It  is  assumed  that  the 
negative  lens,  being  in  the  position,  N,  when  focused  on  infinity  drops 


R 


F 


It  1  I 
■ ±4^ 

I  1 


SM 


:b 


^ ^ y- H 

DIAGRAM  SHOWING   EFFECT  OF   LOST  MOTIO.N 
IN  FOCUSING   LENS. 
Fig.  12. 
out    of    alignment   from   the    optical    axis,    AB,   to   the   position,    33/^ 
through  a  displacement  equal  to  u,  when  focused  on  an  object,   say, 
10  ft.  away. 

In  the  position,  SM,  the  axial  ray  from  A  will  be  deflected  at  an 
angle  having  a  base  equal  to  x,  and  the  anterior  focal  point  will  drop 
accordingly  to  F,  Let  the  total  amount  of  deflection  at  the  diaphragm 
be  equal  to  x,  and  let  the  distance  from  F  be  equal  to  f^.  From  similar 
triangles  we  have: 

X  :  u   :   :  y 


f-z 


y 

X  ^  u  — . 

In  the  very  portable  instrument  under  discussion,  the  focal  length 
of  the  negative  lens,  f^,  is  equal  to  350  mm.,  and  the  mean  value  of  y 
is  equal  to  about  70  mm.     Substituting,  we  have : 

70  1 


350 
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111  other  word?*,  lor  ;i  level  ot  this  Iciiglh,  the  displaeenient  of  the 
image  at  tiio  diaphragm  will  he  (([iial  to  ahout  onc-fiftli  of  the  devia- 
tion of  the  focusing  lens  fnmi   the  optical   axis. 

The  contaxjt  bearings  of  the  inner  lens-barrel  can  he  mad(i  to  move 
80  accurately  that,  whether  we  consider  the  error  of  displacement,  am 
applied  to  collimation  adjustment  or  a(;curac.v  of  pointing,  we  can 
only  conclude  that  it  must  fall  within  the  diameter  of  the  sight  line 
itself,  and  remain  within  the  limbo  of  intangible  quantities. 

The  mechanical  process  of  focusing  by  this  method  necessitates 
only  a  movement  of  the  interior  lens  between  the  telescope  supports, 
where  such  a  reapportionment  of  weight  will  not  sensibly  affect  the 
center  of  gravity  or  destroy  the  equilibrium  of  the  instrument. 

The  bubble  tube  is  rigidly  attached  directly  over  the  top  of  the  tele- 
scope. It  has  adjustments  for  height  and  alignment,  but  the  lateral 
adjustment  is  not  now  important,  inasmuch  as  we  have  dispensed 
with  the  function  of  the  wyes,  except  as  a  means  for  testing  collima- 
tion. On  this  account  we  are  neither  concerned  with  the  influence 
exerted  by  inequalities  in  the  collars,  due  to  wear  or  concretions  of 
dust,  nor  the  necessity  of  a  striding  level  with  which  such  errors  may 
be  tested. 

If  temperature  fluctuations  have  any  effect  on  the  horizontality 
of  the  level  vial,  the  elimination  of  such  discrepancies  is  accomplished 
only  by  the  process  of  end-for-end  reversals,  which  forms  a  part  of 
the  prescribed  routine  in  the  performance  of  precise  leveling  with  an 
instrument  of  this  type. 

The  accuracy  of  results  depends  entirely  and  directly  on  the  rela- 
tion of  the  bubble  axis  to  the  amphidioptric  sight  line,  and  sudden 
changes  in  temperature  will  affect  such  work  only  as  they  are  capable 
of  disturbing  this  relationship. 

H.  M.  Wilson,  M.  Am.  Soc.  C.  E.,  concurs  with  Professor  Molitor 
in  the  opinion  that  precise  leveling  does  not  differ  materially  from  the 
ordinary  kind,  except  in  the  character  of  the  instrument;  and  that 
practically  all  residual  errors  are  attributable  to  temperature  changes.* 
It  would  seem,  therefore,  if  we  provide  in  the  new  instrument  a  ready 
means  of  testing  the  collimation,  that  temperature  effects  will  com 
pensate  themselves  on  reversals,  and  that  it  will  be  no  longer  necessary 


*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XLV,  1901,  p.  126. 
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to  equalize  forward  or  back-sights,  unless  it  is  thought  desirable  to 
do  so  on  account  of  curvature  and  refraction.* 

Although  variations  in  temperature  may  affect  somewhat  the  angu- 
lar value  of  the  graduations  on  the  bubble  vial,  its  capability  to  in- 
dicate a  truly  horizontal  setting  is  not  impaired  if  the  same  central 
segment  of  the  graduated  scale  is  used,  as  advocated  by  the  late  J.  B. 
Johnson,  M.  Am.   Soc.  C.  E. 

At  each  side  of  the  bubble  tube  are  sockets  for  the  reception  of 
the  mirror  supports.  The  mirror  frame  is  hinged  at  the  center,  so 
that  the  reflected  image  of  the  bubble  may  be  viewed  from  either 
3nd  of  the  telescope  with  equal  facility.  This  method  of  observing 
the  bubble  was  adopted  on  account  of  its  peculiar  fitness  to  the  require- 
ments of  the  case;  but  a  stop  has  been  provided  that  regulates  the 
amount  of  inclination  to  approximately  40°  each  way,  and  also  to 
prevent  cracking  the  vial  by  reckless  use. 

Naturally,  the  longer  the  bubble  the  greater  the  amount  of  error, 
iue  to  parallax  in  reading  it  by  this  method;  but  this  constant,  in  a 
sensitive  bubble,  must  necessarily  be  very  small,  and  will  neutralize 
tself  in  reversals.  For  ordinary  leveling  operations  it  may  be  dis- 
•egarded  entirely.  It  would  seem,  from  the  peculiar  conditions  and 
he  requirements  in  the  case,  that  by  the  process  of  end-for-end 
•eversals  every  real  or  imaginary  error,  traceable  to  the  bubble  or  its 
nounting,  will  be  perfectly  compensated  and  automatically  corrected. 

Our  total  anxiety,  therefore,  in  the  use  of  the  instrument  may 
>e  concentrated  on  the  parallelism  between  the  bubble  axis  and  the 
►iaxial  sight-line  to  which  it  must  be  adjusted;  but  this  can  be  tested 
it  any  time,  within  from  3  to  5  min.,  in  a  second  observation,  without 
Qoving  out  of  one's  tracks  and  without  an  assistant. 

For  ordinary  leveling  purposes,  the  operator  will  naturally  make 
his  test  in  the  morning,  as  required  of  all  assistants  in  the  Coast 
>urvey,  and,  when  satisfied,  he  will  apply  the  eye-piece  to  one  objective 
nd  the  sun-shade  to  the  other,  for  continuous  and  accurate  work, 
rhis  instrument  was  designed  only  for  use  in  more  ordinary  work, 
ut  the  object  of  this  paper  is  to  show  that  the  construction  is  such 
hat   the   most   precise   results   may   still   be   secured   by   two   sets   qf 

*  See  L.  S.  Smith,  M.  Am.  Soc.  C.  E.,  in  Bulletin,  Univ.  of  Wis.,  Vol.  I,  No.  5,  1S95; 
7.  S.  Williams,  Assoc.  M.  Am.  Soc.  C.  E.,  in  Transactions,  Am.  Soc.  C.  E.,  Vol.  XLV,  1901, 
.  176;  "  Plane  Surveying,^'  Professor  J.  C.  Tracy,  1898,  p.  273,  etc.  ■)  iK'Mi^,  jji 
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double  ()l)9orvatiorj9,  on  tlio  aflsumption  that  the  collimation   and   the 
hiiM)lo  ar<»  both  out  of  adjustment. 

The  instrument's  first  clnim  on  the  attention  of  tli(;  engineer  i~ 
the  wonderful  facility  with  which  the  adjustment  for  parallelism  may 
be  tested,  and  the  accuracy  and  speed  with  which  it  may  be  rectified. 
An  unbiased,  open-minded  examination  into  those  parts  of  the  instru- 
ment which  might  be  suspected  of  infidelity,  develops  the  conclusion 
that,  one  by  one,  they  may  be  reduced  to  negligible  quantities. 

The  vertical  adjustment  device  is  an  entirely  new  model,  peculiarly 
adapted  to  the  reversible  qualities  of  this  instrument.  The  upper 
element  of  the  base-bar  forms  a  channel  encasement  for  the  lower  ele- 
m,Qnt,  which  is  rigidly  attached  to  the  vertical  axis. 
,.  , The  telescope  and  bubble  are  mounted  on  the  upper  element  in 
non-adjustable  supports.  The  upper  element,  with  telescope  and  bub- 
ble, revolves  through  short  arcs  in  the  vertical  plane,  on  a  conical  pivot 
or  an  eccentric  worm  gear  at  the  center  of  the  bars,  some  55  mm.  below 
the  axis  of  the  telescope. 

This  is  an  improvement  over  the  method  of  placing  the  pivots 
at  one  end,  but  nothing  essential  would  be  gained  by  a  further 
modification  of  the  mechanical  equipment,  in  order  to  get  the  pivots 
in  the  horizontal  plane  which  is  coincident  with  the  longitudinal 
axis  of  the  telescope.  The  reversion  principle  in  this  level  de- 
mands that  we  shall  place  the  pivots  at  the  center,  in  order  that 
the  height  of  instrument  shall  not  be  modified  in  the  second  observa- 
tion. If  the  instrument,  considered  in  this  paper,  was  intended  for  the 
measurement  of  small  vertical  angles  by  a  micrometer  screw,  it  is 
agreed  that  the  longer  base  secured  by  placing  the  pivots  at  the  opposite 
end  would  contribute  to  the  efficiency  of  the  construction;  but  in  the 
10-in.  (25-cm.),  instrument  herein  described,  the  micrometer  is  not 
adaptable,  and  it  is  proposed,  further,  that  the  micrometer  method  of 
securing  precise  results  shall  be  superseded  by  the  process  of  reciprocal 
vision  herein  described,  or  by  the  three-wire  method  already  adopted.    • 

The  mechanical  construction  of  the  "vertical  adjustment"  in  this 
design  cannot  be  adapted  for  use  as  a  gradienter  because  the  value 
of  one  division  on  the  drum  would  change  constantly  in  the  different 
positions  of  the  eccentric  gear.  For  convenience  of  manipulation,  we 
are  required  to  communicate  a  slight  vertical  movement  through  a 
horizontal  bar  revolving  on  its  own  axis. 
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The  horizontal  bar  terminates  in  milled-heads,  symmetrically  placed 
directly  under  each  successive  position  of  the  eye-piece,  so  that, 
whether  in  direct  or  reverse  position,  the  final  delicate  setting  of  the 
bubble  can  be  accomplished  without  inconvenience  or  confusion.  This 
method  is  quite  unique,  and  is  well  adapted  to  this  construction. 

The  upper  base-bar  is  not  always  necessarily  parallel  with  the 
lower,  nor  pei"pendicular  to  the  vertical,  axis.  A  normal  position, 
however,  may  be  quickly  determined  in  reversals  on  the  vertical  axis 
by  correcting  half  of  the  bubble  displacement  in  the  leveling  base  and 
the  other  half  in  the  "vertical  adjustment."  In  one  of  two  such 
trials  the  bubble  should  remain  centered  during  an  entire  revolution. 

The  mechanical  separation  of  the  connection  between  the  telescope 
and  the  vertical  axis  distinguishes  this  instrument  at  once  from  the 
dumpy  type,  and  places  it  formally  in  the  precise  class,  irrespective 
of  its  numerous  other  claims  to  this  distinction. 

On  precise  levels  of  the  Coast  Survey  type,  a  circular-box  bubble 
has  been  attached  to  the  lower  element  of  the  base-bar  to  secure  a  nearly 
vertical  setting  of  the  vertical  axis,  without  regard  to  the  relation* 
ship  of  the  upper  portion  of  the  instrument,  and  independent  of  the 
more  sensitive  vial  which  is  mounted  on  the  telescope,  but  in  the  com- 
paratively small  instrument  herein  described  a  "normal  adjustment" 
is  of  such  easy  accomplishment  that  it  has  sgemed  preferable  to  dis- 
pense with  the  circular  bubble,  which  has  no  given  sensibility  or  means 
of  adjustment. 

This  alternative  seems  the  more  to  commend  itself  inasmuch  as 
the  "vertical  adjustment"  is  constructed  on  an  endless  worm  gear  in 
which  the  total  amount  of  elevation  or  depression  cannot  exceed 
1.8  mm.  on  either  side  of  the  normal  line.  If  either  milled-head 
were  turned  continuously,  the  telescope  would  only  rise  and  fall  in 
uninterrupted  oscillation.  The  operator  will  become  quickly  accus- 
tomed to  the  effect  produced  in  the  mirror  by  turning  the  milled-head 
either  to  the  right  or  left,  and  this  effect  will  be  the  same  when  viewed 
from  either  end  of  the  instrument. 

The  tangent  release  mechanism  is  also  a  new  idea,  absolutely  with- 
out precedent,  so  far  as  the  writer  knows.  As  shown  in  Fig.  5,  the 
nose-piece,  instead  of  being  rigidly  attached  to  the  lower  bar,  is  re- 
movable and  adapted  to  engage  a  spring-slot  at  either  end  of  the  instru- 
ment,   as   shown.      In    reversing   the   instrument,    the   clamp-screw   to 
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tho  V(M-tioal  axis  need  not  Im  llnown  open,  as  usual,  Init  the  wlioli; 
chuiip-ttnd-tangout  arrangement  may  l)e  allowed  to  remain,  bo  that  it  can 
be  manipulated  with  the  right  huud  in  eitlier  position  of  the  upp«'r 
portion  of  the  instrument. 

When  looking  through  eitlier  end  of  the  telescope,  the  focusing 
screw,  the  vertical  adjustment,  the  clamp  screw,  and  the  tangent  screw, 
may  be  manipulated  by  either  the  right  or  left  hand,  as  desired,  de- 
pending on  the  habits  of  the  operator,  and,  in  fact,  all  other  details 
in  both  the  optical  and  mechanical  equipment  are  symmetrical,  inter- 
changeable, and  in  perfect  equipoise. 

The  type  of  three-screw  base  shown  in  the  various  illustrations  is 
also  a  new  model,  which  is  attachable  to  the  ordinary  form  of  tripod, 
is  applicable  to  the  ordinary  type  of  transit  or  level,  and  is  provided 


Fig.  13. — New  Three-Screw  Base  with  Shifting  Center. 


with  the  regular  type  of  shifting  center  such  as  the  American  engineer 
has  used  since  1858.  For  leveling  instruments,  the  shifting  center  is 
not  necessarj%  but  in  azimuth  instruments,  which  are  required  to  be 
centered  over  a  given  point,  the  appliance  is  almost  indispensable. 
Referring  to  Fig.  13,  the  spring,  which  accommodates  a  universal 
movement  through  the  center  of  the  instrument,  is  no  longer  attached 
to  an  awkward  spring-bar  of  the  European  model,  but  snugly  contained 
in  the  central  capsule  of  the  shifting  plate. 

Every  movement  in  each  of  the  three  leveling  screws  is  compen- 
sated automatically  at  the  center,  and  the  tension  in  the  leveling  arms  is 
equalized.  Unequal  strain  in  varying  temperature,  which  has  a  subtle 
influence  on  the  bubble,  is  eliminated,  and  the  longer  radial  arms, 
with  larger  thumb-screws  in  German  silver,  provide  a  more  sensitive 
control.  This  type  of  leveling  base,  while  very  convenient,  is  not 
indispensable  to  the  instrument  herein  described,  or  to  any  other  pro- 
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vided  with  a  "vertical  control,"  but,  to  the  ordinary  dumpy  level, 
it  adds  greatly  to  ease  of  manipulation  and  efficiency  of  operation. 

While  in  use,  the  coarsely -knurled  clamp  ring  is  tp  be.  loosened, 
but,  for  transportation,  it  is  to  be  screwed  down  against  the  flange,  in 
order  to  lock  the  instrument  securely  against  the  lower  base. 

One  quickly  becomes  used  to  the  three-screw  system,  and  it  is  not 
too  much  to  say  that,  if  one  of  the  screws  is  placed  directly  beneath 
the  intersection  of  the  two  lines  marking  the  longest  axis  of  the 
bubble  tubes  in  a  transit,  the  bubbles  may  be  centered  simultaneously 
with  remarkable  speed. 

In  leveling  up  such  an  instrument  as  described,  first  secure  the 
normal  position  of  the  bubble,  then  place  the  telescope  parallel  to  any 
two  of  the  leveling  screws.  After  centering  the  bubble  in  this  posi- 
tion, revolve  the  telescope  90°  and  center  the  bubble  once  more,  using 
the  third  leveling  screw  alone. 
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Paper   No.    1269 

TESTS  OF  (^KEOSOTEI)  TIMHEK. 
By  W.  B.  Gregory,  M.  Am.  Soc.  C.  E. 


In  a  previous  paper,*  under  the  same  title,  the  writer  reported  the 
tests  of  fourteen  beams,  which  were  taken  from  a  trestle  of  a  railroad 
near  New  Orleans,  and,  at  the  time  of  the  tests,  had  been  in  use  for 
26  years.  The  specifications  for  treating  this  timber  with  creosote 
were  given  in  the  former  paper,  and  need  not  be  repeated  here. 

Recently,  other  beams,  having  been  in  use  more  than  29  years,  were 
removed  from  the  trestle  and  tested  to  destruction.  The  material 
was  similar  to  that  tested  previously,  and  consisted  of  southern  pine 
stringers  having  a  cross-section  approximately  6  by  16  in.  and  a  length 
of  30  ft.  For  the  purpose  of  testing,  each  beam  was  cut  into  two  parts, 
each  about  15  ft.  long.  It  is  the  purpose  of  this  paper  to  report  the 
recent  tests. 

Method  of  Testing. 

The  tests  were  made  exactly  as  in  the  former  case,  using  a  Riehle 
100  000-lb.  machine,  in  the  Experimental  Engineering  Laboratory  of 
Tulane  University  of  Louisiana.  In  order  to  make  this  discussion 
complete,  the  methods  as  stated  in  the  former  paper  are  repeated  here: 

''The  machine  is  provided  with  a  cast-iron  beam  for  cross-bending 
tests.  The  distance  between  supports  was  12  ft.  The  method  of  sup- 
port was  as  follows:  Each  end  of  the  beam  was  provided  with  a  steel 
roller  which  rested  on  the  cast-iron  beam  of  the  testing  machine, 
while  above  the  roller,  and,  directly  under  the  beam  tested,  there  was 
a  steel  plate  6  by  8  in.  in  area  and  1  in.  thick.     The  area  was  suf- 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXX,  p.  37. 
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ficiently  great  to  distribute  the  load  and  prevent  the  shearing  of  the 
fibers  of  the  wood.  The  head  of  the  Riehle  machine  is  10  in.  wide. 
A  plate,  i  in.  thick,  6  in.  wide  and  18  in.  long,  was  placed  between 
the  head  of  the  machine  and  the  beam  tested. 

"The  deflection  was  measured  on  both  sides  of  ea.ch  beam  by  using 
silk  threads  stretched  on  each  side  from  nails  driven  about  2  in.  above 
the  bottom  of  the  beam  and  directly  over  the  rollers  which  formed  the 
supports.  From  a  small  piece  of  wood,  tacked  to  the  bottom  of  the 
beam  at  its  center  and  projecting  at  the  sides,  the  distance  to  these 
threads  was  measured.  These  measurements  were  taken  to  the  nearest 
hundredth  of  an  inch.  The  mean  of  the  deflections  was  taken  as  the  true 
deflection  for  any  load. 

"In  computing  the  various  quantities  shown  in  Table  1,  the  sum- 
mary of  results,  the  load  has  been  assumed  as  concentrated  at  the 
center  of  the  beam.  While  it  is  true  that  the  load  was  spread  over  a 
length  of  about  12  in.,  due  to  the  width  of  the  head  of  the  machine 
and  the  plate  between  it  and  the  beam  tested,  it  is  also  true  that  there 
were  irregularities,  such  as  bolt-holes  and,  in  some  cases,  abrasions  due 
to  wear,  that  could  not  well  be  taken  into  account.  Hence,  it  was 
deemed  sufficiently  accurate  to  consider  the  load  as  concentrated.  Be- 
sides the  horizontal  bolt-holes,  shown  in  the  photographs,  there  were 
vertical  bolt-holes,  at  intervals  in  all  the  beams.  The  latter  were  5  in. 
in  diameter,  and  in  every  case  they  were  sufficiently  removed  from  the 
center  of  the  length  of  the  beam  to  allow  the  maximum  moment  at 
the  reduced  section  to  be  relatively  less  than  that  at  the  center  of  the 
beam.  For  this  reason,  no  correction  was  made  for  these  holes.  The 
broken  beams  often  showed  that  rupture  started  at,  or  was  influenced 
by,  some  of  the  holes,  especially  the  horizontal  ones." 

In  the  previous  paper  the  writer  made  some  comparisons  of  results 
with  those  of  large  timbers  tested  elsewhere.     The  conclusion  was: 

"The  number  of  tests  was  not  sufficient  to  settle  questions  of 
average  strength  or  other  qualities.  It  will  be  seen,  however,  that  the 
treated  timber  26  years  old  compares  favorably  with  the  new  untreated 
timber." 

Although  the  tests  now  reported  give  average  results  slightly  lower 
than  those  in  the  former  paper,  the  maximum  breaking  load  occurred 
in  the  recent  tests,  and  the  minimum  of  all  breaking  loads  was  found 
in  the  first  set  of  tests.  In  view  of  these  facts,  it  appears  that  the 
conclusions  apply  to  the  later  tests  of  this  material,  which,  as  stated 
previously,  has  been  in  use  more  than  29  years. 

The  writer  is  indebted  to  his  colleague,  Professor  J.  M.  Robert,  of 
tlulane  University,  for  valuable  assistance  in  this  work. 
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TABLE   1. — Load  and  Deflection  Ix)g;   Beam   I.     Loblolly, 


Beam  I. 

Date:  :N'ovember  8th,  1912. 

I  =  12  ft.;  b  (mean)  =  6.08  in.; 

h  (mean)  =  lo.89  in.; 
c  =  7.945  in.     Time  = 


5  Kings  per  Inch. 

Beam  1-A. 
Date:  November  6th,  1912. 
Z  =  12  ft.;  h  (mean)  =  6.22  in.; 

h  (mean)  =  16.00  in.; 
c  =  8.00  in.     Time  =  32  min. 
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TABLE  2. — Tx)AD  and  Deflection  Log;  Beam  II.    Long  Leaf, 

11  Kings  per  Inch. 


Beam  H. 
Datt':   Xovem])er  ir)th,  1912. 
I  =  12  ft.;  h  (mean)  =  (I.OS  in.; 

h  (meau)  =  15.75  in.; 
c  =  7.875   in.      Timo    =    10.10- 
11.20  A.M. 


Beam  11-^. 

Date:   November  l.'itli,  1012. 

I  =  12  ft.;  h  (mean)  =  5.07  in. 
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1.78 

0.61 

1.66 

0.59 

0.600 

30  000 

1.38 

0.58 

1.72 

0.72 

0.65 

17 

32  000 

1.82 

0.65 

1.70 

0.63 

0.640 

32  000 

1.41 

0.61 

1.82 

0.82 

0.715 

18 

34  000 

1.87 

0.70 

1.73 

0.66 

0.680 

34  000 

1.46 

0.66 

1.86 

0.86 

0.76 

19 

36  000 

1.91 

0.74 

1.80 

0.73 

0.735 

36  000 

1.50 

0.70 

1.94 

0.94 

0.82 

20 

38  000 

1.96 

0.79 

1.85 

0.78 

0.785 

38  000 

1.54 

0.74 

1.98 

0.98 

0.86 

21 

40  000 

2.00 

0.83 

1.90 

0.83 

0.830 

40  000 

1.58 

0.78 

2.06 

1.06 

0.92 

22 

42  000 

2.06 

0.89 

1.95 

0.88 

0.885 

42  000 

23 

44  000 

2.11 

0.94 

2.00 

0.93 

0.935 

24 

46  000 

2.17 

1.00 

2.06 

0.99 

0.995 

25 

48  000 

2.24 

1.07 

2.12 

1.05 

1.060 

26 

.50  000 

2.34 

1.17 

2.30 

1.23 

1.200 

27 

52  000 

2.44 

1.27 

2.43 

1.36 

1.315 

28 

.54  000 

29 

56  000 

47 

'  900  lb.,  F 

rst  Cr 

ack  ;  i 

>5  0601 

b.,  Fai 

led. 

31  500  lb. 

,  First 

Crack 

;  42  0( 

K)  lb..  Failed. 

At  El 

astic  Llm 

It  :  Lo 

ad,  34 

000  lb 

;  defl( 

'ction. 

At  Elast 

ie  Lin 

lit :   Load,  3 

0  000  lb.;   de- 

0. 

two  in  •  i!? 

4  870  11 

t) 

flecti 

on,  0.( 

559  in.; 

.S'.  4  2 

fjOlb. 

Maxii 

num  :  Lo£ 

id,  55  ( 

)60  lb. 

defle 

ction, 

; 

Maximu 

m  :  Lc 

)ad,  42  000  lb 

.;    deflection. 

S 

7  890  lb. 

.;  5,  5 

9601b. 

E=:  1 

573  00 

0  1b. 

E 

=  1  418  000  1b 

Shea 

red  ak 

)ng  ne 

itral  a 

xis. 
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TABLE  3. — Load  and  Deflection  Log;  Beam  III.     Loblolly. 


Beam  III. 
Date:  November  20th,  1912. 
Z  =  12  ft.;  h  (mean)  =  5.86  in.; 

h  (mean)  =  15.50  in.; 
c  =  7.75  in.     Time  =  30  min. 


Beam  III-^. 
Date:  November  16th,  1912. 
Z  =  12  ft.;  6  (mean)  =  6.03  in.; 

h  (mean)  =  15.55  in.; 
c  =  7.775  in.     Time  = 


P 

Deflection,  in  Inches. 

P 

Deflection,  in  Inches. 

No. 

c8  a  a 

bib 

a 
'•B 

1= 

a 

to 
o 

?5«  5 

a 

•B 

a 

In.  O 

be 
a 
"5 

d 
■go 

O"^  P 

eS 

P  S 

(3 

o  © 

p  i> 

o—  s 

cS 

£  ^ 

d 

P,  a> 

a  0) 

0) 

(H 

H<S 

g'g 

^  a 

a; 

0/ 

C8IT3 

tf 

0) 

S^ 

•n 

T! 

^-^ 

T3 

T3 

g-O 

1 

0 

1.24 

0 

1.19 

0 

0 

0 

0.96 

0 

0.97 

0 

0 

2 

2  000 

1.29 

0.05 

1.24 

0.05 

0.05 

200 

1.01 

0.05 

1.03 

0.06 

0.055 

3 

4000 

1.33 

0.09 

1.30 

o.n 

0.10 

4  000 

1.07 

0.11 

1.08 

0.11 

0.11 

4 

6  000 

1.38 

0.14 

1.34 

0.15 

0.145 

6  000 

1.12 

0.16 

1.14 

0.17 

0.165 

5 

8  000 

1.43 

0.19 

1.41 

0.22 

0.205 

8  000 

1.18 

0.22 

1.20 

0.23 

0.225 

b 

10  000 

1.49 

0.25 

1.48 

0.29 

0.270 

10  000 

1.24 

0.28 

1.26 

0.29 

0.285 

7 

12  0U0 

1.58 

0.34 

1.53 

0.34 

0.340 

12  000 

1.29 

0.33 

1.32 

0.35 

0.34 

8 

14  000 

1.59 

0.35 

1.60 

0.41 

0.380 

14  000 

1.36 

0.40 

1.38 

0.41 

0.405 

9 

16  000 

1.65 

0.41 

1.65 

0.46 

0.435 

16  000 

1.42 

0.46 

1.44 

0.47 

0.465 

10 

18  000 

1.71 

0.47 

1.70 

0.51 

0.490 

18  000 

1.48 

0.52 

1.50 

0.53 

0.525 

11 

20  000 

1.77 

0.53 

1.78 

0.59 

0.560 

20  000 

1.54 

0.58 

1.56 

0.59 

0.585 

12 

22  000 

1.83 

0.59 

1.83 

0.64 

0.615 

2^000 

1.60 

0.64 

1.63 

0.65 

0.645 

13 

24  000 

1.89 

0.65 

1.90 

0.71 

0.680 

22  600 

Broke.      1 

21  500  lb.,  F 

rst  Crack  ;  25  700  1 

b.,  Fai 

led. 

22  000  lb.,  First  Crack 

;22  60 

0  1b..  I 

"■ailed. 

At  Elastic  Limi 
0.615  in.;  .S\ 

t :  Load,  22  000  lb. 

;  defle 

ction, 

At  Elastic  Limit :  Lo£ 

id,  22  ( 

)001b.; 

deflec- 

3  380  lb. 

tion,  0.645  iu.;  S,  3 

260  lb. 

Maximum  :  Loa 

d,  25  700  lb.;  dettec 

tion. . 

Maximum  :   Load,  22 
;  .9,  3  350  lb. 

600   11 

3.;  defl 

ection, 

S,  3  945  lb. 

^  =  1  224  000  lb. 

E=l  lU 

000  lb. 

Broke  at  a  poii 

at  18  in.  from  cen 

ter ;  b 

ottom 

fibers  failed 
diameter ;  a: 

in  tension  at  bolt- 
cis  of  hole  vertical. 

hole^ 

\n.  in 

Ui){) 
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Loud,  in  Thousiinds  of  Pounds 


c 

\ 

o 

o 

\ 

k 

■/ 

: : 

.  -J 

1  ' 

'■•)T' 

.):■)- 

^■■i  r 

I  < 

[/  f 

•1/ 

,.;• 

1— ' 
o 

o 

s 

>J 

'  1 

•  ; 

o 

CO 

1 

•  f  >: 

, 

o 
m 
-n 
r- 

m 
o 

H 

C 

z 

coC 

Oo 

\ 

1 

\ 

_  ■ ;  1 

c 
o    o 

\ 

^    ■ 

\ 

? 
o  — 

o 

5    O 

, 

N^V. 

\ 

05  - 
1— ( 

o  c 

N 

\ 

-^  r. 

cr 
o  « 

D     '^ 

\ 

rs\ 

Cfc 

p-  o 

77     Vrv 

o 

c 

< 
m 
(J) 

o 

2  ^' 

o 

^ 

J^, 

1— ' 

V, 

\ 

5  ^ 

\ 

o 

3 

5       p 

N 

"^^ 

f5 

Kc 

(-• 

JO 

.«         o 

X 

\ 

*^% 

\ 

'NX 

CO 

x*" 

s 

0\ 

o 

vj 

! 

^ 

N^. 

\ 

1—1 

o 

\ 

^s?^ 

^ 

\ 

\ 

\ 

> 

io 

'^^ 

, 

>\ 

s. 

S    CO 

§    o 

^. 

N 

\. 

o 

3     O 

\ 

t^ 

^ 

^^ 

5'  c 

or. 

^ 

\ 

- 

\ 

n:^ 

X 

£.  o 

£: 

^ 

\ 

\ 

re    '-* 

o 

^ 

s 

^;^ 

( 

J 

o 

M^^^ 

\ 

^- 

Q 

o 

\ 

) 
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TABLE  4. — Load  and  Deflection  Log;  Beam  IV 

f  aS.O  ■=(.  Beam  IV. 

Date:  Xovember  27th,  1912. 
7  =  12  ft.;  b  (mean)  =  6.46  in.; 

h  (mean)  ^  15.71  in.; 
c  =  7.8.55  in.     Time  =  1  hour 
15  min. 


Long  Leaf. 

Beam  IV-^. 
Date:  November  22d,  1912. 
I  =  12  ft.;  h  (mean)  =  6.50  in.; 

h  (mean)  =  16.12  in.; 
c  =  8.06  in.     Time  =  .35  min. 


P 

Deflection,  in  Inches. 

p 

Deflection,  in  Inches. 

No. 

S  s  5 

bib 

a 

a 

-H     O 

1^  " 

fcJC 

-3 

d 

3= 

"3  p 

5=1  s 

a 

-5 

a 

r 

-I-  0 

bi) 

"5 

'id 

0.2 

0 

O—  3 

cS 

o  oj 

ce 

£  ® 

a  S 

0—  3 

ee 

0  (t 

ee 

2.  ® 

C  03 

-^        S 

^ 

Hic 

V 

He 

53  ?a 

^     9, 

S 

HC 

« 

HqH 

cStC 

ft 

P3 

05 

P3 

73 

gT3 

p< 

tf 

tf 

0) 

03  fl3 

1 

0 

1.16 

0 

1.24 

0 

0 

0 

1.08 

0 

1.21 

0 

0 

2 

2  000 

1.23 

0.07 

i.ao 

0.06 

0.065 

2  000 

1.13 

0.05 

1.26 

0.05 

0.05 

3 

4  000 

1.28 

0.12 

1.34 

0.10 

6.110 

4  00<) 

1.17 

0.09 

1.31 

0.10 

0.095 

4 

6000 

1.36 

0.20 

1.41 

0.17 

0.185 

6  000 

1.22 

0.14 

1.36 

0.15 

0.145 

5 

8  000 

1.41 

0.25 

1.49 

0.25 

0.250 

8  000 

1.27 

0.19 

1.41 

0.20 

0.195 

6 

10  000 

1.47 

0.81 

1.54 

0.30 

0.305 

10  000 

1.33 

0.25 

1.46 

0.25 

0.25 

7 

12  000 

1.52 

0.36 

1.62 

0.38 

0.370 

12  000 

1.37 

0.29 

1.51 

0.30 

0.295 

8 

14  000 

1.59 

0.43 

1.68 

0.44 

0.435 

14  000 

1.42 

0.34 

1.56 

0.35 

0.345 

9 

16  000 

1.65 

0.49 

1.74 

0.50 

0.495 

16  000 

1.47 

0.39 

1.61 

0.40 

0.395 

10 

18  000 

1.73 

0.57 

1.80 

0.56 

0.565 

18  000 

1.52 

0.44 

1.67 

0.46 

0.45 

11 

20  000 

1.78 

0.62 

1.88 

0.64 

0.630 

20  000 

1.57 

0.49 

1.72 

0.51 

0.50 

12 

22  000 

1.85 

0.69 

1.94 

0.70 

0.695 

22  000 

1.62 

0.54 

1.78 

0.57 

0.555 

13 

24  000 

1.92 

0.76 

2.02 

0.78 

0.770 

24  000 

1.67 

0.59 

1.82 

0.61 

0.60 

14 

26  000 

1.97 

0.81 

2.08 

0.84 

0.825 

26  000 

1.72 

0.64 

1.91 

0.70 

0.67 

15 

28  000 

2.09 

0.93 

2.18 

0.94 

0.935 

28  000 

1.78 

0.70 

1.95 

0.74 

0.72 

16 

30  000 

2.17 

1.01 

2.26 

1.02 

1.015 

30  000 

1.84 

0.76 

2.01 

0.80 

0.78 

17 

32  000 

2.26 

1.10 

2.36 

1.12 

1.110 

32  000 

1.89 

0.81 

2.08 

0.87 

0.84 

18 

34  000 

34  000 

1.97 

0.89 

2.16 

0.95 

0.92 

36  000 

2.02 

0.94 

2.24 

1.03 

0.985 

38  000 

2.11 

1.03 

2.32 

1.11 

1.07 

31  500  lb.,  F 

irst  Cr 

ack;   .: 

53  740 

b..  Fa 

iled. 

40  000 

dM  000 

2.20 

1.12 

2.43 

1.22 

1.17 

At  Elastic  Limi 

t :  Lo 

ad,  26 

000  lb. 

;  defle 

Jction, 

'i/5  Kjyju 

0.825  in.;    S, 

3  530 

lb. 

38  250  lb.,  Firs 

t  Cracl 

k;  40  1 

30  lb..  Failed. 

Maximum  Load 

1:  33  7 

40  lb.; 

deflec 

Jtion, 

; 

At  Elastic  Lii 

Tfiit :  I 

oad.  i 

24  000  lb.;  de- 

S,  4  575  lb. 

flection,  0 

600  in. 

;  s,  3 

365  1b. 

E^ 

139  000 

lb. 

Maximum:  L 

oad,  4( 

3 130  11 

).;  deflection. 

Bottom  fiber 

C     K\T**^l7 

•     . 

. 

near  c 

♦ 

;  S, 

5  120  11 

b. 

a  oroD 

of  s 

e  ID  le 
pecime 

DSIOD 

;n. 

init^r 

E 

=  109i 

)  000  lb 

U02 
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TABLE  5. — Load  and  Deflkction  Log;  Beam  V.     Loblolly. 


Bt'aiii  V. 
Date:  November  29th,  1912. 
I  =  12  ft.;  h  (mean)  =  0.09  in.; 

h  (mean)  =  15.93  in.; 
c  =  7.9G5  in.     Time  = 


Beam  V-^l. 

Date:  December  0th,  1912. 

Z  =  12  ft.;  h  (mean)  =  (5. 25  in. 

h  (mean)  =  15.94  in.; 
c  =  7.97  in.     Time  :=  33  min. 


P 

Deflection,  in  Inches. 

■ — ..  ;     r- 

Deflection,  in  Inches. 

No. 

tub 
a 

a 
—  o 

ess 

o 

d 
—  o 

0 

CS  C 

2-B 

1-2  3 

be 

a 

d 

—  .2 

c8  -t-" 

be 

o 

d 

_  o 

C3  fl  9 

"5 

£S 

"5 

„  o 

"S 

t  t) 

"5 

+3  o 

_  V 

o-s  3 

a 

e8 

P  ^ 

a  <v 

ce 

o  0) 

s 

c  © 

a  © 

h3     2 

0) 

He 

0) 

Hid 

eScc 

•j'S 

0) 

He 

H«e 

1- 

p. 

tf 

P^ 

«  4» 

P. 

tf 

4) 

(H 

01 

73 

1 

0 

1.085 

0 

0.95 

0 

0 

i 

0 

0.98 

0 

0.92 

0 

0 

2 

2000 

1.11 

0.03 

0.99 

0.4 

0.085 

2000 

1.02 

0.04 

0.96 

0.04 

0.04 

8 

4000 

1.14 

0.06 

1.02 

0.7 

0.065  ! 

4  000 

1.06 

0.08 

1.00 

0.08 

0.08 

4 

6  000 

1.18 

0.10 

1.06 

0.11 

0.105 

6000 

1.10 

0.12 

1.05 

0.13 

0.125 

5 

8000 

1.22 

0.14 

1.10 

0.15 

0.145 

8000 

1.14 

0.16 

1.10 

0.18 

0.17 

6 

10  000 

1.26 

0.18 

1.14 

0.19 

0.185 

1     10  000 

1.18 

0.20 

1.14 

0.22 

0.21 

7 

12  000 

1.29 

0.21 

1.16 

0.21 

0.210 

12  000 

1.23 

0.25 

1.18 

0.26 

0.255 

8 

14  000 

1.33 

0.25 

1.20 

0.25 

0.250 

14  000 

1.28 

0.30 

1.22 

0.30 

0.30 

9 

16  000 

1.37 

0.29 

1.24 

0.29 

0.290 

16  000 

1.82 

0.84 

1.26 

0.34 

0.34 

10 

18  000 

1.41 

0.33 

1.27 

0.32 

0.325 

18  000 

1.36 

0.38 

1.30 

0.38 

0.38 

11 

20  000 

1.44 

0.36 

1.31 

0.36 

0.360 

20  000 

1.41 

0.43 

IM 

0.43 

0.43 

12 

22  000 

1.48 

0.40 

1.35 

0.40 

0.400 

22000 

1.46 

0.48 

1.40 

0.48 

0.48 

18 

24  000 

1.52 

0.44 

1.39 

0.44 

0.440 

24  000 

1.51 

0.53 

1.45 

0.53 

0.53 

14 

26  000 

1.55 

0.47 

1.42 

0.47 

0.470 

26  000 

1.56 

0.58 

1.50 

0.58 

0.58 

15 

28  000 

1.60 

0.52 

1.45 

0.50 

0.510 

28  000 

1.61 

0.63 

1.55 

0.63 

0.63 

16 

30  000 

1.63 

0.55 

1.49 

0.54 

0.545 

30  000 

1.67 

0.69 

1.60 

0.68 

0.685 

17 

32  000 

1.68 

0.60 

1.53 

0.58 

0.590 

32  000 

1.73 

0.75 

1.65 

0.73 

0.74 

18 

34  000 

1.72 

0.64 

1.5(5 

0.61 

0.625 

!     34  000 

1.80 

0.82 

1.72 

0.80 

0.81 

19 

36  000 

1.77 

0.69 

1.61 

0.66 

0.675 

'     36  000 

1.88 

0.90 

1.80 

0.88 

0.89 

20 

38  000 

1.79 

0.71 

1.65 

0.70 

0.705 

38  000 

1.98 

1.00 

1.87 

0.95 

0.975 

21 

40  000 

1.M 

0.76 

1.69 

0.74 

0.750 

40  000 

2.09 

1.11 

1.97 

1.05 

1.08 

22 

42  000 

1.88 

0.80 

1.75 

0.80 

0.800 

41275 

Broke. 

23 

44  000 

1.94 

0.86 

1.80 

0.85 

0.855 

24 

46  000 

2.00 

0.92 

1.85 

0.90 

0.91 

25 

48  000 

2.05 

0.97 

1.90 

0.95 

0.960 

26 

50  000 

2.10 

1.02 

1.95 

1.00 

1.01 

27 

52  000 

2.20 

1.12 

2.05 

1.10 

1.11 

28 

54  000 

Br( 

)ke. 

16 

000  lb.,  F 

rst  Cr 

■ack  ; 

54  000 

lb.,  Fa 

iled. 

32  000  lb 

.,  First  Crac 

k  ;  41  275  lb., 

Failed. 

At  EJ 

astic  Lim 

it :  Lo 

ad,  38 

000  lb 

;  defle 

jction. 

At  Elas 

tic  Limit:  L 

oad,  22  000  1 

b.;  d©- 

0.' 

rOSiu.;  S. 

5  310  1 

b. 

fleet 

ion,  0.480  in. 

;  .S.  2  fc90  lb. 

Maxii 

num :  Los 

id,  54  ( 

)00  lb. 

defle 

ction, 

; 

Maximi 

im  :  Load.  41 

275  lb.;  defl 

ection. 

S 

7  550  lb. 

. . ;  ,9,  5  B20  11- 

). 

E=  1 

633  00 

3  1b. 

E 

=  135C 

)  000  lb 
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TABLE  6.— Summary  of  Tests. 


h 

h 

I 

Loads. 

,Q  — 

Pic 

d,  in 

-*j 

!»-l 

4J 

«M    O 

41 

inches. 

i2< 

o 

II 

51 

0) 

s 
s 

03 

li 

o 

< 

B 
S 

Is 

n 

1 
«3 

Weight 

pound 

per  cubic 

T 

6.03 

15.89 

2  015 

26  000 

38  450 

3  680 

5  450 

0.625 

1283  000 

43.3 

■A.. 

B 

6.22 

16.00 

2  125 

24  000 

29  800 

3  252 

4  038 

0.565 

1243  000 

42.6 

1.... 

T 

6.08 

15.75 

1978 

34  000 

55  060 

4  870 

7  890 

0.680 

1573  000 

43.7 

lA. 

B 

5.97 

15.97 

2  025 

30  000 

42  000 

4  260 

5  960 

0.650 

1  418  000 

47.6 

II.. 

T 

5.86 

15.50 

1818 

22  000 

25  700 

3  380 

3  945 

0.615 

1  224  000 

39.4 

[11-^ 

B 

6.03 

15.55 

1889 

22  000 

22  600 

3  260 

3  350 

0.645 

1124  000 

39.6 

V... 

T 

6.46 

15.61 

2  086 

26  000 

33740 

3  530 

4  575 

0.825 

939  000 

41.9 

Y-A 

B 

6.50 

16.12 

2  271 

24  000 

40130 

3  065 

5120 

0.600 

1095  000 

45.5 

v.... 

B 

6.09 

15.93 

2  051 

38000 

54000 

5  310 

7  550 

0.705 

1633  000 

45.1 

i-A.. 

T 

6.25 

15.94 

2109 

22  000 

41275 

2  990 

5  620 

0.480 

1350000 

42.5 

Kind. 


I  Coarse-grained 
(     loblolly. 

>  Long-leaf  pine. 

i  Coarse-grained 
i"     loblolly. 

j- Long-leaf  pine. 

i  Coarse-grained 
(     loblolly. 
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From  almost  every  point  of  view,  the  Lower  Colorado  River,  and 
particularly  the  Colorado  Delta,  is  extremely  interesting.  Ever  since 
its  examination  and  description  by  members  of  Lieut.  Williamson's 
exploration  party  in  1850,  the  various  features,  geological,  geographical, 
anthropological,  engineering,  and  otherwise,  have  been  written  about. 
In  1905  the  diversion  of  the  Colorado  River  into  the  Salton  Sea  and 
the  events  which  followed  it  were  so  spectacular  as  to  result  in  world- 
wide notoriety. 

While  engaged  in  re-diverting  the  river,  the  writer  became  im- 
pressed with  the  fact  that  the  experience  and  information  obtained 
should  be  made  available  to  the  Engineering  Profession,  and  since 
then  he  has  constantly  been  gathering  data  to  that  end.  Li  February, 
1907.  a  general  paper  on  the  subjectf  was  contributed  to  this  Society 
by  C.  E.  Grunsky,  M.  Am.  Soc.  C.  E.,  then  Consulting  Engineer  to 
the  Secretary^  of  the  Interior  in  United  States  Reclamation  Service 
matters;  so  that,  before  giving  detailed  information,  it  seemed  best 
to  wait  until  time  should  have  revealed  the  strong  and  weak  points 


*  Presented  at  the  meeting  of  January  8th,  1913. 

t  '"The  Lower  Colorado  River  and  the  Salton  Basin,"  Transactions,  Am.  Soc.  C.  E.. 
Vol.  LIX,  p.   1. 
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of  construction  and  methods.  Since  then,  experience  with  the  control 
of  the  Lower  Colorado  River,  and  as  local  executive  head  of  the 
immense  irrigation  project  of  the  Imperial  Valley,  has  brought  the 
conclusion  that  the  various  possible  vicissitudes  of  irrigation  enter- 
prises in  the  United  States  have  been  so  well  exemplified  in  the  region 
as  to  justify  setting  forth  such  experience  in  considerable  detail. 

Ordinarily,  more  information  is  secured  from  failure  than  from 
success ;  consequently,  no  apology  should  be  due  for  pointing  out 
failures  as  well  as  successes  in  a  paper,  the  functions  of  which  are 
primarily  to  furnish   useful  engineering   information. 

The  Colorado  River. 

The  United  States  Geological  Survey  has  observed  the  discharge 
of  the  Colorado  and  its  several  tributaries  since  1895,  and  the  results 
are  to  be  found  in  its  Annual  Reports  and  later  in  the  Water  Supply 
and  Irrigation  Papers,  especially  Nos.  249  and  269,  on  the  Colorado 
River  Basin.  At  various  times  169  gauging  stations  have  been  main- 
tained, and  there  are  76  at  present. 

General  Discharge  Characteristics. — From  the  data  obtained  at 
these  stations,  the  discharge  characteristics  of  the  tributaries  and  main 
Colorado  River  are  pretty  well  determined.  The  discharge  records 
of  the  Green  River,  at  Green  River,  Utah,  the  lowest  gauging  station 
above  its  mouth,  and  where  the  drainage  area  above  it  is  38  200  sq. 
miles,  indicate  a  maximum  flow  of  about  75  000  sec-ft.,  a  minimum 
flow  of  about  700  sec-ft.,  and  an  average  annual  run-off  of  about 
5  000  000  acre-ft.  The  greatest  discharge  is  in  June,  averaging  about 
1  600  000  acre-ft. ;  the  annual  rise  starts  about  April  1st,  reaches  its 
peak  in  the  middle  of  June,  and  has  passed  by  August  1st. 

The  data  obtained  on  the  Grand  River  indicate  a  proportionately 
great  run-off  and  very  much  the  same  distribution  throughout  the 
year.  The  records,  taken  at  Turley,  N.  Mex.,  on  the  San  Juan  River 
until  December,  1908,  and  since  then  at  Blanco,  indicate  an  ordinary 
flood  maximum  of  about  15  000  sec-ft.,  a  minimum  of  75  sec-ft.,  and 
an  average  annual  discharge  of  1 000  000  acre-ft.,  but  with  a  much 
longer  period  of  summer  flood  than  in  the  Green  and  Grand. 

The  maximum  flood  discharge  of  the  Little  Colorado  when  it  enters 
the  Colorado  River  is  not  known,  but  is  probably  about  50  000  sec-ft.  The 
floods   are   short   and   violent,    and   carry   large   quantities   of   silt   in 
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suspension,  in  which  regard  the  stream  is  similar  to  tlie  Gila  and  Salt 
Rivers. 

The  Gila  nt  Yuma  is  often  dry,  and  has  a  maximum  flashy  flood 
discharge  of  probably  185  000  sec-ft.  with  a  total  average  annual  run- 
off of  2  750  000  acre-ft.  Flashy  floods  have  been  known  to  occur  in 
every  month  of  the  year  except  May,  Juno,  and  July,  at  which  times 
the  Colorado  has  its  maximum  flow. 

Power. — Excellent  reservoir  sites  have  been  found  on  the  head- 
waters and  along  the  main  channels  of  the  various  tributaries,  by 
utilizing  which  a  considerable  portion  of  the  flow  could  be  stored  for 
power  and  irrigation.  Such  storage  would  equalize  the  discharge, 
that  for  power  having  the  greater  relative  influence.  There  are  at 
present  no  water-power  plants  of  any  importance  whatever  in  the 
whole  drainage  area  of  the  Green  River.  A  total  of  approximately 
40  000  h.p.  has  been  developed  in  the  Grand,  7  000  in  the  San  Juan, 
and  20  000  in  the  Gila  Basin,  in  connection  with  irrigation  construc- 
tion. No  data  seem  to  be  available  as  to  the  amount  of  energy  which 
it  is  commercially  practicable  to  develop  under  existing  conditions 
on  these  various  streams — it  is  obvious  that  there  must  be  a  vast 
difference  between  the  figures  for  theoretically  possible  and  for  com- 
mercially feasible  developments. 

Irrigation. — The  water  of  the  streams  making  up  the  Colorado  is 
already  utilized  for  irrigation  to  a  considerable  extent.  The  oldest 
and  largest  development  in  the  basin  is  perhaps  that  on  the  upper 
Green  River,  in  Wyoming.  Recently,  large  irrigation  systems  have 
been  constructed  in  the  Duchesne  River  Basin,  and  there  is  consider- 
able irrigation  around  Vernal,  and  also  Green  River,  Utah.  Along 
the  White  and  Yampa  Rivers,  in  Colorado,  meadow  irrigation  is 
extensively  practiced,  and  projects  are  on  foot  for  the  irrigation  of 
from  200  000  to  300  000  acres  in  this  section. 

Similarly,  in  the  Grand  Basin,  there  are  extensive  meadow  lands 
in  the  upper  part,  and  a  half  dozen  small  projects  in  contemplation  for 
the  Middle  Basin  which  together  would  irrigate  about  35  000  acres. 
In  the  Lower  Basin  is  the  Grand  Valley  Project,  covering  an  irrigable 
area  of  70  000  acres,  and  the  Uncompahgre  Valley  Project,  which, 
when  completed,  will  irrigate  about  150  000  acres,  both  by  the  United 
States  Reclamation  Service.  Under  other  schemes,  from  40  000  to 
50  000  acres  more  will  be  irrigated. 
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Fig.  1, 


IVJOS  JRIJKiA'lKJN    AND  inVKIl  CONTHOI,,  COLOIMDO   JdVKIl 

Quite  a  little  land  uloii^  the  San  Juan,  Animas,  Pine,  Florida, 
and  La  Plata  l^ivers,  and  the  small  tributaries  of  the  San  Juan, 
in  Colorado,  is  now  under  cultivation,  and  also  several  thousand  acres 
of  valley  land  in  New  Mexico,  but,  as  yet,  irrigation  has  largely  been 
confined  to  the  bottom  lands.  The  greatest  probability  of  future  irri- 
gation development  in  this  basin  is  in  San  Juan  County,  New  Mexico, 
where  it  is  said  that  probably  1000  000  acres  of  fertile  lands  are  excel- 
lently adapted  for  irrigation  and  for  which  the  water  supply  is  ample. 
The  average  annual  run-off  at  Turley  dam  site  is  probably  more  than 
1 000  000  acre-ft.,  the  reservoir  at  that  point  having  a  capacity  of 
1 500  000  acre-ft.,  and  the  total  stream  flow  at  Shiprock,  below  the 
mouths  of  the  Las  Animas  and  La  Plata  Rivers,  is  more  than  3  000  000 
acre-ft. 

In  the  Little  Colorado  River  Basin  there  are  scattered  a  few 
relatively  unimportant  patches  of  irrigated  land,  and  the  U.  S. 
Reclamation  Service  has  investigated  and  found  feasible  the  irriga- 
tion of  approximately  TO  000  acres  in  the  vicinity  of  Holbrook,  by 
constructing  storage  reservoirs  at  St.  John's  and  Woodruff,  Ariz. 

There  are  also  irrigation  possibilities  in  the  Virgin  River  and  Bill 
Williams  Fork  Basins,  but  their  total  area  is  relatively  unimportant, 
as  far  as  concerns  their  effect  on  floods,  or  the  irrigation  of  lower  lands. 

There  are  excellent  opportunities  for  irrigation  in  the  Gila  River 
Basin,  chief  of  which  are  the  projects  examined  by  the  U.  S.  Reclama- 
tion Service  in  the  vicinity  of  Alma  and  Lordsburgh,  N.  Mex.  At  the 
latter  point  there  are  250  000  acres  of  almost  unbroken  and  very 
fertile  land  which  could  be  irrigated  by  the  stored  water  of  the  Gila 
River,  although  at  considerable  expense.  Other  good  storage  sites  exist 
at  San  Carlos  on  the  Gila,  and  at  Roosevelt  on  the  Salt,  the  latter  hav- 
ing already  been  utilized  by  the  U.  S.  Reclamation  Service  by  build- 
ing the  famous  Roosevelt  Dam,  behind  which  can  be  stored  1 100  000 
acre-ft.  of  water.  With  this  water,  about  200  000  acres  of  land  will 
be  irrigated  directly,  and  power  will  be  generated  for  pumping  water 
to  nearly  60  000  acres  more.  In  addition,  there  is  an  excellent  reservoir 
site  on  the  Verde  River  above  McDowell,  and  large  tracts  of  land  on 
the  Gila  River  in  the  vicinity  of  Solomonville  and  of  Florence,  Ariz., 
are  now  irrigated. 

Along  the  Colorado   River  itself  there  are  storage  sites   at   Bull- 
head Point  and  at  another  point  about  6  miles  above  the  Laguna  Dam 
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ear  Yuma,  while  there  are  irrigable  lands  between  Mohave  and  Yuma 
g-gregating  some  400  000  acres. 

Table  1  is  a  summary  of  the  areas  above  Yuma  which  are  now 
•rigated,  in  a  technical  sense,  although  much  of  this  territory,  no 
3ubt,  is  watered  in  a  very  unsatisfactorj'^  manner. 

TABLE  1. 


District. 


jlorado  River  direct 

:een  River  and  tributaries 

rand  River  and  tributaries 

•emont  River 

m  Juan  River  and  tributaries 

ttle  Colorado  River  and  tributaries. 

rgin  River 

la  River  and  tributaries 

attering  (other  tributaries) 


Acres. 


19  000 

255  000 

305  000 

16  000 

57  000 

12  000 

16  000 

230  000 

7  500 


Acres. 


917  500 


Additional  Irrigable  Lands  above  the  Yuma  Valley. 

)ove  the  Grand  Canon 

450  000 
400  000 
400  000 

)lorado  River  Valley  below  Mohave 

le  Gila  Drainage  Basin 

1  250  000 

Irrigable  Lands  in  the  Delta. 

ima  Project 

iperial  V  alley  io  the  United  States 

iperial  Valley  in  Mexico 

her  lands  in  Mexico— east  of  the  Colorado. 


90  000 
600  000 
300  000 

200  ooa 


1  190  000 


Grand  total 


3  357  500  acres. 


TABLE  2. — Approximate  Storage  Possibilities  of  the  Basin. 


Acre-feet. 


een  River,  including  the  Brovi^n  Park  Reservoir  site 
and  River,  including  the  Kremmling  Reservoir  site. 

btle  Colorado 

11  V^Tilliams  Fork 

n  Juan 

rgin  River 

la  River 

lorado,  below  Mohave  and  above  Yuma 

Total 


3  000  000 

3  000  000 

50  000 

100  000 

1  500  000 

2'566"666 


10  150  000  + 


It  must  be  borne  in  mind  that  all  the  figures  in  Tables  1  and  2 
e  for  developments  which  are  theoretically  possible,  and  they  would 
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have  to  be  more  or  less  seriously  reduced  to  be  correct  for  commercially 
feasible  developments,  on  account  of  the  excessive  cost  and  tlie 
formidable  character  of  the  silt  problem. 

Discharge  at  Yu7)ia. — Observations  of  the  gauge  heights  of  the 
Colorado  Kiver  have  been  made  by  the  Southern  Pacific  Company 
on  its  bridge  at  Yuma  since  1878.  The  U.  S.  Geological  Survey  has 
maintained  a  gauging  station  at  this  point  since  1895,  using  rating 
curves  for  discharge  reductions  until  1902,  since  which  time  careful 
current-meter  observations  have  been  made  every  3  or  4  days.  Table 
3  contains  the  data  thus  collected  for  the  18-year  period,  1894  to 
1911,   reduced  to  averages. 

TABLE  3. — Annual  Discharge  of  Colorado  River,  at  Yuma,  Arizona, 
FROM  1894  TO  1911,  Inclusive. 


Year. 


Mean,  in  cubic  feet 
per  second. 


Total 
acre  feet. 


1894.. 

1895.. 

1896.. 

1897.. 

1898.. 

1899. . 

1900.. 

1901.. 

1902. . 

1903.. 

1904.. 

1905  . 

1906. 

1907.. 

1908.. 

1909.. 

1910.. 

1911.. 

Mean 


7  400 
9  900 
9  000 

12  400 
9  100 

12  200 
9  400 

11  700 

8  400 
15  600 

13  900 
27  300 
26  800 
35  100 

18  eoo 

35  800 

19  700 
24  600 


5  390  000 

7  162  000 

6  515  000 
9  039  000 
6  581  (m 

8  870  000 
6  798  000 
8  495  000 
6  127  000 

11  329  000 
10  119  000 
19  710  000 
19  475  000 

25  500  000 

13  700  000 

26  000  000 

14  335  000 
17  839  000 


The   minimum    annual   discharge   was   observed    in   1894,    and   the 
maximum  in  1909.     The  discharge  has  been  strikingly  greater  since 
1902   than  for  previous  years,   but  too   much   dependence  should  not 
be  placed   on  the   data   obtained  prior   to   1902,   at   which   time  very 
frequent  current-meter  observations  were  commenced.     The  lowest  dis-... 
charge  was  probably  2  400  sec-ft.  in  January,  1894,  the  average  for  thafrr.l 
month  being  only  2  510  sec-ft. ;  the  greatest  was  149  500  sec-ft.  on  June 
24th,  1909.     The  smallest  total  discharge  for  one  month  was  154 100 
acre-ft.   in  January,   1894,   and  the  greatest  was   6  250  000  acre-ft.  in 
June,  1909. 
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TABLE  4. — Mean  Monthly  Discharge  of  Colorado  River, 
1894  TO  1911,  Inclusive. 


Mouth, 


January 

February  

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Totals 


Cubic  feet  per 
second. 


7  340 

8  370 
13  830 
16  380 
34  280 
50  500 
29  630 
13  560 

9  880 
8  460 

6  660 

7  060 


Total,  mean  monthly, 
in  acre-feet. 


450  400 
466  900 
787  800 
973  2U0 

2  104  200 

3  000  000 
1  819  200 

832  700 
586  900 
519  000 
395  900 
433  200 


17  080 


12  369  400 


The  record  for  1908  is  given  by  months  in  Table  5  as  typical 
of  the  monthly  variation.  The  lesser  disturbances  caused  by  the  floods 
from  the  Gila  in  the  autumn  are  very  v^^ell  shov^n;  in  this  case,  the 
maximum  discharge  from  this  source  occurs  in  December,  instead 
of  from  the  Colorado  in  June. 

TABLE  5. — Monthly  Discharge  of  Colorado  River 

AT  Yuma,  Arizona,  for  1908. 

(Drainage  area,  260  000  sq.  miles.) 


Month. 


January  . . 
February . 

March 

April 

May 

June 

July 

August  . . . 
September 
October ... 
November 
December. 

The  year. . . 


Discharge,  in  Second-Feet. 


Maximum. 


Minimum, 


Mean. 


Per  square 
mile. 


Run- Off. 


Depth,  in 

inches,  on 

Total,  in 

drainage 

acre-feet. 

area. 

7  400 
45  000 
33  000 

35  000 
33  000 
61  700 
53  800 

36  100 

19  300 

20  600 
10  200 
72  500 


72  500 


5  600 

6  300 
10  100 
12  900 
23  000 
30  000 
18  900 
18  600 

7  000 
6  600 
6  000 
6  000 


5  600 


6  320 

14  200 

16  100 

17  800 
27  200 
42  900 
32  600 
24  300 
11  400 

9  510 
8  090 

15  900 


18  900 


0.028 
0.063 
0.072 
0.079 
0.121 
0.191 
0.145 
0.107 
0.051 
0.042 
0.036 
0.071 


0.084 


0.03 
0.07 
0.08 
0.09 
0.14 
0.21 
0.17 
0.12 
0.06 
0.05, 
0.04 
0.08 


389  000 

817  000 

990  000 

1  060  000 

1  670  000 

2  550  000 
2  000  000 
1  490  000 

678  000 
585  000 
481  000 
978  000 


1.14 


13  700  000 


Necessity  for  Storage. — The  figures  for  the  discharge  at  Yuma  show 
that,  in  an  ordinary  dry  year,  the  Colorado,  without  regulation,  will 
serve  an  area  not  greatly  exceeding  500  000  acres.    On  the  other  hand,  in 
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an  ordinary  dry  year,  witli  fairly  coniplct*?  n-^ulation — that  ie,  witli 
2  000  000  acre-ft.  of  water  storage — ^this  river  will  serve  1  500  000  acrew, 
and  any  8ui)i)]y  held  over  from  wet  to  dry  years  would  add  to  the  reserve. 
It  is  conservative  to  assume  at  present  that  no  reservoir  site  on  the 
Colorado  below  the  Grand  Canon  can  be  utilized,  on  account  of  the 
apparent  absence  of  rock  foundations  for  dams  in  the  river,  and, 
even  if  other  things  were  favorable,  the  tremendous  quantity  of  silt 
in  the  water  means  a  heavy  reduction  in  the  reservoir  capacity  which 
could  be  obtained.  Indeed,  it  has  been  seriously  suggested  that  by 
the  construction  of  a  series  of  such  dams,  the  silting  up  would  in 
time  create  large  areas  of  excellent  land,  one  above  the  other. 

Above  the  Grand  Canon,  the  Kremmling  Reservoir  site,  on  tlie 
Grand  River,  and  the  Brown  Park  Reservoir  site,  on  the  Green  River, 
would  together  store  approximately  4  500  000  acre-ft.,  and  thereby 
add  much  more  than  1 000  000  acres  to  the  irrigable  lands  of  the 
Arid  West.  When  it  is  considered  that  the  present  irrigated  area  of 
Southern  California,  exclusive  of  the  Imperial  Valley,  is  less  than 
300  000  acres,  the  potentiality  of  storage  along  the  Colorado  is  startling. 

Another  very  important  feature  of  water  storage  along  the  river 
is  the  marked  effect  it  w^ould  have  in  decreasing  the  difficulty  of 
controlling  the  Lower  Colorado  River.  Levee  construction  and  bank 
protection  must  obviouslj''  be  designed  to  guard  against  maximum 
floods,  and  it  is  these  which  the  storage  basins  would  affect  to  the 
greatest  degree.  The  completion  of  the  Roosevelt  Dam,  which  will 
hold  back  1 100  000  acre-ft.  on  the  Salt  River,  will  in  future  un- 
doubtedly reduce  to  a  considerable  extent  the  dreaded  floods  from  the 
Gila  River. 

Rise  of  the  Bed  at  Yuma. — If  the  measured  discharge  of  the  river 
at  various  heights  is  used  in  making  a  rating  curve,  and  this  curve 
is  extended  back,  by  means  of  the  gauge  readings,  to  1878,  the  results 
would  indicate  that  the  quantity  of  water  formerly  passing  Yuma 
was  materially  less  than  at  present.  As  a  matter  of  fact,  the  average 
low-water  plane  has  constantly  risen,  and  a  comparison  of  the  gauge 
heights  by  10-year  periods  beginning  with  1878  shows  the  following 
average  elevations: 

1878  to  1889 114.5  ft. 

1890    "  1899 116.6    " 

1900    "  1909 117.4    " 
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The  low-water  plane  at  the  end  of  1909,  however,  was  3^  ft.  lower 
than  during  any  of  the  six  preceding  years,  which  included  the  period 
of  diversion  into  the  Salton  Sea.  Indeed,  it  was  lower,  by  more 
than  li  ft.,  than  20  years  ago,  and  only  0.8  ft.  higher  than  during 
1878-79.  The  reasons  for  this  interesting  condition  of  affairs  will  be 
considered  later. 

Following  conventional  practice,  the  endeavor  was  made  for  a 
long  time  to  establish  a  rating  curve  for  the  Yuma  gauging  station, 
but  this  was  found  to  be  impossible.  The  reason  is  that  the  bed  is 
eroded  during  high  water  and  silted  up  during  lower  stages,  thus 
fundamentally  changing  the  cross-section,  not  only  for  different  gauge 
heights,  but  for  the  same  gauge  heights  at  the  beginning  and  end  of 


4  5  6  7 

Miles  by  U.S.R.S.  Levee 
Fig.  2. 

a  high-water  period.  The  reason  for  the  exaggerated  extent  of  such 
action  is  as  follows:  The  Colorado  at  all  times  carries  considerable 
silt,  the  quantity  and  character,  of  course,  depending  on  the  velocity 
of  the  water.  Assuming  a  given  discharge,  and  conditions  of  equi- 
librium, the  bed  of  the  river  will  have  a  given  slope,  the  water  will 
have  a  certain  velocity,  and  will  carry  a  certain  quantity  of  sediment, 
none  of  which  will  exceed  a  definite  size  or  specific  gravity.  If 
the  volume  of  water  increases,  the  water  section  and  hydraulic  radius 
will  increase,  and  will  result  in  greater  velocity,  which  will  give 
greater  silt-carrying  capacity.  Conditions  at  the  outfall  or  mouth 
are  determined  and  temporarily  unchangeable,  therefore  it  follows 
that  the  grade  of  the  river  will  automatically  tend  to  flatten  itself  by 
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picking:  up  additional  quuiiLitics  of  silt  and  carrying  them  along. 
When  the  volume  of  water  decreases,  the  velocity  will  slacken,  re- 
sulting in  carrying  less  silt,  and  the  bottom  will  rise  with  increasing 
slope  until  equilibrium  is  again  established.  This  condition  of  af- 
fairs results  in  surprisingly  great  changes  at  Yuma  during  long  periods 
of  high  water.  In  1907  and  again  in  1909  it  was  found  that  for  an 
increase  of  10  ft.  in  the  gauge  height  there  was  a  lowering  of  the  bed 
of  approximately  30  ft.,  making  the  total  increase  in  depth  of  water 
almost  40  ft.  In  other  words,  the  grade  line  drawn  from  the  bottom 
of  the  channel  at  Yuma  to  the  average  water  surface  in  the  Gulf  of 
California  had  30  ft.  more  fall,  from  Yuma  down,  at  the  beginning 
of  the  summer  floods  of  1907  and  1909,  than  when  the  peaks  had  just 
been  passed.  A  few  weeks  after  the  first  of  these  floods  had  entirely 
passed,  the  bed  of  the  river  had  been  restored  to  its  usual  low-water 
position. 

When  flashy  floods  occur,  there  is  not  sufficient  time  for  this 
action  to  take  place  to  a  marked  degree,  and  therefore  the  flashy 
rise  of  November  28th,  1905,  having  an  estimated  discharge  of  only 
115  000  sec-ft.,  reached  a  gauge  height  of  31.3  ft.,  whereas  the  maxi- 
mum discharge  in  the  summer  flood  of  1909  was  149  500  sec-ft.  and 
the  gauge  height  was  only  29,2  ft.  In  other  words,  the  flashy  floods 
do  not  have  time  to  render  the  river  channel  more  efficient  before 
the  maximum  demand  is  made  on  it. 

The  increase  in  the  gauge  height  of  the  low-water  plane  is  due 
to  the  same  general  action.  As  the  river  builds  the  delta  farther 
and  farther  into  the  Gulf  of  California,  the  bed  must  rise  all  along 
the  line,  of  course,  taking  averages  of  considerable  periods  of  time. 
According  to  Capt.  J.  H.  Mellon,  of  Yuma,  Ariz.,  who  for  a  great 
many  years  navigated  the  Lower  Colorado,  the  delta  fan  has  ex- 
tended out  into  the  Gulf  more  than  6  miles  in  the  past  40  years. 
Assuming  the  fall  of  the  river  in  the  lower  reaches  at  1.2  ft.  per  mile, 
the  rise  in  the  bed  should  average  1.2  ft.  in  6§  years,  or  approximately 
0.2  ft.  per  year.  These  figures  are  about  what  the  hydrographs  seem 
to  show,  namely,  2  ft.  per  10-year  period. 

Effect  of  1909  Flood. — The  fact  has  been  mentioned  that  the  low- 
water  plane  at  the  end  of  1909  was  only  0.8  ft.  higher  than  during 
1879,  and  this  becomes  much  more  striking  when  the  general  eleva- 
tions for  the  entire  period   are  shown  by  a   curve.     There  were  two 
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ictors  which  tended  to  produce  such  a  result:  first,  the  diversion  of 
le  river  through  the  Abejas  to  the  west  during  the  summer  flood  of 
)08,  and  the  lowering  of  the  river  bed  at  that  point;  and  second,  the 
feet  of  the  Laguna  Weir  basin,  which  existed  as  such  for  the  first 
me  that  year. 

It  seems  very  probable  that  the  Abejas  diversion  was  the  smaller 
ifluence,  in  spite  of  the  fact  that  at  the  time  it  was  generally 
msidered  to  be  the  only  factor  of  importance.  Undoubtedly,  the 
3d  of  the  river,  and  consequently  the  surface  of  the  water,  lowered 
ipidly  while  the  diversion  was  becoming  an  accomplished  fact.  The 
mount  of  such  lowering  could  not  have  been  more  than  a  very 
?w  feet  at  most,  although  it  probably  seemed  much  greater  to 
ervous    and   frightened    observers. 

Doubtless  it  was  an  important  factor  that  the  Laguna  Weir  had 
een  completed  just  before  the  beginning  of  that  year's  summer  flood, 
nd  created  a  reservoir  having  a  capacity  of  perhaps  20  000  acre-ft. 
'he  waters  of  the  Colorado,  heavily  laden  with  silt,  were  here  stilled 
nd  their  contents  deposited.  The  large  volume  of  water  which  passed 
^er  the  dam — the  greatest  ever  recorded  on  the  river  itself — contained 
ttle  more  silt  than  it  would  ordinarily  during  low-water  stages.  Con- 
3quently,  it  picked  up  and  carried  along  the  silt  to  an  unprecedented 
stent.  As  the  waters  receded,  the  bed  was  built  back  to  a  very 
luch  less  extent,  because  there  was  still  an  extraordinarily  small 
uantity  of  silt  in  the  water.  Indeed,  during  this  one  season,  the 
asin  formed  by  the  Laguna  Weir  was  completely  filled  and  some 
0  000  acre-ft.  of  mud  were  deposited  out  of  the  Colorado  at  this 
oint  instead  of  being  spread  along  the  river  bed  thence  to  the  Gulf. 

Unfortunately,  no  sediment  observations  were  made  at  Yuma  dur- 
Qg  this  flood  period.  Had  this  been  done,  the  influence  of  the 
iaguna  Basin  on  the  low-water  plane  would  doubtless  have  been 
pproximately  ascertainable.  In  any  event,  the  gauge  heights  at 
!'uma,  for  discharges  of  30  000  and  10  000  sec-ft.,  respectively,  platted 
s  ordinates,  with  the  times  as  abscissas,  as  in  Fig.  3,*  for  the  period 
f  1902  to  1912,  show  very  clearly  that  there  has  been  no  serious 
rade  recession  at  Yuma  due  to   the  Abejas  diversion. 

*  This  method  of  platting  seems  to  be  the  only  one  possible  to  show  much  relation,  if 
ny  at  all,  between  gauge  height,  discharge,  and  time  at  the  Yuma  gauging  station. 
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Silt. — Professor  C.  B.  Collingwood,  of  the  University  of  Arizona 
gricultiiral  Experiment  Station,  examined  the  silt  contents  of  the 
'olorado  River  water  at  Yuma  for  a  period  of  7  months,  beginning 
ith  August,  1892.  One  pint  of  water  was  taken  each  day  and 
s^aporated,  and  the  sum  of  the  daily  residues  for  each  month  was 
len  weighed  and  analyzed.  The  results  varied  from  a  minimum 
I  1  part  of  sediment  to  613  parts  of  water  in  January,  1893,  to  a 
laximum  of  1  to  97  in  October,  1902,  and  an  average  of  1  to  388, 
le  ratio  of  dry  material  to  weight  of  water  being  1  to  277.  The 
Drresponding  ratio  in  the  Mississippi  is  1  to  1500;  the  Nile,  1  to 
900 ;  the  Danube,  1  to  3  060.  The  average  value  of  the  fertilizing 
laterial  was  computed  at  $3.22  per  acre-ft.* 

Later,  January  1st  to  December  31st,  1904,  Professor  R.  H.  Forbes, 
ow  Director  of  the  same  Experiment  Station,  made  a  careful  study 
f  the  quantity  of  silt,t  and  the  relation  of  irrigating  sediments  to 
eld  crops.:}:  It  was  found  that  the  quantity  of  silt  varied  from  84 
)  3  263  parts  per  100  000  by  weight,  and  from  250  to  9  800  parts  per 

OO  000  by  volume,  or  rouo^hly  , to    — .  part  by  weiofht,   and  that 

J  5  ^    -^   1  200         30  ^  ^         °     ' 

acre-ft.  of  river  water  contained  from  a  minimum  of  1.14  tons  to 

maximum  of  44.42  tons,  and  an  average  of  9.62  tons,  of  silt.     Obvi- 

usly,   the  total  quantity  of  sedimental  material  cannot  be  obtained 

y  multiplying  the  average  sedimental  contents  by  the  total   annual 

ischarge,  but  the  investigations  were  carried  out  in  such  detail  that  it 

'as  possible  to  compute  the  quantity  of  solid  material  from  the  dis- 

harge  at  the  time,  and  in  this  way  it  was  found  that  the  total  solid 

laterial  carried  past  Yuma  that  year  was  120  961  000  tons.     The  total 

ischarge  of  the  river  during  that  year  was   10 119  000  acre-ft.,   and 

be  annual  average  for  1894  to  1911,  inclusive,  was  12  388  000  acre-ft. 

t  would  seem  conservative  to  estimate  that  the  average  quantity  of 

laterial  would  be  as  much  larger  than  that  delivered  in  1904  as  the 

ischarge,  on  which  basis  the  result  would  be  120  961  000  -^-  10  119  000 

(  12  388  000  =  148  084  000  tons.    The  specific  gravity  of  the  Colorado 

ediment  is  2.65  and  the  weight  of  dry  soil  is  93  lb.  per  cu.  ft.,  so 

hat    this    quantity    of    material    would    make    approximately    71 800 

cre-ft.  or  112  sq.  mile-ft.  of  ■equivalent  dry  alluvial  soil.        "■'      '"'" 


*  These  results  are  given  in  Bulletin  No.  6  of  the  Arizona  Agricultural  Experiment  Station, 
t  Bulletin  No.  44.  -iilSYO     btIS     ,k-  .  ■Jiiiii'J 

t  Bulletin  No.  53. 
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Navigability. — Iti  a  technical  sense,  the  Colorado  River  is  navigable 
i'roui  i(;s  uiouih  up  to  Lagiina  Weir,  and  a^^ain  from  there  to  'J'he 
Needles.  This  navigability  was  recognized  when  Mexico  and  the 
United  States  entered  into  the  treaty  of  1848  regarding  the  Inter- 
national Boundary  Line.  By  the  provisions  of  this  treaty,  neither 
country  was  to  permit  works  which  would  interfere  with  navigation 
throughout  that  part  of  the  river  which  is  a  common  boundary.  In 
a  subsequent  treaty  (1853)  this  provision  was  abrogated,  but  the 
United  States  guaranteed  in  lieu  thereof  a  free  and  uninterrupted 
passage  of  vessels  and  citizens  as  far  as  the  river  forms  a  common 
boundary.  As  a  matter  of  fact,  the  swift,  shoal  waters  and  the  shallow 
depth  over  bars  in  the  river  itself,  together  with  a  tidal  bore  at  the 
mouth,  where  the  range  of  tide  exceeds  30  ft.,  has  resulted  in  prac- 
tically no  commerce  on  the  river  below  Yuma  since  the  Southern 
Pacific  Railroad  completed  its  track  in  1876.  At  various  times  the 
U.  S.  Army  engineers  have  investigated  the  situation,  but  have  al- 
ways reported  that  the  navigation  interests  were  not  sufiicient  to 
justify   any  expenditure  for  river   improvement. 

An  Act  approved  April  21st,  1904,  authorized  the  Secretary  of 
the  Interior  to  divert  water  from  the  Lower  Colorado  River  for  irri- 
gation purposes  and  to  construct  a  diverting  weir  across  the  river 
at  The  Potholes,  or  Laguna,  in  which  no  provision  whatever  is  made 
for  navigation.  t-  r  ^r 

Delta  of  the  Colorado. 


r-.  The  Delta  of  the  Colorado  River  of  the  West,  at  the  head  of  the 
Gulf  of  California,  lies  approximately  between  the  parallels  of  32° 
and  33°  N.  and  the  meridians  114°  30'  and  115°  W.  It  is  partly 
north  of  the  International  Boundary  Line  between  the  United  States 
and  Mexico,  and  in  larger  part  south  of  that  line.  Its  area,  including 
the  Pattie  Basin  and  the  Cocopah  Mountains,  is  approximately  6  000 
sq.  miles.  It  extends  practically  from  the  mouth  of  the  Gila  Rivei^* 
at  Yuma,  westward  to  the  rocky  walls  of  the  San  Jacinto  Mountains 
and  south  to  tide  water  of  the  Gulf,  while  on  the  north  it  blends 
with  the  depressed  area  below  the  sea-level,  from  which  the  ocean^ 
has  been  cut  off  by  the  deposits  of  the  stream.  Its  general  deltoid  f  o: 
is  shown  on  Fig.  4,  together  with  the  course  of  the  main  stream  and 
principal    branches,    sloughs,    and    overflow    channels. 
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The  Lower  Colorado  River. — The  Lower  Colorado  Ivivcr  may  be 
considered  as  tluit  portion  Ijiiig  below  the  last  narrows,  at  wliat  is 
known  as  The  Potholes — the  location  of  the  Laguna  Weir,  of  the 
United  States  Keclamation  Service.    At  this  point  the  river  debouches 
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Fig.  5. 

upon  the  plain,  and  the  valley  on  each  side  is  bounded  by  diverging 
mesas.  About  13  miles  below,  and  just  above  Yuma,  the  Gila  River 
joins  it.  The  present  location  of  this  portion  of  the  river  is  sho"^ 
on  Fig.  5. 

Alignment. — Below  The  Potholes  there  are  two  controlling  point 
one  is  a  peculiar  knob  of  indurated  clay  at  Yuma  through  the  cent< 
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f  which  the  river  channel  has  passed  since  the  first  advent  of  the 
/hites;  the  other  is  the  granite  hill  known  as  Pilot  Knob.  The  small 
mihence  at  Yuma  covers  about  40  acres,  and  reaches  a  height  of  not 
lore  than  100  ft.  above  the  general  level  of  the  delta  plain.  A  similar 
hough  much  smaller  knob  lies  on  the  east  bank  of  the  river,  about 
000  yd.  below  and  just  to  the  south  of  the  Southern  Pacific  Railroad 
Company's  line  and  bridge,  and  is  occupied  by  the  reservoir  and 
ettling  basins  of  that  company.  These  peculiar  topographical  features 
ontrol  the  river,  with  respect  to  its  location  at  Yuma,  and  at 
Lndrade,  at  the  International  Boundary  Line,  8  miles  farther  down. 

Grade.- — The  course  of  the  river  is  quite  winding,  like  every  flashy, 
ilt-bearing  stream  with  a  relatively  steep  grade.  The  elevation  at 
?he  Potholes  is  approximately  140  ft.  above  sea  level,  and  the  distance 
y  the  river  is  about  100  miles  to  the  head  of  tide- water  and  114 
ailes  to  the  mouth  at  the  Gulf.  Thus  the  general  average  fall  is  ap- 
Toximately  1.3  ft.  per  mile. 

Remarlcahle  Vegetation. — Attention  must  be  called  to  the  dense 
nd  varied  vegetation  throughout  the  region  subject  to  the  river's 
verflow.  Arrow  weed  grows  in  nearly  impenetrable  jungles;  mesquite 
nd  screw-bean  trees  occur  in  forests  of  varying  density  on  older 
stablished  soil,  while  freshly  deposited  mud  flats  and  banks  are  almost 
mmediately  covered  with  seedling  willows  which  quickly  grow  into 
leavy  timber.  For  instance,  Professor  Forbes  counted  on  an  area 
'  ft.  square  1  500  willow  sprouts  up  to  20  in.  high,  and  in  another  older 
Towth  90  young  willow  trees  20  ft.  high.*  Cottonwoods  occur,  but 
ire  not  abundant.  Along  the  river  banks  and  sloughs  there  are 
[ense  thickets  of  common  wild  cane,  which  the  Mexicans  call  cdrrizo, 
5^ith  a  densely  matted  root  stock  which  affords  great  resistance  to 
Tosion  of  the  soil  because  the  plant  spreads  both  by  means  of  these 
oot  stocks  and  by  sending  long  slender  stems  or  runners  across  the 
nud  flats  to  distances  of  20  or  even  30  ft.,  and  these  strike  root  at 
svery  point,  thus  rapidly  establishing  the  plant  on  newly  made  ground, 
'n  marshy  locations  are  found  great  fields  of  a  plant  with  an  immense 
idible  bulb  used  by  the  Cocopah  Indians  as  a  food,  locally  known  as 
ule.  '  In  addition  there  is  the  sesbania,  or  so-called  wild  hemp,  which  is 
imited  strictly  to  ground  subject  to  overflow.     It  comes  up  from  seed 

*  "The  Lower  Courses  of  the  Colorado,''  R.  H.  Forbes,  in  The  Great  Southwest,  Yuma, 
iriz.,  Vol.  1,  Oct.,  1906,  p.  2. 
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aiiniuilly  al'tiT  the  aubsidenco  of  the  sumnier  floods,  sIuikIh  in  dense 
thickets  from  5  to  20  ft.  high,  and  is  often  square  miles  in  area. 
'J'hi8  phuit  is  also  of  interest  becalise  of  its  industrial  possibilities. 
In  general,  the  vegetation  of  the  delta  is  remarkable  for  the  mannc^r 
ill  which  plants  of  n  kind  mass  together  in  areas,  almost  to  the  exclu- 
sion of  other  species,  and  for  the  remarkable  density  and  immense 
areas  occurring  in  continuous  bodies,  strips,  and  patches,  particularly 
of  willow,  arrow  weed,  wild  hemp,  and  carrizo. 

Line  Changes. — The  entire  Colorado  Eiver  Delta  has  been  said  to 
consist  of  alluvial  silt.  When  the  river  is  low  the  water  wanders  in  a 
devious  way,  along  a  very  wide  shallow  bed  in  many  places,  and  is 
everywhere  confined  by  banks  seldom  exceeding  10  or  12  ft.  high. 
During  high  stages  these  banks  are  overflowed  at  many  points,  and 
in  the  case  of  severe  floods  such  overflow  is  practically  general.  The 
banks  are  thus  wet  and  softened,  and,  when  the  river  falls,  caving 
and  side-cutting  proceed  wherever  the  current  is  thrown  at  an  angle 
against  the  confining  banks,  and  often  with  startling  rapidity.  At 
the  same  time,  the  overflow  water,  being  very  heavily  charged  with 
silt,  is  checked  by  the  dense,  matted  growth,  and  at  once  deposits  its 
heavier  particles,  the  smaller  sizes  being  dropped  a  little  farther  down 
stream,  and  so  on.  Thus  the  country  is  built  up  most  rapidly  at  the 
banks,  and  the  land  slopes  away  from  the  river,  at  a  constantly  de- 
creasing rate.  Indeed,  the  theoretical  cross-section  of  the  land  sur- 
face away  from  the  stream  is  a  hyperbola.  Of  course,  these  slopes  are 
not  identical  at  any  two  points  along  the  river,  but  instrumental 
data  at  present  available  show  the  general  average  fall  to  be  about 
U  ft.  in  the  first  100  ft. ;  3  ft.  in  the  first  300  ft.,  and  from  5  to  8  ft. 
in  the  first  3  000  ft. 

Although  the  coarser  silt  deposits  are  thus  found  immediately  at 
the  river  bank,  there  are  several  reasons  why  this  has  little  prac- 
tical significance.  The  overflow  water  gathers  in  little  channels  which 
follow  the  line  of  greatest  slope  and  in  general  approximately  away 
from  and  down  stream,  the  direction  being  the  resultant  of  the  gen- 
eral grade  parallel  to  the  river,  and  of  the  slope  locally  from  the 
river's  banks  to  the  abeyment  on  either  side.  Such  overflow  channels 
build  up  their  miniature  beds,  and  banks  exactly  like  the  main  channel; 
they  join  to  form  overflow  creeks,  and  these  in  turn  form  the  over- 
flow rivers. 
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As  the  level  of  the  river  rises  higher  and  higher  by  such  overbank 
ieposition,  it  is  obviously  only  a  question  of  time  until  an  unusual 
iood  will  produce  sufficiently  high  velocities  in  some  of  these  overflow 
hannels  to  cause  a  recession  of  their  grades  extending  through  the 
iver  bank,  thus  diverting  a  portion  of  the  water  through  the  new 
oute.  Ordinarily,  as  the  flood  recedes,  such  breaks  are  clogged  with 
Irift  and  sediment,  but  sometimes  the  clogging  action  is  not  rapid 
nough  to  counteract  the  opposing  forces  successfully,  and  in  this  way 
adical  and  extensive  changes  of  the  river's  course  throughout  the 
elta  occur.  Usually,  these  changes  are  in  the  nature  of  cutting  oS 
ends  and  thus  shortening  the  channel. 

At  first  thought  it  would  seem  that  a  diversion  to  the  west  would 
e  a  very  probable  occurrence  during  any  great  flood,  because,  with 
he  constant  extension  of  th6  delta  southward,  the  gradient  in  that 
irection  has  become  less,  and  to  the  west,  more,  until  the  fall  toward 
he  Gulf  is  much  less  than  half  as  great  per  mile  as  that  along  former 
oUrses  to  the  Salton  Basin.  As  a  matter  of  fact,  however,  though 
be  overflow  waters  go  down  these  channels  with  considerable  rapidity, 
he  cross-sections  for  many  miles  from  the  river  are  exceedingly  in- 
fficient,  due  to  the  dense  vegetation,  drift  in  the  water,  and  occasioh- 
lly,  no  doubt,  to  beaver  dams. 

In  addition  to  the  foregoing,  there  is  another  factor  of  importance: 
^he  bed  of  the  main  stream  for  quite  a  distance  on  each  side  of  the 
nternational  Boundary  Line  is  excessively  eroded  during  flood  periods 
rid  filled  up  during  lower  water  stages,  as  has  been  fully  explained, 
0  that,  with  a  given  flood  discharge  in  the  river,  the  water  going 
ver  bank  constantly  decreases  in  quantity,  in  depth,  and  in  velocity, 
nd  it  is  only  the  overbank  flow  which  is  important  in  connection  with 
be  overflow  channels. 

Character  of  Local  Silt  Deposits. — These  various  actions  result  in 
be  formation  of  numerous  little  pockets  throughout  the  inundated 
reas,  in  which  water  is  left  standing  after  the  recession  of  each  flood, 
"irherever  this  occurs  the  very  finest  of  the  silt  settles  out  and,  on 
ecoming  dry,  cracks  in  large,  somewhat  hexagonal,  irregular  cakes, 
f  the  deposit  is  very  thin,  these  cakes  curl  up  when  thoroughly  dried 
nd  are  broken  up  and  carried  away  as  dust  by  the  wind;  but  when  very 
bick  the  cracks  are  sometimes  6  in.  and  even  more  in  width  at  the 
Dp  and  extend  down  4  or  5  ft.     Dust  and  vegetation  accumulate  in 
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such  ga])iiig  cracks,  and  the  next  flood  d('i)ositB  another  layer  of  aedi- 
luciit.  Tlic'ii,  the  heavier  materials  having  settled  first,  the  result  is 
that  the  pockets  are  arched  over,  thus  producing  underground  in- 
terstices which  must  he  carefully  guarded  against  in  levee  and  other 
earth  construction  for  holding  hack  water. 

The  character  of  such  deposits  depends  on  the  nature  of  the  silt 
carried  in  the  overflow  water,  and  thus  it  happens  that  it  is  usually 
possible  by  examination  to  determine  whether  a  deposit  was  made  by 
a  flood  from  the  Colorado,  or  from  the  Gila  proper,  or  from  the  Salt 
River. 

The  rate  of  such  local  deposition  is  sometimes  startling.  One  in- 
stance the  writer  observed  was  due  to  the  flood  of  1905  which  caused 
the  diversion  of  the  river  into  the  Salton  Sea.  This  filled  in  the 
ground  on  the  left-hand  side  of  the  break  about  3  000  ft.  from  the 
old  river  bank  over  quite  an  area  to  a  depth  of  6  ft.,  or  almost  to 
the  roof  of  an  Indian's  ramada. 

In  this  manner  the  Colorado  River,  from  its  exit  from  the  Grand 
Canon  near  The  Needles,  Cal.,  to  about  3  miles  south  of  Yuma,  Ariz., 
has  wandered  about  between  its  eastern  and  western  abeyments,  and, 
where  these  were  any  distance  apart,  has  built  up  alluvial  valley 
stretches  which  are  practically  level  transversely. 

The  Principal  Overflow  Channels. — The  overbank  flow  of  the  Colo- 
rado on  the  east  side  does  not  gather  into  channels  of  importance  be- 
cause the  eastern  abeyment  is  near  by,  except  far  down  the  stream,  | 
where  there  is  what  is  known  as  the  Santa  Clara  Slough.  This, 
doubtless,  at  one  time  was  the  river's  main  channel,  and  during  the 
severe  summer  flood  of  1907  it  ca.rried  so  large  a  volume  of  water 
that  for  a  time  it  seemed  probable  it  would  again  become  the  main 
outlet  of  the  river  to  the  Gulf.  This  slough  is  about  40  miles  long, 
and  empties  into  the  Gulf  about  20  miles  southeastward  from  the 
present  mouth.  This  and  the  other  smaller  high-water  channels  on 
the  east  side  are  of  no  material  importance  in  the  engineering  opera- 
tions along  the  river. 

By  far  the  greater  portion  of  the  delta  cone  lies  on  the  west  side, 
where  there  are  five  inundation  channels  of  considerable  importance. 
These  are  shown  on  Fig.  4,  In  their  order  down  stream  from  Andradft 
they  are  known  as  the  Alamo,  Xew,  Paredones,  Abejas,  and  Pescader*) 
Rivers.     "Without   a  thorough  knowledge  of  them  and  their  relation- 


Fig.    6. — Typical    Surface    of    Cracked    Adobe    Soil. 


G.    7.—' 


Typical    Subsurface    of    Cbacked    Abode    Material.      The    Bottom    of 
THE  Rod  is  5.3  Feet  Below  the  Surface. 
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hip  to  the  Colorado  flood-waters,  no  satisfactory  understanding  of 
he  problems  of  the  Lower  Colorado,  and  the  endeavors  to  handle  them, 
s  possible. 

The  Alamo  River),  which  was  formerly  often  called  the  Salton  or 
!^arter's  River,  has  its  gathering  ground  in  the  northerly  edge  of  the 
lelta  cone  immediately  south  of  Andrade.  It  follows  somewhat  closely 
he  southern  end  of  the  sand  hills,  at  times  in  a  well-defined  channel 
md  again  spreading  out  in  broad  swamp  sections,  known  locally  as 

~  X  ~  T """  I  Ground  surface 
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Fig.   8. 


agunas.  About  40  miles  west  of  the  Colorado  it  crosses  the  Inter- 
lational  Boundary  Line,  and  occasionally  its  waters  were  doubtless 
carried  clear  into  the  Salton  Sink.  The  swamp  areas,  Las  Lagunas, 
vere  also  drained  in  part  by  the  Quail  River,  which  emptied  into  the 
Paredones.  Farther  down  the  Alamo  there  is  a  low  area  to  the  south 
md  west  through  which  the  overflow  waters  from  the  great  flood  of 
February,  1891,  broke  over  from  the  Alamo  into  the  New  River,  the 
nain  point  being  at  what  is  known  as  Beltran's  Slough.     The  latter 
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runs  into  the  low  repion  between  the  Paredones  and  the  Alamo,  and 
this  (Iniiius  into  New  liiver  tlirough  the  Garza  Slough.  It  seems 
probable  that  in  1S91,  for  the  first  time  in  many  years,  the  overflow 
waters  reached  the  New  River  channel  directly  via  the  Alamo,  rather 
than  via  Volcano  Lake.  Diirinj^  this  flood  from  tl>e  Gila  and  the 
later  annual  summer  flood  of  the  Colorado,  sufficient  water  reached 
the  Salton  Sea  via  the  Alamo  and  the  New  Rivers  to  cover  approxi- 
mately 100  000  acres  in  the  bottom  of  Salton  Sink  to  a  depth  of 
about  0  ft.,  and  it  is  estimated  that  the  discharge  of  both  these 
rivers  aggregated  17  000  sec-ft.  for  a  period  of  several  weeks.  Well- 
defined  channels  in  the  soft  alluvial  soil, were  cut  out  by  both  these 
streams,  and  since  then  the  New  River  has  carried  some  water  every 
flood  season,  as  it  did  occasionally  before.*  In  July,  1903,  it  reached 
a  maximum  of  only  about  4  000  sec-ft.,  which  was  then  the  largest 
since  1891. 

New  River  really  heads  in  Volcano  Lake,  and  probably  is  what 
remains  of  an  overflow  channel  through  which  the  ancient  inland  lake. 
Lake  Cahuilla,  emptied  into  the  Gulf  of  California.  At  present  its 
grade  is  to  the  north  and  into  the  Salton  Basin,  and  from  the  lake's 
edge  it  follows  for  some  miles  the  base  of  the  Cocopah  Mountains  until 
it  reaches  about  the  +  10-ft.  contour,  where  the  mountains  turn 
rather  sharply  to  the  west.  The  river  continues  in  a  general  north- 
westerly direction  and  crosses  the  International  Boundary  Line  at 
Calexico,  where,  until  the  recent  tremendous  erosion  due  to  the  diver- 
sion of  the  Colorado  River  into  the  Salton  Sea,  it  followed  a  gentle 
depression  down  the  lowest  median  line  into  the  Salton  Sink.  At  a 
few  places  in  its  course  it  spread  out  into  broad  channels,  a  few  feet 
in  depth,  and  formed  occasional  ponds  or  lakes,  the  most  important 
of  which  were  the  Cameron  Lake,  near  Calexico,  Blue  Lake,  a  few 
miles  farther  northwest,  and  Pelican  Lake,  a  few  miles  farther  on.  It 
is  now  a  great  barranca,  averaging  from  40  to  80  ft.  in  depth  and  1  000 
ft.  in  width,  from  a  point  about  6  miles  southeast  of  Calexico  to  the 
Salton  Sea. 

The  Paredones  is  the  first  drainage  channel  on  the  southerly  slope 
of  the  delta  cone,  and  within  quite  recent  years  had  direct  connection 

*  Old  settlers  in  tbe  vicinity  agree  in  saying  that  in  1840,  1849.  1852.  1859,  1862,  and  1887 
large  quantities  of  water  reached  the  Salton  Sea.  In  1862  that  body  of  water  attained 
unusual  size,  and  the  flow  in  New  River  that  summer  was  so  great  that  it  stopped  the  maU 
stage-line  service  between  Yuma  and  San  Diego  for  several  weeks,  and  a  flatboai  was 
built  to  ferry  across  it,  near  Calexico. 
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vith  the  Colorado  River.     This  connection  was  automatically  reduced 

0  the  very  small  channel  which  existed  in  1906,  when  the  levee  con- 
truction  then  done  fundamentally  changed  overflow  conditions.  The 
?*aredones  gathers  the  overflow  water  from  a  large  area,  and  a  few 
niles  from  the  river  becomes  a  channel  of  considerable  width  and 
lepth,  following  thence  along  down  an  element  of  the  delta  cone. 
During  the   extraordinary   conditions   existing   in   1905-06,    it   carried 

1  very  large  quantity  of  drift,  which,  with  the  assistance  of  some 
>eaver  dams,  accumulated  about  7  miles  above  Volcano  Lake,  and 
esulted  in  enlarging  the  branches  leading  toward  the  south.  The 
>verflow  water  of  this  river  gathers  to  the  south  in  the  PescaderO,  and 

0  the  north  joins  with  the  similar  water  from  the  Alamo  and  runs  in 
)art  to  Volcano  Lake  and  in  part  through  Garza  Slough  to  New  River. 

The  Abejas  River  drains  the  overflow  from  the  region  immediately 
outh  of  the  Paredones,  and  empties  into  the  western  side  of  Volcano 
uake.  Since  the  summer  flood  of  1908,  this  channel  has  been  carrying 
he  entire  low-water  flow  of  the  Colorado  and  the  greater  portion  of 
he  flood  flow,  which  is  the  condition  to-day.  The  reasons  for  this 
liversion  and  the  efforts  to  stop  it  will  be  considered  at  length  later.   ' 

The  Pescadero,  another  important  overflow  channel,  drains  the 
■egion  immediately  below  that  unwatered  by  the  Abejas.  It  empties 
nto  a  network  of  channels  which  conduct  the  water  from  that  part 
>f  the  delta  cone  and  including  Volcano  Lake,  Anally  gathering  into 
lardy's  Colorado  and  emptying  into  the  Gulf. 

Volcano  Lake  may  be  another  remnant  of  the  waterway  through 
v^hich  the  ancient  Salton  Sea -drained  to  the  Gulf.  It  is  a  flat  basin, 
he  bottom  of  which  is  about  22  ft.  above  sea  level,  and  its  high- 
^ater  stage  is  about  35  ft.  At  such  a  stage  it  extends  about  10  miles 
lorthwest  and  southeast,  and  is  about  6  miles  wide.  It  is  fed  by  the 
^aredones  and  Abejas  Rivers,  the  latter  since  1908  being  the  course 
>f  the  Colorado  proper,  and  by  the  system  of  sloughs  which  form  the 
f*escadero  network  and  also  serve  as  an  outlet.  It  is  on  the  summit 
if  the  low,  flat  divide  between  the  Salton  Basin  on  the  north  and  the 
jrulf  on  the  south,  and  thus  its  discharge  is  both  toward  the  north 
md  the  south.  From  the  size  of  the  outlet  channels  it  is  obvious  that 
he  greatest  discharge  has  in  recent  times  been  southward.     Since  1908 

1  line  of  levees  has  prevented  any  water  from  passing  into  the  New 
^iver  and  thence  into  Salton  Sea ;  the  lake's  waters,  therefore,  go  to 
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the  Gulf  through  llartly's  Colorado,  whicli  is  an  important  channel, 
avoraging  i)erhaps  500  ft.  wide  and  20  ft.  deep  at  maximum  stages,  witli 
a  fall  varying  with  the  stage  in  the  lake  from  less  than  15  to  more  than 
30  ft.  in  a  distance  of  from  45  to  50  miles. 

The  engineering  operations  which  resulted  in  the  irrigation  of  the 
Imperial  Valley  and  its  threatened  destruction  by  inundation  at  vari- 
ous times  since,  have  in  very  large  measure  been  concerned  with  the 
overflow  channels  just  described. 

Diversion  to  the  West, — Regardless  of  the  tendencies  for  and 
against  a  fundamental  diversion  toward  the  west,  the  Colorado  con- 
tinued to  flow  in  its  regular  bed  to  the  Gulf  until  1905.  There  can  be 
no  doubt  that  the  operations  of  the  California  Development  Company, 
and  particularly  in  making  an  artificial  cut  from  the  Colorado  River 
into  the  Alamo  Channel  and  the  utilization  of  that  channel  as  a  main 
canal,  rendered  the  diversion  to  the  west  at  that  point,  when  it  broke 
through  in  1905,  very  much  easier  and  more  probable  of  immediate 
occurrence.  Nevertheless,  the  behavior  of  the  river  since  that  time 
indicates  pretty  clearly  that  a  diversion  to  the  west  somewhere  within 
the  first  25  miles  below  Pilot  Knob  was  just  about  due,  under  natural 
forces  alone.  The  conditions  of  equilibrium  had  become  unstable  to 
a  degree,  and  this  is  the  condition  in  which  they  are  to-day. 

Mesa  and  Delta. — The  high  mesa  land  which  forms  the  eastern 
abeyment  below  Yuma  extends  therefrom  almost  south  and  into 
Mexico.  The  river  turns,  crossing  the  valley  almost  from  east  to  west 
for  about  5  miles,  until  it  reaches  the  foot-hills  forming  the  west 
abeyment;  then  it  turns  more  than  a  right  angle,  hugging  these  hills, 
to  the  International  Line;  and  thence  it  flows  for  80  miles,  in  a 
remarkably  direct  general  line,  but  little  west  of  south,  to  the  Gulf. 
On  the  west  side  of  the  valley  the  foot-hills  end  at  Pilot  Knob,  a  small 
mountain  at  the  International  Boundary  Line,  and  the  low  mesa 
begins.  The  edge  of  the  latter  runs  southwest  for  4  miles;  then  it 
turns  sharply  directly  west  for  25  miles;  then  again  it  turns  sharply 
to  a  little  west  of  north  for  50  miles — the  latter  edge  forming  the  east 
side  of  the  cut-oS  portion  of  the  Gulf,  Lake  Cahuilla. 

It  is  thus  in  a  sense  almost  proper  to  say  that  the  Colorado  Delta 
begins  practically  at  the  International  Boundary  Line  between  Cali- 
fornia and  Lower  California,  and  that,  for  the  first  14  miles  below  that 
line,  the  river  is  running  on  the  very  edge  of  the  divide  of  the  delta 
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ones,  on  one  side  sloping  northwest  to  the  Salton  Sea  and  on  the  other 
0  the  Gulf.  Furthermore,  from  that  point  the  river  (until  1908)  was 
n  a  ridge  of  its  own  making,  which  it  was  raising  constantly,  and 
t'hich  is  quite  close  to  the  eastern  abeyment. 

Pilot  /fno&.— Pilot  Knob  is  a  small,  detached,  and  relatively  abrupt 
Qountain  lying  just  above  the  International  Boundary  Line  on  the 
7est  bank  of  the  river,  and  is  one  of  the  landmarks  of  the  region.  One 
i  its  rocky  arms  extends  almost  to  the  present  west  bank  of  the  river, 
rifty  years  ago  the  river  had  a  pronounced  bend,  shown  by  the  dotted 
ine  on  the  map.  Fig.  13,  and  hugged  this  rocky  point  until  passing  it. 
rhe  time  when  the  shift  of  the  river  took  place  is  not  definitely  known, 
lut,  very  fortunately,  at  present  the  alignment  here  for  several  miles  is 
Imost  straight. 

It  is  quite  significant  that  Pilot  Knob  is  the  lowest  point  along  the 
iver  where  a  canal  can  be  taken  out  for  the  diversion  of  water,  with 
he  diverting  structure  resting  on  solid  rock.  For  this  reason,  it  has 
)een  considered  as  a  strategic  factor  in  the  irrigation  of  the  Imperial 
Jallej,  but,  in  the  writer's  opinion,  quite  erroneously.  The  engineer- 
ng  fetish  of  a  solid  rock  foundation  for  structures  for  irrigation  and 
>ther  purposes  confining  water,  has  resulted  in  needlessly  spending 
imounts  of  money  in  the  United  States  alone  which  must  aggregate 
L  tremendous  sum.  Perhaps  no  case  is  more  spectacular  than  that  of 
i*ilot  Knob  and  its  relation  to  the  irrigation  system  of  Imperial  Valley. 

Early  Suggestions  Regarding  Salton  Sea. — Almost  the  very  first 
explorers  were  interested  in  the  Salton  Basin  and  its  various  possibili- 
iies.  The  ability  to  create  an  inland  sea  by  diverting  into  it  the  water 
)f  the  Colorado  attracted  much  attention,  and  it  wa.s  very  seriously 
luggested  because  of  a  supposed  advantageous  effect  that  it  might  have 
m  the  climate  of  the  entire  region.  On  the  other  hand,  the  possi- 
)ilities  of  irrigating  the  Colorado  Desert  by  the  waters  of  the  Colorado, 
vhich  has  since  been  accomplished,  were  not  overlooked,  work  having 
3een  done  on  many  more  or  less  serious  propositions  at  various  times. 

Later  Irrigation  Projects. 

In  1891  and  1892,  the  Colorado  E-iver  Irrigation  Company  was 
formed.  Mr.  C.  R.  Rockwood  was  placed  in  charge  of  the  engineering 
fvork,  and,  under  his  direction,  the  entire  problem  of  irrigating  the 
Colorado    River    Delta    was    carefully    examined    and    the    important 
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fouturcs  fully  worked  out.  The  financial  stringency  of  1893  put  an 
(Mul  to  tlir  operations  of  this  corporation,  and  in  1891  Mr.  Uockwood 
was  forced  to  sue  tlie  company  for  his  unpaid  salary.  In  partial 
satisfaction  of  the  judgnient  which  he  obtained,  the  engineering  rec- 
ords and  data  were  taken  over  by  Mr.  Uockwood,  and  the  Colorado 
River  Irrigation  Company  ceased  to  exist.  Nevertheless,  it  is  interest- 
ing to  consider  the  plans  then  evolved  by  that  corporation,  or,  more 
properly  speaking,  by  its  engineer,  Mr.  Rockwood. 


PROPOSED  CANAL  SYSTEM 

OF  THE 

COLORADO  RIVER 

IRRIGATION  COMPANY 

1893 


MILES 
0  5  10         15 

I 1 — H r-i-T 1 

0     5     10     lo    'iO 

KILOMETERS 


Fig.  9. 

Plans  of  the  Colorado  River  Irrigation  Company. — These  plans 
are  outlined  diagrammatically  in  Fig.  9,  and  show  what  is  probably 
the  ideal  system  of  diversion  and  canals  for  watering  all  the  land 
irrigable  by  gravity  with  the  waters  of  the  Lower  Colorado.  Events, 
however,  shaped  themselves  so  that  the  water  for  Imperial  Valley  has 
been,  and  is  now- being,  diverted  at  Pilot  Knob,  and  the  U.  S.  Recla-^ 
mation  Service  has  built  a  diversion  weir  at  The  Potholes  or  Laguna 
to  put  water  by  gravity  on  all  except  the  mesa  lands  in  the  so-called 
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ruma  Valley.  Mr.  Rockwood  contemplated  taking  water  out  at  The 
^otholes  and  installing  in  the  main  canal  near  Pilot  Knob  a  sluice- 
vay  with  which  he  intended  to  flush  out  the  silt  in  the  canal  above 
^hich  escaped  being  deposited  in  and  removed  by  hydraulic  dredges  from 
short;  enlarged  section  of  the  main  canal  imjuediately  below  the  diver- 
ion  point,  where  the  velocity  of  the  water  would  be  reduced.  The 
iredges  were  to  be  operated  by  electricity  generated  at  the  sluice-way. 
?he  maps  showing  the  detailed  surveys  of  these  canals  are  now  in  the 
des  of  the  California  Development  Company  at  its  Calexico 
leadquarters. 

The  California  Development  Company. — Mv,  Rockwood,  being  thor- 
ughly  imbued  with  the  practicability  and  advantages  of  the  project 
o  irrigate  the  Colorado  Desert  with  the  waters  of  the  Colorado,  under- 
ook  to  carry  it  through,  and  finally  did  so  by  means  of  the  California 
Development  Company,  under  the  engineering  direction  of,  and  with 
unds  supplied  by,  Mr.  George  Chaffey,  of  Los  Angeles,  Cal.  At  the 
)resent  time  it  is  only  important  to  say  that,  because  of  financial  con- 
iderations,  the  engineering  features  were  radically  modified  to  divert- 
ng  the  water  at  Pilot  Knob  and  utilizing  a  large  part  of  the  Alamo 
overflow  channel  as  a  main  canal  to  carry  the  water  around  to  the 
'mperial  Valley,  essentially  as  suggested  by  Lieut.  Bergland  in  1875-76. 
n  this  way  the  diversion  work  at  The  Potholes  was  eliminated,  and  a 
^ery  cheap  and  quick  method  of  getting  water  into  the  valley  was 
Lrranged.  By  this  decision  the  inclusion  of  the  Yuma  Valley  as  a 
)art  of  the  project  was  abandoned. 

The  Yuma  Project,  TJ.  8.  Reclamution  Service. — As  early  as  1895 
he  Hydrographic  Branch  of  the  United  States  Geological  Survey 
legan  stream  gauging  in  California,  starting  with  an  allotment  of 
;5  000.  More  recently,  the  California  Legislature  has  aided  in  the 
TOrk  on  the  basis  of  appropriating  sums  equal  to  those  set  apart  by 
he  United  States.  At  the  present  time  daily  discharge  observations 
ire  made  on  about  fifty  typical  streams.  Hydrographic  investigations 
hroughout  the  Western  States,  not  only  helped  to  prepare  the  way  for 
lational  irrigation,  but  resulted  in  acquiring  such  hydrographic  data 
hat  when  the  Reclamation  Act  was  passed,  in  1902,  the  best  opportuni- 
;ies  for  national  irrigation  projects  were  pretty  generally  outlined. 
])n  account  of  legal  and  social  complications  elsewhere  throughout 
IJalifornia,  the  Yuma  Project  was  finally  selected  as  the  first  to  be 
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('onuiioncf^l  l)v  tlic  luM-lamnf ion  Service  in  thnt  Stah?.  On  April  8th, 
1001,  a  board  of  seven  eng-ineers  recominerided  this  project;  on  April 
2l8t,  Congress  authorized  the  Reclamation  Service  to  take  water  from 
the  Colorado  and  divert  it  by  a  weir  which  would  close  it  to  naviga- 
tion permanently  above  Yuma.  On  May  10th,  1904,  the  Secretary  of 
the  Interior  gave  his  approval,  and  an  allotment  of  $3  000  000  was 
made. 

There  are  approximately  75  000  acres  of  irrigable  land  under  this 
project  in  Arizona,  and  15  000  in  California.  Of  this  area,  98%  is 
subject  to  the  provisions  of  the  Reclamation  Act,  the  owners  of  private 
lands  having  signed  the  necessary  agreements  to  limit  their  holdings 
to  the  size  of  the  farm  unit  to  be  determined,  and  otherwise  to  con- 
form to  the  regulations  required  by  the  Service.  A  Water  Users' 
Association,  consisting  of  the  land  owners  of  the  project,  handles 
the  affairs  of  the  district,  from  the  farmers'  point  of  view,  and  has 
contracted  with  the  Secretary  of  the  Interior  to  accept  and  use  the 
water  under  the  usual  conditions  fixed  in  such  cases  by  the  Government. 

The  Imperial  Valley  should  logically  have  been  included  as  a  part 
of  this  project,  particularly  from  an  engineering  point  of  view.  How- 
ever, water  had  been  delivered  into  the  Imperial  Valley  for  almost 
3  years  when  the  Secretary  of  the  Interior  approved  of  the  Yuma 
Project.  In  addition,  there  were  complications — largely  over-estimated 
and  far  more  apparent  than  real — due  to  the  fact  that  it  is  prac- 
tically imperative  to  go  through  Mexican  territory  with  canals  to 
serve  the  American  Imperial  Valley.  The  project,  therefore,  was 
limited,  for  the  present  at  least,  to  the  irrigation  of  the  Yuma  Valley. 

Fig.  5  is  a  map  of  the  restricted  Yuma  Project.  As  it  occupies 
a  position  on  the  river  above  that  of  the  California  Development  Com- 
pany's constructions,  and  for  that  reason  in  many  ways  has  had  a 
very  import-ant  influence  on  the  whole  irrigation  of  the  Colorado  delta 
proper  and  related  engineering  problems,  its  essential  features  will 
be  briefly  described  first.  These  are  a  diversion  weir,  and  the  levee, 
canal,  and  drainage  systems.  The  diversion  is  by  an  overflow  weir  of  i 
the  type  developed  by  British  engineers  in  their  irrigation  work  in  ^ 
India,  and  improved  and  used  later  on  the  Nile.  It  is  of  loose  rock, 
rests  on  a  bed  of  river  silt,  is  almost  a  mile  long,  very  wide,  quite 
low,  and  is  in  general  an  exceptionally  interesting  and  expensive 
construction. 
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The  next  most  unusual  and  interesting  feature  is  the  necessity 
for  about  74  miles  of  levees  to  protect,  from  the  overflow  waters  of 
the  river,  the  greater  part  of  the  land  to  be  irrigated.  The  canal 
system,  with  the  exception  of  the  siphon  under  the  Colorado,  is  noth- 
ing out  of  the  ordinary,  and  the  same  is  true  of  the  drainage  system. 

The  Yuma  Project,  U.  S.  Reclamation  Service. 

The  project  has  proved  very  much  more  expensive  than  was  origin- 
ally contemplated,  the  estimated  cost  being  $3  000  000,  whereas,  the 
construction  expenditures  up  to  June  30th,  1910,  were  $3  617  472.71,* 
exclusive  of  maintenance  and  operation  charges  and  $100  000  of  the 
preliminary  survey  costs  more  properly  chargeable  to  general  investi- 
gations along  the  Colorado  Eiver  than  to  the  Yuma  Project  itself. 
Work  on  the  project  was  reported  as  80.8%  complete,  but  this  estimate 
was  revised  in  April,  1911,  and  changed  from  81.6  to  52.4%,  making 
the  proper  percentage  completed  on  June  30th,  1910,  about  51.8.  On 
this  basis,  the  total  cost  will  be  $6  964  233,  or  approximately  $77.25 
per  acre  of  irrigable  land. 

Laguna  Weir. — The  location  and  general  design  of  this  noted 
structure  were  determined  by  the  character  of  the  bluffs  on  each  side 
of  the  last  narrow  point  of  the  Colorado  Valley,  where  they  were 
almost  a  mile  apart,  and  the  fact  that  borings  disclosed  no  bed-rock 
at  reasonable  depths  in  the  river  bed.  Accordingly,  it  was  decided 
to  build  a  low,  wide  diversion  weir  of  the  so-called  "Indian"  type. 
The  original  design,  as  shown  by  Plate  XLIII,  was  constructed  with 
practically  only  one  modification,  namely,  the  interchange  of  the  prin- 
cipal diversion  from  the  Arizona  to  the  California  side. 

Purpose. — The  purpose  of  this  structure,  primarily,  was  to  provide 
for  silting  out  the  heavier  particles  carried  by  the  river,  during  flood 
periods  especially,  where  such  deposits  could  be  sluiced  out  from  time 
to  time  and  in  such  a  way  that  river  floods  would  certainly  carry 
them  down  stream. 

Consideration  will  be  given  later  to  the  silt  problem,  but  it  may 
be  said  that  the  only  way  of  keeping  the  large,  heavy,  valueless 
particles  of  silt  from  getting  into  the  distribution  system,  and  clogging 
it,  is  to  provide  a  settling  basin  where  the  water  for  a  short  time  will 
either  be  practically  still   or  the  velocity  reduced  to  not  more  than 

*  Ninth  Annual  Report,  U.  S.  Reclamation  Service,  Washington,  1911,  p.  81. 
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0.5  ft.  \)cr  bt'c,  with  freedom  from  eddy  eurrenta.  Sueh  deposits  may 
be  removed  either  by  sluicing  out  with  large  volumes  of  water  at  a 
high  velocity,  or  by  using  pumps,  dredges,  or  some  other  kind  of 
machinery.  It  was  estimated  that  in  the  main  canal,  originally  de- 
signed to  carry  1  600  sec-ft.,  the  volume  of  wet  silt  to  be  removed 
therefrom  daily  was  approximately  17  000  cu.  yd.  The  sluice-way 
method  of  doing  this  means  a  higher  initial  cost  and  certainty  of 
success,  as  compared  with  the  very  much  lower  cost,  greater  main- 
tenance and  operation  charges,  and  somewhat  less  certainty  of  opera- 
tion, for  removal  by  machinery.  The  Laguna  Dam  (or  rather  weir) 
consists  essentially  of  sluice-ways  at  each  end  of  the  structure,  with  a 
barrier  between  to  hold  up  the  water  and  afford  a  head  for  sluicing. 

Sluice-ways. — The  sluice-ways  are  controlled  at  their  lower  ends 
by  large,  vertical,  steel-plate  gates  which  are  raised  and  lowered  by 
electric  machinery.  The  method  of  operation  is  to  close  the  gates 
and  cause  the  water  in  the  sluice-ways  above  them  to  become  practically 
still.  The  water  thus  held  back  quickly  drops  its  heavier  silt,  while 
the  canals  are  supplied  through  flash-board  regulator  gates  in  the  outer 
sides  of  the  sluice-ways,  these  gates  being  so  long  that  a  thin  stream 
of  water  running  over  the  tops  suffices,  and  no  water  from  near  the 
bottom,  where  the  sediment  is  greatest,  is  ever  taken.  From  time  to 
time,  as  may  be  necessary — and  this  varies  greatly,  depending  on  the 
stage  of  the  river  and  the  quantity  of  heavier  silt  particles  carried — 
the  gates  are  rapidly  raised,  and,  with  a  fall  of  about  10  ft.,  the  water 
rushes  through  the  sluice-ways  carrying  away  the  silt  deposits  and 
dropping  them  a  short  distance  below.  During  the  annual  and  other 
floods,  these  deposits  are  taken  up  by  the  river  and  carried  down 
stream.  These  sluice-ways  are  built  through  rock,  their  floor  eleva- 
tions being  13  ft.  below  the  crest  of  the  weir.  They  are  lined  and 
paved  with  concrete,  and  constitute  a  very  massive  and  beautiful  piece 
of  work. 

The  Weir. — Between  these  sluice-ways  the  weir  is  built,  the  slope 
of  the  face  being  very  flat,  only  1  to  12,  and  capped  with  a  concrete 
pavement,  18  in.  thick,  except  a  small  portion  which  is  paved  with 
rough  stones  from  2  to  3  ft.  thick.  The  crest  was  10  ft.  above  the  low- 
water  mark  at  the  dam  when  the  structure  was  started,*  and  the  top 

*  See  discussion  of  variation  in  elevation  of  river  bed  at  different  times  and  different 
seasons,  and  the  consequent  low-water  mark. 
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of  the  down-stream  wall  is  3  ft.  below;  thus  the  total  fall  of  the  face 
is  13  ft. 

The  weir  was  constructed  simultaneously  from  each  end,  and  a  gap 
of  800  ft.  was  left  in  the  center  of  the  river  channel.  The  original 
plan  for  completing  this  gap  was  by  building  upper  and  lower  coffer- 
dams with  piling,  brush,  and  sand  bags,  but  this  was  changed  and  finally 
the  barrier  rock  fill  dam,  developed  by  the  operations  of  closing  the 
first  and  second  breaks  described  later,  was  utilized.  Before  the  central 
section  was  filled  in,  the  sluice-ways  had  been  excavated  and  completed, 
the  total  capacity  being  more  than  enough  to  carry  the  low-water 
flow  of  the  river.  Rock  was  obtained  in  part  from  the  excavation  of 
the  sluice-ways,  and  in  part  from  the  hills  on  each  side ;  it  was  loaded 
on  cars  with  derricks  and  steam  shovels,  and  hauled  by  dinky  loco- 
motives to  the  various  portions  of  the  work.  Coffer-dams  made  of 
quarry  spoil  were  extended  out  into  the  stream,  and  inside  these  large 
pumps  were  used  to  clear  of  water.  As  much  excavation  as  possible 
was  done  with  teams  and  scrapers,  and  the  remainder  was  taken  out 
by  suction  dredges  and  pumps.  Sheet-piling  and  the  parallel  con- 
crete walls  were  then  built,  and  the  rock  filling  between  was  put  in, 
followed  up  by  the  concrete  surfacing.  The  actual  quantities  used 
exceeded    the    original    estimates    considerably;    they    are    given    in 

Table  6.  ^.^^^ 

TABLE  6. 

Rock  excavation 444  640  cu.  yd.,  or  about     146%  of  estimates. 

Earth  excavation 346  930"    "      "       "  123%" 

Rock  in  dam 875  018"    "      "       "  123%" 

Concrete* 76  066  "    "     "       "  280%  " 

Sheet-piling 82  779  lin.  ft.  "       "  156o/o  " 

Rock  i^avement Insignificant— decrease.  100%  " 

*  In  place  of  rock  paving,  the  concrete  surface  was  substituted. 
On   March   15th,   1905,   bids   for   the   construction   of  the  Laguna 
Weir  were   opened,  but  those  submitted  were  rejected  and  the  work 
was  re-advertised.     Proposals  were  again  opened  on  June  5th,  and  on 
July  6th,  1905,  the  contract  was  awarded  at  the  following  prices: 

Rock  excavation .^,.  .  $1.30  per  cu.  yd. 

Earth  excavation ". 0.30     "      "       " 

Rock  in   dam 0.35     "      "       " 

Concrete 4.00 

Sheet-piling .'  T.  T. 0.40 

Laying  pavement 1.00 


(( 

u 
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(( 

lin. 
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a 

sq. 

yd. 
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The  contract  required  the  work  to  be  finished  within  2  years,  which 
would  mean  just  at  tlie  time  of  the  peak  of  the  sumincr  flood  of  1907. 
These  prices,  on  the  estimated  quantities,  made  the  hid  amount  to 
$797  650.  There  were  seven  other  bidders,  whose  figures  ranged  up  to 
$1030117.50.  The  Reclamation  Service,  under  the  specifications,  sup- 
plied the  cement  to  be  used.  On  February  28th,  1906,  the  same  firm 
was  awarded  the  contract  for  furnishing  and  erecting  the  sluice-gates, 
regulator-gates,  and  operating  machinery  for  the  main  sluice-ways 
and  head-gates,  the  bid  being  $65  900.  The  contractors  began  work  on 
July  19th,  1905,  and  a  year  later  had  completed  26.4%  of  the  work. 

As  the  quality  of  the  rock  obtained  was  much  poorer  than  had  been 
anticipated,  the  Board  of  Engineers  of  the  Reclamation  Service  modi- 
fied some  requirements  in  the  specifications  and  contract  which  re- 
sulted in  increasing  the  contract  price  by  $331  486,  or  to  $1 129  136, 
and  extended  the  specified  time  for  completing  the  structure  from 
July  19th,  1907,  to  January  19th,  1908.  On  January  23d,  1907,  when 
about  34%  had  been  completed,  the  work  was  taken  over  by  the  Recla- 
mation Service  direct.  On  July  1st,  1907,  52%  of  the  work  had  been 
finished,  a  year  later  77%  was  done;  and  it  was  practically  completed 
in  March,  1909,  just  before  the  summer  flood  of  that  year  began. 

The  Reclamation  Service  gives  the  following  costs*  of  the  Laguna 
Weir  and  the  sluice  and  regulator  works : 

Laguna  Weir ' $1  672  168.20 

Sluice  and  regulator  works 345  295.92 

Other  recent  operations  along  the  river  have  shown  that  a  structure 
serving  every  purpose  of  the  Laguna  Weir  could  have  been  built  by 
methods  now  well  known  at  far  less  cost.  The  building  of  rock  fill 
dams  in  the  bed  of  such  a  stream  as  the  Lower  Colorado  was  con- 
sidered impracticable  until  the  work  of  re-diverting  the  river  developed 
such  method.  However,  it  is  now  evident  that  it  would  have  been 
far  simpler,  quicker,  and  cheaper  to  have  developed  rock  quarries, 
thrown  trestles  across  the  bed  of  the  stream,  and  dumped  rock  there- 
from to  form  a  wide  rock  fill  dam,  without  any  concrete  walls  whatever, 
and  covered  the  top  with  concrete.  There  would  be  no  difficulty  in 
beginning  the  construction  of  such  a  dam  in  the  center  of  the  stream 
and  causing  the  river  itself  to  excavate  its  bed  opposite  the  rock  fill  f 
as  the  latter   should  be  built  forward.     In  this   way  the   excavation 

*  Ninth  Annual  Report.  United  States  Reclamation  Service,  Washington.  1911.  p.  82. 
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would  have  been  made  to  a  little  greater  depth  than  the  bottom  of  the 
concrete  walls  actually  put  in.  The  rock  for  such  a  purpose  would  by 
preference  be  graded,  so  that  quarry  spoil  would  in  no  way  be  objection- 
able, and  rock  material  obtainable  in  the  adjoining  hills  could  be 
blasted  out  in  large  quantities,  loaded  with  steam  shovels,  and  conse^ 
quently  obtained  and  handled  very  cheaply.  A  structure  having  essen- 
tially the  same  top  dimensions  and  surface  covering,  and  extending 
deeper  into  the  river  bed  than  the  existing  one,  would  in  this  way 
have  cost  far  less  and  be  even  more  secure  from  failure.  There  would 
be  practically  no  seepage  through  or  under  such  a  dam  or  weir,  as  the 
similar  constructions,  very  much  thinner  and  sustaining  much  greater 
heads,  which  closed  the  first  and  second  breaks,  seem  to  be  absolutely 
water-tight. 

To  the  cost  figures  should  be  added  the  proportional  share  of  the 
total  administrative  and  general  expenses.  Such  administration  figures 
are  given  as  $179  021.43,  to  which  should  properly  be  added  at  least 
$75  000  of  the  item :  "Preliminary  surveys  previous  to  iselection  of 
project— $174  735.83,"  or  a  total  of  $254  021.43.  These  are  probably 
the  approximate  general  expenses  to  be  distributed  over  expenditures 
totaling  $3  717  472.71,  or  6.89  per  cent.  On  this  basis,  there  should 
be  added  to  the  cost,  for  general  expenses,  $114  243.24,  or  a  total  for 
the  Laguna  Weir  proper  of  $1786  411.44,  and  to  the  sluice  and  regu- 
lator works  $23  583.71,  making  their  total  $368  879.63,  or  a  total  of 
$2  155  291.07,  not  including  the  loss  of  $400  000  said  to  have  been  sus- 
tained by  the  contractor,  which  would  raise  the  total  to  $2  555  291.07. 

The  result  is  a  magnificent  and  permanent  head-works  for  taking 
water  from  the  Colorado  to  irrigate  by  gravity  about  75  000  acres  of 
land  in  the  Yuma  Valley;  and,  at  some  future  time,  this  structure 
may  serve  as  well  for  diverting  water  to  irrigate  the  entire  Colorado 
Delta.  Its  very  great  cost,  however,  raises  the  question  as  to  whether 
the  silt  problem  could  not  have  been  solved  in  a  more  economical 
and  equally  satisfactory  manner  by  pumping  depositions  thereof,  in 
an  enlarged  section  of  the  canal,  back  into  the  river,  with  suction 
dredges.  This  question  cannot  be  determined  until  the  maintenance 
costs  of  the  sluice-ways  and  diversion  weir  are  shovni  by  experience, 
and  the  total  costs  and  results  of  handling  the  silt  with  dredges,  as 
is  now  being  done  at  the  California  Development  Company's  head- 
works,  have  been  ascertained  for  a  considerable  period. 
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Levee  System  of  the  Yuma  Project. — Practically  all  the  valley 
lands  in  the  Yuma  Project  are  subject  to  overflow,  so  that  a  general 
and  comprehensive  system  of  Icvoc  protection  is  necessary.  Fig.  5 
shows  this  system,  practically  all  of  which  has  been  completed.  In 
general,  the  designs  were  for  dikes  4  000  ft.  apart  along  the  Colorado 
and  3  200  ft.  apart  along  the  Gila,  with  a  height  of  from  4  to  5  ft. 
above  the  high-water  marks;  as  constructed,  however,  there  are  long 
stretches  along  the  Colorado  where  the  levees  are  only  from  1  600  to 
1  800  ft.  apart. 

The  first  levee  construction  was  in  accordance  with  the  usual 
Mississippi  River  practice.  The  ground  was  cleared,  stumps  and  roots 
were  grubbed  out,  the  base  was  plowed,  and  the  levee  was  built  with 
earth  taken  from  borrow-pits  on  the  river  side.  These  borrow-pits  were 
about  400  ft.  long  in  the  direction  of  the  levee,  with  cleared  traverses  be- 
tween about  12  ft.  wide;  40-ft.  berms;  allowable  depths  of  pits,  2^  ft.  at 
the  side  nearest  the  levee  and  3^  ft.  at  the  farther  side;  levee  top  width, 
8  ft;  side  slopes,  3  to  1  on  the  river  side  and  2^  to  1  on  the  land  side. 
No  muck-ditching  was  done. 

The  first  stretch  of  levee  constructed  was  10  miles  long,  extending 
south  from  Yuma  along  the  eastern  bank  of  the  river.  In  this  section 
the  current  along  the  levee  face  was  generally  as  little  as  would  be 
expected  anywhere  on  the  project.  Nevertheless,  experience  soon 
showed  the  desirability  of  an  elaborate  system  of  brush  abatis  work, 
a  sample  of  what  was  put  in  here  being  shown  by  Fig.  10.  At 
many  points  where  any  considerable  quantity  of  water  had  come 
against  the  face  of  the  levee  the  borrow-pits  had  cut  together,  the 
traverses  having  quickly  been  cut  through  and  the  breach  widened 
more  or  less  seriously.  As  it  was  expected  that  the  river  would  fill 
up  these  borrow-pits  with  silt  in  the. first  fpw  floods,  such  a  result  was 
disappointing. 

It  seems  that  no  trouble  was  caused  by  the  absence  of  muck-ditch 
protection  under  the  levee.  This  must  have  been  due  to  the  fact  that 
the  ground  where  the  levee  was  located  was  uniformly  favorable.  In 
the  fall  of  1906,  however,  the  levee  system  of  the  project  was  extended 
some  miles  southward  along  the  river,  and  the  flood  which  occurred 
on  December  7th,  1906 — which  got  under  the  newly  constructed  dikes 
on  the  west  side  of  the  river  in  many  places  and  resulted  in  the  second 
break  or  crevasse  to  the  west — caused  several  breaks  in  this  new  sec- 
tion, due  to  the  lack  of  muck-ditches  in  unfavorable  ground. 
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FtG.   10. — Typical  Abatis  Work  on   Levees  of  Yuma  Project,   U.   S.   Reclama- 
tion  Service. 


Fig.    11. — Original    Intake    (Chaffey)    Gate,    Imperial    Canal,    Completed 

IN  1901. 
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Experience  with  the  levees,  including  the  effect  of  this  last- 
mentioned  flood  on  the  leyee  system  of  the  project  and  on  the  levee 
work  done  on  the  other  side  of  the  river,  caused  a  fundamental  change 
in  the  design.  In  January,  1907,  a  Consulting  Board  of  Engineers 
from  the  U.  S.  Reclamation  Service  was  appointed  to  consider  the 
matter  of  levee  construction  being  done  with  money  advanced  by  the 
Harriman  interests  on  the  west  side  of  the  river,  and  its  recommenda- 
tions are  given  later.  Up  to  that  date,  21  miles  of  levees  had  been 
constructed  on  the  Yuma  Project,  extending  from  Yuma  southward 
15  miles  and  eastward  along  the  south  bank  of  the  Gila  6  miles. 
All  construction  thereafter  has  been  in  accordance  with  the  recom- 
mendations of  this  Consulting  Board  for  the  levees  of  the  west 
side  of  the  river,  the  essential  features  of  which  are  "interrupted  or 
checker-board  borrow-pits"  on  the  water  side  of  the  dikes,  muck- 
ditches  wherever  test-pits  show  the  necessity,  and  a  large  quantity  of 
brush  abatis  work. 

In  1907,  a  railroad  track  was  laid  in  large  part  on  the  levee,  from 
the  Laguna  Weir  to  Yuma  on  the  California  side  of  the  river,  chiefly 
for  the  purpose  of  hauling  materials  and  supplies  to  and  from  the 
Laguna  Weir.  The  Southern  Pacific  Company  owns  and  operates  this 
track  as  a  branch  line,  thus  serving  an  area  which  will  be  under 
intensive  cultivation  very  soon,  and  greatly  facilitating  levee  mainte- 
nance and  repairs.  Over  this  track  a  very  large  quantity  of  quarry 
spoil  was  hauled  from  the  Laguna  Weir  construction  work  and  used 
to  blanket  the  river  side  of  this  levee  to  a  point  below  where  the  swift- 
est water  along  its  face  is  to  be  expected.  None  of  the  other  levees 
of  the  project  has  any  blanketing  or  any  track  on  top. 

Canal  System  of  the  Yuma  Project. — Fig.  5  shows  the  general  lay- 
out of  the  canal  system  of  the  Yuma  Project  as  it  is  planned  at  pres- 
ent and  in  considerable  measure  constructed.  The  principal  main 
canal  is  on  the  California  side,  and  has  a  capacity  of  1  700  sec-ft.  The 
main  canal  on  the  Arizona  side  will  irrigate  only  the  land  north  of 
the  Gila  River.  Water  for  irrigating  the  land  lying  east  and  south 
of  the  Colorado  and  below  the  Gila  is  to  be  carried  under  the  river 
at  Yuma  in  an  inverted  siphon,  1 000  ft.  long,  14  ft.  in  diameter, 
about  50  ft.  below  the  bed  of  that  stream,  and  having  an  estimated 
capacity ,  of  1  400  sec-ft.  This  siphon  is  now  under  construction.  The 
original  plan  was  to  serve  this  territory  with  water  taken  from  the 
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Arizona  end  of  the  dam  and  carried  across  the  Gila  River  in  four  rein- 
forced concrete  tubes  with  a  combined  capacity  of  1300  sec-ft.  and 
laid  3  ft.  below  the  river  bed.  Tliis  crossing  was  abandoned  because 
the  difficulty  of  holding  the  Gila  River  banks  at  the  ends  of  the  under- 
ground siphon  was  considered  too  great.  There  is  practically  no 
danger  of  this  kind  in  crossing  the  Colorado  with  the  siphon,  because 
of  the  little  eminences  of  quite  hard  material  which  control  the  loca- 
tion of  the  river  at  this  point. 

The  design  of  this  siphon,  the  investigations  of  the  material  in 
which  it  is  located,  the  first  methods  of  construction  used,  the  diffi- 
culties encountered,  the  changes  in  plans  and  methods,  with  the  rea- 
sons therefor,  the  methods  of  doing  the  work  finally  adopted,  and  the 
time  and  cost  figures,  are  all  interesting  in  the  extreme,  but  will  not 
be  given  here  for  several  reasons,  chief  of  which  is  that,  on  the  com- 
pletion of  the  Yuma  Project,  it  is  hoped  the  work  will  be  described 
at  length  in  a  paper  by  the  Project  Engineer,  F.  L.  Sellew,  M.  Am.  Soc. 
C.  E.,  or  some  other  engineer  of  the  Reclamation  Service.  Only  such 
general  description  is  here  given  as  seems  desirable  to  make  quite  clear 
the  effect  of  the  project  itself  directly  and  indirectly  on  the  irrigation 
of  the  delta. 

The  total  acreage  which  will  ultimately  be  irrigated  by  the  Yuma 
Project  is  given  in  the  reports  of  the  Reclamation  Service  as  90  160. 
This  includes  17  000  acres  of  mesa  lands  which  lie  too  high  to  be 
reached  by  gravity  from  the  principal  canal  system.  It  is  intended  to 
develop  1 000  h.p.  at  the  drop  in  the  main  canal,  and  with  this  to 
operate  pumps  to  raise  water  for  the  higher  distribution  systems. 

At  present  the  main  canal  from  the  Laguna  Weir  on  the  California 
side  down  to  the  California  shaft  of  the  river  crossing  at  Yuma 
is  under  construction,  and  quite  a  little  main  and  some  lateral  canals 
lying  between  these  points  and  behind  the  line  of  the  levees  on 
the  west  side  of  the  river  have  been  completed  and  are  in  use.  Such 
canal  construction,  and  particularly  the  checks,  head-gates,  etc., 
are  models  of  their  kind,  being  of  concrete  and  of  the  latest  and 
most  approved  type.  Up  to  the  end  of  1907,  there  were  no  canals 
on  the  California  side  of  the  river;  indeed,  practically  all  the 
area  was  contained  in  the  Yuma  Indian  Reservation,  which  hasj 
since  then  in  part  been  apportioned  to  individual  Indians  and  in  part, 
6  500  acres,  on  March  1st,  1910,  opened  to  entry  and  quickly  taken  up 
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•y  white  settlers.  Two  weeks  later  water  was  turned  into  the  reserva- 
ion  canals,  and  rapid  progress  is  being  made  in  developing  the  region. 
)n  the  east  side  of  the  river  below  Yuma  about  8  000  acres  are  being 
rrigated  through  small  canal  systems  which  have  been  in  operation 
'or  a  long  time  and  were  taken  over  by  the  Reclamation  Service  since 
he  creation  of  the  project.  The  total  acreage  of  the  project  to  which 
vater  could  have  been  supplied  was  about  16  000  acres ;  about  10  000 
icres  were  actually  irrigated  during  the  season  of  1911. 

Drainage  System  of  the  Yuma  Project. — As  has  been  said,  a 
arge  acreage  of  the  Yuma  Project  is  subject  to  annual  overflow,  and- 
ies  behind  the  levees.  The  water-table  throughout  practically  the  entire 
region  rises  and  falls  with  surprising  rapidity  during  all  floods  which 
are  long  in  passing.  Thus  it  is  that  during  May,  June,  July,  and 
(August  particularly,  the,  water-table  rises  so  near  the  surface  as  to 
result  in  rather  high  alkalinity  in  the  soil.  The  river  water  which 
will  be  applied  for  irrigation  also  carries  a  considerable,  though  not 
serious,  quantity  of  soluble  salts.  Evaporation  takes  place  from 
land  surfaces  very  rapidly  in  such  a  hot  country,  and  when  water  is 
on  the  surface,  or  approaches  so  near  it  that  capillarity  makes  con- 
nection between  the  water-table  and  the  surface  of  the  ground,  the 
quantity  evaporated  is  excessive,  and  the  salts  contained  are  left 
behind,  largely  in  the  top  layers.  Therefore,  efficient  drainage  is  very 
important.  It  is  made  even  more  necessary  because  the  rainfall  is 
really  inappreciable,  having  been  less  than  3  in.  per  annum  for  the 
past  15  years,  and  causes  very  little  leaching  and  washing  away  of 
alkaline  deposits.  In  passing,  it  is  important  to  say  that,  very  for- 
tunately, the  alkali  of  the  valley  lands  is  peculiarly  a  surface  accumu- 
lation, often  being  confined  to  the  very  upper  layers,  usually  to  the 
first  2  ft.  in  depth,  and  seldom  being  found  at  depths  exceeding  6  ft. 

The  Yuma  Project,  therefore,  includes  plans  for  an  elaborate  and 
efficient  system  of  drainage  canals  which  will  be  doing  the  maximum 
amount  of  work  during  the  annual  summer  floods  of  the  Colorado.  It 
is  planned,  where  necessary,  to  pump  such  drainage  water  over  the 
levees  and  back  into  the  river.  This  drainage  system  has  not  been 
constructed,  and  indeed  the  detailed  plans  may  not  yet  have  been 
worked  out,  but  it  is  desired  to  state  here  that  arrangements  have  been 
made;  for  drainage  in  the  Yuma  Project,  and  results  along  that  line 
must  be  obtained  in  the  Imperial  Valley  sooner  or  later. 
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Imi'kwjal  Valley  Ihkigation  Project. 

In  1893,  ]\Ir.  Rockwood  found  liiniself  in  possession  of  much 
engineering  and  otlier  information  regarding  the  irrigation  of  the 
Colorado  Desert  with  the  water  of  the  Colorado  River,  in  lieu  of  salary 
for  a  considerable  time  as  Chief  Engineer  of  the  Colorado  River  Irri- 
gation Company,  and  had  a  firm  conviction  of  the  project's  possibili- 
ties. For  more  than  7  years  he  endeavored  to  finance  the  work,  both 
in  the  United  States  and  abroad.  Many  people  suggested  the 
irrigation  of  the  Colorado  Desert,  as  already  mentioned,  but  Mr. 
Rockwood  and  associates  actually  brought  it  about.  His  very  inter- 
esting story  of  the  enterprise,*  unfortunately,  is  accessible  to  rela- 
tively few  people.  In  spite  of  his  later  mistakes,  Mr.  Rockwood  is 
certainly  entitled  to  much  credit  and  reward  for  his  efforts,  which, 
practically  speaking,  were  finally  crowned  with  complete  success. 

Engineering  Features. — The  engineering  features  of  irrigating  the 
Imperial  Valley  from  the  Colorado  River  can  now  be  much  better 
understood  than  was  possible  in  1900.  The  experience  of  10  years  is 
always  of  value,  and  was  particularly  so  in  this  case.  The  fall  of  the 
ground  was  known,  and  to  divert  the  water  and  conduct  it  to  the 
broad,  ideally  lying  tracts  of  land  to  the  west  of  the  sand  hills  was 
obviously  practicable.  There  were,  however,  two  especially  serious 
problems:  the  danger  of  diverting  water  from  a  wide,  erratic  stream 
flowing  through  a  shifting  channel  along  the  top  of  a  ridge  of  loose 
alluvial  silt;  and  the  difficulty  of  keeping  open  canals  which  carried 
water  so  heavily  charged  with  silt. 

Diversion. — The  impossibility  of  properly  financing  the  enterprise  ab- 
solutely forced  the  abandonment  of  the  idea  of  diversion  at  The  Pot- 
holes, with  its  opportunities  for  settling  basins  and  sluice-ways  to  care  for 
the  silt  en  route,  and  made  the  diversion  at  the  rocky  point  of  Pilot  Knob 
practically  unavoidable.  It  was  always  the  idea  to  have  a  head-gate 
founded  on  solid  rock.  At  the  last,  it  was  found  impossible  to  obtain 
the  money,  even  for  this  construction,  but  the  diversion  point  was 
located  there,  with  the  intention  of  utilizing  this  rocky  point  of  Pilot 
Knob  for  head-works,  in  the  very  near  future,  when  the  financial  status 
of  the  company  might  permit. 

*  "Born  of  the  Desert,"  by  C.  R.  Rockwood,  in  the  Second  Annual  Magazine  Edition 
Calexico  Chronicle,  Calexico,  CaL,  May,  1909. 
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■:  Flood  Protection. — It  does  not  seem  to  have  been  realized,  at  the 
time,  or  indeed  by  anj^  one  until  the  diversion  into  the  Salton  Sea 
was  actually  an  accomplished  fact  in  1905,  that  there  was  any  really 
appreciable  danger  to  the  Imperial  Valley  by  flood-waters  from  the 
Colorado.  The  writer  hopes  especially,  that  the  discussion  will  bring 
3ut  any  contradiction  of  this  statement  which  may  be  successfully 
maintained.  Of  course,  it  was  known  that  large  quantities  of  water 
bad  been  carried  through  the  New  and  Alamo  Rivers  into  the  Salton 
3ea  in  1891,  and  also  by  the  New  River  earlier,  especially  in  1862, 
3Ut  the  channels  had  not  eroded  to  any  marked  degree  at  the  gathering 
ITound  along  the  Colorado  River  bank,  but,  on  the  contrary,  had  auto- 
matically closed.  Instrumental  data  regarding  that  portion  of  the 
ielta  cone  which  is  subject  to  overflow  were  entirely  lacking,  and 
indeed,  little  other  reliable  information  about  the  region  was  avail- 
able. It  was  planned  to  build  levees  along  the  river  side  of  the 
3anal  with  the  material  taken  from  the  latter,  but  the  purpose  of 
these  levees  was  to  protect  the  canal  itself  from  danger,  and  not  to 
seep  the  flood-waters  which  might  enter  this  waterway  from  enlarging 
it  to  a  dangerous  degree.  Of  course,  any  risk  of  the  river  being 
liverted  into  the  Salton  Sink,  and  soon  inundating  the  entire  Imperial 
Valley,  involves  the  same  risk  to  the  irrigation  project  as  such.  Other- 
tvise,  such  risk  should  obviously  not  affect  an  irrigation  company  in 
any  way,  unless  its  operations  and  constructions  have  an  appreciable 
effect  on  such  river  diversion.  ..; 

Silt. — With  this  means  of  diversion  it  was  necessary  to  let  the 
silt-laden  river  water  enter  the  canals  directly,  and  depend  on  keep- 
ing them  open  by  dredging,  erosion,  etc.  The  chief  difficulty  obviously 
must  occur  in  the  first  stretches,  of  the  waterway,  due  to  the  rapid 
ieposition  of  the  heavier  or  sandy  particles  of  silt  which  the  river 
^vater  carries  during  flood  stages  of  excessively  high  currents,  and 
ivhich  drops  down  almost  at  once  when  the  velocity  decreases  to,  say, 
li  ft.  per  sec.  After  such  clarification,  it  is  possible  to  design  and 
operate  canals  in  the  Colorado  Delta,  as  well  as  in  India  and  else- 
where, so  as  to  insure  the  carriage  of  the  remaining  finer  silt  into  the 
smaller  laterals  and  to  the  irrigated  land.  The  first  mile  of  the  canal, 
therefore,  was  designed  with  a  large  cross-section  so  as  to  secure  the 
ieposition  of  this  heavier  silt  there,  where  it  could  be  removed  by 
Iredges. 
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Alktdine  Lands. — From  a  faniiing  point  of  view,  a  difficulty  which 
was  not  given  very  serious  consideration  was  the  relatively  high 
alkalinity  in  the  upprr  layers  of  the  soil  throughout  j)ractically  aJl  tlie 
Imperial  Valley.  Wherever  water  came  in  contact  with  the  ground,  it 
was  ohscrved  that  vegetation  at  once  sprang  up  like  magic,  and  it 
was  assumed,  from  this  and  from  the  obvious  methods  of  its  occurrence, 
that  the  soil  must  be  exceedingly  fertile  and  admirably  adapted  for 
general  agricultural  purposes.  In  one  sense,  a  very  serious  mistake 
in  this  way  was  not  made,  for  agriculture  of  almost  unparalleled  suc- 
cess has  been  followed  for  the  past  10  years,  with  only  at  rare  intervals 
a  very  slight  thinning  of  crops  indicating  the  need  for  proper  drainage 
and  the  reduction  of  the  excess  of  alkalinity. 

In  1893  the  Director  of  the  Agricultural  Experiment  Station  at  the 
University  of  California  was  asked  to  investigate  the  agricultural 
possibilities  of  the  land  in  the  Imperial  Valley.  At  that  time  it  was 
proposed  to  provide  an  expedition  properly  equipped  in  order  that  the 
Director,  Professor  E.  W.  Hilgard,  the  great  American  authority  on 
soils,  might  explore  the  region  personally.  The  financial  difficulties 
of  the  Company  prevented  carrying  out  the  plan  at  the  time,  but  a 
few  samples  of  water  from  the  lakes  and  of  soil  taken  superficially, 
proved  that  the  latter  were  very  similar  to  that  of  the  immediate 
bottom  of  the  Colorado  River,  which  previous  analyses  had  shown  to  be 
of  extraordinary  intrinsic  fertility.*  In  1896  and  1897,  some  addi- 
tional samples  of  soil  and  water  were  sent  for  examination.  These  J 
corroborated  the  previous  conclusions,  but  showed  that  a  considerable 
quantity  of  alkali  salts  was  present  in  the  soils  as  well  as  in  the  waters, 
and  thus  indicated  the  desirability  of  a  thorough  examination  of 
the  region,  from  the  soil  standpoint.  The  subsequent  soil  investiga-: 
tions  in  the  Imperial  Valley  and  their  effect  on  the  fortunes  of  the 
region  wiU  be  considered  later. 

Drainage. — Though  the  country  as  a  whole  lies  ideally  for  irrigatio 
and   ordinary   irrigation   water  drainage,   the  natural   waterways   ar 
so  far  apart  and  so  small  and  ill  defined  as  to  make  the  construction 
of  an  efficient,  comprehensive  drainage  system  almost  as  difficult  and 
expensive   as   the   irrigation  canals.     In  the   engineer's   report  to   the 
Colorado  Eiver  Irrigation  Company,  it  was  stated  that  the  construe 
tion  of  a  drainage  system  (though  almost  as  expensive  as  the  propose 

*  Report,  Agricultural  Experiment  Station,  University  of  California,  1882; 
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rrigation  system)  was  essential,  but,  some  years  later,  when  the  work 
0  be  done  was  trimmed  to  the  lowest  practical  minimum,  it  was 
ecided  that  a  general  drainage  system  was  not  immediately  necessary 
nd  possibly  might  never  be  required.  This  latter  opinion  was  not 
s  radical  as  might  at  first  be  assumed,  because,  even  to-day,  there  are 
robably  not  more  than  5  miles  of  drainage  ditches  in  the  valley, 
t  is  being  realized  in  a  general  way  that  at  some  time  provision  for 
rainage  must  be  begun,  and  within  the  next  few  decades  doubtless  a 
airly  comprehensive  plan  will  be  developed.  The  diversion  of  the 
yolorado  into  the  Salton  Sea  in  1905-06  resulted  in  eroding  the  beds 
f  the  Alamo  and  New  Rivers  into  deep  wide  channels  which  will  be 
he  controlling  features  in  the  design  of  the  ultimate  drainage  system 
or  the  valley,  and  thus  produce  a  benefit  which  in  the  end  must 
ertainly  exceed  the  total  damages  resulting  from  such  diversion. 

Climate. — The  climate  of  the  region,  with  its  long,  hot,  dry  sum- 
aers,  is  peculiarly  favorable  to  agricultural  luxuriance.  Thus  it  is 
hat  here  the  very  earliest  grapes,  fruits,  and  vegetables  are  produced 
or  the  United  States  market,  with  the  consequent  advantage  of 
ommanding  the  highest  prices.  This  is  notably  true  of  the  Imperial 
/"alley  cantaloupe,  now  famous  all  over  this  country,  and  of  the  early 
:rapes,  asparagus,  etc.  On  account  of  the  very  low  humidity  and 
:entle  winds  which  blow  much  of  the  time  in  hot  weather,  the  sensible 
emperature — which  is  indicated  by  the  wet-bulb  readings  and  gives 
he  measure  of  heat  felt  by  the  human  body — is  much  less  than  the 
ictual  temperature  as  measured  by  the  dry  bulb.  It  is  conservative 
0  say  that  a  temperature  of  110°  in  Imperial  Valley  is  not  more  un- 
omfortable  than  95°  in  Los  Angeles  or  85°  in  the  more  humid  sections 
•f  the  Eastern  States.  Furthermore,  the  nights  are  always  cool,  the 
ow  humidity  resulting  in  rapid  and  large  daily  temperature  variations. 

At  the  same  time,  the  heat  in  the  Colorado  Desert  and  at  Yuma 
^ras  proverbial,  and  one  of  the  difficulties  which  the  project  had  to  en- 
ounter  was  the  supposedly  frightfully  hot  summers ;  indeed,  the  project 
vould  otherwise  have  been  financed  very  much  earlier.  Since  the  con- 
rol  of  the  diversion  canal  was  lost  in  1905,  the  impression  has  become 
general  that  the  project  of  irrigating  this  region  was  rejected  by  capi- 
alists  as  involving  too  great  engineering  risks.  As  a  matter  of  fact, 
he  chief  difficulty  was  the  fear  that  the  torrid  climate  would  render 
iolonization  very  difficult.     It  was  for  this  reason  only  that  Mr.  George 
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("liafTry  declined  to  consider  l)r.  Wo/.oncrsil't'H  solifitntioTiH  lu  midcr- 
taki'  the  enterprise  tis  early  as  LSSf),  and  it  was  Mr.  Chaifoy's  subseqnent 
experience  in  sueeessfully  cRtahlishing  an  irri^ration  enterprise  in  the 
interior  of  Australia,  where  a  maximum  temperature  of  125°  Fahr. 
was  often  reached,  which  led  him  to  undertake  the  work  here  in  1900. 

The  International  Boundary  Line  at  the  Sand  Hills. — Perhaps, 
everything  considered,  the  location  of  the  International  Boundary 
Line  and  the  Sand  Hills  which  lie  to  the  west  of  Pilot  Knob  and 
overlap  into  Mexico  for  several  miles,  constitute  the  most  important 
features  of  the  irrigation,  and  protection  from  inundation,  of  the 
Imperial  Valley.  It  is  this  which  makes  it  impossible  for  the  people 
of  American  Imperial  Valley  to  organize  to  protect  themselves  under 
the  laws  of  California.  The  menace  is  entirely  on  Mexican  territory, 
and,  apart  from  the  difficulty  of  dealing  with  the  problem  as  one  of 
engineering  and  statecraft,  is  the  worst  feature  of  all,  namely,  the 
seeming  injustice  of  compelling  American  citizens  to  protect  their 
homes  against  a  menace  originating  entirely  on  foreign  soil. 

Aside  from  the  danger  of  the  diversion  of  the  Colorado  to  the  west 
and  into  the  Salton  Basin,  the  important  result  of  the  present  loca- 
tion of  the  International  Boundary  Line  is  that,  practically  speaking, 
water  cannot  be  taken  from  the  Colorado  River  and  carried  in  canals 
lying  wholly  on  American  soil  to  the  areas  in  American  Imperial 
Valley  susceptible  of  irrigation  by  gravity.  It  could  be  done,  but  it 
would  require  approximately  12  miles  of  a  closed  conduit  running 
under  the  sand  hills  and  costing  at  least  $10  000  000,  a  sum  practically 
prohibitive. 

Water  Rights. — Due  to  the  divided  authority  of  the  National  and 
State  Governments  with  respect  to  permission  for  taking  water  from 
the  Colorado  River  as  a  navigable  stream,  water  appropriation  notices 
then,  as  now,  had  to  be  posted  and  filed,  under  the  laws  of  the  State 
of  California,  and  arrangements  had  to  be  made  with  the  United  States 
War  Department  as  well,  if  such  diversion  interfered  with  naviga- 
tion. It  appears  that  no  attempt  was  made  to  obtain  permission  from 
the  War  Department  for  taking  water  from  the  river,  because  it  wa| 
almost  impossible  to  cause  any  "interference  with  navigation."  Thij 
failure  to  secure  permission  from  the  War  Department,  however,  had 
a  very  serious  result  later. 
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Ideal  Plans. — The  ideal  way  to  carry  such  a  project  through  is  now 
quite  obvious.  All  the  engineering  features  should  have  been  carefully 
worked  out,  elaborate  soil  surveys  should  have  been  made  by  well- 
recognized  authorities,  and  experimental  farms  should  have  been 
established.  The  irrigation  system  should  have  been  built  in  sections 
and  colonized  before  additional  areas  were  covered  by  canals.  Water 
rights,  entirely  free  from  any  possibility  of  attack,  should  have  been 
obtained.  In  the  light  of  experience,  the  writer  believes  that,  by  all 
means,  these  should  have  been  obtained  from  the  Mexican  Government, 
and  the  diversion  should  have  been  made  on  Mexican  soil,  or  the  de- 
velopment should  have  been  made  under  the  Carey  Act. 

Dealings  with  Mexico  would  have  meant  the  abandonment  of  the 
idea  of  diversion  works  founded  on  solid  rock,  but  a  structure  with  a 
wooden  caisson  foundation  extending  under  the  gates  proper  and  the 
wing-walls  would  have  been  just  as  safe  as  the  concrete  head-gate 
actually  put  in  later,  and  would  have  cost  little  more  money,  if  indeed 
as  much. 

The  ownership  of  all  private  interests  in  the  Salton  Sink  ought  to 
have  been  acquired,  and  such  permission  obtained  from  proper  Govern- 
ment authorities  that  this  naturally  depressed  basin  would  ever  be  avail- 
able without  question  as  a  receptacle  for  the  seepage,  drainage,  and 
waste  water  from  the  irrigated  lands  and  canals.  Data  as  to  silt 
deposition  and  the  cost  of  removing  it  from  canals  and  intakes  should 
have  been  obtained  from  experiments  carried  out  on  a  commercial 
scale.  Various  details  of  the  project,  in  short,  should  have  been 
worked  out  very  carefully  and  adhered  to. 

However,  as  in  many  irrigation  and  other  projects  in  the 
West,  the  garment  had  to  be  cut  according  to  the  cloth.  The  sum 
total  of  events  resulted  in  carrying  out  the  project  along  lines  which 
were  far  from  ideal,  but  which  later  proved  to  be  possible  of  execu- 
tion with  a  remarkably  small  amount  of  money,  everything  considered. 

The  California  Development  Company. 

The  first  practical  step  toward  the  actual  irrigation  of  Imperial 
Valley  was  the  incorporation  of  the  California  Development  Com- 
pany, under  the  laws  of  New  Jersey,  on  April  26th,  1896.  After  two 
years  of  vain  endeavor  to  obtain  permission  from  the  Mexican  Govern- 
ment for  the  American  corporation  to  hold  land  and  acquire  rights 
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of  way  for  the  main  canals  into  American  Jniperial  Valley,  it  was 
found  necessary  to  form  also  a  Mexican  corporation.  The  California 
Development  Company  has  a  capital  stock  of  $1  250  000,  divided  into 
12  500  shares  of  $100  each;  the  Mexican  Company — La  Sociedad  de 
Ixicyo  y  TeiTeiios  de  la  Baja  California,  Sociedad  Anonima — has  a 
capital  stock  of  $G2  500,  all  of  which  is  owned  by  the  California  De- 
velopment Company.  Hereafter  in  this  paper  the  California  Develop- 
ment Company  will  be  referred  to  as  the  C.  D.  Co.,  and  the  subsidiary 
Mexican  corporation  as  the  Mexican  Co. 

The  general  practice  throughout  the  West  was,  and  still  is,  the  sale 
of  the  "water  right"  to  settlers  at  a  definite  price  per  acre — usually 
the  right  to  buy  water  thereafter  at  specified  prices.  The  arrangement 
adopted  in  this  case  was  the  formation  of  mutual  water  companies 
which  would  receive  water  wholesale  and  distribute  it  to  their  stock- 
holders, the  capital  stock  of  such  mutual  companies  constituting  the 
water  right. 

Organization  Under  the  Carey  Act. — It  would  midoubtedly  have 
been  much  better  if  the  desert  land  in  the  United  States  had  been 
segregated,  and  if  the  project,  as  far  as  American  territory  was 
concerned,  had  been  carried  out  under  the  Carey  Act.  This  Act,  how- 
ever, had  not  been  passed  when  the  original  investigations  were  made, 
and,  when  financial  arrangements  were  concluded,  the  California 
Legislature  had  adjourned  and  would  not  meet  for  nearly  two  years. 
Such  delay  was  deemed  too  great. 

Water  Appropriations. — Water  filings  were  made  on  April  25th, 
1899,  on  the  right  bank  of  the  Colorado  Kiver  about  3  000  ft.  above 
the  International  Boundary  Line,  by  Mr.  C.  N.  Perrj%  on  behalf  of 
the  C.  D.  Co.,  appropriating  10  000  sec-ft.,  of  the  flow  of  the  Colorado 
Kiver  to  be  used  for  the  irrigation  of  American  lands  in  the  Imperial 
Valley.  No  serious  attempt  was  made  to  obtain  water  rights  in  Mex- 
ico— in  Mexican  territory  there  was  no  chance  to  found  diversion 
works  on  rock,  and  money  for  the  first  work  of  promotion  would  have 
been  difficult  to  obtain  with  a  projected  intake  in  that  country. 

Rights  of  Way. — The  C.  D.  Co.  purchased  316  acres  of  patented 
land  along  the  river  just  north  of  the  International  Boundary  Line, 
and  these  included  the  rocky  point  of  Pilot  Knob;  and  the  Mexican 
Co.  acquired  10  000  acres  in  Mexico,  belonging  to  Gen.  Guillermo 
Andrade,  and  lying  generally  south  of  the  Boundary  Line,  as  shown 
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in  Fig.  9,  together  with  the  bed  of  the  Alamo  River,  which  extended 
beyond  the  boundaries  of  this  tract.  In  the  American  Imperial  Valley 
(all  the  land  belonging  to  the  Government  except  Sections  16  and  36, 
belonging  to  the  State  of  California,  and  known  as  "school  sections") 
rights  of  way  could  not  be  purchased  outright,  but  easements  therefor 
were  easily  obtained  as  at  present  by  application  to  the  Secretary  of  the 
Interior,  accompanied  by  maps  and  descriptions  of  the  proposed  con- 
structions. All  rights  of  way  and  property  required  for  the  construc- 
tion of  the  project  were  thus  arranged. 

Contractual  Relation  of  the  C.  D.  Co.  and  the  Mexican  Co. — 
The  two  companies  entered  into  a  contract  by  the  terms  of  which 
the  C.  D.  Co.  turned  over  to  the  Mexican  Co.  all  the  water  to  be 
diverted  from  the  Colorado  River  by  the  former  where  the  canal 
crosses  the  International  Boundary  Line  at  Algodones;  the  Mexican 
Co.  agreed  to  deliver  water  to  water  users  in  Mexican  territory  as 
required  and  the  remainder  of  the  supply — the  larger  part  by  far — 
to  the  American  water  users  at  points  on  the  International  Boundary 
Line  from  40  to  50  miles  west  of  the  river,  and,  from  the  water  users 
of  both  countries,  to  collect  for  the  water  furnished,  on  a  quantity 
basis;  the  C.  D.  Co.  agreed  to  build,  maintain,  and  operate  all  the 
Mexican  Co.'s  irrigation  construction  in  Mexico;  the  Mexican  Co., 
in  consideration  thereof,  agreed  to  pay  the  C.  D.  Co.  all  sums  received 
by  the  former  for  water  rights,  water  stock,  and  water  rentals  from 
water  users  in  the  United  States.  These  agreements  were  limited  to 
water  for  lands  which  were  irrigable  by  gravity  from  the  system  of 
canals  beginning  at  the  head-works  constructed.  It  was  stipulated,  fur- 
ther, that  no  contract  should  be  entered  into  with  the  Mexican  Co.  giv- 
ing any  person  or  corporation  superior  right  over  any  other  water  user 
by  reason  of  priority  in  date  of  contract  or  otherwise,  and  that  the 
C.  D.  Co.  should  not  be  responsible  for  failure  to  deliver  water  to  the 
Mexican  Co.  from  any  cause  beyond  its  control,  although  admitting 
obligation  to  use  due  diligence  in  protecting  canals  and  maintaining 
the  flow  of  water  therein. 

By  this  arrangement,  the  Mexican  Co.  retains  the  money  received 
from  the  water  delivered  to  Mexican  water  users,  and  is  put  to  no 
construction,  maintenance,  or  operation  expense  whatever.  This 
arrangement,  however,  is  not  as  advantageous  as  at  first  appears, 
because  the  gross  annual  water  rentals  from  Mexican  water  users  did 
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not  aiuoimt  to  $I0  0()()  gold  per  Muinim  \intil  the  beginning  of  the 
ninth  y(»ar,  wliile  the  right  of  way  contains  at  least  2  500  acres  of  land 
:md  iiu-lii(l(\s  50  miles  of  the  Alamo  River  channel,  which  is  utilized 
as  a  main  canal.  It  will  be  a  number  of  years  yet  before  the  receipts 
of  the  Mexican  C'o.  will  be  sufficiently  large  to  make  the  contract  an 
unusually  profitable  one. 

Mutual  Water  Companies. — Next  to  the  general  plan  of  arranging 
to  require  the  purchase  by  settlers  of  the  water  right  usual  in  such 
cases,  the  fundamental  idea  was  delivery  of  water  to  mutual  water 
companies  instead  of  individuals,  the  mutual  companies  to  be  operated 
by  the  holders  of  stock,  namely,  the  farmers  in  their  respective  dis- 
tricts. The  various  mutual  companies  thus  run  their  own  local  affairs 
and  join  together,  through  the  C.  D.  Co.  and  the  Mexican  Co.,  in  a 
community  main  canal  leading  from  the  river  to  the  settlement  west 
of  the  Sand  Hills. 

Triparty  Contracts. — :The  mutual  water  companies  required  the 
construction  of  a  distribution  system,  and  ought  or  ought  not  to  have 
paid  a  bonus  for  the  contract  to  receive  water  at  the  International 
Boundary  Line,  depending  entirely  on  the  conditions  under  which 
the  water  should  be  delivered  and  the  price  to  be  paid  for  it.  A  tri- 
party contract  was  entered  into  between  the  Mexican  Co.,  the  C.  D.  Co., 
and  each  of  the  mutual  water  companies,  under  the  terms  of  which 
the  Mexican  Co.  agreed  to  supply  water  to  the  mutual  water  compa- 
nies "on  demand"  and  at  definite  points  on  the  International  Bound- 
ary Line  in  the  Imperial  Valley  for  50  cents  per  acre-ft.,  to  be  used 
only  on  lands  within  the  respective  districts;  provided,  however,  that 
the  aggregate  quantity  of  water  necessary  to  deliver  under  the  con- 
tract should  not  exceed  four  times  the  number  of  acre-feet  per  annum 
that  there  were  shares  of  capital  stock  in  the  mutual  company;  the 
mutual  company  agreed  to  order  and  pay  for  at  least  1  acre-ft.  of  water 
each  year  for  each  share  of  its  stock  sold  and  located,  regardless  of  its 
use  by  the  mutual  company  or  by  its  stockholders;  the  C.  D.  Co. 
agreed  to  build  the  distribution  system  of  the  mutual  company  and 
to  maintain  certain  definite  portions  of  the  canal  thereof  perpetually, 
reserving  the  right  to  develop  and  use  the  water-power  that  might  be 
obtained  from  the  waters  running  through  any  of  the  canals,  including 
those  of  the  mutual  company;  a  provision  was  made  that  at  the  end 
of  3   years  the  loss   of  water  to  the  C.   D.   Co.   in  evaporation  from 
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the  canals  of  the  mutual  company  should  be  determined,  and  such 
an  extra  allowance  of  water  be  supplied,  as  so  determined,  to  the  end 
that  only  the  net  quantity  reaching  each  half  section  of  land  should 
be  paid  for;  and  the  mutual  water  company  turned  over  all  its  capi- 
tal stock  to  the  C.  D.  Co.  and  agreed  to  locate  such  stock  on  any 
lands  within  the  exterior  boundary  lines  of  its  district  on  order  of 
the  C.  D.  Co.  The  C.  D.  Co.  sold  the  capital  stock  of  these  vari- 
ous mutual  companies  to  the  settlers,  and  with  the  proceeds  built 
the  main  canals  in  the  United  States,  the  canal  system  in  Mexico 
svhich  belongs  to  the  Mexican  Co.,  and  the  distribution  systems  which 
became  the  properties  of  the  various  mutual  water  companies. 

There  were  eight  of  these  triparty  contracts;  tJiey  were  essentially 
similar,  though  no  two  were  exactly  alike  in  every  detail.  The  con- 
tract between  the  Mexican  Co.  and  the  C.  D.  Co.,  and  the  triparty 
contract  as  just  outlined,  together  with  the  by-laws  of  the  mutual 
companies,  show  the  contractual  relation  of  the  water  user  to  the 
)rganizations  on  which  he  depends  for  water.  These  by-laws,  in 
general,  provide  that  each  share  of  stock  shall  represent  the  right  to 
purchase  water  for  the  irrigation  of  1  acre  of  land;  that  stock  issued 
jhall  have  written  on  its  face  a  description  of  the  land  on  which  it 
s  located;  that  no  stock  shall  be  located  on  any  lands  outside  those 
lescribed  in  the  articles  of  incorporation;  that  one  share  and  no  more 
ihall  be  located  on  each  acre  of  land  which  can  be  served  by  the  ditches 
)f  the  company;  that  owners  of  stock  issued  but  not  located  shall  not 
)e  entitled  to  receive  any  water  represented  thereby,  but  shall,  never- 
heless,  be  liable  for  all  assessments,  the  same  as  other  outstanding 
itock  of  the  company;  that  the  shares  may  be  transferred;  and  that 
icceptance  by  any  stockholder  of  a  certificate  of  stock  shall  be  con- 
idered  as  a  ratification  by  him  of  any  and  all  contracts  between  the 
Qutual  company  in  question  and  the  C.  D.  Co. 

The  inter-relations  of  the  water  users  and  the  various  corporations 
lave  been  given  in  detail  because  of  a  general  impression  that  the  plan 
vas  devised  for  the  purpose  of  taking  advantage  of  the  settlers.  In 
ts  operations  it  has  resulted  in  no  unfairness  of  any  importance  to 
my  of  the  parties  concerned.  Considering  all  the  circumstances,  the 
)rices  charged  for  water  rights  were  very  low — $5.75  at  the  beginning, 
ip  to  $20  at  present,  and  averaging  $12  per  acre  as  the  total  cost  to 
he  settler,  on  easy  terms — and  the  total  annual  water  rental  from  the 


125(1 


IlMfKlATION    AM)  \l]\'VM  CONTROL,  COLORADO  RIVER 


AULI']  7. — CoMivvuATiN  i;  Stai  i:.mknt  ok  Earnin(;s  and  Expenses 
oi'  Tin:  Camiouma  Development  Company,  for  Novembeu,  VM){). 
(Property  on  a  seriously  deteriorating  basis.) 


Earnings  : 

Water  sales 

Water-power  royalties 

Rent,  builtlint^s  and  other  property. 
Miscellaneous  earnings 


Gross  earnings  from  operation. 


November, 


I8fl(if;.2f) 

41H.90 
H2.05 
60.45 


St4  473.60 


6  months 

ending 
November 

3(>th,  nm. 


$08  286.75 

1  7?2.W) 

4KH.r,l 

4-^0.68 


895  918.74 


Operating  Expenses  : 
Mainteyiance.  canals  and  structures . 

Superintendence 

Maintenance  and  cleaning  canals. , 

Bridges 

Canal  structures 

Buildings,  fixtures  and  grounds. . . 


S163.83 

10.588.76 

223.04 

9()1.70 

824.81 


S641.63 

47  130.74 

406.88 

2  444.57 

3  192.44 


Total. 


Maintenance  of  levees : 

Superintendence 

Patroling 

Roadway  and  track 

Telephone  and  telegraph  lines. . . 
Buildings,  fixtures  and  grounds. 


812  702.14 


S102.55 

126.12 

84.87 


S58  818.26 


?210.00 
377.87 

1  0.84.01 

217.04 

44.37 


Total. 


Maintenance  of  equipment : 

Vehicles 

Grading  implements 

Corrals 

Machinery 

Shops 

Automobile 

Motor  cars 

Dredges 


Total. 


Distribution  of  vater: 

Superintendence 

Zan  jeros 

Calibration  and  water  measurement. 

Telephone  and  telegraph  lines 

Damages 


8313.54 


$85.23 

"29!6i' 


34.71 

135.36 

83.34 

281.42 


$649.07 


$163.70 

760.00 

21.52 

163.40 


$1883.29 


$576.47 

14.23 

525.56 

538.45 

155.25 

1  115.04 
154.46 
938.18 


012.64 


$997.22 

3  858.6;3 

365.00 

815.53 

50.00 


Total 


General  expense : 
Salaries  and  expenses,  general  oflBces. 

Office  expenses 

Law  expenses 

Stationery  and  printing 

Other  expenses 


Total. 


$1  108.62 


$2  981.66 
332.37 

618.28 
132.36 

107.40 


$6  086.38 


$15  444.09 

1  515.04 

3  899.92 

684.86 

459.67 


$4  172.07         $22  003.58 


Total  operating  expenses 

$18  945.44 

$87  804.15 

Net  earnings 

$Uk71.8U 

$8  114.59 

Taxes 

$197.76 

$1  134.88 
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water  users  in  the  valley  will  not  suffice  to  pay  maintenance,  opera- 
tion, and  g-eneral  expenses,  properly  figured,  until  such  time  as  about 
700  000  acre-ft.  of  water  are  sold  annually.  At  the  end  of  9  years 
the  sales  have  not  yet  reached  that  figure.  Fig.  4  shows  the  boundaries 
of  the  lands  of  the  various  mutual  water  companies  in  the  valley  and 
under  whose  distribution  systems  lie  all  the  lands  which  are  as  yet 
irrigated. 

an;  Operation  of  Triyarty  Contract. — For  3^  years  the  writer  was 
General  Manager  for  both  the  C.  D.  Co.  and  the  Mexican  Co.,  and 
handled  all  matters  between  these  companies  and  the  various  mutual 
water  companies.  During  the  latter  portion  of  that  time,  the  pro- 
tection of  the  Imperial  Valley  from  inundation  by  the  Colorado  had 
become  quite  as  important  as  its  irrigation,  and,  for  this  protection,  of 
course,  no  provision  was  contemplated  in  these  contracts.  Except  for 
that,  the  arrangement  proved  to  be  very  satisfactory,  and  produced 
a  smooth  and  comfortable  relationship  unusual  in  irrigation  enter- 
prises. As  a  result  of  litigation,  the  Supreme  Court  of  California  has 
just  declared  the  whole  scheme  practically  legal.  The  Imperial  Irriga- 
tion District  was  created  several  months  ago,  and  the  directors  thereof 
have  decided  to  take  over  only  the  functions  which  the  C.  D.  Co.  and  the 
Mexican  Co.  now  perform,  and  will  not  interfere  in  any  way  with  the 
mutual  water  company  plan  of  organization,  or  the  water  companies 
themselves. 

TABLE  8. — Statement  of  Earnings  and  Expenses 
OF   La  Sociedad  de  Irrigacion  y  Terrenos  de  la  Baja   California. 


Gross  Earnings 

Operating  Expenses: 
Distribution  of  water 

General  expense : 
Salaries  and  expenses,  general  officers  and  clerks 

Office  expenses 

Law  expenses 

Stationery  and  printing 

Inspection  fund  (Mexican  Government) 

Other  expenses 

Total 

Total  operating  expenses 

Net  earnings 


November  5th, 
1909. 


$;641.20 
0.00 

421.54 
64.07 

233.99 
39.55 

150.00 

231.25 


130.40 


$1  130.40 


$US9.W 


5  months, 
ending  Novem- 
ber 30th,  1909. 


$5  127.39 

0.00 

2  073.85 
341.32 
696.64 
101.21 
750.00 
663.47 


$4  626.49 


$4  626.49 


S500.90 
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Imperial  Land  Company. — The  parties  who  wore  induced  to  hack 
the  enterprise  financially  were  afraid  of  the  colonization  end,  and 
would  have  nothing  whatever  to  do  with  it.  Accordingly,  it  was  neces- 
sary to  form  a  colonization  company — the  Imperial  Land  Company — 
which  was  incorporated  under  the  laws  of  California  in  March,  1900, 
and  consisted  in  part  of  some  of  the  promoters  of  the  C.  D.  Co.  and  in 
part  of  othor  people.  This  corporation  contracted  to  do  all  advertising 
and  colonizing  and  sell  all  water  stock  in  consideration  of  having  the 
exclusive  privilege  of  town  sites  and  a  commission  of  25%  on  water 
stock  sales.  By  using  Government  land  scrip,  this  company  obtained 
immediate  ownership  in  fee  simple  of  tracts  of  land  in  various  parts 
of  the  valley  and  subdivided  them  into  town  sites.  These  town  sites 
were  covered  with  water  stock  in  order  to  obtain  water  for  domestic  and 
municipal  use  through  the  assistance  of  the  mutual  companies,  because 
DO  wells,  except  some  very  deep  and  unsatisfactory  ones  quite  recently 
sunk  on  the  east  side  of  Imperial  Valley,  have  ever  been  possible  for 
domestic  supply.  The  Imperial  Land  Company  thus  established  the 
town  sites  of  Mexicali,  in  Mexico,  and  Calexico,  Heber,  Imperial,  and 
Brawley,  in  California.  The  other  town  sites — El  Centre,  the  county 
seat,  Holtville,  Seeley,  Dixieland,  and  several  smaller  places  were  plat- 
ted and  put  on  the  market  by  other  parties  later. 

TABLE    9. — Operating   Expenses    of    California   Development    Co., 
January  1st,  1908,  to  March  31st,  1909. 


Maintenance,  canals  and  structures. 

Maintenance,  levee 

Maintenance,  equipment 

Distribution  of  water 

General  expense* 

Construction  of  canals 

Construction  of  levees 


Totals 


1908. 
12  months. 


«71  419.94 
10  260.35 
18  528.69 
15  613.42 
75  162.82 
73  765.12 
32  303.09 


S297  053.43 


1909. 

January, 

February,  and 

March. 


818  177.32 

647.24 

4  182.21 

4  559.10 

12  277.76 

27  359.47 

32  297.84 


$99  500.94 


*  Of  this  sum.  S30  665.28  was  litigation  expenses  and  costs. 

During  1911  the  total  net  deliveries  of  water  to  the  mutual  water  companies  in  the 
United  States  were  597  178  acre-ft.,  or  $298  490.98. 

This  colonization  company  in  general  was  successful,  but  not  to  the 
extent  which  would  be  expected,  considering  the  unprecedentedly  rapid 
settlement  of  the  region,  and  the  contract  was  certainly  a  fair  one  to 
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the  C.  D.  Co.,  up  to  the  time  of  its  abrogation  in  1906.  Water  stock 
was  sold  to  the  settlers  for  small  cash  payments  and  notes  payable  in 
five  yearly  settlements  at  6%  interest,  such  notes  being  secured  by  a 
pledge  of  the  water  stock  purchased.  Many  of  the  settlers  had  scant 
means  and  only  a  filing  right  on  the  land,  so  that  the  water  stock  was 
not  made  appurtenant  to  the  land,  but  left  as  personal  property.  The 
initial  payment  went  to  the  Imperial  Land  Company,  and  was  by  it 
used  for  advertising  and  other  essential  purposes,  the  collateral  notes 
secured  by  the  water  stock  being  taken  by  the  C.  D.  Co. 

TABLE  10. — Average  Diversion  and  Deliveries  of  Water  by  the 
Canal  Systems  of  the  C.  D.  Co.  and  the  Mexican  Co.  for  the 
Week  Ending  January  19th,  1912. 

Gauge  at  Yuma 15.3  ft. 

Gauge  opposite  intake 105.9  " 

Elevation  of  bottom  of  diversion  gate 98.0  " 

Average  flow  of  Colorado  River  at  Yuma 4  000       sec-ft. 

Diversion  from  Colorado  River  at  Andrade 1  559         "    *' 

Used  in  Mexico 37     sec-ft. 

Used  in  United  States 894.6  "     " 

♦Wasted  at  Rositas  waste-gate 321 .3   "     " 

Total 1  352.9  sec-ft. 

Total  loss,  Andrade  to  Sharps ; 306. 1  sec-ft. 

*  171.1  sec-ft.  of  this  passed  through  the  plant  of  the  Holton  Power  Company  en  route 
to  this  waste-gate  for  developing  electrical  energy. 

This  loss  equals  19.6%  in  about  46  miles  of  main  canal,  chiefly  the  bed  of  the  old  Alamo 
River,  or  0.43%  per  mile  on  the  average— an  extremely  low  figure. 

Management  of  the  C.  D.  Co. — Delta  Investment  Company. — 
Until  the  water  rentals  became  of  importance,  these  collateral  notes 
constituted  the  only  receipts  of  the  C.  D.  Co.,  and  these  assets  w^ere 
looked  on  with  considerable  suspicion  by  the  financial  institutions  of 
Los  Angeles.  Nevertheless,  they  might  have  been  taken  as  collateral 
at  about  25  cents  on  the  dollar  had  not  the  merit  of  the  entire 
enterprise  been  rendered  questionable  in  various  ways,  as  explained 
later.  When  this  occurred  the  Delta  Investment  Company  was 
formed — in  the  fall  of  1901 — with  assets  consisting  solely  of  C.  D.  Co. 
and  Imperial  Land  Company  stock  contributed  by  the  wealthier  people 
of  the  enterprise.  This  company  was  given  a  contract  to  take  over 
all  the  C.  D.  Co.'s  bonds  at  50  cents  on  the  dollar,  and  all  its  collateral 
notes  and  mortgages  at  the  same  discount.  By  this  arrangement,  the 
Delta  Investment  Company  practically  controlled  the  C.  D.  Co., 
although  the  amount  of  the  C.  D.  Co.  stock  held  by  it  was  much  less 
than  a  majority. 
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TABLE  11. — Annual  Expenditures 
OF  Imim:i{Ial  Water  Company  No.  1  for  1011. 

Caj)ital  stock  -  100  000  sliares,  all  of  which  have  h(.'on  sold,  and 
aro  located  on  100  000  acres  of  land.  Total  length  of  canals  =  373.25 
miles. 


Maintenance: 

Supcirintendence $7  fK)().(Xj 

Engineeririj; 1  (J(X).(KJ 

Corral 3  H05. 1 1 

Automobile 5(J0.(X) 

Shops 2  4(53. 18 

Materials  ami  supplies 22  04^.11 

Labor,  men  and  teams 75  887.41 

Damages t;4.5.<)l 

Muiskrats,  bounty  at  $\  each 49:i.()0 

$114  439.67 

Operation  : 

Superintendence SH  815.74 

Engineering 168 .  81 

Zan.ieros 22  609.02 

Corral 3  102.36 

Automobile 476 .  39 

Materials  and  supplies 1  892.98 

Telephone 260.16 

Water  meters 260.47 

:«  675 .  93 

General  Expense : 

Salaries  $6  410.02 

General  expenses 2  971.13 

Printing  and  stationery 439.94 

Taxes  and  insurance 956.59 

Furniture  and  fixtures 520.45 

Legal  expenses 10  889.38 

22  187.51 

Imperial  Water  Company  No.  1,  expense S169  3<i3.11 

Water  Bought  (from  the  C.  D.  Co.)    305  183   acre-ft.,  less  10%   allowance  for 
seepage  and  evaporation,  at  50  cents  per  acre-ft.,  on  net  amounts 137  332.50 

Total  expenditures* S306  635.61 

*  The  expenses  of  the  company  were  almost  exactly  $1 .70  per  acre,  and  the  water  rent- 
als paid  to  the  C.  D.  Co.  Si  .37  per  acre.  The  total  cost  to  the  farmers,  therefore,  averaged 
$3.05  divided  by  2.747,  or  $1.11  per  acre-ft.— a  very  low  figure  for  water  in  California,  where 
the  "  water  right '"  averages  $12  per  acre,  or  indeed  much  more. 

It  must  be  admitted  that  the  Delta  Investment  Company  took  over 
such  securities  at  a  larger  price  than  could  have  been  obtained  from   , 
any  other  source.     Nevertheless,  the  securities  were  really  good,  every-  f 
thing  considered,  and  quite  a  few  large  and  apparently  strange  and 
dishonest  transactions  were  made  between  the  two  corporations.    Money 
was  forthcoming  for  construction  purposes,  but  was  costing  the  C.  D. 
Co.  $2  for  every  $1  obtained.    The  result  was  that  in  a  couple  of  months 
serious  dissensions  arose,  and  in  February,  1902,   an  adjustment  was 
made   cancelling  the   contracts  with  the  Delta   Investment    Company  . 
and  Mr.  Chaffey,  who  thereupon  retired  from  the  enterprise.     March  I 
1st,  1902,  therefore,  found  the  C.  D.  Co.  a  going  concern,  and  Imperial 
Valley  a  reality,  but  the  parent  company,  with  all  its  bonds  gone,  its 
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r()lla((M*al  n()t(^s  and  inort^a^r^vs  largely  doplctod.  no  money  in  the  treas- 
ury, and  decjjly  in  di-ht.  Sliortly  aflerward  ac.-tual  results  from  farni- 
ini;-  under  tlie  project  were  so  reassuring  that  the  (Jompany  was  able 
to  borrow  $25  000  from  the  First  National  Bank  of  Los  Angeles. 

The  contract  with  the  Delta  Investment  Company  was  a  serious 
thing  for  the  C.  D.  Co.,  but,  to  be  perfectly  fair  in  presentation,  it 
luust  be  bonie  in  mind  tliat  the  fimineial  interests  had  their  confidence 
in  the  project  violently  shaken  by  advance  rumors  of  an  adverse  Gov- 
ernment soil  report  (to  be  discussed  later). 

With  the  exception  of  the  arrangement  with  the  Delta  Investment 
Company,  no  proper  criticism  can  be  made  of  the  handling  of  the 
finances  of  the  whole  irrigation  project,  as  far  as  any  of  the  promoters 
of  the  irrigation  company  are  concerned.  The  writer  has  had  oppor- 
tunity and  occasion  to  investigate  thoroughly  the  relationship  of  all 
the  corporations,  and  in  common  fairness  must  state  that,  though  the 
deals  back  and  forth  were  many  and  diverse,  they  were  otherwise 
with  very  few  exceptions  reasonable  and  fair,  when  the  circumstances 
and  reasons  which  produced  them  are  given  the  proper  weight.  Further- 
more, the  general  aims  and  plans  which  the  company  practically  suc- 
ceeded in  carrying  out  do  not  merit  any  more  criticism  than  those  of 
the  average  Western  irrigation  project,  if  indeed  as  much.  Had  the 
break  in  the  Colorado  Kiver  never  been  allowed  to  get  beyond  control — 
and  it  never  would  have  happened,  in  spite  of  all  obstacles,  had  the 
loan  of  the  Southern  Pacific  Company  (referred  to  later)  been  ar- 
ranged 6  months  earlier  than  it  was — the  C.  D.  Co.  would  undoubtedly 
have  proved  to  be  one  of  the  most  successful  private  irrigation  en- 
terprises throughout  the  entire  land. 

Colorado  River  Land  Company. — It  is  well  at  this  time  to  mention 
the  Colorado  River  Land  Company  and  the  New  Liverpool  Salt  Com- 
pany. The  former  is  a  corporation  consisting  principally  of  Southern 
California  stockholders,  incorporated  under  the  laws  of  Mexico,  and 
owning  about  1 000  000  acres  south  of  the  International  Boundary 
Line  and  west  of  the  Colorado  River.  It  owns  all  the  Colorado  River 
Delta  west  of  the  river  in  Mexico  except  162  000  acres,  the  location  of 
these  holdings  and  those  of  other  important  Mexican  land  owners 
being  shown  on  Fig.  4.  The  existence  and  operation  of  this  corpora- 
tion have  lately  become  important  as  being  the  agency  through  which 
the   United    States   Government   has   handled   the   river    control   work 
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recently  done  by  it.     The  company  will  hereafter  be  referred  to  as  the 
C.  M.  Co.,  as  it  is  locally  called. 

The  New  Liverpool  Salt  Company. — This  corporation  was  organized 
many  years  ago  for  the  purpose  of  obtaining  salt  from  the  deposits 
in  the  bottom  of  the  Salton  Sink,  and  began  operations  in  1884.  In 
1904  its  plant  was  reasonably  satisfactory  in  its  details  and  had  a 
capacity  of  1 200  tons  of  salt  per  month.  The  actual  value  of  the 
plant  and  the  salt  beds,  taking  into  consideration  the  excellent  quality 
of  the  salt,*  the  conditions  under  which  the  Company  operated,  and 
the  competition  it  had  to  meet,  is  of  course  impossible  to  determine 
without  access  to  the  company's  records.  It  appears,  however,  that 
negotiations  at  that  time  were  pending  for  its  sale,  the  figures  being 
$150  000  asked  and  $100  000  offered.  When  the  water  began  to  come 
into  the  sink  in  large  quantities,  negotiations  were  dropped,  and  the 
entire  plant  was  soon  buried  by  the  Salton  Sea. 

Operations  of  the  California  Development  Company. 

When  the  C.  D.  Co.  was  ready  to  begin  operations,  there  was  on 
the  lower  river  a  dipper  dredge  with  a  4-yd.  bucket  which  had  been 
built  and  equipped  by  the  Hon.  Eugene  S.  Ives,  of  Yuma,  Ariz.,  and  his 
associates,  for  digging  irrigating  canals  near  Yuma.  This  dredge 
was  bought  by  the  company  in  exchange  for  guaranteed  bonds,  floated 
down  the  river,  and,  in  August,  1900,  set  to  work  excavating  a  canal 
along  the  lines  marked  "Original  Intake"  in  Fig.  13  and  then  follow- 
ing the  old  Alamo  overflow  channel  to  a  point  8  miles  below.  From 
that  point  the  Alamo  channel,  with  a  little  diking  here  and  there, 
had  suflicient  capacity  to  carry  for  some  time  the  water  needed.  From 
the  beginning  of  actual  construction  until  he  left  the  enterprise  (April, 
1900,  to  February,  1902),  Mr.  George  Chafley  was  President  and  Chief 
Engineer  of  the  Company. 

About  500  ft.  above  the  Boundary  Line  a  temporary  wooden 
head-gate.    Fig.    11,    known    locally    as    the    "Chaffey"    gate,    was   put 

*  The  published  analyses  of  the  deposit  give  the  following  average  : 

Sodium  chloride 96.15 

Sodium  sulphate 0.70 

Calcium  sulphate 0.60 

Magnesium  sulphate 1 .60 

Insoluble 0.10 

Water 0.85 

100.00 
The  California  State  Mineralogist  reports  the  value  as  ^1  per  ton. 
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in.  'J'liis  was  a  wcil-di'signod  and  well-built  wofxhjn,  A-franic,  flash- 
board  gate,  70  ft.  long,  15  ft.  high,  with  a  plank  floor,  and  founded  on 
piling.  When  it  was  built*  nothing  was  known  or  even  suH])ected  with 
reference  to  the  rapid  and  large  variation  in  (devation  of  the  river 
bed  at  varying  flood  stages  and  otherwise,  and  it  is  not  surjjrising, 
therefore,  that  the  floor  was  not  put  as  low  as  it  should  have  been, 
but,  even  so,  it  was  not  as  deep  as  planned  on  account  of  nn  unnaturally 
early  summer  flood.  The  structure  wiis  made  no  larger,  not  because  of 
cost,  but  because  it  seemed  certain  that  when  more  water  than  the 
gate's  capacity  should  be  required,  that  fact  would  mean  such  revenues 
as  to  permit  building  the  permanent  concrete  and  steel  diversion  works 
at  Pilot  Knob,  regardless  of  all  other  considerations.  In  passing,  it 
may  be  said  that  the  construction  and  design  of  this  temporary  head- 
gate  was  fully  equal  to  that  of  any  throughout  the  West,  even  to-day. 
The  floor,  however,  was  quite  too  high. 

At  what  is  known  as  Sharp's  Heading,  the  Alamo  channel  was 
abandoned  as  the  main  canal,  and  the  controlling  works  for  the  valley 
end  were  put  in.  These  consisted  of  a  wooden,  A-frame,  flash-board 
gate  in  the  continuation  of  the  Alamo,  a  similar  gate  at  the  head 
of  the  Encina  or  West  Side  Main  canal,  and  a  combined  gate  and 
drop,  known  as  Sharp's  Head-gate,  from  which  leads  off  the  Central 
Main,  the  chief  canal  in  the  valley. 

This  last  structure  is  well  worth  describing  in  some  detail.  In 
the  first  place,  it  is  a  most  vital  part  of  the  system,  because,  being 
a  combination  of  a  drop  and  regulating  gate,  were  it  to  fail,  the  water 
in  the  Alamo  or  Main  Canal  above  it  would  immediately  be  lowered 
far  too  much  to  permit  taking  out  any  whatever  for  the  East  and 
West  Side  Mains.  To  realize  the  consequences  of  this,  it  must  be  re- 
membered that  irrigation  water  is  needed  every  day  in  the  year,  and 
that  no  stock  and  domestic  water  for  the  entire  region,  except  for 
the  Town  of  Holtville,  can  be  had,  except  from  the  irrigation  system 
and  by  being  brought  in  by  the  railroad  in  water  cars.  In  the  second 
place,  for  several  months  consecutively,  in  each  year  since  1905,  it  has 
been  taxed  beyond  the  capacity  for  which  it  was  designed,  without 
developing  any  serious  weakness.  Furthermore,  at  intervals  of  about 
18  months,  since  it  was  put  in  service  in  1903,  the  canal  above  it  has 

*  Nothing  really  was  known  about  the  changes  in  elevation  of  the  river  bed  until  1907. 
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been  emptied  fur  i)eriuds  ol  nut  iiioru  lliaii  GU  huurs  to  permit  of  in- 
spection and  light  roi)airs,  but  the  very  first  overhauling  or  extensive 
repairs  were  begun  on  January  5th,  1912. 

The  writer  confesses  to  a  predilection  for  i)ermanent  structures  of 
masonry,  concrete,  or  steel,  and  this  gate  and  the  Alamo  Waste-gate, 
built  in  1905,  were  nightmares  to  him  while  in  charge  of  the  prop- 
erties. It  would  seem  that  a  large  part  of  this  was  worry  wasted, 
however. 

Sharp's  Head-gate  was  designed  by,  and  built  under  the  direc- 
tion of,  ^Ir.  C.  N.  Perry,  then  Kesident  Engineer  of  both  companies, 
the  fundamental  idea  being  to  cut  up  the  foundation  into  a  number  of 
water-tight  compartments.  Plates  XLIV  and  XLV  show  thi.s  con- 
struction. 

Where  Beltran's  Slough  leaves  the  Alamo  channel,  a  wooden,  flash- 
board  gate  was  built  to  waste  water  through  Beltran's  and  Garza's 
Sloughs  into  the  New  River,  but  about  3  months  after  being  put 
in  service  it  failed,  due  to  back  currents  below  it. 

The  original  plan  for  supplying  the  territory  to  the  east  of  the 
Alamo  was  to  utilize  the  Alamo  channel  from  Sharp's  Heading  to 
Holtville,  an  earthen  dam  being  used  to  bring  the  water  to  the  surface 
of  the  land  at  that  point.  This  dam  soon  failed,  and  the  canal  from 
there  was  connected  with  the  Alamo  at  a  point  about  1^  miles  above 
Sharp's,  such  connection  being  made  in  record  time,  with  a  cross- 
section  only  large  enough  for  the  demand.  The  idea  was  that  erosion 
would  enlarge  it,  which  in  general  has  been  the  case,  although  some 
blasting  was  required  to  assist  the  action.  Originally  known  as  No.  5 
Main,  the  canal  is  generally  called  the  East  Side  Main.  It,  as  well  as  the 
West  Side  Main,  is  occasionally  broken  in  places  by  the  severe  rain- 
storms— almost  cloudbursts — which  occur  at  infrequent  intervals  in  the 
region.  To  provide  absolute  protection  against  such  damage  would 
be  very  expensive,  and  neither  No.  5,  which  owns  the  exposed  portion 
of  the  East  Side  Main,  nor  the  C.  D.  Co.,  which  owns  all  the  West 
Side  Main,  has  done  so.  Otherwise,  they,  as  well  as  the  Central  Main, 
are  quite  satisfactory. 

Main  canals  were  constructed  from  Sharp's  to  serve  the  territory 
between  the  New  and  Alamo  Rivers  (the  Central  Main) ;  a  second,  the 
West  Side  Main,  crossed  New  River  to  serve  territory  west  of  that 
waterway,   and   a   third,   the   East   Side   Main,   to   serve  the  territory 
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SHARP'S  HEAD-GATE  IN  CENTRAL  MAIN  CANAL 
All  floor  and  wall  planks  are  3  x  12"batiened  with  I'k  i" 
All  piles,  joists,  uaps,  and  spreadecs,  8  x  8" 
Tosts  and  ^rts  of  wings.  8  x  lo" 

All  slieet-piling  Uas  penetration  of  11  feet.  Double  lines  represent  sbeet-pilinsr 
Joists  rest  on  caps  wliich  in  turn  are  on  8  x  8"pile3 
J3ru8h  wings  are  supportedby  8x8  piles  and  girta  and  lap  over  wooden  aprons. 
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east  of  the  Alamo.  In  11  months,  or  in  June,  1901,  delivery  of  water 
was  begun  through  the  Boundary  Canal  as  far  west  as  Calexico,  and 
the  Central  Main  was  put  into  service  in  March,  1902,  or  in  19  months. 

Imperial  Water  Companies  Nos.  1,  4,  5,  6,  7,  and  8  were  formed, 
and  triparty  contracts  were  entered  into  with  each.  The  C.  D.  Co. 
constructed  the  distributing  systems  for  these  districts,  with  the  ex- 
ception of  that  of  Imperial  Water  Co.  No.  7.*  The  total  length  of 
canals  in  all  these  distributing  systems  was  approximately  700  miles 
on  January  1st,  1905,  and  there  were  also  about  80  miles  of  canal 
belonging  to  the  C.  D.  Co.  and  the  Mexican  Co.,  making  the  total 
about  780  miles.  During  1905  and  1906  relatively  little  canal  building- 
was  done,  because  the  river  got  beyond  control;  and,  from  1907  to 
1911,  inclusive,  the  increase  has  been  less  than  20%,  on  account  of 
excessive  litigation  following  the  vast  expenditures  for  controlling 
the  river,  and  because  the  canals  existing  on  January  1st,  1905,  covered 
85%  of  the  territory  now  under  ditches. 

With  the  exception  of  a  permanent  diversion  gate  at  the  river, 
two  permanent  structures  replacing  temporary  ones  in  the  valley,  the 
building  of  the  Alamo  Waste-ga.te  (Fig.  27),  just  above  Sharp's 
Heading  (June  25th  to  August  17th,  1905),  and  another  in  the 
Central  Main  at  Station  134  (November  13th,  1904,  to  January 
12th,  1905),  that  portion  of  the  canal  system  completed  on  January 
1st,  1905,  has  not  been  essentially  changed  or  enlarged,  and,  with  few 
exceptions,  the  original  structures  are  still  being  used.  There  is  a 
marked  tendency  on  the  part  of  the  mutual  water  companies  to  replace 
wooden  structures  with  permanent  ones  of  reinforced  concrete,  but 
otherwise  in  general  the  canal  systems  are  as  satisfactory  as  any 
which  could  be  devised. 

The  irrigation  service  afforded  to  farmers  in  Imperial  Valley  is 
the  best  of  which  the  writer  has  ever  heard.  This  has  been  the  case 
with  the  exception  of  three  short  periods:  the  winter  of  1904,  1  month 
(November)  in  1906,  and  a  total  of  2  months  in  1910,  when  there 
were  shortages  of  water.     Indeed,  so  accustomed  are  the  water  users 

*  The  water  rights  for  all  the  land  south  and  east  of  the  district  of  Imperial  Water 
Co.  No.  5  which  could  be  irrigated  by  gravity  from  what  was  known  as  the  Holt  Heading— 
where  the  East  Side  Main  heads— approximately  18  000  acres,  were  sold  for  $50000.  The  pur- 
chaser, Mr.  W.  F.  Holt,  formed  Mutual  Water  Company  No.  7,  constructing  the  distribution 
system  and  seUing  for  his  own  benefit  all  the  capital  stock  of  this  company.  The  fact  that 
this  deal  was  made  at  the  rate  of  $3  per  acre,  including  the  consideration  for  the  propor- 
tional cost  of  the  controlling  works  in  the  valley  and  of  the  main  canal  thereto  from  the 
Colorado  River,  for  one  of  the  very  richest  sections  of  land,  shows  plainly  the  financial 
straits  of  the  company  at  tliat  time. 
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of  this  region  to  obtnininp:  all  the  water  they  want  whenever  they 
want  it,  that  a  yup^p:estion  of  delivery  in  rotation — which  is  done  in 
almost  all  irrigation  projects — would  doubtless  meet  violent  opposition. 
A  preliminary  summary,  issued  on  December  15th,  1011,  by  the 
U.  S.  Census  Bureau,  states  that,  in  1009,  2  664 104*  acres  of  land 
were  irrigated  in  California,  of  which  220  000  acres,  or  one-twelfth, 
were  in  Imperial  Valley.  The  percentage  irrigated  of  the  whole  num- 
ber of  farms  was  44.6,  or  30  352  acres.  The  area  included  in  projects 
completed  and  under  construction  was  5  490  360  acres,  or  slightly 
more  than  double  the  present  irrigated  area.  Probably  there  will  soon 
be  450  000  acres  under  the  Imperial  Valley  canals,  or  just  about  the 
same  proportion  of  one-twelfth.  Of  the  acreage  irrigated  in  1009, 
there  were  400  acres  (0.01%)  under  the  canals  of  the  U.  S.  Reclama- 
tion Service;  3  490  acres  (0.1%)  under  the  U.  S.  Indian  Service 
canals;  173  703  acres  (6.5%)  under  canals  of  irrigation  districts; 
779  020  acres  (29.2%)  co-operative  enterprises;  746  265  acres  (28%) 
commercial  enterprises;  and  961136  acres  (36.1%)  individual  or  part- 
nership enterprises.  Of  the  irrigated  acreage  in  1909,  71%  was 
watered  by  works  controlled  by  the  water  users.  Of  the  remaining 
29%,  almost  one-third  is  under  the  canals  of  the  C.  D.  Co.  Aside 
from  the  very  large  area  covered  by  the  canals  of  this  project,  its  rela- 
tive importance  is  vastly  increased  by  the  vital  necessity  for  continu- 
ous service  every  day  in  the  year,  which  has  no  counterpart  of  which 
the  writer  knows,  and  the  minimum  daily  demand  in  winter  is  one- 
fourth  of  the  maximum. 

Obstacles  Encountered  by  the  C.  D.  Co. 

The  settlement  of  Imperial  Valleyf  took  place  more  rapidly  than 
any  of  the  men  interested  in  the  project  had  even  hoped,  and  con- 
stituted the  most  marvelous  achievement  of  irrigation  in  the  West, 
up  to  that  date  at  least,  and  probably  to  the  present  time.  On  January 
1st,  1901,  with  the  exception  of  a  party  of  surveyors,  not  a  single  white 

♦Undoubtedly,  the  greater  part  of  this  total  is  irrigated  only  after  a  fashion,  so  that 
the  relative  importance  of  the  irrigated  area  in  Imperial  Valley  is  much  greater  than  the 
figures  indicate. 

tThe  Imperial  Land  Company  decided  to  use  the  name  "Imperial  Valley,"  for  the 
region  to  be  covered  by  the  irrigation  canals,  instead  of  "Colorado  Desert  or  ;  balton 
Basin  '"  partly  to  distinguish  between  the  reclaimed  and  unreclaimed  areas,  but  chieHy  for 
the  effect  of  the  name  on  readers  of  the  colonization  literature  put  out  by  the  company. 
The  name,  -  Imperial  Valley,"  is  firmly  established  as  referring  to  the  cultivated  portion 
of  the  Colorado  Delta  west  of  the  river,  whether  north  or  south  of  the  International 
Boundary  Line 


CORY  ON 
RIGATION    AND     RIVER    CC 
COLORADO  RIVER   DEL 


*«• 


f 

-  '  - 

XA 

L_. 

^ 


IRRIGATION  AND  RIVER  CONTROL,  COLORADO  RIVER  1269 

man  lived  in  the  whole  region ;  by  January  1st,  1903,  2  000  people  had 
come  in;  by  January  1st,  1904,  probably  7  000  people  had  made  their 
homes  in  the  new  district,  and  by  January  1st,  1905,  the  population 
was  between  12  000  and  14  000.  As  early  as  1904  there  was  a  branch 
railroad  through  the  district  from  the  Southern  Pacific  main  line  at 
Old  Beach,  since  called  Imperial  Junction,  and,  at  the  beginning  of 
1905,  there  were  seven  towns,  with  stores,  banks,  etc.,  780  miles  of 
canals,  about  120  000  acres  of  land  under  actual  cultivation,  and  200  000 
acres  covered  by  water  stock. 

This  unprecedented  and  unexpectedly  rapid  development  over- 
taxed the  resources  of  the  C.  D.  Co.,  and,  in  addition,  there  were 
several  untoward  factors  which  accentuated  the  difficulty.  These  were 
serious  complications  in  the  United  States  Government  Land  Survey 
of  the  region,  an  extremely  unfavorable  soil  report  by  the  United 
States  Agricultural  Department,  agitation  for  the  United  States  Recla- 
mation Service  to  supplant  the  irrigation  system  of  the  valley,  a  ques- 
tion as  to  the  right  to  divert  water  from  the  Colorado  River,  and 
troubles  at  the  intake  by  silt  depositions. 

United  States  Land  Surveys  in  the  Imperial  Valley. — That  portion 
of  the  Imperial  Valley  north  of  the  4th  standard  parallel  was  sup- 
posed to  have  been  surveyed  in  1854-56.  The  maps  and  notes  for  it 
were  accepted,  but  there  is  at  least  some  question  whether  the  survey 
was  ever  actually  made  in  the  field.  Later,  in  1880,  after  the  Interna- 
tional Boundary  Commission  had  surveyed  the  Boundary  Line  between 
the  United  States  and  Mexico  and  marked  it  continuously  with  perma- 
nent monuments,  the  area  south  of  the  4th  standard  parallel  was  sur- 
veyed, this  being  locally  known  as  the  "Brunt"  survey.  The  coloniza- 
tion company,  in  April,  1900,  put  out  surveying  parties  under  the 
direction  of  Mr.  Perry,  now  County  Surveyor  of  Imperial  County, 
to  re-run  the  Government  lines  and  establish  corners  so  that  settlers 
might  have  proper  descriptions  for  the  tracts  of  land  they  wished  to 
file  on,  and  also  that  the  distribution  systems  of  the  various  mutual 
companies  might  be  located  along  the  Government  subdivision  lines, 
as  the  topography  of  the  land  is  such  that  this  ideal  canal  location  is 
generally  feasible.  Mr.  Perry  found  nearly  all  the  corners  of  the 
Brunt  survey,  and  used  the  notes  showing  certain  connections  made 
with  the  survey  of  1856  along  the  4th  standard  parallel.     In  this  way 
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the  lines  to  tlie  nortli  were  retraced,  but,  some  time  later,  when  the 
survey  had  extended  farther  and  the  work  of  rctracinp:  the  lines  east 
of  the  Alamo  River  was  commenced,  it  was  discovered,  by  encounter- 
ing natural  features  given  by  the  notes  of  the  1856  survey,  2  miles  or 
more  out  of  correspondence,  that  there  were  serious  errors.  Exhaustive 
search  was  then  made  for  the  1854-56  survey  stakes,  but  in  an  area  of 
thirty  townships  only  five  corners  were  discovered  which  seemed  to 
be  authentic.  These  were  widely  scattered,  and  showed  great  errors. 
Between  the  3d  and  4th  parallels  the  actual  distance  was  found  to 
be  25^  miles,  or  an  error  of  1^  miles  in  a  24-mile  north  and  south  line. 
East  and  west  the  error  was  approximately  2  miles  in  30. 

Throughout  the  territory.  Sections  16  and  36,  the  school  sections, 
had  been  given  to  the  State  of  California  by  the  United  States  Gov- 
ernment for  the  benefit  of  the  State  school  fund,  the  remainder  of  the 
land  belonged  to  the  United  States,  and  this  dual  ownership  increased 
the  difficulty  of  making  any  adjustment.  In  June,  1902,  the  president 
of  the  colonization  company  and  the  chief  engineer  of  the  C.  D.  Co. 
went  to  Washington,  explained  the  situation,  and,  on  the  advice  of 
the  General  Land  Office,  an  Act  was  prepared  and  passed  in  July, 
1902,  authorizing  a  resurvey  of  twenty  townships  of  the  land  in  Im- 
perial Valley.  The  outside  lines  of  these  townships  were  re-run  in 
1903  and  are  known  locally  as  the  "Henderson"  survey.  It  was  more 
than  6  years,  however,  before  the  interior  lines  in  these  townships 
were  re-run  and  the  work  was  completed  and  approved. 

In  the  mean  time,  it  was  impossible  for  the  Land  Office  to  issue 
patents  to  the  settlers,  and  thus  men  practically  owning  from  160  acres 
to  two  and  three  times  that  area  of  extraordinarily  fertile  land,  with 
a  selling  value  of  from  $60  to  $100  per  acre,  could  offer  no  security  for 
a  loan  with  which  to  make  permanent  improvements.  The  United 
States  land  laws  are  extremely  strict  and  severe  with  reference  to  a 
settler  borrowing  money  with  which  to  make  final  proof.  Under  such 
circumstances,  the  interest  rate  was  naturally  from  10  to  12%  per 
annum,  while  the  interest  on  deferred  payments  for  the  water  stock 
was  only  6%,  so  that  the  C.  D.  Co.  suffered  severely.  However,  it 
was  not  until  1909,  more  than  3  years  after  the  control  of  the  com- 
pany was  taken  over  by  the  Southern  Pacific  interests,  that  any  suits 
were  entered  to  foreclose  on  the  collateral  notes  and  mortgages  secured 
by  the  water  stock. 
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the  lines  to  the  north  were  retraced,  but,  some  time  later,  when  the 
survey  had  extended  farther  and  the  work  of  retracing  the  lines  east 
of  the  Alamo  lliver  was  commenced,  it  was  discovered,  by  encounter- 
ing natural  features  given  by  the  notes  of  the  1856  survey,  2  miles  or 
more  out  of  correspondence,  that  there  were  serious  errors.  Exhaustive 
search  was  then  made  for  the  1854-56  survey  stakes,  but  in  an  area  of 
thirty  townships  only  five  corners  were  discovered  which  seemed  to 
be  authentic.  These  were  widely  scattered,  and  showed  great  errors. 
Between  the  3d  and  4th  parallels  the  actual  distance  was  found  to 
be  25^  miles,  or  an  error  of  1^  miles  in  a  24-mile  north  and  south  line. 
East  and  west  the  error  was  approximately  2  miles  in  30. 

Throughout  the  territory.  Sections  16  and  36,  the  school  sections, 
had  been  given  to  the  State  of  California  by  the  United  States  Gov- 
ernment for  the  benefit  of  the  State  school  fund,  the  remainder  of  the 
land  belonged  to  the  United  States,  and  this  dual  ownership  increased 
the  difficulty  of  making  any  adjustment.  In  June,  1902,  the  president 
of  the  colonization  company  and  the  chief  engineer  of  the  C.  D.  Co. 
went  to  Washington,  explained  the  situation,  and,  on  the  advice  of 
the  General  Land  Office,  an  Act  was  prepared  and  passed  in  July, 
1902,  authorizing  a  resurvey  of  twenty  townships  of  the  land  in  Im- 
perial Valley.  The  outside  lines  of  these  townships  were  re-run  in 
1903  and  are  known  locally  as  the  "Henderson"  survey.  It  was  more 
than  6  years,  however,  before  the  interior  lines  in  these  townships 
were  re-run  and  the  work  was  completed  and  approved. 

In  the  mean  time,  it  was  impossible  for  the  Land  Office  to  issue 
patents  to  the  settlers,  and  thus  men  practically  owning  from  160  acres 
to  two  and  three  times  that  area  of  extraordinarily  fertile  land,  with 
a  selling  value  of  from  $60  to  $100  per  acre,  could  offer  no  security  for 
a  loan  with  which  to  make  permanent  improvements.  The  United 
States  land  laws  are  extremely  strict  and  severe  with  reference  to  a 
settler  borrowing  money  with  which  to  make  final  proof.  Under  such 
circumstances,  the  interest  rate  was  naturally  from  10  to  12%  per 
annum,  while  the  interest  on  deferred  payments  for  the  water  stock 
was  only  6%,  so  that  the  C.  D.  Co.  suffered  severely.  However,  it 
was  not  until  1909,  more  than  3  years  after  the  control  of  the  com- 
pany was  taken  over  by  the  Southern  Pacific  interests,  that  any  suits 
were  entered  to  foreclose  on  the  collateral  notes  and  mortgages  secured 
by  the  water  stock. 
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Soil  Surveys  of  the  Imperial  Valley. — In  the  fall  of  1901  the 
Bureau  of  Soils,  United  States  Department  of  Agriculture,  made  a 
soil  survey  of  Imperial  Valley.  On  January  10th,  1902,  a  preliminary 
report,  "Circular  No.  9,"  was  issued  covering  the  169  sq.  miles  of  terri- 
tory which  had  been  examined.*  The  report  doubtless  presented  the 
only  possible  conclusions,  according  to  the  information  at  that  time 
extant  regarding  alkaline  soils  of  such  depth  as  are  found  in  the 
Imperial  Valley.  It  was  very  unfavorable,  however,  and  calculated 
to  deter  sensible  people  from  settling  in  the  region.  For  example, 
one  statement  was  as  follows: 

"One  hundred  and  twenty-five  thousand  acres  of  land  have 
already  been  taken  up  by  prospective  settlers,  many  of  whom  talk  of 
planting  crops  which  it  will  be  absolutely  impossible  to  grow.  They 
must  early  find  that  it  is  useless  to  attempt  their  growth.  *  *  * 
No  doubt  the  best  thing  to  do  is  to  raise  crops  such  as  the  sugar  beet, 
sorghum,  and  date  palm  (if  the  climate  will  permit),  that  are 
suited  to  such  alkaline  conditions,  and  abandon  as  worthless  the  land 
which  contains  too  much  alkali  to  grow  those  crops." 

The  warning  was  reiterated  in  a  subsequent  report.f  It  seems 
certain  that,  had  the  territory  not  been  already  settled  in  very  large 
measure  when  these  reports  were  sent  out,  Imperial  Valley  would  yet 
be  unreclaimed. 

Agitation  in  Favor  of  a  Reclamation  Service  Project. — When  the 
United  States  Keclamation  Service  Act  was  passed,  in  June,  1902, 
the  crops  produced  in  the  Imperial  Valley  were  causing  a  return 
of  confidence  in  the  region,  and  the  extraordinarily  rapid  development 
was  being  resumed.  The  irrigation  possibilities  on  the  Colorado  River 
had  already  been  examined  by  the  United  States  Geological  Survey, 
and  in  1903  plans  for  the  Yuma  Project  were  outlined.  The  engineers 
of  the  Service  were  convinced  that  no  diversion  from  the  Colorado  for 
irrigation  could  be  permanently  successful  where  provisions  were  not 
made  for  preventing  the  heavy  silt  from  entering  the  canals — that 
it  would  take  an  impractically  large  amount  of  dredging  to  keep 
canals  leading  directly  from  the  river  open  for  reasonably  satisfactory 
delivery  of  water.  The  cost  of  the  Laguna  Weir,  borne  by  the  land 
owners  of  Imperial  Valley  alone,  constitutes  a  serious  burden,  but,  if 

*  "Field  Operations  of  the  Bureau  of  Soils,  U.  S.  Department  of  Agriculture,  1901,  p.  587," 
t  "  Soil   Survey  of  the  Imperial  Area,   California   (Extending  the  Survey    of    1901), 
Advance  Sheet  of  Field  Operations  of  the  Bureau  of  Soils,  1903." 
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boriio  by  all  llir  irrij^ablc  land  in  IxjLIi  valleys,  tlu;  co.st  per  urrv 
would  be  reduced  to  approximately  one-fourth.  Mr.  William  E.  Smythe, 
of  San  Diego,  who  has  been  very  prominent  in  the  work  of  the  National 
Irrigation  Congress,  and  has  written  extensively  on  irrigation  gen- 
erally, urged  the  people  of  Imperial  Valley  to  join  with  the  Yuma 
Project;  that  the  enterprise  would  then  be  backed  by  the  Government 
with  unlimited  funds;  that  they  would  be  required  to  pay  to  the 
Government  only  a  small  portion  of  the  money  they  were  obliged 
in  one  way  and  another  to  pay  the  C.  D.  Co.,  and  that  they  would 
eventually  attain  the  laudable  desire  of  owning  and  operating  their 
own  system.  The  Imperial  Water  Users'  Association  was  accordingly 
formed,  with  ]\lr.  W^.  F.  Holt,  of  Redlands,  Cal.,  as  its  President, 
and  negotiations  were  at  once  instituted  with  the  C.  D.  Co.  to  ac- 
quire its  canal  system.  Mr.  A.  H.  Heber,  President  of  the  C.  D.  Co., 
who  acted  for  it  in  the  matter,  knew  that  the  estimates  of  the  Reclama- 
tion Service  for  the  canal  line  into  Imperial  Valley,  lying  entirely  on 
American  soil,  were  at  least  $10  000  000,  on  account  of  the  sand  hills. 
He  believed  that  the  Alamo  River  for  40  miles  was  a  very  satisfactory 
main  canal,  and  that  by  owning  the  100  000-acre  tract  of  the  Mexican 
Co.,  building  another  waterway  through  Mexican  territory  would  re- 
quire the  consent  of  the  Mexican  Co. ;  consequently,  his  idea  regarding 
the  values  of  the  property  were  excessively  high. 

As  a  natural  feature  of  these  negotiations,  and  with  a  view  to  tem- 
pering such  ideas  as  to  price,  the  right  of  the  C.  D.  Co.  to  take  water 
from  the  Colorado  was  challenged.  The  navigability  of  that  stream 
suddenly  assumed  serious  commercial,  national,  and  international  im- 
portance. As  usual  in  such  cases,  these  questionings  were  carried  to 
unfortunate  extremes. 

In  the  course  of  events,  at  a  mass  meeting  held  in  Imperial  on 
July  30th,  1904,  Mr.  Heber  offered  to  have  the  price  fixed  by  arbitra- 
tion, one  man  to  be  appointed  by  him,  one  by  the  Imperial  Water 
Users'  Association,  and  a  third  to  be  selected  by  these  two.  This  was 
not  done,  but  the  Engineers  of  the  Reclamation  Service  made  an  ap- 
praisal of  the  C.  D.  Co.'s  plant.  The  Imperial  Water  Users'  Associa- 
tion appointed  a  committee  headed  by  its  president,  Mr.  Holt,  to  repre- 
sent it  in  all  negotiations,  and  it  agreed  with  Mr.  Heber  on  a  price  of 
$3  000  000.  Mr.  C.  D.  Walcott,  Director  of  the  U.  S.  Geological  Survey, 
and  of  the  Reclamation  Service,  made  a  report  to  the  Secretary  of  the 
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Interior  in  the  matter  on  September  15th  and  again  on  October  1st, 
1904,  that 

"from  present  knowledge  of  the  conditions,  a  recommendation  to  pay 
three  million  dollars  for  the  property  and  rights  involved  is  not 
justified." 

On  being  advised  of  this  report,  an  endeavor  was  ostensibly  made  by 
the  Committee  and  Mr.  Heber  to  secure  different  action.  It  appears, 
however,  that,  without  intimating  to  Mr.  Heber  that  it  had  changed 
front,  the  Committee  agreed  with  the  Reclamation  Service  authorities 
against  buying  the  property  on  the  agreed  basis.  With  such  un- 
pardonably  bad  faith  on  the  part  of  the  Committee,  it  is  not  surprising 
that  the  matter  ended  with  relations  between  Mr.  Heber  and  the  Recla- 
mation Service  so  strained  that  further  negotiations  were  impossible. 
In  a  further  report  made  by  Director  Walcott  on  January  4th,  1905, 
to  the  Secretary  of  the  Interior,  it  was  advised  that,  even  if  there  were 
no  complications  because  of  the  unfavorable  soil  report  by  the  Depart- 
ment of  Agriculture  and 

"the  present  desperate  situation  of  many  of  the  inhabitants  of  the 
Imperial  Valley,  it  was  a  matter  of  grave  doubt  whether  it  was  wise  to 
become  involved  in  the  situation. 

"Much  of  the  land  filed  on  is  unsuitable  for  cultivation  owing  to  the 
large  amount  of  alkali  and  other  adverse  conditions  of  the  soil.  The 
water  supply  is  deficient,  owing  to  poor  construction  and  accidents  to 
the  canal  system,  and  although  during  the  fall  months  there  has  been 
ample  water,  it  appears  that  the  people  will  not  utilize  it,  and  from 
best  information  are  not  planting  crops  to  any  considerable  extent. 
Difficulties  of  handling  the  silt  are  very  great,  and  if  the  Government 
is  to  take  up  the  project,  it  must  make  enormous  expenditures  at  once 
to  prevent  the  country  lapsing  into  a  desert  condition." 

Shortly  after  this,  it  was  announced  by  the  Secretary  of  the  Interior 
that  the  Assistant  Attorney  General  had  concluded  that  no  law  existed 
whereby  it  could  deal  with  the  problem  of  carrying  water  through 
Mexico. 

The  effect  of  the  entire  incident  was  to  render  the  people  of  the 
valley  antagonistic  to  the  company,  and  at  the  same  time  split  them 
into  several  factions.  More  important,  however,  was  the  effect  of  the 
severe  criticisms  of  the  plant  and  water  rights  of  the  C.  D.  Co.,  which 
had  been  given  wide  publicity.  The  company's  credit,  which  had 
slowly  but  steadily  improved  since  1902,  was  again  destroyed  in  South- 
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orn  California  niui  in  tlie  larger  financial  markets  of  the  United 
States.  Consequently,  early  in  1905,  when  these  negotiations  ended, 
the  com])any  was  almost  on  the  rocks. 

Wafer  Eights  Attacked. — Because  of  the  attacks  on  the  right  to 
take  wntor  from  the  Colorado,  then  well  under  way,  a  bill  was  intro- 
duced into  the  House  of  Representatives  in  January,  1904,  at  the  re- 
quest of  tho   C.   D.   Co.,  declaring: 

"That  the  water  of  the  Colorado  River  for  the  irrigation  of  the 
arid  land  that  may  be  irrigntod  therefrom  is  hereby  declared  to  be  of 
greater  public  use  and  benefit  than  for  navigation,  and  the  diversion 
of  the  water  from  said  river,  heretofore  made  and  that  which  may  in 
future  be  made,  for  irrigation  purposes,  in  accordance  with  the  laws 
of  the  respective  States  and  Territories  in  which  such  diversion  has 
been  or  may  be  made,  is  hereby  legalized  and  made  lawful. 

"Section  2.  That  any  person,  firm,  or  corporation  be,  and  is  hereby, 
authorized  to  divert,  take,  and  appropriate  water  from  the  Colorado 
River  for  the  purpose  of  irrigation,  in  such  quantity,  subject  to  and 
under  the  State  appropriation  of  the  State  of  California,  as  now  in 
force  under  the  laws  of  said  State."  (H.  R.  13  627,  58th  Congress,  2d 
Session.) 

The  U.  S.  Reclamation  Service  had  filed  on  some  of  the  flood-waters 
of  the  Colorado  in  order  to  fill  four  large  reservoirs  between  The 
Needles  and  Yuma,  then  under  contemplation,  and  such  filings  were 
practically  second  only  to  those  of  the  C.  D.  Co.,  so  that  the  effect 
of  this  proposed  legislation,  other  than  on  the  C.  D.  Co.,  was  null. 
The  bill  was  bitterly  opposed  by  Mr.  Smythe,  as  representing  the  major- 
ity of  the  settlers  in  Imperial  Valley.  No  attempt  was  made  to 
amend  the  bill  with  a  view  of  protecting  all  interests  in  a  fair  and 
equitable  manner,  but  instead,  under  date  of  April  8th,  1904,  the  Act- 
ing Attorney  General,  Mr.  Hoyt,  in  an  opinion  addressed  to  the  Com- 
mittee on  Irrigation  on  Arid  Lands,  to  which  the  bill  had  been  referred, 
said : 

"In  view  of  these  provisions  [from  the  Treaty  of  Guadalupe- 
Hidalgo,  February  2d,  1848;  of  the  Gadsden  Purchase,  December  30th, 
1853;  and  the  Boundary  Treaty  of  November  12th,  1884,  between 
Mexico  and  the  United  States]  and  of  the  important  irrigation  projects 
now  and  hereafter  to  be  carried  on  by  the  United  States  Government, 
I  seriously  doubt  the  wisdom  of  a  surrender  by  Congress  at  this  time 
of  all  control  over  the  waters  of  the  Colorado  River." 
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Accordingly,  the  Committee  reported*  requesting  the  Secretary  of 
the  Interior  to  investigate  and  report  to  Congress  on  the  various  ques- 
tions involved  in  the  use  of  the  waters  of  the  Lower  Colorado  River, 
with  a  view  to  determining  their  availability  for  irrigation,  and  recom- 
mend any  legislation  which  might  be  necessary.  Under  this  resolution, 
Director  Walcott  reported  through  the  Secretary  of  the  Interior,  on 
December  24th,  1904,  that  governmental  control  of  the  waters  of  the 
Colorado  River  was  absolutely  necessary  to  obtain  the  best  results; 
that,  the  river  being  navigable,  water  appropriations  under  the  Arizona 
and  California  laws  were  not  valid;  suggesting  that  legislation  be  along 
the  line  guarding  present  navigation  interests;  confining  diversions 
heretofore  made  to  the  extent  of  actual  beneficial  use  of  the  waters 
diverted  upon  land  capable  of  producing  remunerative  crops,  and 
making  the  same  appurtenant  to  specific  tracts  of  land;  and  making 
the  approval  of  the  Secretary  of  the  Interior  necessary  with  respect 
to  future  appropriations. 

'""■  Mexican  Concession  Secured. — Failing  to  secure  an  adjustment  of 
water  rights  at  the  hands  of  Congress,  Mr.  Heber  went  at  once  to 
Mexico  and  quickly  obtained  a  concession  from  President  Diaz,  which 
was  ratified  by  the  Mexican  Congress  on  June  7th,  1904. 

This  concession  authorized  the  Mexican  Co.  to  carry,  through  its 
canal  system  in  Mexico,  284  cu.  m.  per  sec.  (approximately  10  000 
3ec-ft.),  to  be  diverted  from  the  Colorado  River  in  United  States  ter- 
ritory by  the  C.  D.  Co.  and  turned  over  to  the  Mexican  Co.  at  the 
boundary  line;  to  construct  an  intake  on  Mexican  territory,  and  con- 
Qecting  with  the  said  canal  system,  and  divert  through  such  intake 
284  cu.  m.  per  sec,  to  be  used  in  the  irrigation  of  lands  in  Mexico  and 
in  the  United  States,  but  with  the  proviso,  "without  injuring  the 
rights  of  any  third  party  nor  the  navigation  as  long  as  the  river  is 
destined  for  navigation";  that,  of  the  water  carried  in  the  canal, 
enough  should  be  used  to  irrigate  the  lands  in  Mexico  susceptible  of 
irrigation  by  gravity  to  an  amount  not  exceeding  one-half  the  total 
volume;  that  the  Mexican  Co.  should  begin  surveys  within  6  months, 
and  within  12  months  file,  with  the  Secretary  of  Development,  maps 
in  duplicate  of  the  proposed  extensions  and  betterments,  together  with 
a  descriptive  report,  and  entirely  complete  the  same  within  7  years; 

*  House  Joint  Resolution  Nos.  147,  133.    State.  591. 
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tliat  the  oonipnny  shoiiL]  pny  into  the  Insprrtion  FiiikI,  ns  is  custmn- 
nry  in  all  concessions  prnnted  by  the  Moxi en n  Oovornmont,  a  sum. 
in  tliis  case  $300  (Moxicnn  money),  per  month,  and  should  be  subject 
to  inspection  l>y  nn  enprineor  appointed  by  the  Secretary  of  Develop- 
ment; prrantin^'-  the  company  the  ripht  of  eminent  domain  over  private 
property  mid  dofininp:  tlio  process  by  which  condemnation  could  be 
carried  out — incidontnlly  with  minimum  passible  difficulty — and  per- 
mittinjr  importation  once  for  all,  free  of  customs  or  duty,  all  equip- 
ment and  apparatus  necessary  for  the  construction  of  the  proposed 
extensions  and  betterments,  together  with  freedom  from  all  taxes, 
except  stamp  tax,  for  a  period  of  10  years;  stipulating-  that  under  no 
circumstances  should  the  company  sell  or  mortgage  the  concession  to 
any  government  or  foreign  state,  nor  admit  it  in  partnership;  that  the 
company  should  be  subject  to  the  laws  and  rulings  now  in  force,  and 
which  in  future  may  be  enacted,  for  the  supervision  and  use  of  waters; 
particularly  specifying  that  the  company  and  its  assigns  shall  always 
be  considered  as  ]\[exican  corporations,  though  all  or  any  of  its  stock- 
holders should  be  foreigners;  that  the  corporation  should  be  subject 
to  the  jurisdiction  of  the  Courts  of  the  Republic  in  all  affairs  emanat- 
ing within  Mexican  territory,  and  that  such  stockholders  should  never 
be  able  to  allege  the  rights  of  foreigners  under  any  circumstances,  but 
have  the  rights  and  the  methods  of  establishing  the  same  as  the  laws 
of  the  Republic  grant  to  Mexican  citizens,  so  that,  in  any  matters, 
diplomatic  or  foreign  agents  should  not  have  any  interference. 

Condition  of  Plant  in  the  Summer  of  1904. 

From  the  first,  there  was  a  great  deal  of  trouble  with  the  Chaff ey 
Head-gate,  chiefly  because  its  floor  was  not  down  to  the  bottom  grade 
line  of  the  canal,  as  originally  planned.  As  has  been  explained,  this 
gate  was  a  temporary  structure,  but  well  and  substantially  built.  Just 
as  it  was  being  covered  up  by  the  ox)erations  of  the  dredge.  Alpha, 
cutting  the  main  canal  into  the  permanent  concrete  head-gate  from 
below,  in  1906,  the  writer  examined  it  carefully  and  found  it  in  an 
excellent  state  of  preservation.  The  floor  was  so  high,  however,  that 
it  was  necessary,  during  the  low-water  seasons  of  1902-03  and  1903-04, 
to  cut  a  by-pass  around  the  gate,  and  close  it  on  the  approach  of  the 
summer  floods.  Wlien  the  Mexican  concession  was  obtained,  the  first 
Mexican  intake  was  cut  from  the  river  to  the  main  canal,  as  shown 
in  Fig.  13. 
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In  the  winter  of  1902-03  there  had  been  shortages  of  water  in  the 
valley,  due  to  the  fact  that  the  main  canal  had  not  been  completed 
to  its  final  depth;  and,  with  the  apparatus  and  available  funds  on 
hand,  it  was  impossible  to  keep  the  water  supply  up  to  the  demands 
when  the  river  fell  exceedingly  low.  In  the  winter  and  early  spring 
of  1904,  another  water  shortage  caused  considerable  damage  in  the 
valley,  and  claims  amounting  to  $500  000  were  presented  to  the  com- 
pany. Every  one  of  these  was  settled  out  of  Court,  however,  in  1905 
and  the  early  part  of  1906,  with  a  payment  of  less  than  $35  000,  taken 
entirely  in  water  and  water  stock,  and  the  writer  believes  that  every 
claim  was  fairly  settled,  at  least  as  far  as  the  settlers  were  concerned. 

Below  the  intake  the  first  4  miles  of  the  Main  Canal  caused  much 
worry,  due  to  the  extent  to  which  it  silted  up  during  floods,  but,  with 
this  exception,  the  plant  of  the  C.  D.  Co.  was  in  quite  satisfactory 
condition.  The  canals  were  generally  well  located  and  in  fair  condi- 
tion, and  the  structures,  though  of  redwood  and  not  concrete,  were  sub- 
stantially built  according  to  good  design,  and  were  in  excellent  condi- 
tion. The  canals  in  the  distribution  systems  of  the  mutual  water 
companies  were  silting  up  constantly,  on  account  of  the  muddy  water. 
In  part,  this  was  unavoidable,  but  was  largely  due  to  uneconomical 
methods  of  water  deliveries  when  dealing  with  muddy  water,  particu- 
larly in  serving  any  settler  on  his  demand,  regardless  of  the  very  low 
v^elocity,  if  no  one  else  wanted  water  from  the  lateral  during  the  same 
time.  The  silt  problem  in  the  distribution  systems  of  these  companies, 
bowever,  is  as  simple  as  it  will  ever  be  for  any  lands  irrigated  along 
the  Lower  Colorado.  The  financial  status  of  the  various  mutual  com- 
panies was  quite  good,  and  they  had  generally  established  a  small  but 
satisfactory  credit  with  the  local  banks. 

To  avoid  excessive  silt  depositions  in  the  first  4  miles  of  the  canal, 
in  February  and  March,  1904,  the  Best  Waste-gate,  so-called,  was  put 
in  8  miles  below  the  intake,  where  water  could  be  wasted  from  the 
Alamo  channel  through  the  Quail  River  into  the  Paredones  River  and 
thence  into  Volcano  Lake.  This  was  a  wooden  A-frame,  flash-board 
gate,  60  ft.  long,  but  it  was  carried  away  in  June,  1906,  by  the  side- 
cutting  of  the  banks  while  the  Alamo  channel  was  being  enlarged  by 
that  year's  summer  flood.  The  idea  was  to  divert  a  large  quantity 
of  water  during  the  flood  season  of  1904,  waste  it  through  the  Best 
Gate,  and  in  this  way  scour  out  the  upper  portion  of  the  canal.     At 
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tirst  tlie  iK'tion  was  as  expected,  and  some  2  ft.  in  the  bottom  were 
carried  away.  When  tlie  river  reached  its  maximum  height  during 
the  summer  Hood  of  1904,  however,  and  carried  an  excessive  silt  con- 
tent, partic'uhirly  of  the  heavier  and  sandy  type,  this  scouring  action 
was  entirely  overcome,  and  the  bottom  of  this  stretch  was  raised 
approximately  1  ft.  higher  than  during  the  previous  year. 

The  Silt  Problem. — This  action  accentuated,  and  properly  impressed 
on  the  engineers  of  the  C.  D.  Co.,  the  seriousness  of  the  silt  problem 
in  diverting  the  Colorado  River  water.  Generally  speaking,  during 
flood  stages,  the  water  carries  all  the  silt  it  can  transport,  and  the 
faster  the  current  the  larger  the  particles  it  picks  up  and  carries  along. 
It  is  certainly  desirable,  and  probably  essential,  to  provide  settling 
basins  at  or  immediately  below  the  diversion  point,  in  which  water 
can  be  practically  stilled  and  thus  insure  the  deposition  of  the  heavier 
silt  having  very  slight  fertilizing  value,  and  the  admission  of  only  such 
partly  clarified  water  into  the  canals.  Unless  some  provision  is  made,  as 
at  the  Laguna  Weir,  the  diversion  canal  immediately  below  the  head- 
gate  must  act  as  a  settling  basin,  which  is  just  what  happened  from 
the  very  beginning  in  the  canals  of  the  C.  D.  Co. 

The  results  of  such  excessive  silting  were  obviated  in  various  ways, 
largely  by  the  construction  of  new  intakes,  until  the  diversion  of  the 
entire  river  occurred,  and  the  permanent  head-gate  was  put  in  service 
in  1907.  The  clam-shell  dredge,  Delta,  was  utilized  intermittently  to 
remove  the  deposits  until  1910;  then  a  submerged  weir  was  built 
across  the  river,  to  raise  the  water  at  the  intake ;  and  lastly  large  suction, 
dredges  were  operated  just  below  and  just  above  the  regulating  gates. 

Rather  carefully  kept  records  indicated  that  the  bed  of  the  canal 
at  the  Lower  Heading  was  raised  a  little  more  than  5  ft.  between 
March  1st,  1907,  and  March  1st,  1910,  most  of  this  taking  place  in 
the  first  6  months.  The  bed  of  the  Alamo  near  Sharp's  Heading 
was  raised  approximately  2  ft.  in  the  same  time,  and  there  is  constant 
deterioration  all  along  between  these  points  on  the  Alamo  channel. 
The  reduction  of  capacity  in  the  larger  canals  has  been  noteworthy, 
but  the  maximum  effect  is  shown  in  the  smaller  laterals  constituting 
the  distribution  systems  of  the  various  mutual  water  companies. 

Mr.  Robert  G.  Kennedy  states*  that  on  the  Bari  Doab  Canal  from 
the  Punjab   River,  the  canals  in   Sind  from  the  Indus  and  Shwebo, 

♦"The  Prevention  of  Silting  in  Irrigation  Canals,"  Minutes  of  Proceedings, Inst.  C.  E.^ 
Vol.  CXIX,  1895,  pp.  281-290. 
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and  the  Mandalay  canals  in  Burmah,  it  appears  that  in  a  non-silting 
and  non-scouring  channel  the  mean  velocity  is  independent  of  the 
width,  but  increases  with  the  depth  of  the  channel,  according  to  the 
equation:  F„  =  0.84  c?»-", 

in  which  Vq  =  the  mean  velocity  of  a  non-eroding,  non-depositing 
current;  and  d  =  the  depth  for  fine  sand-silt,  the  constants  varying 
slightly  with  the  kind  of  silt. 

He  also  points  out  the  exceedingly  important  deduction  that  during 
flood  stages  in  the  river,  the  diversion  of  large  quantities  of  water  in  an 
effort  to  scour  away  silt  depositions  in  the  upper  reaches  of  canals 
will  have  the  opposite  result,  because  of  the  excessive  silt  contents  of 
the  water  diverted. 

The  same  rule  probably  applies  fully  in  the  case  of  canals  carrying 
Colorado  River  water  when  they  are  free  of  vegetation.  In  point  of 
fact,  however,  rank  growths  of  tules  and  willows  spring  up,  on  the 
banks  and  berms  and  along  the  edges  out  into  the  water,  with  such 
rapidity  as  to  increase  tremendously  the  deterioration  of  carrying 
capacity^  particularly  in  the  smaller  canals.  Furthermore,  the  rate  of 
deterioration  in  these  laterals  increases  with  the  decrease  in  channel 
efficiency.  The  maintenance  of  the  district  distribution  systems,  there- 
fore, consists,  in  large  part,  in  keeping  down  and  removing  the  brush 
and  tules. 

The  various  distribution  systems  were  ordinarily  designed  and  built 
on  the  basis  of  a  capacity  of  1  sec-ft.  per  120  acres  of  land  there- 
under, although  in  some  cases  the  ratio  was  decreased  to  1  sec-ft.  per 
93  acres  (8  in.  vertical  depth  of  water  in  a  month).  It  would  have 
been  just  as  well,  indeed  considerably  better,  and  of  course  cheaper, 
to  have  made  the  canals  much  smaller,  for  they  were  put  into  service 
M^hen  only  a  small  percentage  of  the  land  was  in  cultivation,  and, 
as  they  carried  only  a  fraction  of  their  capacity,  they  very  soon  silted 
up  badly.  Removing  the  silt  deposition  and  the  accompanying  tule 
growths  is  fully  as  expensive  as  the  excavation  of  the  original  section. 

This  needlessly  large  excavation  was  required  by  the  contract  pro- 
visions under  which  the  C.  D.  Co.  built  the  distribution  systems  of 
the  various  mutual  water  companies,  and  such  provisions  at  the  time 
were  necessary  to  assure  colonists  that  the  water  supply  would  be 
ample.     In  the  construction  of  the  first  lateral  canals  built,  however, 
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tlio  Icavinp:  of  inside  bernis  wus  a  dofcM.-t  which  should  have  been 
avoid*  tl.  'I'Im'sc  Ihit  slrctdu-s,  usuallv  kept  (liiiii|)  and  x-ldom  dcc'ply 
submerged,  afford  ideal  conditions  for  lulc  growths,  and  sliould  l)c 
studiously  avoided   in  this  region. 

Canal  Maintenance. — In  general,  the  best  method  of  clearing  away 
the  brush,  tulcs.  and  deposited  silt  in  the  smallest  canals  has  b(;en 
found  to  be  by  Mexican  or  Indian  hand  labor.  The  presence  of  checks 
and  other  canal  structures  at  relatively  close  intervals  makes  the  use 
of  machinery  of  questionable  economy.  For  the  large  canals,  "V's", 
dragged  by  horses  or  traction  engines,  portable  floating  dipper-dredges, 
Lidgerwood  cross-drags,  portable  clam-shell  dredges,  and  a  number  of 
devices  designed  by  local  inventive  geniuses  have  been  tried  with  vary- 
ing success.  The  results  in  all  cases  depend  so  greatly  on  the  effi- 
ciency with  which  they  are  handled  and  the  local  conditions  under 
which  they  work  that  it  will  not  be  profitable  to  attempt  to  give 
any  cost  figures — indeed,  w^th  the  exception  of  Imperial  Water  Com- 
pany No.  1,  no  cost-keeping  worthy  of  the  name  has  been  attempted. 

Perhaps  the  most  satisfactory  appliance  for  cleaning  canals  too 
small  for  floating  dredges  is  a  clam-shell  bucket  arranged  on  wheels 
so  that  it  may  follow  along  the  bank.  (Fig.  17.)  The  C.  D.  Co. 
has  two  of  these  machines,  manufactured  by  the  Stockton  Iron 
Works,  Stockton,  Cal.,  which  cost  $5  000  each,  f.  o.  b.  factorj-. 
These  consist  of  a  clam-shell  bucket  having  a  capacity  of  15  cu.  ft., 
with  a  40-ft.  steel  boom  carried  on  an  all-steel  frame.  The  maximum 
width  is  14  ft.  The  power  is  supplied  by  a  15-h.p.  Atlas  gasoline 
engine,  manufactured  in  San  Francisco,  and  the  machine  is  self- 
propelling,  with  two  speeds  forward  and  one  reverse.  No  definite  fig- 
ures, including  deterioration  and  cost  of  moving  from  one  job  to 
another,  are  available,  but  it  is  understood  that  the  cost  of  handling 
material  with  these  machines  is  about  13  cents  per  cu.  yd. 

For  handling  silt  in  the  upper  reaches  of  the  Main  Canal  along  the 
river,  the  large  4-yd.  dipper  dredge.  Alpha,  used  in  the  original  con- 
struction, was  perhaps  the  most  efficient  of  all  agencies  for  the  first 
few  years  until  the  waste  banks  along  the  canal  became  too  high  to 
permit  of  its  further  use;  it  handled  material  for  about  6  cents  per 
cu.  yd.  A  suction  dredge,  the  Beta,  equipped  with  a  12-in.  Kroh  centri- 
fugal pump — manufactured  in  San  Francisco — was  tried  very  soon 
after  the   canals   were  put   into   service,  but   too   much  difficulty   was 
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iG.    17. — Stockton   Clam-Shell   Deedge   Cleaning  Canals   in   Imperial  Valley. 


iG.    18. — Third    Attempt    to    Close    Break    at    Lower    Mexican    Intake,    June 

1st,   1905. 
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aused  by  roots  clogging  the  pipes  and  machinery.  Mr.  H.  W.  Blaisdell, 
f  Los  Angeles,  one  of  the  principal  stockholders  of  the  C.  D.  Co., 
evised  a  rotary  cutter  for  use  at  the  end  of  the  suction  pipe,  but  it 
^as  not  successful.  This  dredge  was  used  at  the  Lower  Heading,  in 
he  construction  of  the  Rockwood  Gate,  and  in  the  subsequent  diver- 
ion  work  until  June,  1907,  when  it  was  dismantled. 

In  the  central  main  in  the  valley,  and  also  in  the  Alamo  channel 
list  above  Sharp's  Heading,  a  2-cu.  yd.  dipper  dredge,  the  Gamma,  has 
een  used  almost  continuously  since  it  was  put  in  operation  in  1904, 
amoving  material  at  about  5  cents  per  cu.  yd. 

The  clam-shell  dredge,  Delta,  described  in  some  detail  later,  has 
one  excellent  service  in  silt  removal  and  incidental  levee  building,  as 
'ell  as  in  channel  straightening,  since  its  arrival  on  the  work  in 
Fovember,  1906.  It  is  now  engaged  in  building  cut-offs  and  making 
eneral  channel  improvements,  rather  than  removing  the  silt  deposits 
irect. 

In  the  summer  of  1910  an  arrangement  was  entered  into  between 
le  various  mutual  water  companies   combined  and  the  Receiver  of 
le  C.  D.  Co.  whereby  the  former  were  to  furnish  the  money  and  build 
suction  dredge  and  rent  it  to  the  latter  for  10%  annually  on  its  first 
Dst.     This  dredge  was  built  just  below  the  concrete  head-gate,  and  its 
>eration  is  confined  to  the  American  side  of  the  line,  the  contract 
iing  entered  into  with  the  North  American  Dredging  Company,  of 
OS  Angeles,  on  December  10th,  1910,  for  the  construction  and  equip- 
icnt  of  an  exact  duplicate  of  one  of  the  latter  company's  dredges  in 
an  Pedro  Harbor,  for  $57  300.     After  being  put  into  service  it  was 
lund   necessary   to    remodel   the   upper   deck,    in    order   to   make   the 
larters  of  the  crew  suitable  for  the  climatic  conditions,  at  a  cost  of 
>50,  and  a  bonus  of  $2  200  was  paid  for  completion  11  days  ahead 
the  contract  time — 1  months — making  the  total  cost  $60  450,  exclu- 
de of  engineering,  inspection,  and  legal  expenses,  which  brought  the 
'and    total    cost    up    to    approximately    $63  600.      This    dredge,    the 
nperial,  has  a  hull  105  ft.  long,  55  ft.  wide,  and  8  ft.  deep,  and  is 
[uipped   with   a   15   by   6()-in.    Kroh   centrifugal   pump   driven   by   a 
irtical  compound  engine,  steam  being  supplied  by  a  250-h.p.  marine- 
pe  boiler.     This   dredge  handles   the   silt   deposits   in  the   enlarged 
ction  of  the  canal  below  the  head-gate  at  the  rate  of  about  200  cu.  yd. 
T  hour  lifted  to  an  average  height  of  35  ft.,  at  a  cost  of  from  5  to  7 
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cents  por  cu.  yd.,  exclusive  of  interest,  taxes,  and  depreciation,  usiiq 
crude  oil  fuel  at  $1.40  per  bbl.,  equivalent  to  coal  at  $5.60  per  ton. 

The  Imperial  was  equipped  with  a  cutter  for  stirring  up  the  mate^ 
rial,  but  this  was  found  to  bo  unnecessary  for  handling  the  silt  deposit* 
just  below  the  head-gate,  and  the  cutter  engine,  of  vertical  compound 
type,  with  8  by  15  by  10-in.  cylinder,  was  installed  on  the  barge, 
Silas  J.  Leiuis,  mentioned  later,  in  the  canal  above  the  head-gate  to 
run  the  10-in.  Kroh  pump  formerly  on  the  Beta,  the  resulting  dredge 
being  known  as  the  El  Centro.  Under  like  conditions,  the  cost  of 
handling  material  with  the  El  Centro  is  approximately  the  same  as  with 
the  Imperial. 

With  these  two  suction  dredges,  it  is  claimed  that  the  bed  of  the 
Main  Canal  has  been  lowered  approximately  5  ft.  above  and  at  the 
head-gate  and  for  a  distance  of  3i  miles  below,  diminishing  gradually 
to  nothing  throughout  the  next  2^  miles.  If  future  experience  con- 
firms such  results,  it  would  seem  that  the  periodic  dredging  of  silt 
depositions  from  a  settling  basin  near  the  intake,  at  a  cost  of  from 
$30  000  to  $40  000  per  annum,  will  solve  the  silt  problem  in  the  Im- 
perial Valley  canal  system,  except  for  the  very  fine  silt  which  cannot 
be  gotten  rid  of  except  by  allowing  the  water  to  be  quiescent  for  some 
time. 

The  following  general  cost  figures  on  maintaining  the  373.25  miles 
of  canals  of  the  distribution  system  of  Imperial  Water  Company  No.  1 
during  1911  are  taken  from  the  annual  report  of  the  Superintendent, 
R.  S.  Carberry,  Assoc.  M.  Am.  Soc.  C.  E. 

Cleaning  465  miles  of  canal  cost  $60.64  per  mile.  The  figures  in 
1910  are  562  miles  at  $43.81  per  mile,  and  the  average  cost  for  the 
last  6  months  of  1909  was  $73.16.  Clearing  on  194  miles  of  canal 
cost  $35.39  per  mile.  Cutting  brush  on  392  miles  cost  $20.71  per  mile. 
The  figures  in  1910  were  346  miles  at  $43.47  per  mile,  and  $60.65  per 
mile  for  the  last  6  months  of  1909. 

In  this  report  it  is  stated  that  canal  "V'ing"  is  the  best  method 
for  cleaning  canals,  generally  speaking,  and  the  company  owns  three 
"V's",  each  costing  about  $600,  and  three  caterpillar  traction  engines 
to  operate  them,  each  costing  $4  200.  During  the  year,  363.8  miles 
of  canal  were  "V'd"  at  $58.81  per  mile,  as  compared  with  362  miles 
in  1910  at  $60.74  per  mile,  the  details  being  as  follows: 
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"V'ing" $16.76 

Repairs  to  engines    16.29 

Repairs  to  "V's"   5.00 

Fuel  and  oil   5.96 

Mexican   labor   following    "YV 14.80 

Total  average  cost  per  mile $58.81 

During  the  year,  1  415  miles  of  canal  were  worked  on,  so  that  the 
vhole  system  was  covered  in  various  ways  nearly  four  times  during 
he  year.  A  small  portion  of  the  system  was  not  worked  on  at  all,  so 
hat  this  statement  gives  some  idea  of  the  difficulty  in  maintaining  the 
;ystem. 

The  cost  of  building  117  new  structures  was  $6  278.75,  and  the 
;ost  of  repairing  old  structures  was  $4  145.05,  making  the  total  cost 
)f  structure  maintenance  and  renewal  $10  423.80.  The  average  num- 
Der  of  men  employed  per  day  (300  working  days  per  year)  was  162, 
)r  0.43  man  per  mile  of  canal  per  day,  in  addition  to  teams  and  mach- 
nery.  The  bottom  width  of  the  canals  constituting  this  system  varies 
from  20  to  5  ft. 

A^v  Canal  Operation. — The  mutual  water  companies  have  never  con- 
sidered delivering  water  to  stockholders  in  rotation,  but  instead,  with- 
out exception,  supply  any  water  user  on  demand,  even  though  he  may 
be  at  the  very  end  of  a  long  lateral  and  the  only  person  desiring  water 
from  that  lateral  at  the  time.  Thus,  naturally,  exceedingly  small 
quantities  of  water  are  carried  occasionally  in  every  canal  except  the 
very  largest  laterals,  and  the  result  is  low  velocities  and  heavy  silt 
deposition  and  canal  deterioration.  The  feeling  seems  to  be  general 
that  the  additional  cost  of  maintaining  the  various  distribution  sys- 
tems is  more  than  offset  by  the  advantages  or  convenience  of  the  water 
users  in  obtaining  irrigation  water  at  all  times  on  24  hours'  notice. 
The  amount  which  the  maintenance  cost  of  canals  could  be  cut  by 
adopting  a  rotation  system  of  delivery  is  problematical,  but  must  be 
between  35  and  65  per  cent.  This  fact  should  be  borne  in  mind  in 
making  comparisons  with  the  cost  data  just  given. 

The  Fourth  or  Lower  Intake. 

•j, .  This  is  such  a  very  important  matter  that  the  reasons  for  digging 
the    lower    Mexican    intake    and    the    method    of    handling    it    when 
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who  (lid  it. 

"As  soon  as  the  summer  flood  (1904)  dropped  and  I  discovered  that 
instead  of  the  bottom  being  lower  it  was  approximately  1  ft.  above  that 
of  the  year  i)revioiis,  we  adopted  the  only  means  at  our  command  to 
attempt  to  deepen  the  channel. 

"Knowing:  the  character  of  the  material  to  be  removed,  we  knew  that 
with  the  dredging  tools  which  we  had  (4-yd.  dipper  dredge  Alpha  and 
12-in.  suction  dredge  Beta),  it  would  be  impossible  to  dredge  out  this 
4  niilos  of  canal  in  sutHcient  time  for  the  uses  of  the  valley,  providing 
the  water  in  the  river  should  drop  as  low  as  it  had  the  previous  year. 
The  dredges  were  brought  back,  however,  and  put  at  work,  but  the 
result  proved,  as  I  had  anticipated,  that  it  would  take  practically  all 
winter  to  dredge  the  canals ;  that  is,  it  would  take  all  winter  to  provide 
new  machinery,  even  if  we  had  the  money;  and  in  hopes,  then,  that  it 
might  possibly  prove  effective,  I  employed  the  steamer  Cochan,  and, 
placing  a  heavy  drag  behind  it,  ran  it  up  and  down  the  canal  in  hopes 
that  by  stirring  up  the  bottom  there  would  be  sufficient  velocity  in  the 
canal  itself  to  move  the  silt  deposits  on  below  the  4-mile  stretch  to  a 
point  where,  I  knew  the  water  had  sufficient  velocity  to  keep  the  silt 
moving.  A  month's  work,  however,  with  the  steamer  proved  that  the 
work  being  done  by  it  was  inadequate. 

"The  Great  Problem. — We  were  confronted  then  with  the  proposi- 
tion of  doing  one  of  two  things,  either  cutting  a  new  heading  from  the 
canal  to  the  river  below  the  silted  4-mile  section  of  the  canal,  or  else 
allowing  the  valley  to  pass  through  another  winter  w^ith  an  insufficient 
water  supply.  The  latter  proposition  we  could  not  face  for  the  reason 
that  the  people  of  the  Imperial  Valley  had  an  absolute  right  to  demand 
that  water  should  be  furnished  them,  and  it  was  questionable  in  our 
minds  as  to  whether  we  would  be  able  to  keep  out  of  bankruptcy  if  we 
were  to  be  confronted  by  another  period  of  shortage  in  this  coming 
season  of  1904-1905. 

"The  cutting  of  the  lower  intake,  after  mature  deliberation,  and 
upon  the  insistence  of  several  of  the  leading  men  of  the  valley,  was 
decided  upon.  We  hesitated  about  making  this  cut,  not  so  much  be- 
cause we  believed  we  were  incurring  danger  of  the  river's  breaking 
through  as  from  the  fact  that  we  had  been  unable  to  obtain  the  consent 
of  the  Government  of  Mexico  to  make  it,  and  we  believed  that  we  were 
jeopardizing  our  Mexican  rights  should  the  cut  be  made  without  the 
consent  of  the  Government.  On  a  telegraphic  communication,  howeve 
from  our  attorney  in  the  City  of  Mexico,  to  go  ahead  and  make  the  cu 
we  did  so  under  the  presumption  that  he  had  obtained  the  necessary 
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*  "  Born  of  the  Desert— Imperial  Valley  In  Its  Making  Not  A  Dream— A  Brief  History 
of  the  California  Development  Company.*'  By  C.  R.  Rockwood.  Second  Annual  Magazine 
Edition.  Calexico  Chronicle,  Calexico,  Cal.,  May,  1909. 
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)ermit  from  the  Mexican  authorities.  It  was  some  time  after  this,  in 
'act  after  the  cut  was  made  to  the  river,  before  we  discovered  that  he 
lad  been  unable  to  obtain  the  formal  permit,  but  had  simply  obtained 
;he  promise  of  certain  officials  that  we  would  not  be  interfered  with, 
providing  that  plans  were  at  once  submitted  for  the  necessary  con- 
ToUing  structures  to  be  placed  in  this  heading. 

"Reasons  Why. — This  lower  intake  was  constructed,  not,  as  is  gen- 
erally supposed,  because  there  was  a  greater  grade  from  the  river 
hrough  to  the  Main  Canal  at  this  point.  The  grade  through  the  cut 
md  the  grade  of  the  Main  Canal  above  the  cut  were  approximately  the 
lame,  but  the  cut  was  made  at  this  point  for  the  reason  that  the  Main 
I!anal  below  the  point  where  the  lower  intake  joined  it,  was  approxi- 
nately  4  ft.  deeper  than  the  Main  Canal  through  the  4  miles  above  this 
unction  to  the  Chaffey  gate,  consequently  giving  us  greater  water 
iapacity.  In  cutting  from  the  Main  Canal  to  the  river  at  this  point,  we 
lad  to  dredge  a  distance  of  3  300  ft.  only,  through  easy  material  to 
•emove,  while  an  attempt  to  dredge  out  the  Main  Canal  above  would 
lave  meant  the  dredging  of  4  miles  of  very  difficult  material.  We 
)egan  the  cut  the  latter  end  of  September  and  completed  it  in  about  3 
veeks. 

"As  soon  as  the  cut  was  decided  upon,  elaborate  plans  for  a  controlling 
^ate  were  immediately  started  and,  when  completed  early  in  November, 
vere  immediately  forwarded  to  the  City  of  Mexico  for  the  approval  of 
he  engineers  of  the  Mexican  Government,  without  whose  approval  we 
lad  no  authority  or  right  to  construct  the  gate.  Notwithstanding  the 
nsistence  of  our  attorney  in  the  City  of  Mexico  and  various  tele- 
craphic  communications  insisting  upon  this  approval  being  hurried,  we 
vere  unable  to  obtain  it  until  12  months  afterward,  namely,  the  month 
>f  December,  1905. 

"Unprecedented  River  Conditions.— In  the  meantime  serious  trouble 
lad  begun.  We  have  since  been  accused  of  gross  negligence  and  crimi- 
lal  carelessness  in  making  this  cut,  but  I  doubt  as  to  whether  any  one 
hould  be  accused  of  negligence  or  carelessness  in  failing  to  foresee  that 
vhich  had  never  happened  before.  We  had  before  us,  at  the  time,  the 
listory  of  the  river  as  shown  by  the  daily  rod  readings  kept  at  Yuma 
or  a  period  of  twenty-seven  years.  In  the  twenty-seven  years  there 
lad  been  but  three  winter  floods.  In  no  year  of  the  twenty-seven  had 
here  been  two  winter  floods.  It  was  not  probable,  then,  in  the  winter 
>f  1905,  that  there  would  be  any  winter  flood  to  enlarge  the  cut  made 
)y  us,  and  without  doubt,  as  it  seemed  to  us,  we  would  be  able  to  close 
he  cut  before  the  approach  of  the  summer  flood  by  the  same  means 
hat  we  had  used  in  closing  the  cut  for  three  successive  years  around 
he  Chafley  gate  at  the  head  of  the  canal. 

"During  this  year  of  1905,  however,  we  had  more  than  one  winter 
lood.    The  first  heavy  flood  came,  I  believe,  about  the  first  of  February, 
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but  (lid  not  enlargro  llio  lower  intake.  On  the  contrary,  it  caused  such 
a  silt  deposit  in  the  lower  intake  that  I  found  it  necessary,  after  the 
flood  had  ])asse(l,  to  put  the  drodpre  throufjh  in  order  to  deepen  the 
channel  snfiicicntly  to  allow  enoii^rh  water  to  come  into  the  vallfv  for 
the  use  of  the  people. 

"This  was  followed  shortly  by  another  heavy  flood  that  did  not  erode 
the  banks  of  the  intake,  but,  on  the  contrary,  the  same  as  the  first, 
caused  a  deposit  of  silt  and  a  necessary  dredginp:.  We  were  not  alarmed 
by  these  floods,  as  it  was  still  very  early  in  the  season.  No  damage  had 
been  done  by  them,  and  we  still  believed  that  there  would  be  no  diffi- 
culty whatever  in  closing  the  intake  before  the  approach  of  the  summer 
flood,  which  was  the  only  one  we  feared.  However,  the  first  two  floods 
were  followed  by  a  third,  coming  some  time  in  March,  and  this  was 
sufficient  notice  to  us  that  we  were  up  against  a  very  unusual  season, 
something  unknown  in  the  history  of  the  river  as  far  back  as  we  were 
able  to  reach;  and,  as  it  was  now  approaching  the  season  of  the  year 
w'hen  we  might  reasonably  expect  the  river  surface  to  remain  at  an 
elevation  that  would  allow  sufficient  water  for  the  uses  of  the  valley 
to  be  gotten  through  the  upper  intake,  we  decided  to  close  the  lower. 

"Five  Floods  in  One  Season. — Work  was  immediately  begun  upon  a 
dam  similar  to  the  ones  heretofore  successfully  used  in  closing  the  cut 
around  the  Chaffey  gate.  The  dam  was  very  nearly  completed,  when 
a  fourth  flood  coming  down  the  river  swept  it  out.  Work  was  imme- 
diately begun  on  another  dam  which  was  swept  away  by  the  fifth  flood 
coming  down  during  this  winter  season." 

These  closings  of  the  by-passes  or  cuts  around  the  Chaffey  Gate 
were  effected  by  throwing  a  barrier  of  brush  across  the  cut  and  drag- 
ging earth  over  it  with  Fresno  scrapers,  pushing  it  into  the  water  on 
the  up-stream  side,  thus  gradually  rendering  the  barrier  impermeable 
and  then  building  it  up  as  an  earthen  dam.  In  attempting  to  make 
the  closure  here  mentioned,  in  March,  a  small  pile-driver  was  rigged 
up  on  the  end  of  the  Alpha,  and  one  line  of  8  by  8-in.  pine  timbers, 
3  ft.  apart,  was  driven  across  the  opening  about  3  000  ft.  west  of  the 
river  bank,  and  an  8  by  8-in.  waling  was  bolted  to  each  pile  above 
the  water  surface.  Brush  fascines  were  then  made  up,  and  all  the 
sand  bags  available — about  10  000 — were  filled  in  readiness.  Simul- 
taneously from  each  side,  brush  fascines  with  the  brush  ends  up 
stream,  were  piled  above  the  piling  and  weighted  down  with  sand  bags, 
making  alternate  layers  of  fascines  and  bags,  until  the  water  w 
confined  to  a  30-ft.  channel  in  the  center.  This  barrier  was  abo 
20  ft.  thick  up  and  down  stream.  The  opening  was  then  spanned  with 
long   Cottonwood  timbers    and   a    similar   brush-sand-bag   construction 
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was  built  upon  them.  The  supporting  timbers  were  then  shattered 
with  dynamite,  letting  the  mass  drop  into  the  opening.  At  the  same 
time  a  large  quantity  of  brush  was  thrown  in  above  and  allowed  to 
float  into  the  opening  to  help  close  it.  In  this  way  the  barrier  across 
the  opening  was  built  above  water  and  teams  passed  over  it  dragging 
in  dirt  from  both  sides,  the  flow  being  reduced  so  greatly  that  the 
dredge  below  it  nearly  went  aground.  With  a  few  thousand  more 
sacks  of  earth  to  place  along  the  upper  toe  of  the  barrier,  the  work 
would  have  been  successful.  As  it  was,  the  structure  was  undermined, 
settled  down,  and  eventually  failed  entirely. 

In  this  attempt  10  000  sacks  were  used,  8  days'  time  with  the 
dredge  at  $100  per  day,  and  225  men-days  time  of  Indian  labor  at 
$1.50  per  day.     This  makes  the  total  cost  of  closing  about  $1  800. 

Instructions  were  then  given  to  move  the  dredge  up  close  to  the 
river  bank,  where  the  soil  was  thought  to  be  better,  and  make  another 
attempt.  The  current  through  the  break,  however,  was  too  swift,  and 
instructions  were  given  to  go  up  the  old  Main  Canal  to  the  upper 
Mexican  intake  to  stop  it,  which  was  done,  using  the  method  which  had 
failed  below. 

A  similar  method  was  used  to  throw  the  water  through  the  Alamo 
Waste-gate  on  its  completion  in  June,  1905,  3  months  later,  30  000 
sacks  of  earth  being  filled  in  readiness  and  every  one  used.  This 
barrier  dam  was  thrown  across  the  channel  carrying  2  500  sec-ft.  of 
water  and  with  a  total  or  final  head  of  10  ft.  This  has  always  seemed 
to  the  writer  to  have  been  a  most  remarkable  achievement,  the  only 
equipment  at  hand  being  a  skid  pile-driver  and  Fresno  scraper  tea^ls. 

To  resume  Mr.  Rockwood's  narrative: 

"About  this  time,  I  left  for  the  East  and  at  the  earnest  solicita- 
tion of  the  Imperial  Water  Company  No.  1,  which  agreed  to  advance 
$5  000  for  the  effort,  a  third*  attempt  to  close  the  break  was  made 
under  the  direction  of  Mr.  C.  N.  Perry  and  the  superintendent  of 
Imperial  Water  Company  No.  1,  Mr.  Thomas  Beach.  On  my  return 
from  the  East,  on  the  17th  of  June,  I  found  them  heroically  attempt- 
ing to  stop  the  break,  with  the  waters  so  high  in  the  Colorado  that  all 
of  the  banks  and  surrounding  lands  were  flooded,  and  I  immediately 
stopped  the  work  as  we  realized  fully  that  nothing  could  be  done  until 
after  the  summer  flood  had  passed. 

"The  Colorado  on  a  Rampage. — At  this  time,  the  lower  intake  had 
been  enlarged  from  a  width  of  about  60  ft.,  as  originally  cut  with  the 

*  Really,    the    second    serious    attempt,    Fig.    14. 
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tlrc(lg:er,  to  n  widtli  of  possibly  150  ft.,  {iiid  it  did  not  then  seem 
probnble  tliat  the  Colorado  Kiver  would  turn  its  entire  flow  through 
the  cut,  but  as  the  waters  of  the  river  began  to  fall,  the  banks  of  the 
intake  bejiran  to  cave  and  run  into  the  canal,  the  banks  of  the  canal 
below  the  intake  fell  in  and,  as  known  by  most  of  the  residents  of 
the  valley,  the  entire  river  began  running  through  the  canal  and  into 
the  Salton  Sea  in  the  month  of  August  of  this  year  of  1905." 

Plate  XLVII  shows  the  discharge  at  Yuma  to  have  been  an  un- 
precedented sequence  of  floods  from  the  Gila  water-shed.  Indeed,  the 
precipitation  throughout  all  that  region  traversed  by  the  Southern 
Pacific  line  from  Yuma  to  very  near  El  Paso  during  this  period  was 
quite  without  precedent.  Track  ballasted  with  local  material,  which 
had  always  proved  satisfactory,  was  during  this  year  the  despair  of 
the  entire  Maintenance  of  Way  Department,  and  for  months  trains 
were  allowed. to  go  over  it  only  at  half  speed  and  with  lurchings  of 
the  coaches  and  Pullman  sleepers  like  ships  at  sea. 

Mr.  Rockwood's  statement  gives  a  very  fair  presentation  of  the 
matter  as  he  viewed  it.  The  writer  is  perhaps  as  well  aware  as  any 
one  that  the  river  was  diverted  through  this  cut  into  the  Salton  Sea, 
and  when  he  first  inspected  the  situation  in  August,  1905,  he  felt,  like 
practically  all  other  engineers  who  gave  the  matter  cursory  considera- 
tion, that  making  this  cut  was  a  blunder  so  serious  as  to  be  "practically 
criminal."  After  4  years  of  more  or  less  bitter  experience  with  the 
region,  he  is  perfectly  convinced  that,  matters  having  gotten  into  such 
condition,  making  the  cut  was  absolutely  imperative  and  by  all  means 
should  have  been  done.  The  difficulty  had  not  been  any  tendency 
whatever  to  divert  the  entire  river,  but — very  much  to  the  contrary — 
to  induce  enough  water  to  go  that  way.  Up  to  that  time,  a  head-gate 
to  prevent  too  great  a  quantity  of  water  from  entering  the  canals  was 
of  far  less  importance  than  some  means  of  maintaining  their  carrying 
capacity.  That  a  head-gate  should  have  been  provided  is,  of  course, 
self-evident.  It  would  have  been  utter  folly,  however,  to  have  put  a 
flash-board  gate  of  any  type  directly  in  the  diverting  channel,  because 
of  the  drift  which  would  have  accumulated  against  it.  Nothing  lessj 
than  a  structure  containing  immense  openings  could  have  been  us( 
without  insuring  that  the  cut  would  be  choked  up.  This  type  of  con( 
struction  was  practically  unused  in  western  irrigation  works  at  the 
time,  and  would  have  cost  a  great  deal  of  money,  therefore,  consider- 
ing the  financial  condition  of  the  C.  D.  Co.,  it  is  plain  that  the  only 
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practical  thing  would  have  been  a  gate,  not  in  the  cut  itself,  but  in 
a  by-pass,  and  built  with  the  idea  of  closing  the  by-pass  on  the  ap- 
proach of  the  summer  floods  and  using  this  gate  as  much  as  possible. 
It  was  not  alone  the  straitened  financial  condition  of  the  C.  D.  Co. 
and  the  situation  generally  in  which  it  found  itself  which  resulted 
in  there  being  no  permanent  diversion  works  put  in;  two  other  im- 
portant factors  entered.  The  first  was  the  practical  change  of  manage- 
ment, from  a  construction  point  of  view  especially,  to  the  Chaffeys 
in  the  summer  of  1900;  back  to  Mr.  Rockwood  in  February,  1902, 
and  internal  difficulties  in  the  C.  D.  Co.  late  in  1904.  The  second — 
indirectly  connected  with  the  first — was  the  hesitancy  of  the  manage- 
ment to  provide  permanent  head-works  before  the  technical  men  in  the 
corporation  had  agreed  as  to  what  the  situation  demanded.  The  real 
mistake  was  not  in  "putting  all  the  eggs  in  one  basket,"  but  in 
not  "then  watching  that  basket."  Obviously,  no  one  could  be  respon- 
sible for  doing  such  a  thing  without  realizing  the  need  for  watching 
it  most  carefully  and  being  fully  prepared  to  take  most  aggressive 
action  should  occasion  arise. 

Southern  Pacific  Loan. 

Early  in  January,  1905,  it  occurred  to  the  management  of  the 
C.  D.  Co.  that  the  phenomenal  development  of  traffic  furnished  to 
the  Southern  Pacific  Railroad  by  the  Imperial  Valley  warranted 
the  hope  of  financial  assistance  from  that  corporation.  Mr.  Julius 
Kruttschnitt,  Director  of  Maintenance  and  Operation  of  the  Harri- 
man  Lines,  declined  to  consider  the  proposition,  but  Mr.  Harri- 
nan,  on  being  approached,  was  at  once  interested  and  ordered 
an  investigation  and  report.  As  a  final  result,  the  Southern  Pacific 
Company  agreed  to  loan  $200  000  on  condition  that  6  300  shares  of  the 
capital  stock  be  placed  in  the  hands  of  a  trustee  to  be  named  by  the 
Southern  Pacific  Company  until  the  loan  should  be  repaid,  and  taking 
Dver  the  management  of  the  property  until  that  time.  Accepting  a  loan 
ander  such  conditions  was  seriously  objected  to  by  a  large  part  of 
the  company's  stockholders,  but  at  the  annual  meeting  in  Jersey  City, 
in  May,  a  board  was  elected  pledged  to  the  arrangement.  On  June 
20th,  1905,  the  Southern  Pacific  Company  took  over  the  management 
of  the  property,  with  Mr.  Epes  Randolph,  President  of  the  Asso- 
ciated  Harriman   Lines    in    Arizona    and   Mexico,    as   President,    and 
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Air.  W.  ,].  ])oran.  of  Loa  Angeles,  as  tlio  trustee  mentionod  in  the 
contract.  Both  these  jrentlemen  are  still  acting  in  these  respective 
capacities.  When  the  loan  was  arranged,  and  even  when  it  wn- 
finally  consummated,  the  railroad  officials  in  San  Francisco  and  the  East 
did  not  consider  the  conditions  along  the  river  worthy  of  serious  concern. 
Afr.  Rockwood  was  retained  temporarily  as  Assistant  General 
Manager  and  Chief  Engineer,  as  members  of  the  Southern  Pacific 
management  were  entirely  unfamiliar  with  the  affairs  of  the  ('.  1).  Co. 

Third  Attemtt  to  Close  thk  Break. 

As  soon  as  the  summer  flood  of  1905  began  to  recede,  work  was 
started.  Immediately  opposite  the  lower  intake  was  an  island,  later 
dubbed  Disaster  Island,  about  |  mile  long  and  i  mile  wide,  consisting 
really  of  a  sand  bar  on  which  quite  a  growth  of  cottonwood  and  arrow 
weed  had  accumulated.  A  line  of  piling,  12  ft.  from  center  to  center, 
was  driven  from  the  upper  end  of  this  island  to  the  Mexican  shore,  as 
shown  in  Fig.  15,  and  between  this  piling  was  woven  barbed  wire  and 
brush.  The  theory  behind  this  work  was  that,  by  spreading  over  a  great 
width  the  water  passing  down  the  west  channel  and  into  the  lower  intake, 
a  sand  bar  would  be  created,  thus  choking  off  the  flow  and  gradually 
forcing  all  the  water  into  the  east  channel.  On  July  15th  about  one- 
third  of  the  river  flow  was  going  down  the  old  channel  and  two-thirds 
toward  the  Salton  Sea,  and  the  result  of  this  endeavor  was  still  prob- 
lematical. By  August  1st  a  bar,  approximately  2  800  ft.  long,  had  been 
formed,  but  there  was  an  opening,  approximately  125  ft.  long,  through 
which  the  rush  of  water  was  too  great  to  be  controlled  with  the  means 
at  hand,  and  the  work  was  abandoned.  Up  to  this  date,  about  $30  000 
had  been  expended  on  the  foregoing  endeavors  to  close  the  break. 

Various  Suggestions  for  Handling  the  Situation. 

At  this  time  it  was  evident  to  all  that  the  low-water  flow  of  the  Colo- 
rado would  be  entirely  diverted  into  the  old  Alamo  overflow  channel  and 
thence  to  the  Salton  Sea.  The  elevation  of  the  water  surface  at  the  head 
of  Disaster  Island,  with  a  flow  in  the  river  of  10  000  sec-ft.,  was  approxi- 
mately 100  ft.,  while  the  bottom  of  the  Salton  Sea  is  approximate! 
—  287  ft.,  making  the  total  fall  in  that  direction  387  ft.  The  distance 
was  about  95  miles  by  the  watercourses,  so  that  the  average  fall  was  4.01 
ft.  per  mile.     Toward  the  Gulf  the  fall  was  100  ft.,  and  the  distance  to 
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ide-water  was  approximately  80  miles,  or  a  fall  of  1.25  ft.  per  mile, 
riie  continually  diminishing  quantity  of  silty  water  going  down  the 
>ld  channel  as  the  summer  flood  receded  was  constantly  raising  the 
)ed  along  that  direction,  the  action  being  rapid  enough  to  be  notice- 
ible  almost  daily.  In  all  probability  there  were  about  6  months  ahead 
luring  which  the  flow  of  the  water  would  be  low,  and  before  this  period 
hould  elapse  the  river  must  be  re-diverted  or  the  consequences  would 
>e  most  serious. 

The  plant  and  the  salt  deposits  of  the  New  Liverpool  Salt  Com- 
>any  in  the  bed  of  the  Salton  Sea  were  already  entirely  submerged, 
he  water  covering  about  100  000  acres,  with  a  maximum  depth  of  about 
6  ft.  Except  for  the  increase  of  depth  and  the  consequent  increase 
n  the  length  of  time  this  property  would  be  shut  down,  no  additional 
[amage  was  really  being  done  at  this  point.  Indeed,  14  years  earlier, 
his  property  was  covered  to  a  depth  of  6  ft.  by  the  great  flood  of 
•"ebruary,  1891,  and  the  summer  flood  following,  and  in  all  probability 
similar  and  greater  inundation  would  have  resulted  from  the  ex- 
essive  floods  during  the  spring  and  summer  of  1905  had  the  C.  D.  Co. 
lever  constructed  any  works  along  the  river.  The  rising  waters  of  the 
5alton  Sea  were  threatening  the  tracks  of  the  Southern  Pacific  Rail- 
oad  along  the  east  side  of  the  sink,  and  the  oflicials  of  the  Los  Angeles 
)ivision  were  clamoring  for  aggressive  action.  The  higher  officials 
f  the  company,  however,  were  not  yet  very  much  perturbed.  On  the 
ther  hand,  the  Alamo  channel  was  being  enlarged  and  deepened,  to 
he  very  great  benefit  of  the  C.  D.  Co.,  and  the  irrigation  system  of 
mperial  Valley,  because  the  insufficient  carrying  capacity  of  this  chan- 
el  and  the  heavy  silt  deposits  therein  constituted  a  serious  menace  to 
he  entire  project. 

To  close  the  lower  intake  entirely  meant  obtaining  all  the  water 
equired  for  the  irrigation  of  Imperial  Valley  through  the  4  miles  of 
ladly  silted  Main  Canal  lying  between  it  and  the  upper  intakes,  and 
his  was  out  of  the  question.  Even  with  large  sums  of  money,  which 
aight  be  obtainable  from  the  Southern  Pacific  interests,  machinery 
ould  not  have  been  bought,  assembled,  and  put  into  operation  in  time 
0  have  permitted  the  delivery  of  more  than  enough  water  to  supply 
he  inhabitants  and  live  stock  of  the  valley  with  drinking  water  if  the 
iver  flow  should  be  reduced  to  6  000  or  7  000  sec-ft.  Imperial  Valley 
t  that  time  consisted  of  at  least  125  000  acres  under  cultivation,  five 
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towns  with  an  affpreprate  population  of  2  500  people,  and  a  rural  popu- 
lation of  approximately  three  times  that  number.  There  were,  perhaps, 
100  000  head  of  hogs,  50  000  head  of  cattle,  and  other  live  stock  in 
proportion. 

Many  plans  were  suggested,  from  this  time,  August  1st,  1905,  until 
the  break  was  finally  closed  in  1907.  Many  of  these,  of  course,  were 
thoroughly  absurd,  and  came  from  cranks  and  people  who  had  not  the 
faintest  conception  of  the  conditions.  Indeed,  almost  the  only  people 
who  appeared  to  be  able  to  see  that  the  problem  was  not  merely  one  of 
shutting  oif  the  lower  intake  were  the  engineers  of  the  C.  D.  Co.  and 
a  few  of  the  well-informed  men  in  Imperial  Valley.  Representatives 
of  the  New  Liverpool  Salt  Company,  the  Southern  Pacific  Company, 
various  departments  of  the  United  States  and  Mexican  Governments, 
and  the  general  public,  all  joined  in  demanding  aggressive  action  to 
stop  the  menace  of  a  new  Salton  Sea. 

Such  suggestions  were  addressed  to  Mr.  Harriman  and  to  nearly 
every  other  official  of  the  Southern  Pacific  interests,  and  to  Mr. 
Randolph  and  other  authorities  of  the  C.  D.  Co.  Ultimately,  most  of 
these  found  their  way  to  the  writer;  they  constitute  a  most  interesting 
collection.  It  is  not  profitable  to  mention  more  than  four  of  these 
suggestions,  which  may  be  designated  the  Laguna  Weir  Plan,  the 
Concrete  Head-gate  Plan,  the  Rockwood  Head-gate  Plan,  and  the 
Barrier  Dam  Plan.  Edwin  Duryea,  Jr.,  M.  Am.  Soc.  C.  E.,  also  offered 
to  close  the  break  according  to  a  plan,  which,  however,  he  declined  to 
outline. 

The  Laguna  Weir  Plan. — The  Laguna  Weir  Plan  consisted  in  aban- 
doning operations  for  the  time  being  at  the  scene  of  the  break;  con- 
centrating all  efforts  on  the  completion,  at  the  earliest  possible  date, 
of  the  Laguna  Weir,  which  was  being  built  by  the  U.  S.  Reclamation 
Service;  building  a  canal  thence  passing  Pilot  Knob  and  intersecting 
the  break  from  i  to  |  mile  west  of  the  Colorado  River,  this  canal  to 
have  a  capacity  equal  to  the  low-water  flow  of  the  river ;  then  diverting 
all  the  river  water  through  this  canal;  finally,  to  build  a  dam  across 
the  intake  between  the  canal  junction  and  the  river  bank  in  still  waten 
The  Laguna  Weir  was  actually  completed  in  the  early  spring  of  1909, 
just  before  the  annual  record  flood  of  that  year.  It  is  not  clear  just 
how  its  completion  could  have  been  essentially  hurried.  Had  this 
plan  been  followed,  the  Colorado  would  have  emptied  into  the  Salton 
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Sea  for  3  years  longer  than  it  actually  did,  and  during  this  time 
55  000  000  acre- ft.  of  water  went  by  Yuma,  only  a  very  small  portion 
of  which  would  have  gone  down  the  old  channel  to  the  Gulf.  This 
would  have  raised  the  water  in  the  Salton  Sea  to  the  180-ft.  contour, 
with  the  effect  of  drowning  out  a  large  area  of  cultivated  land  in  the 
Coachella  Valley  and  forcing  the  abandonment  of  60  miles  of  main 
line  track  by  the  Southern  Pacific  Railroad. 

These  effects,  however,  would  have  been  of  relatively  minor  im- 
portance. The  irrigation  system  of  Imperial  Valley  would  have  been 
strained  far  beyond  the  breaking  point  in  several  places,  while  the 
cutting  back  in  New  River  would  unquestionably  have  reached  the 
Alamo  channel  and  lowered  the  water  therein  far  beyond  the  point 
where  any  could  have  been  gotten  into  the  Imperial  Valley  by  gravity. 
This,  of  course,  would  have  meant  the  depopulation  of  that  region,  an 
appalling  result,  without  parallel  in  history. 

The  Laguna  Weir  Plan  is  thus  seen  to  have  been  impracticable, 
and  no  one  actually  connected  with  the  work  gave  it  serious  considera- 
tion. Nevertheless,  Director  Walcott,  of  the  U.  S.  Geological  Survey, 
who  was  a  close  personal  friend  of  Mr.  Harriman,  strongly  advised  it, 
and  Mr.  Harriman  almost  insisted  upon  it  for  quite  a  time. 

Concrete  Head-gate  Plan. — The  Concrete  Head-gate  Plan  was  put 
forward  by  the  late  James  D.  Schuyler,  M.  Am.  Soc.  C.  E.,  who  acted 
as  Consulting  Engineer  of  the  C.  D.  Co.  from  July,  1905,  to  June,  1906. 
It  consisted  essentially  of  building  a  reinforced  concrete  and  steel 
head-gate  on  the  Pilot  Knob  site,  where  solid  rock  foundation  could 
be  secured,  such  gate  to  be  able  to  carry  the  low-water  flow  of  the  river ; 
and  then,  from  this  head-gate  down  to  its  junction  with  the  crevasse, 
to  enlarge  the  canal  to  a  similar  capacity.  This,  it  was  considered, 
would  permit  the  diversion  of  all  the  water  through  the  head-gate  and 
canal,  leaving  the  river  below,  and  consequently  the  break  itself,  dry. 
The  underlying  idea  was  somewhat  similar  to  that  of  the  Laguna  Weir 
Plan,  except  that  it  contemplated  only  4  miles  of  canal  enlargement 
and  a  diversion  structure  which  could  be  completed  in  3  or  4  months, 
instead  of  3  years. 

This  plan  involved  the  construction  of  permanent  head-gates  on 
rock  foundation  at  Pilot  Knob,  so  long  contemplated;  and  the  con- 
struction and  equipment  of  a  dredge  with  which  the  requisite  4  miles 
of  canal  could  be  dug  economically  and  quickly.  The  idea  was  adopted 
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ill  a  tentative  way  in  September,  1905,  approximately  90  days  after 
the  Southern  Pacific  Company  undertook  the  management  of  the 
C.  D.  Co.,  and  Mr.  Schuyler  was  instructed  to  proceed  with  the  prepara- 
tion of  plans  for  the  head-gate,  while  ^fr.  F.  S.  Edinger,  under  whose 
direction  the  Edinger  Dam  was  built,  arranged  for  the  dredge.  At 
the  suggestion  of  the  Golden  State  and  Miners  Iron  Works,  of  San 
Francisco,  the  clam-shell  type,  with  150-ft.  boom  and  5-cu.  yd.  bucket, 
was  selected.  Work  was  begun  on  the  concrete  head-gate  on  December 
15th,  1905,  and  contracts  for  the  clatn-shell  dredge  were  arranged  a  few 
weeks  later. 

One  of  the  chief  recommendations  of  this  plan  was  that  the  con- 
structions, in  large  measure,  would  be  permanent.  It  was  assumed  that, 
while  perhaps  the  maximum  quantity  of  water  which  would  have  to ' 
be  diverted  for  the  irrigation  of  Imperial  Valley  would  never  ex- 
ceed 5  000  sec-ft.,  a  gate  twice  as  large  would  not  have  any  particular 
disadvantages  in  its  maintenance  or  operation.  It  was  urged,  further, 
that  this  arrangement  of  diverting  structure  and  large  canal  would 
be  available  in  case  of  future  breaks,  should  any  ever  occur. 

The  difficulty  about  the  plan  was  that,  regardless  of  the  size  of  the 
gate,  enlarging  the  4  miles  of  canal  to  carry  10  000  sec-ft.  within 
sufficient  time  to  afford  reasonable  relief  was  a  very  serious  problem, 
while  the  capacity  of  this  canal  would  be  reduced  so  quickly  by  silt 
deposition  that  its  use  in  case  of  future  breaks  would  be  out  of  the 
question.  Furthermore,  to  insure  the  diversion  of  all  the  water  in  the 
river,  required  a  canal  cut  considerably  below  the  water-table  in  the 
ground  through  which  it  would  have  to  pass,  and  large  patches  of 
quicksand  occur  so  frequently  in  this  region  that  it  would  be  folly 
to  hope  to  miss  all  of  them.  Such  patches  would  cause  the  inflow  of 
material  from  the  sides  and  the  bottom  to  a  serious  extent. 

Mr.  Rockwood's  Plan. — Mr.  Rockwood  urged  the  necessity  of  a 
rapid  re-diversion,  not  so  much  because  of  the  effect  on  the  Southern 
Pacific  tracks  along  the  Salton  Basin  as  because  he  understood  the  criti- 
cal condition  at  a  number  of  points  in  the  irrigation  system  of  Imperial 
Valley,  and  that  the  severe  strain  could  not  be  withstood  successfully 
for  very  many  months.  His  suggestion,  made  in  August,  1905,  was 
to  put  in,  immediately  beside  the  break,  a  wooden  A-frame,  flash- 
board  head-gate,  capable  of  passing  the  low-water  flow  of  the  river; 
with  dredges  to  dig  channels  from  the  break  to  the  gate  both  above 
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and  below;  divert  the  water  through  this  by-pass  and  gate  with  a  piling- 
brush-sandbag  barrier  dam;  complete  the  dam  as  an  earth  fill  across 
the  break,  and  build  levees  both  up  and  down  stream  as  far  as  might 
be  necessarj^;  then  close  the  gate  to  such  an  extent  as  would  admit 
only  enough  water  to  supply  the  irrigation  needs.  This  plan  was  ap- 
proved, and  work  was  started  on  September  20th.  It  was  abandoned 
completely  3  weeks  later ;  was  again  approved  on  December  15th,  1905 ; 
and  was  carried  out  until  the  gate  construction  failed,  in  October, 
1906.  It  was  daring  only  in  its  size  and  the  foundation  of  so 
important  a  structure  on  alluvial  soil,  and  it  would  have  resulted  in 
permanent  diversion  works  on  Mexican  soil — where,  by  all  means,  they 
should  have  been,  originally,  and  as  contemplated  in  the  Mexican  con- 
cession, granted  in  1904. 

The  Barrier  Dam  Plan. — The  Barrier  Dam  Plan  consisted  in 
throwing  a  barrier  dam  of  some  sort  across  the  crevasse  and  raising  the 
water  surface  above  it  sufficiently  high  to  throw  all  the  discharge  of 
the  river  down  the  old  channel  to  the  Gulf.  The  usual  type  of  dam 
suggested  was  of  piling  and  brush  mattresses  of  fascines  weighted 
down  by  sandbags.  This  method  seemed  to  its  proponents  to  afford 
opportunity  for  decreasing  the  quantity  of  water  diverted  in  the  mini- 
mum time,  and  neglected  that  side  of  the  problem  which  required  the 
furnishing  of  water  for  the  Imperial  Valley.  The  best  plan  for  a 
structure  of  this  type  was  that  put  forward  by  Mr.  Edinger,  and 
worked  on  under  his  direction  from  early  in  October  until  its  destruc- 
tion by  the  great  flood  of  November  29th,  1905. 

Fourth  Attempt  to  Close  the  Crevasse. 

Mr.  Rockwood  presented  his  plan  to  Mr.  Bandolph  and  Mr.  Schuyler, 
and  they,  as  well  as  several  engineers  of  the  Southern  Pacific  Company, 
approved  of  its  trial.  Plans  were  hurriedly  worked  out  for  a  wooden 
A'frame,  flash-board  gate,  120  ft.  long,  with  a  concrete  floor,  and 
founded  on  piles.  Hush  orders  for  materials  were  placed,  and  the  first 
shipments  left  Los  Angeles  on  August  7th.  It  was  fully  expected  to 
have  the  structure  completed  by  November  15th. 

The  original  intention  was  to  construct  the  gate  in  a  by-pass  to  be 
excavated  by  the  dredge  Alpha  on  the  south  side  of  the  intake,  but 
examination  showed  an  unfavorable  foundation,  as  the  ground  slid 
into  the  cut  so  rapidly  that  the  dredge  was  almost  caught  and  held  by 
it.    The  plans,  therefore,  were  changed,  and  it  was  decided  to  construct 
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a  by-pass  on  the  otiicr  side  of  the  Ijreak ;  forec  all  the  water  throuph 
tliis  by-pass;  and  then  build  the  structure  where  the  intake  had  been, 
thus  saving  both  time  and  money  in  the  excavation.  The  break  at  this 
point  was  about  300  ft.  wide — just  about  the  lenprth  of  excavation  re- 
quired for  rapid  and  successful  construction.  The  dredge  was  put  to 
work  on  this  by-pass,  and  no  difficulty  whatever  was  found  in  making 
the  700-ft.  cut  required.  The  plan  worked  very  well,  and  a  large  part 
of  the  water  began  to  go  that  way  at  once.  Work  was  begun  on  the 
up-stream  side  of  the  coffer-dam,  the  idea  being  that,  when  all  the 
water  was  diverted  through  the  by-pass,  another  earthen  dike  would 
be  thrown  in,  about  250  ft.  below  the  first,  and  thus  make  the  coffer- 
dam for  the  gate  construction.  In  this  way,  the  second  dam  would  be 
built  in  still  w^ater  and  in  very  short  order  with  the  dredge. 

At  this  time — about  September  15th — it  became  evident  to  !Mr. 
Rockwood  that  he  could  not  attend  to  the  business  affairs  of  the  com- 
pany properly  and  remain  in  personal  charge  of  the  work  along  the 
river.  It  seemed  easier  to  find  some  one  capable  of  completing  the  gate 
in  accordance  with  the  plans  outlined  than  to  find  any  one  qualified  to 
handle  the  corporation's  affairs.  Mr.  F.  S.  Edinger  was  selected,  as  he, 
until  June,  1905,  had  been  for  many  years  Superintendent  of  Bridges  of 
the  Southern  Pacific  System,  and  had  had  very  large  experience  in 
coffer-dam  work.  About  3  months  previously  he  had  left  the  Southern 
Pacific  Company  and  entered  the  contracting  firm  of  Shattuck  and 
Desmond,  of  Los  Angeles  and  San  Francisco.  About  September  20th, 
Mr.  Edinger  and  Mr.  Rockwood  went  over  the  ground  and  the  plans 
together,  and  Mr.  Edinger  commenced  the  work. 

The  records  show  that,  about  October  1st,  the  river  usually  rises  2 
or  3  ft.,  principally  due  to  rains  on  the  water-shed  of  the  Gila  River 
and  Bill  Williams  Fork.  This  year  was  no  exception,  and  the  slight  rise 
about  October  1st  shook  Mr.  Edinger's  confidence  in  the  plan.  He 
quickly  outlined  a  barrier  dam  plan  to  Mr.  Randolph,  who  approved 
of  it,  and  work  was  shifted  to  it  at  once.  This  plan  consisted  of  con- 
structing a  piling  and  brush  dam  across  the  west  channel  between  the 
head  of  Disaster  Island  and  the  Mexican  shore,  a  distance  of  about  600 
ft,  and  it  was  expected  that  the  river  would  all  be  turned  down  the 
east  channel  before  a  gate  could  even  be  put  in.  All  material  was  at 
once  removed  from  the  gate  site,  and  work  was  rushed  on  the  construc- 
tion of  what  is  locally  known  as  the  Edinger  Dam. 


Fig.  19. — RocKwooD  Head-Gate,  October  6th.  1906,  Passing 
12  000    Second-Feet. 


Fig.    20. — Edinger    Dam,    November    8th,    1905.      Brush   and    Wire    Mat   in 
Foreground,    Ready    to    be    Placed. 
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bw  This  plan  of  handling  the  situation,  in  addition  to  shutting  off  all 
water  flowing  into  the  Imperial  Valley  through  the  lower  intake,  was 
seriously  defective  in  that  even  a  short  flood  sufficiently  great  to  send 
any  water  overbank  in  the  immediate  vicinity  of  the  dam — and  that 
would  require  much  less  water  than  usual  on  account  of  the  silted-up 
condition  of  the  whole  river  bed  below  the  break — would  in  a  few 
hours  result  in  cutting  a  channel  around  the  end  of  the  structure 
and  entirely  shunting  it.  Indeed,  such  a  re-diversion  was  exactly  what 
took  place  a  little  more  than  a  year  later,  when  the  waters  broke  under 
the  levee,  i  mile  south  of  the  Hind  Dam,  in  December,  1906.  Had  the 
Edinger  Dam  been  entirely  successful  and  completed  on  November 
15th,  such  re-diversion  would  have  been  caused  by  the  terrific  flood  of 
November  28th,  and  so  on ;  the  hydrograph,  Plate  XLVII,  shows  a  num- 
ber of  floods  sufficiently  great  to  have  done  this.  Indeed,  at  this  time,  no 
one  seems  to  have  realized  that  a  large,  deep,  and  efficient  channel  had 
been  created  from  the  Lower  Heading  westward  for  many  miles,  and 
that  future  safety  demanded,  not  only  closing  the  intake,  but  an  elab- 
orate system  of  levees  reaching  miles  both  up  and  down  stream. 

The  plan  of  the  Edinger  Dam  consisted  in  driving  rows  of  piling  and 
filling  the  interstices  with  brush  mattresses  and  fascines.  The  idea 
behind  it  was  essentially  similar  to  that  of  the  work  abandoned  about 
August  1st.  To  have  been  successful,  the  construction  would  have  had 
to  withstand  a  head  of  from  8  to  10  ft.  However,  on  November  29th, 
when  a  head  of  35  in.  had  been  obtained,  a  terrific  flood  came  down  from 
the  Gila,  reaching  a  gauge  height  of  31.3  ft.  at  Yuma  and  a  discharge  of 
115  000  sec-ft.  Large  quantities  of  drift  were  carried  by  the  flood- 
waters.  This  drift  collected  against  the  Edinger  Dam  in  great  quanti- 
ties, and  a  large  volume  of  water  went  down  the  east  side  of  the  island 
and  the  old  channel.  Before  the  flood  had  reached  its  peak,  the  dam 
started  to  give  way,  and  in  an  incredibly  short  time  was  practically 
destroyed.  When  the  river  had  again  fallen,  the  old  channel  was  silted 
up  higher  than  before,  the  new  channel  was  scoured  still  deeper,  and 
when  the  flow  of  the  river  had  decreased  to  17  500  sec-ft.  all  the  water 
was  again  going  toward  the  Salton  Sea. 

The  flood  not  only  wrecked  the  dam,  but  carried  away  practically 
all  the  material  on  the  ground,  and,  after  it  receded,  side-cutting  along 
the  west  side  of  Disaster  Island  began  to  take  it  away  rapidly.  It 
was  soon  obvious  that  it  would  be  folly  to  resume  work  at  that  location, 
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ami  it  \va3  decided  tliat  tlie  pilintc-brush-saiulbag  barrier  dam  method 
was  not  to  be  given  further  consideration. 

So  much  water  went  through  the  break  to  the  valley,  at  the  failure 
of  this  dam,  that  the  Alpha  was  sent  to  the  Quail  River  and  put  to 
work  cutting  a  channel  southward  in  the  hope  of  diverting  a  large  part 
of  the  flow  into  the  Paredones  and  thence  via  Volcano  Lake  into  the 
Gulf.  It  was  an  endeavor  to  divert  a  large  part  of  the  water  from 
an  old  overflow  channel  on  the  north  side  of  the  delta  cone  into  an 
overflow  channel  on  the  south  side  thereof.  It  had  little  result,  how- 
ever, and  the  Quail  River  cut  soon  closed  itself. 

On  October  15th  there  were  20  white  men  and  25  Indians  at  work 
on  the  Edinger  Dam;  on  November  1st,  42  white  men  and  50  Indians; 
on  November  10th,  106  white  men  and  65  Indians,  and  on  November 
29th,  250  white  men  and  80  Indians.  Two  steamboats  with  barges  at- 
tached, and  the  relatively  large  barge,  Silas  J.  Lewis,  with  their  crews, 
were  also  at  work. 

On  the  books  of  the  company,  the  cost  of  the  Edinger  Dam  is  not 
thoroughly  segregated  from  the  expense  incurred  in  the  head-gate  work 
up  to  the  time  of  its  abandonment  for  the  barrier  dam  plan.  The 
expenditures  on  it,  however,  were  about  $60  000,  and  the  grand  total 
to  December  1st,  1905,  was  about  $100  000. 

Fifth  Attempt  to  Close  the  Crevasse. 

It  Avas  decided  to  work  simultaneously  on  the  Concrete  Head-gate 
plan  and  the  Rockwood  plan,  which  w^as  done. 

Concrete  Head-gate. — The  location  of  this  interesting  structure  is 
shown  on  Fig.  22,  where  the  granite  point  of  Pilot  Knob  is  near  the 
right  bank  of  the  river.  The  general  design  was  outlined  by  Mr. 
Schuyler,  and  the  principles  used,  dimensions,  elevations  of  flow,  etc., 
were  submitted  to  Messrs.  Rockwood  and  Randolph,  and  approved  by 
them.  George  S.  Binckley,  M.  Am.  Soc.  C.  E.,  then  worked  out  the 
details  and  prepared  the  working  drawings.  Contracts  for  the  struc- 
tural steel  and  ironwork  were  let  to  the  Llewellyn  Iron  Works,  of  Los 
Angeles,  and  for  the  construction  work  to  Mr.  Carl  Leonardt,  also 
of  Los  Angeles,  on  November  25th,  1905.  Time  was  made  the  essence 
of  the  contract,  and  Mr.  Leonardt  hurried  the  necessary  equipment  to 
the  ground  and  began  actual  work  2  weeks  later.  Although  it  was  ex- 
pected to  complete  the  gate  ready  for  use  within  90  days,  the  entire  job 
was  not  finished  until  June  28th,  1906. 
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SIXTH  AND  SUCCESSFUL 
ATTEMPT  TO  CLOSE  THE  BREAK 
OCT.12TONOV.4,  1906 
Fig. 


FIFTH  ATTEMPT  TO  CLOSE  THE  BREAK- 
JULY  1,  TO  OCT.  11,  1906 
AFTER  SUMMER  FLOOD 
.  FiG.23 
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Type  and  Size. — The  intake  ^ato  is  doul^tloss  the  lar/^est  and  most 
expensive  irrigation  canal  head-gate  in  America.  The  design  is  a  modi- 
fication of  the  Taintor  or  radial-gate  type,  which  has  been  used  for 
many  years  for  irrigation  constructions  in  the  Western  States.  This  style 
of  structure  was  adopted  in  order  to  obtain  openings  of  maximum  area 
easily  and  quickly  opened  or  closed  by  one  man.  It  had  probably  not 
been  used  in  Calfornia,  although  a  large  wooden  radial-gate  had 
been  built  some  years  before  at  the  head  of  the  so-called  Peoria 
Canal  from  the  Gila  River,  near  Gila  Bend,  Ariz.  It  was  about  25  ft. 
high  and  30  ft.  wide,  which  is  nearing  the  extreme  for  construction 
of  that  class.  This  wooden  gate,  however,  was  never  used,  as  the  dam 
across  the.  Gila  River  was  destroyed  by  flood  soon  after  its  completion. 
The  maximum  height  of  radial-gates  and  canal  head-works  in  Idaho 
at  the  time  was  about  11  ft.,  and  the  water  was  not  expected  to  rise 
to  the  top  of  the  gates,  the  river  level  being  controlled  by  other  means. 

Here,  however,  the  extreme  flood  level  is  19  ft.  higher  than  the  low- 
water  level,  so  that  gates  at  high  flood  time  are  subjected  to  great  pres- 
sure. Sufficiently  large  vertical  lifting  gates  would  have  required 
very  heavy  and  massive  piers,  and  the  gate  would  have  been  very  large 
and  disproportionately  high  as  compared  with  the  width.  These  con- 
siderations caused  the  adoption  of  culvert  openings  between  the  piers 
for  supporting  a  cellular  structure  of  reinforced  concrete,  and  thus 
admitting  of  loading  the  construction  with  gravel  filling  in  the  cells 
in  order  to  get  the  required  stability  and  weight  at  minimum  cost. 
The  gates  were  thus  required  to  close  culvert  openings  of  minimum 
size,  being  in  fact  no  larger  than  with  the  head  at  a  uniform  low-water 
height,  although,  of  course,  much  heavier  and  stronger  on  account  of 
the  increased  pressure  at  flood  stages.  There  are  eleven  such  culverts, 
each  10  ft.  high  and  12  ft.  wide.  In  addition,  there  is  a  "navigation 
pass,"  the  purpose  of  which  was  to  permit  passing  a  small  gasoline 
launch  through  the  gate.  This  navigation  pass  is  practically  useless 
because  the  mill  race  through  it,  when  the  difference  in  water  level 
above  and  below  the  gate  exceeds  1  ft.,  precludes  the  idea  of  dragging 
a  boat  through  it;  indeed,  no  attempt  has  ever  been  made  to  use  it. 
The  floor  of  the  gate  is  98  ft.  above  sea  level,  according  to  the  C.  D.  Co. 
datum,  and  100.9  ft.  according  to  the  U.  S.  Reclamation  Service 
datum.  At  the  time,  and  until  after  the  summer  flood  of  1909,  the 
average  low-water  surface  in  the  river  was  about  108  ft.     The  elevation 
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of  the  flow  line  at  the  gate,  therefore,  was  fixed  so  that  the  culverts 
would  run  full  at  low-water  stage.  The  present  low-water  surface  is 
about  105  ft. 

The  area  of  the  eleven  culverts  is  1  320  sq.  ft.,  and,  with  the  water 
1  ft.  higher  on  the  up-stream  than  on  the  down-stream  side  of  the 
gate,  their  combined  discharge  would  be  8  500  sec-ft.  In  addition,  a 
large  quantity  of  water  would  go  through  the  navigation  pass,  which 
is  10  ft.  3  in.  wide.  When  the  water  is  10  ft.  above  the  top  of  the 
culverts,  it  is  necessary  to  close  the  gates  within  3.8  ft.  of  the  bottom 
to  hold  the  discharge  through  them  down  to  10  000  sec-ft.,  when  the 
carrying  capacity  of  the  canal  below  is  great  enough  to  allow  the  water 
to  get  away. 

The  gate  was  designed  to  pass  the  entire  low-water  flow  of  tho 
river — which  it  was  assumed  would  certainly  not  exceed  10  000  sec-ft. — 
without   any  diverting  dam  in  the  river  opposite  it. 

Cost  of  Structure. — Table  12  gives  the  cost  of  this  structure,  with 
the  contract  prices  for  excavation,  concrete  work,  etc. 

The  cost  of  the  gate,  however,  was  considerably  more,  because 
Contractor  Leonardt  presented  a  claim,  insisting  that  the  prices  for 
earth  and  rock  excavation  named  in  his  contract  were  agreed  to  by  him 
on  certain  assurances  made  by  Mr.  Rockwood  as  to  the  character  of  the 
excavation,  which  had  proved  more  difficult  than  was  expected.  This 
claim  was  made  as  soon  as  Mr.  Leonardos  representatives  reached  the 
ground,  and  Mr.  Randolph  permitted  a  change  to  a  force  account  basis 
because  of  his  desire  to  hurry  the  construction  in  every  possible  way. 
The  earth  excavation  in  this  way  cost  64  cents  per  cu.  yd.  and  the 
rock  $2.06,  thus  increasing  the  figures  by  $10  813,  making  a  grand 
total  of  $55  221.08. 

Careful  accounts  were  kept,  and  it  was  ascertained  that  the  con- 
tractor made  a  profit  of  $2  700  on  the  concrete,  and  $741.50  on  erecting 
the  gates.  What  the  earth  and  rock  excavation  should  have  cost  is  a 
matter  of  some,  though  slight,  interest  to  the  Profession,  as  these 
would  necessarily  vary  according  to  local  conditions.  As  a  matter  of 
fact,  with  a  good  pumping  plant,  a  mining  nozzle  or  giant,  a  hydraulic 
elevator,  and  some  pipe,  the  earth  excavation  could  probably  have  been 
handled  for  20  cents  per  cu.  yd.,  and  possibly  less.  Much  of  the  rock 
was  fairly  soft,  and  could  have  been  worked  easily  and  cheaply,  so 
that,   had   the  contractor  put   in  power   drills   and   one   or  two  long- 
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boom  derricks  to  liandle  the  rock  out  of  the  cut,  it  is  probable  that 
the  cost  of  such  excavation  would  not  have  exceeded  tlie  contract  price. 
The  quantity  of  water  entering  the  coffer-dam,  or  rather  excavation 
pit,   was   surprisingly   small. 

TABLE  12.     , 
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Earth  excavation,  12  637.1  cu.  yd.  at  $0.25 

Rock  excavation.  5  700.81  cu.  yd.  at  SI .00 

Cement,  furni.shed  by  company,  1  33.5  bbl.     (Olsen,  Gillingham, 

and  Independence  brands) 

Concrete,  labor,  forms,  sand,  gravel,  and  rock,  1  204.83  cu.  yd. 

at  S9.00 

Reinforcing  steel  bars,  25  722  lb.  at  4  cents 

Expanded  metal  for  gate  facings,  7*J  1  lb.  at  4  cents 

Allowance  for  3  days'  delay  to  contractor 

Extras 


Charges  against  contractor 

Total  cost  of  gate  structure. 


<8  1.59.28 
5  700.81 

4  432.25 

10  848.47 

1  965.16 
31.64 

102..50 
807.07 


827  042.18 
271.70 


$26  770.48 


Iron  and  Steel  Work  for  Gate. 


Llewellyn  Iron  Works'  original  contract  for  twelve  radial  gates 
and  one  slide-gate  (in  navigation  pass)  f.  o.  b.  Los  Angeles.. . 

Freight  to  Yuma,  on  212  184  lb.  metal  in  aforesaid  gates  at  $1.25 
per  ton 

Regulating  levers,  shaft,  and  gear  (subsequent  contract) 

Erection  of  gates  (Leonardos  contract) 


Total  cost  of  iron  and  steel  work 

Plans,  engineering,  and  superintendence,  6.75^" . 


Total  cost  of  head-works. 


$12  000.00 

132.60 

580.00 

1  500.00 


$14  812.60 
2  825.00 


$44  408.08 


Fig.  26  gives  a  plan  and  elevation  of  this  gate,  and  Figs.  24  arid  25 
are  views  of  the  structure. 

Purpose. — At  the  time  this  gate  was  designed,  the  money  available 
for  construction,  through  the  Southern  Pacific's  connection  and  the 
loan  of  $200  000,  justified  the  immediate  construction  of  permanent 
head-works,  indeed,  building  this  and  the  Alamo  Waste-gate  were  the 
chief  items  for  which  the  loan  was  made.  Furthermore,  the  entire 
diversion  of  the  river  at  the  lower  intake  had  shown  the  folly  of 
trying  to  get  along  without  them.  The  gate,  while  intended  as  a 
permanent  diverting  structure,  was,  nevertheless,  primarily  designed 
for  use  in  endeavoring  to  re-divert  the  river;  otherwise,  of  course,  it 


/ifel 


Fig.    24. — Concrete    Head-Gate,    July   10th,    1906,    Showing   Details    of   Gates, 
Navigation  Pass,  and  Gate  and  Abutment  at   River  End. 


Fig.  25. — Gate  Raising   Mechanism  of  Concrete  Head-Gate. 
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would  have  been  made  much   less  than   half   as   large.     Actually,   it 
played  no  part  at  any  time  in  diverting  the  stream. 

Operation. — The  gate  was  actually  put  into  operation  on  Novem- 
ber 1st,  1906,  when  the  water  going  through  the  break  had  been  re- 
duced to  a  quantity  too  small  for  the  requirements  of  the  valley.  About 
6  weeks  later,  the  flood  which  caused  the  second  break  occurred,  and 
resulted  in  an  accumulation  of  drift  on  the  up-stream  side  of  the 
gate  which  choked  up  the  underground  culverts  and  practically  put  it 
out  of  commission.  From  that  date  to  this  the  troubles  caused  by 
drift  in  the  river,  particularly  at  high-water  periods,  have  been  serious 

CONCRETE     HEAD-GATE 

ATANDRADE,  CAL, 


ITSllfr- 


C.L.of  Shaft  on  which  operating  cables  wind 


I  i|  II  ]|  ]j  II  jj 

|C.L.   ]lf   Shafjt  on  wllich  gates  revojlve         || 


^n 


Culvert 


-12' 


Water 


14'0"    10'3' 


In'-r  "^2'8 


ELEVATION 


Ways 


rw'' 


•14' 0-  V 


3    " 


C.L. 


of    Axle    on 


'  vhich 


gates  revolve 


/ 


I O.L.of  Shaft  on  which  operating  cables  wind 


i^" 


i^ 


T     r 


t  ^ 

PLAK 
Fig.  26. 

and  often  acute.  Gates  of  this  type,  for  head-works  on  a  river 
carrying  any  drift  to  speak  of,  let  alone  as  much  as  the  Colorado 
often  has,  should  be  avoided.  After  considerable  experience  it  is 
obvious  that  if  permanent  diversion  of  the  water  for  the  irrigation 
of  the  valley  is  not  made  on  Mexican  territory,  then,  whenever  enough 
money  is  available,  it  will  be  best  to  abandon  the  structure  entirely 
and  make  diversion  through  gates  similar  to  those  in  the  sluice-ways 
of  the  Laguna  Weir. 

Aside  from  the  type  of  gate  for  such  a  locality  and  stream,  three 
unfortunate  features  in  design  became  manifest.  Chief  of  these  was 
the  fault  that  the   drums  on  which  the  wire  cables  for  raising  the 
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gates  arc  wound  arc  imu'li  too  small.  The  gates  themselves  Were  de- 
>ig:iied  for  minimum  weight  with  the  necesaary  strength,  and  are  not 
stiif  enough,  so  that  they  tend  to  wedge  unless  exceedingly  great  care 
is  taken.  The  net  result  is  many  hroken  cables.  At  one  time  only 
two  of  the  eleven  gates  were  in  operation,  some  being  clear  down,  some 
clear  up,  and  some  impossible  to  close  entirely  on  account  of  driftwood 
under  them.  Fortunately,  the  Delta  was  near  by  and  was  used  to 
raise  the  gates,  so  that  new  and  strong  plow-steel  cables  could  be 
installed,  replacing  the  original  ones  of  Tobin' bronze,  f  in.  in  diameter, 
19  wires  to  the  strand.  These  plain  steel  cables  corrode  badly,  of 
course,  but  still  are  much  better  than  any  galvanized  iron  ones  of 
usable  diameter. 

Another  bad  feature  of  the  design  is  the  form  of  abutment  built 
on  the  outer  end  of  the  gate.  The  writer  has  always  been  fearful 
that  water  would  find  its  way  through  the  10-ft.  tongue  of  puddled 
earth  which  is  the  only  barrier  preventing  water  from  getting  around 
the  end  and  shunting  the  gate  entirely. 

In  September,  1906,  a  canal,  from  the  river  to  the  head-gate,  wa8 
excavated  by  teams  and  Fresno  scrapers.  This  intake  was  made 
100  ft.  wide  at  the  bottom,  with  2^  to  1  side  slopes  down  as  low  as  the 
underground  water-table  would  permit.  At  about  the  same  time  the  Alpha 
reached  the  Upper  Heading  and  cut  into  the  concrete  gate  excavation 
from  the  Main  Canal  below.  The  upper  connection  was  wide  enough, 
but  the  bottom  was  at  least  6  ft.  above  the  floor  of  the  head-gate,  and  the 
down-stream  connection  was  about  3  ft.  above  the  floor  of  the  gate 
and  much  narrower.  These  connections  were  widened  and  deepened 
to  their  present  capacity  by  erosion,  dredging,  and  blasting,  as  ex- 
plained later. 

The  Dredge,  Delta. — The  other  element  in  the  concrete  head-gate 
plan  of  re-diversion  was  a  canal  from  the  head-gate  to  the  break,  a  dis- 
tance of  approximately  4  miles.  It  was  to  be  of  sufficient  size  to  carry 
the  probable  minimum  flow  of  the  river,  10  000  sec-ft.  As  it  was  obvi- 
ous that  this  stretch  of  canal  would  have  to  be  lower  than  the  bed  of 
the  river  all  along  the  line,  in  order  to  permit  of  taking  the  entire  low-, 
water  flow  without  a  diversion  dam  in  the  river  opposite  the  head- 
gate,  a  very  large  part  of  the  cross-section  to  be  excavated  would  be 
below  the  permanent  water-table  of  the  region.  Therefore,  some  kind 
of  excavating  machinery  which  could  handle  large  quantities  of  ma- 
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terial  under  water  had  to  be  provided.  It  was  taken  for  granted  that 
the  cheapest  and  quickest  method  of  providing  this  waterway  was  to 
enlarge  the  existing  Main  Canal,  although  the  writer  thinks  this  was 
erroneous.  The  dipper  dredge,  Alpha,  by  almost  continuous  operation 
in  this  part  of  the  course,  had  built  up  levees  on  both  banks  so  high 
as  practically  to  limit  its  future  operation  without  flattening  down 
these  levees  with  teams  and  scrapers.  Largely  on  the  advice  of  Mr. 
Edinger,  it  was  decided  to  construct  a  clam-shell  dredge  of  the  type 
used  almost  exclusively  for  levee  building  along  the  Sacramento  River. 
Accordingly,  a  contract  for  machinery,  and  for  plans,  bills  of  mate- 
rials, etc.,  of  the  hull,  was  entered  into  with  the  Golden  State  and 
Miners  Iron  Works,  of  San  Francisco,  which  makes  a  specialty  of 
clam-shell  dredge  machinery,  construction,  and  even  operation,  on  the 
Pacific  Coast.  This  contract  was  closed  on  January  10th,  1906.  The 
320  000  ft.  of  Oregon  pine  lumber  and  other  materials  for  the  hull 
were  bought  through  the  purchasing  department  of  the  Southern 
Pacific  Company,  and  the  unusually  large  timbers  required  were  ob- 
tained in  Oregon  and  sent  directly  to  Yuma.  In  the  purchase  of  both 
hull  material  and  machinery,  time  was  considered  as  of  the  essence 
of  the  contracts. 

A  dredge  with  a  150-ft.  boom,  carrying  a  5-cu.  yd.  bucket  was 
decided  on,  and  a  hull  120  ft.  long,  54  ft.  wide,  and  11  ft.  deep.  This 
width  was  2  ft.  greater  than  had  ever  been  built  on  the  Coast,  although 
the  tendency  is  to  increase  the  dimensions,  and  one  is  now  building 
in  San  Francisco,  70  by  140-ft.  hull,  205-ft.  boom,  and  6-cu.  yd. 
bucket.  The  machinery  is  a  150-h.p.,  internally-fired,  circular,  fire- 
tube  boiler,  and  a  20  by  24-in.  engine  on  each  side.  It  was  decided  to 
build  the  hull  and  erect  the  machinery  at  Yuma,  and  float  the  com- 
pleted dredge  down  the  river  to  the  intake. 

Lumber  for  the  hull  began  arriving  in  Yuma  late  in  January,  and 
early  in  March  the  company  was  notified  that  all  the  machinery  was 
ready  at  San  Francisco  for  shipment.  Mr.  Edinger's  connection  with 
the  company  had  ceased  soon  after  the  destruction  of  the  Edinger  Dam, 
and  Mr.  Rockwood  had  very  little  confidence  in  the  feasibility  of  the 
concrete  head-gate  plan,  or  in  the  desirability  or  need  for  the  clam- 
shell dredge,  and  felt  that  the  great  cost  thereof  would  deplete  seri- 
Dusly  the  $200  000  loaned  by  the  Southern  Pacific  Company.  There- 
fore, practically  nothing  was  done  in  the  matter,  and  so  it  came  about 
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tlmt  the  Rreat  conflncrrntion  in  Snn  Francisco,  followinp:  the  earth- 
quake of  April  ISth,  1900,  destroyed  the  plant  of  the  Golden  State  and 
Miners  Iron  Works,  in  which  all  the  machinery  for  this  dredge  was 
stored  ready  for  shipment.  Fortunately,  the  damage  sustained  by  the 
apparatus  was  not  extensive,  and  by  May  15th,  1906,  all  the  machinery 
had  reached  Yuma. 

]\lr.  J.  W.  Brown,  a  member  of  the  Golden  State  and  Miners  Iron 
Works  Corporation,  agreed  to  take  charge  of  building  the  hull,  and 
reached  Yuma  about  May  1st,  bringing  with  him  a  complete  crew  of 
mechanics  and  ship  builders.  Work  was  hurried,  and  with  such  suc- 
cess that  the  hull  was  launched  about  August  15th,  the  machinery 
was  in  place  by  the  end  of  October,  and  the  dredge  weighed  anchor  | 
and  started  down  the  river.  At  this  time  the  river  was  getting  low 
and  some  difficulty  was  encountered,  but  on  November  26th,  1906,  the 
clam-shell  arrived  at  the  mouth  of  the  American  intake.  The  total 
cost  of  the  dredge,  ready  to  start  down  the  river,  was  almost  $80  000, 
the  cost  of  the  machinery  being  $34  000,  f.  o.  b.  San  Francisco.  The 
weight  of  the  craft  is  about  850  tons. 

This  dredge,  Plate  XLVIII,  has  been  an  invaluable  piece  of  machin- 
ery to  the  C.  D.  Co.  Had  it  been  ready  for  use  in  August,  1905,  the  cost 
of  doing  the  earthwork  in  the  Hind  Dam  would  have  been  wonder- 
fully reduced.  As  it  was,  the  dredge,  after  doing  a  little  work  in 
enlarging  the  intake  above  the  concrete  head-gate,  was  floated  down 
and  cut  its  way  into  the  Main  Canal  following  the  upper  Mexican 
intake.  It  was  engaged  on  this  work  when  the  second  break  occurred, 
and  continued  thereon  as  though  this  latter  event  had  not  happened. 
Like  the  concrete  head-gate,  it  played  no  part  whatsoever  in  the  re- 
diversion  of  the  river. 

For  the  information  of  those  who  are  not  familiar  with  the  results 
and  cost  of  clam-shell  dredge  operation,  the  following  data  are  given: 

Operatives. 

1  Captain  at  $125  to  $150  per  month,  and  board. 
3  Levermen  "  85  " 

2  Firemen  "  60  " 
2  Deckhands  .  "  50  " 
1  Cook  "■  50  " 
1  Blacksmith  "  90  " 
1  Koustabout  "  40  " 
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Three  shifts  give  a  total  of  22  hours  actual  work  daily.  The  average 
time  in  operation,  when  proper  repair  work  is  done,  is  28  days  per 
month.  When  in  good  ground,  and  with  side  swings  averaging  70°  on 
each  side,  the  time  per  bucketful  is  40  sec.  The  quantity  handled 
(varying  according  to  the  material)  is  from  3  to  8  cu.  yd.  as  ordinary 
extremes.  On  the  Sacramento  River,  under  good  conditions,  150  000 
cu.  yd.  per  month  are  handled. 

Monthly  expense. 

Maintenance  and  operation $2  500 

Interest  on  investment  at  6% 400 

Taxes  and  insurance 200 

Deterioration 700 

Sometimes  as  low  as $3  800 

Ordinarily,  the  monthly  expense  in  Mexico  is  $5  000.  The  average 
cost  is  2|  cents  per  cu.  yd.  The  average  cost  of  the  work  done  by  the 
Delta  in  Mexico  is  from  4  to  6  cents  per  cu.  yd. 

The  Rockwood  Head-Gate. 

As  already  explained,  it  was  decided  to  follow  both  Mr.  Schuyler's 
and  Mr.  Rockwood's  plans  for  diverting  the  river,  and  so,  for  the 
second  time,  on  December  15th,  1905,  Mr.  Rockwood  was  authorized 
to  proceed  with  the  construction  of  a  wooden  head-gate  beside  the 
lower  intake.  The  heavy  flood  of  November  29th  and  its  receding 
waters  had  widened  the  intake  from  300  to  approximately  600  ft., 
and,  after  considering  the  conditions,  it  was  decided  to  build  the  gate 
directly  in  the  old  canal  about  200  ft.  north  of  the  intake  channel, 
in  order  to  reduce  the  time  and  the  quantity  of  excavation  required, 
and  to  divert  the  relatively  small  quantity  of  water  in  the  old  canal 
around  the  gate  with  a  by-pass  to  be  dug  by  the  Alpha.  The  gate, 
started  and  abandoned  three  months  before,  was  originally  planned  for 
a  width  of  80  ft.;  this  was  increased  to  120  ft.  in  order  to  carry 
a  maximum  of  9  000  sec-ft.  As  the  gate  could  not  be  completed  until 
the  spring  of  1906,  the  length  was  extended  to  200  ft.  The  over-all 
dimensions,  including  the  wooden  aprons,  became  240  by  100  ft.  The 
entire  space,  of  course,  had  to  be  inclosed  in  a  cofler-dam,  and  the 
excavation  had  to  be  made  inside  of  it.  The  plans  are  shown  on  Plate 
XLIX. 
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As  tUr  as  tlic  writer  has  ever  heard,  tliis  is  tlie  hir;^a:st  and  most  (hn- 
iiig  deiiign  ever  made  for  a  wooden  A^franio,  lia.sh-board  head-gate. 
Pile-driving  was  begun  on  January  7tli,  and  the  gate  was  completed 
on  April  18th,  1900;  the  work  was  rushed  day  and  night  for  the 
greater  part  of  the  time,  and  no  real  difficulties  whatever  were  en- 
countered. As  in  the  case  of  the  concrete  head-gate,  4  miles  above, 
the  quantity  of  water  seeping  into  the  excavation  was  surprisingly 
small.  The  various  items  of  the  cost  of  this  structure  were  not 
segregated,  so  that  the  details  cannot  be  given,  but  the  grand  total 
expense  of  the  gate  proper,  exclusive  of  the  by-pass,  was  approximately 
$122  500. 

The  discharge  of  the  river  by  April  10th,  was  32  200  sec-ft.,  and 
showed  that  the  annual  flood  had  begun,  therefore  all  idea  of  attempt- 
ing to  divert  the  water  through  the  gate  by  damming  the  crevasse 
itself  before  the  summer  flood  should  have  been  passed,  was  abandoned. 

Change  in  Engineering  Stajf. — On  May  15th,  1905,  the  writer  was 
transferred  from  the  Southern  Pacific  Company  in  San  Francisco 
to  the  Associated  Harriman  Lines  in  Arizona,  with  the  title  of  As- 
sistant to  the  President  of  those  properties.  About  5  weeks  later  Mr. 
Randolph's  duties  were  increased,  as  he  was  put  in  charge  of  the  C.  D. 
Co.  and  the  Mexican  Co.,  and  shortly  thereafter  the  officials  of  the  South- 
ern District  of  the  Southern  Pacific  Company  urged  on  him  the  very 
serious  fact  that  the  track  beside  the  Salton  Sea  would  soon  be  under 
water,  and  insisted  that  aggressive  action  be  taken  to  close  the  break 
on  the  river.  About  the  middle  of  July  Mr.  Randolph  sent  the  writer 
to  the  river  to  confer  with  Mr.  Rockwood,  and  a  day  was  spent  together 
examining  the  situation.  About  August  1st  a  second  trip  was  made, 
and  after  the  disastrous  flood  of  November  28th,  1905,  a.  third  visit. 
Toward  the  end  of  January  Mr.  Randolph  again  sent  the  writer  to 
the  Lower  Heading  to  assist  Mr.  Rockwood  in  hurrying  the  con- 
struction of  the  wooden  head-gate.  As  this  work  neaxed  completion, 
Mr.  Rockwood  suggested  that  he  had  found  it  impossible  to  handle 
things  in  accordance  with  his  own  ideas;  he  believed  that  the  best 
interests  of  all  concerned  pointed  to  his  resignation,  and  urged  that 
the  writer  take  up  the  work.  After  considerable  discussion  it  was 
agreed  that,  if  Mr.  Randolph  also  desired  the  arrangement,  there  would 
be  no  objection  offered.  Shortly  afterward  these  gentlemen  met  in  Los 
Angeles  and  agreed  to  the  change,  and  on  April  19th,  Mr.  Rockwood 
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resigned  as  Assistant  General  Manager  and  Chief  Engineer,  and 
was  appointed  Consulting  Engineer,  and  the  writer  was  appointed 
General  Manager  and  Chief  Engineer.  Mr.  Rockwood  continued  to 
act  as  Consulting  Engineer  until  October  1st,  1906,  when  he  severed 
his  official  connection  with  the  company. 

The  San  Francisco  Fire. — On  April  18th  had  occurred  the  earth- 
quake which  resulted  in  the  great  San  Francisco  conflagration,  and 
exaggerated  rumors  as  to  the  extent  of  the  disaster  made  it  seem  certain 
that  the  machinery  for  the  Delta  was  utterly  destroyed;  but  that  was 
the  least  important  result,  as  far  as  the  C.  D.  Co.  was  concerned. 
It  appeared  that  the  key  city  to  the  Harriman  Lines  was  practically  in 
ruins,  and  the  Southern  Pacific  Company,  as  a  railroad  organization, 
was  very  seriously  hurt. 

Mr.  Randolph  hurried  to  San  Francisco  to  join  with  the  other  of- 
ficials in  the  West  in  conferring  with  Mr.  Harriman,  who  had  at  once 
started  for  the  scene.  There,,  in  the  bustle  and  confusion  of  temporary 
offices,  with  the  ruins  of  San  Francisco  still  smoking,  with  the  facilities 
of  the  road  to  carry  people  away  from  the  stricken  city  taxed  to  the 
very  utmost,  with  the  wonderful  railway  system  which  constituted 
Mr.  Harriman's  life  work  crippled  to  an  unknown  extent,  and  with 
the  financial  demands  resulting  from  the  disaster  impossible  to  de- 
termine, Mr.  Randolph  succeeded  in  inducing  Mr.  Harriman  to  ad- 
vance an  additional  $250  000  for  controlling  the  Colorado  River  and 
protecting  Imperial  Valley.  It  has  always  seemed  to  the  writer  that 
this  was  really  the  most  remarkable  thing  in  the  whole  chain  of 
extraordinary  happenings. 

The  Situation. — The  wooden  head-gate  was  completed,  and  the  up- 
per and  lower  by-passes  connecting  it  with  the  break  had  been  fairly 
well  started  with  the  dredges.  Alpha  and  Beta;  the  concrete  head-gate 
was  well  under  way;  the  material  for  the  hull  of  the  Delta  was  in 
Yuma,  and  the  machinery  seriously  damaged  in  San  Francisco;  the 
tracks  of  the  Southern  Pacific  Railroad  along  the  Salton  Basin  were 
nearly  awash  for  a  considerable  length;  the  annual  summer,  flood  of 
1906  had  begun,  and,  from  the  Weather  Bureau  reports  from  the 
drainage  basin,  would  be  a  very  large  one;  the  irrigation  system  of 
Imperial  Valley  was  already  threatened  at  several  vital  points  by  the 
excessive  quantity  of  water  going  down  the  Alamo  channel  or  Main 
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Canal;   and   friction   bctwcxMi   the  old   C.   1).   C'o.   stockholders   and   the 
new  manap^enient  had  commenced. 

No  very  great  degree  of  reliance  could  be  placed  on  the  wooden 
head-gate,  considering  the  character  of  its  foundations;  and  the  failure 
or  serious  weakness  of  that  structure  meant  the  failure  and  abandon- 
ment of  the  Rockwood  plan  for  re-diversion.  The  difficulties  of  the 
Concrete  Gate  Plan,  under  the  most  favorable  circumstances,  became 
more  apparent  with  further  investigation,  and  were  very  greatly  accen- 
tuated by  the  delay  in  getting  the  Delta  into  commission.  The  proba- 
bility of  the  withdrawal  of  financial  support  at  any  time  through  the 
discouragement  of  the  Southern  Pacific  officials  as  to  the  ultimate  suc- 
cess of  the  work  was  a  serious  factor.  Transportation  facilities  from 
Yuma  were  very  inadequate,  consisting  of  the  steamers,  Searchlight, 
St.  Vallier,  Cochan,  and  the  barge,  Silas  J.  Lewis,  all  of  sufficiently 
light  draft  to  navigate  through  the  shoals  and  sand  bars  of  the  Colo- 
rado. There  were  large  quantities  of  willow  brush  suitable  for  fas- 
cines and  mattress  work  near  the  break,  but  no  timber  suitable  for 
piling.  The  nearest  point  where  piles  and  heavy  timber  were  obtain- 
able was  Los  Angeles;  from  there  they  came  by  rail  to  Yuma,  from 
which  point  they  could  be  floated  down  the  river  only  at  considerable 
risk,  so  that  it  was  cheaper  to  load  them  on  barges  and  bring  them 
down  with  steamboats. 

Experience  thus  far  had  indicated  the  practical  impossibility  of 
closing  the  break  with  a  piling-brush-sand  bag  barrier  dam,  and  there 
were  no  quarries  for  many  miles  either  west  or  east  along  the  rail- 
road, and  none,  of  course,  available  except  with  railroad  facilities  for 
loading  and  transportation.  Further,  rock  would  require  to  be  trans- 
ferred to  barges  at  Yuma  and  be  brought  thence  by  river  to  the  scene 
of  operations. 

Practically  every  engineer — and  they  included  many  of  established 
national  and  international  reputation — who  had  visited  the  break 
considered  a  rock  fill  barrier  dam  as  entirely  unworthy  of  consider- 
ation, for  two  reasons: 

First,  it  was  believed  that  rock  would  sink  into  the  soft  alluvial 
silt  bottom  and  keep  on  going  down  indefinitely,  even  if  more  and 
more  slowly.  Old  river  men  quoted  numerous  instances  of  wrecked 
river  craft.  They  cited  a  dredge,  bought  a  few  years  before  by  the 
C.  D.  Co.,  which  had  sunk  on  its  way  from  Yuma  to  the  upper  intake, 
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gradually  settling  entirely  out  of  sight  in  a  few  months.  The  con- 
sensus of  opinion,  therefore,  was  that  any  rock  fill  would  certainly 
settle  out  of  sight  unless  built  on  a  very  strong  brush  mattress  foun- 
dation, and  the  probabilities  were  great  that  such  a  mattress  would 
break  under  the  load  and  fail  of  its  purpose. 

The  second  vital  objection  urged  against  a  rock  fill  barrier  dam 
was  that  the  water  going  over  it  while  building  v/ould  dislodge  some 
portion  of  the  fill  or  some  one  rock  at  the  top,  thereby  increasing  the 
overpour  at  this  point,  which  would  dislodge  more  rock  and  in  this 
way  quickly  result  in  a  breach  which  could  not  be  closed. 

It  was  thought  that  these  considerations  not  only  quite  precluded 
the  idea  of  a  barrier  dam,  should  the  wooden  gate  fail,  but  rendered 
very  doubtful  the  construction  of  a  diversion  dam  or  obstruction  in 
the  channel  opposite  the  gate  which  would  cause  a  difference  in  head, 
above  and  below  it,  great  enough  to  throw  all  the  water  through  the 
by-pass  and  gate.  This  head  was  variously  estimated  at  from  3  to  6  ft. 
— the  head  on  the  finished  dam  would  be  about  15  ft.  at  low-water  stage. 

On  one  point  there  seemed  to  be  accord,  namely,  that  the  situation 
was  a  desperate  one  and  without  engineering  parallel,  and  that  there 
seemed  to  be  little  more  than  a  fighting  chance  of  controlling  the  river. 
No  two,  of  the  nearly  fifty  eminent  engineers  who  visited  the  scene 
and  examined  into  the  situation  more  or  less  carefully,  agreed  on  any 
one  plan  as  offering  the  greatest  chances  of  success,  but  pointed  out 
fundamental  weaknesses  in  practically  all  other  methods  suggested. 
This  feature  was  so  marked  that  when  the  writer  suggested  to  Presi- 
dent Randolph  that  the  immensity  of  the  interests  dependent  for  their 
safety  on  the  re-diversion  of  the  river  seemed  to  render  advisable  a 
Board  of  Engineers,  he  answered  that  he  would  regard  100  ft.  of  good 
strong  brush  mattress  in  place  on  the  river's  bottom  as  more  valuable 
than  the  report  of  any  Board  of  Engineers  which  could  be  gotten  to- 
gether. 

The  immediate  menace,  however,  was  from  the  summer  flood  in 
passing  through  the  Imperial  Valley  to  the  Salton  Sea.  The  Weather 
Bureau's  reports  from  the  upper  drainage  basin  then  indicated  a  very 
great  total  discharge,  and  a  peak  perhaps  as  high  as  100  000  sec-ft. 
The  crevasse  had  now  enlarged,  and  the  old  channel  below  had  filled  up, 
so  that  practically  all  this  water — several  times  as  much  as  had  ever 
yet  entered  the  valley^ — must  go  the  new  way. 
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Summer  Flood  of  1000. — Pinto  XLVIT  shows  that,  compared  with 
recent  floods,  the  summer  flood  of  1906  was  very  l;irf?e,  althoiiprh  it 
has  been  greatly  exceeded  since  then,  notably  in  1007  and  1909.  The 
increased  fall  down  the  Alamo  River  channel  resulted  by  Auj?u8t  Ist 
in  lowering  the  river  at  the  diversion  point  approximately  4  ft.,  but 
it  silted  up  as  the  flood  receded,  leaving  a  net  lowering  of  between  2 
and  3  ft.     (Fig.  3.) 

It  widened  the  break  from  600  almost  to  2  700  ft.,  and  rendered 
far  more  expensive,  in  time,  equipment,  and  money,  the  task  of  putting 
the  wooden  head-gate  into  commission.  The  most  important  effect, 
however,  was  the  danger  it  caused  in  various  ways  in  the  Imperial 
Valley  proper. 

Such  a  vast  quantity  of  water  going  down  the  Alamo  channel  was, 
of  course,  never  contemplated  in  designing  the  new  waste-gates  near 
Sharp's  Heading  discharging  down  the  Alamo  River  (built  June  to 
August,  1905),  and  at  Station  134  on  the  Central  Main,  and  they 
were  taxed  to  their  absolute  limits.  So  much  passed  the  Alamo  Waste- 
gate  that  it  caused  a  recession  of  the  grade  in  that  channel  below,  so 
that  the  structure  was,  figuratively  speaking,  on  stilts.  Twice  the  chute 
below  the  structure  had  been  extended,  the  last  time  in  February  and 
March,  1906,  when  the  equipment  was  removed  just  as  the  water  began 
to  go  over  the  top  of  the  gates. 

By  a  peculiar  and  most  fortunate  coincidence,  when  the  Alamo 
Waste-gate  was  discharging  approximately  3  500  sec-ft.  and  Sharp's 
and  the  Encina  Head-gates  were  being  utilized  to  the  capacity  of  the 
canals  below  them,  the  water  in  the  Alamo  above  this  point  spread  over- 
bank  for  miles,  going  to  the  west  and  south  sufficiently  deep  to  save  the 
situation.  Thus  it  happened  that  when  the  peak  of  the  flood  was 
reached,  and  approximately  75  000  sec-ft.  were  going  down  the  Alamo 
channel  toward  the  Salton  Sea,  all  but  about  5  000  sec-ft.  were  going 
overbank  to  the  south  and  west.  Had  not  this  most  fortunate  condition 
existed,  the  Imperial  Valley  irrigation  system  would  early  have  been 
broken  into  the  deep  channel  of  the  Alamo  below  the  waste-gate,  and 
at  once  cut  the  water  out  of  every  canal. 

Most  of  this  overbank  flow  to  the  south  and  west  collected  in  the 
various  sloughs  and  low  lands,  particularly  Beltran's  and  Garza's 
Sloughs,  and  fl^owed  into  the  New  River.  The  small  channel  of  this 
watercourse  was  overtopped,  of  course,  and  the  water  spread  out,  just 


IRRIGATION  AND  RIVER  CONTROL,  COLORADO  RIVER  1319 

south  of  the  Boundary  Line  near  Calexico,  for  a  maximum  width  of 
about  10  miles.  Some  of  the  water  overtopped  the  divide  of  the  delta 
cone,  gained  the  Paredones  channel,  and  thence  ultimately  reached  the 
Gulf. 

The  most  critical  points  were  where  the  New  River  channel  crossed 
the  Boundary  Line,  and  a  little  farther  down  along  the  CentralMain. 
At  Calexico  and  Mexicali  this  broad  sheet  of  water  rose  until  it  cov- 
ered the  ground  about  4  ft.  in  depth.  (Fig.  28.)  The  danger  was 
not  appreciated  in  time  to  throw  levees  to  the  west  of  the  rail- 
road track  and  thus  protect  that  property.  The  disposition  of  the 
towns  and  the  railroads  was  to  wait  for  the  C.  D.  Co.  to  build  pro- 
tective levees,  in  spite  of  that  company's  announced  intention  of  doing 
nothing  of  the  sort.*  When  the  situation  was  finally  realized,  about  5 
miles  of  levee — maximum  height  5  ft. — encircling  the  two  towns 
and  connecting  at  the  north  and  east  with  higher  ground,  was  hurriedly 
built.  Strong  winds  blow  in  the  spring  for  two  and  three  days  at  a 
time,  and  when  such  storms  swept  over  a  wide  stretch,  even  though  the 
ground  had  a  considerable  quantity  of  brush,  waves  were  caused  which 
made  the  maintenance  of  these  levees  at  times  very  critical.  They 
were  held  successfully,  however,  until  the  recession  of  the  New  River 
grade  made  them  no  longer  necessary. 

Along  the  Central  Main,  from  near  the  branch  railroad  crossing 
west  to  beyond  the  "Five  Gates"  (where  the  canal  turns  to  the  north), 
the  water  rose  so  high  during  the  last  days  of  February  that  it  over- 
topped the  south  bank  of  the  canal  (Fig.  29),  and  only  by  the  most  des- 
perate work  was  it  prevented  from  overtopping  the  north  bank  and  send- 
ing water  northeastward  across  the  country  to  the  Mesquite  Lake  Basin 
and  the  Alamo  channel.  Had  this  occurred,  the  Town  of  Imperial 
would  have  been  most  seriously  threatened,  perhaps  destroyed,  and  the 
New  River  and  Alamo  chasms  would  have  been  joined  by  a  third  one, 
about  25  miles  long,  diagonally  across  the  valley  northeast  and  south- 
west. The  C.  D.  Co.  then  greatly  strengthened  this  north  bank  and 
raised  it  4  ft.  for  a  distance  of  nearly  3  miles.  When  the  situation  was 
most  threatening  the  citizens  of  Calexico  and  Mexicali  were  called  out 
to  help  hold  the  levees,  while  the  people  of  Imperial  rushed  down  to 
aid  in  the  fight  along  the  Central  Main. 

*  This  was  because  the  company's  attorney  advised  that  it  was  not  responsible  legallj- 
for  damages  caused  in  the  United  States  by  operations  of  the  Mexican  Company  In  Mexico, 
and  to  avoid  carefully  any  action  which,  might  be  considered  as  an  admission  of  responsi- 
bility by  the  company. 
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Both  the  Alamo  and  New  River  chnnnels  cut  back,  owinj?  to  the 
large  quantity  of  water  flowing  in  them,  and  the  Salton  Sea  began  to 
rise  at  the  rate  of  api)roximately  7  in.  per  day.  The  Southern  Pacific 
main  line  there  was  being  shifted  from  time  to  time,  by  means  of 
'^shooflies."  Along  the  branch  line  from  Imperial  Junction  to  Calexico 
the  trouble  at  the  crossing  of  the  Alamo  channel  was  far  greater  than 
should  have  been  permitted.  At  no  time  was  more  than  3  500  sec-ft. 
going  down  the  Alamo,  yet  this  small  quantity  was  permitted  to  eat 
away  approximately  300  acres  of  land,  in  a  semi-circular  form,  from 
the  right  bank  of  the  channel  where  it  is  crossed  by  the  branch  rail- 
road into  the  valley,  and  caused  the  railroad  to  "shoofly"  its  tracks  five 
times.  The  alluvial  soil  of  the  Imperial  Valley  is  very  easily  eroded, 
especially  on  the  concave  side  of  river  bends,  but  it  should  have  been 
possible  to  control  at  reasonable  cost  a  stream  of  3  500  sec-ft.,  with  a 
velocity  never  exceeding  7  ft.  per  sec. 

The  Inter-California  Railroad  from  Calexico  toward  Yuma  had 
been  constructed  as  far  as  Cocopah  and  practically  all  of  this  was 
under  water.  The  Holtville  Interurban  Railroad,  crossing  the  Alamo 
River,  was  cut  out  from  time  to  time,  the  channel  at  that  point  being 
lowered  more  than  30  ft.  This  caused  serious  trouble  with  the  dis- 
charge pipe  of  the  Holton  Power  Company,  the  plant  being  left 
rather  high,  and  considerable  work  was  required  to  keep  it  from  being 
undermined  by  side  cutting.  The  head  available,  however,  was  in- 
creased by  30  ft. 

When  the  grade  of  New  River  had  receded  to  a  point  about  3  miles 
above  the  International  Boundary  Line,  a  large  area  of  adobe  forma- 
tion was  encountered,  and  the  fingers  of  the  stream  began  to  eat  away 
in  various  directions  and  threatened  to  tear  up  the  country  throughout 
that  region  in  a  frightful  way.  The  rate  of  recession  was  also  greatly 
slackened.  Long  before  the  peak  of  the  flood  had  been  reached,  it  was 
evident  that  the  situation  along  the  Central  Main  and  at  Calexico 
was  very  serious  and  must  become  much  more  so,  until  grade  recession 
might  give  relief.  It  was  decided,  therefore,  to  use  dynamite  liberally 
in  an  endeavor  to  localize  the  New  River's  grade  recession  and  to 
facilitate  its  progress. 

Prom  observations  and  soil  and  other  data  at  the  time  available 
the  probability  seemed  slight  of  such  recession  extending  more  than 
6  or  7   miles  beyond   Calexico,   or  far   enough   to   endanger   lowering 
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Fig.  27. — Alamo  Waste-Gate,  November  17th,  1906.     About  30  Feet  Head 

Against  Gate. 


Fig.  28. — Portion  of  4-Mile  Levee  Protecting  Calexico  and  Mexicali, 

IN  Flood  of  June,  1906. 


Fig.  29. — Overflow  Against  West  and  South  Banks  of  Main  Canal  Near  Five 
Gates,   2|   Miles  Northwest  of  Calexico. 
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the  water  surface  in  the  Alamo  above  the  controlling  works  and  so 
menacing  the  water  supply  of  the  valley  before  the  summer  flood  of  1908. 
It  was  known  that  very  large  areas  of  adobe  soil  existed  in  the  Garza's 
and  Beltran's  Slough  country,  so  that  the  cutting  there  would  be 
very  much  slower.  There  thus  seemed  to  be  considerable  leeway, 
while  the  strain  on  the  irrigation  system  of  the  valley  was  so  severe 
at  several  critical  points  that  it  was  utter  nonsense  to  think  it  could 
be  held  through  another  flood  season. 

In  this  dynamiting,  from  eight  to  sixteen  |-lb.  sticks  of  dynamite 
were  tied  in  a  bundle  about  a  fulminating  cap  connected  with  from 
8  to  12  in.  of  water-proof  fuse.  The  fuse  was  then  lit  and  the  bundle 
tossed  into  the  water.  A  little  practice  and  careful  observation 
enabled  one  to  become  quite  proficient  in  estimating  how  far  the  bundle 
of  dynamite  would  be  washed  down  stream  by  the  current  before  the 
cap  exploded  the  charge,  and  in  placing  the  charge  to  get  maximum 
results.  Undoubtedly,  the  course  of  the  grade  recession  was  con- 
siderably checked  and  bad  erosion  somewhat  mitigated  by  this  work, 
but  it  is  very  doubtful  whether  the  time  of  the  grade  recession's 
passing  Calexico  and  Mexicali  was  markedly  accelerated. 

When  this  occurred  the  results  were  spectacular  in  the  extreme, 
the  rate  of  cutting  back  at  this  point  being  fairly  uniform  at  1  ft. 
per  min.  The  side  cutting  of  the  east  bank  of  the  wide,  deep  barranca 
for  several  days  threatened  Calexico,  and  carried  away  a  considerable 
part  of  Mexicali,  including  the  railroad  station,  brick  hotel,  and  a 
number  of  smaller  buildings.  The  actual  damage  sustained  was  about 
$15  000  in  Calexico  and  $75  000  in  Mexicali. 

For  a  short  distance  past  Mexicali  the  cutting  back  followed  the 
borrow-pits  of  the  Inter-California  Railroad,  utterly  destroying  it  and 
carrying  away  much  of  the  track  and  trestle  material.  About  a  mile 
out  of  town,  the  grade  rose  slightly  above  the  flood-waters,  but  farther 
on,  for  several  miles  again,  the  roadbed  was  practically  destroyed, 
although  no  more  track  material  was  lost. 

These  flood-waters  covered  about  6  000  acres  of  cultivated  farms, 
of  course,  utterly  ruining  the  crops.  Greater  damage,  however,  oc- 
curred as  the  grade  receded  and  the  water  rushed  from  each  side 
toward  the  newly-made  channel,  resulting  in  cutting  back  fingers  or 
side  canons  from  the  main  stream  to  distances  and  depths  depending 
on  the  length  of  time  required  to  drain  off  the  contributory  water. 
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Some  of  thcso  side  canons  extcnduil  back  from  2  000  to  2  500  ft.  Jt  tlius 
happened  that  about  3  000  acres  of  improved  and  10  000  acres  of  un- 
improved land  were  eroded  to  such  an  extent  as  to  be  jiractically 
ruined  for  agricultural  or  any  other  purposes.  Of  tliis  area,  about 
7  000  acres  were  public  land.  The  area  occupied  by  the  New  and  Alamo 
channels  themselves  was  increased  by  about  7  000  acres. 

The  greatest  damage  in  the  Imperial  Valley  proper,  however,  was 
caused  by  the  destruction  of  the  flumes  in  the  West  Side  Main  over 
New  River  in  Mexico  and  the  Central  Main  over  New  River  north- 
west of  Imperial,  leaving  Mutual  Water  Companies  6  and  8  without 
water  until  January,  1908.  These  two  districts  contained  about  30  000 
acres  in  actual  cultivation,  and  were  rendered  practically  uninhabita- 
ble and  absolutely  waterless  for  about  1^  years. 

Except  as  noted,  agricultural  operations  in  the  valley  were  facili- 
tated by  the  flood,  there  being  at  all  times  plenty  of  water  in  the 
canals.  Prospective  settlers,  of  course,  were  kept  away  almost  entirely, 
but  the  inhabitants  of  the  valley  displayed  a  remarkable  confidence 
that  the  trouble  would  be  overcome,  and  business  was  not  affected 
very  seriously.  Indeed,  during  these  very  times,  the  new  and  inde- 
pendent town  site  of  El  Centro  was  the  scene  of  really  wonderful 
building  activity,  and  the  Holton  Power  Company,  directly  and  in- 
directly, practically  doubled  its  plant  and  holdings  in  the  valley. 

The  effect  of  this  flood,  in  a  geological  way,  was  of  extraordinary 
interest  and  very  spectacular.  In  9  months  the  runaway  waters  of 
the  Colorado  had  eroded  from  the  New  and  Alamo  River  channels 
and  carried  down  into  the  Salton  Sea  a  yardage  almost  four  times 
as  great  as  that  of  the  entire  Panama  Canal.  The  combined  length 
of  the  channels  cut  out  was  almost  43  miles,  the  average  width  being 
1000  ft,  and  the  depth  50  ft.  To  this  total  of  from  400  000  000  to 
450  000  000  cu.  yd.  must  be  added  almost  10%  more  for  side  canons, 
surface  land  erosions,  etc.  Ver;v"  rarely,  if  ever  before,  has  it  been 
possible  to  see  a  geological  agency  effect  in  a  few  months  a  change 
which  usually  requires  centuries. 

Preparation  for  Diversion  Work. 

All  measures  to  prevent  avoidable  damage  to  the  irrigation  systesi 
in  the  valley  from  the  flood-waters  having  been  arranged,  operations    I 
were  resumed  on  the  river.     The  break  opposite  the  wooden  head-gate 
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lad  been  widened  during  the  flood  from  600  ft.  to  more  than  ^  mile, 
md  necessitated  work  on  a  far  larger  scale  than  had  ever  been  suggested, 
rhe  opinions  to  the  contrary  notwithstanding,  the  ability  to  get  rock 
n  large  quantities  and  rapidly  seemed  to  the  writer  to  be  so  essential, 
md  it  was  so  obvious  that  much  better  transportation  facilities  were 
•equired,  that  it  was  decided  to  build  a  branch  railroad  from  the 
Southern  Pacific  main  line  at  a  point  7  miles  west  of  Yuma  (now 
inown  as  Hanlon's  Junction)  to  the  break. 

The  located  line  of  the  Inter- California  Railroad,  construction  of 
;vhich  had  been  stopped  by  the  overflow  waters  at  Cocopah,  ran  only 
i  few  hundred  yards  west  of  the  wooden  head-gate  and  150  ft.  west 
)f  the  concrete  head-gate.  This  Inter-California  Eailroad  is  a  Mexi- 
can subsidiary  of  the  Southern  Pacific  Company,  and  it  was  not  diffi- 
cult to  arrange  a  change  in  its  alignment  to  cross  the  Alamo  where 
the  best  location  for  the  diversion  dam  could  be  found  and  to  build 
it  once  that  portion  from  the  break  north  to  the  concrete  head-gate. 
Ihence  northward  the  permanent  alignment  was  expensive  and  would 
require  considerable  time  to  construct,  therefore  it  was  decided  to 
aiake  a  temporary  connection  of  about  6  000  ft.  from  Hanlon's  Junc- 
tion to  the  concrete  head-gate.  It  was  arranged  that  the  Southern 
Pacific  should  build  the  entire  branch  line  and  charge  the  total  cost, 
Dn  a  force  account  basis,  to  the  C.  D.  Co.,  and  when  later,  if  ever, 
the  Inter-California  Railroad  should  be  completed,  all  that  portion 
3f  the  branch  which  could  be  incorporated  with  the  permanent 
alignment  of  the  road  would  be  taken  over  by  it  at  such  a  figure  as 
it  would  cost  at  that  time.  The  stretch  from  Hanlon's  Junction  to 
the  western  line  of  the  lands  of  the  C.  D.  Co.  is  in  the  Yuma  Indian 
Reservation,  and,  accoiding  to  the  rules  and  regulations  of  the  Interior 
Department,  it  would  have  taken  some  time  to  acquire  a  right  of  way 
for  this  portion.  As  it  was  feared  that  special  permission  might  not 
be  quickly  obtainable,  nothing  whatever  was  said,  but  the  line  was 
simply  built.  Such  a  course  was  deemed  justifiable,  considering  the 
gravity  of  the  situation,  the  necessity  for  haste,  and  the  very  small 
discretionary  powers  given  to  Government  officials  in  such  cases.  As 
soon  as  the  existence  of  this  track  was  no  longer  absolutely  vital, 
permission  was  requested  in  the  usual  way  and  in  due  course  was 
obtained.     Construction  of  this  branch  line  was  begun  on  July  1st,  and 
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on  Aiipiist  ir)tli  tho  first   frnin  load  of  nintorinls  passed  ovor  it  to  the 
Lower  Ileadinp:. 

Quarry. — The  granite  point  of  rock  on  wliicli  the  concrete  licad-gate 
was  founded  seemed  favorable  for  quickly  developing  a  quarry  where  a 
larpre  quantity  of  rock  might  be  obtained,  and  instructions  were  given 
to  do  the  best  possible  with  it.  The  rock  is  a  second-class  granite,  and. 
before  the  first  closing  was  completed,  a  quarry  had  been  developed 
with  a  600-ft.  face  averaging  40  ft.  in  height.  The  development  of 
this  quarry  and  track  room  for  outfit  cars,  locomotives,  etc.,  called  for 
the  building  of  a  large  yard  of  sidings  and  spurs.  This  quarry  was 
entirely  on  C.  D.  Co.  land — that  bought  from  Hall  Hanlon  at  the  very 
beginning. 

Clay  Pit. — Between  the  quarry  and  the  Boundary  Line,  and  about  i 
mile  west  of  the  branch  railroad,  there  was  an  opportunity  to  develop 
rapidly  a  clay  pit.  Advantage  was  taken  of  this,  and  by  the 
time  the  first  closing  was  completed,  there  was  a  steam  shovel  face  600 
ft.  long  and  averaging  60  ft.  in  height.  The  clay  in  this  bed  is  rather 
hard  and  requires  some  blasting,  but  it  melts  down  in  water,  and  when 
mixed  in  about  equal  proportions  with  the  cement  gravel  from  the 
Mammoth  gravel  pit  makes  a  very  impervious  material  for  dam 
construction. 

The  Mammoth  Gravel  Pit. — This  pit  is  on  the  Southern  Pacific 
Railroad  41.08  miles  west  of  Hanlon's  Junction.  It  had  been  thor- 
oughly developed  at  that  time  and  had  been  used  for  ballasting  the 
main  line  for  more  than  100  miles  in  each  direction.  It  is  the  property 
of  the  railroad,  and  the  material  obtained  there  is  fairly  high  in  clay, 
the  result  being  essentially  a  cementing  gravel,  which  makes  the  surface 
of  the  track  almost  impervious. 

Other  Quarries  Available. — At  Declez,  a  point  on  the  Southern 
Pacific  Railroad  195  miles  west  of  Hanlon's  Junction  and  49  miles  east 
of  Los  Angeles,  there  is  a  large,  well-equipped  quarry  of  very  good 
granite,  from  which  material  for  the  construction  of  the  breakwater  at 
San  Pedro  Harbor,  19  miles  southwest  of  Los  Angeles,  is  obtained. 
The  output  of  this  quarry  is  very  large,  the  rock  running  up  to  12  tons. 

Near  Ogilby,  7  miles  west,  a  large  area  is  covered  with  lava  "nigger- 
head"  rock,  essentially  one-  or  two-man  size^  which  had  been  in  part 
denuded  to  furnish  rip-rap  around  the  railroad  bridge  over  the  Colorado 
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at  Yuma.     The  tracks,  however,  had  been  torn  up,  and  no  stone  had 
been  obtained  therefrom   in  years. 

At  Taena,  52  miles  east  of  Hanlon's  Junction,  there  was  a  quarry- 
formerly  used  by  the  railroad  but  abandoned  because  the  rock  there- 
from was  small  and  of  poor  quality. 

At  Patagonia,  on  the  branch  line  south  from  Benson  toward 
Nogales,  and  370  miles  east  of  Hanlon's  Junction,  there  was  a  well- 
equipped  quarry  controlled  by  the  Southern  Pacific.  Its  output  was  a 
reddish  limestone,  considerably  smaller  than  that  at  Declez,  but  yet 
frequently  turning-  out  10-ton  rock. 

These  four  sources  of  supply  constituted  the  utmost  possibilities, 
aside  from  the  quarry  which  might  be  developed  at  Andrade.* 

Brush. — By  no  means  all  the  area  contiguous  to  the  Colorado  is 
covered  with  willow  brush,  but  it  occurs  in  spots,  often  of  very  large 
extent.  Such  areas  on  the  west  bank  of  the  river  near  the  Edinger 
Dam  had  been  cleared  away,  and  west  of  the  old  Main  Canal  there  was 
an  old  shallow  lake  which,  though  now  drained,  was  practically  barren. 
All  brush,  therefore,  had  to  be  obtained  from  the  south  side  of  the 
break,  and  with  an  average  wagon  haul  of  about  1  mile.  The  growths, 
ranging  from  6  to  18  ft.  in  height,  were  ideal  for  fascines  and  mattress 
work.  Main  and  branch  roads  were  cut  by  Indian  labor  in  order  to  get 
this  material  to  the  front  rapidly. 

Dredges. — The  dipper  dredge.  Alpha,  and  the  suction  dredge,  Beta, 
were  in  reasonably  good  condition,  but  the  former  could  not  be  used 
in  the  sand  bar  left  exposed  in  the  bottom  of  the  break  when  the  waters 
receded,  because  the  material  slipped  down  to  such  a  flat  slope  that  it 
would  have  imprisoned  the  craft.  After  doing  all  it  could  in  the  by- 
pass and  more  solid  ground,  it  was  started  to  deepening  the  old  Main 
Canal  toward  Algodones.  Dams  were  built  behind  it  from  time  to  time, 
and  water  was  pumped  into  the  canal  at  the  upper  intake  to  keep  the 
machine  afloat.  The  quantity  of  water  required  indicated  a  sur- 
prisingly small  seepage  loss  from  this  old  canal  into  the  surrounding 
country,  and  this  is  in  accord  with  the  unexpected  experience  with  the 
coffer-dams  of  the  wooden  and  concrete  head-gates. 

Steamers  and  Barges. — During  the  latter  part  of  1905  the  Mexican 
Co.  purchased  the  steamer.  Searchlight,  91  ft.  long,  18  ft.  wide,  and 

*  Andrade  is  the  name  of  the  Inter-California  railroad  station  on  the  American  side  of 
the  Boundary  Line,  Algodones  being  on  the  Mexican  side. 
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(Irawinp,  without  load.  IS  in.  of  water.  It  liad  a  l)arj?o,  aV>out  55 
ft.  lon^j:  and  25  ft.  wide,  on  wliicli  most  of  its  load  was  carried.  The 
steamer,  Cochan,  135  ft.  long  and  31  ft.  wide,  the  largest  on  the 
river,  belong-ed  to  Yuma  parties,  and  as  it  had  been  leased  by  J.  G. 
White  and  Company  for  liauling  materials  and  supplies  to  the  Laguna 
Weir,  it  was  not  available.  Xhere  was  another  steamer  on  the  river, 
the  St.  Valliers,  75  ft.  long,  which  was  a  little  smaller  than  the  Search- 
light and  in  very  poor  condition.  In  addition  to  these  there  was  the 
barge  Silas  J.  Lewis,  115  ft.  long  and  35  ft.  wide,  which  was  fitted  with 
n  donkey  engine  with  which  it  pulled  itself  up  stream.  This  barge  was 
rented  for  $15  per  day,  and  its  deck  was  cleared  for  mattress  weav- 
ing. 

Grading  Outfits. — The  Southern  District  of  the  Southern  Pacific 
Company — from  Santa  Barbara  and  Fresno,  Cal.,  to  El  Paso,  Tex. — 
has  enough  reconstruction  and  betterment  work  to  keep  two  or  three 
grading  contractors'  outfits  at  work  except  during  the  very  hot  season. 
An  arrangement  was  made  with  one  of  these,  Shattuck  and  Desmond, 
to  supply  an  outfit  on  the  force  account  schedule  paid  by  the  railroad, 
with  provisions  for  the  payment  of  all  duties  and  for  all  stock  dying 
from  heat.  This  firm  secured,  fed,  and  housed  its  own  laborers. 
Inasmuch  as  there  was  no  very  definite  plan  as  to  the  work  which 
would  be  required,  no  contracts  were  feasible,  hence  the  force  ac- 
count arrangement.  At  one  time  about  800  head  of  this  firm's  stock, 
with  complete  camp  equipment,  Fresno  scrapers,  plows,  etc.,  were 
on  the  work. 

Materials  and  Stores. — Arrangements  w^ere  made  with  the  Southern 
Pacific  for  equipment,  materials,  and  stores,  on  the  basis  of  cost  plus 
10%,  and  for  freight  charges  of  0.5  cent  per  ton-mile,  until  the  pro- 
visions of  the  Interstate  Commerce  Commission  prohibiting  such 
freight  arrangement  went  into  effect.  Two  steam  shovels  were  brought 
in  for  quarry  work  and  one  for  the  clay  pit.  Complete  work  trains 
were  requisitioned  from  time  to  time  until  a  maximum  of  ten  was 
reached.  A  roundhouse  foreman  and  an  assistant  master  car  repairer 
were  sent  by  the  railroad  company,  and  temporary,  but  effective,  plants 
were  installed  at  Andrade.  Three  carloads  of  repair  parts  and  stores 
for  engine,  car  and  air-brake  repairs  were  sent  out,  used  from,  and 
returned  when  the  work  ended.  All  requisition  blanks,  rules,  and  other 
organization  methods  of  the  railroad  were  continued. 
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When  the  Southern  Pacific  built  the  Lucin  Cut-off,  consisting  of 
a  long  trestle  bridge  and  an  immense  fill  across  Great  Salt  Lake,  in 
Utah,  there  were  bought  a  large  number  of  steel  side-dump  cars,  of 
45  cu.  yd.  capacity,  locally  known  as  "battleships,"  weighing  approx- 
imately 20  tons,  and  having  a  capacity  of  100  000  lb.  with  a  permissible 
10%  overload.  These  cars  were  frequently  loaded  to  125  000  lb.  on 
this  work,  as  the  trip  between  the  Andrade  quarry  and  the  break  did 
not  exceed  4  miles.  At  first  80  of  these  cars  were  secured,  and  more 
and  more  were  sent  until  about  300  were  finally  in  service.  Such  a 
quantity  of  railroad  equipment  necessitated  rather  extensive  terminal 
facilities,  and  these  were  provided  on  the  American  side  of  the  line 
because  of  the  customs  regulations  of  the  Mexican  Government. 

The  railroad  from  Hanlon's  Junction  to  the  Lower  Heading,  the 
quarry,  clay  pit,  steam  shovels,  etc.,  were  under  Mr.  Eulogio  Carrillo, 
Assistant  Engineer  of  the  Southern  Pacific  Construction  Department, 
from  June  1st,  1906,  to  July  21st,  1907,  as  a  superintendent  of  the 
C.  D.  Co.,  from  which  he  received  his  salary,  the  railroad  giving  him 
leave  of  absence  for  that  period.  All  the  men  under  his  direction, 
however,  were  carried  on  the  Southern  Pacific  payrolls,  and  bills  were 
rendered  later  by  that  corporation  to  cover  this  expenditure. 

There  were  two  reasons  for  having  the  railroad  company  supply  so 
great  a  quantity  of  labor,  equipment,  materials,  and  supplies.  First, 
it  afforded  an  opportunity  to  assemble  quickly  a  thoroughly  organized 
and  efficient  force  of  men;  the  advantage  of  obtaining  materials  and 
supplies  at  low  prices  by  the  purchasing  department  of  the  Harriman 
systems;  immediate  shipment  of  repair  parts  not  kept  on  hand,  thus 
reducing  delays  to  the  minimum;  and  the  ability  to  increase  or  de- 
crease rapidly  the  force  and  equipment  without  confusion.  The  sec- 
ond reason  was  that  no  immediate  cash  was  required,  and  as  bills  of  all 
kinds  were  not  usually  presented  and  approved  in  less  than  about  6 
months,  approximately  3%  in  interest  was  saved.  All  bills  were  ren- 
dered at  actual  cost  plus  10%,  which  thus  meant  really  cost  plus  7% — 
a  very  low  figure  for  superintendence,  etc. 

Whenever  any  train,  equipment,  or  men  left  the  main  line  and 
came  on  the  branch  line  they  reported  to  and  were  under  the  jurisdic- 
tion of  Mr.  Carrillo,  who  in  turn  reported  to  and  was  under  the  sole 
jurisdiction  of  the  writer.  In  this  way  no  misunderstanding  arose, 
and  the  entire  force  obeyed  instructions  as  quickly  and  fully  as  though 


i 


13i)(>  ii:iM(-viinN  AM)  i;i\i:i;  coNTitoi.,  coi.oK auo  kivkii 

thore  wrrc  ;il)s<iliit('Iy  no  cotmcctioii  l)etween  them  and  tho  Southern 
Pacitic. 

Storehouse  at  Lower  Jleaditif/. — Duty  had  to  be  paid  on  every thinj? 
taken  into  Mexico,  but,  nevertheless,  a  very  complete  storehouse  of 
repair  parts,  small  tools,  etc.,  was  established  at  the  Lower  Headinj?. 
No  requisition  system  was  put  in,  however,  because  it  was  felt  that 
the  losses  which  would  thus  occur  would  amount  to  much  less  than  the 
delay  due  to  any  form  of  red  tape,  whatsoever.  Everything  received 
was  char<?ed  to  the  work,  and  at  its  closing  down  an  inventory  was 
made  and  the  work  was  credited  with  the  value  of  the  material  left. 

Climatic  Conditions. — From  about  June  1st  to  the  middle  of  Sep- 
tember or  October  1st,  the  temperature  of  this  region  is  so  high  that 
until  10  years  ago  it  was  not  considered  advisable  to  continue  large  con- 
struction work  during  that  season.  There  can  be  no  doubt  that 
ordinary  labor  is  only  from  one-third  to  two-thirds  as  efficient  in  such 
heat,  and  during  this  particular  year  the  general  average  seemed  to  be 
about  one-half.  There  is  little  wind  during  this  period,  and  the 
humidity  is  ordinarily  very  low,  though  occasionally  it  is  quite  high 
for  periods  of  two  or  three  days. 

Mosquitoes  are  frequently  a  terrible  pest,  very  often  driving  even 
cattle  out  of  regions  near  stagnant  water.  There  is  relatively  little 
vegetation  about  Andrade,  and  at  the  Lower  Heading  a  large  camp 
compound  was  entirely  cleared  and  the  stagnant  pools  in  the  vicinity 
drained  at  a  slight  cost,  so  that  the  mosquitoes,  while  annoying,  were 
by  no  means  serious. 

Brush  and  arrow  weed  growths  are  so  dense  that  white  men,  no  mat- 
ter how  well  acclimated,  cannot  work  very  hard  in  cutting  them  down. 
Men  from  the  central  part  of  Mexico  were  imported,  but  they  could 
stand  it  little  better.  Indian  labor  is  the  only  kind  for  that  sort  of 
work. 

Lahor  Conditions. — The  work  of  rehabilitating  San  Francisco  after 
its  disastrous  conflagration  drew  there  an  immense  amount  of  shifting 
labor.  To  the  south  Los  Angeles  was  growing  in  every  direction.  The 
Harriman  Lines,  under  President  Randolph,  was  employing  large 
numbers  of  men  constructing  the  West  Coast  Railroad  from  Guaymas 
toward  Mazatlan  and  Guadalajara.  Much  betterment  work  was  in 
progress  on  the  lines  from  Los  Angeles  to  El  Paso,  and  large  forces 
were   required   for  building   "shooflies"   and   shifting  track   along  the 
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Salton  Sea.  J.  G.  White  and  Company  was  rushing  work  on  the 
Lagnna  Weir,  and  the  Reclamation  Service  was  building  the  Roosevelt 
Dam  near  Phoenix.  Thus  the  labor  situation  in  California  as  a  whole, 
and  in  this  part  of  California  in  particular,  was  acute.  The  immi- 
gration laws  of  the  United  States  prevented  the  importation  of  Mex- 
icans, except  in  a  very  small  way,  but  here  the  work  was  in  Mexico. 
It  was  decided,  therefore,  to  obtain  laborers  from  Central  Mexico,  ship 
them  from  El  Paso  to  Yuma  in  bond,  and  back  into  Mexico  at  the 
Lower  Heading.  Arrangements  were  made  with  the  Labor  Agent 
for  the  Southern  Pacific,  Southern  District,  Mr.  Ben  Heney,  of  Tucson, 
to  ship  500  men.  This  plan  was  an  utter  failure,  for  two  reasons. 
The  Mexican  officials  did  their  best  to  prevent  Mr.  Heney's  agents 
from  getting  men  started,  and  the  75  men  who  arrived  were  unable 
to  stand  the  climate. 

Attention  was  then  turned  toward  getting  Indians  in  large  num- 
bers, and  arrangements  were  made  with  Mr.  C.  E.  Dagenette,  United 
States  Indian  Outing  Agent,  with  the  result  that,  by  the  time  work 
was  in  full  swing,  practically  all  the  men,  women,  and  children  of  six 
Indian  tribes  were  on  the  work — the  Pimas,  Papagoes,  Maricopas,  and 
Yumas,  from  Arizona;  and  the  Cocopahs  and  Dieguenos,  from  Mexico. 
These  six  tribes  fraternized  and  got  along  together  without  any  diffi- 
culties whatever,  and  constituted  a  separate  camp  of  about  2  000  people. 
About  400  workmen  could  be  depended  on  from  this  collection.  They 
were  paid  20  cents  an  hour,  and  every  9  men  received  in  addition  one 
man's  pay  to  go  to  a  squaw  for  cooking  their  food.  The  Indians 
bought  their  own  supplies,  and  to  avoid  duty  built  their  camps  on  the 
Arizona  bank,  crossing  the  dry  channel  below  the  break  to  and  from  work. 

Indian  labor  was  very  satisfactory,  and,  indeed,  just  what  other 
arrangement  could  have  been  made  is  very  problematical.  Under  in- 
telligent foremen  who  understand  their  peculiarities,  chief  of  which 
is  lack  of  assurance  and  consequent  timidity  in  going  ahead  with 
work,  they  are  quite  satisfactory.  They  must  be  paid  weekly,  and 
very  few  can  ever  be  induced  to  work  on  Sunday  or  to  put  in  over- 
time, regardless  of  how  critical  the  stage  of  work  may  be  when  the 
whistle  blows. 

Very  fortunately,  indeed,  an  unexpectedly  large  amount  of  float- 
ing labor  came  in  from  every  part  of  the  United  States,  men  who  are 
attracted  to  any  work  which  has  achieved  notoriety  for  any  reason. 
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Once  on  tlic  ground  those  mm  did  not  work  any  great  length  of  time. 
A  work  train  ran  into  Ynma  every  night  for  provisions  and  s\if)pli(s, 
returning  early  in  the  morning,  and  it  always  carried  a  considerahle 
number  of  cheerful  capitalists  out  and  sadder  and  wiser  men  in. 
Yuma  at  that  time  was  "wide  open,"  with  all  sorts  of  lures  which  few 
of  these  floaters  could  resist.  To  what  extent  the  work  would  have 
suffered  had  Yuma  then  been  a  closed  town,  as  it  is  now,  is  a  question. 
The  general  wages  paid  were: 

Pile-driver  foreman   50  cents  per  hour. 

Pile-driver  donkey  runner 43|       "        "        " 

Good  pile-driver  helpers 31i  to  37^       "        "        " 

Ordinary  labor 27^0  30       "        "        " 

Work  from  8  to  10  hours  per  day. 
Board  deduction,  $22.50  per  month. 

Commissary  and  Camp  Plans. — The  usual  outfit  cars  were  provided 
for  all  men  carried  on  the  rolls  of  the  railroad,  and  many  were  boarded 
in  the  dining  cars,  which  were  a  part  of  Mr.  Carrillo's  permanent  con- 
struction outfit.  The  remainder  of  the  men  were  boarded  by  Mr.  M. 
C.  Threlkeld,  of  San  Francisco,  who  had  and  still  has  a  contract  with 
the  railroad  to  board  all  gangs  engaged  in  maintenance  of  way  and 
betterment  work  on  its  lines.  Mr.  Threlkeld  took  an  essentially  similar 
contract  for  feeding  the  white  laborers  of  the  C.  D.  Co.,  the  first  contract 
being  for  25  cents  per  meal  in  the  United  States  and  40  cents  in  Mexico, 
the  contractor  to  pay  all  customs  duties  on  material  and  supplies. 
After  the  second  break,  and  when  the  work  was  continued  at  President 
Roosevelt's  request,  it  was  deemed  probable  that  the  Mexican  Govern- 
ment would  refund  duties  on  provisions  thereafter,  so  that  the  con- 
tract was  changed  on  January  1st,  1907,  to  25  cents  per  meal,  the 
Mexican  Co.  to  pay  the  duties.  This  contract  covered  meals  for  all 
white  laborers,  including  men  on  dredges,  on  the  steamer  Searchlight, 
etc.,  and  gave  Mr.  Threlkeld  the  exclusive  selling  of  clothing,  tobacco, 
notions,  etc.,  to  the  laborers.  The  Indians  bought  relatively  little  from 
him,  however,  preferring  to  deal  with  Yuma  merchants  with  whom  the 
local  Indians  were  very  well  acquainted. 

Excellent  board  for  the  men  was  insisted  on  and  furnished.  It  was 
believed  that  good  board,  especially  with  lots  of  fresh  vegetables,  would 
be  a  large  factor  in  keeping  men  on  the  work,  and  this  was  found  to 


IRRIGATION  AND  RIVER  CONTROL,  COLORADO  RIVER  1333 

be  the  case.  Large  numbers  of  mosquitoes  were  feared,  in  spite  of 
precautions  taken,  so  bunk  houses  were  built,  with  brush  ramada  roofs, 
and  carefully  and  eifectively  screened  all  round.  These  precautions  were 
not  exactly  necessary,  but  were  nevertheless  well  worth  their  cost. 

Policing  of  Camps. — The  many  different  classes  of  laborers  on  the 
same  job  and  under  Mexican  laws  made  it  essential  to  have  effective 
police  arrangements,  and  bar  liquor  from  the  camp  absolutely.  The 
Yuma  Indian  Reservation  extends  to  the  line,  and,  in  addition  was  then 
and  until  1908,  a  part  of  San  Diego  County,  and  a  "dry"  region.  Across 
the  river  in  Arizona  is  "wet,"  but  the  United  States  laws  against  selling 
liquor  to  Indians  are  rigorously  enforced.  In  Lower  California,  how- 
ever, the  idea  of  liquor  control  has  not  even  germinated,  and  it 
was  necessary  to  promise  to  prevent  American  Indians  from  getting 
liquor  in  Mexico  before  permission  could  be  obtained  to  take  them  out 
of  the  United  States — and  this  was  quite  proper.  Accordingly, 
arrangements  were  made  with  the  Mexican  authorities  to  put  the  entire 
region  under  martial  law,  and  send  a  force  of  rurales  with  a  military 
commandant  at  their  head  to  police  the  camps.  This  proved  extremely 
efficient  and  satisfactory,  and  there  was  absolutely  no  disorder  at  any 
time. 

Customs  and  Duties. — Except  for  the  operations  of  the  C.  D.  Co., 
there  was  no  development  in  Mexico  along  the  river;  therefore,  until 
1908,  the  nearest  custom  house  in  Lower  California  was  at  Mexicali. 
A  garrita  was  maintained  at  Algodones,  however,  where  material  go- 
ing down  the  river  to  land  in  Mexico  was  passed.  During  the  construc- 
tion of  the  Edinger  Dam,  all  camps  and  supplies  were  kept  on  Disaster 
Island  in  the  middle  of  the  river,  so  that  there  were  no  customs  charges. 
When  the  construction  of  the  wooden  head-gate  was  begun,  endeavors 
were  made  to  get  the  Mexican  Government  to  establish  a  customs  office 
at  Algodones  temporarily,  but  without  success.  Accordingly,  all  bills 
of  material  to  be  passed  had  to  be  sent  to  the  custom  house  in  Mexi- 
cali; there  the  charges  were  assessed,  and  the  manifest  was  returned 
to  Algodones  before  the  goods  could  be  taken  over,  which  was  very 
cumbersome  and  slow. 

Another  method  of  getting  goods  across  the  line  was  taken  advan- 
tage of,  namely,  by  boletas.  The  Mexican  Government  permits  each 
individual,  on  payment  of  duties,  daily  to  take  across  $20  (Mexican) 
worth  of  dutiable  stuff  without  manifest,  and  the  authorities  agreed  to 
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iMTUiit  goods  to  he.  j)ass«'(l  at  tlie  Algodones  pnrrita  l>y  this  boleta 
method,  having  individual  employees  of  the  company  sign  the  boletas. 
In  this  way  emergency  stuff  was  passed. 

Under  the  concession  of  the  JVlexican  Co.,  machinery  and  materials 
for  permanent  construction  was  to  be  admitted  without  duty,  but  the 
intention  of  this  provision  was  plainly  for  the  company  to  make  out 
a  list  of  what  would  be  required  once  for  all,  and  that  such  freedom 
from  duties  would  apply  to  the  original  entry  of  the  machinery  and 
material,  and  not  to  subsequent  repair  parts,  etc.  Obviously,  it  did  not 
contemplate  the  refund  of  customs  charges  in  such  a  case  as  closing 
the  crevasse.  Nevertheless,  it  seemed  probable  that  the  customs  charges 
for  material  and  supplies  other  than  provisions  would  be  refunded, 
because  the  Mexican  Government  itself  was  vitally  interested  in  stop- 
ping the  break.  Tentative  negotiations  toward  this  end  were  started, 
but  the  procedure  for  securing  such  permission  is  a  long  one,  and  it 
was  advised  that  the  work  be  prosecuted  and  the  request  for  refund 
made  after  its  completion.  It  was  also  made  plain  that  no  refund 
would  be  given  for  duties  on  provisions,  as  it  was  impossible  to  deter- 
mine that  the  provisions  passed  were  all  actually  used  on  the  work. 
When  the  work  was  completed  a  request  for  a  refund  was  made,  and, 
on  President  Diaz's  recommendation,  the  National  Congress,  by  vote, 
refunded  approximately  75%  of  all  duties  paid,  amounting  to  more  than 
$40  000. 

The  chief  objection,  therefore,  was  the  red  tape  involved  in  passing 
goods,  and  the  delays  which  followed  any  slight  technical  mistake  in 
classification.  As  an  illustration:  an  inspector  investigated  the  cus- 
toms transactions  of  the  period  about  a  year  later,  and  assessed  a  fine 
against  the  company  for  $3  000  for  utilizing  the  boleta  method  of 
passing  emergency  materials  and  supplies.  On  proper  presentation  of 
the  facts,  however,  this  fine  was  remitted.  Stock  with  harness  and 
grading  equipment  was  permitted  to  be  passed  into  Mexico  under  bond 
for  a  period  of  6  months,  as  also  was  machinery,  which  provision 
assisted  very  greatly  in  the  work. 

All  payrolls,  time  checks,  receipts,  and  legal  papers  require  stamps 
to  be  affixed  and  cancelled,  inspectors  from  time  to  time  visiting  all 
corporations  and  checking  the  books.  If  any  irregularities  are  found 
in  the  books  or  papers  for  the  6  months  immediately  preceding,  such 
inspector  is  then  permitted  to  go  back  to  the  period  of  6  months  imme- 
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diately  preceding  that,  etc.  If,  however,  everything  is  regular  for  the 
first  6  months  preceding,  that  operates  to  prohibit  inspection  prior  to 
that  time.  These  inspectors  get  a  considerable  percentage  of  fines 
assessed  and  collected,  and  are  consequently  quite  zealous,  so  that  it  is 
profitable  to  obey  the  stamp  law  scrupulously. 

Necessity  for  Mexican  Corporation  Doing  Worh. — On  taking 
charge  of  the  affairs  of  the  Mexican  Co.,  the  writer  found  that  up 
to  that  time  work  done  in  Mexico  had  been  paid  for  on  the  American 
side  of  the  line  through  the  C.  D.  Co.,  and  in  this  way  no  Mexican 
stamps  were  required  for  payrolls,  time  checks,  etc.  In  other  words, 
the  C.  D.  Co.  had  its  forces  go  over  into  Mexico  and  do  work  on  the 
canals  of  the  Mexican  Co.  directly.  As  this  was  obviously  contrary 
to  the  spirit  of  the  Mexican  laws  on  the  subject,  arrangements  were 
made  at  once  whereby  the  Mexican  Co.  did  all  work  in  Mexico  and 
billed  the  C.  D.  Co.  therefor  at  actual  cost,  the  C.  D.  Co.  turning 
over  all  materials  and  supplies  required  on  the  Mexican  side  of  the 
Line  at  its  expense. 

Mr.  A.  F.  Andrade,  now  Depositario  for  the  Mexican  Co.,  and  As- 
sistant General  Manager  of  the  Inter-California,  was  made  General 
Agent  of  the  Mexican  Co.,  and  was  in  charge  of  all  negotiations 
between  that  corporation  and  the  Mexican  Government,  and  to  his 
tact,  energy,  and  ability  is  attributed  the  relatively  small  amount  of 
irritation  and  delay  encountered. 

Occasionally,  rules  and  regulations  had  to  be  disregarded,  and  this 
was  done  when  it  was  deemed  quite  necessary,  knowing  that  the  local 
ofiicers  would  report  such  infractions  of  the  laws,  but  that  the  higher 
officials  would  view  such  infractions  very  sensibly  when  sooner  or  later 
brought  to  their  notice  with  full  explanations.  For  example,  before 
permission  was  given  to  run  trains  into  and  out  of  Mexico  after 
dark,  a  serious  situation  developed  just  at  sundown,  immediately  re- 
quiring rock  at  the  Lower  Heading,  and  the  Mexican  officials  at  the 
Boundary  Line  would  not  permit  trains  to  pass.  Their  protests  were 
disregarded,  for  while  the  officials  under  the  circumstances  could  not 
act  otherwise,  it  would  have  been  folly  not  to  have  disregarded  their 
orders,  considering  the  urgency  of  the  matter.  Proper  explanations 
were  at  once  made,  and  the  company  was  not  criticized  in  any  way 
for  the  action. 
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Difficulties  in  duin^  work  in  Mexico  are  largely  due  to  ijrnoranec  of 
Mexican  conditions,  customs  laws,  and  personal  characteristics,  and 
doubtless  are  no  greater  than  a  Mexican  would  encounter  in  doing 
work  in  the  United  States.  It  is  very  desirable  for  the  highest  officer 
in  charge  of  work  to  speak  Spanish  well,  as  minor  Mexican  officials 
are  far  more  impressed  with  a  statement  coming  from  him  than  from 
any  subordinate  officer. 

Methods  of  Dh'ersion  of  River  Through  Rockwood  Head-Gate. 

The  triangular  space  between  the  two  faces  of  the  A-frame  and 
the  horizontal  cross-bracing  of  the  wooden  head-gate  was  made  into 
a  long  pyramid,  by  flooring  the  bottom  and  sides,  which  was  filled  with 
sand  taken  in  by  wheel-barrows,  in  order  to  give  additional  weight  to  the 
gate  in  resisting  the  buoyant  effect  of  the  water. 

By  August  5th  the  discharge  of  the  river  had  fallen  to  24  500 
sec-ft.,  and  directly  beside  the  Rockwood  Head-gate  the  receding 
waters  had  exposed  sand  bars  on  each  side  of  the  main  channel — the 
situation  being  as  represented  by  Fig.  23.  When  these  sand  bars  had 
dried  sufficiently,  teams  were  used  in  throwing  up  an  embankment  on 
the  line  of  the  diversion  dam.  Brush  jetties  were  also  used  to  nar- 
row the  channel,  the  Beta  assisting.  In  a  little  more  than  a  week  the 
stream  was  narrowed  to  600  ft.,  the  river  gradually  falling.  Work 
was  then  begun  on  weaving  a  brush  mattress,  100  ft.  wide  up  and 
down  stream,  and  sinking  it  on  the  bottom  of  the  river.  The  decks 
of  the  barge,  Silas  J.  Lewis,  were  cleared  and  skids  were  rigged 
thereon;  ^-in.  steel  cables,  8  ft.  apart,  were  anchored  to  "dead  men*' 
in  the  north  bank  and  unwound  from  spools  beneath  the  skids,  such 
cables  constituting  the  longitudinal  strength  of  the  mattress;  and  to 
these  were  fastened  brush  fascines  averaging  18  in.  in  diameter  and 
100  ft.  in  length.  These  fascines  were  built  up  between  vertical  pins  at 
the  upper  end  of  the  skids  and  bound  with  baling  wire,  and  as  they 
were  completed  they  were  pushed  down  to  the  last  one  in  the  mattress 
and  sewed  to  it  and  to  the  supporting  cables  with  f-in.,  9-strand, 
galvanized-iron  cable  and  cable  clamps.  Fig.  30  shows  the  method 
of  sewing  and  fastening.  When  a  length  of  mattress  equal  to  the 
width  of  the  barge  was  completed,  the  barge  was  slowly  pulled  from 
under  it,  and  it  caught  the  silt  and  at  once  settled  heavily  to  the 
bottom.     No   kind   of   weighting   whatsoever   was   required.      Another 
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Fig.   30. — Weaving  Brush   Mattress. 


Fig.   31. — Down-Stream  End  of  Brush  Mattress   Above  Water  Because 

OF  Silting  Action. 
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barge  width  of  mattress  was  then  woven  and  sunk,  and  so  on.  Tigs. 
30  and  31  show  the  method  of  constructing  the  mattress  and  the 
number  of  men  employed. 

It  required  20  working  days,  with  two  shifts,  to  weave  and  sink 
two  mattresses,  one  on  top  of  the  other,  across  the  bed  of  the  stream, 
or  a  total  of  1  300  ft. ;  thus  the  average  rate  was  65  lin.  ft.  or  6  500  sq. 
ft.  daily.  The  work  went  ahead  without  interruption  or  difficulty  ex- 
cept that  once  the  anchor  lines  controlling  the  barge  were  not  handled 
with  sufficient  care  and  the  first  layer  of  mattress  was  not  sunk  across 
in  a  straight  line,  but  curved  down  stream  in  the  middle  perhaps  20 
ft.  at  the  maximum  point.     This,  however,  was  not  important. 

The  prevailing  idea  as  to  the  necessity  for  such  bottom  protection 
in  the  river  may  be  better  realized  from  the  fact  that  several  en- 
gineers with  the  longest  experience  on  the  river  joined  in  urging  that 
a  solid  canvas  back  be  sewed  on  the  under  side  of  the  mattress.  It 
was  feared  that  the  water  might  start  a  wash  through  a  break  in  the 
mattress,  that  such  a  stream  would  carry  the  sand  from  below,  cause 
a  depression  for  the  mattress  to  span,  and  result  in  breaking  it  when 
weight  should  be  put  on  above.  This,  however,  was  deemed  un- 
necessary. 

While  the  mattress  work  was  being  completed,  a  4-pile  railroad 
trestle  with  10-ft.  bents  was  started  across  the  center  line  of  this 
foundation,  decked,  and  a  railroad  track  built  thereon.  This  trestle 
was  driven  from  both  ends,  and  was  ready  for  the  passage  of  trains 
on  September  14th,  6  days  after  the  completion  of  the  mattress.  In 
the  mean  time,  the  earthwork  across  the  north  sand  bar  had  progressed 
sufficiently  to  connect  the  rails,  so  that  trains  could  run  out  on  the 
trestle.  On  the  south  side,  the  jetty  work  and  the  Beta  had  built  up  a 
sand  bar  on  which  a  frame  trestle  on  mud-sills  was  erected,  connecting 
the  earth  embankment  on  the  south  sand  bar  to  the  trestle,  thus 
affording  tail  room  for  trains.  "  This  frame  trestle  was  filled  in  with 
material  from  the  clay  pit  at  Andrade. 

At  this  stage,  brush  fascines  were  put  in  between  the  bents  of  the 
trestle  over  the  channel,  laid  longitudinally  with  the  stream,  and 
sunk  by  rock  from  the  quarry  at  Andrade.  The  rock  was  loaded 
into  "battleships"  with  a  steam  shovel,  hauled  down,  and  dumped  from 
the  trestle.  In  this  way  a  difference  of  6  ft.  in  water  elevation  above 
and  below  this  diversion  dam  was  attained  with  no  difficulty  whatsoever. 
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Moainvliile  tlio  by-pass  in  whicli  the  Rockwood  head-gate  stood  was 
being  enlarged  in  several  ways.  The  Alpha  had  cut  a  small  channel 
from  the  crevasse  to  the  gate  from  above  and  from  below,  through  the 
solid  ground,  and  the  Beta  had  enlarged  these  cuts  until  it  wan  taken 
over  to  assist  in  the  jetty  work  on  the  south  side  of  the  river.  A  small 
ditch  was  cut  with  teams  and  scrapers  across  the  sand  bar,  as  an 
extension  of  the  down-stream  end  of  the  by-pass.  This  channel  was 
excavated  to  the  water-table  with  Fresno  scrapers,  and  made  as  narrow 
as  possible,  reliance  being  placed  on  enlarging  it  by  the  erosion  of 
the  water.  In  two  or  three  places  adobe  deposits  of  considerable 
extent  were  found,  and  in  these  dynamite  was  used,  as  already  explained. 

The  steamer.  Searchlight,  was  anchored  in  the  upper  by-pass  for 
two  or  three  days  with  its  rear  end  against  the  bank  and  the  stern 
wheel  kept  going  as  fast  as  possible.  This  greatly  hurried  the  erosion. 
The  increasing  head  on  the  diversion  dam  aided  these  methods  of 
enlarging  the  capacity  of  the  by-pass  until  on  October  10th  only 
about  1  450  sec-f t.  of  the  river's  total  discharge  of  14  300  sec-ft.  was 
not  going  through  the  gate. 

The  alignment  of  the  by-pass  was  unfortunate,  as  it  had  quite  a 
sharp  curve,  and  the  upper  end  left  the  river  at  a  sharp  angle.  At 
this  point  cutting  began,  and  to  prevent  it  a  small  brush  mattress  was 
woven  and  weighted  down  with  rock. 

It  was  soon  seen  that,  with  the  4-ft.  openings  between  them,  the 
A-frames  of  the  gate  caught  the  drift  in  the  water  very  badly.  An- 
ticipating this,  cables  had  been  stretched  across  the  entrance  of  the 
by-pass  and  fitted  with  grab-hooks,  like  fish  hooks  on  a  trout  line. 
These  grab-hooks  were  of  g-in.  wrought  iron  fastened  with  from  6- 
to  8-ft.  lengths  of  sewing  cable  to  the  cable  spans  at  intervals  of  about 
8  ft.  It  was  hoped  that  these  would  catch  drift  where  it  could  easily 
be  removed,  and  prevent  trouble  at  the  gate.  However,  they  did  very 
little  good. 

When  the  current  through  the  gate  increased  to  6  or  8  ft.  per 
sec,  a  scour  developed  both  above  and  below.  Soundings  showed 
that  the  scour  below  the  gate  was  not  at  all  serious,  but  was  really 
far  less  than  had  been  anticipated.  The  eddies  at  the  ends  of  the 
gate  caused  side-cutting,  as  is  always  the  case,  but  really  nothing 
alarming.  The  scour  above  the  gate,  however,  was  surprisingly  great; 
some  was  expected,  but  not  nearly  as  much  as  occurred.     Brush  and 
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rock  extension  of  the  apron,  as  shown  on  the  plans,  had  not  been  put 
in  as  it  had  been  the  intention  to  use  rock  from  Andrade  in  lieu 
thereof.  When  soundings,  which  were  taken  frequently,  showed  that 
the  by-pass  bed  was  eroded  to  the  level  of  the  floor  of  the  gate,  approxi- 
mately 1  000  cu.  yd.  of  rock  were  loaded  on  a  barge  which  was  swung 
in  front  of  the  gate  and  held  by  cables  until  unloaded. 

Failure  of  Wooden  Head-Gatj:. 

On  October  3d  a  serious  settlement  of  the  earth  filling  in  the 
north  abutment  suddenly  occurred.  Excavation  was  at  once  made  to 
ascertain  the  cause,  and  some  small  leaks  in  the  end  wall  on  the 
up-stream  side  of  the  A-frame  were  found.  These  were  stopped  up, 
and  the  earth  was  leveled  to  only  a  few  feet  above  the  water  surface 
on  the  outside.  Two  days  later  the  lower  wing-wall  in  this  same 
abutment  spread  out  at  the  bottom  on  the  west  side.  The  gate  itself 
buckled  up  about  0.3  ft.,  about  one-third  of  its  length  from  the  abut- 
ment, such  buckling  apparently  occurring  very  slowly  within  24  hours, 
ending  on  October  5th.  These  signs  of  weakness  were  accompanied 
by  the  tearing  up  of  the  up-stream  apron  in  relatively  small  sections, 
which  were  at  once  thrown  against  the  A-frames  by  the  current.  With 
great  difficulty  these  were  taken  out  piecemeal,  and  then  only  in  part. 
These,  together  with  the  drift  which  accumulated,  caused  a  head  of 
4.4  ft.  on  the  gate  on  October  11th.  At  this  time  the  discharge  through 
the  gate  was  about  12  000  sec-ft. ;  the  maximum  discharge  through 
it  was  about  13  000  sec-ft.  on  October  8th. 

These  indications  of  weakness  showed  that  it  would  not  be  safe 
to  use  the  gate  after  closing  the  break,  and  that  it  would  be  very 
fortunate  if  it  held  until  this  could  be  accomplished.  Furthermore, 
the  drift  made  it  very  difficult,  if  not  impossible,  to  set  the  flash- 
boards.  Accordingly,  on  October  5th,  a  pile  bridge  was  begun  just 
above  the  gate  and  connected  with  the  track  to  the  south  by  a  frame 
bent  trestle  supported  on  mud-sills — the  same  construction  as  had 
been  utilized  on  the  south  side  of  the  channel.  This  trestle  was  fin- 
ished in  the  morning  of  October  11th,  and  it  was  intended  to  dump 
rock  from  it  and  fill  up  the  gate  in  this  way  and  not  attempt  to  use 
the  flash-boards. 

When  the  first  rock  train  was  slowly  pushed  over  the  trestle,  at  11 
A.  M.,  three  bents  of  the  frame  trestle  settled  and  wrecked  the  train, 
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fortuiiaU'l.v  injuring  no  one  seriously.  Juat  why  (•(.ii^truci  idU,  uiiich 
on  apparently  the  worst  ^ound  on  the  south  side  of  the  main  channel 
was  entirely  satislaetory,  sluniM  have  tailed  here,  is  not  known — things 
happened  thereafter  too  rapidly  to  find  out.  At  any  rate,  had  the 
trestle  stood  and  had  the  large  number  of  loaded  "battleships"  held 
ready  been  dumped,  the  writer  has  always  believed  that  the  head-gate 
would  not  have  failed  utterly.  Be  that  as  it  may,  at  2 :  30  i'.  M.,  with- 
out any  warning,  the  gate  suddenly  buckled  up  at  a  point  about  one- 
third  of  tlio  way  from  the  south  abutment  (Fig.  4G),  and  the  larger  por- 
tion— from  there  to  the  other  abutment — floated  down  stream  about  200 
ft.,  where  it  lodged.  The  remainder  of  the  gate  stayed  in  place,  although 
it  settled  in  the  central  end.  When  the  gate  went  out,  the  4.4-ft. 
head  above  it  caused  a  destructive  wave  of  water,  carrying  large  quan- 
tities of  drift  and  debris  from  the  wrecked  gate  against  the  railroad 
trestle  crossing  the  by-pass  about  300  ft.  below.  In  about  5  min.  this 
damaged  the  trestle  seriously,  and  would  have  marooned  a  locomotive 
and  train  standing  on  the  south  side  of  the  by-pass  had  not  the  en- 
gineer taken  chances  and  pulled  across  before  the  piling  began  to 
go  out. 

The  pond  above  the  diversion  dam  extended  some  distance  up 
stream  and  contained  a  large  quantity  of  water  which  had  to  run  out 
before  the  flow  through  the  by-pass  was  reduced  to  the  discharge  of  the 
river.  By  the  time  this  occurred,  considerable  inroad  had  been  made 
at  the  point  where  the  upper  by-pass  left  the  river — which  had  been 
protected  by  a  small  brush  mattress — and  for  a  time  it  threatened 
to  work  down  to  and  through  the  earth  portion  of  the  dam.  Aggressive 
work  was  centered  there,  and  such  action  was  finally  arrested. 

Closing  the  Break  with  Rock  Fill  Barrier  Dams  in  Series. 

The  lowering  of  the  water  above  the  diversion  dam  left  it  dry, 
except  for  a  surprisingly  small  quantity  of  leakage,  and  enabled  ex- 
amination of  the  rock  fill  which  had  been  produced  by  an  ever-in- 
creasing proportion  of  rock  with  respect  to  brush.  This  condition  of 
affairs  seemed  to  indicate  that  the  reasons  urged  why  a  rock  fill  dam 
of  considerable  height  could  not  be  built  in  a  running  stream  were 
not  altogether  strong,  and  suggested  the  possibility  of  very  quickly 
controlling  the  situation  with  a  series  of  rock  fill  dams,  each  of  which 
should  sustain  a  head  of  not  more  than  4  ft.     This  particular  dam 


iG.   32. — Gbade   Recession   in   New   River   Near   Calexico.      Maximuai   Rate   of 
Recession,  1  Foot  Per  Minute.     Drop,  28  Feet.     June,   1906. 
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Fig.    33. — The   Hind   Dam,    Passing   7  000    Second-Feet.      Head,    10   Feet. 
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had  stood  successfully  a  head  of  6  ft.  without  any  of  the  troubles 
prophesied  for  constructing  rock  fill  dams  in  streams.  Furthermore, 
the  tracks  of  the  Southern  Pacific  Company  on  the  Salton  Sea  were  in 
an  extremely  critical  condition,  and  the  southern  transcontinental 
line  would  soon  be  interrupted,  at  an  estimated  cost  of  $1000  000  a 
month.  It  was  obvious  that,  if  this  were  to  be  prevented,  very  quick 
action  was  necessary,  and  if  hope  should  be  abandoned,  withdrawal 
of  financial  support  in  controlling  the  river  was  almost  a  certainty. 
Furthermore,  other  plans  of  controlling  the  situation  possessed  most 
serious' difficulties,  as  already  explained. 

As  a  matter  of  insurance,  however,  a  rush  order  was  wired  for 
additional  sewing  cable  for  building  a  diversion  dam  across  the  Colo- 
rado directly  opposite  the  concrete  head-gate,  exactly  as  had  been 
done  successfully  opposite  the  wooden  head-gate  to  divert  the  river 
through  the  former  structure,  and  as  had  been  done  with  the  other, 
trusting  to  dynamiting,  dredging,  erosion,  etc.,  for  enlarging  the  1 
miles  of  Main  Canal  thence  to  the  break.  This  done,  the  trestles  across 
the  by-pass,  above  and  below  where  the  wooden  head-gate  had  been, 
were  repaired,  and  a  third  trestle,  30  ft.  above  the  lower  one,  was 
hurriedly  thrown  across  this  stream,  which  was  carrying  the  entire  flow 
of  the  river,  the  waterway  through  the  opening  of  the  gate  being  only 
120  ft.  wide. 

Such  method  of  closing  the  break  and  forcing  the  river  down  the 
old  channel  by  three  rock  fill  barrier  dams  in  series  was  therefore 
considered  problematical  only  because  there  was  no  mattress  under 
any  of  them,  and  the  brush  mattress  idea  had  always  been  regarded  as 
essential.  The  branch  railroad  from  Hanlon's  Junction  to  the  Lower 
Heading  was  now  In, excellent  condition,  and  the  Andrade  quarry  was 
sufficiently  developed  to  permit  the  use  of  the  two  steam  shovels,  pro- 
ducing about  5  000  cu.  yd.  of  rock  daily,  by  working  night  and 
day.  It  was  felt  that  with  these  facilities,  together  with  the  rock  which 
could  be  obtained  from  quarries  within  a  distance  of  400  miles  to 
the  east  and  west,  rock  could  be  put  into  the  stream  faster  than  the 
water  could  carry  it  away. 

As  a  matter  of  fact,  these  three  dams  were  built  up  so  rapidly 
and  successfully  that  only  10%  of  the  water'  was  going  through  the 
by-pass  by  October  29th,  most  of  the  remainder — 8'  600  sec-ft.— going 
over  the  diversion   dam   with  the  mattress   foundation.     Hefre,  a  sec- 
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oiulary  trestle,  witli  4-i)ilc  heiits,  15  ft.  apart,  parallel  to  au<l  30  ft.  up 
stream  from  the  first,  liad  been  rushed,  and  from  the  two  a  rock  fill 
dam  was  com])leted,  turning  all  the  water— 9  270  sec-ft. — down  the  old 
channel  and  actually  closing  the  break  on  November  4th.  That  is, 
after  working  on  other  lines  continuously  for  15  months,  the  stream 
was  controlled  by  a  rock  fill  dam  in  24  days.  In  other  words,  the 
rock  fill  barrier  dam  plan,  which  had  not  been  advocated,  or  indeed 
seriously  considered,  by  a  single  man,  proved  to  be  a  very  simple  and 
efficient,  though  expensive,  method  of  re-diverting  the  river.  The  fact 
that  there  was  a  very  substantial  brush  mattress  foundation,  however, 
was  deemed  by  many  as  of  vital  importance. 

Leakage  through  the  structure  was  stopped  by  dumping  "battle- 
ship" trainloads  of  gravel  from  the  Mammoth  gravel  pit  and  clay 
from  the  clay  pit,  the  whole  being  puddled  with  fire  streams.  The 
Beta,  which  was  kept  above  the  diversion  dam  in  order  to  be  taken  up 
the  river  and  used  in  the  intake  above  the  concrete  gate,  was  used  in 
widening  the  up-stream  toe  of  the  dams. 

A  week  and  a  half  after  the  failure  of  the  wooden  head-gate,  the 
success  of  the  series  rock  fill  dam  plan  seemed  assured.  The  Alpha 
had  finished  its  trip  up  the  Main  Canal  and  cut  into  the  excavation 
in  which  the  concrete  head-gate  had  been  built.  The  intake  from  the 
river  to  the  concrete  head-gate  was  completed,  and  by  October  29th 
the  river  at  this  point  had  been  raised  approximately  4  ft.  by  opera- 
tions at  the  break.  The  dam  holding  out  the  river  here,  and  those 
which  had  been  left  by  the  Alpha  on  its  way  up,  were  blown  out,  and 
water  commenced  to  flow  through  the  concrete  head-gate  and  Main 
Canal  into  the  Alamo  channel  below  the  diversion  operations.  The 
initial  discharge  was  about  150  sec-ft.,  and  had  increased  but  little 
when  the  river  re-diversion  was  complete.  At  that  time  (November 
4th)    the  water  height  at   various  points  was   as  follows    (C.  D.   Co. 

^"^""^^  ''  Above  the  dam V!:'.  t  .113.0  ft. 

Below  the  dam ''!^^:. . .  97.3  " 

Opposite  concrete  head-gate.  ..  .114.5  " 

Floor  of  concrete  gate 98.0  " 

By  November  15th  only  300  sec-ft.  were  flowing  in  the  Main  Canal, 
the  fall  of  17  ft.  in  these  4  miles  not  having  resulted  in  much  erosion, 
because  of  .several  stretches  of  adobe  deposits,  though  the  current  was 
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Fig.    34. — Sealing   the   Hind   Dam   with  Gravel   and   Clay   by   Hydraulic   Jets, 
November,   1906.     Note  Slope  of  Dow^n-Stream  Side  of  Rock  Fill  Dam. 


Fig.    35. — General    View^    of    the    Second    Break,    January    20th,    1907. 
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quite  strong.  Dynamite  was  used  liberally,  and  by  December  5th 
the  grade  recession  was  within  1  mile  of  the  head-gate.  In  this  way 
continuity  of  supply  into  the  valley  was  kept  up,  and  the  water  users 
suffered    relatively    little    inconvenience. 

In  making  the  first  closing,  rock  was  unloaded  from  the  three 
trestles  across  the  by-pass  and  two  trestles  over  the  main  channel. 
Records  were  kept  daily  of  car  loads  of  rock  from  Andrade  and  from 
the  distant  quarries  unloaded  from  each  trestle,  but  this  record,  un- 
fortunately, has  been  misplaced,  and  the  totals  obviously  signify 
nothing.  As  the  quantities  of  various  materials  used  during  the  entire 
period  from  August  1st  to  November  4th  may  be  of  interest,  they  are 
given  in  Table  18, 

Completing  the  Hind  Dam. 

The  dams  across  the  break  and  the  by-pass  were  hurried  to  com- 
pletion with  material  from  the  Mammoth  gravel  pit  and  the  clay 
pit  at  Andrade.  It  was  decided  that  the  structure  should  have  a  top 
elevation  of  124,  and  that  meant  increasing  its  height  fully  8  ft.  The 
tracks  over  the  trestles  were  raised  so  rapidly  that  no  attempt  was 
made  to  recover  the  stringers  or  caps. 

TABLE    13. — Approximate    Data   of   Constructing 
Diversion  WoKK  on  Colorado  River. 

2  230  cords  of  brush  and  40  miles  of  steel  cable  used  in  mattresses  and  shore  protection. 

3  800  ft.  of  railway  trestle. 

15  200  ft.  of  8  by  17-in.  Oregon  pine  stringers. 

1  100  piles. 

1  690  cars  (  50  000  cu.  yd.)  of  rock  (90%  used  from  October  11th  to  November  4th) . 

841  cars  (32  000  cu.  yd.)  of  gravel. 

80H  cars  (33  000  cu.  yd.)  of  clay. 

200  003  cu.  yd.  of  earth,  placed  by  teams. 

300  000  cu.  yd.  of  earth,  placed  by  dredges. 

200  to  500  head  of  mules  and  horses  working  from  July  to  November  20th. 

200  men  in  June,  increasing  to  1  000  men  on  November  4th. 

Discharge  of  river,  June  27th,  99  200  sec-f  t. 

Discharge  of  river  when  actual   work  of  constructing  channel  was  begun,  August  6th, 

24  400  sec- ft. 
Discharge  of  river  on  November  4th,  when  final  closing  was  made,  9  275  sec-ft. 
Elevation  of  water  above  dam,  113.1  ft.  above  sea  level  (C.  D.  Co.  datum). 
Elevation  of  water  surface  below  dam,  97.30  ft.  above  sea  level  (C.  D.  Co.  datum). 
Total  head  on  closing,  15.8  ft. 

Elevation  of  water  surface  above  dam  one  week  after  closing,  112.60  ft.  above  sea  level. 
Elevation  of  water  surface  below  dam  one  week  after  closing,  95.85  ft.  above  sea  level. 
Total  head  on  dam,  November  11th,  16.75  ft. 


The  tracks  were  gradually  pulled  together  to  a  final  13  ft.  between 
center  lines,  which  helped  somewhat,  but  the  proper  side  slopes  were 
chiefly  obtained  with  fire  streams,  five  Irl-in.  nozzles,  each  throw- 
ing about  225  gal.  per  min.,  being  used.  The  mixed  materials  as 
dumped  assumed  a  slope  of  about  l-^   to  1,  as  a  rough  average,  and 
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tlioso  vvorp  v<'ry   (iiiickly   and    clioaply   flattrnod    down    liydrnidifally    to 
ahout   2?   to   1    on   tlio   rivor  J^ido  and   2  to  1    on   tlio   land  side.     Fnr- 
thcrniorc,   the  slopes  were   really   well   finislierl    with    very  slipht    addi 
tional  eare  and  expense. 

In  its  final  form  the  dam  has  ahont  400  ft.  of  15°  curve  at  tho 
north  (>nd,  and  2  275  ft.  of  tangent;  the  dam  is  connected  at  each  end 
with  the  levees  extending  along  the  river.  At  the  north  end  there 
are  200  ft.  of  high  dam  with  a  rock  fill  core  to  within  8  ft.  of  the  top 
— where  it  crossed  the  by-pass.  A  little  more  than  half  way  toward 
the  other  end  there  is  600  ft.  of  another  high  stretch  with  a  rock 
core  on  brush  mattress  foundation;  the  remainder  is  from  16  to  20 
ft.  high.  This  is  known  as  the  Hind  Dam,  so  called  after  Mr.  T.  J. 
Plind,  Superintendent  of  the  work  at  the  Lower  Heading  after  June 
1st,  1906,  to  distinguish  it  from  the  Clarke  Dam,  closing  the  second 
break,  so  called  after  Mr.  C.  K.  Clarke,  Superintendent  of  the  second 
closing,  December  20th,  1906,  to  February  20th,  1907.  About  80%  of 
this  dam  was  complete  on  December  7th,  1906. 

Levee  Construction. 

The  original  plans  had  been  to  connect  the  north  abutment  of  the 
wooden  head-gate  with  the  embankment  along  the  river  side  of  the 
Main  Canal,  and  to  build  a  short  section  of  levee  to  the  south  to  pre- 
vent a  flank  movement  of  the  river  around  the  diverting  dam.  The 
enormous  channel  which  the  summer  flood  of  1906  created  in  the  old 
Alamo  made  it  obvious  that,  not  only  must  the  break  be  closed,  but 
that,  by  a  rather  elaborate  levee  system,  all  overflow  water  must  be 
kept  from  getting  around  into  the  Alamo.  Surveys  and  examinations 
showed  the  necessity  of  an  additional  levee  from  the  wooden  head- 
gate  to  the  concrete  head-gate,  and  a  levee  from  the  diversion  dam 
south  for  from  5  to  6  miles.  J.  C.  Allison,  Assoc.  M.  Am.  Soc.  C.  E.. 
Assistant  Engineer  of  the  Mexican  Co.,  was  assigned  to  make  surveys 
for  these  levees  on  August  1st,  and  their  location  was  completed  early 
in  September.  The  elevation  of  the  top  of  the  concrete  head-gate 
was  124,  and  it  was  decided  to  put  a  track  over  this  structure  and 
extend  it  down  the  levees,  so  that  the  grade  was  made  126  at  Andrade, 
124  at  the  Lower  Heading  and  over  the  Hind  Dam,  and  thence  for 
4  miles  south,  generally  6  ft.  above  the  old  high-water  marks.  At 
all  points  the  grade  was  kept  approximately  2^  ft.  higher  than   that 
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of  the  levee  opposite  the  Yuma  Project,  because,  should  the  latter 
break,  the  damage  would  be  far  less  than  if  the  levees  on  the  west  side 
were  to  fail,  with  re-diversion  of  the  river  to  the  Salton  Sea.  Be- 
tween the  head-gate  and  the  Lower  Heading  it  was  necessary  to  locate 
the  levee  very  close  to  the  river,  because  it  must  obviously  be  between 
the  river  and  the  Main  Canal,  and  some  large  areas,  of  bad  adobe, 
damp,  and  impossible  to  work  with  teams,  lay  close  to  the  canal  and 
extended  well  toward  the  river.  Below  the  break,  the  levee  was  also 
close  to  the  river,  because  of  the  similar  soil  conditions  for  about  4  miles. 

LEVEES  CONSTRUCTED  BEFORE  DECEMBER,  1906,  WHERE 

GROUND  SURFACE  WAS  SMOOTH,WITH  NO  INDICATION  OF 

FORMER  SLOUGHS  FORMED  BY  RIVER  OVERFLOW 


SCALE  OF  FEET 


10       20  40  60  80 


Borrow-Pit 


CROSS-SECTION 


Top  of  Levee 


To  River- 


Ground  Surface 
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.' ,      ,,.-.-  Fig.  3b. 

The  levee  was  designed  with  a  top  width  of  8  ft.  and  slopes  of  2^ 
to  1  on  the  river  side  and  2  to  1  on  the  land  side.  The  ground  for 
the  base  of  the  levee  was  cleared  and  grubbed,  but  no  "muck-ditching" 
was  done.  The  desirability  of  muck-ditching  was  fully  realized,  and 
it  was  a  part  of  the  levee  design.  Experience  in  the  valley  had  always 
shown  that,  not  only  ditch  and  canal  banks,  but  low  borders  of  irri- 
gated fields,  etc.,  leaked  badly  when  water  was  first  applied.  Indeed, 
interesting  cases  were  cited  of  water  in  considerable  volume  dis- 
appearing into  the  ground  for  several  days,  doubtless  flowing  away 
under  the  surface  through  partly  opened  cracks  of  buried  layers  of 
cracked  adobe,   ^n^fiuo  9^^^  ^Bff:  -h 

On  the  other  hand,  the  money  supplied  by  the  Southern  Pacific 
Conipiany  was  for  closing  the  break,  and  only  for  that  purpose,  until 
the  re-diversion  of  the  river  was  assured.  'No  narrow  construction 
was  placed  on  this,  to  prevent  building  levees  at  all,  but  it  was  not 
considered  proper  to  incur  any  avoidable  expense  in  this  'direction 
until  it  should  have  beeii  clearly  demonstrated  that  it  was  physically 
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po<>sil)lo  to  ('l()s<'  tlic  l)r('Hk.  No  riuick-ditclnnp:  had  heon  done  in  lovce 
biiildinjr  on  tlic  ^'imvi  Project  up  1/>  tliiil  lime,  mikI,  l)C9i<'les.  oxpc- 
rioncc  in  the  valley  had  always  boon  that  cracked  adobe  layers  when 
tlioroiig-ldy  s^atnratcd  and  under  the  weight  of  a  few  feet  of  eartli  soon 
Foften  and  tho  nndorground  interstices  automatically  close.  It  was 
thmiprlit  that  tho  levoes  could  probably  be  maintained  until  their  bases 
would  tluis  soak  up  tight,  although  it  was  certain  that  they  would 
leak  like  sieves  when  water  first  came  against  thom.  For  these  reasons 
the  muck-ditch  work  in  tho  levee  plans  was  ordered  to  be  omitted. 

RECONSTRUCTION  OF  LEVEES  WHICH  WERE 
BUILT  BEFORE  DECEMBER,1906 
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Levees  excavated  with  muck-ditch  to  section  6hown,and  then  refilled 
with  good  material  to  original  section  per  dotted  line 

Fig.  '67. 
LEVEE  CONSTRUCTED  AFTER  DECEMBER,1906 
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Material  for  the  levees  was  taken  from  borrow-pits  on  the  land 
side.  It  -was  fully  realized  that  this  was  not  in  accordance  with 
the  usual  practice,  but  it  was  decided  on  after  careful  considera- 
tion of  the  advantages  and  disadvantages.  The  location  of  the  levee 
was  forced  very  close  to  the  river  for  a  great  portion  of  the  way,  and 
the  levees  of  the  Yuma  Project  on  the  opposite  side  were  also  so 
close  to  the  stream  that  the  distance  between  was  in  many  places  only 
1  400  ft. — an  exceptionally  narrow  waterway  for  such  an  unruly  stream 
as  the  Colorado.  As  it  was  certain  that  the  current  at  flood,  stages 
would  be  very  great  in  such  sections,  it  was  extremely  desirable  not 
to  disturb  in  any  way  the  rank  vegetation  between  the  river  and  the 
levee,  as  it  could  not  help  but  greatly  break  up  and  retard  currents 
and  thus  protect  the  levee  from  erosion. 

Experience  with  the  levees  of  the  Yuma  Project  showed  that  the 
hope  that  borrow-pits  would  be  silted  up  was  vain,  and  instead,  that 
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tlicy  would  l)o  cut  topethcr  to  form  a  continuous  canal  having  eddying 
ciirronts  below  the  traverses  <lurinf?  hifih  fl(»ods,  unless  extensive  brush 
abatis  work  was  nscd.  Tliis  sort  of  protection  was  deemed  very  un- 
satisfactorj',  because,  though  the  Mexican  Co.  actually  owns  the 
land  on  wliicli  t]i(>  levees  were  located  in  Mexico,  it  is  practically 
impossible  to  exorcise  very  much  control  over  the  Indians,  owing  to 
the  indifference  of  local  Mexican  authorities.  The  Indians  have  always 
utilized  any  overflowed  areas  along  the  river  as  they  wished,  for  their 
little  garden  patches,  and  these  levees  must  absolutely  cut  off  such 
water.  For  a  long  time  it  was  utterly  impossible  to  keep  these  nomads 
from  planting  seed  in  the  borrow-pits,  where  the  ground  remains 
wet.  the  longest,  and.  from  destroying  all  brush  growths  that  .start 
therein.  It  was  considered  impracticable  to  maintain  brush  abatis 
work,  which,  when  dry,  would  only  make  it  easier  to  burn  off  the 
area  in  front  of  the  levee  for  a  garden  clearing. 

On  the  other  hand,  the  land  spoiled  in  making  borrow-pits  was 
of  little  value,  being  non-irrigable  under  existing  conditions.  There 
are  no  quicksand  pockets  above  the  water-table  in  that  region,  and, 
the  soil  being  alluvial  silt  wdth  more  or  less  sand  intermixed,  there 
was  consequently  no  fear  of  water-soaked  material  running,  such  as 
occasionally  causes  levee  trouble  elsewhere.  There  is  also  along  the 
river  no  surface  soil  crust,  which  it  is  undesirable  to  disturb  in  levee 
building. 

The  only  pertinent  objection  to  land-side  borrow-pits  in  this  case, 
therefore,  seemed  to  be  the  matter  of  increased  total  head,  which 
it  was  decided  did  not  outweigh  the  advantages  of  an  undisturbed  rank 
vegetation  as  a  protection  against  the  erosion  of  the  water  slope  by 
swift  currents. 

These  levees  were  built  by  the  Shattuck  and  Desmond  grading 
outfit  on  force  account,  w^ith  the  intention  of  changing  to  a  yardage 
basis  as  soon  as  possible.  On  December  6th,  1906,  about  1^  miles  above 
and  below  the  dam,  respectively,  had  been  completed,  5  miles  more  were 
under  construction,  and  the  ground  was  cleared  for  another  2  miles. 

Situation  of  the  California  Development  Company  and  the 

Mexican  Company. 

About  November  15th,  1906,  the  various  operations  along  the 
river    were    making    satisfactory    progress,    and    the    writer    for    the 
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first  time  since  June  1st  left  the  river,  hurriedly  investigated  the 
condition  of  the  C.  D.  Co.  and  the  Mexican  Co.  and  reported 
his  findings  toward  the  end  of  that  month.  As  a  result  of  this, 
when  the  second  break  occurred  a  few  days  later,  he  advised 
against  further  advances  by  the  Southern  Pacific  Company,  and  Presi- 
dent Randolph  concurred  and  so  reported  to  Mr.  Harriman.  The 
fact  that  such  a  decision  was  made  by  the  Harriman  interests  un- 
qualifiedly has  not  been  generally  accepted  without  some  mental  reser- 
vations. It  may  be  interesting,  therefore,  to  make  some  excerpts  from 
this  report.  The  balance  sheet  for  the  combined  C.  D.  Co.  and  Mexican 
Co.   was   approximately   as  follows: 

Assets. 

Real  estate   (chiefly  in  Mexico) $545  037.26 

Stocks  (chiefly  unsold  water  stock) 175  600.00 

Plant: 

Machinery    and    equipment $179  621.82 

Branch  railroad  track 63  000.00 

Canals   in    Mexico 375  000.00 

Canals   in  United   States 308  616.37 

,.  .  926  238.19 

Accounts  receivable  (chiefly  notes  secured  by  water  stock).       235  137.02 


"  Total. $1  882  012.47 

Liabilities. 

S.  P.  Co.— Audited  bills  and  interest $1  532  595.73 

General  audited  bills  and  interest 73  786.72 

Bonds  and  accrued  interest 515  200.00 

n  7   •        /      V.  1.1  ^  $2121582.45 

JJamage  claims  (probable) : 

New  Liverpool  Salt  Co $50  000.00 

Land  owners    200  000.00 

Water  Companies  Nos.  6  and  8 500  000.00 

S.    P.    Co 1000  000.00 

Inter-California  R.  R.— S.   P 250  000.00 

2  000  000.00 

Total $4  121  582.45 

Net   liabilities. 2  239  569.98 

.riiRvi  Dim  i 
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The  possihilitv  of  oxtoiKliiip:  iIjo  onnnl  systom  nnd  sollinf^  nrlditionnl 
walor  ri^lits  wms  discussed,  -.wm]  tlin  oi)inioTi  was  ofTored  that  such  pos- 
sihle  retiirns  woidd  pr()l)n))ly  just  about  suffice  for  building  n  canal 
fn^in  llic  rivf  r  into  tlic  valley,  to  take  the  place  of  the  Alamo  chanticl. 
which  luifrht  he  nocosaary  in  5  or  pcrlmps  not  for  20  years;  and  for 
building  now  controlling  works  on  it  in  the  valley. 

The  conclusions  were  that  maintenance  and  operation  expenses, 
properly  estimated,  would  take  up  the  returns  from  the  sale  of  600  000 
acre-ft.  per  annum.  The  cost  of  protecting  the  region  from  the  Col- 
orado flood-waters  was  set  down  as  problematic,  probably  averaging 
$100  000  per  year,  and  fluctuating  enormously,  and  it  was  advised  that 
the  task  of  controlling  the  river  was  too  serious  a  tax  on  the  enterprise 
under  any  ])ossible  circumstances,  while  international  complications 
would  probably  mean  considerable  delay  in  arranging  for  such  work 
equitably  and  satisfactorily. 

The  Second  Break. 

On  December  5th,  1906,  a  severe  flood  came  down  from  the  Gila, 
as  shown  by  Plate  XLVII.  Superintendent  Hind  and  the  writer,  who 
were  in  Imperial  Valley  at  the  time,  received  telegraphic  notice  from 
the  water-shed,  and  went  at  once  to  the  river.  For  reasons  already 
explained,  trouble  was  ex]:)ected  from  water  getting  under  the  levees, 
because  no  muck-ditch  protection  had  been  provided,  and  a  large  force 
of  men  was  detailed  to  watch  the  sections  for  a  mile  on  either  side  of 
the  Hind  Dam  day  and  night  as  soon  as  water  came  even  near  the  river 
toe  of  the  levee.  Information  from  the  upper  stations  throughout  the 
Gila  water-shed  frequently  indicate  floods  which  never  materialize, 
and  this  was  another  case  of  the  "truth  itself"  being  not  believed. 
There  was  so  much  accumulated  work  in  the  valley  that  there  was  no 
time  to  watch  a  discharge  of  30  000  sec-ft.,  although  a  river  stage 
which  would  test  out  and  soak  up  the  levees  was  obviously  of  great 
importance.  Mr.  Hind  and  the  writer  -were  in  Yuma,  returning  to  the 
valley,  when  the  flood  reached  the  Lower  Heading,  where  the  river  began 
rising  at  midnight  and  rose  at  the  rate  of  1  ft.  per  hour  until  the  peak 
was  reached  early  in  the  morning.  At  3 :30  a.  ii.  Mr.  Hind  and  the 
writer  left  Yuma  on  the  work  train,  reaching  the  Lower  Heading  I 
about  .5:15  a.  m.,  and  found  three  serious  and  distinct  breaks  within  ' 
100  yd.,  the  first  one  being  about  2  400  ft.  from  the  south  end  of 
Hind  Dam.     In  addition  water  was  finding  its  way  under  the  levee  in 
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^■about  ninety  other  places,  within  the  stretch  where  the  water  readied 
the  toe  of  the  levee,  or  about  f  mile  above  and  an  equal  distance  beloAv 
the  dam.  Mr.  J.  Calvert,  General  Foreman,  had  fully  obeyed  instruc- 
tions, and  when  the  water  began  to  reach  the  toe  of  the  levees  at  the 
lowest  point,  had  commenced  work  with  his  force  of  about  75  men, 
doing  all  that  seemed  possible.  The  trouble  was  not  that  any  one  break 
could  not  have  been  easily  handled,  but  that  so  many  points  of 
weakness  were  developed  practically  at  the  same  time.     Indeed,  it  is 

rreally  remarkable  that  the  situation  got  beyond  control  in  only  these 

T  three  places. 

A  part  of  the  general  arrangements  with  the  Inter-California  Rail- 
road was  its  use  of  the  Hind  Dam.  On  the  south  end  of  this  dam 
the  proposed  alignment  turned  a  small  angle  to  the  right,  and  it  was 
planned  to  have  the  fill  for  the  next  2  miles  without  any  openings — 

'-constituting  thus  a  spur  levee  to  prevent  any  water  which  passed 
through  the  main  levees  from  reaching  the  old  channel  of  the  break 
beyond  the  dam.  Had  this  fill  been  ready,  or  had  the  first  serious 
break  been  500  ft.  farther  along,  sand  bag  diking  across  the  traverses 
and  out  into  the  brUsh  to  force  the  water  to  spread  out  and  follow  an 
old  and  well-defined  swale  which  entered  the  Alamo  2  miles  beyond, 
would'  have  been  easily  possible.  In  either  case,  the  damage  would 
have  been  limited  to  losing  less  than  1  000  cu.  yd.  of  levee  section. 

As  it  was,  however,  the  water  coming  through  the  breaks  filled  the 
borrow-pits  on  the  land  side,  overflowed  the  intervening  traverses,  and, 
as  the  land  in  general  sloped  westward,  over-topped  the  last  traverse 
by  the  channel  of  the  break  below  the  dam,  and  caused  a  rapid  grade 
recession  from  there,  following  the  borrow-pits  through  the  nearest 
break.  When  Mr.  Hind  and  the  writer  reached  the  scene,  the  first  of 
the  three  breaks  was  beyond  control,  and  the  situation  was  hopeless. 

By  the  time  the  grade  recession  had  reached  and  passed  through  the 
break,  the  flood  had  crested,  and  the  water  had  risen  against  the  levee 
to  a  depth  of  about  4  ft.  The  water  rushing  through  rapidly  increased, 
and  cut  into  the  far  side  of  the  bank,  and  was  deflected  and  began  cut- 
ting into  the  land  side  of  the  levee.  This  soon  breached  the  dike  about 
1  000  ft.  from  the  end  of  the  Hind  Dam.  This  breach  became  the  main 
break,  and  was  rapidly  widened  and  deepened  until,  within  24  hours, 

['the  old  channel  w^as  again  entirely  dry  and  the  river  had  been  re-diverted 
into  the  Salton  Sea. 
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Tlu'  men  of  the  gradiiii?  outfit  cufi^fl^od  on  levee  extension  work  3 
miles  flown  the  river  were  ilooded  out,  and  the  steamer  Searchlighl  was 
sent  to  relieve  them.  The  re-diversion  into  the  Salton  Sink  occurred 
so  rapidly  that  the  steamer  was  left  grounded  there  in  the  old  channel, 
and  inasmuch  as  it  was  the  only  craft  on  the  river  not  controlled  by  the 
contractors  on  the  Laguna  Weir,  this  was  a  serious  matter. 

The  SouTtiERN  Pacific  Quits. 

This  disaster  brought  to  the  higher  authorities  of  the  Harriman 
Lines  a  thorough  realization  of  the  size  of  the  great  task  of  controlling 
the  Colorado.  The  imperative  need  of  invulnerable  levee  construction 
for  at  least  10  miles  along  the  river  was  made  evident,  and  the  difficulty 
and  cost  of  building  and  maintaining  such  a  system  was  emphasized. 
Entirely  aside  from  the  very  great  cost  of  bank  protection  work  to  pre- 
vent the  breaching  of  levees  through  the  side  cutting  of  the  banks, 
was  the  difficulty  of  building  in  such  bad  soil  a  line  of  defence  which 
would  be  absolutely  dependable. 

The  financial  condition  of  the  C.  D.  Co.  and  the  Mexican  Co.,  as 
just  explained,  was  very  bad,  and,  under  the  most  favorable  circum- 
stances possible,  the  chances  of  the  Harriman  interests  ever  being 
able  to  get  back  very  much  of  the  moneys  already  advanced  were 
extremely  remote.  In  addition,  however,  it  was  apparent  that  an  un- 
usually efficient  and  expensive  levee  system  would  be  required,  the 
first  and  maintenance  cost  of  which  was  too  large  a  burden  to  under- 
take. 

The  stockholders  of  the  irrigation  properties  notified  the  Southern 
Pacific  management  controlling  them  that  the  properties  could  not  be 
expected  to  do  such  overflow  protection  work,  and  indeed  should  not 
pay  more  than  a  proportional  part  based  on  the  total  value  of  the 
property  interests  in  jeopardy,  especially  in  view  of  the  immense 
amount  of  work  which  had  already  been  done  at  its  expense.  Urging 
rthat  the  irrigation  company  had  caused  the  menace  (which  may  or 
may  not  be  entirely  the  case)  had  not  the  slightest  significance  to  the 
Southern  Pacific  interests,  which  were  really  the  only  ones  with  any 
funds,  collateral,  or  equipment,  and  were  in  no  possible  sense 
responsible  for  any  changes  in  physical  conditions  along  the  Colo- 
rado River,  except  to  make  them  very  much  better  than  they  otherwise 
would  have  been. 
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Fig,  40. — Levee  Failures  Resulting  in   Second  Break,  December  7th,   1906. 
Note  the  Short  Length  of  the  Two  Gaps. 
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Fig.  41. — Effect  of  Flood  of  December  7th,  1906,  on  Levee  of  U.  S. 
Reclamation  Service,  Opposite  Lower  Heading. 
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On  the  other  hand,  it  was  recognized  that  something  would  have 
to  be  done  very  quickly  because  the  summer  flood  of  1907  would  in  all 
probability  cause  such  grade  recessions  as  to  force  a  hurried  exodus 
from  Imperial  Valley  which  would  be  without  a  parallel  in  history. 
The  chances  of  such  grade  recession  extending  far  enough  to  render  the 
control  of  the  river  after  that  flood  very  muchm.ore  diflicult,  were  re- 
mote. The  matter  was  made  complex  by  the  fact  that  all  work  had  to  be 
done  in  Mexico  and  practically  all  property  interests  in  jeopardy  were  in 
America;  and  there  were  no  provisions.  State  or  National,  to  handle 
such  a  curious  situation.  Unless  the  river  was  turned  and  kept  going 
to  the  Gulf,  the  Southern  Pacific  would  sufl'er  the  loss  of  its  traffic 
from  the  Imperial  Valley  and  would  have  to  change  its  line  and 
build  100  miles  of  track,  but,  to  obviate  these  losses  would  certaiiily 
not  justify  it  in  undertaking  to  control  the  river  single-handed.-,--.:   '--f^r/ 

Accordingly,  the  people  of  Imperial  Valley  were  notified  that, 
while  the  Southern  Pacific  would  be  very  glad  to  place  such  equip- 
ment and  organization  as  it  had  along  the  river  at  the  disposal  of 
any  party  who  wanted  to  proceed  with  the  work,  and  would  be  willing 
to  contribute  toward  the  expenses  thereof  in  proportion  to  the  value 
of  its  interests  as  compared  to  all  others  in  jeopardy,  it  would  not 
advance  additional  funds  without  a  definite  arrangement  for  being 
reimbursed.  Work  on  a  roadbed  following  the  — 100-ft.  contour  was 
ordered  and  rushed  to  completion.  The  cost  of  grading  was  very 
small,  and  such  a  line  would  preclude  the  possibility  of  the  interrup- 
tion of  transcontinental  traffic  by  the  Salton  Sea  for  at  least  4  or  5 
years,  during  which  time  a  line  lying  entirely  above  sea  level  could 
be  economically  constructed.  v 

On  December  13th  a  mass  meeting  of  the  people  of  Imperial  Valley 
was  held  in  Imperial,  and  subscriptions  for  river  control  work,  totaling 
$950  000  were  made  by  various  interests.  These  were  the  Imperial 
Valley  Improvement  Company  (the  practical  successor  of  the  Imperial 
Land  Company)  $100  000;  the  Holton  Power  Company,  $100  000;  the 
C.  M.  Co.,  $250  000,  and  the  directors  of  the  mutual  water  companies 
together  a  bond  issue  of  $500  000.  All  these  were  made  promising 
payment  90  days  after  the  break  should  have  been  closed  successfully, 
the  railroad  to  assume  all  risk  of  the  work. 

While  considering  these  subscriptions,  it  was  urged  in  opposition 
that  the  mutual  water  cornpanies,  might  not  be  able  legally  to  issue 
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bonds  or  oxjieiKl  money  for  river  protection  work  nt  all,  or  irulrKid  that 
the  {leople  of  the  valley  could  raise  money,  except  by  individual  sub- 
scription, for  work  to  be  done  in  Mexico.  Requests  were  sent  out  in  all 
directions,  resulting  in  numerous  civic  and  political  bodies  and  au- 
thorities of  the  State  wiring  to  President  Roosevelt  asking  to  have  the 
United  States  Government  act  in  the  emergency.  The  President  acted 
promptly,  and  as  the  result  of  telegraphic  correspondence  with  Mr. 
Harriman,  instructions  to  start  work  on  the  river  were  received  on 
December  20th. 

In  the  meantime  the  organization  at  Andrade  and  at  the  Lower 
Heading  had  been  kept  intact.  The  quarry  was  developed,  sidings 
just  across  the  border  in  Mexico  were  lengthened  to  7  000  ft.,  and 
material  and  equipment  of  all  possible  kinds  which  might  be  needed 
were  gathered  in  readiness  to  proceed  whenever  orders  might  be  re- 
ceived. 

Senator  Flint's  Bill. 

Immediately  after  the  holidays,  Senator  Frank  C.  Flint,  of  Cali- 
fornia, introduced  a  bill  in  the  Senate  providing  for  the  appropria- 
tion of  $2  000  000  to  handle  the  situation.  Under  the  provisions  of 
this  bill,  w^hatever  sum  might  be  found  just  should  be  paid  to  the 
Southern  Pacific  Company  for  work  then  under  way,  and  the  remainder 
should  be  utilized  to  establish  an  irrigation  project  for  Imperial  Valley 
by  the  U.  S.  Reclamation  Service.  The  idea  was  that  the  irrigation 
of  American  land  in  the  Salton  Basin  and  the  regulation  of  the  Colo- 
rado River  were  inseparably  connected,  and  that  as  soon  as  the  situa- 
tion should  be  under  control  by  the  Southern  Pacific  Company,  the 
entire  matter  should  be  turned  over  to  the  Reclamation  Service  for 
future  handling.  Director  Walcott  sent  Professor  A.  E.  Chandler, 
of  the  University  of  California,  then  with  the  Reclamation  Service, 
to  the  scene  to  make  a  special  report,  and  President  Roosevelt,  on 
January  12th,  1907,  sent  a  special  message  to  Congress  severely 
criticizing  the  promoters  of  the  C.  D.  Co.  and  the  management  of 
the  properties,  and  urging  the  passage  of  the  Flint  bill  in  order  to 
relieve  the  settlers  of  Imperial  Valley  from  the  "injustice"  they  were 
enduring.  '     '■^■^'■ 

When  the  bill  reached  the  House,  Hon.  S.  C.  Smith,  Representative 
from  the  Eighth  California  Congressional  District — in  which  Imperial    9 
Vallev  is  located — opposed  it,  advising  that  he  did  so  because  of  re-    !' 
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quests  from  his  constituents  in  the  valley.  There  can  be  no  doubt 
that,  with  very  few  exceptions,  the  farmers  in  the  valley  objected  to 
the  bill,  preferring  the  existing  irrigation  arrangements  to  those  which 
would  follow  under  the  Reclamation  Service,*  and  desiring  govern- 
mental assistance  in  river  protection  work,  and  in  that  only.  Largely 
due  to  Mr.  Smith's  efforts,  the  bill  failed  to  pass. 

Change  in   Organization. 

In  spite  of  the  opinions  of  visiting  engineers,  experience  during  the 
first  closing  left  little  doubt  that  there  would  be  any  particular 
difficulty  in  making  the  second  closing  without  any  brush  mattress 
foundation.  Even  had  such  been  deemed  desirable  and  worth  the  delay 
in  time,  very  little  brush  was  available  nearby  because  of  the  large 
quantity  used  for  the  first  closing.  It  was  felt  that  the  work  was 
standardized  and  consisted  in  throwing  ordinary  railroad  trestles  across 
the  break  and  from  them  making  rock  fill  dams  in  series.  The  levee 
construction  work  to  be  done^  however,  was  very  much  of  a  problem 
in  every  way.  Superintendent  Hind  was  transferred  to  the  levee 
reconstruction  and  extension,  and  Mr.  Clarke,  formerly  Resident 
Engineer  of  the  Tucson  Division,  Southern  Pacific  Company,  came 
to  the  work  as  Superintendent  of  the  second  closing  on  December 
20th,  1906. 

At  the  same  time,  an  entire  change  in  the  accounting  system  was 
ordered,  effective  December  7th,  the  date  of  the  break.  Prior  to  that 
time  the  work  had  been  done  by  the  Mexican  Co.,  with  material  and 
funds  supplied  by  the  C.  D.  Co.,  and  the  latter  corporation  from  time 
to  time  borrowed  money  from  the  Southern  Pacific  Company.  This 
was  changed  so  that  the  Mexican  Co.  was  furnished  money  by  Epes 
Randolph,  Agent  of  the  Southern  Pacific  Company,  and  the  C.  D.  Co. 
had  nothing  to  do  with  the  matter  whatsoever.  On  the  American  side 
of  the  line,  the  operations  were  exclusively  under  the  name  of  "Epes 
Randolph,  Agent,  S.  P.  Co."  The  railroad  furnished  supplies  and 
material  to  him  under  the  same  arrangements  and  conditions  as  it  had 
furnished  them  to  the  C.  D.  Co.,  namely,  at  cost  plus  10  per  cent. 
One  marked  difference,  however,  occurred  in  making  these  charges, 
namely,  that  after  January  1st  all  freight  bills  were  rendered  at  traffic 

*  Among  the  objections,  the  two  most  important  were  the  probable  increase  in  cost  of 
water  and  the  necessity  for  reducing  individual  holdings  probably  to  40  acres  or  less. 


13GI  lUIiKiATlON   AM)  KIN  Kli  CONTKOK,  COl.OliAlJO   lilVJiU 

rati'is  iuiilcad  dI  jit  A  cent  ixr  loii-milc,  this  bciii^j  inudc;  nt'cussur.v  by  llic 

provision   of  the    Interstate   Comineroe  ConimisHion   which   took  olfcct 

at  that  time. 

Closing  tiik  Second  liRKAK. 

Tiie  \vork  of  closing  the  second  break  was  in  several  ways  intereat- 
ini?.  To  begin  with,  the  current  struck  where  the  south  end  of  the 
Hind  Dam  had  been,  and  was  there  deiiected  sharply,  resulting  in  very 
serious  erosion.  Few  people  who  saw  the  break  at  this  stage  believed 
it  possible. to  hold  this  erosion  from  going  entirely  through  the  struc- 
ture, but  by  unloading  immense  quantities  of  rip-rap,  the  fill  was  held, 
the  water  in  front  cutting  to  a  depth  of  about  42  ft. 

Two  trestles  were  decided  on  and  started,  five  pile-drivers  being 
used,  one  at  each  end  of  each  trestle  and  a  floating  machine  in  the 
middle  of  the  stream.  These  trestles  had  to  be  thrown  in  a  curve  con- 
cave up  stream  to  connect  with  the  levee  on  the  south  side,  therefore  the 
piles  had  to  be  driven  in  a  very  strong  quartering  current.  The 
channel  was  narrowed  and  the  bottom  cut  down  to  a  maximum  depth 
of  38  ft.  In  driving  90-ft.  piles  under  these  conditions,  there  was  con- 
stant danger  of  overturning  the  driver  and  losing  the  machinery,  there- 
fore two  complete  pile-driving  outfits  were  kept  in  reserve  and  two 
boats  waited  below  the  trestle  to  pick  up  any  men  who  might  be  thrown 
overboard. 

On  December  28th  one  line  of  trestle  was  practically  completed,  when 
a  flood,  shown  on  Plate  XLVIX  (which,  by  the  way,  let  the  stranded 
steamer  Searchlight  get  ba,ck  up  the  river  to  the  work),  carrying  un- 
usual drift,  tore  out  about  one-third  of  it.  Three  times  this  occurred,  re- 
sulting in  the  loss  of  a  large  quantity  of  bridge  material.  All  this  was 
obtained  through  Mr.  R.  H.  Ingram,  General  Superintendent,  Southern 
District,  Southern  Pacific  Company,  and  the  following  telegram  from 
him  is  interesting: 

^•Los  Angeles,  1/14/07. 
"H.  T.  C- 

"We  have  exhausted  all  available  supply  of  piles  in  San  Diego  and 

Southern    California.      There   is   very    little   hope   of   getting    any   in 

Northern  California.     If  you  feel  that  you  will  need  any  more  please 

let  me  know  at  once  as  we  must  make  arrangements  with  the  Atlantic 

System.* 

"R.  H.  Lngram." 

*The  lines  from  New  Orleans  to  El  Paso. 
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On  January  26th,  1907,  the  first  trestle  was  finished  for  the  fourth 
time,  all  stringers  were  in  place,  and  the  track  was  two-thirds  laid. 
In  the  second  trestle,  50  ft.  above  the  first,  seventeen  bents  remained  to 
be  driven.  The  fill  on  the  south,  connecting  the  trestle  with  the  levee, 
was  60%  completed.  Stored  on  the  branch  line  in  Mexico  and  the 
United  States  there  were  175  "battleships"  of  rock,  loaded  at  the  quarry 
of  the  C.  D.  Co.  by  steam  shovels,  and  100  fiatcars  of  large  rock  from 
the  distant  quarries.  At  each  end  of  the  dam,  i  mile  of  the  levees  had 
been  reconstructed,  and  1^  miles  more  opened  up,  while  there  were 
1 100  men  and  1 000  head  of  stock  engaged  at  Andrade  and  on  the 
river. 

On  January  27th,  the  first  trestle  was  completed,  and  dumping  rock 
from  it  began  at  5  p.  m.  By  daylight  145  "battleships,"  containing 
6  600  cu.  yd.  of  rock  had  been  unloaded  as  another  flood  from  the 
Gila  began  arriving,  but  it  caused  little  trouble.  On  February  10th  at 
11  p.  M.  the  second  break  was  closed,  and  all  the  water  was  again  going 
down  the  old  channel. 

The  following  materials  were  used  in  the  second  closing: 

4  000  ft.  of  railroad  trestle — of  this,  1  800  ft.  were  carried  away 
by  floods  before  either  trestle  could  be  completed  or  any  rock 
could  be  dumped.  When  rock  dumping  began,  no  more 
trestle  was  lost;  the  final  result  was  two  trestles,  50  ft.  apart, 
and  each  1 100  ft.  long,  or  2  200  ft.  of  trestle. 
16  000  ft.  of  8  by  17-in.  Oregon  pine  stringers— 8  000  ft.  of  these 

were  removed. 
1200  piles. 
45  000  cu.  yd.  of  earth  placed  by  teams — making  960  ft.  of  earth 
dam  to  connect  with  the  levee,  31000  cu.  yd.  being  placed  by 
February  2d. 
2  157  car  loads,  or  55  000  cu.  yd.,  of  rock  used  prior  to  actually 
closing  off  the  water.  :• 

221  car  loads,  or  7  735  cu.  yd.,  of  gravel. 
203     "         "       "    8  840    "       "      "    clay. 

The  discharge  of  the  river  when  work  began  on  December  20th, 
1906,  was  12  500  sec-ft. 


.-Ids 
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,"v.  ..'iDec    :}Ui ;..*.^,-,i  .t;,r^..>'Jv .  Tc  .  48  900  sec-ft. 

Jan.     Tlh 15  200  " 

ot  :      .Inn.   JLMh...,,^.,,,,.,.,.,., 44300  " 

.Ian.   isth 16  300  *' 

.1  an.  2()th 33  400  " 

Jan.  27th   (wlicn  first  rock  dumping?  began)  13  800  " 

Feb.      3d .••v.,....T 31300*  " 

Feb.     7th. !i,,, .  17  700  " 

Feb.  11th.  ......' 20  800  " 

After  the  break  was  closed,  956  ear  loads,  or  38  240  cu.  yd.,  of  clay 
and  873  car  loads,  or  33  555  cu.  yd.,  of  gravel  were  used  to  complete 
the  Ilind-Clarke  Dam.  The  rate  of  dumping  rock,  etc.,  is  shown  by 
Table  14.  luUohi 

I  ooc^TABLE  14.— Car  Loads  of  Matkhtal. 


''  Battle- 
ship."' 

Flat  car. 

Clay. 

Gravel. 

January  27th  to  February  2d 

February  3(i  to  9tli 

606 
489 
85      ' 

501 

385 

91 

8 

58 
38 

15 
140 

February  10th  to  10th  midniprht 

28 

February  lltb  to  15th /.  .^ .  ^^^V^ . . 

1  180 
,    323 

977 
■     77 

104 
99^1   ( 

173 

hO  I  48 

.    .  •"'"'  b?.t9iVjni<..D  ed  b: 

1503 

1  054 

303 

221 

,  The  water  was  shut  off  on  February  10th  at  11  p.  M;  ajid  the  flatcar 
rock  then  on  hand  and  en  route  was  unloaded  in  order  to  release 
the  cars,  the  rock  from  Andrade  being  used  until  the"  18th  in  raising 
the  dam  hurriedly  to  protect  it  against  possible  floods.  The  total 
car  loads  of  material  used  in  the  closing  and  in  the  finishing  up  of  the 
Clarke  Dam  were:  -f.,  ^^ . 

yJ  •'  Battleship."  Flatcar.  Ciay.  Gravel. 

1490  1182  784  873, 

During  the  entire  operations  subsequent  to  the  second  break,  in- 
cluding finishing  up  the  Hind-Clarke  Dam  complete,  but  exclusive  of 
the  rip-rap  to  hold  the  grade  before  the  completion  of  the  trestle  over 
the  break  on  Januarv  27th.  the  followins"  car  loads  of  material  were  used: 


"  Battleship." 

1517 


Flatcar. 

1240 


Clay. 

956 


Gravel . 

2  052 


*  4  300  see-f  t.  down  the  old  channel. 
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The  clay  pit  was  closed  on  March  3d,  and  the  Hind-Clarke  Dam 
was  finished,  except  for  the  final  surfacing  with  the  spreaders,  on 
March  15th.  •  ;  i>ji;;  ^>ilj^     ii: 

Two  steam  shovels,  and  part  of  the  time  three  (not  including  the 
one  in  the  Mammoth  gravel  pit)  were  engaged  from  September,  1906, 
to  May,  1907,  at  $7.50  per  day,  prior  to  January  1st,  1907,  and  at 
$12.50  thereafter.  During  the  period,  there  were  from  1  to  12  loco- 
motives, at  the  following  rates: 

American,   light v^/?V'?l'  $  8.00  per  day. 

Moguls J.^^.     10.00 

Consolidation.. .....v.'::.     12.00        " 

Car  pile-drivers,  working  40  days  at .  .      10.00        ^' 

Donkey  engines 1.50        " 

Skid-drivers,    complete. 2.50        '" 

Tx\BLE   15. — Southern  Pacific  Equipment  used  on  Kiver, 
FROM  December,  1906,  to  July,  1907,  Expressed  in  car-days. 


Month. 

Ballast  cars, 

at  25  cents 

per  day. 

Steel  side 

dump  cars  at 

50  cents 

per  day. 

Cabooses,  at 
50  cents 
per  day. 

Water  cars, 

at  50  cent  s 

per  day. 

Outfit  cars. 

at  30  cents 

per  day. 

Home  freight 

car  detention 

(box and  flat), 

at  15  cents 

per  day. 

Foreign 

freight 

equipment 

detention. 

December.  1906. . . 
January,  1907... 
February,  1907... 

March,  1907 

April,  1907 

May,  1907 

595 

690 

219 

54 

"2 

3  271 

4  972 

4  609 

5  565 
5  255 
4  792 
2  635 
1336 

80 
30 
15 
27 
4 
9 
53 
12 

141 
174 
153 
321 
323 
■440 
264 
24 

42 

371 

675 

47 
47 
28 
17 
32 

306 

600 

78 

71 

2 

2 

June,  1907 

July,  1907  ........ 

Totals 

]  560 

32  435 

230 

1  840 

42 

1  217 

1059 

The  Clarke  Dam  extends  from  the  south  eijd  of  the  Hind  Dam 
across  the  second  break  to  the  levees  on  the  south.  These,  two  dams, 
consequently,  constitute  one  continuous  structure,  which  is  known 
as  the  Hind-Clarke  Dam. 


Results  OF  Experience  in  Constructing  the  Hind-Clarke  Dam. 

The  experience  obtained  in  making  these  two  closings,  according 
to  the  methods  used,  afforded  some  information  regarding  work  of  this 
Iclass  which   is   believed   to   be  entirely   unique   and   in    some   respects 


\-)U)  iK'iM<;\ri(>N    \\f>  in\i:i{  con'I'imh,,  coi.ou.wh)  invi:K 

inioxpectod.  In  the  first  place,  it  was  shown  that  the  bni.sh  inattrcHs 
l)ottom  protection  is  not  only  unnecessary,  hut  adds  to  the  cost,  both 
in  time  and  money,  ])rovided  rock  is  thrown  in  at  a  rcasonahly  rapid 
rate.  In  discussing-  the  possibility  of  handling  the  situation  along  the 
lines  decided  on,  the  opinion  was  freely  expressed  that  the  rapid  current 
would  carry  smaller  rocks  indefinite  distances  down  stream,  and  that 
the  larger  ones  would  quickly  settle  into  the  soft,  water-soaked, 
alluvial  soil  to  indeterminate  but  very  great  depths.  As  a  matter  of 
fact,  a  relatively  small  quantity  of  "battleship"  rock  sufficed  to  blanket 
the  bottom  of  the  stream  with  a  mattress  of  rock  which  fulfilled  essen- 
tially the  same  function  as  a  mattress  of  brush. 

In  this  type  of  construction  it  is  desirable  to  have  rock  of  various 
sizes,  such  as  obtained  by  blasting  large  quantities  in  the  quarry  and 
loading  with  a  steam  shovel.  Large  stones  (from  1  to  7  or  8  tons), 
which  can  be  loaded  on  flatcars  only  with  derricks,  are  effective,  but 
not  absolutely  necessary  in  raising  short  sections  where,  through  care- 
lessness or  a  little  unexpected  settling,  an  unusual  quantity  of  water 
is  going  over  a  low  place  in  the  dam  with  consequent  menacing 
velocity.  Such  large  rocks  were  unloaded  by  a  great  number  of  men 
using  pinch-bars,  and,  to  prevent  upsetting,  the  cars  were  chained 
to  the  stringers  when  unloading  especially  heavy  rocks.  One  man  was 
killed  during  each  closing  by  going  overboard  with  a  large  rock,  and 
these  were  the  only  serious  accidents.  No  equipment  was  lost  during 
either  closing. 

Two  trestles  were  used  in  both  cases.  These  were  30  ft.  apart  in 
the  Hind  Dam,  and  50  ft.  apart  in  the  Clarke  Dam,  the  idea  being 
that  the  current  would  prevent  building  a  rock  mattress  extending  far 
enough  up  stream  by  merely  dumping  rock  from  the  trestle  on  which 
the  closing  was  made.  Careful  examination  of  the  resulting  cross- 
section,  when  the  water  was  shut  off  the  first  time,  seemed  to  indicate 
pretty  clearly  that  it  was  a  needless  precaution  to  have  two  trestles  for 
final  heads  of  14  ft.  or  less.  As  there  was  to  be  no  mattress  in  the 
second  closing,  it  was  decided  to  use  two  trestles,  in  order  to  take  no 
avoidable  chances.  Everything  worked  so  well  that  it  seemed  safe  to  do 
a  little  experimenting,  and,  practically  speaking,  the  second  break  was 
closed  from  the  lower  trestle  alone.  i'-M%ir'^ 

In  both  cases  the  fills  at  both  ends  were  kept  well  above  the  possi- 
bility  of   being   overtopped,    and   of   uniform   heights    across    the   re- 


•'    iv«r: 
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Fig.  46. — Failure  of  Rockwood  Gate,  October  11th,   1906. 


Fig.  47. — Muck-Ditch  Construction  in  Levee  Extension  Work,   1907. 
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maining  length.  Train  loads  extending  entirely  over  the  trestles  were 
unloaded  most  of  the  time;  but  short  sections  of  the  fill  which  were 
low  were  promptly  filled  in,  and  great  care  was  exercised  to  dis- 
tribute the  overpour  evenly.  Once,  in  the  building  of  each  of  these 
structures,  a  local  settlement  occurred,  resulting  of  course,  in 
large  quantities  of  water  going  over  the  relatively  short  lowered  sec- 
tion. The  same  experience  was  had  in  making  the  upper  coffer-dam 
wall  for  completing  the  gap  in  the  Laguna  Weir.  The  construction 
of  a  rock  fill  barrier  dam  was  regarded  as  impracticable  by  engineers, 
because  of  just  such  occurrences  surely  breaching  the  barrier  hopelessly. 
In  point  of  fa.ct,  continued  dumping  of  even  small  rock  soon  stops  such 
so-called  breaks,  although  that  results  in  the  waste  of  much  material. 

The  chief  difficulty  is  caused  by  drift  in  the  stream  being  caught 
by  the  trestle.  Theoretically,  such  drift  should  be  very  easily  broken 
up  and  carried  to  the  bottom  by  dumping  rock.  In  practice,  however, 
there  is  difficulty  in  keeping  drift  accumulations  from  seriously  threat- 
ening the  trestle.  In  Fig.  44  a  very  sharp  kink  will  be  observed  which 
is  due  to  drift  accumulations  throwing  the  entire  trestle  out  of  line. 
Two  or  three  bents  were  taken  out  of  the  upper  trestle  from  this  cause. 

It  was  found  that  a  cross-section  of  the  dam  under  the  trestle 
is  about  as  shown  in  Fig.  48,  so  that  it  is  the  inevitable  little  breaks 
and  slides,  rather  than  actual  settling,  which  occurs  in  such  cases. 
Local  readjustments  or  settlings  were  easily  handled  with  an  estimated 
quantity  of  100  sec-ft.  per  lin.  ft.  of  dam  going  over  the  rock  fill. 
How  much  more  could  be  handled  safely  with  the  rock  available  is 
not  known.  The  writer  would  say  that  experience  along  the  Colorado 
River  would  not  justify  using  the  rock  fill  barrier  dam  method  for 
quantities  in  excess  of  half  that  flow,  on  an  average,  although  possibly 
much    greater    rates    of  s'lies 

discharge  over  such  a 
structure  might  be  safe. 
The  quantity  which  went 
over  the  680-ft.  crest  was 
27  000  sec-ft. 

RESULTING  SECTION  OF  RCCK  FILL  DAMS  MADE 

The    total    length    of  during  first  and  second  closings 

rock  fill  dam  used  in  the 

trestle  was  1 125  ft.,  and  the  water  was  allowed  to  pour  over  680  ft.  of 
it;  the  trestle  consisted  of  4-pile  bents,  all  piling  vertical,,  15-ft.  spacing 
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betwcon  l>»Mit>^,  Hvcrngc  pfin^trution  of  piling'  iibout  IH  ft.  'I  li«.'  total 
liearl.  or  tli<'  «liiTcrr!i('e  in  wAt(?r  fiurfaof'  ol)Ove  flYid  below  the  dam,  was 
12.45  ft.,  nil  devel<)i)<'<l   in   |)l;i('<>  in    1')  djiys  ;ind  .')  hour.s.  ' 

By  \v;iy  of  comparison,  the  building  of  the  upper  and  lower  sides 
of  the  colfcr-<lnin  within  which  the  centrid  or  channel  portion  of  the 
Lnixuna  Weir  was  completed  is  most  interestinR-,  One  line  of  trestles, 
740  ft.'  long,  was  thrown  across  the  stream  just  above  the  upper  edge 
of  the  weir,  and  another  trestle,  728  ft.  long,  below  the  lower  edge, 
the  trestles  being  about  400  ft:  apart.  From  these  trestles  rock  fills 
were  built  up,  and  all  the  water  in  the  river  was  forced  through  the 
sluice-gates  at  the  ends  of  the  weir,  the  Arizona  sluice-way  being 
2  700  ft.  distant  and  the  California  sluice-\^ay  1500  ft.  There  were 
well-developed  quarries  at  each  end  of  the  weir,  and  the  haul  "was  from 
1  500  to  3  500  ft.     The  following  equipment  was  used : 

One  2i-cu.  yd.  Atlantic  type  steam  shovel  (in  California  quarries). 
One  2^-cu.  yd.  Marion  steam  shovel  (also  in  California  quarries). 
Seven    .12i-in.    American    steam    hoists,    mostly    in    the    Arizona 

quarries. 
Six  IS-ton  standard  gauge  Davenport  locomotives.        -  ,, 

Fifty  6-cu.  yd.  dump  cars. 
Eighteen  5-cu.  yd.  steel  dump  cars. 
Fifty  flatcars.  r    r^       r    r-  ..  t 

By  December  10th,  openings  to  and  from  the  sluice-ways  were 
completed,  and  the  rock  fills  were  advanced  until  the  head  was  2.i 
ft.  On  December  19th,  the  head  had  been  increased  to  6.9  ft.,  of  which 
about  3.5  ft.  were  on  the  lower  rock  fill,  while  8  500  sec-ft.  were  going 
over  these  and  3  200  sec-ft.  through  the  sluice-ways.  On  account  of  a 
reported  flood,  due  to  heavy  rains  on  the  Little  Colorado  water-shed, 
work  was  concentrated  on  the  upper  coffer-dam,  and  by  noon  of  De- 
cember 21st  the  gap  was  closed  and  the  river — 9  950  sec-ft. — was 
turned  through  the  sluice-ways,  the  head  being  3.5  ft.  on  the  lower 
and  5.4  ft.  on  the  upper  fill,  or  a  total  head  of  8.9  ft. 

The  river  began  to  rise  30  hours  later,  and  crested  at  daybreak 
on  the  23d,  the  discharge  being  35  250  sec-ft.  Water  passed  over  the 
entire  length — 4  200  ft,— of  the  completed  dam,  3.2  ft.  deep,  but 
lacked  10  in.  of  reaching  the  general  level  of  the  upper  rock  fill.  The 
lower  coffer-dam  was   injured  considerably  by  water  running  length- 
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vise  of  the  dam  on  the  down-stream  side,  so  that  the  upper  rock  fill 
tood  all  the  head,  which  reached  a  maximum  of  10.1  ft.  Two  weeks 
ater  the  damage  sustained  by  the  railroad  tracks  on  top  of  the  finished 
)arts  of  the  structure  had  been  repaired,  the  lower  coffer-dam  had 
)een  completed  above  the  danger  line,  and  work  had  commenced  on 
he  650-ft.  gap  in  the  main  structure  within  the  coffer-dam. 

About  600  men  were  engaged  on  the  closing,  working  in  two  10- 
lour  shifts.  The  total  cost  of  turning  the  river  through  the  end  sluice- 
;ates  and  constructing  the  coffer-dam  is  given  as  $S6  072 ;  the  total 
ock  used  was  59  750  cu.  yd.  of  excavation,  making  82  800  cu.  yd. 
n  the  rock  fill.  No  lives  and  no  equipment  were  lost,  and  the  time 
equired  after  beginning  to  dump  rock  was  about  2  weeks. 

The  total  cost  of  the  rock  work  in  the  fills,  including  trestles, 
[uarrying,  train  service,  superintendence,  depreciation,  and  all  over- 
lead  charges  of  the  project,  was  $1.04  per  cu.  yd.,  of  which  45%,  or 
•38  720,  was  for  excavation,  Class  1  (quarrying  solid  rock). 

Completing  the  Clarke  Dam. 

The  Clarke  Dam  was  rendered  impervious  by  dumping  Mammoth 
»it  gravel  and  clay  from  both  trestles.  No  attempt  was  made  to  puddle 
ir  settle  the  material  by  hydraulicking,  as  was  done  with  the  Hind 
)am.  Small  local  settlements  occurred  from  time  to  time  for  a  year 
iter  the  dam  was  completed,  but  nothing  disquieting  in  any  way. 
'mperviousness  was  very  quickly  obtained,  indeed,  long  before  the 
tructure  was  raised  to  grade  and  widened  to  its  proper  dimensions. 

In  constructing  the  Hind  Dam,  every  effort  was  made  to  hurry 
be  work,  and  the  stringers  were  not  taken  out.  With  the  Clarke  Dam, 
ill  stringers  were  removed,  the  tracks  were  raised  and  narrowed  to 
3  ft.  from  center  to  center,  and  the  top  and  sides  were  finished  off 
^ith  the  gravel  spreader  used  on  the  levee  work,  leaving  the  finished 
tructure  as  shown  by  Fig.  50. 

Spur  Levee. — A  spur  levee,  8  700  ft.  long,  was  built,  starting  at 
he  elevation  of  the  top  of  the  Hind-Clarke  Dam  (124  ft.),  and  with 
h  initial  descending  grade  of  0.5  per  cent.  The  purpose  of  this 
isvee  is  to  prevent  water  from  any  break  in  the  main  levee  south  of 
ke  Hind-Clarke  Dam  from  getting  into  the  old  dry  channel  below, 
.1?  happened  when  the  second  break  occurred.  It  is  intended  to  hold 
iich  water  back  and  make  it  spread  over  the  low  country  in  a  sheet. 
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This  levoe,  which  was  decided  on,  but  not  started,  before  the  becond 
break,  is  located  along  an  old  overflow  channel  slightly  higher  than 
the  country  on  either  side,  and  where  test-pits  showed  need  for  little 
muck-ditching.  Arrangements  were  made  later  with  the  Inter-Cali- 
fornia Railroad  to  change  its  alignment  to  use  this  spur  levee  and  the 
Hind-Clarke  Dam,  and  it  was  thus  extended  by  this  railroad  grade 
for  4  miles  without  any  opening. 

Changes  in  Staff. 

The  success  of  the  Hind-Clarke  Dam  being  assured,  arrangements 
were  concluded  whereby  F.  C.  Herrmann,  M.  Am.  Soc.  C.  E.,  on  Febru 
ary  1st,  1907,  became  Assistant  Chief  Engineer  of  both  the  C.  D.  and 
Mexican  Cos.,  particularly  for  the  purpose  of  making  surveys  and 
estimates  for  reconstructing  and  extending  the  canal  system  in  Im- 
perial Valley.  About  March  1st,  the  Clarke  Dam  being  then  well 
advanced,  Mr.  Clarke  was  transferred  to  the  valley  and  appointed 
Superintendent  of  Construction  of  both  companies,  Superintendent 
Hind  remaining  in  charge  of  all  operations  along  the  river  until  they 
were  finished,  when  he  was  transferred  to  the  Harriman  Lines  in 
Mexico,  on  August  1st,  1907.  On  May  1st,  Mr.  Clarke  returned  to 
the  railroad  as  Resident  Engineer  of  the  Coast  Division.  Nearly  two 
years  later  he  came  back  to  the  valley  as  Superintendent  of  Imperial 
Water  Company  No.  1,  and  early  in  January,  1910,  was  appointed  by 
the  Receiver  of  the  C.  D.  Co.  as  Assistant  General  Manager  and  Chief 
Engineer,  which  position  he  resigned  in  April,  1911.  The  writer  re- 
mained as  General  Manager  of  the  properties,  but  relinquished  the 
title  of  Chief  Engineer  in  both  companies  in  July,  1908,  and  issuec 
circulars  advancing  Mr.  Herrmann  to  the  positions  which  he  helc 
until  he  left  the  companies,  in  March,  1910,  after  the  appointmeni 
of  a  receiver.  His  successor  in  the  Mexican  Co.,  and  its  preseni 
Chief  Engineer,  is  Mr.  C.  N.  Perry,  who  first  came  to  the  vallej 
with  Mr.  Rockwood  in  1892,  and  was  Resident  Engineer  of  both  com 
panics  from  October,  1901,  to  August,  1906,  and  so  was  in  immediate 
charge  of  most  of  the  existing  canal  construction  in  Imperial  Valley 
Since  April,  1911,  Mr.  J.  C.  Allison  has  been  Chief  Engineer  of  the 

C.  D.  Co. 

Levee  Reconstruction. 

On   December    20th,    1906,    reconstruction    on   the   existing   levees 
was  begun  by  tearing  away  the  land  side  of  the  levee  and  excavating  a  } 
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continuous  muck-ditch  as  deep  as  the  test-pits  indicated  to  be  neces- 
sary. The  usual  location  of  a  muck-ditch  is  under  the  center  of  the 
levee  section,  but,  in  reconstruction  work,  this  was  not  practicable, 
and  besides,  there  were  several  reasons  for  location  nearer  the  land 
toe,  which  will  be  mentioned  later.  The  excavation  was  made  as 
narrow  as  possible  with  the  use  of  4-horse  Fresno  scrapers,  and  it  was 
found  that  the  walls,  not  only  of  the  natural  soil,  but  of  the  recently 
constructed  levee  section,  stood  practically  vertical  without  any  caving. 
(Fig.  43.)  The  muck-ditch  was  excavated  1  ft.  lower  than  the  lowest 
layer  of  cracked  adobe  soil  lying  above  the  permanent  water-table, 
and  was  refilled  with  the  material  removed,  care  being  taken  to 
keep  out  roots  and  clods  of  adobe  exceeding  3  or  4  in.  in  greatest 
dimension.  When  the  muck-ditch  was  completed,  the  land  side  of  the 
levee  was  replaced  to  the  slope  of  3  to  1,  instead  of  2  to  1,  as  origin- 
ally built.  This  work  was  started  on  force  account,  but  was  soon 
changed  to  a  yardage  basis,  on  the  following  schedule: 

Levee  section  removed  and  replaced  in  embankment,  12  cents  per 

cu.  yd. 
Muck-ditch  excavation  and  refill,  17^  cents  per  cu.  yd. 
Reinforcing  levee  section,  19  cents  per  cu.  yd. 
The  total  earth  handled  was  199  000  cu.  yd. 

Levee  Extension. — At  the  same  time,  surveys  were  commenced  for' 
extensions  of  the  levee  to  the  south.  From  Mile  7  the  original  align-^' 
ment  continued  closely  paralleling  the  river,  and  here  all  clearing 
had  been  done  for  2  miles,  and  about  20%  of  the  fill  had  been  made. 
At  the  south  end  the  flood  caused  three  breaks,  close  together,  through 
almost  completed  levee  section.  These  breaks  were  due  to  bad  material, 
that  is,  adobe  which  in  working  had  broken  up  into  small,  hard  clods. 
Directly  across  the  river,  similar  breaks  had  occurred  in  the  levee  of 
the  Yuma  Project.  In  addition,  the  river  during  this  flood  showed  a 
marked  tendency  to  cut  into  the  west  bank  immediately  opposite. 

The  surveying  party  found  that  the  most  suitable  soil  and  the 
highest  ground,  west  of  the  river  bank  itself,  lay  along  the  Paredones 
overflow  channel,  which  turned  away  more  than  a  safe  distance  from 
the  river.  This  channel  was  followed  beyond  the  undergrowth  to  open 
country,  and  a  hurried  reconnaissance  showed  that  at  some  future  time, 
by  building  approximately  20  miles  of  levee,  most  of  it  relatively  low,. 
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connection  could  be  made  with  tlie  mountain  chain  on  the  west  side  of 
the  delta  at  Cerro  Prieto. 

It  was  felt  that  the  work  now  in  progress  was  not  merely  to  prevent 
flood-waters  from  quickly  getting  around  the  end  of  the  Hind-Clarke 
Dam,  but  that  very  soon  a  system  of  dikes  constituting  a  continuous 
line  of  defence  for  the  Imperial  Valley  must  be  provided.  President 
Roosevelt  had  not  requested  or  authorized  Mr.  TIarriman  to  construct 
anything  so  elaborate,  but  only  what  would  form  a  protection  for  a 
few  years  at  most,  or  until  suitable  permanent  arrangements  could  be 
made  to  control  the  river  properly.  Such  levees  as  were  to  be  built, 
however,  obviously  should  be  constructed  with  a  view  to  being  incor- 
porated in  their  entirety  in  the  final  scheme. 

Two  plans  for  keeping  the  overflow  waters  of  the  Colorado  from 
getting  into  the  Salton  Sea  are  at  once  seen  to  be  better  than  any 
others.  One  is  a  levee  line  along  the  Paredones  ridge  and  north  of 
Volcano  Lake  to  Cerro  Prieto,  and  the  other  is  a  line  of  levees  parallel 
to  the  river  practically  to  tide-water.  These  two  plans  are  shown  in 
Fig.  4.  The  first  would  protect  all  American  interests  and  all  that 
territory  in  Mexico  lying  to  the  north  and  west;  the  second  would  also 
protect  the  very  large  area  lying  between.  This  additional  area  is  the 
property  of  the  C.  M.  Co.,  and  is  in  an  extremely  good  location  for 
irrigation  from  the  Colorado.  The  C.  M.  Co.,  on  being  approached 
regarding  the  matter,  thought  that  its  present  interests  would  be  best 
served  by  the  northern  line  of  defence,  which  thus  precluded  the  pos- 
sibility of  financial  assistance  from  that  company  in  giving  additional 
protection,  and  the  matter  resolved  itself  into  a  decision  as  to  which  of 
the  two  lines  could  be  built  and  maintained  at  least  cost.  The  instru- 
mental data  regarding  the  region  were  insufiicient  to  decide  between  the 
two  possibilities,  and,  incidentally,  the  same  condition  of  affairs  unfor- 
tunately exists  to-day.  However,  something  had  to  be  done,  and  at 
once.  Based  solely  on  careful  reconnaissance,  the  northern  line  of 
levees  was  decided  on,  and  the  portion  to  be  immediately  built  was 
located  to  a  point  about  10  miles  below  the  Hind-Clarke  Dam,  this 
being  enough  to  prevent  water  from  getting  around  into  the  Alamo 
channel  during  flood  stages.  Aside  from  the  desire  to  do  only  what 
was  absolutely  required  and  could  certainly  be  finished  before  the  sum- 
mer flood,  it  was  felt  that  the  officials  of  the  Mexican  and  American 
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Governments   should   have   the   greatest   freedom    in    determining   on 
future  work  for  controlling  the  river. 

The  grade  v^as  determined  from  existing  high-water  marks  along 
the  line  of  the  levee,  checked  by  high-water  marks  along  the  line  of 
the  river;  and  several  miles  at  the  lower  end  has  a  grade  of  3  ft.  per 
mile.  The  cross-section  decided  on  was  a  top  width  of  10  ft.  and 
slopes  of  3  to  1  on  each  side. 
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Much-Ditches. — The  Yuma  Project,  U.  S.  Keclamation  Service, 
loaned  one  of  its  engineering  corps,  the  method  being  to  grant  leave 
of  absence  to  the  members  and  have  them  carried  on  the  payrolls  of 
the  Mexican  Co.  This  corps  was  in  charge  of  Mr.  C.  W.  Ozias,  Assist- 
ant Engineer,  and  was  assigned  to  levee  location  work.    Mr.  Ozias  was 
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instructed  to  make  testa  for  determining  the  time  at  which  efficient 
compression  of  adobe  soil  would  take  place  with  distributed  loads,  as 
under  a  leve{»  when  imuK-rsed  in  water.  For  thc^e  tests  some  hard 
chunks  of  adobe  wore  taken  from  the  muck-ditch  excavation,  2  ft. 
below  the  surface  at  Station  178,  and  placed  in  a  box  1  ft.  in  each 
dimension,  in  as  nearly  natural  condition  as  possible,  and  kept  under 
a  continuous  pressure  of  500  lb.  per  sq.  ft.  At  the  end  of  1  hour  i  cu.  ft. 
of  water  was  added,  part  of  which  leaked  out.  Compression  started 
rapidly,  and  continued  for  1  hour,  due  to  the  chunks  being  pressed 
closely  together  in  the  box,  and  slower  compression  started  at  the  end 
of  this  time.  The  compression  continually  decreased  until  the  40th 
hour,  when  no  more  movement  was  noticeable  on  the  scale  beam.  The 
mass  was  then  removed  from  the  box  and  found  to  be  plastic  and 
pressed  together  so  that  it  contained  no  voids.  From  this  it  ap- 
peared that  efficient  compression  under  a  load  of  500  lb.  per  sq.  ft. 
starts  at  the  end  of  an  immersion  of  about  3  hours,  and  continues  in- 
definitely "until  all  the  voids  close.  This  is  why  borders,  canal  banks, 
levees,  etc.,  in  that  region  soon  become  impervious  if  breaks  can  be  pre- 
vented during  that  period.  It  is  the  inability  to  prevent  breaks 
over  a  long  line  which  renders  a  muck-ditch  of  some  form  practically 
necessary. 

The  results  of  this  experiment  suggested  dampening  the  slickens 
under  the  levee  section  enough  to  have  the  voids  in  it  closed  by  com- 
pression due  to  the  weight  of  the  levee  section.  Such  wetting  could 
be  brought  about  by  digging  a  trench  along  one  or  both  toes  of  the 
levee  and  pumping  water  into  it,  and  would  save  the  large  cost  of 
muck-ditch  construction.  As  this  levee  line  was  too  vitally  important 
for  such  an  innovation,  it  was  decided  to  use  a  muck-ditch  6  ft.  wide  on 
the  bottom  and  having  side  slopes  of  2  to  1,  the  excavation  to  extend 
at  least  1  ft.  below  the  lowest  layer  of  cracked  adobe  soil  above  the 
water-table.  Test-pits  were  dug  every  200  ft.  to  determine  the  nec- 
essary depth. 

The  muck-ditch,  however,  was  located  under  the  land  toe  of  the 
levee,  as  shown  in  Fig.  38,  because  it  was  not  deemed  desirable  to  pre- 
vent water  from  getting  under  the  levee,  but,  on  the  other  hand,  to  allow 
water  to  go  under  it  as  far  as  possible  and  still  certainly  hold  it  back 
with  the  muck-ditch.     In  this  way  the  cracked  adobe  layers  under  the 
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levee  section  would  become  impervious  as  a  whole  in  the  minimum  time 
after  the  water  came  as  hig-h  as  the  toe  of  the  levee. 

The  muck-ditch,  except  for  two  short  stretches,  was  filled  with  the 
soil  taken  from  it,  only  a  few  places  being  found  in  the  17  miles  con- 
structed where  bad  material  occurred  in  such  masses  as  to  render 
it  at  all  difficult  to  mix  the  adobe  clods  with  satisfactory  material  taken 
out  of  the  excavation. 

Borrow-Pits. — Borrow-pits  were  located  on  the  land  side,  leaving 
a  berm  of  40  ft.  and  traverses  20  ft.  wide  at  intervals  of  250  ft.  It  was 
specified  that  borrow-pits  be  left  in  workmanlike  condition,  with  a 
maximum  depth  of  2^  ft.  on  the  side  nearest  the  levees  and  4  ft.  on 
the  farther  side.  The  reasons  for  borrow-pits  on  the  land  side  have 
already  been  given.  The  occurrence  of  the  second  break  was  not  con- 
sidered to  indicate  any  good  reason  for  change  in  this  particular. 

Contracts  and  Contractors. — All  levee  extension  work  was  done  on  a 
yardage  basis,  a  contract  being  let  to  W.  K.  Peasley  and  Company,  of 
Los  Angeles,  for  18^  cents  per  cu.  yd.,  for  the  entire  levee  cross- 
section,  including  the  muck-ditch,  and  10  cents  per  cu.  yd.  for  refill- 
ing the  muck-ditch  section.  The  price  for  clearing  and  grubbing  was 
$2  000  per  mile.  The  contractor  assumed  all  risk  of  expenses  due  to 
delays  caused  by  flood,  and  the  company  paid  all  customs  charges  at 
the  Boundary  Line. 

The  Yuma  Project,  U.  S.  Reclamation  Service,  permitted  the  use 
of  120  head  of  its  rented  stock  in  order  to  assist  in  completing  the 
work  before  the  summer  flood.  This  outfit  worked  under  the  usual 
regulations  of  the  Beclamation  Service,  on  a  rental  basis,  and  the  levee 
contractor  put  it  on  the  work  and  paid  the  Mexican  Co.  what  the  latter 
paid.  The  Beclamation  Service  engineers  advise  that  levee  construc- 
tion on  the  Yuma  Project  has  been  found  to  cost  much  less  than  Mr. 
Peasley's  contract,  but,  for  some  reason  or  other,  the  levee  contractor 
and  the  company's  timekeepers,  who  checked  the  work,  show  that  the 
contractor's  price  for  the  work  done  by  this  grading  outfit  on  this 
job  was  less  than  its  cost.  The  great  hurry  had  a  marked  effect  on 
the  expense  to  the  contractor,  however.  At  any  rate,  the  writer  had 
an  opportunity  to  examine  the  contractor's  books  later,  and  found 
that  his  profit  on  this  job,  with  proper  overhead  and  equipment 
deterioration  charges,  was  17.3%,  and  none  of  the  possible  delays  due 
to  floods,  etc.,  occurred. 
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All  work  wjiti  very  carcl'ully  inspectijd  l^'  an  unusually  large  corps 
of  iiKMi,  and  every  precaution  was  taken  to  prevent  any  roots  or  rul 
l)ish  from  getting  into  niuck-ditches  or  fills,  aiid  to  see  that  all  muck- 
ditch  construction  was  carried  to  the  depths  ordered. 

It  ail  road  Track. — When  completed,  all  levels,  both  as  reconstructed 
and  extended,  were  laid  with  a  railroad  track  consisting  of  new  6  Vjy 
S-in.  Oregon  pine  ties  8  ft.  long  and  good  old  56-lb.  relaying  steel  ob- 
tained from  the  Southern  Pacific  Company.  This  was  done  partly 
because  of  the  great  advantage  in  maintenance  work  in  future  and 
partly  to  distribute  a  blanketing  of  Mammoth  pit  gravel. 

On  the  completed  work  15  miles  of  track  were  laid  on  the  main 
levee,  11  miles  on  the  spur  levee,  5|  miles  from  Hanlon's  Junction  to  the 
Lower  Heading,  2.6  miles  of  sidings,  quarry  tracks,  etc.,  in  California, 
and  2.7  miles  of  sidings  and  double  track  over  the  Hind-Clarke  Dam 
in  Mexico.  No  part  of  this  track  has  been  taken  up,  but  the  main 
line  and  sidings  between  Hanlon's  Junction  and  the  end  of  the  spur 
levee  have  been  sold  to  the  Inter-California  Railroad. 

Gravel  Blanketing. — Vegetation,  springing  up  like  mushrooms  on 
fills  in  the  region,  very  soon  precludes  any  possibility  of  inspection. 
The  roots  also  attract  burrowing  animals.  Furthermore,  the  danger  of 
erosion  on  the  water  face  by  swift  currents  due  to  the  fall  of  3  ft.  per 
mile  made  it  exceedingly  desirable  to  provide  a  better  surface  for  the 
eddy  currents.  For  these  reasons  all  levees  were  blanketed  on  the  top 
and  both  sides  with  a  15-in.  layer  of  gravel  from  the  Mammoth  gravel 
pit,  which,  as  has  been  said,  supplies  a  cementing  material  which  packs 
into  an  almost  impermeable  surface.  It  was  practically  impossible 
and  would  have  cost  more  money — to  have  blanketed  the  water  face 
only,  or  to  have  put  a  greater  depth  on  it  than  on  the  land  side,  because 
all  the  gravel  was  hauled  in  "battleships"  which  dumped  equal  quan- 
tities of  material  on  each  side.  Ordinarily,  two  cuts  of  cars  were  un- 
loaded, a  considerable  portion  of  the  first  being  used  on  the  top  and  tc 
surface  the  track.  The  remainder  was  spread  evenly  over  the  twc 
slopes  of  the  levee  with  a  home-made  spreader  devised  and  constructec 
with  an  ordinary  flatcar  temporarily  taken  for  the  purpose  by  Super- 
intendent Hind  at  a  total  cost  of  $300.  Its  construction  is  shown  by 
Figs.  45  and  52.  With  this  the  gravel  was  spread  in  an  extraordinarily 
workmanlike  manner  at  a  cost  of  0.1  cent  per  cu.  yd.  It  worked  Ib 
either  direction,  and  the  ordinary  process  was  to  have  one  cut  of  gravel 


Fig.  50. — South  End  of  Hind-Clarke  Dam,  Shoaving  Location  of 

Second  Closing. 


Pig.  51. — Typical  Section  of  Completed  Levee  with  Land-Side  Bokrow-Pits. 
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dumped  along  from  3  000  to  6  000  ft.  of  levee,  and  have  a  locomotive 
take  the  spreader  on  two  round  trips,  the  usual  speed  being  from 
10  to  12  miles  per  hour. 

Very  much  more  permanent  and  expensive  blanketing  of  levees  is  to 
be  found  on  the  Sacramento  River,  California.  In  Reclamation  District 
307,  near  Lisbon,  about  15  miles  below  Sacramento,  a  length  of  a  little 
less  than  3  miles  of  levee  has  recently  been  completed.  This  keeps  out 
the  back  waters,  in  which  there  is  little  current,  but,  on  account  of 
the  width,  the  wave  action  is  relatively  severe.  The  blanketing  was 
begun  about  July  1st,  and  finished  about  December  1st,  1911,  and 
consists  of  700  000  sq.  ft.  of  reinforced  concrete  4  in.  thick.  (Fig. 
56.)  The  reinforcement  was  a  No.  10  gauge  wire,  6  by  6-in.  mesh, 
known  as  the  Clinton  Electrically  Welded  Fabric.  The  concrete 
was  a  1:2:5  mixture,  with  rock  brought  by  train  from  Oroville 
to  Sacramento  and  thence  by  barge  to  the  work,  and  cost  there 
about  $1.50  per  cu.  yd.  The  Reclamation  District  furnished  the  cement 
and  reinforcing  material,  and  the  contractors,  Richard  Keating  and 
Sons,  of  San  Francisco,  did  all  the  other  work.  Mr.  P.  N.  Ashley, 
County  Surveyor  of  Yolo  County,  Woodland,  was  engineer.  This 
covering  cost  13  cents  per  sq.  ft.,  or  a  total  of  about  $94  000,  or  ap- 
proximately $32  000  per  mile.  The  average  height  of  the  levee  was 
22  ft. 

TABLE  16. — Statement  of  Charges  on  Account  of  Operation 
OF  Mammoth  Gravel  Pit,  from  October  15th,  1906,  to 
July  15th,  1907,  Inclusive. 

Labor  of  gangs  in  pit  getting  out  gravel $23  312.46 

Use  of  tools,  2%  on  above  labor 466.25 

Wages  of  trainmen  in  pit .-.;... 3  108.91 

Wages  of  enginemen  in  pit 2  111.65 

Wages  of  operators,  etc.,  at  pit 897.19 

Rental  of  engine  in  pit 2  202.50 

Rental  of  steam  shovel  in  pit 2  457.50 

Fuel  furnished  for  pit  engme 4  493.14 

Fuel  furnished  for  steam  shovel 1  594.41 

Material  purchased  for  pit  engine  repair $184.63 

Material  purchased  for  steam  shovel 548.90 

Miscellaneous  supplies 6  890.88 

Miscellaneous  pit  engine  supplies 237.98 

7  862.39 

On  store  department  expense,  5% 393. 10 

Shop  repairs  to  steam  shovel 727.19 

On  shop  expense,  10% 72.72 

Freight  on  material  shipped  to  pit 6  345.86 

Miscellaneous  credit 119. 7 U 

Total $55  927.53 
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Fig  52. 
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TABLE  17. — Carloads  of  Gravel  Shipped. 


Month. 


October  . . > 
November. 
December.. 


190(3. 


1907. 


January . . 
February 

March 

A.pril 

May 

June.. .... 

July 


Total. 


To  California 

Development 

Company. 


357 
1  171 


1  528 


To  Epes 

Randolph, 

Agent, 

S.  P.  Co. 


593 


479 
756 

1  849 

2  178 
2  082 
1  082 

239 


9  206 


To  Southern 

Pacific 

Company. 


18 

718 


644 
726 
300 
114 
233 
527 
59 


3  339 


Totals. 


357 
1  189 
1311 


1  123 

1482 

2  149 
2  292 
2  263 
1609 

298 


14  073 


The  following  is  a  detail  of  charges  for  royalty  to  Epes  Randolph, 
Agent,  S.  P.  Co. : 

Value  of  tracks  in  Mammoth  gravel  pit,  prop- 
erty  of    S.   P.    Co $16  832.00 

Interest    on    $16  832.00    for    1    month 

at  6%  per  annum $75.74 

Depreciation     on     $16  832.00     for     1 

month  at  5%  per  annum.  .V  .^j;  .V.  .       70.13 


$145.87 
Interest    from    December    1st,    1906,    to    July 

15th,   1907,   7i   months .     1  094.03 

Total    number    of    cars    removed    by 

Epes  Randolph,   Agent,   S.   P.   Co., 

9  206,    or $0.11883  interest  per  car. 

Charge  for  gravel,  1  cent  per  cu.  yd., 

30  cu.  yd.  per  car,  or 0.30         royalty  per  car. 


Total  royalty  charged  per  car.  . .  .  $0.41883 

Average   cost   per   car,   $55  927.53    divided   by   14  073    = 
$3.9741014  per  car. 

In  blanketing  the  levees,  5  285  carloads,  or  185  000  cu.  yd.,  were 
ased.  Of  this,  4  803  carloads,  or  168  000  cu.  yd.,  were  used  on  the  15 
niles  of  main  levees,  or  16  800  cu.  yd.  per  mile,  and  482  carloads,  or 
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17  000  cu.  yd.,  on  the  1.6  miles  of  spur  levee,  or  10  033  cu.  yd.  i)er 
mile. 

Wing  Levees. — In  addition  to  blanketing  tlie  levees  with  cementing 
gravel,  wing  levees  of  gravel  were  built  out  into  the  brush,  at  intervals 
of  about  400  ft.  Their  purpose  is  to  check  the  flow  of  water  in  the 
V-shaped  section  between  the  trees  along  the  near  toe  and  the  water 
face  of  the  levee.  Brush  abatis  work  was  not  considered  sufficiently 
permanent. 

Telephone  Line. — A  two-wire,  metallic-circuit,  telephone  line  was 
constructed  along  the  land  toe  of  the  levee  after  the  gravel  blanketing 
was  finished.  The  location  was  unfortunate,  as  the  rapid  growth  of 
willows  and  other  bulb  vegetation  just  behind  the  levee  caused  con- 
siderable annoyance  and  expense.  It  would  have  been  much  better 
to  have  put  the  line  on  the  land  slope,  about  9  ft.  from  the  center  of 
the  levee. 

At  each  mile  post  a  6  by  8-ft.  wooden  tool  and  telephone  house  waa 
put  up,  and  white  boards  were  nailed  to  telephone  poles  at  points  half 
way  between,  to  mark  the  ends  of  the  patrol  beats.  When  floods  are 
expected,  sacks,  tools,  etc.,  can  be  distributed  and  kept  in  these  houses, 
but  between  times  it  was  found  impracticable  to  leave  anything  but 
the  telephones  on  account  of  malicious  and  thieving  passers-by.  It 
was  also  found  that  the  heat  in  these  houses  during  the  summer  was 
suflicient  to  melt  down  and  spoil  many  of  the  rubber  receivers,  so  that 
only  metallic  ones  are  now  used. 

General  Data. — The  total  length  when  complete  was  15  miles  of 
main  levee,  having  an  average  height  of  8  ft.  and  an  average  muck- 
ditch  yardage  of  from  one-third  to  one-fourth  of  the  main  section, 
and  1.6  miles  of  spur  levee,  with  a  height  of  from  20  to  4  ft.  and  a 
muck-ditch  yardage  of  about  15%  of  the  main  section.  The  quantities 
and  costs  of  the  extension  work  after  the  second  break  were  as  follows : 

154  500  cu.  yd.  muck-ditch  excavation  at  18^  cents. 
49  TOO     "     "         "         "       refilling,   which   was   twice  handled, 

at  10  cents. 
443  000     "     "     embankment  at  from  18i  to  25|  cents. 
166  700     "     "     original  specification  at  18^  cents. 
100  800     "     "     wide  check  at  19  cents. 
154  545     "     "     checkerboard  system  at  25|  cents. 
9.66  miles  of  clearing  and  grubbing,  $2  000. 


Fig,   53. — Typical   Section   of   Completed   Levee,   with   Interrupted 

BORROW-PlTS   ON   THE    RiVER   SiDE. 


Fig.   54. — Connecting  Channel  Eroded  Between  Interrupted  Borrow-Pits 

During   Summer  Flood,   1907. 


I^l 
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Enlarging  Main  Canal  and  Building  Secondary  Levee  on  Canal 
Sanh.^On  November  26th,  1906,  the  Delta  cut  its  way  into  the 
Main  Canal  just  below  the  Boundary  Line  and  commenced  deep- 
ening it  and  building  a  secondary  levee  on  its  river  side  beginning 
it  the  concrete  head-gate  and  working  down  stream.  It  reached 
the  Lower  Heading  and  connected  the  levee  bank  with  the 
lorth  end  of  the  Hind  Dam  in  May,  1907,  and  started  back,  improv- 
ng  the  work  at  various  places  and  continuing  this  until  July  21st, 
L907.  This  levee  was  built  in  exactly  the  same  way  as  those  around 
;he  Reclamation  Districts  of  the  Sacramento  River,  and  was  made 
;vith  a  minimum  height  of  3  ft.  greater  than  the  main  levee  opposite 
ilong  the  river  bank.  Though  not  a  very  efficient  construction,  it, 
levertheless,  will  serve  to  prevent  water  from  getting  into  the  Main 
3anal  from  breaks  in  the  main  levee  until  they  can  be  repaired. 

Criticism  of  Levee  Worh  Done. — All  parties  interested  assumed 
:hat  the  Harriman  interests  were  doing  work  in  the  capacity  of  a 
contractor  for  the  United  States  Government,  and  not  in  any  sense 
n  its  own  behalf,  and  that  the  engineers  of  the  Reclamation  Service 
;vere  "available  for  consultation."  Certain  of  these  engineers,  indi- 
/idually,  criticized  the  excavation  of  the  borrow-pits  on  the  land  side 
)f  the  levee,  and  so  a  request  was  addressed  to  the  U.  S.  Reclamation 
Service  for  a  Consulting  Board  to  consider  the  situation  and  make 
recommendations.  Such  a  Board  was  appointed,  all  being  members  of 
;he  Service,  consisting  of  A.  P.  Davis,  W.  H.  Sanders,  D.  C.  Henny, 
md  Francis  L.  Sellew,  Members,  Am.  Soc.  C.  E.  This  Board  inspected 
:he  works  then  under  way,  and  on  January  10th  reported,  recommend- 
ing among  other  things  that: 

"4.  Borrow-pits  should  be  on  the  water  side,  berms  between  them 
)f  greater  width  than  the  pits,  and  care  should  be  taken  not  to  disturb 
;he  vegetation  on  the  berms,  which  should  also  be  protected  at  frequent, 
intervals  with  barbed-wire  fences  of  4  to  5  wires,  the  bottom  of  which 
s  at  the  surface  of  the  ground     *     *     *. 

"7.  The  levees  now  built  should  be  provided  with  cut-off  trenches 
ander  the  water  slope  and  later  provided  with  sheet-piling  reaching 
Delow  borrow-pits     *     *    *. 

"8.  All  levees  should  be  blanketed  with  gravel  on  water  slope 
and  railroad  track  maintained  on  the  levee." 

The  clearing  for  half  of  the  extension  work  was  done  at  this  time, 
and  the  work  already  started  was  continued  as  theretofore.     Tear  of 
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erosion  trouble,  beeause  of  borrow-pits  on  tho  river  side,  and  corre- 
P]^ondence  with  the  New  York  office  of  the  Harriman  Lines,  resulted 
in  the  appointment  of  another  Consulting  Board  consisting  of  Messrs. 
L.  C.  llill,  W.  II.  S;in.I(Ms,  nnd  F.  L.  Scllcw,  Members.  Am.  Soc.  C.  E., 
of  the  U.  S.  li<vlnnintion  Service,  and  Williain  Hood,  M.  Am.  Soc.  C.  F... 
Chief  Engineer  of  the  Southern  Pacific  Company,  which  met  at  Yuma, 
thoroughly  examined  the  work,  and  reported  on  February  14th,  among 
other  things,  as  follows: 

"Existing   Levee   Between    Cement   Head-Gate   and   Dam   Across 

Lower  Intake. 

''Spur  dikes  (traverses  between  borrow-pits)  to  be  increased  in 
width  to  at  least  50  ft.  on  top  and  to  be  at  least  4  ft.  in  height  above 
the  general  level  of  the  original  surface  of  the  ground,  and  to  extend 
at  least  300  ft.  northerly  from  the  northerly  edge  of  the  borrow-pits, 
and  in  this  300  ft.  no  borrow  to  be  made  on  either  side  of  this  levee 
and  no  brush  to  be  cut  outside  of  the  limits  of  the  slope  stakes. 

"The  end  of  the  levee  and  for  some  distance  on  the  sides  on  each 
side  near  the  end  to  be  thoroughly  brushed. 

"These  cross-dikes  to  be  not  to  exceed  600  ft.  apart,  and  where  now 
located  essentially  farther  than  this,  an  intermediate  cross-dike  to  be 
put  in     *     *     *. 

"An  abatis  work,  being  in  effect  a  wire  and  brush  wing  dam,  shall 
be  built  from  a  point  on  the  slope  of  the  levee  nearest  the  river,  situated 
well  above  high  water,  and  such  wing  dam  pointing  down  stream, 
approximately,  per  local  conditions,  at  an  angle  of  45  degrees  to  the 
levee. 

"This  to  be  made  with  suitable  posts  or  stakes  driven  into  the  levee 
and  between  the  levee  and  existing  trees  and  thence  by  assistance  of 
trees  acting  as  posts  or  stakes  and  suitable  barbed  wire  fencing  in 
two  lines  not  less  than  2  ft.  apart,  and  the  whole  filled  with  brush 
thoroughly  wired  dowm. 

"These  wing  dams  to  occur  at  no  greater  distance  apart  than 
500  ft.     *    *     * 

"Levee  Below  Dam  Across  the  Lower  Intake,  This  Being  Partly 
Completed  and  Under  Construction. 

"The  same  remarks  as  to  spur  dikes  and  abatis  work  apply  as  stated 
above  with  reference  to  existing  levee  between  the  cement  head-gate 
and  the  dam  across  the  lower  intake      *     ^     ^. 

"For  the  levees  as  constructed,  material  has  been  taken  from  the 
land  side  instead  of  the  river  side,  as  recommended  by  the  previous 
Consulting  Board  of  the  Reclamation  Service. 
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"As  these  conditions  now  exist,  the  present  recommendations  are 
with  a  view  to  make  the  levees  as  secure  as  practicable  under  present 
conditions  *  *  *.  As  to  the  still  unconstructed  portion  of  the  10:1 
miles  of  levee  now  intended  to  be  constructed  southwesterly  from  the 
dam  across  the  lower  or  Mexican  intake,  this  unconstructed  portion 
being  several  miles,  we  recommend  and  expect  that  the  recommenda- 
tions of  the  Consulting  Board  of  the  Eeclamation  Service  as  to  the 
position  of  the  borrow-pits,  position,  depth  and  character  of  muck- 
ditches,  and  all  other  matters,  be  strictly  complied  with." 

Accordingly,  the  additional  levees,  constituting  4.11  miles  at  the 
south  end,  were  built  with  muck-ditch  under  the  river  slope  and  with 
borrow-pits  on  the  water  side  of  the  levee.  These  pits  are  100  ft. 
lengthwise  of  the  levee,  with  spaces  between  them  100  ft.  in  width,  on 
which  every  care  was  taken  not  to  disturb  the  vegetation  to  the  water 
toe  of  the  levee.  This  method  of  borrow-pits  is  known  locally  as  the 
"checkerboard"  system.     (Fig.  39.) 

It  is  obvious  that  the  checkerboard  system  requires  an  average  haul 
of  excavated  material  of  about  175  ft.  in  excess  of  that  required  by  the 
ordinary  plan. 

According  to  comparative  tests,  this  increase  in  length  of  haul  and 
inconvenience  in  handling  teams  resulted  in  increasing  the  cost  of  work 
about  6|  cents  per  cu.  yd.  for  embankment  only,  or  approximately  30% 
of  the  cost  of  team  work. 

It  was  deemed  advisable  to  complete  the  main  levee  high  enough 
to  be  beyond  danger  of  overtopping  by  floods  before  doing  anything 
on  the  spur  levees  between  the  land  side  borrow-pits  recommended  by 
the  Consulting  Board  on  February  14th.  About  the  middle  of  May 
bids  were  asked  for  constructing  them  (described  in  the  first  item  of 
the  report  of  the  second  Consulting  Board),  and  the  lowest  bid  was  $40 
per  acre  for  clearing,  $80  per  acre  for  grubbing,  and  31  cents  per  cu. 
yd.  for  embankment,  making  their  estimated  cost  between  $12  000  and 
$12  500  per  mile  of  main  levee.  Accordingly,  a  third  Consulting  Board 
was  requested,  and  was  appointed  by  Mr.  A.  P.  Davis,  Chief  Engineer 
of  the  Reclamation  Service,  consisting  of  C.  E.  Grunsky,  Consulting 
Engineer  to  the  Secretary  of  the  Interior;  L.  C.  Hill,  and  F.  L.  Sellew, 
which  Board  met  on  June  19th  and  recommended  as  follows : 

"1.  That  in  lieu  of  the  general  system  of  cross-dikes  recommended 
by  the  second  Consulting  Board : 

"(a)  To   complete   at   once  the   cross-dikes   now  being   constructed 
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about  r>00  ft.  southerly  from  the  soiitli  cud  of  the  CJlarke  dam,  making 
it  10  ft.  wide  on  the  top  and  givini?  it  the  same  height  as  the  crest  of 
the  spur  levee  with  which  it  connects; 

"(b)  To  construct  a  second  cross-dike  about  500  or  GOO  ft,  southerly 
from  the  iirst,  also  10  ft.  wide  on  top  and  with  a  height  the  same  as  the 
crest  of  the  spur  levee  with  which  it  connects ; 

''(c)  To  construct  cross-levees,  with  crest  at  least  4  ft.  above  made 
ground  (tops  10  ft.  wide)  between  the  main  levee  and  the  secondary 
levee,  [along  the  east  bank  of  the  main  canal  from  the  concrete  head- 
gate  to  the  north  end  of  the  Hind  Dam.  H.  T.  C],  near  or  on  the 
southerly  bank  of  the  old  upper  Mexican  intake,  and  a  second  within 
about  1  000  ft.  of  the  southern  end  of  the  secondary  levee." 

This  recommendation  was  carried  out. 

Summer  Flood  of  1907. 

The  levees,  including  the  secondary  one  along  the  Main  Canal  and 
the  cross-levees  mentioned  in  the  recommendations  of  the  last  Con- 
sulting Board  of  the  Reclamation  Service,  were  completed  on  July  21st, 
1907,  and  the  Epes  Randolph,  Agent,  fund  was  closed.  The  Delta  con- 
tinued deepening  the  Main  Canal  and  at  the  same  time  raising  and 
strengthening  the  secondary  levee  on  its  river  side  for  3  months  longer, 
but  it  was  estimated  that  the  cost  of  such  work  balanced  the  deepening 
of  the  Main  Canal  done  while  strengthening  the  same  secondary  levee, 
prior  to  that  date.  After  that  time  all  charges  for  maintenance  and 
operation  of  the  head-gates  and  levee  system  were  made  by  the  Mexican 
Co.  against  the  C.  D.  Co. 

The  flood  of  1907  was  a  record  one  in  total  discharge,  and  probably 
would  have  been  in  gauge  height  reached  at  Yuma  had  it  not  been  for 
the  unusual  conditions  lower  on  the  river.  The  old  channel  of  the  Col- 
orado was  considerably  higher  than  usual,  from  the  point  of  diversion 
to  the  Gulf,  the  erosion  since  the  diversion  and  until  the  coming  of  the 
summer  flood  being  of  not  much  importance.  It  had  been  silted  by  the 
very  small  quantity  of  water  carried  as  the  re-diversion  became  more 
and  more  a  reality,  and,  in  addition,  it  was  appreciably  raised  by  the 
flood  of  December  5th  which  stranded  quantities  of  heavy  silt. 

The  vegetation  of  the  lower  delta  lands  depends  on  the  annual  over- 
bank  flows,  and  these  lands  had  not  been  covered  for  two  seasons,  due 
to  the  river  diversion  north  of  the  delta's  dividing  ridge,  much  of  the 
light  vegetation  had  perished,  and  large  tracts  of  the  region  had  been 
burned  over.    In  designing  the  levee  system  it  was  deemed  conservative 
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practice  not  to  take  into  account  any  such  increased  overbank  flow, 
and  to  consider  that  the  whole  channel  would  be  much  less  efficient 
and  would  deepen  much  more  slowly  than  usual  under  the  coming  sum- 
mer flood,  on  account  of  the  fact  that  the  bed  had  been  undisturbed  for 
2  years,  and  hence  was  compacted  and  dry.  Cross-sections  are 
shown  on  Plate  L.  However,  the  flood  of  1907  came  up  very 
gradually,  and  eroded  the  bed  most  satisfactorily,  and  an  extraordi- 
nary quantity  of  water  went  overbank,  particularly  to  the  west 
because  of  the  greatly  decreased  vegetation.  It  thus  happened  that 
this  record  flood,  confined  between  levee  banks  only  1  500  ft.  apart,  rose 
to  only  an  average  of  about  6i  ft.  below  the  top  of  the  levee,  varying 
from  a  minimum  of  6  ft.  to  a  maximum  of  7  ft.  The  water  got  against 
the  levees  for  their  whole  length,  however,  testing  the  muck-ditch  con- 
struction thoroughly,  and  in  no  case  was  any  weakness  apparent. 

The  water-table  throughout  the  region  was  raised  above  the  bot- 
tom of  the  borrow-pits  in  many  places,  so  that  a  considerable  quantity 
of  water,  in  some  cases  2^  ft.  in  depth,  slowly  seeped  into  these  pits. 
This  water  was  always  perfectly  clear,  came  in  very  slowly,  and  gauge 
readings,  kept  in  many  of  them  and  in  pits  nearby,  showed  that  the 
levels  in  them  fluctuated  with  the  adjoining  water-table  at  all  times. 
As  the  flood  went  down,  these  waters  lowered  and  disappeared,  and  a 
rapid  growth  of  willows  started,  so  that  a  very  large  part  of  the  borrow- 
pits  is  now  overgrown  with  a  dense  growth,  many  bushes  attaining  a 
height  of  20  ft.  in  2  years. 

Much  difficulty  has  been  found  in  keeping  Indians  from  clearing 
away  such  growths  and  utilizing  the  borrow-pits  as  garden  patches. 
Indeed,  the  Mexican  officials  practically  take  the  position  that,  though 
the  land  is  private  property  belonging  either  to  the  Mexican  Co.  or 
the  C.  M.  Co.,  the  nomadic  Indian  tribes  have  for  many  years  been 
free  to  live  their  Gipsy  life  therein;  that  the  levee  system  has  cut  off 
the  annual  inundation  on  which  these  people  depended  for  their  gar- 
den crops;  and  that  it  is  unreasonable  to  insist  on  preventing  them 
from  taking  these  borrow-pits  for  gardening  purposes,  particularly  as 
they  are  prevented  from  making  clearings  and  utilizing  inundated 
land  in  front  of  the  levee. 

A  very  striking  occurrence  was  the  complete  filling  up  of  the 
diversion  channel  between  the  river  and  the  Hind-Clarke  Dam.  In 
many  places  this  was  more  than  45  ft.  in  depth  and  probably  averaged 
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20  ft.  for  2SO0  ft.  up  and  down  the  river  and  8  .300  ft.  at  ri^ht  angles 
thereto,  an  area  of  210  acres.  Wluni  this  summor  flood  had  passed, 
there  was  only  a  little  pool  about  5  ft.  deep  inunediately  above  the 
Hind-Clarke  Dam  where  the  water  had  been  deepest.  Two  years  later 
this  area  was  so  densely  overgrown  with  willows  that  it  was  extremely 
difficult  to  believe  that  the  break  ever  occurred  there.  Until  this  silting 
up  in  front  of  the  Tlind-Clarke  Dam  began,  numerous  small  boils  ap- 
peared in  the  sand  bar  formation  behind  the  Hind  Dam.  These  at 
no  time  were  of  any  importance,  and  soon  ceased.  Behind  the  Clarke 
Dam,  practically  no  seepage  whatever   occurred. 

The  very  slight  percolation  of  water  under  these  structures  was 
rather  surprising  and  veiy  gratifying,  considering  their  non-homogen- 
eous structure  and  the  character  of  their  foundation.  Nevertheless,  it 
accords  wdth  the  experience  with  the  wooden  and  concrete  head-gate 
coffer-dams,  and  the  pumping  of  water  into  the  Main  Canal  to  keep 
the  Alpha  afloat,  namely,  that  seepage  through  the  alluvial  soil  of  the 
region  is  remarkably  small. 

The  water-table,  for  considerable  distances  on  each  side  of  the 
river,  rises  and  falls  with  the  water  surface,  especially  during  the 
summer  floods,  with  small  lag  in  time.  The  writer  has  always  con- 
sidered these  two  facts  incongruous,  and  has  never  been  able  to  find 
a  satisfactory  explanation. 

Maintenance  of  Levees. 

Until  the  summer  flood  of  1907  had  passed,  the  levees  were  very 
carefully  patrolled,  watchmen  being  stationed  night  and  day  at  each 
telephone  house.  A  considerable  store  of  timber,  large  and  small,  has 
always  been  kept  at  the  Lower  Heading  until  recently,  and  a  store- 
house containing  a  large  quantity  of  shovels,  picks,  crow-bars,  track 
tools,  and  lanterns  has  been  maintained  at  the  upper  end  of  the  Hind 
Dam.  In  this,  from  20  000  to  50  000  sacks  are  always  kept,  being 
drawn  on  for  use  in  the  valley  and  replenished  to  avoid  deterioration 
from  long  storage.  Until  a  number  of  flashy  floods  had  passed,  a  work 
train  was  always  ordered  from  the  Southern  Pacific  on  reports  from 
the  head-waters  indicating  large  rises  in  the  lower  river,  and  sacks 
were  taken  from  the  storehouse  and  distributed  up  and  down  the 
river,  500  at  each  toolhouse.  Confidence  in  the  effectiveness  of  the 
dikes  soon  grew,  so  that  this  is  no  longer  being  done. 


''3?f 


Fig.  55. — Second  Closing.     Head  Developed,   8  Feet. 


Fig.  56. — Reinforced  Concbete  Facing,  on  Levee  25  P^et  High,  Near 

Sacramento,  Cal. 


Pig.    57. — Wooden  Flttme   Over  New  River   Bareanca. 
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In  spite  of  the  gravel  blanketing,  vegetation  starts  up  slowly,  and 
is  kept  dovi^n  by  constant  but  relatively  inexpensive  work.  Consid- 
erable annoyance  is  caused  by  insects,  particularly  large  burrowing 
ants  which  make  great  ant-hills  and  holes.  These  are  destroyed  by 
pouring  gasoline  into  the  holes  and  burning  it. 

As  the  value  of  rock,  in  repairing  breaks  or  in  river  protection 
work,  to  prevent  the  side  cutting  of  banks  from  breaching  the  levees, 
made  it  advisable  to  have  a  large  quantity  ready  in  the  Andrade 
quarry,  about  50  000  cu.  yd.  were  blown  out  ready  for  handling  by 
steam  shovels.  This  was  done  by  "coyoting"  or  driving  3-ft.  tunnels 
horizontally  about  30  ft.  into  the  foot  of  the  rock  face,  at  intervals  of 
60  ft.,  and  driving  cross-tunnels  at  the  ends,  10  ft.  on  each  side. 
These  cross-tunnels  were  loaded  with  black  powder,  which  was  all  ex- 
ploded at  one  time.  All  this  rock  has  been  taken  away,  and  has  left 
the  quarry  with  a  practically  vertical  face,  averaging  50  ft.  in  height 
for  a  length  of  1  000  ft.,  a  very  satisfactory  condition.  An  American 
Hoist  Company's  10-ton  steel  derrick  with  a  60-ft.  boom,  erected  to 
handle  this  rock,  proved  very  efficient  and  satisfactory.  The  railroad 
north  of  Andrade  was  raised  above  flood  heights,  the  quarry  lines  were 
thrown  over,  and  a  track  was  laid  on  the  top  of  the  concrete  head- 
gate,  stringers  being  laid  on  the  cellular  pier  walls.  This  track  was 
connected  with  that  on  the  levee,  so  that  a  train  could  be  loaded  at 
the  quarry  and  run  over  the  concrete  head-gate  and  down  the  levee 
system,  using  the  main  line  of  the  Inter-California  Railroad  only 
for  that  portion  lying  on  the  Hind-Clarke  Dam.  In  the  fall  of  1907 
this  railroad  was  reconstructed  and  repaired  from  Calexico  to  Cocopah, 
and  extended  through  to  the  end  of  the  spur  levee.  The  track  from 
this  point  to  Hanlon's  Junction  was  taken  over  by  the  Southern 
Pacific  Company,  in  accordance  with  arrangements  made  when  the 
branch  line  was  built.  For  this,  consisting  of  6.1  miles  of  main  line  and 
2.1  miles  of  siding,  the  Inter-California  paid  the  C.  D.  Co.  approxi- 
mately $65  000.  When  this  was  done  the  branch  line  was  no  longer 
available  for  use  by  the  irrigation  company,  but  the  right  to  use 
the  east  track  or  siding  on  the  Hind-Clarke  Dam  was  retained,  and 
the  Inter-California  was  specifically  released  from  any  obligation  to 
maintain  the  dam. 

It  certainly  is  not  often  that  a  diversion  head-gate  carries  a  main- 
line,  standard-gauge  railroad,   and  the  fact  that  this  does   will  give 
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some   i<lca  of   its   sizo.     l>y   thus    iitili/.iiijj:   it,   the   heaviest   carloa(k   of 
rock  from  the  Andrade  quarry  can  ))v  hauled  over  the  levee  system, 
and  l>o  indopendont  of  the  Inter-California  tracks. 
'•.  '    '"•■ 
TnK  South i:h.\    Pacific  Not  Reimbcrskd  hv  tiik  Unitkd  States 

Government. 

Early  in  1007,  a  bill*  was  introduced  before  Congress: 

"To  reimburse  the  Southern  Pacific  Company  the  amounts  ex- 
ponded  by  it  from  December  first,  nineteen  hundred  and  six,  to  Novmu- 
ber  thirtieth,  nineteen  hundred  and  seven,  in  closing  and  eontrollin:; 
the  break  in  the  Colorado  River. 

"Be  it  enacted  by  the  Senate  and  House  of  Representatives  of  the 
United  States  of  America  in  Congress  assembled.  That  the  sum  of 
one  million  six  hundred  and  sixty-three  thousand  one  hundred  and 
thirty-six  dollars  and  forty  cents  is  hereby  appropriated,  out  of  any 
money  in  the  Treasury  not  otherwise  appropriated,  to  reimburse  and 
pay  the  Southern  Pacific  Company  the  amounts  paid  by  it  from  De- 
oomber  first,  nineteen  hundred  and  six,  to  November  thirtieth,  nine- 
teen hundred  and  seven,  in  closing  and  controlling  the  break  in  the 
Colorado  River  and  thereby  saving  the  overflow  and  destruction  of  the 
Imperial  Valley  in  southern  California." 

This  bill  was  referred  to  the  Committee  on  Claims,  of  which  Hon. 
James  M.  Miller,  of  Kansas,  was  Chairman,  and  consideration  was 
begun  on  February  24th,  1908.  At  this  hearing  Mr.  Maxwell  Evarts, 
Counsel  of  the  Harriman  Lines,  Mr.  P.  G.  Williams,  of  the  Account- 
ing Department,  who  had  been  in  charge  of  the  accounts  of  the  Epes 
Randolph,  Agent,  fund,  and  the  writer,  appeared  to  make  explana- 
tions and  present  for  examination  vouchers  covering  all  items  of  ex- 
pense. President  Roosevelt  was  frank  and  open  in  urging  the  justice 
of  the  claim,  but,  of  course^,  was  not  advised  as  to  whether  such  amount 
of  money  had  been  expended.  Everyone  else,  however,  seemed  to  be 
very  much  afraid  of  the  matter.  The  Committee  on  Claims  desired 
information  as  to  the  character  of  the  work  done  and  the  fairness 
of  the  charges  therefor,  and  asked  the  Secretary  of  the  Interior,  James 
R.  Garfield,  to  have  the  Reclamation  Service  Engineers  investigate 
and  make  a  report.  The  reply  was  that  no  funds  were  available  for 
that  particular  kind  of  work.  Accordingly,  President  Roosevelt  asked 
Secretary  Garfield,  F.  H.  Newell,  M.  Am.  Soc.  C.  E.,  Director  of  the 
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Reclamation  Service,  and  Mr.  Walcott,  formerly  head  of  that  Service, 
to  take  up  the  matter  and  report  on  what  the  Governnlent,  as  a  matter 
of  moral  and  equitable  obligation,  should  pay  for  the  service  ren- 
dered. President  Roosevelt  at  the  time,  March  11th,  in  a  letter  to 
the  Chairman  of  the  Committee  on  Claims,  advised  him  that  this 
had  been  done;  recalled  the  dire  need  for  immediate  action  at  the 
time;  stated  that  negotiations  with  Mexico  were  then  under  way  for 
future  action  in  concert  between  the  two  nations;  that  he  did  not 
think  the  Southern  Pacific  people  should  be  obliged  to  wait  for  the 
conclusion  of  these  negotiations  between  Mexico  and  the  United 
States  with  regard  to  future  action,  but  that  a  rough  estimate  should 
be  made  as  to  what  the  United  States  should  pay  as  reimbursement 
to  the  Southern  Pacific  Railroad,  and  that  it  was  an  act  of  justice 
to  deal  generously  in  the  matter,  for  the  railroad,  by  its  prompt  and 
effective  work,  rendered  to  a  threatened  community  a  notable  service 
which  could  in  no  other  way  have  been  done.  To  facilitate  matters, 
Mr.  Evarts  agreed  with  the  Committee  that  Mr.  Grunsky,  who  had 
been  Consulting  Engineer  of  the  Secretary  of  the  Interior  on  all 
Reclamation  Service  matters  until  a  few  months  previous,  and  who, 
of  all  Government  engineers,  knew  most  about  the  Lower  Colorado 
River  and  the  operations  of  the  Southern  Pacific  Company,  should  be 
engaged  by  the  Committee  to  report  on  the  work  done  and  the  ex- 
penditures, and  that  Mr.  Evarts  would  advance  the  expenses  of  such 
investigation  and  report. 

Mr.  Grunsky,  with  the  assistance  of  the  American  Audit  Company, 
of  New  York  City,  investigated  the  accounts,  and  reported  on  April 
1st  that  the  structures  along  the  river  were  adequate  and  efficient, 
and  fulfilled  their  intended  purposes;  that  additional  protective  work 
would  have  to  be  done  in  the  near  future;  that  charges  incurred  prior 
to  December  7th,  1906,  and  subsequent  to  July  21st,  1907,  were  not 
properly  chargeable  to  work  done  as  a  result  of  correspondence  be- 
tween the  President  and  Mr.  Harriman;  that  the  quantities  of  ma- 
terial, such  as  rock,  gravel,  and  earth,  covered  by  the  expenditures  could 
not  then  be  ascertained  by  measurement  of  completed  structures  with 
any  degree  of  precision ;  that  the  records  presented  by  the  company 
showing  the  quantity  of  rock,  gravel,  and  clay  put  into  the  work 
from  day  to  day  from  January  27th  to  July  18th,  1907,  during  which 
time  practically  aU  the  work  of  closing  the  second  break  and  com- 


1404  iimjk;  A'i'ioN    wd  i;i\i:i;  con'I'Koi,,  coi.oi;  mx)  i;ivi;ii 

plctiiig  the  protection  work  was  done,  constituted  n  reasonable  chock 
on  the  hills  rendered,  and  that  the  numl)or  of  carloads  of  material 
handled  prior  to  January  27th,  1907,  was  no  doubt  correctly  reported; 
that  a  fair  basis  for  all  charges,  everything  considered,  would  be  cost 
plus  the  usual  10%  for  superintendence,  tools,  etc.;  that  this  basis  had 
been  followed  in  the  accounts,  with  the  exception  of  the  freight,  which 
had  been  billed  at  tariff  rates  and  really  should  have  been  made 
at  0.5  cent  per  ton  per  mile;  that  the  accounts  revised  and  corrected 
according  to  the  foregoing  showed  the  total  net  expenditures  to  be 
$1083  673.97,  exclusive  of  interest. 

TABLE  IS,— Expenditures  on  the  Colorado  River  Work 
Subsequent  to  December  1st,  1906. 

Labor ^275  310.12 

Materials  and  supplies 261  969.04 

f'uel  .S3  339.58 

Frpig:ht  charges  on  supplies  and  materials 613  150.84 

Freight  fuel 19  U73.00 

Transportation 12  395.2:^ 

W^ork-train  service 7  027.17 

Rental  of  equipment 70  507.54 

Commissary  supplies  and  labor 8  356.27 

Trackage 31  981.00 

Construction  of  additional  levees  (contract) 255  378.55 

Officers'  and  clerks'  salaries 8  449,08 

Office  expenses 1  279.20 

Traveling  expenses 1  437.65 

Sundry  expenses 1  091.39 

Duties 34  717.45 

Total 81636  063.11 


Mr.  Grunsky's  report  was  clean-cut  and  fair,  the  inclusion  of 
freight  charges  at  tariff  rates  being  done  against  the  writer's  advice. 
The  Committee  on  Claims,  therefore,  now  had  definite  ideas  as  to 
the  work  and  cost.  The  report  to  President  Roosevelt  from  Messrs. 
Garfield,  Newell,  and  Walcott  (dated  March  17th),  and  mentioned  in 
his  letter  of  March  11th,  as  to  the  fair  proportion  to  be  repaid  the  rail- 
road, was  forwarded  to  the  Committee,  and,  after  reviewing  the  situa- 
tion, including  the  exchange  of  telegrams  between  Mr.  Harriman  and 
President  Roosevelt  on  December  19th  and  20th,  1906,  states: 

"Under  the  circumstances,  we  do  not  feel  justified  in  attempting 
even  in  a  rough  way  to .  approximate  the  burden,  other  than  to  state 
that  the  principal  beneficiaries  are  six  in  number:  (1)  The  settlers 
in  the  Imperial  Valley;  (2)  the  Southern  Pacific  Co.;  (3)  the  Cali- 
fornia Development  Co.;  (4)  the  Mexican  Corporation;  (5)  the  Re- 
public of  Mexico,  and  (6)  the  United  States.  Not  considering  the 
settlers  in  the  valley,  we  have  five  distinct  entities  among  whom  the 
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burden  might  be  distributed  more  or  less  equally.  Thus,  a  rough 
estimate  might  apportion  to  the  United  States  20  per  cent,  of  the  money 
expended  to  reimburse  the  Southern  Pacific  Company  for  the  actual 
expenditures  of  repairing  the  break  in  Mexico.  Such  proportion  would 
fully  comply  with  your  suggestion  that  the  United  States  Government 
should  act  generously  toward  the  Southern  Pacific  Company,  for  by 
prompt  and  effective  work  it  rendered  a  notable  service  to  the  threat- 
ened community  of  settlers  in  the  Imperial  Valley,  quite  regardless  of 
the  ultimate  benefit  of  such  action  to  the  railroad  company  itself." 

This  recommendation  has  always  seemed  remarkable  to  the  writer. 
The  land  interests  in  the  Imperial  Valley  on  both  sides  of  the  Bound- 
ary Line  represent  fully  two-thirds  of  the  present  property  values  which 
had  been  threatened;  the  Southern  Pacific  Company  about  one-sixth; 
the  United  States,  through  its  Laguna  Weir,  about  one-sixth; 
the  C.  D.  Co.  and  the  Mexican  Co.  nothing,  because  they  were 
both  bankrupt,  and  the  Republic  of  Mexico  practically  nothing 
because  its  interests  conserved  were  wholly  prospective,  as  well  as 
those  of  the  United  States  as  far  as  irrigable  land  farther  up  the 
river  is  concerned.  Furthermore,  it  was  known  that  $950  000  had  already 
been  subscribed  by  the  people  and  corporations  in  Imperial  Valley 
when  the  President  called  on  Mr.  Harriman  to  start  work,  as  he  did, 
and  at  once  stopped  such  subscription.  It  is  obvious  that  the  railroad 
could  at  this  time  in  no  possible  way  collect  anything  from  any  other 
source  than  the  United  States  for  such  work,  so  that  such  payment  as 
might  be  made  by  the  United  States  will  represent  the  grand  total 
reimbursement.  Just  why  this  Committee  eliminated  the  land  owners 
and  then  considered  the  remaining  five  entities  as  being  equally  con- 
cerned has  always  seemed  remarkable,  especially  because,  when  two 
years  later  another  call  for  help  from  Imperial  Valley  came  to  Presi- 
dent Taft,  Congress  at  once  appropriated  $1  000  000  to  protect  the  land 
owners  primarily  and  almost  exclusively. 

The  Committee  took  no  action  in  the  matter  until  Congress  ad- 
journed, and  two  years  later,  at  the  next  session,  another  bill  was  pre- 
sented, this  time  in  the  Senate  (Senate  417,  Sixty-first  Congress). 
The  matter  was  gone  over  again,  and  the  bill  with  the  amount  cut  to 
$773  647.25,  or  71.4%  of  that  reported  by  Mr.  Grunsky,  passed  the 
Senate.  The  House  Committee  on  Claims  made  a  favorable  report. 
Five  members  of  the  Committee  submitted  a  minority  report  on  Jan- 
uary 28th,  1911,  stating  that  they  did  not  think  there  was  any  legal, 
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p(iui table,  or  moral  obligation  on  tho  part  of  the  Government  to  pay 
the  railroad  company  any  amount  whatever  for  closing  the  Ijreak;  that 
expenditures  were  made  neither  at  the  request  of  the  Government  nor 
for  its  benefit;  and  that  the  appropriation  of  such  sum  would  be 
''l)urely  a  gratuity,  a  ix'ih  of  the  people's  money  to  the  Soutiiern 
Pacific  Railroad  Company     *    *     *^ 

"We  oppose  this  proposed  gift  to  the  Southern  Pacific  Railroad  Co. 
as  well  as  all  other  gratuities  to  private  enterprise." 

The  bill  did  not  pass  the  House. 

Damages  Caused  by  the  Runaway  River. 

The  first  damage  caused  by  the  diversion  of  the  river  was  the 
flooding  of  the  salt  beds  and  the  gradual  burying  of  the  entire  plant 
of  the  New  Liverpool  Salt  Company  in  the  bed  of  the  Salton  Sea. 
The  property  was  probably  worth  about  $125  000. 

As  the  waters  continued  to  rise,  they  began  to  threaten  the  main 
line  of  the  Southern  Pacific  Company  throughout  the  basin,  and  in 
July,  1905,  they  reached  the  rails  for  a  considerable  distance.  Shoo- 
flying  was  begun  and  continued  from  time  to  time,  nothing  very  ag- 
gressive being  attempted  because  of  optimistic  advices  as  to  when  the 
river  would  be  under  control. 

Shooflies  Nos.  1  to  7,  inclusive,  were  at  an  elevation  of  — 250  ft.  or 
more.  Shoofly  No.  11  is  39  miles  long,  and  follows  the  — 200-ft.  con- 
tour, being  determined  on  when  the  probabilities  of  controlling  the 
river  before  the  summer  flood  of  1906  seemed  to  be  rapidly  decreasing. 
It  was  built  in  February  and  March,  1906,  and  was  located  with  a 
view  to  being  safe  from  the  rising  waters  for  at  least  two  years,  the 
estimates  being  based  on  the  discharge  records  of  the  river  at  the 
time  of  building.  As  a  matter  of  fact,  some  sections  of  the  track  a 
few  feet  below  the  — 200-ft.  contour  were  in  trouble  in  the  latter  part 
of  October,  the  water  then  being  47.5  ft.  higher  than  when  the  line 
was  surveyed.  When  the  second  break  occurred,  Shoofly  No.  12,  48.9 
miles  long  and  following  the  — 100-ft.  contour,  was  hurriedly  surveyed 
and  graded  during  Jar*iary  and  February,  1907,  the  outside  drainage 
work  being  completed  on  April  1st.  Track  material  for  this  had 
been  gathered  at  each  end — Mecca  and  Imperial  Junction — during 
September  and  October,  1906,  when  Shoofly  No.  11  was  threatened. 
Practically  none  of  the  bridging  was  put  in  on  this  latter  work,  and 
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when  only  abont  4  miles  of  track  were  laid  it  seemed  that  the  river 
control  work  would  prove  effectual,  and  work  was  consequently  ordered 
stopped. 

The  railroad  company  also  suffered  damage  along  the  branch  line 
between  Imperial  Junction  and  Calexico.  At  the  crossing  of  the 
Alamo  River  north  of  Brawley  the  track  was  moved  five  times,  the 
present  alignment  constituting  a  shoofly  2  706  ft.  long,  and  introduc- 
ing 105°  of  curvature,  as  compared  with  16°  40'  originally.  A  few 
miles  south,  the  enlargement  of  the  New  River  channel  made  it  neces- 
sary* to  construct  three  shooflies,  the  last  one  being  9  086  ft.  long  and 
containing  121°  of  curvature,  as  compared  with  11°  in  the  original 
alignment. 

The  total  expenses  incurred  along  the  Salton  Sea,  exclusive  of 
the  cost  of  grading   Shoofly  No.  12,  were  as  follows: 

Year.  Labor.  Material.  Totals. 

1905     $148183.71 

1906  $181300.37    $307  763.58    489  063.95 

1907  49  875.96     37  678.08     87  554.04    a-^^om: 

$724  801.70 

The  damages  sustained  on  the  Imperial  Branch  were  as  follows: 

Year.  Labor.  Material.  Totals. 

1905     $5  914.01 

1906  $19  222.37     $9  986.53     29  208.90 

1907  2  597.13       142.76      2  739.89 

—   $37  862.80 

The  Inter-California  Railroad,  beginning  at  the  International 
Boundary  Line,  was  damaged  more  or  less  seriously  for  about  10  miles, 
the  details  being  as  follows: 

Entirely  rebuilding  the  road  through 
Calexico  and  Mexicali  and  beyond, 
being  cost  less  value  of  material  re- 
covered  $  82  822.49 

Repairs  to  remainder  of  first  10  km.,  in- 
cluding water   supply 4  259.76 

Repairs     from     10-km.     point     to     14-km. 

point 21 163.73 

$108  245.98 
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LOCATION  OF  THE 
SECOND  BREAK  DEC.  7,  1906  AND  OF 
SECOND  CLOSING  JAN.  AND  FEB.  1907 
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Thus  the  damage  sustained  by  the  Southern  Pacific  on  permanent 
way  alone,  and  not  inchiding  interruptions  to  traffic,  or  expenses  of  any 
kind  incurred  by  delayed  trains,  etc.,  was  $762  6C4.50,  and  by  the  Inter- 
California  $108  245.98,  making  a  total  of  $870  910.48. 

In  addition  to  such  damages,  the  trains  of  rock  hauled  during  the 
3  weeks  of  the  first  closing  and  more  than  2  weeks  of  the  second  closing, 
or  more  than  5  weeks  in  all,  were  given  rights  of  way  over  all  except 
passenger  trains,  and  the  slower  of  these  were  very  frequently  delayed 
in  order  to  hurry  material  to  the  front.  The  demand  on  the  equipment 
of  the  road  was  tremendous,  particularly  during  the  second  closing, 
when  there  were  in  rock-train  service,  1  000  flatcars,  300  "battleships,"  4 
steam  shovels,  10  work  trains,  exclusive  of  rock  trains  from  the  quarries 
other  than  at  Andrade,  etc.  Indeed,  for  about  10  days,  practically  no 
freight  was  hauled  out  of  the  Port  of  San  Pedro  because  of  lack  of 
equipment.  The  degree  of  the  strain  is  shown  by  a  telegram  the  writer 
received  from  the  Superintendent  of  the  Los  Angeles  Division,  just 
before  the  second  closing  was  accomplished,  asking  information  as  far 
in  advance  as  possible  "when  work  will  slow  up  because  I  want  to  make 
firrangements  to  resume  operating  the  division." 

About  3  000  acres  of  cultivated  land  and  10  000  acres  of  unculti- 
vated and  public  lands  were  practically  destroyed  and  rendered  unavail- 
able for  agricultural  purposes  under  existing  conditions,  the  total  value 
of  which  depends  on  whether  the  present  or  prospective  worth  is  con- 
sidered. Perhaps  a  very  fair  figure  would  be  $50  per  acre  for  culti- 
vated land  and  $10  per  acre  for  raw  lands,  making  the  total  damage 
to  the  land  about  $250  000. 

Various  individual  settlers  in  Mexico  and  the  United  States  suffered 
more  or  less  severe  injury  from  inundation  of  crops,  etc.,  as  distinct 
from  land  damages,  and  these  probably  amounted  to  not  more  than 
^150  000.  A  number  of  claims  for  damages  sustained  on  the  American 
side  of  the  line  were  combined  in  a  suit  totaling  $490  000,  but  this 
included  damaged  lands  estimated  at  prospective  rather  than  real  and 
present  figures.  Judgment  has  just  (October,  1912)  been  rendered  for 
1  total  of  $78  000. 

The  most  serious  injury  done  to  settlers  was  the  entire  stoppage  of 
the  water  supply  in  the  canals  of  Districts  Nos.  6  and  8  from  the 
summer  of  1906  until  January,  1907.  No  claim  was  ever  presented  for 
these  damages,  and  nothing  more  than  crude  guesses  can  be  made  as  to 


1  no  ii{i{i(iA  1M(>N    WD  i;i\  i;i:  coN'rifof,,  coi-ou aix)  imvkr 

the  amount.  'J'lic  result  practicnlly  forced  the  depopulation  of  more 
than  lU)  000  acres  of  land,  of  which  about  12  000  acres  were  under  cul- 
tivation. The  efTcct  on  the  development  of  the  valley  at  the  time  waR 
not  very  great,  but  fear  of  repetition  of  a  break,  as  much  as  anything 
else,  has,  until  recently,  retarded  the  rep^ion  to  a  considerable  extent. 

Because  of  the  tremendous  expenditure  involved  in  re-diverting 
and  holding-  the  river  in  its  course,  up  to  December  5th,  1907,  when  the 
Southern  Pacific  advanced  funds  for  the  work  directly  instead  of  to  the 
C.  D.  Co.,  the  original  $200  000  loan  to  the  C.  D.  Co.  had  grown  to 
$1  100  000,  and  this  was  swelled  by  later  bills,  interest,  etc.,  to  approxi- 
mately $1  375  000,  by  January  1st,  1909.  In  addition  to  owing  this 
large  sum  for  cash  actually  advanced,  and  for  which  payment  could  not 
be  disputed  successfully,  a  judgment  for  $458  246.23,  in  favor  of  the 
New  Liverpool  Salt  Company  had  been  rendered  in  the  United  States 
District  Court  toward  the  end  of  November,  1907,  and  there  were 
claims  from  the  Southern  Pacific  Company  and  others  aggregating 
$1  360  000,  two-thirds  of  which  were  from  the  latter  company.  The 
runaway  river  rendered  hopelessly  bankrupt  the  C.  D.  Co.  and  the 
Mexican  Co. 

Benefits. 

To  almost  every  cloud  there  is  a  silver  lining,  and  this  is  no  excep- 
tion. It  is  now  known  that  the  diversion  would  have  occurred  very  soon. 
The  event  showed  the  existence  and  nature  of  the  danger  and  the  ne- 
cessity for  guarding  against  it.  Much  more  important  was  the  develop- 
ment and  standardizing  of  methods  of  closing  future  crevasses  which 
might  occur.  Incidentally,  the  information  of  this  character  afforded  to 
the  Engineering  Profession  in  general  will  doubtless  prove  of  much 
value,  though  this  cannot  be  considered  as  a  benefit  to  the  region  in 
question. 

By  far  the  greatest  benefit  was  the  erosion  of  the  great  Alamo  and 
New  River  barrancas  and  the  creation  of  the  main  features  of  a  com- 
plete and  comprehensive  drainage  system  for  the  entire  Imperial 
Valley.  The  natural  slope  of  the  ground  is  remarkably  uniform,  with 
a  grade  of  about  5  ft.  per  mile,  and  the  very  small,  shallow  channels 
of  the  New  and  Alamo  Rivers  were  the  only  rudiments  of  satisfactory 
drainage,  from  an  irrigation  point  of  view.  The  Salton  Sink  is  the 
natural  drainage  sump  for  the  region,  and  its  absolute  control  should 
have   been    acquired   in   the   very   beginning,   either   by   the   irrigating 
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company  or  by  the  land  holders  of  the  valley.  In  the  litigation  which 
followed  the  destruction  of  the  salt  works,  the  New  Liverpool  Salt 
Company,  as  owner  of  the  submerged  land,  obtained  a  decree  perpetu- 
ally enjoining  and  restraining  the  C.  D.  Co.  from  diverting  water  from 
the  Colorado  River  in  excess  of  the  substantial  needs  of  the  people  de- 
pendent on  the  canal  for  water  supply  for  domestic,  irrigation,  and 
such  other  lawful  purposes  as  the  same  may  be  applied  to,  and  with  a 
further  provision  as  to  the  control  of  the  water  diverted  so  that  it  will 
not  overflow  on  the  lands  of  the  complainant.  Later  proceedings  re- 
sulted in  a  most  remarkable  construction  of  the  last  portion  of  the  in- 
junction, so  that  now  the  Salt  Company  practically  cannot  object  to 
the  use  of  the  basin  as  a  natural  sump. 

TABLE  19. — Analysis  of  Water  of  New  River. 

Sample  taken  at  Brawley,  June  6th,  1908,  and  submitted  by  Mr.  F.  W, 
Roeding,  Irrigation  Investigations,  Berkeley,  Cal. 


'  Potassium  Sulphate  very  small,  and        ( 

Sodium  Sulphate  (Glauber's  salts),  etc. ) 

Sodium  Chloride  (common  salt) 

Sodium  Carbonate  (sal  soda) 

Calcium  Chloride 

Magnesium  Chloride 

Calcium  and  Magnesium  Carbonates,  etc.,  large  \ 
Calcium  Sulphate  (gypsum)  chiefly  f 

Silica , 

Organic  matter  chars,  / 

and  chemically  combined  water  (  


Total . 


Parts  per 

1000  000. 


10  431 


Providing  for  the  region  an  efficient  drainage  system  to  carry  all 
the  waters  into  the  Salton  Sink  would  have  required  a  large  amount 
of  money — so  large  that  the  date  of  its  establishment  would  have  been 
delayed  very  far  into  the  future,  much  too  far  for  the  valley's  real  inter- 
ests. This  is  true  because  it  is  plainly  not  the  business  of  an  irrigation 
company  to  supply  a  drainage  system,  and  all  other  interests  of  the 
valley  are  very  much  divided  because  of  the  mutual  water  company  plan 
of  organization,  and  because  of  the  usual  lack  of  co-operation  among 
farmers.  Furthermore,  the  need  for  drainage  of  irrigated  land  is 
usually  not  recognized  in  time,  and  not  admitted  when  it  is  recognized. 
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Indri'd,  in  spite  of  tlic  rather  alkaline  cliaractcr  of  tlio  lan<ls  in 
Iniporinl  Valley,  as  already  explained,  it  was  not  until  Novembor  Int, 
1911,  that  any  serious  suggestion  was  nnide  for  a  (•(jrnjniiiuty  drainage 
canal — in  Imperial  Water  Company  No.  8— the  reasons  then  chiefly 
urged  being: 

"'V\\o  loss  of  ground  and  had  appearances  caused  by  the  ends  of  the 
irrigated  lands  being  covered  with  weeds  or  wild  grass  or  perhaps 
nothing  at  all  as  the  resvdt  of  standing  water." 

A  few  spots  in  Imperial  Valley  are  beginning  to  indicate  an  unde- 
sirable increase  in  alkalinity,  and  it  is  most  fortunate  that  the  magnifi- 
cent main  drainage  ways  of  the  Alamo  and  New  River  channels  exist. 

S ALTON  Sea. 

From  a  geological  and  spectacular  point  of  view,  the  creation  of 
the  Salton  Sea  in  so  short  a  time  was  one  of  the  most  striking  effects 
of  the  river  diversion.  The  water  filled  the  basin  to  a  maximum  eleva- 
tion of  —197.4  U.  S.  G.  S.  datum,  or  —204.2  S.  P.  datum,  the  maxi- 
mum depth  of  water  being  76  ft.  The  total  area  covered  at  this  time 
was  about  445  sq.  miles,  with  a  length  of  50  miles  and  a  width  of  from 
10  to  15  miles.  With  the  exception  of  the  Great  Salt  Lake  and  Lake 
Michigan,  the  sea  was  the  largest  body  of  water  lying  wholly  within 
the  United  States. 

The  water  rose  at  the  maximum  rate  during  the  latter  part  of 
June,  1906,  when  it  gained  nearly  7  in.  per  day,  or  15.4  ft.  during 
that  month.  From  the  reconnaissance  map  of  the  Salton  Sink,  pub- 
lished by  the  U.  S.  Geological  Survey  in  1905,  it  would  appear  that 
the  areas  of  the  various  contours  of  the  basin  are  about  as  follows : 

Elevations.  Square  Miles. 

—280 0 

—250 240 

—200 445 

—150 650 

—100 920 

—  50 1150 

_     0 l'J'50 

+  30  (old  beach  line) 1  950 
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TABLE  20.— Analyses  of  Water  from  the  Salton   Sea 
AND  THE  Colorado  Eiver  at  Various  Seasons. 

As  made  by  Dr.  W.  H.  Ross,  of  the  Agricultural  Experiment  Station, 
University  of  Arizona,  Tucson,  Ariz. 
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Total  soluble  solids  at  110° 

Cent.    Parts  in  100  000  . . 

364.8 

92.9 

67.4 

32.2 

36.1 

71.4 

104.5 

87.1 

Complete  Analysis  of  Soluble  Salts,  Stated  by  Ions. 
Parts  in  100  000. 


Sodium,  Na 

Potassium,  K... 

Calcium,  Ca 

Magnesium,  Mg 
Aluminum,  Al. . 

Iron,  Fe 

Chlorine,  CI.... 
Sulphuric,  SO4. 
Carbonic,  CO3 . . 

Silicic,  SiOa 

Phosphoric,  PO4 


111.1 

19.0 

15.3 

5.5 

7.6 

14.6 

18.2 

2.3 

1.1 

2.1 

1.0 

1.8 

1.8 

2.1 

9.9 

7.5 

4.9 

4.2 

4.6 

7.7 

12.5 

6.4 

3.1 

2.0 

1.2 

1.2 

2.2 

2.8 

0.031 

•  .  .  • 

.... 

.... 

0.005 

169.7 

20.5 

13.9 

4.5 

6.9 

15.8 

17.5 

47.6 

26.1 

19.4 

7.2 

7.6 

19.7 

35.6 

6.6 

7.4 

8.4 

7.2 

7.7 

10.0' 

12.2 

1.2 

4.6 

2.1 

2.1 

3.3 

2.3 

2.2 

0.018 

.... 





16.0 
1.2 
9.2 

2.8 


18.1 

23.8 

10.7 

2.1 


Practically  all  the  water  which  enters  Salton  Sea  comes  from  the 
Alamo  and  New  Rivers,  which,  under  normal  conditions,  are  now 
important  chiefly  as  drainage  channels  for  the  Imperial  Valley.  Fre- 
quently, however,  very  heavy  precipitation  occurs  in  violent  storms  over 
small  portions  of  the  area  draining  into  the  basin,  but  the  run-off, 
though  occasionally  of  considerable  quantity,  is  not  relatively  im- 
portant. The  total  annual  inflow  is  at  present  probably  200  000  acre-ft., 
or  sufficient  to  cover  the  surface  of  the  sea  about  0.7  ft.  in  depth,  while 
the  evaporation  is  probably  between  51  and  6  ft.  and  the  percolation 
insignificant. 
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(This  tahlc  gives  tlic  moan  of  77  jmalyHCH  made  by  th(^  ( 'lialh'iigcr  Ex- 
piMlition.  ChalhMiLrcr  Report,  Pliysics  and  ChemiHtry,  Vol.  1,  1SS4,  ]).  20.'*.) 
Stated  by  Ions.     Parts  per  100  000. 


Soilium  (Na) 

Potassium  (K) 

Calcium  (Ca) 

Magnesium  (Mg). 
Sulphate  (SO J... 

Chloride   (CI) 

Bromide  (Br) 

Carbonate  (CO3). 


1  071 

89 

42 

180 

270 

1  085 

6 

7 


8  500 


Quite  a  little  speculation  has  been  indulged  in  regarding  the  length 
of  time  which  would  have  been  required  to  fill  the  Salton  Sea  had  the 
Colorado  River  not  been  re-diverted.  Most  of  such  computations  are 
based  on  too  low  an  average  flow  of  the  river  past  Yuma,  which  it  now 
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seems  is  in  excess  of  12  000  000  acre-ft.  per  annum.  As  a  matter 
of  fact,  however,  the  inflow  from  the  Imperial  Valley  region  will 
constantly  increase,  and  the  quantity  evaporated  will  decrease  directly 
with  the  decrease  in  water  surface  exposed,  so  that  a  balance  will 
be  reached  probably  in  such  time  as  the  inflow  will  average  between 
350  000  and  500  000  acre-ft.  per  annum  from  all  sources,  and  the  ex- 
posed surface  will  cover  between  60  000  and  80  000  acres.  At  such 
time  the  maximum  depth  of  the  sea  will  be  between  8  and  10  ft. 

The  sea  has  already  (January,  1912)  fallen  about  22  ft.,  and  has 
exposed  approximately  115  sq.  miles  which  were  under  water.  The 
salt  beds  were  dissolved  to  such  an  extent  as  to  render  the  water 
of  the  sea  quite  salt,  unfit  entirely  for  drinking  purposes,  and  it  was 
assumed  that  the  land  which  it  covered  would  be  hopelessly  alkaline. 
This  does  not  seem  to  be  the  case,  and  a  very  considerable  acreage 
of  such  exposed  land  is  being  cultivated  with  entire  success. 

Much  speculation  was  indulged  in  regarding  the  effect  of  this 
body  of  water  on  the  rainfall  and  climate  of  the  Southwest.  A  care- 
less consideration  of  the  precipitation  on  the  drainage  area  of  the 
river,  particularly  that  of  the  Gila  water-shed,  before  and  after  January, 
1905,  might  lead  to  the  conclusion  that  the  effect  is  quite  marked. 
The  period  from  January  1st,  1905,  to  date  has  been  one  of  very 
heavy  rainfall  throughout  the  Southwest,  its  most  remarkable  part 
being  early  in  January,  1905,  which  was  before  the  formation  of  the 
Salton  Sea.  Professor  Alfred  J.  Henry*  points  out  the  fallacy  of 
such  an  opinion,  as  follows : 

"Admitting,  for  the  sake  of  argument,  that  a  body  of  water 
*  *  *  existed  *  *  *  60  miles  long,  8  miles  broad,  and  say 
25  feet  deep  on  the  average.  *  *  *  The  cubic  contents  would  there- 
fore be  60  X  8  X  0.0047  =  2.2  cubic  miles  of  water.  The  normal  an- 
nual rainfall  of  Arizona  *  *  *  is  11.75  inches  [while  in  1905  it 
was  26.6  inches],  or  an  excess  of  14.85  inches,  an  amount  more  than 
equal  to  the  normal  annual  rainfall.  *  *  *  As  the  area  of  the 
Territory  is  113,956  square  miles,  *  *  *  the  number  of  cubic 
miles  of  rain  that  fell  in  Arizona  in  excess  of  the  average  was  *  *  ^ 
27^  *  *  *  twelve  times  greater  than  the  total  volume  of  the 
Salton  Sea.  In  other  words,  the  total  volume  of  the  latter  would 
barely  suffice  to  produce  one-twelfth  of  the  surplus  rain  that  fell  in 
Arizona,  to  say  nothing  of  the  rainfall  in  adjoining  regions.     The  total 

*  "  The  Salton  Sea  and  the  Rainfall  of  the  Southwest,"  Monthly  Weather  Review,  Wash- 
ington, December,  1906. 
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junount  of  wator  now  in  Snlton  Sen,  if  uniformly  (listrihntrid  in 
Arizona,  would  cover  the  Territory  to  tlie  (lei)tli  of  alKuit  an  inch  and 
a  (|iiart(M-,  or  tlie  equivalent  of  one  Rood  soakinjj:  rain." 

As  a  matter  of  fact,  the  area  of  the  Salton  Sea  and  Laguna 
Maqiinta  combined  are  insignificant  when  compared  with  that  of 
the  Ciilf  of  ralifornia,  and  are  jnst  about  as  far  from  Arizona.  Pro- 
fessor Henry  concludes  that  the  Salton  Sea  has  increased  the  relative 
humidity  in  the  immediate  vicinity  in  a  sliprht  measure;  that  it  ia 
improbable  that  any  considerable  portion  of  the  vapor  it  gives  oflf 
passes  beyond  the  immediate  confines  of  the  desert;  and  that  there 
might  be  a  tendency  toward  lower  maximum  and  higher  minimum 
temperatures  in  a  narrow  zone  immediately  surrounding  the  sea.  par- 
ticularly on  the  leeward  side. 

Intkrna'J'ion A r.  Negotiations. 

When  the  Mexican  Co.  obtained  its  concession  from  the  Mexican 
Government,  Col.  Jacobo  Blanco,  then  Chief  of  the  International 
Boundary  Line  Commission  for  the  Mexican  Government,  with  head- 
quarters at  El  Paso,  was  appointed  Inspector  of  the  Mexican  Co.  and 
its  operations.  In  1906,  Col.  Blanco  died,  and  his  successor  on  the 
International  Boundary  Line  Commission  was  Sefior  Fernando  Beltran 
y  Puga,  who  was  also  appointed  his  successor  as  Inspector  of  the  Mex- 
ican Co.  The  writer  considers  this  appointment  an  exceedingly  for- 
tunate one,  as  Senor  Beltran  y  Puga  is  an  exceptionally  efficient, 
aggressive,  and  fair-minded  man,  and  an  engineer,  with  whom  it 
has  always  been  a  satisfaction  to  transact  business.  Immediately  on 
his  appointment  he  acquainted  himself  with  the  conditions  along  the 
river  and  with  the  affairs  of  the  Mexican  Co.,  and  has  always  acted 
promptly  and  with  decision. 

In  the  spring  of  1908  the  United  States  State  Department  ap- 
pointed Mr.  Louis  C.  Hill,  Supervising  Engineer  of  the  U.  S.  Reclama- 
tion Service,  to  represent  the  United  States  on  a  joint  commission 
to  work  out  the  provisions  of  a  treaty  with  Mexico  for  the  control 
of  the  Lower  Colorado  Biver  and  an  equitable  distribution  of  its 
waters.  This  appointment  was  in  line  with  President  Boosevelt's 
promise  to  Mr.  Harriman,  and  was  doubtless  in  a  measure  brought 
about  at  this  particular  time  by  the  failure  of  Congress  to  take  any 
action  on  the  bill  to  reimburse   the  Harriman  interests.     At  the  re- 
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quest  of  the  United  States,  the  State  Department  of  Mexico  appointed 
a  Commissioner,  and  rather  naturally  selected  Senor  Beltran  y  Puga 
to  represent  the  Mexican  Government,  this  gentleman's  appointment 
being  made  on  May  7th,  1908,  and  practically  simultaneous  with  the 
appointment  of  Mr.  Hill.  Both  gentlemen  were  instructed  to  act  to- 
gether and  make  a  study  of  the  works  and  operations  necessary  to 
complete  international  control  of  the  lower  Colorado  River  and  render 
impossible  a  repetition  of  the  recent  disaster  and  the  complete  utiliza- 
tion of  the  waters  of  the  river,  such  study  to  be  in  whatever  detail 
might  be  deemed  necessary. 

This  Commission  never  had  a  formal  meeting,  which  is  very  much 
to  be  regretted,  considering  the  importance  of  the  matter.  Very 
shortly  after  their  appointment,  the  Commissioners  had  an  informal 
meeting  at  which,  according  to  private  conversations  which  the  writer 
had  with  both  gentlemen,  it  appears  that  Senor  Puga  submitted,  in 
the  form  of  a  written  memorandum  as  the  basis  for  discussion,  the 
suggestion  that  both  Governments  cancel  the  existing  treaties  regarding 
the  navigability  of  the  river;  that  regulation  of  the  flow  of  the  river 
by  extensive  storage  works  in  the  upper  portions  of  the  drainage  basin 
was  desirable;  that  both  Governments  determine  the  priority  and 
extent  of  existing  water  rights  and  fix  rules  for  granting  future  water 
rights;  that  a  joint  international  commission  should  make  all  en- 
gineering and  other  investigations  necessary,  and  divide  the  costs 
thereof;  that  all  plans  or  projects  existing  or  proposed  along  the  river 
should  be  submitted  to  the  investigation  of  the  joint  commission;  that 
a  report  be  made  outlining,  in  a  general  way,  the  work  to  be  done, 
for  the  purpose  of  having  a  full  and  complete  treaty  arranged  and  the 
necessary  definite  appropriations  set  forth;  and  that  it  would  be 
agreeable  for  Mexico  to  negotiate  a  treaty,  either  preliminary  or 
final,  at  the  earliest  possible  moment.  It  seems,  however,  that  Mr. 
Hill  could  not  find  time  to  attend  to  the  matter,  nor  were  special 
funds  placed  at  his  disposal  to  defray  the  necessary  expenses.  At 
any  rate,  two  years  later,  nothing  having  been  done,  on  May  17th, 
1910,  the  Fnited  States  Department  of  State  replaced  Mr.  Hill  with 
Mr.  Wilbur  Keblinger,  Secretary  of  the  American  side  of  the  Inter- 
national Boundary  Commission,  with  offices  in  El  Paso  and  Wash- 
ington. This  change  of  American  Commissioners,  however,  has  not 
had  any  apparent  result  thus  far. 
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It  i.s  liopcd  that  (lisciifision  of  this  jjiipcr  may  Ijriii^-  out  the  explana- 
tion lor  thi'  t'aihirc  of  those  representatives  of  the  two  pfovernments 
even  to  liave  a  formal  me<'ting  in  the  4^  years  which  have  elapsed 
sinee  the  Joint  Commission  was  appointed  at  the  request  (^f  the 
State  Department  of  the  United  States.  vSuch  explanation  would 
be  particularly  interesting,  because  the  writer  knows  Mr.  TTill  to  be 
an  unusually  tactful,  courteous,  and  ap^essive  g-entleman,  and  an 
efficient  eng-ineer,  and  understands  that  Mr.  Keblinger  is  also  an 
unusually  capable  man. 

In  any  event,  there  seems  to  be  no  doubt  that  the  Mexican  Gov- 
ernment has  been,  and  is,  not  only  willing,  but  anxious,  to  arrange 
for  a  satisfactory  joint  control  of  the  Lower  Colorado  River,  and  that 
the  responsibility  for  nothing  definite  having  been  accomplished  in 
this  direction,  in  large  measure  at  least,  rests  with  the  United  States. 

Building  of  Volcano  Lake  Levee. 

The  extraordinary  quantity  of  water  which  got  into  Volcano  Lake 
during  the  summer  flood  of  1907  raised  it  higher  than  it  had  ever 
before  been  known  to  be,  and  a  large  quantity  of  water  passed  north- 
ward through  the  New  River  outlet.  Furthermore,  a  reconnaissance 
showed  that  the  large  quantity  of  overflow  water  had  started  cutting 
back  fingers  from  the  Volcano  Lake  region  toward  the  river,  which 
indicated  the  probability  of  the  diversion  of  the  Colorado  River  below 
the  divide  of  the  delta  cone,  along  the  Pescadero,  Abejas,  or  Paredones. 
Therefore  it  seemed  that  another  portion  of  the  complete  levee  system, 
as  originally  planned  by  the  writer  to  hold  back  the  overflow  waters 
of  the  Colorado  from  the  Salton  Basin,  should  be  constructed — that 
portion  from  the  mountains  on  the  west  side  of  the  valley  eastward 
along  the  north  of  Volcano  Lake  to  the  low-lying  divide  or  ridge 
farther  on.  The  C.  M.  Co.,  however,  objected  to  this,  as  Volcano 
Lake  is  entirely  on  its  land  and  its  utilization  for  irrigating  a  portion 
of  that  company's  lands  was  considered,  but  found  impracticable  be- 
cause of  the  great  variation  in  the  water  surface,  the  inundation  of  a 
part  of  the  land,  however,  at  flood  times  was  simple,  and  permitted 
securing  considerable  pasturage.  The  C.  M.  Co.,  however,  was  willing 
to  give  the  right  of  way  and  permit  the  construction  of  the  protective 
works  provided  a  permanent  head-gate  were  installed  at  Cerro  Prieto 
through  which  water  might  be  let  into  the  New  River  when  the  lake  was 
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full.  This  was  finally  agreed  to,  and  arrangements  were  completed  under 
which  the  Southern  Pacific  Company  agreed  to  pay  the  Mexican  Co. 
for  constructing  this  gate  on  condition  that  the  Mexican  Co.  would 
arrange  to  have  8  miles  of  levee  to  the  east  built.  This  was  done 
and  the  gate  and  levee  were  completed  just  before  the  summer  flood 
of  1908  began  to  throw  its  waters  into  Volcano  Lake.  After  one 
season  the  Mexican  Government  compelled  the  removal  of  this  intake 
gate  and  the  levee  to  be  built  around  in  front  of  it,  so  that  it  is  not 
now  in  service.  Plans  for  the  gate  and  levees  were  presented  informally 
to  the  Mexican  Government  Inspector  of  the  Mexican  Co.,  Seiior  Puga, 
and  it  was  understood  that  their  construction  was  approved  and  per- 
mission verbally  given  to  begin  work  before  filing  maps  and  drawings 
and  having  them  approved  or  changed  as  required  by  the  Departmento 
de  Fomento  in  such  cases — this  on  account  of  emergency.  It  was  not 
so  understood  by  Senor  Puga,  and  the  construction  of  the  gate  was  a 
needless  expense. 

All  this  work  was  arranged  for  and  practically  done  while  Con- 
gress was  considering  the  payment  of  the  bills  for  the  second  closing 
and  subsequent  protective  work,  and  when  there  was  no  reason  to  doubt 
that  a  fair  adjustment  would  be  made. 

Reconstruction  of  Irrigation  System. 

As  soon  as  the  river  control  work  was  assured,  arrangements  were 
made  to  ascertain  the  exact  condition  of  the  irrigation  system  of  the 
valley,  and  what  was  necessary  and  advisable  to  do  in  connection 
with  it.  Accordingly,  Mr.  F.  C.  Herrmann,  who  was  added  to  the 
engineering  staff  on  February  1st,  1907,  was  placed  in  charge  of  this 
work.  The  damage  done  by  the  flood  was  confined  almost  entirely 
to  carrying  away  the  flume  by  which  the  West  Side  Main  Canal 
crossed  New  River,  and  a  similar  flume,  20  miles  north  over  New 
River,  carrying  water  from  the  Central  Main  to  supply  Imperial 
Water  Company  No.  8.  To  rebuild  the  latter  was  impracticable  on 
account  of  the  immense  barranca  which  had  been  created  at  the  old 
crossing,  and  it  was  decided  to  enlarge  the  West  Side  Main  and  extend 
it  northward  so  that  all  the  territory  west  of  New  River,  would  be 
served  thereby. 

A  wooden  flume,  supported  by  wooden  piling,  was  designed  to  cross 
the  New  River  gorge  very  close  to  the  location  of  the  original  flume, 
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cMrrioii  Mwjiy  nlxnil  ^^■n•('ll.  1!H)('>.  Woik  wms  Ix^'-im  on  tlie  slrucUiri' 
:nnl  nisliod  to  complcl  ion.  Tliis  lliiiiio  is  wortliy  of  not,e  beoaiiflf  (^i 
its  heip:lit,  leng-tli,  mid  cost,  as  a  (luasi-temporary  structuro.  It  is  1  >^Oit 
ft.  loiifT  and  tlio  Tiinxinmin  height  of  the  trestle  is  55  ft.  It  supports 
a  rectaiipnilar  fliimo,  16  ft.  wide  and  0  ft.  deep,  built  of  2-in.  redwood 
luinher  with  shii>-lap  joints..  It  has  ftiveii  excellent  service,  and  the 
leakaije  has  hiuMi  notably  sli<;ht  from  the  time  it  was  first  put  into  service. 

Surveys  for  the  reconstruction,  enlarg-ement,  and  extension  of  the 
West  Side  Main  were  hurried,  and  contracts  were  let  for  the  work, 
which  was  well  under  way  when  the  financial  panic  of  November,  1907. 
occurred.  The  contractors  were  forced  into  bankruptcy,  and  the  work 
was  completed  by  their  bankruptcy  trustee,  which  caused  c(msiderable 
delay,  but  water  was  turned  through  the  reconstructed  West  Side  Main 
late  in  December,  1907.  This  canal  is  28  miles  long — 7  miles  in  Mex- 
ico and  21  in  California — and  has  a  capacity  varying  from  800  to  400 
sec-ft.,  with  760  000  cu.  yd.  of  earthwork  moved  at  a  total  cost  of 
$86  000,  and  $5  000  for  two  temporary  structures. 

Some  little  time  later  the  Rose  Levee,  across  the  Alamo  channel 
at  Holtville,  was  reconstructed,  with  a  waste-gate  to  pass  the  excess 
of  water  coming  through  the  Holton  Power  Company's  plant  and 
through  the  Alamo  Waste-gate  farther  up  that  channel  in  Mexico, 
and  a  head-gate  for  the  Rositas  Canal.  Both  of  these  are  of  rein- 
forced concrete,  the  waste-gate  being  of  interesting  design  and  capable 
of  passing  2  000  sec-ft.  with  a  total  drop  of  20  ft.  In  this  way  water 
which  must  be  furnished  to  the  Holton  Power  Company  under  its 
contract  is  picked  up  below  the  plant  and  utilized  for  irrigation,  as 
was  the  original  intention  when  the  contract  was  made.  These  two 
permanent  structures  and  the  earthen  dam  cost  $55  250. 

Another  important  permanent  structure,  known  as  the  Seven-Foot 
Drop  (Plates  LII,  LIII,  and  Fig.  63),  was  built  in  the  Central  Main 
just  south  of  the  Boundary  Line  at  a  cost  of  $23  760,  including  three 
small  structures  adjacent  to  it,  but  not  exactly  a  part  thereof.  This 
structure  takes  the  place  of  a  wooden  10-ft.  drop  nearly  2  miles  farther 
on,  which,  by  the  way,  had  passed  considerably  more  water  than  it 
was  designed  for  and  was  in  fairly  good  condition  when  removed 
after  8  years  of  service. 

The  chute  of  the  Alamo  Waste-gate  was  repaired  and  again  extended 
down  stream,  the  result  being  a  quite  remarkable  construction,  Plate 
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LI,  which  has  never  shown  any  signs  of  weakness  against  a  head  of 
approximately  85  ft. 

Surveys  and  Designs  for  Extensions. — At  the  same  time,  surveying- 
parties  were  assembled  and  topogTaphy  was  taken,  with  1-ft.  contour  in- 
tervals, on  230  sq.  miles.  This  included  the  west  side  of  New  River  and 
a  strip  in  Mexico  adjoining  the  Boundary  Line  averaging  3  miles  wide 
and  running  from  the  West  Side  Main  crossing  of  the  Boundary 
Line  to  about  4  miles  east  of  Sharp's  Heading  and  thence  generally 
following  the  Alamo  channel  almost  to  the  levee  system  along  the 
river,  the  Alamo  channel  being  carefully  mapped  and  cross-sectioned. 
Much  of  this  work  was  done  in  the  heat  of  the  summer,  five  complete 
surveying  parties  being  on  the  work  until  after  August  1st,  when  the 
force  gradually  lessened.  A  large  part  of  the  area  was  practically 
cleared  land,  but  much  of  it  was  covered  with  a  dense  undergrowth,, 
which  made  progress  very  slow,  and,  by  cutting  off  the  breeze,  accen- 
tuated the  severe  climatic  conditions.  Nevertheless,  the  cost  of  this 
work  was  about  57^  cents  per  acre,  or  $37  per  sq.  mile.  This  experience 
showed  that,  while  the  great  summer  heat  there  is  quite  disagreeable, 
it  does  not  render  engineering  field  work  by  any  means  impracticable, 
and  indeed  does  not  increase  the  cost  more  than  10  per  cent.  One 
agreeable  feature  of  the  very  hot  season  is  that  the  temperature  is  too 
great  for  flies,  so  that  they  practically  disappear. 

Cross-sections  and  current-meter  observations  were  taken  at  vari- 
ous points  in  the  Main  Canal  and  in  the  important  canals  of  the 
distribution  systems  of  the  various  mutual  water  companies,  to  de- 
termine capacities,  losses,  etc. 

When  these  data  were  compiled  and  put  into  form,  estimates  were 
made  for  the  reconstruction  and  enlargement  of  the  existing  system 
and  for  extensions  to  cover  a  great  deal  of  new  territory.  The  estimate 
for  this  work  was  approximately  $900  000  with  temporary  structures, 
and  including  considerable  improvements  in  the  main  Alamo  channel 
from  the  river  to  the  controlling  works  in  the  valley ;  and  $2  200  000 
with  permanent  structures  at  essential  points  and  replacing  the  Alamo 
channel  with  an  entirely  new  twin  main  canal  from  a  few  miles  below 
the  concrete  head-gate  to  the  mesa  ground  east  of  Sharp's  Heading. 
Whatever  possibility  there  was  of  such  fundamental  reconstruction  and 
extensions  was  dissipated  by  the  severe  financial  stringency  in  No- 
vember, 1907. 
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These  designs  included  the  construction  of  a  liead-gate  on  Mexican 
territory,  and  the  total  abandonment  of  the  concrete  head-gate,  along 
with  diversion,  on  American  soil.  The  head-gate  thus  i)roposed  was 
just  behind  the  levee,  about  3  miles  below  the  Boundary  Line,  with 
a  caisson  foundation  supporting  extensive  wing-walls  and  massive  piers, 
between  which  there  were  to  be  large  vertical  gates,  operated  by  gaso- 
line motors. 
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Fig.  63. 

Of  these  designs  the  only  ones  constructed  were  the  West  Side  Main, 
the  Rose  Levee  and  Waste-gate,  including  the  Rositas  Heading  on  the 
Alamo  near  Holtville,  and  the  Seven-Foot  Drop  in  the  Central  Main. 
The  foundations  in  all  cases  were  merely  concrete  footings  without 
any  sheet-piling,  of  w^hich  the  Seven-Foot  Drop  (Plates  LII  and  LIII, 
and  Fig.  63),  the  Rositas  Waste-gate  (Fig.  64  and  Plate  LIV),  and  the 
Rositas  Head-gate   (Figs.  65  and  QQ)   are  quite  typical. 

The  Rositas  Heading  and  Waste-gate  together  cost  $55  250,  and  the 
Seven-Foot  Drop,  together  with  the  little  gates,  which  constitute  one 
structure,  cost  $23  750.  Concrete  work,  generally,  has  cost  about  three 
times  as  much  as  wooden  structures;  it  has  ranged  from  $30  to  $35 
per  cu.  yd.  for  the  entire  cost  of  completed  structures. 
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Maintenance   and   Operation. 

Until  such  time  as  the  promised  arrangements  for  river  control 
and  levee  maintenance  by  the  Government  should  be  fulfilled,  the 
operations  of  the  irrigation  interests,  under  instructions  from  higher 
authorities,  were  made  to  include  levee  maintenance  and  extension  as 
svell  as  supplying  water  in  wholesale  to  the  mutual  water  companies, 
rhe  business  done  by  the  corporations  was  in  this  way  much  more 
varied  than  that  of  most  irrigation  companies,  although  none  of  the 
land  they  owned  was  under  cultivation. 
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Because  of  the  litigation  which  seemed  inevitable,  and  indeed 
tvhich  had  started  ere  this,  it  was  deemed  essential  to  have  a  complete 
and  satisfactory  system  of  accounts.  Inquiries  were  directed  to  all 
possible  sources  of  information,  including  the  IT.  S.  Reclamation  Serv- 
ice, to  discover  a  system  of  irrigation  accounts  similar  in  a  general 
ivay  to  the  system  of  railroad  accounts  generally  adopted  and  for  some 
:ime  past  made  obligator^'-  by  the  Interstate  Commerce  Commission. 
NTo  such  system  was  found.  The  U.  S.  Reclamation  Service  has  a 
fairly  satisfactory  system  of  construction  accounts,  but  its  work,  as  yet, 
!S   almost  exclusively  construction. 
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The  nceounting  system,  therefore,  was  worked  out,  modeled  closely 
after  the  classified  railroad  accounts.  The  account  numbers  of  the 
Mexican  Co.  arc  the  same  as  those  of  the  C.  D.  Co.,  except  that  one 
thousand  is  added.  Four  years'  experience  with  it  has  resulted  in  few 
changes,  and  in  its  present  form  it  is  extremely  satisfactory.  Lack  of 
space  forbids  giving  it  in  full,  as  there  are  146  expenditure  and  IG 
revenue  accounts. 

In  order  to  ascertain  the  cost  of  particular  portions  of  ihe  work — 
whether  new  construction,  betterments,  or  ordinary  maintenance — 
special  accounts  are  kept  as  desired,  by  General  Manager's  Orders 
(G.  M.  O.'s).  A  G.  M.  O.  is  asked  to  secure  authority  for,  or  to  secure 
cost  figures  on,  any  particular  piece  of  work,  and  they  are  numbered 
consecutively,  beginning  with  1  for  the  C.  D.  Co.  and  1  001  for  the 
Mexican  Co.  The  classified  accounts  and  the  G.  M.  O.'s  are  entirely 
independent,  the  latter  being  really  a  second  and  additional  accounting 
for  the  same  expenditure.  G.  M.  O.'s  were  never  asked  for  expenditures 
of  less  than  $300,  and  were  required  for  all  expenditures  of  certain 
kinds  specified  in  bulletins  issued  from  time  to  time. 

Distribution  was  made  both  to  account  numbers  and  to  G.  M.  O. 
numbers  on  all  payrolls,  material  requisition  blanks,  vouchers  paying 
contractors,  etc.  The  auditor's  office  gathers  these  figures  and  makes 
a  monthly  report,  to  the  general  manager  and  to  the  chief  engineer,  of 
the  expenditures  under  each  account  number,  totaling  under  headings. 
A  similar  report,  of  the  receipts,  under  account  letters,  with  totals,  is 
furnished  to  the  general  manager.  A  monthly  statement  is  made  up 
and  sent  to  the  general  manager  and  the  chief  engineer  concerning  each 
G.  M.  O.,  giving  a  statement  of  original  estimate,  amount  expended  to 
date,  and  percentage  completed.  Whenever  work  covered  by  G.  M.  O.'s 
is  materially  changed,  a  new  G.  M.  O.  is  gotten  out  accordingly. 

With  such  accounts,  occasional  trips  of  inspection,  to  observe  the 
physical  condition  of  the  system,  will  afford  a  very  complete  knowledge 
of  the  exact  condition  of  the  project  at  all  times. 

The  relationship  between  the  C.  D.  Co.  and  the  various  mutual 
water  companies  was  at  all  times  very  satisfactory  and  cordial,  until 
the  former  was  thrown  into  the  hands  of  a  receiver,  there  being  one 
exception,  however,  in  Imperial  Water  Company  l^o.  5.  Differences 
antedating  the  beginning  of  the  railroad  management  and  in  a  large 
measure  due  to  dissensions  between  former  President  A.  IL  Heber  ai 
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lis  Board  of  Directors,  resulted  in  commencing  litigation  to  compel 
Imperial  Water  Company  No.  5  to  pay  up  back  water  rentals.  The 
ittorneys  of  the  latter  company,  in  their  cross  complaint,  attacked  the 
'■alidity  of  the  mutual  water  company  and  water  stock  plan  of  a  water 
•ight.  The  suit  was  before  the  United  States  Circuit  Court,  and  in 
•endering  the  decision  the  judge  expressed  the  opinion  that  the  plan 
vas  illegal,  and,  practically  speaking,  the  C.  D.  Co.  was  a  public  service 
jorporation.  This  was  but  an  opinion,  because  the  State  Courts  of 
I!alifornia  have  to  decide  this  question  finally,  as  it  is  a  matter  of  the 
Constitution  and  Statutes  of  the  State  of  California  exclusively.  The 
effect  of  this  opinion,  however,  was  to  make  the  Southern  Pacific  Com- 
Dany  feel  that  it  would  be  unsafe  to  advance  the  large  sums  of  money 
leeded  to  reconstruct  and  extend  the  system  on  the  expectation  of  being 
•epaid  ultimately  through  the  sale  of  additional  water  stock  to  cover 
;he  new  territory  which  would  be  brought  under  the  canal.  This  suit, 
IS  much  as  any  other  factor,  is  responsible  for  the  fact  that  practically 
lothing  has  been  done  on  the  betterment  and  extension  work  outlined, 
rhis  litigation  with  No.  5,  although  begun  in  August,  1906,  has  not 
^et  reached  a  definite  conclusion. 

When  Imperial  Water  Company  No.  1  was  organized,  the  capital 
stock  was  placed  at  100  000  shares,  and  the  territory  embraced  within 
its  limits  was  135  000  acres.  Of  the  excess  land,  a  large  part  was 
found  to  be  well  worth  reclamation,  so  that  early  in  1910  no  No.  1  water 
stock  was  available.  Imperial  Water  Company  No.  1  was  unwilling  to 
increase  the  capital  stock  without  obtaining  from  the  C.  D.  Co.  a  con- 
tract increasing  the  quantity  of  water  it  would  be  entitled  to  demand 
and  so  retain  the  basis  of  4  acre-ft.  per  annum  per  share  of  stock.  It 
was  impossible  for  the  mutual  water  companies  and  the  C.  D.  Co.  to 
agree  as  to  the  proper  division  of  the  "water  right"  receipts  for 
such  35  000  acres,  so  no  relief  was  afforded  to  hona  fide  settlers  who 
had  their  land  ready  and  had  to  have  water  or  lose  their  filings 
under  the  rulings  of  the  U.  S.  Land  Department.  A  trial  suit  was 
instituted,  known  as  Thayer  vs.  C.  D.  Co.,  which  was  decided  in  favor 
of  the  plaintiff  on  March  17th,  1911,  by  Judge  George  H.  Hutton, 
of  Los  Angeles,  sitting  for  Judge  Cole  in  the  Superior  Court  of 
Imperial  County.  Judge  Hutton  in  brief  decided  that  the  C.  D.  Co. 
I  was  a  public  service  corporation;  that  the  rate  for  supplying  water 
Iwas    50    cents   per    acre-ft.;    that    the    C.    D.    Co.    was    in    a    position 
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to  su|)pl.v  tlu'  plaint  ill  without  cletriiiiciil  to  lliu  other  water  asers; 
and  ordered  that  it  do  so.  Tliis  decision  has  been  aT)poalod  to  the  State 
Supreme  Court.  If  it  ia  upliold,  the  iiHitu;il  water  eom])aiiy  will  not 
\h\  ix  necessary  factor  in  obtaining'  water  from  the  C.  1).  Co.  I'his 
decision  has  not  affected  the  price  of  water  stock  in  the  valley  very 
materially,  because  the  various  mutual  water  companies  own  the  dis- 
tribution systems,  and  the  difficulties  of  gettinpr  water  from  the  short 
mileage  of  the  C.  D.  Co.  main  canals  through  other  sources  than  tho 
distribution  systems  of  the  mutual  water  companies  are  practically 
prohibitive.  The  decision,  of  course,  absolutely  precludes  extension 
of  the  irrigated  area  any  farther  through  such  a  water  stock  plan. 

Seepage  and  Irrigation  Losses. — It  is  very  unfortunate  that  a 
clause  in  all  the  triparty  contracts  requires  the  actual  seepage 
and  evaporation  from  each  mutual  water  company's  distribution 
system  to  be  reported  after  a  period  of  3  years,  and  that  the  per- 
centage allowance  thus  determined  should  thereafter  be  made,  to 
the  end  that  the  mutual  water  companies  would  pay  for  the 
quantity  of  water  which  could  actually  be  delivered  to  the  indi- 
vidual settlers.  All  the  mutual  water  companies  joined  and  selected 
an  engineer,  Mr.  F.  C.  Scobey,  to  represent  them  in  making  seepage 
and  evaporation  determinations,  and  did  quite  a  little  experimenting 
and  investigating.  The  engineers  of  the  C.  D.  Co.  also  made  numer- 
ous determinations  under  the  direction  of  Mr.  Herrmann,  but  for 
various  reasons  no  experimentation  was  done  jointly.  The  amount  of 
work  and  expense  involved  greatly  surprised  the  representatives  of  the 
mutual  water  companies,  and  proposals  of  a  compromise  were  made, 
one  thing  helping  to  this  being  that  such  representatives  agreed  that  ii 
would  be  distinctly  unsatisfactory  to  have  different  percentages  agreed 
on  for  each  of  the  mutual  companies,  as  must  obviously  be  the  result. 
The  C.  D.  Co.  was  thrown  into  the  hands  of  a  receiver  just  as  these 
negotiations  were  reaching  conclusion  on  the  basis  of  6%  flat  allow- 
ance. In  the  confusion  following,  the  companies  insisted  on  a  10% 
allowance,  and  this  is  the  present  status. 

The  results  obtained  by  Mr.  Scobey  have  never  been  given  out, 
but  the  experiments  by  the  engineers  of  the  C.  D.  Co.  showed  a  sur- 
prisingly small  loss.  It  appears  that  the  very  fine  silt  deposited  in  the 
distribution  systems  of  the  various  mutual  companies  forms  a  prac- 
tically  impervious    coating   on    the   sides    and    bottom,    the   measured 
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iss  in  many  cases  being  as  small  as  0.25%  per  mile  and  increasing 
t  a  maximum  of  1%  per  mile.  From  the  available  experimental  data, 
imputation  of  the  losses  from  the  distribution  system  of  Imperial 
later  Company  No.  1,  comprising  nearly  375  miles  of  canals,  gives 
le  total  for  seepage  and  evaporation  throughout  the  year,  under  pres- 
it  operating  conditions,  as  somewhat  less  than  7  per  cent.  The  writer 
as  no  knowledge  of  so  small  a  loss  by  seepage  being  reported  by  any 
ithority  heretofore. 

The  experience  has  been  that  the  mutual  water  company  plan  of 
:-ganization  to  distribute  water,  obtaining  it  from  a  larger  company 
1;  wholesale,  is  highly  satisfactory,  and  it  is  commended  for  careful 
)nsideration  by  those  who  are  contemplating  irrigation  work,  if  the 
•cal  laws  will  permit. 

Canal  Maintenance. — As  far  as  the  physical  maintenance  of  the 
mal  system  is  concerned,  it  may  be  said  that  the  average  life  of 
le  redwood  structures,  consisting  of  checks,  drops,  turn-outs,  waste- 
ates,  etc.,  is  about  5  years  for  the  smaller  structures  and  8  or  10 
3ars  for  the  larger  ones.  It  must  be  remembered  that  water  is 
3ed  every  day  in  the  year,  so  that  this  experience  has  narrow  appli- 
ition.  The  chief  deterioration  is  caused  by  a  sort  of  dry  rot 
^ginning  about  1  ft.  below  the  surface  of  the  ground  and  ex- 
snding  down  not  more  than  2^  ft.  It  appears  that  deeper  than 
lat,  regardless  of  the  quantity  of  water  present,  the  heat  does 
3t  become  great  enough  to  cause  trouble,  and  the  upper  layer 
■  earth  is  nearly  always  so  dry  that  the  wood  is  not  attacked.  In 
le  thin  intermediate  layer,  which  is  both  damp  and  hot,  and  perhaps 
here  enough  oxygen  is  available,  dry  rot  appears  very  rapidly,  and 
ood  wet  on  one  side  and  in  contact  with  earth  on  the  other  has  the 
irth  side  damaged  to  a  depth  of  from  ^  to  f  in.,  sometimes  in  9  or  12 
onths.  Redwood  subjected  to  several  kinds  of  treatment  has  been 
led,  but  with  little  success.  Oregon  pine,  for  that  portion  of  struc- 
ires  covered  by  earth  in  that  region,  rots  very  rapidly  indeed. 

The  chief  lesson  taught  by  the  maintenance  of  the  canals — other 
lan  that  the  cost  is  unusually  large  because  of  tule  growths  and  silt — 
i  that  inside  berms  must  be  avoided,  and  when  possible  all  canals 
fcept  the  sub-laterals  should  have  a  double  or  twin  cross-section.  In 
16  Imperial  Valley  the  absolute  minimum  quantity  of  water  is  ap- 
roximately  25%  of  the  absolute  maximum — a  very  unusual  condition 
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of  nflfairs.  If  the  sections  are  identical,  it  is  possible  to  use  one  canal 
for  a  lonp  time,  and  have  it  never  less  than  one-half  full,  and  conse- 
(luently  the  velocity  of  the  water  is  never  low  cnouph  to  deposit  the 
finer  silt.  This  allows  a  sufficient  time  for  cleaning  one  canal  and 
then  the  other  every  year.  Wlien  the  demand  increases  beyond  the 
capacity  of  one  canal,  both  channels  are  more  than  half  full.  In  this 
region,  therefore,  it  is  possible  with  the  twin  section  to  control  the 
velocity  between  the  excessive  silt-depositing  lower  limit  and  the  bank- 
erosion  upper  limit  with  absolute  certainty.  The  additional  construc- 
tion expense  of  the  canals  for  the  twin  section  is  much  more  than 
justified  by  the  very  greatly  reduced  maintenance  charges  thereafter. 

Duty  of  Water. — As  a  basis  for  estimating  the  quantity  of  water 
required  under  the  Yuma  Project,  investigations  were  made,  under  the 
direction  of  the  University  of  Arizona  Experiment  Station,  to  deter- 
mine the  water  required  for  various  crops  in  the  Yuma  Valley.  As  a 
result  of  this  work,  it  was  decided  that  for  the  average  40- acre  unit, 
5.8  acre-ft.  per  annum,  measured  at  the  delivery  box  at  one  corner  of 
the  field,  would  be  required.  Such  a  figure  is  exceedingly  interesting, 
but  was  not  obtained  under  the  usual  operating  conditions.  Indeed, 
the  satisfactory  delivery  of  water  has  been  made  so  recently  and  in 
such  relatively  small  quantities  in  the  Yuma  Valley  as  not  to  justify 
any  definite  conclusions. 

Water  has  been  actually  used  in  irrigation  in  Imperial  Valley 
for  more  than  10  years,  and  although  there  seems  to  be  no  reason  why 
the  duty  of  water  there  should  not  be  essentially  the  same  as  in  the 
Yuma  Valley,  the  quantity  used  in  the  former  is  only  about  half  as 
much  as  indicated  by  the  experimental  work  mentioned. 

The  crop  census  taken  by  the  Zanjeros  of  Imperial  Water  Company 
No.  1  for  that  district  during  1911  is  as  foUows: 

Alfalfa    44  262  acres 

Barley    28  897  '' 

Corn    12  034  " 

Cotton    6  263  " 

Melons   2  153  " 

Vineyards    1 352  " 

Truck    1092  " 

Asparagus  192  " 

Miscellaneous    3  327  " 

Total    99  572  acres 
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To  supply  this  acreage,  the  company  bought  from  the  C.  D.  Co. 
jring  the  period  274  665  acre-ft.  of  water,  or  an  average  of  almost 
[actly  2f  acre-ft.  per  acre  under  cultivation.  This  is  net,  after  de- 
leting the  10%  seepage  and  evaporation  allowance  given  by  the  C.  D. 
0.,  as  already  explained.  Of  this  net  quantity,  according  to  the 
ater  company's  report,  92.3%  was  delivered  and  charged  to  the  stock- 
)lders,  making  the  average  quantity  of  water  used,  measured  at  the 
irmers'  boxes,  2.538  acre-ft. 

The  quantity  of  water  used  in  irrigation  depends  on  so  very  many 
fferent  factors — quality  of  the  land,  nature  of  the  crop,  proper  prep- 
•ation  and  leveling  of  the  land,  and  time  of  irrigation — that  it  is  only 
7  such  general  figures  covering  large  areas  that  much  tangible  in- 
>rmation  for  engineers  is  obtained.  It  must  be  remembered,  however, 
lat  the  water  supplied  is  charged  for  on  a  quantity  basis,  which 
idoubtedly  tends  to  minimize  the  quantity  used,  as  well  as  the  fact 
lat  the  farmers  know  they  can  have  all  the  water  they  want  at  any 
me  they  want  it,  every  day  in  the  year.  On  the  other  hand,  water 
5ers — stockholders — are  charged  their  pro  rata  of  maintenance  and 
)eration  expenses,  regardless  of  whether  or  not  they  use  any  water, 
id  also  for  a  minimum  of  1  acre-ft.  per  share  of  stock.  Additional 
ater  is  50  cents  per  acre-ft. 

The  use  of  water  is  increasing  in  this  district,  and  is  in  large 
leasure  due  to  the  increasing  acreage  in  alfalfa  and  cotton.  The 
?ures  are: 

1909 214  333  acre-ft.,  net. 

1910 236  631      "     "       " 

1911 274  665      "     "       " 

1912  (Estimated) 320  000      "     "       " 

The  figures  for  other  districts  are  not  available,  but  are  probably 
milar. 

Litigation. 

The  Salt  Works  Suit. — The  New  Liverpool  Salt  Company,  whose 
roperty  was  inundated  and  destroyed  on  March  8th,  1905,  began  suit 
)r  damages  to  the  extent  of  $180  000  for  land  and  salt  deposits  and 
30  000  for  plant,  changing  the  figures  to  $325  000  and  $75  000,  respect- 
^ely,  when  the  destruction  became  complete.  In  July,  1906,  a  compro- 
lise  was  suggested  on  the  basis  of  $50  000  cash,  but  the  management  of 
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the  C.  1).  Co.  (loclinod  to  consider  it.  On  Janunry  lOtli,  1908,  the 
case  was  decided,  awardinp:  the  Salt  Company  $456  746.2^  damages 
and  $1  500  costs,  and  a  pornianoiit  injunction  was  issiwd  icstraiiiiii^ 
the  irrigation  companies  from  diverting"  more  water  from  the  Colorado 
than  would  supply  the  substantial  needs  of  the  people  residing  in  tlic 
valley.     Later,  the  United  States  Supreme  Court  affirnied  the  decinion. 

Actions  of  the  Southern  Pacific  Company. — When  this  adverse  and 
excessive  judgment  had  been  rendered,  it  was  seen  that  the  United 
States  Courts  would  hold  the  C.  D.  Co.  liable  for  all  damages  caused 
by  the  diversion  of  the  river,  regardless  of  the  fact  that  it  had  occurred 
in  Mexico.  All  personal  property  and  unsold  water  stock,  therefore, 
was  turned  over  to  the  Southern  Pacific  Company  at  fair  prices,  and 
future  payments  for  water  rentals  were  assigned  to  the  Southern  Pacific 
Company  until  the  moneys  loaned  by  it  should  have  been  repaid.  At 
the  same  time,  suit  was  brought  in  the  United  States  Court  for  dam- 
ages sustained  in  America,  and  suit  was  filed  in  the  Mexican  Courts 
for  damages  sustained  in  both  ]\Iexico  and  the  United  States,  and 
all  real  property  in  the  respective  countries  was  attached.  The  suits 
in  the  United  States  are  still  pending.  Judgment  was  rendered  in 
the  Mexican  Courts  for  $900  000,  gold,  against  the  Mexican  Co.,  and 
enough  property  of  that  company  was  ordered  to  be  sold  to  satisfy 
this  judgment.  Another  Mexican  corporation  was  formed  by  the 
Harriman  interests,  and  permission  to  hold  the  concession  of  the  orig- 
inal Mexican  Co.  was  obtained  from  the  Mexican  authorities.  At  the 
sale,  held  on  January  28th,  1911,  this  new  Mexican  Company  bid  in 
all  the  real  and  personal  property  of  the  Mexican  Co.,  including  the 
concessions  from  the  Mexican  Government,  for  the  sum  of  $325  000, 
gold,  which  was  less  than  40%  of  the  judgment.  Thus  nothing  now 
remains  of  the  original  Mexican  Co.  except  the  organization,  with  a 
$575  000,  gold,  judgment  against  it,  and  additional  suits  aggregating 
nearly  $2  000  000  in  the  Mexican  Courts,  and  absolutely  no  property. 

The  new  Mexican  Corporation,  called  the  Lower  California  Land  and 
Water  Company,  Compania  de  Terrehos  y  Aguas  de  la  Baja  California, 
Sociedad  Anonima,  owns  practically  all  the  parent  irrigation  company's 
holdings  in  Imperial  Valley  having  any  value,  but  has  not  yet  taken 
possession.  Shortly  after  the  sale  by  Court  decree,  fraudulent  dealing 
was  alleged,  and  on  ]Srovember  IStli,  1911,  it  was  advertised  that  the 
Judge    of   the    First    Listance    at    ^Mexicali    would   hear    any    and   all 
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complaints  in  the  matter.  No  one  appeared,  and  it  seems  probable 
that  the  validity  of  the  sale  must  therefore  be  confirmed.  In  that 
event,  the  new  company  will  be  free  of  any  contracts  with  the  mutual 
water  companies,  the  C  D.  Co.,  or  any  one  else,  and  is  probably  quite 
beyond  the  reach  of  the  American  Courts.  This,  however,  means  little 
to  the  water  users  living  in  either  the  United  States  or  Mexico,  as  the 
Mexican  Government  has  issued  rules  and  regulations  by  which  water 
must  be  sold  under  the  Mexican  concession,  and  these  fix  the  price  at  50 
cents  per  acre-ft.,  and  practically  in  no  wise  affect  the  conditions  under 
which  American  users  now  receive  water. 

The  C.  D.  Co.,  in  that  event,  would  be  a  mere  shell;  it  owns  only  65 
miles  of  main  canals  which  produce  no  revenue  whatever,  cost  no  little 
to  maintain,  and  are  hence  liabilities  instead  of  assets;  it  also  owns  its 
office,  grounds,  and  buildings,  all  of  which  are  under  attachment,  and 
its  liabilities  exceed  $2  000  000. 

Appointment  of  Receiver. — On  December  16th,  1909,  the  Title  In- 
surance and  Trust  Company,  trustees  for  the  bond  issue  of  the  C.  D. 
Co.,  applied  to  the  Superior  Court  of  Imperial  County  to  declare  the 
C.  D.  Co.  insolvent  and  appoint  a  Receiver,  which  application  was 
granted.  The  Southern  Pacific  Company  has  bought  approximately 
$325  000  worth  of  Receiver's  certificates,  which,  together  with  the  major 
portion  of  the  water  rentals  received  from  the  mutual  water  companies, 
has  kept  the  property  going.  Application  has  been  made  to  sell  the 
property,  but  this  has  been  delayed  as  long  as  possible  by  the  attorneys 
representing  the  bondholders,  the  New  Liverpool  Salt  Company,  and  the 
old  stockholders  of  the  C.  D.  Co.  In  a  few  months,  however,  it  seems 
probable  that  this  will  be  accomplished. 

Formation  of  Imperial  Irrigation  District. — Because  of  the  various 
difficulties  and  the  serious  litigation,  the  people  of  Imperial  Valley, 
on  July  14th,  1911,  by  a  vote  of  1  304  to  360,  elected  to  form  the  Imperial 
Irrigation  District.  According  to  the  present  law  of  California,  this 
district  can  condemn  property,  even  of  a  public  service  corporation, 
and  all  taxable  property  within  the  district  is  assessable  for  its  needs. 
It  is  authorized  to  incur  a  bond  issue  of  50%  of  the  assessed  valuation 
of  the  property  of  the  district,  and  the  five  directors  are  elected  by  all 
voters  in  the  district  just  as  in  the  case  of  county  and  State  officials. 
The  assessed  valuation  of  Imperial  County  this  year  is  $16  161  923 ;  the 
value  of  its  products  is  $10  000  000. 
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It  is  intended  to  acquire  all  the  property  of  the  C.  D.  Co.  and  the 
main  canals  and  works  in  Mexico,  giving?  honds  of  the  Imperial  Irriga- 
tion District  in  exchange  tlierefor.  It  has  not  been  decided  definitely 
whether  the  mutual  water  companies  are  to  be  retained,  or  whether 
the  district  is  to  own  and  control  the  entire  water  system — probably 
the  former  will  be  done. 

The  present  .law  of  California,  under  which  this  district  was 
formed,  is  extremely  interesting  to  water  supply  and  irrigation  en- 
gineers. It  is  a  considerably  changed  form  of  the  Wright  Irrigation 
Act,  under  which,  some  20  years  ago,  a  number  of  irrigation  districts 
were  created  in  California,  all  of  which  resulted  disastrously.  It  is 
believed  that  in  its  present  form  the  law  is  a  practicable  one,  and  ex- 
perience with  it  will  be  awaited  with  much  interest. 

The  Abejas  Diversion. 

The  excessive  overbank  flow  during  the  summer  flood  of  1907  started 
cutting  back  fingers,  as  has  already  been  stated.  The  flood  of  1908 
continued  the  work,  and  made  it  evident  that  the  deep  finger  which 
first  would  have  its  grade  receded  to  and  through  the  bank  of  the 
Colorado,  and  thus  again  divert  the  entire  river  to  the  west,  was 
one  of  the  feeders  of  the  Abejas,  and  that  such  diversion  would  occur 
about  20  miles  below  the  International  Boundary  Line. 

The  situation  was  carefully  watched,  and  the  various  interests 
affected  were  fully  advised  of  developments.  The  United  States  Gov- 
ernment had  taken  no  tangible  step  to  repay  the  moneys  expended 
in  closing  the  second  break  and  in  subsequent  levee  protection  work, 
nor  anything  definite  whatsoever  with  the  Mexican  Government  look- 
ing toward  a  joint  and  satisfactory  control  of  the  situation.  All  in- 
terests, nevertheless,  seemed  to  feel  that  the  Southern  Pacific  Company 
would  advance  funds  to  protect  the  valley  when  a  critical  stage  should 
be  reached.  The  writer,  in  local  charge  of  the  situation  for  that  com- 
pany, had  become  fully  convinced  that  the  truest  and  best  interests 
of  all  concerned  would  no  longer  be  served  by  the  railroad  company 
standing  in  the  breach,  and  recommended  doing  absolutely  nothing 
further  in  protecting  the  valley  than  to  maintain  the  existing  levee 
system.  In  almost  everything  there  comes  a  time  to  decline  longer 
to  carry  the  entire  load.  This  recommendation  was  approved  by  the 
higher    officials.     When    the    summer   flood    of    1909   had   passed,   the 
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expected  diversion  was  an  accomplished  fact,  and  as  a  result  the  entire 
ow-water  flow  followed  through  the  Abejas,  spread  out  in  a  wide  sheet 
vithout  any  defined  channels,  gathered  into  Volcano  Lake  and  Hardy's 
Colorado   and  thence  reached  the  Gulf. 

The  water  in  the  river  at  the  break  dropped  somewhat,  and,  as 
he  river  fell  to  its  low-water  stage,  the  water  surface  for  a  given  dis- 
charge was  found  to  be  unusually  low.  The  reasons  for  this  have 
ilready  been  explained,  but  were  not  then  fully  understood.  The 
lemand  for  water  in  the  valley  increases  greatly  late  in  January,  on 
iccount  of  the  barley  crop,  and  a  serious  water  shortage  seemed  very 
Drobable. 

Submerged  Weir. — On  urgent  representations  to  the  War  De- 
)artment,  backed  by  the  recommendation  of  the  Reclamation  Service 
mgineers,  permission  was  granted  in  March,  1910,  to  build  a  tempo- 
rary obstruction  in  the  river  opposite  the  concrete  head-gate,  in  order 

0  raise  the  water  a  few  feet  and  increase  the  flow  in  the  canal.  Work 
vas  started,  but  the  river  began  rising  and  rendered  it  temporarily 
mnecessary.  When  the  summer  flood  receded,  in  July,  the  situation 
vas  again  critical,  due  to  the  large  requirements  in  the  valley,  and 
vork  was  resumed. 

A  trestle  consisting  of  4-pile  piers,  15  ft.  from  center  to  center, 
vas  driven  across  the  river  at  an  angle  of  about  70  degrees.  On  this  a 
•ailroad  track  was  laid,  and  a  little  brush  and  considerable  rock  was 
lumped  therefrom.     Of  course,  there  was  no  difficulty  in  developing 

1  head  of  2^  ft.  This  weir  or  obstruction  prevented  any  danger  of 
vater  shortage  in  the  valley,  but,  not  being  square  across  the  river,  it 
produced  eddy  currents,  just  below  it  on  the  Arizona  side,  which  cut 
iway  the  bank  to  some  extent  and  necessitated  considerable  expense 
n  bank  protection  work. 

The  permission  of  the  Government  was  given  for  this  construe- 
ion,  on  the  understanding  that  it  was  to  be  temporary,  and  would  be 
•emoved  before  the  next  spring  flood.  In  March,  1911,  all  the  piling 
vas  blown  off,  not  pulled. 

Late  in  1910,  arrangements  were  made  to  obtain  the  large  suction 
3redge,  Imperial,  and  with  it  in  service  no  further  immediate  difficulty 
In  diverting  sufficient  water  is  anticipated.     (See  page  1283.) 

A  very  important  fact,  however,  was  developed  in  the  construction 
|md  attempted  removal  of  this  weir,  namely,  that  the  small  quantity 
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of  rock  dumpod  from  th(>  tivstles  which  was  required  to  raise  a  hood 
of  'JA  1't,  at  i()\v-wat(T  stuffos — al)out  10  000  aec-ft. — was  not  under- 
mined and  did  not  settle  except  to  a  sliplit  extent  in  a  few  places,  with 
the  summer  floods  of  1911  and  1912.  These  floods  were  ordinarily  large, 
and,  passing  over  it,  had  little  efi'ect  in  taking  it  away.  This  result 
was  surprising,  even  to  the  proponents  of  rock  fill  methods  of  building 
weirs.  The  length  of  time  it  finally  requires  to  eliminate  all  effects 
of  this  weir  from  the  river  flow  at  that  point  should  be  kept  track 
of  and  reported  to  the  Profession  from  time  to  time. 

All  Parties  Frightened. — All  the  interests  in  jeopardy  were  now 
thoroughly  frightened.  It  was  finally  realized  that  the  Southern 
Pacific  Company  would  no  longer  supply  money  for  river  control,  and 
that  the  diversion  was  not  only  an  accepted  fact,  but  that  the  pro- 
phesied lowering  of  the  river  at  the  concrete  head-gate  had  taken  place. 
The  fear  had  been  that  the  bed  of  the  river  would  be  lowered  at  the 
Abejas  break  approximately  from  5  to  8  ft.  and  that  this  lowering 
would  rapidly  run  back  up  the  river  and  have  such  an  effect  opposite 
the  concrete  head-gate  as  to  prevent  diverting  enough  water  to  supply 
the  needs  of  the  valley.  This  fear  is  now  known  to  have  been  in 
large  measure  unfounded,  as  the  permanent  lowering  of  the  water 
surface  at  the  Abejas  probably  has  not  been  more  than  3  ft.,  and 
opposite  the  concrete  head-gate  not  more  than  2  ft.,  if  indeed  that 
much  at  either  place. 

Another  fear. was  that  the  Colorado  would  now  discharge  directly 
into  Volcano  Lake,  and  during  severe  flood  periods  raise  this  body 
of  water  so  high  that  it  would  flow  northward  and  into  the  New  River 
channel,  thus  cutting  back  a  connection,  permitting  the  river  again 
to  reach  the  Salton  Sea,  but  by  a  course  approximately  40  miles  longer. 

As  the  summer  flood  came  on,  the  overflow  covering  the  low  lands 
on  each  side  of  the  Abejas,  especially  in  the  vicinity  of  Campo  Lino, 
was  higher  than  any  existing  marks  on  trees,  etc.  To  prevent  this 
water  from  getting  over  the  low  divide  to  the  north  and  thence  to  the 
Salton  Basin,  disconnected  portions  of  the  remaining  gap  in  the  levee 
line  were  partly  built,  the  C.  D.  Co.  through  its  Receiver  paying  the 
bills.  While  the  work  was  in  progress,  the  water,  for  long  stretches, 
came  within  a  few  inches  of  the  top  of  the  fill  being  thrown  up,  and 
was  held  south  of  the  divide  only  by  strenuous  efforts.     Probably  nc 
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ery  serious  results  would  have  followed  in   any  event,   although  the 
[ew  River  flume  of  the  West  Side  Main  might  have  been  damaged. 

The  people  of  Imperial  Valley  were  now  thoroughly  frightened,  and 
rgent  applications  were  rushed  to  President  Taft,  in  which  the  civic 
nd  commercial  bodies  of  California,  especially  Southern  California, 
nd  the  State  officials  joined.  These  applications  pointed  out  the 
lability  of  American  interests  in  jeopardy  to  handle  a  menace  orig- 
Qating  in  Mexico,  and  the  injustice  they  suffered. 

Congress  Appropriates  $1  000  000. 

In  response  to  these  applications,  President  Taft  sent  a  special 
lessage  to  Congress,  and  on  the  eve  of  adjournment  the  two  branches 
if  Congress  joined  in  a  resolution,  approved  June  25th,  1910,  pro- 
iding: 

"That  the  sum  of  $1  000  000,  or  so  much  thereof  as  shall  be  neces- 
ary,  is  hereby  appropriated  out  of  any  money  in  the  Treasury  not 
therwise  appropriated,  to  be  expended  by  the  President,  for  the  pur- 
»ose  of  protecting  the  lands  and  property  in  the  Imperial  Valley  and 
ilsewhere  along  the  Colorado  River,  within  the  limits  of  the  United 
states,  and  the  President  is  authorized  to  expend  any  portion  of  such 
noney  within  the  limit  of  the  Republic  of  Mexico  as  he  may  deem 
)roper,  in  accordance  with  such  agreements,  for  the  purpose,  as  he  may 
nake  with  the  Republic  of  Mexico." 

On  June  8th,  1910,  the  acting  Secretarj^  of  the  Interior,  Mr.  Frank 
Pierce,  addressed  to  the  President  a  communication  based  on  informa- 
;ion  and  recommendations  furnished  by  Mr.  Hill,  Supervising  En- 
gineer of  the  United  States  Reclamation  Service,  advising  as  follows: 

"The  ascertainment  of  what  is  necessary  to  be  done  for  the  purpose 
)f  accomplishing  permanent  avoidance  of  these  recurring  menaces 
:o  life  and  property  on  both  sides  of  the  International  Boundary  Line 
ivill  require  a  thorough  examination  of  physical  conditions  which, 
to  be  effective,  should  have  the  co-operation  of  both  governments,  and 
will  consume  considerable  time.  In  the  meantime,  unless  prompt  relief 
is  afforded,  a  water  shortage,  if  not  famine,  is  probable  in  the  Imperial 
Valley  within  the  next  two  months. 

"In  a  country  where  the  heat  reaches  an  intensity  of  120°  and 
jven  higher,  the  great  loss  of  property  and  the  menace  to  both  animal 
md  human  life  which  may  result,  should  such  a  catastrophe  occur, 
renders  it  imperative  that  prompt  measures  be  taken  toward  averting 
he  same.     To  that  end,  I  respectfully  recommend  that  you  designate 
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an  cn^iiieor  luivinjj:  iainiliarity  with  prcjljlcins  involving  river  control 
to  proceed  immediately  with  an  examination  for  the  pun^ofle  of  de- 
termining whether  such  emergency  exists,  and  if  so,  to  take  the  steps 
necessary  to  avoid  tlie  same." 

On  the  recommendation  of  Gen.  W.  L.  Marshall,  Consulting  Engi- 
neer to  the  Secretary  of  the  Interior,  John  A.  Ockerson,  President, 
Am.  Soc.  C.  E.,  and  for  many  years  Member  of  the  Mississippi  Kiver 
Commission,  was,  on  July  19th,  1910,  appointed  by  President  Taft. 
He  at  once  went  to  Yuma,  arriving  there  on  July  30th,  by  which 
time  Mr.  F.  L.  Sellew,  Engineer  of  the  Yuma  Project,  on  Mr.  Ocker- 
son's  request,  had  made  a  survey  covering  the  immediate  vicinity  of  the 
C.  D.  Co.'s  intake,  and  had  prepared  a  plat  which  showed  clearly  that 
the  bed  of  the  river  was  above  the  bottom  of  the  head-gates  and  that 
the  deficiency  of  water  in  the  canal  was  due  mainly  to  the  silting  up 
of  the  intake  above  and  the  canal  below  the  concrete  head-gate. 

There  were  two  possibilities:  one  was  to  get  dredging  machinery 
into  place  as  rapidly  as  possible  and  dredge  out  the  canal;  the  other 
was  to  raise  the  water  in  the  river  by  a  submerged  dam,  the  latter 
being  temporarily  necessary  because  of  the  time  required  to  build 
dredges  to  do  the  necessary  work.  As  explained,  the  weir  was  begun 
in  the  latter  part  of  July  and  completed  within  a  month,  and  the 
contract  was  not  let  for  an  efficient  suction  dredge  until  late  in 
December,  the  delays  in  starting  the  latter  being  in  part  due  to  dif- 
ficulty in  arranging  funds  therefor,  and  in  part  due  to  a  belief  in  some 
quarters  that,  with  the  submerged  weir  in  place,  a  dredge  was 
unnecessary. 

Mr.  Ockerson  made  an  inspection  of  the  Imperial  Valley  during 
the  latter  part  of  August,  and  about  the  middle  of  that  month  put  out 
a  surveying  party  which  ran  a  stadia  line  along  the  Colorado  River  ji 
from  about  6  miles  below  the  Boundary  Line  to  the  Abejas  break; 
thence  down  the  dry  bed  of  the  Colorado  for  about  25  miles;  down 
the  Abejas  River  from  the  point  of  diversion  about  5  miles;  and  made 
several  cross-sections  of  the  Abejas  for  the  purpose  of  selecting  the 
best  site  for  a  rock  fill  barrier  dam — all  of  which  required  about  6 
weeks. 

On  October  4th,  Mr.  Ockerson  reported  to  the  Secretary  of  the  In- 
terior that  the  Imperial  Valley  would  never  be  safe  from  the  menace 
of  western  diversions  due  to  flood-waters  until  ample  works  were  con- 
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structed  to  confine  such  flood-waters  to  narrow  limits  along  the  river 
proper;  that  there  had  been  no  appreciable  lowering  of  the  river  bed 
on  account  of  the  Abejas  break;  that  in  extreme  cases  diversions  to 
the  west  might  depress  the  low-water  plane  opposite  the  concrete  head- 
gate  and  render  it  difficult  to  supply  water  to  the  Imperial  Valley  with 
the  present  diverting  works;  that  the  maintenance  of  levees  consists  not 
only  in  keeping  up  the  cross-section,  freeing  it  from  weeds,  brush,  and 
burrowing  animals,  but  also  in  holding  in  check  the  tendency  of  the 
river  to  erode  the  banks  and  threaten  to  breach  the  levees;  that  a  levee 
located  3  000  ft.  from  the  westerly  bends  of  the  stream  would  probably 
remain  intact  for  a  long  time;  that  if  the  C.  D.  Co.  levee  line  had 
been  carried  down  along  the  river  instead  of  where  it  was  built  in  1907, 
it  would  have  reached  a  point  6  miles  below  the  Abejas  break,  and  no 
break  would  have  occurred  there;  that  completing  the  upper  levee 
would  undoubtedly  protect  the  Imperial  Valley  from  floods  for  a 
short  time,  but  constituted  only  a  partial  solution  of  the  prob- 
lem, and  even  that  only  temporarily;  that,  finally,  the  proper  protec- 
tion of  lands  in  the  Imperial  Valley  required  that  the  Colorado  River 
be  restored  to  its  former  channel  and  an  effective  line  of  levees  be 
built  from  a  point  on  the  existing  levee  system  about  6  miles  below 
the  International  Boundary  Line  and  following  along  the  west  side  of 
the  stream  to  a  distance  of  about  3  000  ft.  from  the  westerly  bends 
of  the  river,  approximately  25  miles,  where  the  flood  height  would  be 
at  an  elevation  below  the  ground  line  in  the  vicinity  of  Volcano  Lake 
and  any  diversion  of  the  water  would  not  cause  a  tendency  to  flow 
north. 

It  was  estimated  that  such  a  levee  would  require  about  1  300  000 
cu.  yd.  of  earthwork  and  450  acres  of  clearing  and  grubbing;  and  it 
was  recommended  that  the  top  be  8  ft.  wide,  the  slopes  3  to  1,  and  the 
berm  between  the  toe  of  the  slope  and  the  edge  be  40  ft.  wide,  and 
that  borrow-pits  be  on  the  river  side,  with  traverses  50  ft.  wide  at 
intervals  of  400  ft. 

In  commenting  on  the  situation  early  in  September,  1910,  Gen. 
Marshall  recommended  completing  the  northern  line  of  levees,  as  origi- 
nally designed  by  the  writer,  to  prevent  the  water  from  getting  north, 
and  providing  a  suitable  and  practical  intake  for  the  canals  of  the 
C.  D.  Co.  He  also  suggested  that,  if  the  present  intake  (concrete 
heading)  be  closed  and  the  Imperial  Canal  be  extended  to  the  Laguna 
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Wuir.  tlu>  matter  would  be  solved,  as  far  as  Aincriean  interests  were 
involved. 

Jiiver  Levee  Plan  Adopted. — A  month  later  Mr.  Oekerson  went  to 
Washington  for  a  conference,  the  result  being  that  the  work  Huggested 
by  him  was  ordered  begun.  On  November  25th  bids  for  the  levee  con- 
struction were  opened  in  Yuma.  According  to  the  specifications,  the 
contractor  was  to  assume  all  risks  of  interruption  of  the  work  by  floods, 
and  as  the  season  was  by  this  time  far  advanced,  the  prices  were  deemed 
too  high  and  endeavors  were  made  to  get  the  work  done  on  force  account. 

At  about  the  same  time  it  was  discovered  that  the  Mexican  Gov- 
ernment— as  would  naturally  be  expected — could  not  consistently  per- 
mit the  United  States  Government,  or  any  of  its  officials  acting  as 
such,  to  perform  work  on  Mexican  soil.  For  six  years,  the  need 
for  making  satisfactory  arrangements  and  agreements  with  the  Mexi- 
can Government  regarding  the  Colorado  River  and  its  control,  and 
proper  and  equitable  division  of  its  waters,  had  been  fully  understood, 
but  practically  no  progress  had  been  made.  That  fact,  however,  makes 
it  even  more  surprising  that  requests  on  the  part  of  the  United  States 
should  have  been  made  to  enter  Mexican  territory  and  do  work  therein. 
The  difficulty  w^as  very  easily  overcome,  of  course,  by  operating  through 
the  medium  of  a  Mexican  corporation,  as  the  Southern  Pacific  had 
done,  and  the  C.  M.  Co.,  which,  as  has  been  explained,  is  a  very  large 
land  company,  was  chosen.  Consequently,  nothing  was  done  in  the 
name  of  the  United  States,  but  the  engineer  in  charge  acted  under 
power  of  attorney  from  the  C.  M.  Co.,  there  being  a  gentleman's  agree- 
ment between  the  United  States  and  the  C.  M.  Co. 

In  this  way,  on  December  12th,  contracts  were  awarded  for  levee 
construction,  the  first  9  miles,  aggregating  425  000  cu.  yd.,  at  from 
19  to  22i  cents;  the  next  6  miles,  aggregating  336  000  cu.  yd.,  at  23 
cents;  and  the  remainder,  aggregating  325  000  cu.  yd.,  at  36  cents. 
These  figures  were  afterward  considerably  increased,  the  total  quantity 
being  1  277  984  cu.  yd.,  and  the  total  cost,  including  $20  000  paid  for 
duties,  $452  434.  The  work  in  the  immediate  vicinity  of  the  Abejas 
break  and  the  small  quantity  of  grading  on  4  or  5  miles  of  temporary 
track  was  done  by  the  C.  M.  Co.  on  force  account.  President  Lovett, 
of  the  railroad  company,  offered  to  supply,  essentially  at  cost,  all  the 
organization,  men,  equipment,  and  supplies  required  for  closing  the 
break  and  for  doing  any  other  work  that  might  be  deemed  necessary. 
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The  Mexican  Government  had  given  assurances  to  the  American 
Minister  that  duties  on  stock,  material,  and  supplies  would  be  remitted, 
which  was  considerably  more  than  had  been  done  when  the  railroad 
had  the  work  in  charge.  The  Government  officials,  however,  were  not 
satisfied  with  this,  and  thought  that  all  material  should  be  passed 
free — a  matter  very  much  more  difficult  to  arrange  under  Mexican 
laws,  ns  it  would  require  Congressional  action,  and  that  country  was 
already  in  the  throes  of  a  revolution.  However,  after  a  delay  of  2 
weeks  in  getting  stock  across  the  line,  it  was  decided  to  arrange  for  the 
duties  and  depend  on  a  refund  later.  The  contractors  began  work 
early  in  January.  At  about  the  same  time  one  pile-driver  was  put 
to  work  on  a  trestle  across  the  Abejas,  and  by  February  2d  (river  dis- 
charge, 11  000  sec-ft.)  the  temporary  track  was  completed  to  and  over 
the  trestle,  and  rock  dumping  began. 

The  method  was  that  developed  in  closing  the  first  and  second 
breaks,  and  used  later  in  closing  the  gap  in  the  Laguna  Weir,  one 
trestle  being  deemed  quite  sufficient,  as  the  maximum  head  was  not 
expected  to  exceed  7  or  8  ft.  At  the  Andrade  quarry  there  were  approxi- 
mately 15  000  cu.  yd.  of  rock  ready  to  load  with  steam  shovels,  and 
the  quarry  was  well  developed,  having  a  face  about  900  ft.  long  and 
averaging  40  ft.  high.  Two  4-cu.  yd.  steam  shovels  were  secured  from 
the  Southern  Pacific  Company,  and  a  2^-cu.  yd.  shovel  of  the  Recla- 
mation Service  was  brought  down  from  the  Laguna  Weir.  Work 
trains,  men,  and  "battleships"  were  obtained  from  the  railroad,  as 
required,  and  rails  and  track  material  were  furnished  on  a  rental  basis. 
On  February  7th,  a  sudden  rise  (maximum  discharge,  23  000  sec-ft.) 
caused  a  breach  in  the  trestle ;  this  was  closed  10  days  later.  On  March 
Tth  another  small  rise  in  the  river  carried  away  seven  bents,  and  6  days 
later  another  rise  (maximum  discharge,  35  000  sec-ft.)  brought  down 
a  mass  of  drift  and  wrecked  a  considerable  length  of  the  bridge,  caused 
the  loss  of  a  pile-driver  and  one  steel  "battleship,"  and  drowned  one 
man.  On  the  28th  the  pile-driving  was  resumed  and  the  operations 
were  continued  without  further  mishap  until  May  15th,  when  work  on 
the  dam  was  shut  down. 

In  making  this  closing,  the  rock  fill  was  not  kept  at  uniform  height 
for  the  entire  length  of  the  trestle,  the  overpour  for  some  of  the  time 
being  confined  to  three  places  with  a  total  length  of  from  260  to  275  ft. 
It  is  probable  that  this  explains  in  large  measure  the  breaking  of  the 
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trestles  by  floods  nnrl  drift,  after  ohtjiiiiln^  jin  effective  rock  mattress, 
such  na  is  i)rovi(le(l  l>y  diiiuping  two  or  three  cuts  of  "battleships"  nil 
aU)ng.  In  building  the  (Jlarke  Dam,  floods  (mnxinnun  discharge, 
.S2  000  sec-ft.)>  with  heavy  drift,  threw  the  trestle  out  of  line  in  only 
one  place  after  rock  dumping  began,  and  caused  no  other  damage. 
The  number  of  cars  unloaded  in  the  Abejas  closing  work  is  given 

in  Table  22. 

.-..,:,  TABLE  22.        ,,-,  .....••.:;   .    :     ■;    ■,\.,.^,- 


Period. 


I- Battleships."!      Flats. 


Den  ley.         Dinky. 


Januarv  17-31. . 

Kebruarv  1-10. . 

"      '    11-20. 

21 -'-28. 

March  l-io" 

11-20 

••       21-:^!...    . 

April  I-IO 

"     ll-2() 

''     21-30 

May  1-2 


88 
314 
.H5() 
616 
181 

lOH 
207 
747 
781 
581 
41 


43 

40 
70 


12 

34 


108 
20 


6 
37 


Totals 


3  996 


Hil 


182 


The  total  quantities  were:  139  860  cu.  yd.  of  "battleship"  rock. 
193  eu.  yd.  of  flatcar  rock,  516  cu.  yd.  of  Declez  rock,  and  1  092  cu.  yd. 
of  quariy  rock  in  dinky  cars,  a  total  of  143  400  cu.  yd.  up  to  May 
2d.  The  total  quantity  of  rock  used  to  May  15th,  when  work  closed 
down,  was  about  180  000  cu.  yd.  The  total  cost  of  the  dam  is  given 
as  $347  500. 

About  140  000  cu.  yd.  of  rock  were  used  before  the  w^ater  was 
practically  shut  off  in  making  this  closing.  The  reasons  for  requiring 
such  a  large  quantity  probably  are  that  relatively  little  fla.tcar  rock 
of  large  size  was  used,  the  fact  that  the  rock  fill  was  not  carried  along 
at  a  uniform  height  for  the  entire  length  of  the  overpour,  and  the  slow 
rate  at  which  the  rock  was  unloaded.  The  first  methods  of  quarrying 
were  not  well  adapted  for  giving  the  maximum  output,  consisting  of 
operations  along  the  top  of  the  rock  mass  by  the  edge  of  the  quarry 
face,  but,  later,  horizontal  tunnels  were  driven  into  the  quarry  face  at 
intervals  along  the  bottom  and  large  charges  of  explosives  were  used, 
after  which  the  output  was  much  increased. 

The  levee  work  went  along  very  rapidly,  the  contractors  fortunately 
encountering  no  flood  difficulties  or  delay,  and  on  April  7th  the  last  of 
the  grading  outfit  left  the  work. 
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While  operations  were  in  progress,  the  Ee volution  in  Mexico  began, 
and  resulted  in  the  abdication  of  President  Diaz.  On  February  21st, 
the  Revolutionists  captured  Algodones,  and  took  possession  of  a 
work  train  for  half  a  day.  On  April  16th  a  large  body  of  Mexican 
Federal  troops  arrived  at  the  break  and  remained  guarding  the  work 
from  interruption  until  May  10th. 
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PLAN  OF  QUARRY 
CHA^/BER  BLASTS  AT  ANDRADE-SECOND  SET 

Pounds,  Judson  Powder ^-  Pounds,405^  Giant t 

Loosened  up  58  000  cu.  yd.  Swell,  13000  cu.  j'd.  Material  broken  small 

Fig.  68. 

Damage  to  the  Work. — The  24.6  miles  of  levees  were  constructed 
in  accordance  with  the  recommendation,  namely,  with  a  top  width 
of  8  ft.,  side  slopes  of  3  to  1,  borrow-pits  on  the  river  side  400  ft. 
long,  with  intervening  uncleared  traverses  50  ft.  wide,  a  berm  width  of 
40  ft.,  the  entire  ground  covered  by  the  levee  and  the  berm  cleared, 
and  roots  and  stumps  grubbed,  and  a  muck-ditch,  of  such  depth  as  would 
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reucli  tliroush  tlie  adobe  soil  under  the  conBtniction,  dug  out  aiid 
HIIchI  with  good  innterial  under  the  axis  of  the  levees.  Except  lur  a 
very  few  cases  of  logs  and  brusli  in  the  levee  section,  and  inefficient 
muck-ditching  reported  to  have  been  disclosed  where  th(3  levee.s  w«.'rc 
broken,  the  dikes  were  very  well  constructed  in  accordance  with  the 
specifications.  The  levee  was  built  to  a  grade  of  "5  ft.  above  the 
high-wat(>r  marks  of  the  1909  summer  flood,  chiefly  for  the  i»iir|)os<' 
of  having  excess  material  wherewith  to  remedy  deterioration,  rather 
than  thro\igh  any  fear  of  overtopping  from  floods."  No  railroad 
track  or  gravel  blanketing  was  put  on  the  levees,  because  of  the 
belief  "that  it  would  be  better  to  extend  the  levees  as  far  as  practical, 
rather  than  dissipate  available  funds  for  mere  convenience  of 
maintenance." 

A  low  levee  was  built  along  the  south  side  of  the  break,  extend- 
ing from  the  dam  a  short  distance  up  stream,  to  prevent  water  from 
getting  into  the  levee  borrow-pits  until  the  grading  outfits  had  fin- 
ished work  in  the  vicinity.  As  the  water  in  the  river  was  gradually 
raised,  partly  by  increased  discharge  (total,  19  000  sec-ft.)  and  partly 
by  increasing  the  height  of  the  rock  fill  aeross  the  break,  this  low 
levee  was,  on  April  21st,  overtopped  and  almost  at  once  about 
1 000  sec-ft.  of  water  started  down  the  borrow-pit  clearing,  about 
2  000  sec-ft.  going  into  the  old  Colorado  Eiver  channel.  When  the  water 
hit  the  uncleared  traverses  it  cut  the  berm  and  side- wiped  the  levee 
at  almost  every  traverse  for  several  miles.  Work  on  the  rock  fill 
dam  was  stopped,  and  the  men  were  set  at  work  protecting  the  levee. 
Later  in  the  day  this  was  stopped,  and  work  on  the  dam  was  resumed. 
The  latter  was  facilitated  materially  by  the  waters  breaking  over  into 
the  borrow-pits,  the  elevations  of  the  water  surface  above  and  below 
the  dam  being  quickly  changed  from  79. 6  and  71.6,  respectively,  to 
78.6  and  71.0,  the  depth  of  overpour  being  reduced  1  ft.  and  the 
head  on  the  structure  0.4  ft.  By  dumping  rock  and  filling  the  holes 
where  the  confined  overpour  occurred,  the  situation  there  was  soon 
in  hand,  and  8  days  later  (April  29th)  the  elevation  of  the  lowest 
point  of  the  dam  was  80.6,  or  1  ft.  higher  than  the  water  surface  up 
stream,  where  the  water  broke  into  the  borrow-pits,  and  the  flow 
over  the  structure  was  stopped. 

By  that  date  the  levee  to  the  south  was  cut  entirely  through  in 
several  places  in  the  first  6  miles,  and  it  was  evident  that  the  water 
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would  soon  merely  detour  around  the  dam  and  continue  to  follow 
the  Abejas  channel  below.  The  river  discharge  then  was  21  900  sec-ft., 
and  about  4  000  sec-ft,  were  going  down  the  old  channel,  the  remainder 
running  through  the  levee  breaks  and  toward  the  west.  On  May 
Tth,  the  discharge  of  the  river  had  increased  to  32  800  sec-ft.,  of  which 
perhaps  9  000  sec-ft.  were  running  down  the  old  channel  of  the  Colo- 
rado, and  the  water  varied  in  height  from  4.3  to  6  ft.  below  the 
top  of  the  levee  in  the  2  miles  immediately  north  of  the  dam. 

The  rock  fill  was  then  up  to  the  track  all  across,  and  the  total 
percolation  through  it  was  reduced  to  about  120  sec-ft.  The  eddy 
currents  below  the  dam,  9  days  later,  weakened  the  earth  fill  about 
300  ft.  from  the  north  end  of  the  dam,  until  the  water  broke  through, 
and  in  a  few  hours  the  entire  discharge  of  the  river  (except  a  little 
overbank  flow)  was  going  through  it  and  down  the  Abejas.  Soon  the 
earth  fill  on  the  south  was  cut  through,  and  thus  the  rock  fill  dam 
was  made  an  island  in  the  Abejas  channel,  which  is  the  situation  at 
present. 

The  final  injury  on  the  levee  work  prior  to  the  summer  flood  was 
three  breaks  and  several  places  side-wiped  on  the  north  levee,  total- 
ing about  16  000  cu.  yd.,  and  thirteen  breaks,  varying  from  a  few  hun- 
dred feet  to  more  than  2  miles  in  length,  and  much  side-wiping  in 
the  first  8  miles  of  the  south  levee,  totaling  about  200  000  cu.  yd.,  or 
about  50%  of  the  original  earthwork  in  this  stretch.  The  fact  that 
such  disaster  was  caused  by  so  small  a  quantity  of  water  reaching  a 
maximum  depth  of  only  4  ft.  on  the  levee  shows  clearly  the  ease  with 
which  the  material  of  the  region  is  eroded. 

The  protective  measures  used  were  sand  bags  and  brush  placed  to 

check   erosion    and  the   dynamiting   of  the  traverses  which,   with  the 

drift  their  vegetation  caught,  deflected  the  water  to  the  levee  section. 

The  latter  procedure  had  the  bad  effect  of  converting  the  borrow-pits 

into  a  continuous  canal,  but  with  severe  eddy  currents  caused  by  the 

remains  of  the  traverses.     These  endeavors  had  little  effect;   indeed, 

to  hold  long  stretches  of  embankment  against  such  action  is  practically 

impossible. 

Board  of  Revieav. 

On  June  1st,  Mr.  Fisher,  Secretary  of  the  Interior,  called  a  Board 
of  Review  consisting  of  Mr.  F.  H.  Newell,  Director  of  the  U.  S.  Re- 
clamation Service;  Gen.  W.  L.  Marshall,  Consulting  Engineer  to  the 
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S(?('rotiny  of  ilic  Interior;  .1.  I>.  Lippincolt,  ^F.  Am.  Soc.  C  E.,  for- 
merly i\  Supcrvisiiip  Kiif;iiu3cr  of  the  U.  S.  Reclamation  Service  ami 
now  an  Assistant  Knj>ineer  of  the  Los  Anpoles  Aqueduct;  Mr.  C.  E, 
Grunsky;  Mr.  J.  A.  Ockerson,  Enp:in('('r  in  ('li;nfi:o  of  tlu^  \vr)rk;  Mini 
Gen.  ILirrison  (Jr;iy  ()(is,  President  of  the  C.  M.  Co.,  to  report  on  th'' 
work  (U)no  under  llie  ajjpropriation.  All  llie  members  of  the  Board 
have  examined  the  territory  and  understand  the  situation  fully,  al- 
though none  of  them  except  Mr.  Ockerson  has  been  on  the  ground  since 
the  Ahejns  diversion  occurred. 

On  June  7th  this  Board  made  a  report  bused  on  information  as  to 
the  recent  work  done  and  results  obtained,  supplied  by  Mr.  Ockerson, 
and  answering  specific  questions  submitted  by  Secretary  Fisher.  The 
full  text  of  this  report  is  as  follows: 

"]. — A  breach  in  the  west  bank  or  levee  of  the  Colorado  River^ 
if  made  at  or  within  a  mile  south  of  the  California  boundary,  or 
south  of  ]\[ile  18,  below  Yuma  Bridge,  will  result  in  water  flowing 
directly  into  the  drainage  areas  of  tlie  Alamo  and  New  Rivers  and 
thence  into  Salton  Sea,  which  would  be  disastrous  to  property  in  the 
United  States. 

"2. — A  breach  in  the  river  bank  at  any  point  between  Miles  18  and 
55,  below  Yuma  Bridge,  will  result  in  spreading  water  over  the  Delta 
of  the  Colorado  River,  with  a  flow  into  New  River  via  Volcano  Lake, 
menacing  Imperial  Valley. 

"3. —  (a)  The  best  practical  method  for  the  protection  of  land  and 
property  in  the  United  States  against  a  discharge  directly  into  the 
Imperial  Canal  and  thence  through  Imperial  Valley  into  Salton  Sea, 
is  to  protect  and  maintain  the  levees  as  at  present  located  for  a  dis- 
tance of  at  least  10  miles  south  of  the  California  boundary  and  to 
hold  the  river  by  adequate  bank  revetment  practically  on  its  present 
alignment,  (h)  This  levee,  if  extended  to  a  point  opposite  the  south 
boundary  of  Arizona,  or  about  Mile  27,  will  also  prevent  a  discharge 
directly  into  the  Paredones. 

"4. —  (a)  As  a  remedial  or  precautionary  work  to  prevent  damage 
which  might  result  from  a  crevasse  directly  into  the  Imperial  Canal 
or  Alamo  River,  we  have  considered  a  secondary  levee  west  of  the  river 
levees,  across  Imperial  Canal,  and  large  channels  leading  to  the  natural 
depressions,  or  diverting  works,  conducting  the  water  southwesterly 
into  channels  leading  into  Volcano  Lake,  but  it  is  believed  that  the 
cost  of  any  such  secondary  defence  could  be  better  expended  in  main- 
taining the  main  line  of  defence  at  the  river,  (h)  As  a  necessary 
defence  against  the  northerly  flow  of  any  water  reaching  Volcano 
La"ke,  whatever  be  the  treatment  of  the  Lower  Colorado  River,  there 
should   be   an    embankment    well   protected    against   wave   wash   on   its 
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south  slope,  constructed  about  on  the  line  of  the  levees  already  built 
extending  from  high  ground  north  of  Volcano  Lake  to  a  connection 
with  the  levees  already  built  by  the  California  Development  Company, 
southwesterly,  toward  this  region  from  the  Colorado  River.  The  top 
of  this  embankment  should  at  its  western  end  be  not  less  than  10  ft. 
higher  than  the  rim  land  at  Volcano  Lake.  This  embankment  is  an 
essential  requisite  as  a  protection  of  Imperial  Valley,  against  menace 
from  the  south,  and  should  be  constructed  without  delay. 

"5. — (a)  The  maintenance  of  the  works  constructed  in  1906  and 
1907,  closing  the  breaks  of  the  Colorado  into  the  Alamo,  and  the  main- 
tenance of  these  and  of  the  river  levees  since  constructed  as  far  south 
as  the  head  of  the  Abejas  are  essential  requirements.  Suitable  ar- 
rangements for  their  repair  and  maintenance  should  be  made  with 
Mexico  through  the  proper  authorities.  We  do  not  consider  the  im- 
mediate closure  of  the  break  into  the  Abejas  and  the  reconstruction 
of  the  levees  below  the  break  as  essential  to  the  protection  of  property 
in  the  L^nited  States.  The  ultimate  treatment  of  this  section  of  the 
Colorado  River  in  co-operation  with  Mexico  may  well  be  determined 
by  negotiations  between  the  governments  of  the  two  countries.  As 
a  feature  of  the  permanent  solution  of  the  river  problem  it  is  desirable 
that  the  Abejas  break  be  closed,  that  the  levee  constructed  in  1911  be 
repaired  and  maintained,  and  the  Colorado  River  restored  to  its  for- 
mer course,  (h)  Provided  the  water  of  the  Colorado  is  discharged  into 
the  Gulf  of  California  through  the  Abejas  into  the  Pescadero  and 
Hardy  Rivers,  there  is  little  probability  of  the  cut  back  affecting  the 
Laguna  Dam.  Such  cut  back  will  not  injuriously  affect  the  heading 
of  the  Imperial  Canal  or  levees  adjacent  thereto,  with  a  possible  ex- 
ception of  requiring  the  lowering  of  the  intake  of  the  Imperial  Canal 
a  few  feet.  This  is  not  a  serious  matter,  and  is  one  that  should  be 
dealt  with  by  the  California  Development  Company  itself  when  neces- 
sary. The  diversion  by  the  California  Development  Company  should 
be  facilitated  during  low-water  stages  by  dredging,  or  by  lowering 
the  sill  of  its  intake,  rather  than  by  placing  obstructions  in  the  chan- 
nel of  the  river  below  the  intake. 

"In  view  of  the  existing  emergencies  along  the  Colorado  River, 
arrangements  should  be  made  with  the  government  of  Mexico  to  pro- 
vide for  the  early  creation  of  an  International  Colorado  River  Com- 
mission, embracing  in  its  membership  both  American  and  Mexican 
engineers,  invested  with  large  powers  and  ample  authority  to  examine 
into  and  to  submit  a  basis  for  the  adjustment  of  all  questions  relating 
to  the  conservation,  use,  and  control  of  the  waters  of  the  Colorado 
River  with  a  view  to  such  governmental  action  as  shall  result  in  a 
complete,  just,  and  final  settlement  of  all  such  matters  at  issue  between 
the  two  nations.  We  recommend  that  further  work  should  be  under- 
taken at  once  and  in  approximately  the  following  order: 
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"(«)  ^'ho  lovoos  nortli  ol  Vok-niU)  \a\]<.o  should  be  raised,  strcngth- 
ened,   and  cxU'iulcd, 

"(/>)  The  existing  levees  along  the  west  bank  of  the  Colorado  River 
to  the  Abojas  should  bo  repaired  and  protected.  For  this  purpose  and 
to  meet  emergencies,  there  should  be  immediately  available  the  sum 
of  at  least  $1 000  000.  This  sum  provides  only  for  the  temporary 
maintenance  of  levees,  and  does  not  include  the  systematic  revetment 
of  the  river  banks. 

'"The  conference  ventures  to  suggest  certain  international  questions 
which  are  involved  and  which  will  inevitably  have  to  be  met  sooner  or 
later: 

"(a)  The  matter  of  the  permanent  protection  of  existing  works  on 
both  sides  of  the  international  boundary  line,  the  construction  of  fur- 
ther works,  and  the  conditions  under  which  the  present  and  future 
projects  may  be  carried  out  on  Mexican  soil,  with  the  consent  and 
co-operation  of  the  government  of  Mexico  for  the  benefit  of  both 
countries,  to  the  end  that  the  greatest  practicable  quantity  of  water 
of  the  Colorado  River  may  be  made  available  for  irrigation  by  means 
of  storage  reservoirs  and  otherwise,  and  the  least  possible  quantity  be 
permitted  to  flow  unused  to  the  sea,  and  to  what  extent  the  cost  of 
such  maintenance  should  be  chargeable  to  properties  benefited  and  to 
what  extent  chargeable  to  either  government. 

"(h)  That  permanent  agreements  with  the  government  of  Mexico 
shall  be  entered  into,  having  in  view  the  just  apportionment  of  the 
waters  between  the  two  countries,  irrigation  to  be  paramount  to  navi- 
gation. 

"(c)  The  method  by  which  either  nation  may  acquire  rights  of  way 
for  canals,  levees,  and  related  works,  each  within  the  territory  of  the 
other,  and  the  authority  to  maintain  such  works. 

"(d)  The  modification  of  the  boundary  line  between  the  United 
States  and  Mexico  with  a  view  to  facilitating  the  solution  of  the  entire 
Colorado  River  problem.  An  authoritative,  just  and  final  determina- 
tion of  this  important  question,  now  a  matter  of  public  discussion,  will 
have  the  effect  of  removing  existing  doubts  in  the  public  mind  and 
of  settling  the  matter  for  the  benefit  of  all  concerned. 

"The  members  of  the  conference  desire  to  call  attention  to  the  fact 
that  the  plan  and  execution  of  the  work  accomplished  during  1911 
followed  well-established  principles  of  good  engineering.  That  so  large 
an  amount  was  accomplished  in  such  a  brief  space  of  time,  under  ad- 
verse circumstances,  is  worthy  of  the  highest  commendation.  That  the 
restoration  of  the  Colorado  River  to  its  former  channel  was  not  real- 
ized is  chargeable  to  the  delay  in  the  negotiations,  which  prevented 
prompt  inauguration  of  the  work  and  the  prosecution  during  the  low- 
water  season,  and  also  to  the  disturbed  political  situation  and  strike 
which  demoralized  labor  conditions.     The  members  of  the  conference, 
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in  addition  to  the  conchisions  above  reached,  present  also  a  statement 
of  physical  and  related  facts  embodied  in  an  abstract  of  the  data  avail- 
able, and  found  largely  in  the  reports  of  J.  A.  Ockerson  and  of  C.  E. 
Grunsky.  Also  in  the  printed  hearings  before  a  subcommittee  of  the 
Senate  Committee  on  Claims,  referring-  to  Senate  4170,  January  21, 
1909." 

When  President  Taft  received  the  report,  he  sent  a  special  message 
to  Congress  recommending  the  appropriation  of  another  $1  000  000  to 
continue  the  control  work,  but  Congress  failed  to  comply.  It  is  desired 
to  call  particular  attention  to  the  last  part  of  this  report  containing 
Suggestions  a,  h,  c,  and  d  regarding  certain  international  questions 
involved,  which  sooner  or  later  must  be  met.  These  suggestions 
contain  the  crux  of  the  entire  situation,  and  it  is  to  be  hoped  that  they 
will  be  expeditiously  followed  out.  It  is  perhaps  desirable  to  call 
attention  to  the  wording  of  Suggestion  d  regarding  modification  of 
the  Boundary  Line  between  the  United  States  and  Mexico,  the  sug- 
gestion being  implied  that  the  matter  be  taken  up  more  with  a  view  of 
putting  a  quietus  to  the  proposition,  than  with  the  idea  of  obtaining 
any  territory  from  the  Mexican  Government. 

Surveys  by  the  Neav  Mexican  Company. 

As  soon  as  the  summer  flood  of  1911  began  to  recede,  and  the 
extent  of  the  damage  sustained  by  the  new  work  was  ascertained,  the 
Harriman  interests  controlling  the  new  Mexican  Company  deemed 
it  wise  to  ascertain  how  effective  the  line  of  levees  north  of  Volcano 
Lake  would  be  in  holding  back  the  waters  of  a.  very  large  summer 
flood.  Accordingly,  three  surveying  parties  were  put  out  early  in 
July  under  the  immediate  direction  of  Mr.  Hind.  The  surveys  were 
carried  down  the  river  to  The  Colony  and  as  far  west  as  Volcano 
Lake,  much  of  the  territory  being  covered  quite  thoroughly.  The  field 
work  was  completed  during  the  latter  part  of  September,  and  the 
data  were  assembled  and  mapped.  Mr.  Randolph  analyzed  these  data 
and  compiled  a  report  which  was  forwarded  to  Mr.  R.  S.  Lovett,  Chair- 
man of  the  Executive  Board  in  New  York  City,  recommending: 

1st. — That  the  westerly  portion  of  the  Volcano  Lake  levee  be  raised 
and  extended  so  as  to  occupy  a  plane  6  ft.  above  the  then  present 
crest;  and 

2d. — That  an  effective  levee  system,  including  a  rock  dam  shutting 
off  the  Abe j as  diversion,  be  constructed  along  the  river  to  a  distance 
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of  10  miles  below  such  dnin ;  that  tlie  entire  levee  should  be  bliinkcted 
with  gravel;  niul  that  a  railway  track  bo  laid  then^oii  in  good  condition 
for  further  operation  when  necessary. 

Mr.  Lovett,  on  December  13th,  1911,  made  a  foi  uud  offer  to  Presi- 
dent Taft,  on  behalf  of  the  Southern  Pacific  Company,  to  return 
the  Colorado  Kiver  to  its  original  channel  and  to  maintain  the  levees 
necessary  to  keep  it  there  for  one  year,  providing  the  Southern 
Pacific  Company  be  repaid  for  the  work  done  in  1906-07  at  President 
Roosevelt's  request,  in  the  sum  of  $1 083  G73.97,  being  the  amount 
reported  as  proper  under  the  circumstances  by  Mr.  Grunsky  in  his 
statement  to  the  Committee  on  Claims  during  1908;  and  provided, 
further,  that  an  additional  appropriation  of  $1  500  000  be  placed  at  the 
disposal  of  the  President  of  the  United  States  with  which  to  pay  the 
actual  cost  of  the  work  to  bo  done  and  the  cost  of  maintaining  it  for 
one  year,  the  Southern  Pacific  Company  to  stand  any  excess  of  cost 
over  and  above  such  an  amount;  that  the  transportation  charges  of 
the  Southern  Pacific  Company  in  connection  with  the  work  should 
be  in  accordance  with  the  arrangements  in  effect  during  the  work 
under  Mr.  Ockerson's  direction;  and  providing,  further,  that  should 
the  Southern  Pacific  Company  fail  to  return  the  Colorado  River  to 
its  former  channel  and  to  retain  the  levee  for  one  year  thereafter, 
then  in  that  event  the  Southern  Pacific  Company  should  receive  no 
compensation  or  reimbursement  for  the  work  which  it  would  do  under 
that  offer. 

This  proposition  was  referred  to  Gen.  Marshall,  Consulting  Engi- 
neer for  the  Department  of  the  Interior,  who,  under  date  of  January 
5th,  1912,  reported  in  substance  that  the  work  proposed  should  not  be 
done  either  by  it  or  by  any  other  agency  on  behalf  of  the  United  States 
at  this  time,  nor  until  the  entire  subject  of  improving  the  Colorado 
River  and  utilizing  its  water  should  be  investigated  by  an  International 
Committee  representing  both  the  United  States  and  Mexico.  The 
following  day,  the  Secretary  of  the  Interior,  W.  L.  Eisher,  forwarded 
Gen.  Marshall's  report  to  President  Taft  and  approved  of  its  con- 
clusions, stating  that  the  suggestions  constituted  the  most  important 
recommendation  of  the  Advisory  Board  of  June  7th,  1911,  and  adding: 

'T  consider  it  of  great  importance  that  negotiations  should  be  im- 
mediately opened  and  vigorously  conducted  with  a  view  of  arriving 
at  a  treaty  with  Mexico  covering  this  subject." 
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DiPchartiO.Colorado  lliver, 
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President  Taft,  in  his  nicssii^c  to  Congress  a  few  days  later,  placed 
the  whole  matter  before  Congress  without   recommendation.* 

Perhaps  the  most  important  information  obtained  by  these  surveys 
is  the  fact  that  the  average  elevation  of  the  bottom  of  Volcano  Lake 
is  28  ft.  while  the  general  average  prior  to  1907  was  17.8  ft.  above 
sea  level.  In  other  words,  the  bottom  has  been  raised  10  ft.  since  the 
Colorado  began  to  flow  directly  into  the  lake,  during  which  time  it  has 
discharged  into  it  approximately  30  000  000  acre-ft.  of  water.  The  streams 
below,  draining  to  the  Gulf,  are  now  normally  clear,  showing  that  most 
of  the  silt  content  of  the  water  reaching  the  lake  is  being  dropped  over 
its  bottom,  together  with  some  material  eroded  from  the  new  channels 
formed  by  the  diverted  river.  On  the  other  hand,  very  much  suspended 
material  carried  by  the  waters  is  let  down  before  reaching  the  lake. 
The  conditions  are  extreme,  yet  they  indicate  the  extreme  silt  de- 
terioration which  may  be  expected  in  reservoirs  on  the  Gila,  Salt, 
Verde,  Colorado  River  below  The  Needles,  and  similar  streams. 

Improvement  of  Volcano  Lake  Levee  and  Repair  of  River  Levee. 

Contracts  were  let  on  January  4th,  1912,  for  raising  the  Volcano 
Lake  levee  3i  ft.  and  widening  the  crown  to  12  ft.,  155  000  cu.  yd. 
at  25  cents;  repairing  the  recently  constructed  levee  along  the  river 
north  of  the  Abejas  break,  the  contract  calling  for  15  000  cu.  yd.  at 
22  cents;  and  paving  with  rock  the  south  or  water  face  of  the  Volcano 
Lake  levee,  approximately  70  000  cu.  yd.,  for  $1.50  per  cu.  yd.  This 
rock  was  obtained  from  the  mountain  sides  at  or  near  Cerro  Prieto. 
The  temporary  railroad  track  from  the  C.  D.  Co.  levee  to  the  Abejas 
break  was  taken  up,  and  the  track  material  returned  to  the  Southern 
Pacific  Company. 

Assistant  Secretary  of  the  Interior  Thompson  went  to  the  City 
of  Mexico  to  make  arrangements  whereby  the  Government  might  do 
this  vyork  in  Mexico,  but  was  unsuccessful.  Until  the  United  States 
concludes  arrangements  for  working  in  conjunction  with  the  Mexican 
Government,  operations  on  Mexican  soil  will  doubtless  have  to  be 
handled  in  a  roundabout  way,  particularly  as  long  as  there  is  fear  of 
unfounded  complaints  that  lawlessness  interferes  and  delays  the 
progress  of  such  work  as  may  be  permitted.     Mexico,  however,  author- 

*  See  also  House  Document  204,  62d  Congress.  2d  Session. 
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zed  the  foregoing  work  to  be  done  by  the  C.  M.  Co.  through  the  engi- 
leer  assigned  by  the  United  States  to  do  the  work,  and  a  gentleman's 
greement  was  reached  between  that  company  and  the  United  States. 

Conclusion. 

Because  of  the  various  successful  and  unsuccessful  work  done  in 
he  region,  the  engineering  features  of  irrigation  and  river  control 
long  the  Lower  Colorado  are  now  understood,  and  engineering  con- 
truction  methods  are  thoroughly  developed.  The  successful  attempts 
a  closing  breaks  along  the  river  with  rock  fill  barrier  dams  according 

0  the  method  developed  during  the  first  and  second  closings  have 
fcandardized  this  class  of  work.  The  Southern  Pacific  Company  can 
asily,  on  very  short  notice,  furnish  all  the  equipment,  men,  and 
rganization  needed  to  do  all  the  various  classes  of  work  involved, 
irectly  or  indirectly,  in  controlling  the  river.  The  essential  features 
f  successful  levee  construction  there  have  been  made  very  clear.  The 
laintenance  and  operation  of  the  irrigation  canals  involve  caring  for 
xcessive  quantities  of  silt,  and  sufficient  data  regarding  the  silt  prob- 
3m  in  the  Main  Canal  have  not  yet  been  obtained  to  decide  on  the 
lost  economical  method  of  diversion. 

The  Colorado  River  Delta  now  presents  no  unusual,  unsolved  en- 
ineering   difficulties;    its  problems   are   chiefly   matters   of   statecraft, 

1  both  river  control  and  irrigation.  At  the  conclusion — in  the  near 
ature — of  existing  litigation  in  American  Imperial  Valley,  irrigation 
f  the  territory  will  be  notably  free  from  legal  and  managerial  en- 
mglements.  This  will  be  as  soon  as,  and  not  until,  reasonable  treaty 
rovisions  between  the  two  nations  are  arranged.  Such  a  treaty  is  in- 
Lspensable  for  the  proper  handling  of  river  control  work.  Fortunately, 
Dth  Governments  profess  not  only  willingness,  but  impatience,  to  ad- 
ist  the  matter. 
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Mr.  ^  J..  ,1.  ],]•:  CoNTK,  .M.  Am.  Soc.  C.  E.  (by  letter). — This  interesting 
paper  furnislics  vahuible  information  relating  to  the  troubles  of  tlie 
irrigation  engineer  and  the  irrigators.  A  record  of  the  memorable 
struggles  with  flood-waters  in  the  Colorado  Delta  in  recent  years  will 
always  be  a  source  of  valuable  information. 

The  rich  fertilizing  qualities  of  the  silty  waters  of  the  Colorado 
River  are  well  known.  The  important  point  to  keep  in  mind  is  the 
fact  that  the  rich  and  desirable  sediment  always  comes  down  with 
the  first  rising  river  waters,  and  the  undesirable  barren  sandy  silt 
during  high  water  and  the  falling  river  stages.  It  follows,  therefore, 
that  the  desirable  silt  is  to  be  had  largely  from  the  rising  river  waters, 
and  that  suitable  management  and  wise  control  of  the  scouring  sluices 
and  regulating  gates  at  each  end  of  the  Lag  una  Weir  are  of  the  greatest 
importance  in  the  maintenance  of  the  entire  canal  system.  In  order 
to  reduce  silting  troubles  to  a  minimum,  the  mean  velocity  of  flow 
throughout  the  entire  canal  system  should  be  as  nearly  uniform  as 
practicable. 

For  this  purpose  the  formula  given  by  Mr.  R.  G.  Kennedy,*  is 
very  useful,  namely : 

Velocity  =  0.84  d^-^\ 

hence,  comparing  one  channel  flow  with  another,  we  have  practically 
the  ratio: 

but,  after  all,  the  main  feature  to  keep  constantly  in  mind  is  that  the 
mean  velocity  varies  as  -y/  i^  S,  and  that  S  is  the  slope  of  the  surface 
of  the  water  and  not  the  slope  of  the  bed  of  the  canal.  With  the 
best  of  management,  however,  there  will  always  be  some  silting  up. 
but  the  silt  ought  to  be  largely  of  valuable  character,  and  when  dredged 
and  deposited  on  the  bank  adjoining  the  county  roads  the  farmers 
will  eagerly  cart  it  away  for  fertilizing  purposes.  The  clean,  barren 
sandy  silts  which  are  so  undesirable,  should  not  be  allowed  to  enter  the 
head-works  of  the  canal  to  any  large  extent.  The  cost  of  the  Laguna 
Weir,  $434  per  lin.  ft.,  Avhen  compared  with  the  cost  of  the  Kistna 
Anicut,  in  India,  $104  per  lin.  ft.,  seems  to  be  unreasonable,  but  such 
comparisons  are  always  odious,  especially  when  all  circumstances  are  nol 
known.  The  annual  revenues  from  the  Kistna  system  amount  tc 
$1  500  000,  and  if  the  Laguna  Weir  system  approximates  this  figure 
in  the  course  of  events,  all  will  be  satisfied. 

The  author's  remarks  about  a  "rating  curve"  are  commendable 
No  official  record  is  so  absolutely  unreliable  as  the  conventional  rating 
curve  for   any   given   gauging  station.     It    is   worse   than   no   record 


*  Minutes  of  Proceedings,  Inst.  C.  E..  Vol.  CXIX,  p.  281. 
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whatever,  inasmuch  as  it  is  a  worthless  official  record  which  will  have  Mr. 
to  be  officially  disproved  in  Court  before  one  can  get  authority  to 
proceed.  Experience  everywhere  on  sedimentary  rivers  shows  that  all 
the  cross-sections  of  a  rising  river  are  enormously  increased  in  area 
by  the  scouring  out  effect  of  the  down-rushing  flood-waters  laden 
only  with  lighter  sediment.  The  heavy  sandy  sediments  gradually 
crawl  down  river  much  more  slowly  than  the  rushing  flood-waters, 
hence  they  do  not  show  until  the  river  begins  to  fall.  It  follows  that 
all  the  cross-sections  of  a  falling  river  diminish  rapidly  in  area  and 
return  gradually  to  the  usual  low-water  cross-section.  These  being  the 
facts  on  every  flood,  how  is.  it  possible  for  any  sane  man  to  get  up  a 
rating  curve  which  has  any  practical  value  whatever?  This  is  par- 
ticularly true  in  the  case  of  a  gauging  station  on  the  main  river  just 
above  a  large  tributary  stream. 

When  the  tributary  stream  is  in  high  flood,  the  water  in  the  main 
river  is  not  only  high,  but  the  current  is  often  running  up  stream, 
which  potent  fact  alone  destroys  completely  the  value  of  the  rating 
curve. 

The  author's  proposed  plan  of  building  a  wide  rock  fill  dam,  with- 
out any  concrete  cross-walls  whatever,  seems  to  be  plausible,  in  view 
of  the  valuable  experience  in  closing  the  big  breaks  in  the  Colorado 
River  banks  leading  down  to  the  Salton  Sea. 

These  rock  fill  dams  have  now  stood  the  ravages  of  severe  floods  for 
the  past  6  or  7  years,  and  are  still  intact  and  water-tight,  for  all  practical 
purposes.  The  main  object  of  the  concrete  cross-walls  in  the  Indian 
dams  is  to  shut  off  leakage  through  the  broken-stone  fill  and  hold 
the  stones  together.  As  the  low-water  flow  of  the  Colorado  River  is 
small  (6  000  cu.  ft.  per  sec),  it  becomes  very  important  to  hold 
all  the  water  possible.  If  a  successful,  wide,  water-tight  dam  can  be 
made,  as  described,  without  them,  all  well  and  good.  The  writer  is 
of  the  opinion  that  it  is  well  worth  trying,  from  a  financial  point  of 
view,  particularly  at  such  a  site  as  the  Laguna  Weir,  where  the  slope 
per  mile  is  only  1.2  ft. 

In  India,  the  anicuts  are  generally  built  where  the  slope  per  mile 
is  3.5  ft.  and  the  river  bed  is  pure  sand  of  unlimited  depth. 

Morris  Knowles,  M.  Am.  Soc.  C.  E.   (by  letter). — This  excellent  ^^  Mr 

^        .         .  p     ■,  1  .         Knowles. 

and  exhaustive  paper  is  a  most  fascinating  story  of  the  ever-cbangmg 
Colorado.  The  reader  can  almost  picture  himself  on  its  banks,  witness- 
ing the  frequent  breaks,  overlooking  the  vast  overflows,  and  taking  pa,rt 
in  the  repeated  attempts  at  closure.  The  Engineering  Profession  can 
indeed  feel  gratified  that  it  has  members  who  will  patiently  chronicle 
events,  analyze  situations,  and  faithfully  tell  of  failures. 

Much  is  related  of  irrigation  needs,  local  causes  and  effects  of  floods, 
notable  works  built  and  projected  for  the  former,  the  great  emergency 
construction  to  overcome  the  latter,  and  studies  and  plans  for  future 
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Mr.  protoctioii  and  control,  l.ittlc  lias  boon  said,  however,  of  tlic  poHsibili- 
tic8  of  i)revc'ntion,  of  {j:ri'at  works  that  might  be  built  to  hold  back 
the  flood  flows  and  let  out  at  otlicr  times  the  increased  quantities  that 
would  make  for  greater  irrigation  possibilities,  increased  navigation 
stages,  if  otherwise  ])ossible,  more  ^vatcr  for  power,  etc. 

Within  a  short  time,  and  brought  to  a  focus  bj'  the  work  of  the 
Pittsburgh  Flood  Commission,  the  country  has  realized  that  we  can 
no  longer  be  indifferent  to  the  vast  and  universal  country-wide  problems 
of  regulating  the  flow  of  our  streams.  Without  going  into  details 
of  the  many  correlated  benefits  to  be  obtained  from  storage  of  flood 
flows,  the  devastations  of  the  Ohio,  Missouri,  and  Mississippi  Valleys, 
those  of  the  Southern  Appalachian  regions,  as  well  as  those  of  the 
Pacific  Coast  and  great  Colorado,  so  vividly  portrayed  in  this  paper, 
have  awakened  people,  all  over  this  land,  to  the  fact  that  here  is 
an  important  problem  to  solve,  in  which  the  factors  have  some  relation, 
wherever  we  go,  and  from  the  solving  of  which,  much  other  good 
will  come. 

That  this  is  also  true  of  the  Colorado  Basin  is  evident  from  the 
author's  remarks  on  pages  1206  and  1208  and  from  Table  2.  It  would 
be  of  still  further  interest,  therefore,  to  know  whether  the  storage  of 
approximately  10  000  000  acre-ft.  exhausts  the  possibilities  on  the 
Upper  Colorado,  and  what  effect  such  impounding  at  several  selected 
points  would  have  in  decreasing  the  flood  discharge  and  increasing  the 
low-water  flow.  It  is  possible  that  it  would  not  apparently  diminish 
the  interest  and  intensity  of  the  problem  of  protection  below  Yuma, 
on  account  of  the  peculiar  local  characteristics,  yet  it  is  probable  that 
the  cost  of  such  works  would  be  less  and  safe  results  more  certain. 

If  data  are  available  to  show  the  effects  of  such  storage  of  flood 
peaks,  as  is  illustrated  by  the  Pittsburgh  report,  it  is  hoped  that  the 
author  will  present  them  in  his  closure.  If  not  now  obtained,  per- 
haps this  discussion  may  call  attention  to  the  need,  and  emphasize 
the  fact  that  here  is  another  place  and  a  further  reason  for  the  Nation, 
by  its  Central  Government,  to  take  hold  of  its  water  problems  as  a 
great  national  question,  and  to  study,  plan,  and  treat  each  group 
of  streams  as  a  unit  from  source  to  mouth. 

Mr.  Francis  L.  Sellew,  M.  Am.  Soc.  C.  E.   (by  letter).— Turning  the 

Seiiew.  (3q|qj,^(Jq  Q^i  of  Salt  on  Sea  was  not  so  much  an  engineering  triumph 
as  a  triumph  of  engineers,  of  red-blooded  fighters,  who  did  not  know 
when  they  were  whipped,  but  realizing  that  the  end  justified  the  means, 
fought  on  to  victory  unmindful  of  its  cost.  All  honor  to  them.  The 
writer  will  go  to  the  limit  in  expressing  appreciation  of  results  attained 
in  the  face  of  odds  as  great  as  any  with  which  river  engineers  may 
expect  to  be  confronted;  but  when  the  closing  of  this  crevasse,  which, 
from  the  nature  of  things,  had  to  be  accomplished  by  rough  and  ready 
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methods,  is  heralded  as  a  .solution  of  all  engineering  problems  pertain-     Mr. 
ing  to  the  Lower  Colorado,  the  writer's  protest  is  immediately  entered.  '^®"®^' 

Having  been  an  innocent  bystander  while  some  of  the  work  de- 
scribed was  in  progress,  this  paper  has  been  read  with  much  interest. 
The  record  of  the  operations  incident  to  the  return  of  the  river  to  its 
former  channel  is  extremely  complete,  although  partly  obscured  by  a 
mass  of  legal  and  financial  entanglements  which  properly  have  no  place 
in  a  purely  engineering  article. 

Lack  of  time  will  confine  the  writer's  discussion  to  an  examination 
of  some  of  the  more  important  points.  The  data  submitted  in  regard 
to  the  discharge  of  the  stream  and  the  degree  of  reservoir  control  pos- 
sible vary  materially  from  the  writer's  ideas  on  these  subjects.  It  is 
also  doubtful  if  the  control  attainable  by  reservoirs  will  greatly  reduce 
bank  caving,  which  is  the  real  problem  along  this  river.  Although  what 
follows  is  based  on  the  best  data  in  existence,  it  should  be  understood  that, 
before  definite  conclusions  can  be  drawn,  much  more  detailed  and  ex- 
tended examinations  should  be  made. 

Flood  Prevention  on  the  Lower  Colorado. 

It  is  apparent  that  if  the  flood  discharge  of  the  Colorado  could  be 
reduced  materially,  thereby  bringing  the  fluctuations  between  low  and 
high  water  within  reasonable  limits,  the  erosion  of  the  bed  and  banks 
would  be  much  reduced.  There  might  still  be  a  limited  amount  of 
bank  protection  required,  but,  if  the  control  was  such  as  to  keep  the 
river  within  banks,  the  cost  of  protective  works  would  be  greatly 
lessened.  We  have  recently  heard  much  about  the  control  of  streams 
by  storage  works;  and,  with  reference  to  the  Colorado,  one  advocate 
claims  that  storage  near  the  head-waters  will  reduce  flood  levels  so 
much  that  levees  will  be  a  thing  of  the  past;  that  the  flow  of  the  stream 
may  be  entirely  devoted  to  irrigation,  thereby  putting  water  on  5  000  000 
acres  of  land;  and  also  that  immense  quantities  of  electrical  energy 
may  be  developed  as  the  water  is  released  from  the  places  in  which 
it  is  impounded.  As  the  question  of  stream  control  by  storage  reser- 
voirs has  received  much  attention  in  most  civilized  portions  of  the 
earth,  the  writer  has  made  a  somewhat  extended  examination  of  the 
literature  on  that  subject. 

On  page  406  of  the  "Report  upon  the  Physics  and  Hydraulics  of  the 
Mississippi  River,"  by  Humphreys  and  Abbot,  the  following  appears, 
in  regard  to  the  reservoir  system: 

"The  plan,  in  theory,  is  admirable,  and  has  long  been  a  subject  of 
discussion  among  European  engineers.  Artificial  lakes  for  protection 
against  floods  were  constructed  as  early  as  1711  upon  the  upper 
Loire,  and  they  have  since  been  advocated,  both  for  improving  naviga- 
tion   and   for   restraining   floods,    by    eminent    writers,     ^     *     *." 


1  t.".s  DJHCi'ssioN  ()\   ii,'i;i(i  \'H().\  and  i:i\i;i;  (onii.'oi. 

Mr.  From  liMpo  407  of  tlio  anine  publication: 

Sellew.  .  T  -ill  •  1  •  •  1         •  11. 

'J^ittlo   consKlcrntion    is   lu'co.spnry    to    mako   it   apparent    tlial   tins 

system  is  not  api)lical)lo  to  restraining^  tho  iloods  of  all  rivers.  C(»rtain 
topographical  conditions  are  essential  to  its  success.  The  valley  nnist 
be  of  such  a  character  that  dams  of  reasonable  dimensions  can  Ije  con- 
structed, which  shall  keep  back  ihe  identical  water  which  otherwisi- 
would  mnhe  up  the  flood.  It  is  not  sufficient  for  this  purpose,  as  for 
improving  navipration,  that  a  largo  volume  of  water  may  be  collected 
by  the  accunuilations  of  months.  The  floods  of  great  rivers  are  tor- 
rents, caused  by  rapidly  melting  snows  and  by  widely  extended  and 
heavy  rains.  The  greater  ]nirt  of  this  water  does  not  drain  from  the 
remote  mountain  sides,  and  issue  from  the  distant  mountain  gorges. 
It  falls  in  the  valley  itself;  and  the  nearer  to  the  main  river,  the  more 
sudden  and  disastrous  will  be  its  effects;  partly  from  the  more  rapid 
accumulation  in  the  main  stream  of  the  contributions  of  the  tribu- 
taries, and  partly  from  the  absence  of  the  natural  reservoir  furnished 
by  the  various  channels,  which  must  be  filled  before  a  freshet  originat- 
ing near  the  sources  can  reach  the  lower  part  of  a  river.  To  control 
such  floods  with  certainty  and  economy  by  artificial  reservoirs,  it  is, 
therefore,  essential  that  certain  important  tributaries  which  drain 
relatively  large  portions  of  the  basin  shall  debouch  near  their  mouths 
from  narrower  gorges,  where  dams  can  be  constructed  at  reasonable 
cost,  and  where  artificial  lakes  can  be  formed  without  injury  to  other 
interests." 

From  page  408 : 

"In  order  to  give  a  more  definite  character  to  these  conclusions, 
they  will  be  reduced  to  figures  by  aid  of  the  data  collected  respecting 
the  great  June  flood  of  185S,  by  which  the  merits  of  all  these  dif- 
ferent plans  of  protection  are  to  be  tested. 

"To  have  protected  'the  whole  delta  and  the  borders  of  every  stream 
in  it,  primary  or  tributary'  against  this  flood,  not  more  than  1050  000 
cubic  feet  per  second  could  have  been  allowed  to  enter  the  head  of  the 
alluvial  region.  Even  this  quantity  would  have  submerged  much 
of  the  lower  country,  had  not  the  tributaries  below  the  Ohio  been  so 
very  low  that  their  united  contributions,  joined  to  this  amount,  would 
only  have  been  sufficient  to  maintain  the  river  at  full  banks.  The  con- 
ditions of  this  flood  were  then  the  most  favorable  possible  for  the 
reservoir  system. 

"During  the  thirty-six  days  in  1858  from  May  25  to  June  29,  in- 
clusive, the  total  amount  of  water  passing  the  latitude  of  Columbus 
exceeded  by  648  172  800  000  cubic  feet  that  which  would  have  resulted 
from  a  discharge  per  second  of  1  050  000  cubic  feet.  Reservoirs  situ- 
ated above  the  mouth  of  the  Ohio,  and  sufficient  to  have  kept  back 
in  a  single  month  fully  600  000  000  000  cubic  feet  of  water  [14  000  000 
acre-ft.]  would,  therefore,  have  been  essential  to  the  security  of  the 
delta,  if  this  system  had  been  depended  upon  for  restraining  this  flood." 

From  a  report  on  the  examination  of  reservoir  sites  in  Wyoming 
and  Colorado,  by  Hiram  M.  Chittenden,  M.  Am.  Soc.  C.  E.,  Captain 
(now  General,  Retired),  Corps  of  Engineers,  U.  S.  A.:* 

*  Annual  Report,  Chief  of  Engineers.  U.  S.  Army,  for  1898,  Appendix  PP.  p.  2845. 
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"In  no  other  portion  of  her  works  has  nature  left  so  much  to  be  Mr 
(lone  by  the  engineer  to  supplement  her  deficiencies  as  in  the  modifica-  ^®''®^- 
tion  of  the  natural  flow  of  her  streams,  for  in  no  other  respect  are 
her  works  so  ill  adapted  to  the  uses  of  man.  The  ideal  stream  would 
be  one  in  which  the  flow  should  be  uniform  from  one  year's  end  to  the 
other,  or,  if  not  uniform,  varying  directly  with  the  magnitude  of  the 
uses  to  which  it  is  put. 

*  -Jf  -K-  *  *  *  ^ 

"It  is  not  surprising,  therefore,  that  one  of  the  chief  concerns  of  the 
engineer  is  the  amelioration  or  prevention  of  the  evils  of  this  un- 
fortunate arrangement  of  nature.  Millions  of  dollars  are  annually 
expended  to  make  up  for  the  deficiency  of  water  in  seasons  of  drought, 
and  like  sums  to  prevent  or  alleviate  the  evils  of  excessive  flow. 
Singularly  enough,  the  measures  generally  adopted  are  put  forward 
in  disregard  of  one  of  the  commonest  rules  of  scientific  practice.  If 
an  evil  condition  of  things  is  to  be  corrected,  the  rational  method  of 
procedure  is  to  remove  the  cause.  In  all  river  engineering,  however, 
the  measures  adopted  look  only  to  the  palliation  of  results,  and  leave 
the  cause  untouched.  River  channels  are  dredged  out  in  low 
water  and  levees  are  built  to  protect  from  floods  in  high  water. 
Scarcely  anywhere  is  the  effort  made  to  prevent  the  occurrence  of 
either  high  or  low  water.  It  would  naturally  follow  that,  if  great 
evils  result  from  the  variable  flow  of  streams,  the  primary  and  funda- 
mental object  of  the  engineer  who  is  called  upon  to  correct  them  would 
be  to  make  this  flow  uniform.  Whether  or  not  this  object  is  possible 
of  realization  (and  if  it  is,  by  what  means)  is  therefore  one  of  the 
first  questions  which  should  be  settled  in  any  comprehensive  project  for 
the  regulation  of  the  flow  of  streams. 

■J?  *  ^  *  -jf 

"*  *  *  The  only  possible  method  by  which  uniformity  of  flow 
can  be  secured  must  therefore  be  by  storing  the  surplus  waters  in 
seasons  of  flood  and  releasing  them  in  seasons  of  drought. 

"There  is  an  additional  motive  for  the  use  of  reservoirs  besides 
that  of  securing  uniformity  of  flow.  Over  a  large  portion  of  the  land 
area  of  the  earth  in  civilized  countries  the  climate  of  winter  prevents 
any  considerable  use  of  the  streams.  Even  if  the  flow  were  entirely 
uniform,  that  portion  which  takes  place  in  the  season  of  cold  weather 
would  mostly  be  lost.  To  derive  any  benefit  from  it,  it  must  be  stored 
and  held  over  for  the  season  of  warm  weather. 

"These  two  purposes,  viz.,  the  attainment  of  uniformity  of  stream 
flow  and  the  transfer  of  the  winter  supply  to  the  summer  months  cover 
the  entire  argument  for  reservoir  construction. 

4S-  *  45-  -K-  * 

"At  first  thought  it  would  seem  that  in  storage  reservoirs  lies  the 
whole  solution  of  the  river  problem.  To  store  the  surplus  in  flood 
season  and  use  it  in  season  of  drought  ought  apparently  to  strike 
at  the  root  of  the  whole  difliculty,  and  to  render  unnecessary  those 
palliative  measures  which  alone  have  hitherto  received  the  sanction  of 
the  hydraulic  engineer.  Why  so  obvious  a  remedy  has  never  yet  been 
extensively  applied  will  appear  in  the  course  of  this  report. 


1400  ins(  rssioN  (>\   ii{i:i(;a  rioN  and  kivkic  conihoi, 

Ml  "It  is  the  cost,  not  thf  i)liysi('nl  rliflioultics,  which  stands  in  the  way. 

''^  **"    It  may  ho  stated  that  as  «  general  rule  a  sufficient  amount  of  storage 

can  he  artificially  created  in  the  valley  of  any  stream  to  roh  its  floods 

of  their  destructive  character;  hut  it  is  e(]ually  true  that  the  henefitfl  to 

he  gained   will    not   ordinarily  justify  the  cost.* 

•X-  *  -X-  #  '  * 

"We  now  come  to  the  specific  question  of  reservoir  construction 
in  the  arid  region  west  of  the  one  hundredth  meridian,  as  exemplified 
hy  the  reservoir  sites  examined  in  Wyoming  and  Colorado.  Are  there 
direct  and  ])rimary  motives  which  would  justify  reservoir  construc- 
tion in  this  country,  apart  from  or  in  addition  to  those  arising  from 
their  effect  upon  the  regimen  of  the  lower  rivers?  The  answer  must 
he  that  in  no  other  part  of  the  United  States,  nor  anywhere  else  in  the 
world,  are  there  such  potent  and  conclusive  reasons,  of  a  public  as 
well  as  a  private  nature,  for  the  construction  of  a  comprehensive 
reservoir  system  as  in  the  region  here  in  question.f 

*  -j;-  *  -x-  * 

a^c-  *  -^  -j^  many  sections  the  natural  flow  has  been  used  as  far 
as  it  is  practicable  to  do  so.  The  only  resource  left  is  to  store  that 
portion  of  the  flow  that  runs  away  in  nonirrigation  seasons  and  the 
surplus  in  times  of  annual  flood  and  sudden  freshets  and  make  these 
also  available  for  use.  Not  until  that  is  done  can  a  stream  be  said  to 
be  really  utilized  to  the  fullest  extent. 

•X-  -;r  *  -x-  -K- 

"While  there  are  these  clear  and  positive  arguments  in  favor  of 
the  storage  of  the  surplus  flow  of  our  Western  streams,  there  are  none 
of  weight  against  it.  It  may  be  set  down  as  a  rule,  to  which  there  are 
very  few  exceptions,  that  every  artificial  body  of  water  created  in  the 
West,  by  which  the  surplus  water  of  its  streams  is  held  back,  will  be 
a  positive  benefit. 

*  *  *  ^«-  * 

"The  foregoing  examination  has  led  up  to  the  following  conclusions: 
"First.  A   comprehensive   reservoir   system   in   the   arid   regions   of 

the  United  States  is  absolutely  essential  to  the  future  welfare  of  this 

portion,  of  the  national  domain. 

"Second.  It  is  not  possible  to  secure  the  best  development  of  such 

a  system  except  through  the  agency  of  the  General  Government.:!: 

•X-  *  *  ■x-  * 

"The  total  extent  of  a  reservoir  system  in  the  arid  regions  which 
shall  render  available  the  entire  flow  of  the  streams  w-ill  not  exceed 
1161600  000  000  cubic  feet  [approximately  27  000  000  acre-ft.].  ^  If 
the  construction  of  such  a  system  were  to  consume  a  century  in  time, 
it  would  represent  an  annual  storage  of  about  11 600  000  000  cubic 
feet,  or  266  300  acre-feet.  At  $5.37  per  acre-foot  this  would  cost 
$1  430  031  per  annum.  This  amount,  distributed  among  the  seventeen 
States  and  Territories  of  the  arid  region,  gives  an  average  annual 
expenditure  in  each  of  $S4  119.     The  annual  value  of  the  stored  water 

*  Loc.  cit.,  p.  2860. 
+  Loc.  cit.,  p.  2864. 
i  Loc.  cit.,  p.  2872. 
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would  return  the  original  cost  and  maintenance  in  an  average  period    Mr. 
of  tliree  years."*  Sellew 

In  a  paper  on  'Q^eservoir  Systems  and  Their  Relations  to  Flood 
Protection,,"f  by  C.  O.  Sherrill,  Captain,  Corps  of  Engineers,  U.  S.  A., 
presented  at  a  special  meeting  of  the  Louisiana  Engineering  Society 
on  June  25th,  1912,  the  following  appears: 

"The  most  vital  question  of  the  moment  for  the  people  of  the  lower 
Mississippi  Valley  is  how  best  to  secure  protection  from  disastrous 
floods,  such  as  the  one  now  passing,  and  in  the  proper  solution  of  this 
question  the  sympathy  and  assistance  of  the  entire  country  should  be 
ready  to  aid.  Every  flood  brings  forth  a  multitude  of  plans,  each 
purporting  to  be  the  only  one  capable  of  providing  the  necessary  cure, 
and  most  of  them  are  brought  out  as  something  entirely  new,  yet  each 
one  will,  on  examination,  be  found  to  have  been  carefully  considered 
and  thoroughly  investigated  years  ago.  One  of  these  propositions, 
renewed  recently  with  great  energ;y',  has  been  to  control  these  floods 
by  means  of  reservoirs  located  near  the  headwaters  of  the  tributaries. 

"In  view  of  the  fact  that  adequate  reservoir  systems  for  the  con- 
trol of  floods  in  all  streams  would  strike  directly  at  the  seat  of  the 
trouble,  it  seems  remarkable  that  this  method  should  not  have  been 
used  long  ago  instead  of  the  merely  defensive  method  of  elevation  of 

overflow  land  or  the  erection  of  levees. 

*  -x-  w  *  « 

"*  *'^  *  The  question,  therefore,  is,  Can  this  stream  flow  be  made 
uniform;  if  so,  how  and  at  what  cost?  *  *  *  I  must  answer  that 
a  reasonable  degree  of  uniformity  of  flow  can  be  secured  by  adequate 
systems  of  reservoirs  properly  located  along  streams  where  the  topo- 
graphy is  particularly  adapted  to  such  reservoirs;  but  as  to  the  pos- 
sibility of  such  control  for  the  Mississippi  below  Cairo,  or  of  the 
practicability  of  the  scheme,  if  possible,  it  is  hoped  that  the  following 
remarks  will  be  of  some  assistance  in  determining." 

This  paper  concludes : 

"Taking  the  above  brief  summary  of  the  facts  into  consideration, 
I  must  conclude  that  the  control  of  the  Mississippi  floods  by  reservoirs 
is  impracticable  of  accomplishment  and  that  the  next  best  thing- 
must  be  relied  upon,  namely,  the  levee  system  with  bank  protection, 
which  should  be  completed  as  rapidly  as  possible." 

The  Pittsburgh  Flood  Commission,  in  a  comprehensive  and  vol- 
uminous report  covering  a  recent  investigation,  concluded  that  the 
maximum  flood  crests  of  the  Ohio  at  Pittsburgh  can  be  lowered 
approximately  8  ft.  by  the  storage  of  about  1 000  000  acre-ft.  of 
water,  in  seventeen  reservoirs  on  the  Allegheny  and  Monongahela, 
at  a  total  cost  of  about  $20  000  000. 

From  the  foregoing  it  appears  that  the  desirability  and  practicabil- 
ity of  reservoir  construction  depend  on  existing  conditions  in  the 
drainage  area  of  the  stream  under  discussion;  therefore,  each  stream 

*  Loc.  cit. .  p.  2878.  -  -  - 1'--  '  •  '  -"-  - ' ' -■    "* 

+  Joutnal.  Association  of  Engineering  Societies,  September,  1912. 


I'*'-  hiscrssiox  (i\    luiMc  N'i'inx    wi)  i;i\KR  ro\'ii;of. 

.Mr.  should  li(»  .siihjec't  to  ctirt'tiil  analysis  before  definite  reeomniendation.s 
ean  be  made.  As  tlie  Colorado  receives  almost  its  entire  supply  from 
moltinjr  snows  at  the  head-waters,  it  would  npix-ar  to  be  an  ideal 
stn^am  for  reservoir  control. 

Existhtr/  Storage  Works. — Before  discussing  the  feasibility  of  reser- 
voir control  on  the  Colorado,  attention  is  called  to  Tables  23  to  27, 
which  show  what  has  been  accomplished  by  storage  systems  in  various 
countries,  with  their  extent  and  approximate  cost. 

Table  2*5  contains  data  on  ten  projects  of  the  Reclamation  Service 
having  a  total  capacity  of  about  3  800  000  acre-f t.,  which  have  been 
constructed  at  an  average  cost  of  $2.G5  per  acre-ft. 

Table  24  shows  other  existing  reservoirs  in  America  with  an  aggre- 
gate storage  of  2  383  500  acre-ft.,  built  at  a  total  cost  of  $2  629  800, 
or  an  average  of  $1.10  per  acre-ft.  In  this  list  the  storage  at  the 
head-waters  of  the  Mississippi  was  by  utilizing  natural  lakes,  the  out- 
lets of  which  were  controlled  by  low,  inexpensive  dams,  the  average 
cost  being  only  36  cents  per  acre-ft.  If  this  system  be  excluded,  it 
appears  that  the  remainder  amounts  to  only  283  500  acre-ft.,  which 
cost  about  $6.65  per  acre-ft.  In  this  table  there  are  also  five  sites  in 
Wyoming  and  Colorado,  suggested  by  Gen.  Chittenden,  aggregating 
939  200  acre-ft.,  estimated  to  cost  $2  709  500,  or  an  average  of  about 
$2.90  per  acre-ft.  This  table  also  shows  70  415  acre-ft.  of  storage 
in  Europe  and  Australia,  which  have  cost  $74  per  acre-ft. 

Table  25  contains  data  on  ten  works  in  France,  having  a  total 
capacity  38  593  acre-ft.  and  costing  $3  518  900,  or  about  $91  per  acre-ft. 
This  table  also  shows  that  38  400  acre-ft.  of  storage  in  Austria  has 
cost  $232  per  acre-ft.,  while  in  Canada  reservoirs  containing  3  800  000 
acre-ft.  are  being  created  on  numerous  lakes  on  the  Ottawa  River 
at  an  estimated  cost  of  20  cents  per  acre-ft.;  and  further,  that  about 
700  000  acre-ft.  in  South  Africa  have  been  built  at  an  average  cost  of 
$14  per  acre-ft. 

Table  26  gives  a  list  of  eleven  projects  in  Germany,  volume  488  111 
acre-ft.,  cost  $22  449  874,  or  $46  per  acre-ft. ;  shows  that  Russia  has 
800  000  acre-ft.  on  the  Volga  (no  records  of  cost)  ;  and  that  five  systems 
in  India,  aggregating  775  250  acre-ft.,  cost  $6.77  per  acre-ft.  The 
storage  of  about  1  900  000  acre-ft.  at  the  Assuan  Dam,  in  Egj-pt,  has 
cost  about  $10  per  acre-ft.* 

The  completed  storage  (Canada  being  excluded  as  under  construc- 
tion) is  summed  up  in  Table  27. 

Although  there  are  many  storage  dams  for  water  supply  and  power 
in  various  parts  of  the  "world,  they  are  of  such  relatively  low  capacity 
and  high  unit  cost  that  they  have  no  place  in  a  discussion  of  this 
kind.  The  foregoing  data  are  not  submitted  as  complete,  but  include 
all  the  larger  systems  for  river  control,  of  which  records  are  available 

*  Engineering  Record.  January  11th.  1913. 
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to    tlie    writer;    and    it    is    believed    that    they    cover    the    field    quite    Mr. 
thoroughly.  S«"^^- 

It  appears  that  the  storage  in  the  United  States  (which  is  about 
oO%  greater  than  that  of  the  rest  of  the  world)  as  listed  in  these  tables, 
has  cost  on  the  average  only  one-ninth  as  much  per  unit  of  volume, 
while  the  maximum  cost,  that  of  Austria,  is  about  116  times  the 
average  in  America.  The  low  cost  of  the  storage  created  by  the 
Reclamation  Service,  when  compared  with  that  of  the  rest  of  the 
world,  is  shown  in  a  most  remarkable  manner. 

TABLE  27. — Summary  of  Completed  Reservoirs. 


••".['■ 


Acre-feet. 


Cost. 


Foreign. 


Egypt 

France 

Germany 

Austria 

Russia— no  cost  recorded 

India 

South  Africa 

Miscellaneous  foreign 


1  900  000 

38  593 

488  111 

38  400 

"'775'256 

699  696 

70  415 


$19  750  000 

3  518  000 

22  498  000 

8  896  000 

"'5'256"666 

9  830  COO 
5  171  000 


4  010  465 


S74  913  000 


74  913  OOP 
4  010  465 


^70  per  acre-ft. 


United  States. 


Reclamation  Service 

3  799  300 
2  383  500 

$10  005  000 

Other  systems 

2  629  800 

6  182  800 

$12  634  800 

12  634  800 
6  182  800 


say,  $2.00  per  acre-ft. 


Determining  Factors. — The  feasibility  of  controlling  a  stream  by 
storage  will  depend  largely  on : 

(1)  The  cost,  including  the  value  of  the  area  flooded,  when  com- 
pared with  the  benefits  to  be  derived; 

(2)  The  quantity  of  storage  required  and  whether  sufficient  vol- 
ume is  available. 

(3)  The  situation  of  such  storage,  whether  it  is  placed  so  as  to 
control  properly  the  water-producing  zone  of  the  drainage 
area; 

(4)  The  character  of  the  water  to  be  impounded,  whether  it  is 
clear  or  so  charged  with  sediment  that  the  silting  will  unduly 
shorten  the  life  of  the  works. 


I-ITO  DISCISSION  ()\    ii;i:i(.  \  I  ION   wd  i:i\i.i;  coniijoi, 

Mr  These   factor?,   as   iippHcd    to    the    Colorado,    nill   be   considcrod    in 

tlio   lorcgoinp:  order. 

The  Cost. — From  wlint  hns  already  been  written,  it  appears  that, 
where  storage  exists  in  the  arid  regions,  its  cost  is  reasonable.  As- 
sume that  the  cheapest  sites  have  been  taken  up  and  that  future  storage 
will  cost  twice  as  much  as  that  already  created  by  the  Reclamation 
Service  ($2.65  i)er  acre-ft.).  and  we  have  $5.30  per  acre-ft.  This  is  in 
close  agreement  with  Gen.  Chittenden,  who,  as  previously  stated,  esti- 
mated $5. .'^5  for  all  storage  needed  in  the  Arid  West.  Of  course,  each 
site  must  be  carefully  examined,  and  detailed  estimates  must  ])e  pre- 
pared, which  will  no  doubt  vary  considerably  from  the  foregoing,  but, 
from  what  has  been  stated,  the  figure  given  appears  to  i)e  a  fair 
and  reasonable  one  to  use  in  this  discussion. 

Volume  of  Storage  Required. — An  intelligent  discussion  of  this 
phase  of  the  matter  would  be  greatly  aided  by  continuous  discharge 
measurements  on  the  Colorado  River  at  various  points,  and  extending 
over  a  long  period.  Unfortunately,  however,  such  measurements  do 
not  exist.  The  most  complete  records  are  those  made  at  Yuma  since 
November,  1902,  by  the  Reclamation  Service.  These  observations 
include  current-meter  measurements  three  times  each  week.  Previous 
records  of  the  flow  at  Yuma  are  based  on  such  insufficient  data — 
being  a  few  scattered  meter  measurements  from  which  a  rating-curve 
was  constructed — that  they  are  of  no  value  in  this  discussion.  The 
wide  variation  in  the  quantity  flowing  for  the  same  gauge  height,  due 
to  the  change  in  cross-section  caused  by  scour,  renders  observations 
without  a  meter  measurement  practically  worthless. 

Table  28  shows  the  total  discharge  of  the  Colorado  (excluding  the 
Gila)  by  months,  in  acre-feet,  the  mean  monthly  discharge  in  second- 
feet,  and  also  the  total  discharge  in  acre-feet  per  year  from  1903  to 
1912,  inclusive.  This  table  shows  that  the  yearly  discharge  has  varied 
from  a  minimum  of  9  800  000  acre-ft.  in  1904,  to  a  maximum  of 
25  300  000  acre-ft.  in  1909.  The  total  monthly  discharge  has  varied 
from  a  minimum  of  182  500  acre-ft.  in  February,  1903,  to  a  maximum 
of  6  397  000  acre-ft.  in  June,  1912. 

In  considering  the  uses  of  the  stream  for  irrigation,  it  is  proper 
to  forecast  as  nearly  as  possible  the  lowest  flow  that  is  to  be  anticipated. 
In  doing  this,  the  writer  has  compiled  Table  29,  showing  what  may 
be  called  an  "ideal  minimum  year",  and  also  the  monthly  use  of  water 
for  irrigation  at  Yuma.  This  table  has  been  constructed  by  selecting 
from  Table  28  the  minimum  January  discharge,  the  minimum  Febru- 
ary discharge,  etc.,  for  all  months  included  in  the  latter  table.  This 
gives  a  minimum  year  containing  a  total  discharge  of  8  315  500  acre-ft., 
and  these  discharges  are  shown  in  monthly  totals  on  the  diagram, 
Fig.  TO. 
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For  the  present,  the  duty  ol"  watcM-  in  tliis  vicinity  ia  assumed  a- 
5^  aere-ft.,  its  use  boinp  distributed  tlirouphout  the  year  as  shown  in 
Table  '29.  It  is  hoped,  and  inde(vl  expected,  that  this  use  of  watrr 
will  he  reduced  considc^rahly  as  larger  areas  are  put  under  cultivation 
and  tlie  settlers  become  more  skilled  in  the  application  of  water,  but 


Jan.   Feb.  Mar.  Apr.  May  June  July  Aug.  Sept.  Oct.  Nov.  Dec. 

Fig.  70. 

for  the  present  this  appears  to  be  the  best  distribution  for  calculations, 
in  view  of  the  fact  that  the  use  now  is  considerably  in  excess  of 
5|  acre-ft.  On  Fig.  70  is  also  platted  the  use  which  can  be  made  of 
the  stream  for  irrigation  without  any  regulation  whatever.  This  was 
ascertained  in  the  following  manner:    The  use  of  water  in  February 
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sing  about  0.25  acre-ft.  and  the  lowest  run-off  in  that  month  being  Mr.^ 
32  500  acre-ft.,  it  was  found  that  this  quantity  was  sufficient  for  the 
atering  of  730  000  acres.  This  was  assumed  as  the  limiting  month, 
f  greater  areas  were  placed  under  cultivation,  there  would  be  a  short- 
ge  in  that  month  at  a  time  when  the  new  crops  are  usually  going  in. 
aking  this  730  000  acres  as  a  basis,  and  platting  the  monthly  duty 
1  the  ratio  shown  in  Table  29,  it  appears  that  the  volume  of  water 
sed  will  be  that  shown  by  the  shaded  area  in  Fig.  70.  This  arrange- 
lent  may  create  a  slight  shortage  in  September,  but  the  use  in  that 
lonth  is  so  near  the  minimum  run-off  that  the  danger  is  considered 
f  slight  importance  and  is  neglected. 

TABLE  29. — Minimum  Monthly  Discharge  of  Oolorado  Kiver 
AND  Discharge  in  Ratio  of  Monthly  Duty. 


Month. 


muary..., — 

Bbruary 

arch 

pril 

ay 

line 

Illy 

ugust 

sptember 

ctober 

bvember 

ecember 

Totals 


Minimum 

discharge, 

in  acre-feet. 


185  407 
182  531 
367  702 
479  663 
670  000 
550  000 
904  476 
591  480 
366  948 
429  428 
321  271 
266  598 


8  315  504 


Monthly 
duty. 


0.20 
0.25 
0.30 
0.41 
0.52 
0.70 
0.90 
0.80 
0.56 
0.38 
0.26 
0.22 


5.50 


Percentage 

of  total 
yearly  duty. 


3.6 

4.5 

5.4 

7.4 

9.4 

12.8 

16.4 

14.6 

10.3 

6.9 

4.7 

4.0 


100.0 


Monthly  discharge 

for  year  in 

ratio  of  duty. 


302  801 
378  000 
453  500 
619  801 
786  100 
058  100 
360  700 
209  500 
84H  701 
574  500 
393  150 
332  651 


8  315  504 


It  is  well  to  remark  that  the  continuous  irrigation  of  730  000  acres 
epends  on  the  diversion  of  the  entire  river,  and  is  substantially  all 
hat  can  be  accomplished,  unless  the  stream  is  regulated,  even  should 
he  duty  of  water  be  increased,  for  it  is  seen  that  the  use  of  water 
,t  the  extremes  of  the  year  is  as  low  as  can  be  anticipated,  and 
Ithough  a  saving  may  be  made  in  the  summer  months,  it  will  allow 
n  increase  in  the  cultivated  area  only  during  those  months,  because 
he  crops  which  can  be  grown  continuously  for  twelve  months  in  the 
ear  are  limited  by  the  small  quantity  of  water  available  during 
ow  flow. 

There  is  drawn  on  Fig.  70  a  line  showing  the  uniform  flow  through- 
out the  year,  which  would  be  at  the  rate  of  690  000  acre-ft.  per  month. 
Che  establishment  of  such  uniformity  in  discharge  would  be  of  value 
|Q  controlling  the  floods  and  also  for  power  purposes,  but  it  is  extremely 
wasteful  toward  the  irrigation  interests,  because  this  line  is  practically 
oincident  with  the  maximum  use  of  water  in  July  for  730  000  acres, 
'he  reinforcement  of  the  low  flow  by  this  method  would  not  allow  an 
acrease  in  the  area  under  crop  in  the  summer.  It  would  cover  more 
round,  however,  during  the  vtdnter. 
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■  per  nioiidi.  and  on  lliis  basis  the  discharge  of  the  low-water  year  of 
8  31;")  ;'){)()  acre-ft.  has  been  distributed.  This  assumes  complete  regula- 
tion of  the  river,  entirely  in  the  interests  of  irrigation,  and  the  di.s- 
tribution  throughout  the  .year  is  shown  by  the  shaded  line.  Under 
such  regulation,  1500  000  acres  (which  agrees  with  the  author's  esti- 
mate) could  be  irrigated.  This  is  the  area  that  could  he  served  with, 
the  flow  of  the  Colorado  past  Yuma  as  observed  during  the  years, 
under  discussion.  The  lower  Gila  is  so  erratic  in  its  discharge  that, 
it  is  not  a  very  dependable  supply,  for  which  reason  it  is  omitted. 
To  the  foregoing  should  be  added  any  area  existing  in  the  upper 
reaches  already  under  cultivation  and  which  it  is  assumed  has  re- 
ceived its  supply.  To  regulate  the  river  as  indicated  would  require  a 
storage  capacity  of  about  2  400  000  acre-ft.,  which,  at  $5.30  per  acre-ft., 
would  cost  $12  720  000.  Such  regulation  in  low-water  years  would  also 
have'  a  very  beneficial  effect  on  the  flood  discharge.  The  maximum 
monthly  volume  would  be  about  1400  000  acre-ft,,  equivalent  to  ap- 
proximately 50  000  acre-ft.  per  day,  or  25  000  sec-ft.  The  effect  of, 
this  discharge  on  the  bed  and  banks  would  be  but  slight,  as  com- 
pared with  what  goes  on  at  the  present  time,  and  would  keep  the  lower 
river  well  within  its  banks. 

Although  this  amount  of  storage  would  make  the  river  an  ideal 
one  for  irrigation  during  periods  of  ordinary  low  flow,  it  would 
have  little  beneficial  effect  on  floods  in  the  maximum  years,  as  will 
be  seen  from  an  inspection  of  the  diagrams  on  Plate  LV.  Here  the 
daily  discharge  in  acre-feet  during  the  flood  periods  is  shown  for  the 
years  1903  to  1912,  inclusive. 

When  the  river  at  Yuma  rises  above  125  on  the  local  gauge,  over- 
flow occurs  at  various  points  wnthin  the  limits  of  the  Yuma  Project, 
and  levees  become  a  necessity.  If  the  control  of  the  stream  by  storage 
is  to  regulate  the  discharge  in  such  a  way  that  levees  will  not  be  re- 
quired, the  volume  passing  when  the  gauge  is  above  125  must  be  stored. 
On  the  diagrams  referred  to,  a  horizontal  line  has  been  drawn  repre- 
senting 125  on  the  Yuma  gauge,  and  the  volumes  of  discharge  above 
this  gauge  height  in  various  years  are  clearly  marked.     They  were: 

'     In  1903 933  000  acre-ft. 

1904 80  000      "      " 

1905  . -w.^^-vf, 2  829  000  "  " 

1906  .  ..7"."'!. ..•,,.•..2  843  000  "  " 

1907 - . '.  r...  .7  055  000  "  " 

1908 38  000  "  " 

1909 5  391  000  "  " 

1910  (the  gauge  did  not  rise  above  125) 

1911 94  000      "      " 
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And  in  the  season  just  passed 2  417  000   acre-ft. 

A  total  of  21  680  000  acre-ft.,  or  an  average  of  2  168  000      "      " 
for  the  ten-year  period. 

If  storage  is  to  be  created  for  the  maximum  of  these  quantities, 
7  055  000  acre-ft. — and  this  is  necessary  if  all  overflow  is  to  be  pro- 
hibited along  the  lower  river — the  cost  of  storage,  if  sufficient  sites 
existed,  would  be  $37  391  500,  estimated  at  $5.30  per  acre-ft.  Should 
this  be  considered  an  excessive  provision  to  make,  and  it  were  thought 
better  to  take  what  damage  would  come  from  a  flood  of  this  kind 
(which  might  be  of  infrequent  occurrence),  and  storage  were  provided 
for  the  next  largest  year,  which  is  1909,  5  391  000  acre-ft.  would  be 
required,  which  would  cost,  on  the  same  basis,  $28  572  300.  This 
would  give  a  protection  that  would  have  been  ample  during  the  last 
10  years,  with  one  exception.  If  we  take  the  average  of  the  excess 
discharge  at  Yuma  above  the  125  gauge  for  the  last  10  years,  we 
get  2  168  000  acre-ft.,  which  is  about  that  required  to  regulate  the  low 
flow  in  the  interests  of  irrigation.  The  cost  of.  creating  this  amount  of 
storage  at  $5.30  would  be  $11  490  400.  With  such  control  of  the  river, 
however,  overflow  would  have  occurred  in  5  years  during  the  last  10. 


Mr. 
Sellew. 


o 


Cu 


Years  of  Observation 
Fig.  71. 

Attention  is  directed  to  Table  3,  which  is  an  exhibit  of  the  annual 
discharge  of  the  river  from  1894  to  1911,  inclusive,  a  period  of  18 
years.  The  first  9  years  have  an  average  discharge  of  7  220  000  acre-ft., 
and  the  last  9  years  show  an  average  of  17  556  000  acre-ft.,  indicating 
a  most  remarkable,  sudden,  and  continued  increase  in  run-off.  Such  an 
increase  might  be  possible  with  a  small  drainage,  but,  with  a  tributary 
area  of  more  than  250  000  sq.  miles,  the  variation  appears  to  be  alto- 
gether too  much.  To  aid  in  the  examination  of  this  question,  various 
publications  of  the  Weather  Bureau  have  been  used  in  the  preparation  of 
Fig.  71.  For  the  northern  part  of  the  water-shed,  no  continuous  ob- 
servations within  the  drainage  area  appeared  to  be  available,   there- 
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Mr.  foro  Doiivor,  Salt  Lako  City,  and  Clicyenne  were  used.  'I'heee  Htations 
'  are  probably  indicative  of  conditions  within  the  area  under  considera- 
tion. For  the  central  and  southern  ])ortion8,  the  records  of  Prescott, 
Tucson,  Yuma,  Ph(rnix,  and  Flagstaff  were  taken.  Tlic  average 
precipitation  for  the  entire  i)eriod  is  12.92  in.,  shown  by  the  heavy 
line.  That  for  the  period  1894  to  1902  is  11.73  in.,  and  for  1903  to  1912 
is  15.20  in.  These  latter  amounts  are  indicated  by  the  shorter  and  lighter 
lines.  Thus  it  appears  that  although  the  run-off  in  the  latter  half  of 
the  period  covered  by  Table  3  is  about  2.4  times  that  of  the  first  half, 
the  increase  in  precipitation  was  only  1.3  times.  Furthermore,  it 
appears  that  the  sudden  increase  in  precipitation  did  not  occur  until 
2  years  after  the  change  indicated  by  the  table.  There  is  no  doubt 
that  there  is  considerable  difference  in  the  run-off  of  the  two  periods, 
but  it  is  not  nearly  as  great  as  Table  3  indicates.  The  explanation 
is  clear:  In  November,  1902,  careful  and  systematic  gaugings  of  the 
stream  were  inaugurated  at  Yuma  by  the  Reclamation  Service,  and 
the  data  since  collected  are  dependable.  The  data  prior  to  that  time 
are  based  on  a  rating-curve  constructed  from  so  few  observations  that 
the  results  are  worthless.  The  first  half  of  Table  3  should  not  have 
been  presented. 

Available  Storage  Sites. — Having  indicated  in  a  general  way  the 
volumes  of  storage  required  to  attain  various  degrees  of  control  of 
the  Colorado  at  Yuma,  the  next  inquiry  relates  to  the  existence  of 
such  storage.  The  writer  has  not  the  advantage  of  having  made  a 
personal  examination  of  the  upper  river  and  its  tributaries,  hence  this 
portion  of  the  discussion  must  be  limited  to  the  data  found  in  pub- 
lished reports  to  which  he  has  access.  The  only  authentic  data  found 
are  contained  in  the  various  annual  reports  of  the  Reclamation  Service, 
to  which  reference  is  made  for  more  complete  information.  The  first 
reference  is  to  the  Second  Annual  Report,  page  123,  "Investigations  on 
Colorado  River",  where  mention  is  made  of  the  various  schemes 
examined.  On  page  132  data  are  given  of  a  dam  site  at  Williams 
River,  where  1  300  000  acre-ft.  of  storage  may  be  created.  The  state- 
ment is  made  that  investigations  of  a  site  at  Bulls  Head  were  abandoned 
because  of  poor  foundation.  A  100-ft.  dam  at  this  point  would  pro- 
vide storage  for  845  000  acre-ft.  The  lower  end  of  Pyramid  Canyon 
was  examined.  Surface  conditions  appeared  to  be  favorable  for  a  high 
dam,  but  no  suitable  foundation  was  found.  If  it  were  possible  to 
build  dams  at  these  points,  the  scheme  would  be  impractical  because 
the  reservoirs  would  soon  be  filled  by  the  deposition  of  sediment, 
which  will  appear  from  data  given  later.  Reference  is  made  to  this 
difficulty  in  the  Second  Annual  Report,  page  155,  where  we  may  read  : 

"In  connection  with  this  question  of  the  study  of  reservoirs  which 
silt  up,  it  seems  most  necessary  that  a  thorough  investigation  be 
made  of  the  reservoir  possibilities  upon  the  head-waters  of  the  Colorado, 
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above  the  points  where  the  streams  carrying  large  quantities  of  silt    Mr. 
enter,  so  that  permanent  reservoirs  may  be  established  in  anticipation  '  ®  ®^" 
of  the  time  when  all  the  irrigable  lands  along  the  Colorado  will  be 
under  ditch." 

Thus  the  Second  Annual  Keport  shows  no  available  storage  sites 
for  the  permanent  control  of  the  river. 

The  Third  Annual  Eeport,  page  70,  has  the  following : 

"Colorado  River  Storage  Projects. — As  it  has  been  thought  neces- 
sary to  store  water  in  the  Rocky  Mountain  region  for  the  regulation 
of  the  flow  of  the  Colorado  River,  with  a  view  to  the  reclamation  of 
about  600  000  acres  of  land  along  the  lower  Colorado  in  Arizona  and 
California,  certain  reservoir  sites  have  been  withdrawn  in  western 
Colorado,  two  of  these  being  on  Grand  River,  in  Grand  County,  and 
two  on  Yampa  River,  in  Routt  County.  Preliminary  examinations 
have  been  made  of  all  these  sites,  and  some  of  them  have  been 
surveyed." 

On  page  217,  the  Kremmling  site  is  credited  with  a  capacity  of 
1  500  000  acre-ft.  At  Grand  Lake  about  23  000  acres  are  reported  as 
withdrawn,  but  no  capacity  is  given.  Two  sites  on  the  Yampa  were 
located  and  100  000  acres  withdrav^m,  but  no  capacity  is  given,  as 
the  data  were  not  complete. 

In  the  Fourth  Annual  Report,  page  121,  it  is  stated  that  at  the 
Kremmling  site  more  than  1  000  000  acre-ft.  may  be  stored  by  a  dam 
180  ft.  high,  and  that  a  230-ft.  dam  would  impound  2  200  000  acre-ft. 

On  page  124  reference  is  made  to  further  examinations  on  Grand 
River  above  the  Kremmling  site,  where  it  is  stated  that:  "Few  reser- 
voir and  dam  sites  worthy  of  investigation  were  encountered  during 
the  reconnaissance." 

Reference  is  made  to: 

Windy  Gap   site — capacity 100  000  acre-ft. 

Lehman  site— capacity 24  000      "      " 

Grand  Lake— capacity 140  000      "      " 


264  000  acre-ft. 

The  first  site  is  crossed  by  a  railroad;  would  require  a  large  dam; 
and  75%  of  the  area  flooded  would  be  ranches  already  under  cultiva- 
tion. The  second  site  would  cover  valuable  land  under  cultivation, 
and  is  of  slight  consequence  in  size.  Regarding  Grand  Lake,  the 
report  says,  on  page  127: 

"Considered  as  a  site  for  storing  irrigation  water  for  use  along 
the  lower  Grand  and  Colorado  rivers.  Grand  Lake,  as  will  be  readily 
seen  from  the  foregoing,  would  be  of  little  value." 

It  appears,  then,  that  this  report  shows  no  storage  sites  of  value 
except  the  Kremmling,  with  a  possible  capacity  of  2  200  000  acre-ft. 


Sellew 
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Mr.  Tho   Kiftli   Annual   Kei>ort  ntatcs,  on  papc  114,  that  tlie  fiold  work 

in  coiHuv'tion  witli  rosorvoir  sitos  on  tho  Colorado  was  hronpht  to  a 
close  Into  in  1005,  and  no  additional  examinations  have  been  made 
since  those  described  in  the  Fourth  Annual  Report.  Tlie  Sixth  Annual 
Report  gives  no  additional  information  regarding  this  matter.  On 
page  57  of  the  Seventh  Annual  Report  reference  is  made  to  investiga- 
tions for  storage  reservoirs  along  the  Green  River  and  its  tributaries, 
from  which  the  following  is  obtained: 

Flaming  Gorge  site — capacity 850  000  acre-ft. 

Island   Park   site— capacity 150  000      "      " 

Browns  Park  site— capacity 2  500  000      "      " 

3  000  000  acre-ft. 

No  additional  information  is  contained  in  the  Eighth,  Ninth,  or 
Tenth  Annual  Reports. 

Taking  from  the  foregoing  those  sites  which  appear  to  be  available 
for  storage  on  the  tributaries  of  the  Colorado,  we  have: 

Capacity  in  acre-feet. 

Grand  River :  Kremmling  site 2  200  000 

Green  River :  Flaming  Gorge  site 350  000 

Island  Park  site 150  000 

Browns  Park  site 2  500  000 

Total 5  200  000 

Railroad  interests  have  secured  control  of  the  Kremmling  site, 
therefore  its  future  development  may  prevent  the  creation  of  reservoirs 
of  any  magnitude.  Such  a  result  would  remove  the  only  known  reser- 
voir capable  of  controlling  the  Grand  River,  and  would  reduce  the 
known  available  storage  for  uses  on  the  Lower  Colorado  to  3  000  000 
acre-ft.,  all  confined  to  the  Green.  This  is  but  little  in  excess  of  that 
required  for  minimum-year  control  in  the  interests  of  irrigation,  and 
furnishes  little  relief  in  the  years  of  maximum  flow,  when,  as  pre- 
viously shown,  7  000  000  acre-ft.  must  be  stored  in  order  to  prevent 
overflow,  unless  dependence  is  placed  on  levees.  The  foregoing  data 
are  not  sufficient  to  determine  with  accuracy  the  feasibility  of  reservoir 
control  on  the  Colorado  River.  Before  conclusions  can  be  properly 
drawn,  investigation  should  show  the  total  available  storage,  its 
geographical  distribution,  and  whether  it  is  placed  so  that  it  will  con- 
trol the  run-ofl  from  the  various  parts  of  the  catchment  area.  Should 
sufficient  storage  exist  to  save  the  surplus  of  the  maximum  years  for 
use  in  years  of  low  flow,  the  irrigable  area  along  the  Colorado  could  be 
increased  correspondingly. 

The  Quantity  of  Silt. — As  previously  stated,  reservoirs  created  on 
the  lower  portion  of  the  stream  would  very  soon  fill  with  deposits,  as 
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the  Lower  Colorado  is  a  notorious  silt  carrier, 
says,  regarding  Colorado  silt: 


Professor  R.  H.  Forbes*    Mr. 

Sellew. 


"Beginning  with  January,  the  regular  low  winter  water  averages 
about  62  parts  of  sediment  in  100  000  parts  of  water  during  January, 
February,  and  March.  These  sediments  are  probably  chiefly  the  result 
of  erosion  upon  the  upper  river  channel,  rather  than  surface  sweepings 
into  the  drainage.  During  April,  as  the  river  rises  with  the  melting 
snows  of  its  highest  water-shed,  and  its  erosive  power  increases,  the 
sediment  rises  to  an  average  of  112  parts;  during  the  highest  waters 
of  May  and  June,  to  an  average  of  374  parts ;  decreasing  with  the  lower- 
ing waters  of  July  and  August  to  an  average  of  12^  parts.  The  sum- 
mer rain-storms  of  September,  October,  and  November,  partly  within 
Arizona,  bring  the  silt  to  its  maximum  (2  072  parts,  Oct.  8-13),  after 
which  the  quantity  sinks  to  the  normal  amount  for  winter  waters, 
averaging  151  parts  in  100  000  during  the  two  months  ending  Jan. 
24,  1901. 

"*  *  *  The  average  acre-foot  of  Colorado  river  water  for  the 
year  of  observation  carried  7  291  pounds  of  silt,  varying  from  1 182  to 
56  410  pounds  as  shown  by  6-day  composite  samples. 

"On  the  basis  of  the  profile  constructed  from  available  data  for 
the  volume  of  flow  of  the  Colorado,  and  of  the  year's  silt  determina- 
tions  made  in  this  laboratory,  it  is  estimated,  conservatively,  that  the 
river  during  1900  brought  down  about  61  000  000  tons  of  sedimentary 
material,  which,  condensed  to  the  form  of  solid  rock,  is  enough  to 
cover  26.4  square  miles  one  foot  deep;  or,  to  make  53  square  miles 
of  dry  alluvial  soil  one  foot  deep;  or,  to  make  about  164  square  miles 
of  recently  settled,  submerged  mud  one  foot  deep,  reckoning  the  whole 
amount  of  mud  for  the  year  to  average  6.2  times  the  bulk  of  the  solid 
sediment." 

From  these  extracts  it  appears  that  in  1900  the  volume  of  sediment 
raried  from  0.062%  in  January,  February,  and  March,  to  0.374%  in 
May  and  June,  and  that  following  desert  rains  it  was  as  high  as 
2.07  per  cent.  An  area  of  164  sq.  miles  of  mud  1  ft.  deep  equals  105  000 
acre-ft.  Since  May,  1909,  the  Reclamation  Service  has  observed  the 
quantity  of  sediment  passing  Yuma,  the  results  being  as  shown  in 
Table  30. 

TABLE  30. — Quantity  of  Sediment  in  Colorado  River. 


Year. 

Total  discharge,  in 
acre-feet. 

Number  of  silt 
observations. 

Average 
percentage  of 
silt,  by  weight. 

Acre-feet  of 

submerged  mud 

annually. 

1909 

1910 

1911 

1912 

25  967  577 
14  332  692 

17  839  345 

18  357  686 

8 
23 

52 

64 

0.65 
0.50 
1.15 
0.756 

331  010 
136  660 
391  115 
265  734 

Total . . 

1  114  519 



, 

*BuUetin  No.  UU,  Arizona  Experiment  Station,  pp.  198  aiid  200. 
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SeUew  '^^^^   ol)S(>rvj»tions   of    11)09,    although    few    in    iiuiiiljcr,    covered    the 

'  period  from  I^Iay  2Gth  to  October  7th,  and  should  give  a  fair  average. 
Those  of  1910  extended  from  April  19th  to  December  Slat.  In  1911 
they  extended  from  January  11th  to  December  28th,  and  in  1912  from 
January  4th  to  November  30th,  the  discharge  being  estimatctd  to 
December  31st.  As  shown  in  Table  30,  the  total  quantity  of  sediment 
passing  Yuma  during  the  last  4  years,  when  measured  as  submerged 
mud,  has  exceeded  1000  000  acre-ft.  This  proves  conclusively  that 
reservoirs  for  the  permanent  control  of  this  stream  must  be  placed  on 
the  head-waters  where  clear  water  exists. 

The  author  shows  in  Table  2  an  approximate  storage  of  about 
10  000  000  acre-ft.,  and  although  he  qualifies  the  table  by  stating  that 
it  is  "theoretically  possible"  and  would  have  to  be  reduced  for  "com- 
mercially feasible  developments,"  the  table  is  so  at  variance  with 
facts  as  to  be  misleading  in  its  present  form,  and  likely  to  lead  unin- 
formed persons  to  erroneous  conclusions.  Storage  on  the  Gila  is  out 
of  the  question,  as  this  stream  carries  more  silt  during  its  flowing 
season  than  the  Colorado.  Little  Colorado,  Bill  Williams  Fork,  and 
San  Juan  must  be  eliminated  for  the  same  reason.  The  Kremmling 
site  is  in  the  hands  of  interests  foreign  to  irrigation  or  storage  develop- 
ment. The  Only  site  of  value  contained  in  Table  2  is  Browns  Park  on 
the  Green,  which  has  a  capacity  of  about  2  200  000  acre-ft.,  as  pre- 
viously indicated.  This  analysis  reduces  the  author's  "theoretically 
possible"  10150  000  acre-ft.  to  2  200  000;  reservoirs  which  will  silt  up 
in  a  few  years  or  are  controlled  so  that  they  cannot  be  developed,  are 
not  in  the  "possible"  class. 

There  are  some  statements  which  the  writer  cannot  reconcile  with 
the  facts  as  they  have  come  under  his  notice.  The  area  of  the  Yuma 
Project  is  some  130  000  acres,  instead  of  90  000.  Table  4,  showing 
mean  monthly  discharge  from  1894  to  1911,  is  valueless,  for  the  results 
from  1894  to  1903  are  based  on  erroneous  data,  as  previously  shown. 

Rise  of  Bed. 

The  data  in  regard  to  the  rise  of  bed  at  Yuma  are  based  on  observa- 
tions made  largely  by  the  Reclamation  Service,  but  are  not  considered 
by  the  writer  as  sufficiently  definite  to  justify  the  conclusions.  Al- 
though the  advance  of  the  delta  into  the  Gulf  will  tend  to  raise  gauge 
heights  at  points  above,  certainly  many  more  observations  are  neces- 
sary before  definite  relations  can  be  established  between  the  rise  on 
the  Yuma  gauge  and  the  memory  of  a  steamboat  captain. 

There  is  at  least  one  other  cause  for  variation  in  gauge  height  at 
different  points  on  the  stream,  which  is  entirely  dissociated  from  any 
advance  into  the  Gulf.  There  are  two  points  on  the  lower  river  in  this 
vicinity  which  may  be  regarded  as  definitely  fixed.  They  are  Laguna 
Dam   and  the  conglomerate  hills   at  Yuma  between  which  the  river 
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passes.  The  floods  of  1909  and  1912  carried  substantially  the  same  Mr. 
quantities  at  their  crests,  150  000  sec-ft.,  but  the  difference  in  the  ' 
elevation  of  water  surfaces  between  the  Yuma  gauge  and  Laguna  Dam 
was  4  ft.  greater  in  1912  than  in  1909.  The  casual  observer  might 
think  that  this  indicated  a  rise  in  the  bed  of  the  stream.  It  is  found, 
however,  that  the  slope  per  mile  was  substantially  the  same,  being 
1  ft.  in  1909  and  1.04  ft.  in  1912.  The  rise  is  not  due  to  any  silting 
up  of  the  channel,  but  is  plainly  caused  by  the  meanders  of  the  river. 
The  records  show  that  the  distance  from  Laguna  Dam  to  Yuma  has 
varied  as  follows: 

In    1856 13     miles. 

1895 Ill       " 

1902 14        " 

1909 13|       " 

1911 15i       '' 

1912 17         " 

Some  of  these  various  meanders  are  indicated  on  Plate  LVI.  The 
river  in  1912  between  the  points  mentioned  was  3^  miles  longer  than 
in  1909,  and  this  accounts  for  practically  all  the  increased  difference 
of  elevation  in  the  water  at  the  two  points.  The  same  phenomenon 
is  true  on  the  lower  river,  and,  assuming  a  given  elevation  at  the 
Mexican  boundary,  the  increase  in  length  of  the  stream  due  to  meanders 
will  give  an  increased  height  on  the  Yuma  gauge,  whether  the  river  is 
advancing  into  the  Gulf  or  not. 

The  author's  description  of  the  works  of  the  Yuma  Project  and 
remarks  relative  thereto,  indicate  unfamiliarity  with  the  subject.  A 
very  excellent  account  of  the  work  at  Laguna  Dam  may  be  obtained 
from  articles*  by  the  Resident  Engineer,  Edwin  D.  Vincent,  M.  Am. 
Soc.  C.  E.  The  Colorado  Siphon  has  been  described  by  the 
writer.f  These  cover  the  main  features  of  the  work.  Levees  and 
canals  are  so  common,  and  those  at  Yuma  present  no  unusual  con- 
ditions, that  description  appears  to  be  superfluous. 

The  author's  statement,  that  a  rock  fill  such  as  was  used  for  closing 
the  crevasses  which  he  discusses  could  have  been  used  in  place  of 
Laguna  Dam,  is  open  to  serious  doubt.  What  he  built  has  been  used 
as  a  levee,  which  purpose  it  answers  admirably.  How  it  would  act 
as  an  overflow  weir,  carrying  150  000  sec-ft.,  even  if  covered  with  con- 
crete, is  problematical.  In  addition  to  a  concrete  top,  crest  and  foot- 
walls  appear  to  be  necessary  to  prevent  the  top  from  being  under- 
mined, and,  if  these  are  provided,  the  resulting  structure  will  not  differ 
materially  from  Laguna  Dam  either  in  desig-n  or  cost. 

*  Engineering  News,  February  27th,  1908,  and  June  10th,  1909. 
i:  Engineering  News,  August  29th,  1912. 
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Levkks. 

SeUew.  ^^^  Statement  tlmt  the  flood  of  Deceml)cr  7th,  Jl)()(i,  caused  levee 
failures  on  the  Yuma  Project  due  to  the  ahsence  of  muck-ditches,  is 
not  correct.  In  Octohor,  1906,  the  writer  took  charge  of  the  Yuma 
Project,  and  his  first  act  was  to  order  muck-ditches  under  all  new 
levees.  The  slight  damage  done  here  by  the  flood  of  December  7th,  was 
caused  by  burrowing  animals  and  the  overtopping  of  work  which  was 
incomplete. 

Kegarding  the  advantages  and  disadvantages  of  land-side  and  river- 
side borrow-pits,  the  writer  has  fully  expressed  himself,*  so  that  it 
is  not  necessary  to  comment  further.  Particularly  is  this  so  when  the 
author  states  that  he  "realized  that  this  was  not  in  accordance  with 
the  usual  practice."  Based  on  a  personal  examination  made  a  few 
hours  after  the  break  of  December  5th,  1906,  the  writer  hazards  the 
opinion  that  the  damage  caused  by  a  head  of  15  in.  against  the  levee 
was  due  primarily  to  the  presence  of  land-side  borrow-pits,  although 
small  quantities  of  water  came  under  the  levee  itself  in  many  places 
due  to  the  absence  of  a  muck-ditch  and  the  improper  grubbing  of  the 
foundation. 

Regarding  the  loan  of  a  grading  camp  by  the  Reclamation  Service, 
which  outfit  the  author  declares  did  work  at  excessive  cost,  the  follow- 
ing is  submitted: 

Immediately  following  the  break,  in  December,  1906,  the  writer 
discussed  with  Mr.  Cory  the  feasibility  of  assembling  a  sufficient  force 
to  construct  levees  required  before  the  coming  of  the  annual  freshet. 
At  that  time  it  was  not  known  how  much  levee  work  would  be  done, 
as  the  surveys  were  incomplete.  Consequently,  no  contracts  were  let, 
and  the  size  of  the  outfit  which  could  be  immediately  available  was 
not  known.  Because  of  various  interests  at  stake,  the  writer  sug- 
gested that,  to  assist  in  overcoming  the  difficulty,  one  camp  of  Gov- 
ernment stock  then  operating  on  the  Arizona  levees  be  transferred  for 
the  use  of  the  California  Development  Company.  Mr.  Cory  welcomed 
this  suggestion;  authority  was  secured  from  the  Department;  and  the 
camp  was  immediately  transferred.  It  was  supposed  when  the  transfer 
was  made  that  the  camp  was  to  work  for  the  California  Development 
Company  and  not  for  a  contractor.  However,  shortly  after  the  move 
was  made,  the  superintendent  of  the  camp  informed  the  writer  that 
he  was  working  under  the  direction  of  a  contractor,  and  it  was  next 
to  impossible  for  him  to  obtain  the  proper  supplies  to  keep  his  camp 
up  to  efficiency.  A  visit  to  the  camp  showed  the  facts  to  be  substan- 
tially as  stated,  and  a  personal  appeal  was  made  to  Mr.  Cory  to  remedy 
the  matter.  This  was  remedied,  in  a  measure,  but  conditions  con- 
tinued to  be  such  that,  as  soon  as  it  was  evident  that  the  camp  was 


*  Engineering  Netcs,  February  loth  and  April  11th,  1912. 
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not  necessary  to  secure  the  completion  of  the  levees  in  advance  of  the    Mr. 
annual  flood,  the  men  and  equipment  were  brought  back  to  the  United 
States. 

The  camp  that  was  loaned  the  C.  D.  Co.  had  been  at  work  for 
considerable  time  prior,  for  the  Reclamation  Service,  and  continued 
to  be  thus  employed  for  several  years  thereafter.  It  was  one  of  the 
most  efficient  camps  which  the  Service  has  had  on  levee  construction. 
There  have  been  completed  on  the  Yuma  Project  about  50  miles  of 
levee,  aggregating  more  than  2  600  000  cu.  yd.  of  excavation,  the  ac- 
complishment of  which  compares  most  favorably  in  every  way  with 
any  levee  work  which  has  come  under  the  writer's  notice.  Criticism  of 
Government  work  seems  to  be  a  general  pastime  of  people  who  are  not 
responsible  for  it,  and  certainly  if  a  contractor  desired  to  place  a 
Government  camp  in  an  unfavorable  light,  Mr.  Cory  granted  him  a 
most  excellent  opportunity  to  do  so. 

Under  the  head  of  "Criticism  of  Levee  Work  Done"  the  author 
shows  that  after  a  Consulting  Board  from  the  Reclamation  Service 
had  advised  on  the  methods  of  levee  construction,  their  recommenda- 
tions were  ignored  and  a  second  Board  was  necessary  before  the  recom- 
mendation as  to  the  location  of  borrow-pits  was  complied  with.  The 
author  states  that  the  use  of  the  checker-board  system  of  borrow-pits 
increased  the  cost  of  the  work  about  6f  cents  per  cu.  yd.  Experience 
on  the  Yuma  Project  has  shown  that  an  increase  of  2  cents  per  cu.  yd. 
is  ample  to  cover  this  kind  of  borrow-pit,  and  the  writer  believes 
that  the  protection  thus  afforded  fully  justifies  the  additional  expense. 

International  Negotiations. 

International  agreements  are  necessary  to  a  comprehensive  plan  for 
the  control  of  the  Lower  Colorado.  Such  agreements  must  be  preceded 
by  diplomatic  action,  and  while  such  negotiations  may  be  in  progress, 
discussion  of  this  phase  of  the  matter  appears  to  be  inopportime. 

The  Abejas  Diversion. 

The  author  is  correct  in  the  statement  that  this  diversion  has  had 
little  effect  on  river  levels  at  the  entrance  of  the  Imperial  Canal.  The 
observations  show  that  it  has  had  no  effect  whatever.  The  writer  has 
little  first-hand  knowledge  of  the  work  at  the  Abejas,  carried  out  under 
the  direction  of  John  A.  Ockerson,  Past-President,  Am.  Soc.  C.  E., 
so  does  not  feel  qualified  to  discuss  it.  He  wishes  to  state,  however, 
that  the  delay  in  starting  the  work,  due  to  causes  over  which  Mr. 
Ockerson  had  no  control,  which  exposed  the  operations  to  the  menace 
of  the  fiashy  winter  floods,  had  much  to  do  with  the  progress.  It  is 
believed  that  the  Ockerson  plan  to  levee  the  river  to  the  range  of  tidal 
influence  is  the  correct  one;  until  this  is  done  and  the  levees  are  made 
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Mr.     sociiro  npninst  tlio  nttnck  of  tlio  ourrnit.   tlio   liDwor  (.olorado  cannot 
■  bo  regarded  as  under  control. 

TiiK   Rkal  Puohlicm. 

Tho  author  concludes: 

"Because  of  tho  various  successful  and  unsuccessful  work  done  in 
the  region,  the  engineering  features  of  irrigation  and  river  control 
along  the  Lower  Colorado  are  now  understood,  and  engineering  con- 
struction methods  are  thoroughly  developed. 

*  *  -jf  *  *  * 

"The  Colorado  River  Delta  now  presents  no  unusual,  unsolved  en- 
gineering difficulties;  its  problems  are  chiefly  matters  of  statecraft,  in 
both  river  control  and  irrigation." 

After  more  than  6  years  of  service,  during  which  time  about  45 
miles  of  the  lower  river  has  been  in  his  charge,  the  writer  wishes  to 
state  that,  in  his  judgment,  the  real  problem  of  this  river  is  not 
generally  understood.  This  problem,  for  the  solution  of  which  the 
author  offers  no  aid,  is  bank  protection.  Construction  methods  for  its 
accomplishment  are  not  developed,  and  it  cannot  be  attained  by  state- 
craft, however  high  the  talent  engaged.  Relief  from  this  menace 
will  come  only  from  hard  work  and  a  liberal  expenditure  of  money  on 
the  immediate  banks.  When  levees  are  undermined  while  the  stream 
is  below  bank-full  stage,  it  is  clear  that  many  years  must  elapse  be- 
fore a  river  of  this  magnitude  will  be  controlled  by  reservoirs  in  such 
a  way  that  caving  banks  will  be  eliminated.  A  plan  by  which  these 
banks  may  be  made  stable  will  now  be  outlined,  but,  before  proceeding 
with  it,  a  short  sketch  of  the  flood  of  1912  may  be  of  interest. 

Lower  Coix)rado  Flood  of  1912. 

The  annual  freshet  of  1912  first  made  its  appearance  on  the  Yuma 
gauge  on  March  12th,  the  reading  then  being  117.8  ft.  and  the  dis- 
charge 12  800  sec-ft.  It  continued  to  rise  until  June  22d,  when  the 
gauge  was  129.1  and  the  discharge  was  nearly  150  000  sec-ft.  During 
this  rise  the  erosive  action  of  the  current  was  causing  radical  changes 
in  the  bed  and  banks  of  the  stream,  as  may  be  seen  by  Fig.  72,  showing 
conditions  at  the  gauging  station.  It  is  there  seen  that  at  low  water 
the  width  of  the  river  was  420  ft.,  its  average  depth  about  3^  ft., 
maximum  depth  8  ft.,  and  the  area  of  the  flowing  prism  1  420  sq.  ft. 
At  the  crest  these  dimensions  had  become,  width  600  ft.,  average  depth 
35  ft.,  maximum  depth  53  ft.,  area  20  740  sq.  ft.,  the  discharge  having 
increased  43  times  and  the  area  about  15  times.  This  increase  in  area, 
of  19  320  sq.  ft.,  is  made  up  of  7  440  sq.  ft.  caused  by  the  rise  on  the 
gauge  and  11880  sq.  ft.  (60%)  which  was  the  increase  in  section  due 
to  scour.  These  modifications  in  cross-section  were  probably  maximum 
at  the  gauging  station,  where  the  width  of  the  stream  is  restricted;  but 
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5imilar  changes,  although  less  in  magnitude,  are  characteristic  of  the    Mr. 
.  .  Sellew. 

lower  river. 

During  the  rise,  extensive  meanderings  were  in  progress  at  various 

points,  the  first  attack  which  required  defense  being  between  10^  and 

12  miles  below  Yuma,  on  the  Arizona  side,  where  the  levee  had  been 

2ut   out   by   the   river   in   1909.     During   1909    and   1910   efforts   were 

tnade  to  hold  this  portion  of  the  bank  with  fascines  and  other  light 

^rush  protections,  but  such  work  was  soon  carried  out,  and  resort  was 

then  had   to  permeable   dikes   of  piles   and  brush.     About  seventeen 

permeable  dikes  have  been  built,  beginning  in  May,  1911.     Some  of 

■hese  dikes  are  shown  on  Figs.  73  and  74.     At  this  point  the  Steamer 

Searchlight,   with    a   pile-driver   barge,   worked   throughout   the   flood 

Df   1912,   building  dikes   and  defending  the  bank  between  them  with 

VARIOUS  CROSS-SECTIONS  OF  COLORADO  RIVER 

AT  YUMA,  ARIZONA,  DURING  1912. 
.„«  X      60'    X      60'    X      60'    X     GO'     X     60'    x     60'     x     60'    x     60'    x     60'      - 


Pig.   72. 

fascines.  A  temporary  levee  also  was  thrown  up  when  the  river  threat- 
ened overflow.  The  efforts  here  were  successful,  the  dikes  holding  well 
and  preventing  further  recession  of  the  bank  line,  and  the  tempo- 
rary levee  removed  all  danger  from  overflow. 

The  first  attack  on  the  Reservation  levee  was  at  the  point,  G,  on 
Plate  LVI.  At  the  beginning  of  the  rise,  the  bank  at  this  point  was 
some  800  ft.  from  the  levee,  but  on  June  15th  bank  caving  set  in,  and 
Dn  June  17th,  when  the  river  was  within  150  ft.,  defensive  operations 
were  commenced.  As  all  our  floating  plant  was  engaged  below  Yuma, 
:he  fight  here  had  to  be  made  from  the  shore.  When  the  stream  went 
)verbank  the  bottoms  were  flooded  to  within  150  ft.  of  the  levee,  malting 
lefensive  operations  impractical  until  the  caving  reached  this  point. 
Tascine  mats  weighted  with  sand  sacks  were  hung  over  the  face  of 
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^  Mr  tlio  l)Miik,  hut,  ns  tlio  watt»r  was  more  than  .']0  ft.  flocp,  such  defonsos 
would  udt  roach  the  l)ottoni,  and,  although  our  work  delayed  tlie  ad- 
vance of  the  stream,  it  was  slowly  undermined,  demonstrating  that  a 
strong  revetment  would  be  necessary  to  hold  the  river  in  check.  Con- 
ditions along  the  front  at  this  point  are  shown  on  Fig.  75.  Fortu- 
nately, the  Keservation  h^'ee  furnishes  the  location  for  the  Potholes 
BnuK'h  of  the  Southern  Pacific  Railroad,  therefore,  rock,  which  was 
the  only  material  that  would  save  the  day,  could  be  delivered  at  the 
site  of  the  works  and  dumped  directly  into  place.  Rocks  weighing  from  1 
to  6  tons  were  ordered  from  the  Declez  granite  quarries  some  200  miles 
west  of  Yuma  on  the  main  line  of  the  Southern  Pacific.  The  railroad  ex- 
pedited the  shipment,  and  within  36  hours  after  the  order  was  placed  the 
first  train  load,  consisting  of  fifteen  cars,  was  being  thrown  into  the 
river.  At  this  time  the  river  had  cut  to  the  toe  of  the  levee  slope, 
the  water  there  being  32  ft.  in  depth,  therefore  the  rocks  as  rolled  from 
the  cars  could  be  directed  to  the  point  where  they  would  accomplish 
the  most  good.  Considerable  brush  and  thousands  of  sand  sacks  were 
mixed  with  the  rock,  also  a  limited  quantity  of  spoil  which  was  avail- 
able from  the  quarries  at  Laguna  Dam.  As  the  flood  came  up  to  crest, 
the  attack  extended  for  a  length  of  about  900  ft.  Several  bad  sand 
boils  appeared  at  the  inner  toe.  Fig.  76  shows  one  of  these  boils 
"hooped"  with  sand  sacks.  This  menance  became  so  serious  in  some 
instances  that  at  one  time  the  destruction  of  the  levee  appeared  to  be 
only  a  matter  of  a  few  hours,  and  arrangements  were  made  to  con- 
fine the  overflow  in  case  the  levee  went  out.  About  500  ft.  to  the  rear 
of,  and  parallel  to,  the  levee  is  one  of  the  canals  of  the  Reservation  dis- 
tribution system.  The  outer  bank  of  this  channel  was  hastily  con- 
nected with  the  levee  above  and  below  the  threatened  portion  by  sand- 
bag dams  (Figs.  77  and  78),  the  canal  bank  between  these  dams 
being  raised  to  about  1  ft.  above  the  river  level.  Sand  bags  were  neces- 
sary as  the  ground,  because  of  the  seepage,  was  under  several  inches  of 
water,  and  stock  could  not  be  worked  upon  it.  These  dams  and  the 
canal  bank  would  have  confined  the  overflow  to  this  area  had  the 
levee  gone  out.  It  was  also  intended  to  flood  this  enclosed  area  to  a 
depth  of  2  ft.  or  more  to  check  the  sand  boils,  water  for  this  pur- 
pose being  supplied  from  the  canals,  but  the  boils  were  checked  by 
a  liberal  use  of  sacks  along  the  front  before  such  action  was  necessary. 
Figs.  79  and  80  show  the  character  of  the  rock  used  for  protection, 
and  Fig.  81  is  a  view  of  the  Steamer  Searchlight  engaged  in  dragging 
the  larger  rock  from  the  cars  with  her  steam  capstan,  the  boat  having 
been  temporarily  transferred  for  this  purpose  from  the  work  below. 
The  flood  crested  at  about  1  a.  m.  on  June  23d,  and  then  fell 
rapidly.  By  June  25th  there  was  no  further  danger  of  overflow,  but 
dumping  the  spoil,  in  order  to  blanket  the  outer  slope  and  reinforce 
the  levee,   continued  until   August   18th. 
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Fig.  74. — Permeable  Dikes. 


Fig.  75. — Conditions  Along  the  Front. 
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While  this   attack  was  in  progress,   another  was   initiated  by  the    Mr. 


river  at  the  point,  A,  on  Plate  LVI.  Here  the  caving  banks  came  to 
the  levee  toe  with  a  water  depth  of  30  ft.,  and  the  defense  was  prac- 
tically a  repetition  of  the  one  just  described. 

On  June  25th,  the  river  having  fallen  below  the  overflow  line, 
shipments  of  Declez  rock  were  stopped;  a  steam  shovel  was  placed  in 
commission  at  Laguna  Dam,  and  a  work  train  and  crew  were  obtained 
from  the  Southern  Pacific  Company,  which,  with  assistance  from  our 
dinky  engines,  continued  to  dump  rock  and  spoil  at  the  points,  A  and 
Q,  until  August  18th,  when  18  000  cu.  yd.,  including  1  300  cu.  yd.  of 
Declez  rock,  had  been  placed.  On  this  date  the  threatened  levees  were 
safe  from  further  attack,  and  the  work  was  stopped.  At  the  present 
time  the  river  lies  against  the  rock  slope  of  the  levee  at  A  for  1  500  ft. 
and  at  C  for  1  000  ft.  Should  these  conditions  remain  until  the  next 
flood,  further  rock  revetment  will  probably  be  necessary  immediately 
above  and  below  each  of  these  points,  therefore  steana  shovels,  cars, 
and  engines  are  being  placed  in  condition  to  do  this  work  if  required. 

While  the  attack  on  the  Reservation  levees  was  going  on,  rapid 
bank  caving  was  also  in  progress  on  the  Arizona  side  below  Yuma. 
The  work  at  the  12-mile  post  has  already  been  briefly  described.  At 
the  16-mile  post  the  river  was  600  ft.  from  the  levee  on  May  25th. 
On  June  1st  it  had  moved  out  to  1  300  ft.  On  June  10th  it  had  re- 
turned to  within  500  ft.,  on  June  20th  about  300  ft.,  and  on  June  26th 
it  cut  through  the  levee.  When  the  caving  had  approached  within 
300  ft.  of  the  levee,  provisions  were  made  to  protect  the  work.  There 
was  no  floating  plant  available  for  this  protection,  and,  had  there  been, 
no  effective  use  of  it  would  have  been  possible,  as  the  depth  of  water 
and  velocity  of  the  current  made  the  construction  of  spur  dikes  im- 
practicable. As  there  was  no  railroad  on  the  levee,  rock  could  not  be 
obtained,  as  the  roads  to  the  nearest  quarry,  12  miles  away,  were  im- 
passable for  heavy  loads.  The  only  defense  that  could  be  offered  was  to 
protect  the  bank  by  fascine  mats,  there  being  plenty  of  suitable  willow 
brush  near  at  hand.  The  force  employed,  consisting  mainly  of  Cocopah 
Indians,  was  rather  indifferent  labor,  but  by  diligent  efforts  the  rate 
of  caving  was  delayed  so  much  that,  when  it  reached  the  levee  on 
June  25th,  the  river  had  fallen  below  the  natural  bank  level  and  no 
overflow    occurred. 

Shortly  after  the  cutting  out  of  the  levee  the  river  swung  away  for 
several  hundred  feet,  and  later  came  back  for  a  portion  of  this  dis- 
tance, the  present  position  of  the  river  being  shown  by  the  meander 
line  on  Plate  LVI. 

About  July  1st,  the  river  being  well  within  its  banks,  the  patrol 
which  had  been  maintained  during  the  flood  was  removed.  On  this 
date  no  serious  cutting  appeared  at  any  point  between  Yuma  and  the 
International  Boundary  Line,  on  the  American  side  of  the  stream. 
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Mr.  On   Aiijj:iist  lOtli   it  was  found  that   the  river  liad  eut  tlirou^h   tlie 

' ''  *'^^'  levee  at  the  24-niile  ])oint,  but  the  bank  here  beinp  above  the  river 
level,  no  overflow  ha<l  occurnMl.  On  June  20th.  or  a  few  days  prior 
to  tlie  crest  of  the  flood,  the  hank  nt  this  point  was  1  300  ft.  away 
from  the  river,  and  there  appeared  to  have  been  no  material  change  on 
July  1st,  when  the  patrol  was  taken  off;  thus  it  appears  that  the  caving 
here  must  have  been  extremely  rapid. 

All  work  of  bank  protection  was  continuous,  day  and  nif,^ht,  while 
the  danger  of  overflow  existed.  During  this  period  the  temperature  in 
the  day  averaged  106°  and  at  night  about  73  degrees.  Because  of  the 
extreme  heat,  the  work  was  very  hard  on  the  men,  and  at  times  our 
efforts  were  greatly  hampered  by  lack  of  labor.  All  the  Indians  in 
the  vicinity  were  pressed  into  service.  Wages  were  temporarily  in- 
creased to  attract  idle  men  in  the  Town  of  Yuma,  and  on  the  Reserva- 
tion the  settlers  whose  lands  were  threatened  turned  out  practically 
to  a  man  and  fought  valiantly  in  the  defense  of  their  homes. 

Future  Bank  Protection. 
The  work  of  bank  protection  should  be  directed : 

(1)  Toward  holding  existing  levees  and  regaining  lost  ground,  in 
order  that  work  which  has  been  destroyed  may  be  rebuilt 
near  its  original  position,  thus  maintaining  as  nearly  as  pos- 
sible the  irrigable  area; 

(2)  To  cause  the  river  to  occupy  a  position  about  midway  be- 
tween the  levees  in  order  to  prevent,  if  possible,  the  erosion  of 
one  season  from  reaching  the  embankments;  or  the  river  slopes 
of  the  levee  should  be  made  impregnable  to  river  attack. 

It  is  also  desirable,  in  order  to  prevent  meandering — which,  as 
shown  previously,  may  result  in  a  rise  in  plane — to  confine  the  stream 
to  the  shortest  route  consistent  with  a  fall  of  about  1  ft.  per  mile. 

Regarding  the  recovery  of  lost  ground,  the  writer  is  aware  that 
the  building  of  levees  on  their  old  locations  has  not  been  generally 
practiced.  The  following,  relating  to  the  Mississippi,  is  from  Occa- 
sional Papers  No.  J^l,  Engineer  School,  U.  S.  A.,  page  278: 

''Location. — The  two  objects  of  levees,  protection  of  land  and  con- 
centration of  flood  discharge,  will  be  most  efficiently  obtained  by  build- 
ing the  levees  as  close  as  possible  to  the  river  bank,  and,  as  owing 
to  the  general  slope  of  the  bottom  land,  the  banks  are  usually  higher 
than  the  land  farther  back,  their  location  close  to  the  river  satisfies 
generally  the  two  conditions  of  maximum  usefulness  and  minimum 
cost,  and  if  the  river  were  straight  and  its  banks  stable  no  better  loca- 
tion could  be  sought ;  but  the  river  is  not  straight  and  the  banks  cave 
rapidly,  and  a  location  close  to  the  river  therefore  has  some  disad- 
vantages. On  some  of  the  long  points  of  the  river  a  levee  following 
the  bank  will  have,  compared  with  a  line  across  the  point,  a  length 
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Fig,  76. — Sand  "Boils"  Hooped  with  Sand  Sacks. 


Fig.  77. — Sand-Bag  Dam. 


Fig.  78, — Sand-Bag  Dam. 
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not  justified  by  the  small  additional  amount  of  land  protected.  In  a  Mr. 
rapidly  caving  bend  a  levee  close  to  the  river  bank  must  in  a  short  s*"^®^- 
time  be  destroyed.  Complications  are  also  frequently  introduced  by 
the  existence  of  the  old  river  lakes  caused  by  cut-offs.  The  short  and 
direct  line  would  pass  between  the  lake  and  the  river,  but  such  a 
location  requires  usually  a  high  and  large  levee  and  involves  danger 
from  the  nature  of  the  soil  recently  deposited  in  the  old  river  bed 
and  the  probable  existence  of  permeable  sub-strata  liable  to  be  washed 
out  by  hydraulic  pressure  during  floods.  On  the  other  hand,  the 
line  around  the  lake,  though  safe,  is  apt  to  be  of  extreme  length. 

"The  question  of  levee  location  is,  therefore,  not  a  simple  matter  and 
should  receive  careful  consideration,  but  such  consideration  has,  un- 
fortunately, not  been  always  given  to  it.  Most  of  the  existing  levees 
have  grown  up  gradually  by  the  incorporation  in  the  main  system  and 
successive  enlargement  of  old  levees  built  by  private  parties  for  their 
own  protection,  and  the  location  of  these  old  levees,  having  been  made 
without  any  reference  to  a  general  system,  is,  of  course,  in  many 
cases,  faulty.  Even  where  the  levee  has  been  built  entirely  anew  the 
location  has  been  most  usually  fixed  by  the  local  boards,  who  are,  of 
course,  subject  to  local  influences,  and  many  levees  have  thus  been 
located  too  close  to  a  caving  bank,  in  order  to  include  special  farms. 

"But  even  when  a  new  levee  is  to  be  located  with  reference  only  to 
its  general  use,  the  question  is  not  an  easy  one.  If  the  banks  of  the 
river  cave  with  any  regularity,  the  cost  of  a  new  levee  and  its  life 
in  any  location  could  be  balanced  against  the  value  of  the  additional 
protection  obtained  by  this  location.  But  the  caving  does  not  go  on 
with  any  sort  of  regularity;  some  places  that  may  not  have  caved  for 
years  will  suddenly  begin  to  cave  rapidly,  and  at  other  places  where 
caving  has  long  been  going  on  the  caving  will  sometimes  somewhat 
suddenly  cease.  In  placing  levees  near  caving  banks,  therefore,  a 
careful  study  must  be  made  of  the  locality  and  of  the  river  for  some 
miles  above,  and,  in  general,  it  is  considered  a  good  location  for  the 
levee  if  this  study  indicates  a  probable  life  of  about  twenty  years." 

Although  20  years  was  formerly  considered  economic  practice  on 
the  Mississippi,  recent  developments  have  modified  it,  as  shown  by  the 
following  :* 

"It  is  the  judgment  of  the  Commission  that  these  revetment  works 
and  some  others  which  will  be  imperative  within  a  short  time  are  re- 
quired for  the  preservation  of  the  levee  system.  Without  them  a 
permanently  completed  system  will  be  impossible.  The  increasing 
height  and  cost  of  the  levees  and  the  rapid  development  of  the  country 
protected  by  them  greatly  augment  the  disaster  of  crevasses.  A  break 
in  an  embankment  5  or  6  feet  high  resulting  in  the  thin  overflow  of  a 
sparsely  populated  country  is  a  small  calamity  compared  with  a  break 
in  a  levee  20  feet  high,  discharging  over  a  thickly  populated  country 
threaded  with  railroads  and  filled  with  towns  and  factories.  Owing  to 
the  increased  height  now  necessary  to  control  the  floods  the  expense 
of  replacing  an  undermined  levee  by  a  new  line  going  far  around 
a  lake  or  impassable  swamp  is  enormous.     The  point  of  development 

*  Report  of  Mississippi  River  Commission,  Appendix  PPP— Chief  of  Engineers,  1908,  p.  2655. 
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Mr.     hns  roino  at   wliicli   llic  only  ooonomicnl  way  to  maintain  the  Icvnofl  is 
■'^  ^^^"  to   hold   tho   hnnka   against   ravinp: — not   pvorywlioro,  hut   in   all   places 
whore    tho   spocinl    conditions   exiPt   which    have   just   been   described. 
This  is  a  distinct  stap:(>  of  the  work  only  recently  reached." 

The  area  protected  by  the  Colorado  levees  will  be  occupied  by  farms 
of  rather  small  area,  and  consequently  a  comparatively  larprc  popula- 
tion will  be  dependent  on  them.  Intensive  farminjo:  will  be  practiced, 
and  the  preparation  of  the  land  will  be  expensive,  therefore  it  appears 
that  overflow  should  be  prevented  by  all  possible  safe^ards.  The 
inte£2:rity  of  the  levee  system  will  depend  principally  on  bank  protec- 
tion. There  are  two  general  methods  by  which  this  may  be  accom- 
plished: (1)  to  grive  the  bank  a  revetment  which  will  protect  it  against 
erosion ;  (2)  to  keep  the  main  current  away  from  the  banks,  so  that 
erosion  cannot  occur. 

Revetment  may  be  continuous  throughout  the  river,  or  salient  points 
which  are  strongly  attacked  may  be  treated  first,  the  work  being  ex- 
tended as  occasion  demands.  The  most  extensive  revetment  in  the 
United  States,  if  not  in  the  world,  is  to  be  found  along  the  Mississippi 
River  and  its  tributaries,  where  the  General  and  State  Governments 
and  local  levee  boards  have  engaged  in  protective  works  for  many 
years.  The  standard  revetment  consists  of  a  woven  brush  mat  or 
fascine  mattress  protecting  the  bed  of  the  stream  for  a  short  distance 
from  the  shore  and  the  side  of  the  channel  below  low  water.  Above 
low  water,  where  brush  deteriorates  rapidly,  the  bank  is  graded  to  a 
uniform  slope  and  paved  with  rock.     Such  work  is  very  expensive. 

The  magnitude  of  bank  protection  and  river  control  on  a  large 
stream  is  seen  in  a  "Report  by  a  Special  Board  of  Engineers  on  a 
Survey  of  the  Mississippi  from  St.  Louis  to  its  Mouth,"*  with  a 
view  to  obtaining  a  channel  14  ft.  deep  and  of  suitable  width.  On 
page  52  it  is  stated  that  up  to  the  date  of  the  report,  1909,  there 
had  been  expended  by  the  General  Government  on  the  Mississippi 
from  the  mouth  of  the  Missouri  to  the  head  of  the  Passes  more  than 
$88  000  000.  In  addition,  there  had  been  some  millions  spent  by  the 
riparian  States  and  local  levee  boards. 

Reference  is  again  made  to  Occasional  Papers  No.  Jfl,.  Engineer 
School,  U.  S.  A.,  being  "A  Resume  of  Operations  in  the  First  and 
Second  Districts  of  the  Mississippi  Improvement,  1882-1901."  This 
material,  which  covers  the  work  done  by  the  National  Government 
under  the  direction  of  the  Army  Engineers,  has  been  compiled  in  de- 
tail by  E.  Eveleth  Winslow,  Major,  Corps  of  Engineers: 

(From  page  45)  :  "It  is  now  considered  settled  that  in  a  plan  for 
the  permanent  improvement  of  the  channel  by  the  contraction  of  its 
low-water  width,  the  work  of  bank  protection  should  precede  the 
permeable  dikes  and  other  structures  of  that  class,  and  that  the  latter 

*  Doc.  50.  61st  Congress,  1st  Session. 
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Fig.  79. — Size   of  Rock   Used   for   Peotection. 
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Fig.  80. — LiEVEE  Protected  by  Rock. 


Fig.  81. — Steamer  "Searchlight"  Dragging  Large 
Rocks  from  Cars. 
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may  be  reg-arded  as  supplementary  in  functions  and  as  necessary  only    Mr. 
in  a  minority  of  cases."  Sellew. 

(From  page  47) :  "It  was  recognized  from  the  beginning-  of  the 
Commission's  work  that  the  construction  of  works  of  bank  protection 
and  channel  contraction  in  detached  reaches  would  be  subject  to  in- 
fluences more  or  less  unfavorable  from  changes  in  unprotected  bends 
above.  In  commencing  work  in  the  detached  reaches  of  Plum  Point 
and  Lake  Province,  the  Commission  was  not  oblivious  of  this  fact, 
but  was  influenced  by  other  considerations  which  seemed  to  overbalance 
this  disadvantage,  and  it  has  not  since  seen  good  reason  to  doubt  the 
wisdom  of  that  decision.  But  the  experience  gained  in  those  reaches 
emphasized  the  fact  that  it  is  highly  important  in  any  project  for  gen- 
eral and  permanent  bank  protection  to  leave  no  unprotected  reaches 
above  the  work  done  from  changes  in  which  new  conditions  may  be 
produced  in  improved  parts  of  the  river.  And  it  is  considered  by  the 
Commission  that  in  undertaking  a  complete  and  permanent  system  of 
bank  protection  the  work  ought  to  begin  at  the  upper  end  of  the  river 
at  or  near  Cairo  and  be  carried  thence  down-stream  with  substantial 
continuity.     *     *    * 

"It  is  considered  that  the  annual  cost  of  maintenance  of  completed 
work  could  not  be  estimated  at  less  than  ten  per  cent  of  the  original 
expenditure." 

(From  page  233)  :  "The  object  of  bank  revetment  is  to  protect  the 
banks  of  the  river  from  destruction  by  the  currents.  The  active 
agency  in  this  bank  destruction  is  erosion,  and  bank  revetment  must 
therefore  prevent  this  erosion.  Perhaps  the  easiest  and  most  obvious 
method  of  doing  this  is  by  laying  over  the  exposed  surface  of  the 
erodable  bank  a  non-erodable  covering,  and  this  is  the  method  adopted. 
This  non-erodable  covering  must,  of  course,  be  fairly  durable,  must 
have  sufiicient  strength  to  withstand  any  strain  put  upon  it,  and  must 
be  free  from  interstices  through  which  scour  might  take  place. 

"Owing  to  the  fluctuations  in  the  river,  the  different  parts  of  the 
bank  are  subjected  to  different  conditions.  Below  the  low-water  line 
the  bank  is  always  wet;  above  that  line  sometimes  wet  and  sometimes 
dry,  and  this  difference  in  conditions  allows,  if  it  does  not  require, 
that  the  portion  of  the  bank  above  and  below  low  water  be  treated 
differently. 

4  ,  "Above  low  water  the  bank  can  be  seen  and  the  non-erodable  cov- 
ering can  be  laid  with  ease,  and  it  has  been  found  that  here  a  properly 
laid  stone  pavement  forms  an  efficient  protection.  The  individual 
stones  of  this  paving  must,  of  course,  be  so  large  that  they  cannot 
be  moved  by  the  current,  and  it  was  found  by  experience  that  stones  of 
this  size  are  not  of  themselves  sufficient,  as  through  their  interstices 

i  scour  could  take  place  when  the  bank  was  sandy  and  the  current  strong. 
This  has  been  prevented  by  first  covering  the  bank  with  a  layer  of 

'  spalls  or  crushed  rock  of  such  thickness  and  closeness  as  to  prevent 
scour  through  them  and  to  hold  this  down  with  a  layer  of  larger  stone. 
Such  protection,  when  carefully  laid,  has  been  proven  to  be  all  that  is 

i  required  for  the  upper  bank. 

"Below  low  water  the  conditions  are  different.  As  it  is  impossible 
to   construct    the   non-erodable   covering    actually   in   place,    the   next 
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Mr.  l)oat  thinp:  ia  clone,  constnictinp  it  on  tlio  surface  of  tho  wntcr  above 
■  wlioro  it  is  to  lie.  and  when  constructod  sinkinjx  it.  In  this  way  tho 
eontinuity  of  tho  covorinp  enn  ho  assiirerl,  and  it  can  ho  placed  ex- 
actly where  it  is  needed.  As  has  been  stated,  this  covering  must  not 
contain  interstices  through  which  sconr  can  take  place,  for  in  such 
a  case  not  only  would  tho  purpose  of  tho  covorinp:  not  ho  fulfilled,  hut 
by  siich  scour  its  own   eventual   destruction  would  be  assured. 

"The  coverinjic  actually  used  has  been  a  mattress  of  brush  and  the 
only  kind  that  has  been  found  to  prevent  scour  in  very  rapid  cur- 
rents is  the  fascine  mattress.  In  moderate  currents  another  type  of 
mattress  mip:ht  do,  but  as  changes  in  current  conditions  are  always 
likely  to  happen  the  fascine  mattress  only  should  be  used," 

(From  page  256)  :  "In  the  early  work  brush  was  used  as  a  covering  for 
the  upper  bank,  but,  subject  as  it  was  here  to  alternate  submergence 
in  the  water  and  exposure  to  the  atmosphere,  it  decayed  rapidly  and 
possessed  little  strength  after  about  two  seasons,  and  it  was  this  rapid 
decay  of  the  brush  permitting  it  to  be  easily  broken  up  and  expos- 
ing the  bank  to  erosion,  that  led  to  its  disuse  and  the  substitution  for 
it  of  an  all-stone  covering." 

(From  page  260)  :  "It  is  probably  safe  to  estimate  that  a  fascine 
mat  built  of  small  brush  will  be  effective  for  at  least  twenty-five  years 
and  that  when  a  good  proportion  of  large  brush  is  used  its  life  will  be 
considerably  extended." 

Applying  these  principles  at  Yuma,  revetment  should  begin  at 
Laguna  Dam  and  proceed  continuously  down  stream,  leaving  no  un- 
protected caving  banks  above  completed  work. 

The  portion  of  the  revetment  lying  above  low  water  should  be  con- 
structed by  grading  the  bank  to  about  a  3  to  1  slope  and  paving  it 
with  rock.  This  is  necessary,  as  any  brush  work  laid  on  this  por- 
tion of  the  bank,  being  subject  to  alternate  periods  of  submergence 
and  exposure  to  the  air,  will  deteriorate  in  about  two  seasons  and 
be  of  little  use  in  holding  the  bank.  Below  the  low-water  mark,  the 
sides  of  the  channel  and  the  bottom  for  50  ft.  from  shore  should  be 
protected  by  a  fascine  mattres.s.  Assuming  that  the  gauge  oscillation 
along  the  stream  is  about  12  ft.,  a  slope  of  3  to  1  for  this  height 
would  give  an  exposed  bank  of  about  38  ft.,  and,  with  a  stone  paving 
2  ft.  thick,  would  require  76  cu.  ft.,  or,  say,  3  cu.  yd.  of  rock  per  lin.  ft. 
of  bank.  By  using  the  quarries  at  Laguna  Dam  and  Pilot  Knob, 
delivering  the  stone  into  barges,  and  then  towing  the  material  into 
place  for  use,  a  fair  estimate  for  the  material  in  place  on  the  bank 
will  be  about  $2  per  cu.  yd.,  or  $6  per  lin.  ft.  of  bank.  In  addition, 
assume  that  brush  mattress  will  cost  about  $4  per  lin.  ft.,  making  a 
total  for  revetment  of  $10  per  lin.  ft.  of  bank,  or  $50  000  per  mile. 
The  distance  from  Laguna  to  the  Mexican  boundary  is  about  45  miles, 
and  probably  at  least  two-thirds  of  this  distance,  or  30  miles,  will  re- 
quire continuous  revetment.     At   a  cost  of  $50  000  per  mile  of  bank 
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or  $100  000  per  mile  of  river,  30  miles  of  revetment  would  cost  about    Mr. 
e$3  000  000.  S^"®"^- 

The  foregoing  quotations  from  the  Mississippi  reports  state  that  the 
annual  maintenance  of  bank  revetment  should  not  be  taken  at  less 
than  10%  of  the  original  cost,  which  means  that  expenditures  for  this 
purpose  must  be  duplicated  each  10  years. 

S.  Waters  Fox,  M.  Am.  Soc.  C.  E.,  an  assistant  engineer  in  charge 
of  some  of  the  Missouri  River  improvements,  states*  that  45  miles  of 
the  alluvial  portion  of  that  stream  had  been  improved  at  a  cost  of 
$2  500  000,  or  about  $56  000  per  mile.  The  division  of  this  cost  was 
stated  by  him  as  follows: 

Actual  construction 67  per  cent. 

Care  of,  repairs,  and  moving  plant 22     "       " 

Administration    9     "       " 

Other  items 2     "       " 

100  per  cent. 

It  is  thus  seen  that,  in  this  particular  case,  the  cost  of  mainte- 
nance was  more  than  double  that  assumed  for  the  Colorado.  Another 
thing  to  be  considered  in  the  matter  of  bank  protection  is  the  source 
of  the  material  to  be  used.  The  supply  of  rock  in  the  quarries  at 
Laguna  Dam  and  at  Pilot  Knob  is  abundant,  but  the  same  cannot  be 
said  regarding  the  brush,  which  for  the  best  results,  should  be  young, 
live  willow.  In  Occasional  Papers  No.  Jf.1,  Engineer  School,  U.  S.  A., 
previously  referred  to,  the  following  appears  on  page  46,  in  an  extract 
from  reports  of  the  Mississippi  River  Commission : 

"Another  fact  now  definitely  settled  is  that  in  the  construction  of 
mattresses  of  the  type  now  employed  on  a  large  scale,  the  supply  of 
material  becomes  an  element  of  the  problem  presenting  serious  dif- 
ficulty. The  area  of  willow-producing  bar  necessary  to  supply  material 
for  a  mile  of  fascine  mattress  300  feet  wide  is  practically  five  times 
as  great  as  that  required  for  an  equal  length  of  mattress  built  in  the 
early  years  of  the  work.  The  quantity  of  small  willow  growth  used  in 
this  form  of  mattress  is  so  great  that  the  estimate  of  the  yearly 
supply  available  along  the  whole  length  of  the  river  from  Cairo  to 
Vicksburg  is  not  more  than  sufficient  for  the  making  of  15  miles 
per  annum  of  bank  revetment." 

The  writer  is  not  aware  how  the  growth  of  willow  along  the  Colo- 
rado compares  with  that  along  the  Mississippi  between  Cairo  and 
Vicksburg,  but  will  assume  for  the  present  that  the  quantities  are 
about  equal.  The  assumption  will  also  be  made  that  the  quantity  re- 
quired for  the  Colorado  will  not  be  more  than  one-third  as  much 
as  that  on  the  Mississippi;  therefore,  if  600  miles  of  river  provide  for 
15  miles  of  revetment  on  the  Mississippi,  it  would  provide  for  45  miles 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LIV.,  p.  280. 
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Mr.  t'U  tlio  Colorado.  If  COO  miles  of  river  will  furnisli  material  for  45 
*'"*  miles  of  revetment,  then  45  mileR  of  river  between  Lapr^rin  Dam  and 
the  International  Boundary  would  provide  for  al  out  3i  miles  of  such 
work  annually.  In  the  30  miles  of  stream  to  which  it  is  suppested  the 
revetment  be  api)lie<l  there  would  be  fiO  miles  of  revetted  bank,  and 
at  3i  miles  per  year  it  would  require  17  years  to  build  this  revetment 
with  the  ordinary  growth.  This  makes  no  allowance  for  the  annual 
repairs,  which  are  estimated  at  10  per  cent.  It  would  also  be  im- 
practicable, even  with  the  material  available,  to  construct  this  revet- 
ment immediately,  not  only  on  account  of  the  constructive  difficulties 
of  doinp:  so  much  work  in  a  short  space  of  time,  for  the  control  of  the 
stream  by  revetting  its  banks  and  contracting  its  channel  must  neces- 
sarily be  slow  because  the  changes  which  these  works  bring  about  can- 
not occur  immediately.  On  this  point  the  writer  quotes  from  Occa- 
sional Papers  previously  mentioned,  page  41 : 

(From  the  Mississippi  River  Commission's  report  for  1889) :  "This 
work  is  still  incomplete,  although  its  feasibility  and  value  have,  it  is 
thought,  been  fairly  demonstrated.  It  is,  however,  well  understood 
now  that  it  is  likely  to  prove  a  slower  process  than  was  at  first  supposed, 
for  the  work  cannot  be  hurried.     It  must  be  gradual  and  progressive." 
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Seventeen  years  is  entirely  too  long  a  period  over  which  to  stretch 
this  work,  as  the  protection  of  the  Government's  investment  and  the 
welfare  of  the  settlers  demand  that  the  control  of  the  river  be  almost 
immediate. 

The  radical  difference  between  the  high-water  and  the  low-water 
channels  of  the  Colorado  furnish  another  obstacle  to  the  foregoing 
form  of  bank  protection.  An  examination  of  the  diagram  (Fig.  72) 
shows,  that  while  protection  of  the  upper  bank  by  the  rip-rap  could 
be  readily  accomplished,  it  would  be  impossible  to  place  the  fascine 
mattress  in  the  proper  position.  At  low  water,  when  conditions  are 
favorable  for  mattress  work,  the  channel  is  so  silted  up  that  a  mat- 
tress sunk  in  position  would  not  even  approximate  the  place  it  should 
occupy  to  protect  the  flood  channel  from  erosion.  At  high  water, 
when  the  channel  is  scoured  out  and  the  bank  to  be  protected  is  ex- 
posed, the  depth  of  water  and  the  velocity  of  the  current  are  too 
great  to  accomplish  work  of  this  class  successfully. 
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From  the  foregoing  it  appears  that  mattress  revetment  below  low    Mr. 
wrater,  combined  with  rock  revetment  above,  should  not  be  applied  along  " 
the  Lower  Colorado,  for  the  following  reasons: 

(1)  The  high  first  cost  and  excessive  cost  of  maintenance  (10%) ; 

(2)  The  time  required  (17  years)  for  the  natural  growth  to  pro- 
duce the  willows  necessary  for  this  form  of  protection; 

(3)  The  impossibility  of  placing  the  mattress  in  its  proper  posi- 
tion, due  to  the  silted  condition  of  the  stream  at  those  seasons 
when  depth  and  velocity  are  favorable  for  such  work;  and 

(4)  That  in  great  floods  a  concentrated  attack  might  destroy  a 
portion  of  the  mattress  at  a  time  when  its  repair  or  the  pro- 
tection of  the  bank  thus  exposed  would  be  impossible. 

Roch  Revetment. — Another  method  of  protecting  the  bank  would 
be  to  make  the  revetment  entirely  of  rock.  At  low  water  the  exposed 
slope  would  be  graded,  properly  rip-rapped,  and  at  the  foot  of  this 
slope  a  large  quantity  of  loose  rock  would  be  placed  (Fig.  82).  As  the 
high-water  channel  was  created  by  the  scour  of  the  current,  this  loose 
rock  would  be  undermined  and  gradually  slide  into  position,  making 
a  revetment  along  the  bank  thus  exposed  which  would  be  practically  a 
permanent  protection.  In  approximating  the  cost  of  such  work,  let  it 
be  assumed  that  the  average  depth  along  the  levee  during  high  water 
will  be  about  20  ft.  It  is  known  that  at  exposed  points  where  severe 
cutting  has  been  in  progress  it  has  been  as  much  as  32  ft.,  but,  for  a 
general  average  depth  to  which  revetment  should  extend,  20  ft.  appears 
to  be  safe.  Suppose  that  the  rock  will  stand  at  a  slope  of  2  to  1;  then 
the  length  of  the  revetted  slope  in  contact  with  the  water  will  be  45  ft., 
and,  if  the  revetment  is  2  ft.  thick,  the  area  of  the  section  will  be  90  ft. 
Assuming  that,  owing  to  wasteful  methods  by  which  this  is  applied, 
one-half  is  lost,  then  the  sectional  area  of  rock  per  linear  foot  which 
has  to  be  placed  along  the  levee  is  135  sq.  ft.,  or  5  cu.  yd.,  or  25  000 
cu.  yd.  per  mile  of  bank,  equal  to  50  000  cu.  yd.  per  mile  of  river. 
For  30  miles  this  would  mean  the  placing  of  about  1  500  000  cu.  yd.  of 
material. 

Should  such  a  course  be  adopted,  quarries  would  be  opened  on  each 
side  of  the  river  at  Laguna  Dam,  which,  by  connecting  railroads, 
would  supply  the  levees  within  economic  reach.  Another  quarry  at 
Indian  Hill,  opposite  Yuma,  would  serve  for  the  portions  above  and 
below  for  proper  distances,  while  quarries  at  Pilot  Knob  would  control 
the  remainder  on  the  California  side.  From  this  latter  point,  a  tempo- 
rary trestle,  which  appears  to  be  the  best  arrangement,  would  connect 
with  the  Yuma  Valley  levee,  on  the  Arizona  side  of  the  Colorado. 
Later,  if  it  was  decided  to  extend  similar  treatment  to  the  Gila  levees, 
the  Arizona  quarry  at  Laguna  Dam  would  control  the  levee  on  the 
north  side  of  the  stream,  and  the  south  levee  could  be  reached  from 
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Mr.  renit('n(ii\ry  Hill.  ConsideriiiiJ:  now  only  tlu-  cirihaiikinciita  alonj^  the 
Colorado,  it  appears  that  the  sugjj:(5sted  treatment  will  require  a  rail- 
road over  their  entire  length,  which  is  about  GO  miles.  These  levees 
are  already  in  existence,  and  the  cost  of  equipping:  them  with  track 
(52-lb.  rails)  is  estimated  as  follows: 

Cost  per  mile  of  railroad  on  existing  levee: 

Steel,  52-lb.  =  90  tons,  at  $30 $2  700 

Fastenings    600 

Ties,   2  COO,   at  $1.25 3  250 

Track   laying 400 

Train  service 125 

(Say,  $7  000  per  mile) $7  075 

There  is  a  railroad  on  the  Reservation  levee  between  Yuma  and 
Laguna  Dam,  and  deducting  this  length  of  13  miles  from  the  60  miles 
required  leaves  47  miles  to  be  built.  At  $7  000  per  mile  this  cost 
would  be  $329  000,  to  which  may  be  added  about  $10  000  for  the  Pilot 
luiob  trestle,  giving  a  total  for  railroad  construction  of,  say,  $340  000. 
The  average  length  of  haul  from  these  quarries  will  approximate  15 
miles,  and  it  should  be  done  for  not  more  than  1^  cents  per  ton-mile. 
The  1  500  000  cu.  yd.  will  equal  about  3  000  000  tons,  and  with  an  aver- 
age haul  of  15  miles,  gives  45  000  000  ton-miles,  which  at  1^  cents  equals 
$675  000.  Using  large  steam  shovels,  quarries  with  long  and  high  faces, 
mined  with  small  tunnels  in  which  heavy  charges  are  used,  it  would 
appear  that  the  material  could  be  placed  on  the  cars  at  an  outside  price 
of  30  cents  per  cu.  yd. ;  to  this  should  be  added,  say,  25  cents  per  cu.  yd. 
for  spreading  and  placing  the  rock  on  the  slope,  giving  55  cents  per 
cu.  yd.  as  the  cost  above  that  of  hauling.  At  55  cents,  1  500  000  cu.  yd. 
would  cost  $825  000,  which,  added  to  the  expense  of  hauling,  makes  a 
total  charge  of  $1  500  000,  which  is  increased  to  $1  840  000  when  the 
cost  of  building  the  railroad  is  included.  Adding  10%  for  contingencies 
and  repairs  gives  a  round  sum  of  $2  000  000  for  protecting  30  miles 
of  river,  or  about  $6Q  000  per  mile,  equivalent  to  $33  000  per  mile  of 
bank. 

Although  these  estimates  must  be  considered  as  approximations,  it 
appears  that  permanent  rock  revetment  can  be  had  for  not  more  than 
one  in  which  mattresses  are  used,  and  probably  for  less.  The  per- 
manence of  the  rock,  its  slight  maintenance  cost,  the  ample  quantity 
available,  and  the  fact  that  it  can  be  placed  as  well  during  attack  at 
high  water  as  at  low,  makes  it  the  best  and  most  economic  protection 
for  the  banks  of  the  river  between  Laguna  Dam  and  the  Mexican 
boundary.  Once  the  tracks  were  on  the  levee,  exposed  points  could 
be  quickly  protected,  and  the  remainder  of  the  work  could  proceed  as 
desired. 
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By  Deflecting  Currents. — Bank  protection  by  deflecting  the  currents  Mr. 
away  from  the  shore  so  that  erosion  cannot  occur  may  be  done  by  ^^^'^^^■ 
spur-dikes  or  by  opening  channels  across  sand-bars  which  are  the  cause 
of  the  impingement.  The  deflection  of  currents  by  brush  dikes  has 
been  tried  in  many  localities  and  with  varying  degrees  of  success. 
They  are  subject  to  destruction  by  the  natural  course  of  deterioration, 
by  deep  scour  which  occurs  around  their  outer  ends,  and  by  the  under- 
cutting of  eddies  below  them  which  they  have  created.  They  have  been 
tried  sufficiently  along  the  Lower  Colorado  under  the  writer's  direc- 
tion to  demonstrate  that  at  best  they  are  only  a  temporary  expedient. 
If  built  of  Cottonwood  piling,  which  grows  along  the  banks  of  the 
stream,  their  life  would  not  exceed  2^  or  3  years  as  the  maximum; 
probably  the  average  is  not  more  than  2  years.  Constructed  of  fir 
piling,  they  could  be  depended  on  for  6  or  7  years.  If,  at  the  end  of 
that  time,  the  new  banks  which  had  been  created  by  silting  between 
them  were  not  protected  by  revetment,  it  is  probable  that  the  dikes  would 
need  renewal,  in  order  to  hold  the  work.  One  other  disadvantage  of 
spur-dikes  is  that  the  proper  location  for  them  is  demonstrated  only  by 
the  varying  attack  of  the  river,  and,  when  this  attack  comes  on,  the 
water  is  generally  so  deep  and  the  currents  so  swift  that  the  dikes 
cannot  be  built.  It  is  then  necessary  to  defend  them  as  best  one  can 
until  lower  water,  and  perhaps,  on  the  falling  stage,  the  river  changes 
its  point  of  attack,  so  that  dikes  are  needed  in  other  places.  In  the 
writer's  judgment,  protection  by  spurs  should  be  used  only  in  an  emer- 
gency; they  have  no  place  in  any  permanent  form  of  bank  protection 
on  this  river. 

Dredging. — There  remains  the  method  of  diverting  the  current  by 
opening  up  channels  across  sand-bars.  Wherever  the  banks  have  been 
attacked,  the  impingement  has  been  caused  directly  by  the  formation 
of  deposits  on  the  opposite  side  of  the  stream.  As  these  deposits  build 
out  toward  the  opposite  bank,  the  flowing  prism  of  the  river  is  nar- 
rowed, the  concentration  of  the  water  increases  the  velocity,  the  channel 
is  correspondingly  deepened,  and,  as  a  result,  there  is  deep  water  and 
high  velocity  against  a  caving  bank.  Under  such  conditions,  if  it  were 
possible  to  open  up  a  channel  of  sufficient  dimensions  across  this  bar, 
and  if  the  current  could  be  induced  to  follow  this  new  channel,  the 
attack  on  the  bank  would  be  immediately  relieved.  In  some  instances, 
where  the  encroaching  bar  is  short  and  other  conditions  are  favorable, 
channels  have  been  opened  up  and  relief  secured  by  a  liberal  use  of 
dynamite.  Such  a  method  is  impracticable  in  most  cases  along  the 
river.  It  is  seldom  that  a  condition  occurs  that  can  be  relieved  by 
explosives. 

The  following  is  taken  from  Occasional  Papers  No.  Jf.1,  page  44: 

"The  experience  with  the  revetment  work  previously  done  had 
I  shown  it  to  be  inadequate  for  the  purpose,  and  rapid  changes  of  type 
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Mr.  wore  not  made  until  there  was  developed  the  standard  of  the 
Seliew.  p^.pgQut  day :  A  fascine  subaqueous  mattress  with  upper  bank  paving 
of  stone,  hut  as  the  revetment  work  had  gradually  been  increased  in 
strength,  it  had  also  increased  in  cost,  until  in  the  new  standard  type 
the  cost  had  reached  about  $30  per  linear  foot  of  bank,  or  approxi- 
mately $150  000  per  mile. 

"As  the  large  cost  of  a  systematic  improvement  of  the  whole  river 
became  evident,  the  Commission  was  led  to  investigate  means  for 
temporarily  improving  navigation  during  the  low-water  season.  The 
principal  obstructions  met  with  are  the  sand  bars  built  up  during  high 
stages,  through  which  the  river  slowly  cuts  a  channel  as  the  flood 
recedes.  If  this  process  could  be  assisted  and  hastened,  navigation 
would  be  improved  thereby,  and  to  this  end  experiments  were  made 
with  dredges.  These  experiments,  started  in  1894,  were  successful 
and  as  a  result  the  Commission  was  led  to  reconsider  the  whole  sub- 
ject of  the  river  improvement,  and  as  a  result  of  this  study  the  Com- 
mission decided  to  adopt  a  new  plan  for  future  operations,  namely, 
to  depend  for  the  relief  of  the  immediate  needs  of  navigation  upon 
dredging,  and  to  restrict  the  improvement  by  bank  revetment  to 
special  localities,  where  local  interests  or  necessities  demanded  it.'' 

(From  page  46) :  "From  all  these  facts  together  it  became  apparent 
several  years  ago — not  all  at  once,  but  gradually,  as  facts  accumulated 
and  the  deduction  of  experience  was  unfolded — that  it  was  not  pos- 
sible by  any  or  all  of  the  methods  which  had  been  emploj^ed  to  ac- 
complish such  permanent  improvement  of  the  river  from  Cairo  down 
as  was  necessary  to  meet  the  urgent  demands  of  commerce  within  any 
reasonable  time  to  come.  It  was  this  disagreeable  but  unavoidable 
conclusion  from  the  work  of  preceding  years,  together  with  the  recent 
and  wonderful  development  of  the  hydraulic  dredge,  that  led  the 
Commission  to  undertake  the  experiments  of  dredging  the  bars  of  the 
river  with  the  view  to  the  temporary  improvement  of  its  low-water  chan- 
nel which  has  been  detailed  in  recent  reports  of  the  Commission  and 
to  which  more  extended  reference  is  made  elsewhere  in  this  report. 
Those  experiments  have  proceeded  favorably  so  far  as  to  hold  out  a 
reasonable  probability  of  entire  success." 

A  suction  dredge  of  large  capacity  and  light  draft  which  could  be 
maneuvered  in  the  Colorado  during  flood  stages  would  be  of  value  in 
opening  channels  across  sand-bars.  During  low  water  the  dredge  could 
be  used  in  creating  a  channel  about  midway  between  the  levees  at  those 
points  where  attack  from  caving  banks  was  imminent.  The  excavated 
material  could  be  deposited  in  the  vicinity  of  the  levee  through  pipes 
carried  on  pontoons,  thereby  building  the  banks  and  making  their 
alignment  more  regular. 

It  might  appear  at  first  thought  that  the  quantity  of  material  to 
be  moved  would  require  a  dredge  of  unheard-of  proportions,  and  that 
the  expense  would  be  prohibitive,  but  such  work  appears  to  be  well 
within  the  range  of  the  hydraulic  dredges  as  developed  for  work  on 
the  Mississippi  River,  the  largest  of  which  have  a  capacity  of  2  000 
cu.  yd.  per  hour.     About  one-third  of  their  time  is  lost  in  tie-ups  for 
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repairs  during  high  water,  maneuvering  for  position  on  bars,  and  in    Mr. 
change   of   position,    so   that  throughout   the  year  the   dredge   would  ^®^'^^- 
operate  not  more  than  240  days,  or  5  760  hours.     Such  operation  of 
the    dredge    would    result    in    removing    about    11 000  000    cu.    yd.    of 
material. 

Assuming  a  low-water  discharge  of  4  500  sec-ft.,  passing  Yuma  with 
a  velocity  of  3  ft.  per  sec,  the  area  of  the  flowing  prism  would  be 
1  500  sq.  ft.  If  this  was  excavated,  with  a  depth  of  5  ft.  and  a  width 
of  300  ft.,  the  45  miles  of  such  channel  between  Laguna  Dam  and  the 
Sonora  line  would  contain  about  12  400  000  cu.  yd.  It  is  clear  that  no 
such  quantity  of  excavation  will  ever  be  required  along  the  lower  river 
in  any  one  season,  therefore  the  dredge  under  discussion  has  ample 
capacity.  The  questions  to  be  examined  are:  (1)  its  cost;  (2)  whether 
it  can  be  designed  of  dimensions  which  will  allow  it  to  navigate  the 
shallow  and  tortuous  channels  of  the  Colorado;  and  (3)  whether  it  can 
be  operated  during  floods  for  opening  channels  across  the  bars. 

Referring  to  Document  50,  61st  Congress,  page  55,  where  is  shown 
a  memorandum  of  a  project  for  maintaining  by  hydraulic  dredging 
alone  a  navigable  channel,  14  ft.  deep  and  500  ft.  wide,  between  St. 
Louis  and  the  mouth  of  the  Ohio  River :  The  estimates  provide  for 
20  dredges,  each  with  a  capacity  of  2  000  cu.  yd.  per  hour,  to  cost,  with 
all  attendant  floating  plant,  tools,  auxiliaries,  etc.,  $6  000  000,  or 
$300  000  per  dredge.  The  annual  maintenance  is  stated  as  $100  000  per 
dredge.  In  estimating  the  cost  of  a  dredge,  its  life  is  here  assumed 
as  20  years,  and  a  sinking  fund  is  provided  for  its  renewal  at  the  end 
of  that  time. 

Estimated  Annual   Cost  of  Dredges. 

Interest  at  3%  on  $300  000 $9  000 

Annual   maintenance 100  000 

Sinking  fund 11 166 


$120  166 


The  maintenance  of  the  channel  by  dredging  would  require  con- 
tinuous work,  year  after  year,  no  permanent  results  being  obtained. 
In  about  16  years  the  sum  of  the  annual  maintenance  would  equal  the 
estimated  cost  of  the  rock  revetment,  and  the  maintenance,  capitalized 
at  3%,  gives  an  amount  double  that  for  which  it  appears  a  safe  and 
permanent  bank  protection  may  be  obtained.  Whether  or  not  a  dredge 
can  be  built  to  satisfy  the  local  conditions  cannot  be  stated  from  the 
data  at  hand,  but  as  such  operations  will  cost  double  those  necessary 
for  permanent  bank  protection,  further  examination  in  this  direction 
appears  to  be  needless. 
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Mr.  CONCLUHIONS. 

Sellow. 

Tlio  purpose  of  this  discussion  is  to  indicate  in  a  poneral  way  the 
prosout  conditions  aloiip  the  T.owcr  (>olora<lo,  and  t^)  point  out,  from  an 
iinalysis  of  tiie  (hita  here  aHsoinhh^l,  the  future  course  which  will  proba- 
bly be  productive  of  the  best  results.    It  appears: 

(1)  That  in  their  present  state,  the  levees  are  at  the  mercy  of  the 
meanders  of  the  stream,  except  throughout  tliose  portions  where  a 
railroad  occupies  the  levee  top; 

(2)  That  checking  the  meanders  of  the  stream  by  permeable  dikes 
during  low  water  and  brush  defences  during  high  water  are  simply 
emergency  works  which  accomplish  no  permanent  good ; 

(3)  That  owing  to  the  large  amount  of  scour  during  freshets  and 
the  fill-back  on  the  falling  stage,  bank  protection  by  means  of  willow 
mattresses  as  constructed  in  other  i)laces  is  impractical,  if  not 
impossible; 

(4)  That  bank  revetment,  permanent  in  character  and  reasonable 
in  cost,  when  compared  with  other  methods,  can  be  readily  and  quickly 
accomplished  with  rock  placed  from  railroad  trains  operated  on  the 
levee  tops  and  connecting  with  existing  quarries  which  are  within  a 
reasonable  distance; 

(5)  That  further  investigation  is  needed  before  it  can  be  predicted, 
with  any  degree  of  accuracy,  what  effect  the  possible  storage  of  flood 
water  on  the  upper  reaches  will  have  on  the  flood  discharge  and  the 
meandering  tendency  of  the  lower  river; 

(6)  That  it  is  doubtful  if  the  amount  of  control  obtained  in  this 
manner  will  eliminate  the  necessity  of  bank  protection,  and,  even  if 
such  control  could  be  obtained,  a  number  of  years  must  elapse  before  it 
can  be  made  effective; 

(7)  In  the  meantime,  existing  works  will  continue  to  be  menaced, 
therefore  protective  measures  of  greater  or  lesser  magnitude  must  con- 
tinue. In  view  of  this  fact,  and  the  probability  that  some  caving  banks 
will  always  exist,  the  money  spent  for  their  protection  should  be  for 
permanent  revetment. 

Nothing  in  the  foregoing  should  be  construed  as  opposing  in  any 
degree  the  creation  of  storage  works  at  the  head-waters  of  the  Colorado. 
All  feasible  sites  should  be  carefully  examined,  their  probable  in- 
fluence estimated,  and  a  well-determined  construction  plan  matured. 
Such  preliminary  action  is  necessary  before  the  advantages  to  come 
from  the  complete  development  of  this  river  can  be  realized. 

The  destiny  of  this  stream  should  be  controlled  by  engineers  rather 
than  by  statesmen,  as  the  author  suggests. 

Mr.         Elwood  Mead,  M.  Am.  Soc.  C.  E.   (by  letter). — The  author's  able 

Mead,  review  of  the  irrigation  development  in  the  Imperial  Valley  and  the 

measures    taken    to   control    the    Colorado    River,    describes    the    most 
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inique  achievement  in  American  engineering  since  Eads  deepened  the    Mr. 
nouth  of  the  Mississippi.     The  Society  is  indebted  to  Mr.  Cory  for     ^  * 
laving  given  such  a  complete  history. 

If  the  gap  in  the  Colorado  had  not  beenclosed,  Imperial  and  a 
core  of  other  towns  would  have  been  buried  deep  under  the  waters  of 
m  inland  sea;  the  grain  fields  and  orchards  of  thousands  of  farmers, 
md  representing  the  savings  of  lifetimes,  would  have  been  blotted  out; 
>ne-twelfth  of  the  irrigated  area  of  California  would  have  disappeared; 
he  Laguna  Dam  would  to-day  have  probably  been  only  a  memory; 
md  the  greatest  change  in  the  earth's  geography  which  has  taken  place 
vithin  recorded  time  would  have  been  an  established  fact. 

Only  those  who  heard  the  turbulent  torrent  that  roared  through  the 
)reak  in  the  bank  of  the  Colorado  and  saw  the  forest-covered  lands 
dong  the  new  channel  melt  and  disappear  in  its  depths,  could  under- 
stand the  appalling  nature  of  the  disaster  which  impended  and  the 
:remendous  odds  which  had  to  be  faced  to  restore  the  river  to  its 
Driginal  channel.  "'^ 

In  this  attempt  an  expenditure  of  more  than  $1  000  000  had  to  be 
risked,  with  the  chances  on  the  side  of  failure.  The  courage  with 
R^hich  Mr.  Eandolph  and  Mr.  Cory  assumed  their  trying  responsibility, 
md  the  generalship  which  they  showed  in  handling  their  immense 
equipment,  are  not  made  clear  in  Mr.  Cory's  paper.  Only  those  who. 
inew  the  conditions  faced  can  fully  appreciate  the  superb  merit  of  their 
achievement. 

The  chief  value  of  this  paper,  however,  is  not  found  in  its  descrip- 
tion of  the  engineering  methods  used,  but  in  the  social  and  political 
3onditions,  attending  irrigation  development  in  the  West,  which  it 
reveals.  This  history  shows  that,  so  fa.r  as  this  enterprise  was  con- 
cerned, there  was  an  utter  lack  of  public  direction  and  supervision,  or 
either  State  or  National  aid;  and,  as  these  are  fundamental  features 
jf  irrigation  development,  it  is  that  portion  of  the  paper  which  the 
w^riter  proposes  to  discuss. 

If  it  is  the  duty  of  the  Government  to  conserve  the  public  re- 
sources and  to  give  any  regard  to  the  general  welfare  of  the  people  de- 
veloping them,  this  should  be  shown  by  the  enactment  of  intelligent 
[and  and  water  laws  and  adequate  administrative  control  of  streams,  as 
this  is  the  only  means  of  ensuring  the  full  development  of  these  re- 
sources and  the  right  conditions  of  life  in  the  arid  West.  This  part  of  the 
country  embraces  two-fifths  of  the  Nation's  area.  It  was  almost  worth- 
less without  irrigation,  it  is  immensely  valuable  now,  but  the  change 
aas  been  accompanied  by  a  waste  of  effort,  a  loss  of  money,  and  the 
infliction  of  hardships  and  injustice  which  could  have  been  easily 
prevented  if  the  State  and  National  law-makers  had  done  their  duty. 
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Mr.  When  Wostxjrn  settloMi(>iit  reached  tlie  arid  region,  Oongross  shouM 

'  have  provided  for  tlic  diversion  of  rivers  under  public  control,  and  in 
accordance  with  a  ^ciicral  phui.  This  would  have;  rfef-und  the  irrif^a- 
tion  of  the  best  land,  prevented  the  duplication  of  canals,  or  the  huild- 
ing  of  canals  where  there  was  no  water  to  fill  them.  It  should  eitlier 
have  built  the  large  and  costly  irrigation  works  as  Government  projects, 
or  safeguarded  the  private  investments  in  these  works,  liy  making' 
land  and  water  security  for  the  cost.  Instead  of  this,  there  has  never 
been  any  satisfactory  title  to  water,  and  the  public  land  has  almost 
invariably  passed  into  a  control  hostile  to  or  independent  of  the  irriga- 
tion works.  Instead  of  adequate  security,  there  was  never,  prior  to  the 
passage  of  the  Carey  Act  and  the  Wyoming  State  law  accepting  this 
Act,  any  security  for  the  money  spent  in  irrigation  works  to  water 
public  lands,  and  at  least  three-fourths  of  these  enterprises  were 
financial  disasters. 

If  all  important  irrigation  works  had  been  built  by  the  Govern- 
ment, money  could  have  been  obtained  at  one-fourth  the  interest  charge 
the  majority  of  private  projects  had  to  pay,  and  without  the  ruinous 
discounts  on  loans  which  the  flotation  of  these  enterprises  entailed. 
Low  interest  rates  would  have  made  much  lower  water  charges  possible 
and  thus  removed  from  American  irrigation  its  most  serious  handicap. 

If  there  had  been  any  attempt  to  frame  a  land  law  suited  to  require- 
ments in  the  arid  region,  it  would  have  at  once  been  manifest  that 
the  homestead  should  have  been  reduced  in  acreage  instead  of  in- 
creased, because  it  requires  more  labor  to  cultivate  80  irrigated  acres 
than  it  does  160  acres  watered  by  rain,  and  the  returns  are  larger. 
Instead  of  reducing  the  homestead  and  restricting  settlement  to  home- 
steads, however,  the  Desert  and  Land  Act  was  passed,  which  gave 
640  acres  to  the  individual,  conferring  title  without  residence,  without 
cultivation,  and  too  often  with  the  mere  pretence  of  watering.  The 
Desert  Land  Act  was  promoted  by  the  rich  range  stock  owner.  It  was 
the  worst  handicap  irrigation  ever  had,  and,  instead  of  aiding  the  de- 
serving settler,  it  took  away  his  best  opportunities.  Instead  of  public 
control  of  streams,  men  fought  for  their  possessions  with  shotguns^ 
and  shovels  along  the  banks,  or  with  more  costly  weapons  in  the' 
Courts,  where  litigation,  instead  of  settling  issues,  as  a  rule,  created 
new  fields  for  controversy.  The  water-right  litigation  of  the  arid 
States  has  not  only  been  a  continuing  source  of  ill-feeling,  injustice, 
waste,  -and  loss,  but  its  existence  is  a  reflection  on  the  capacity  of  the 
law-makers  who  are  responsible  for  it.  An  understanding  of  these 
matters  is  necessary  rightly  to  interpret  what  occurred  in  the  Imperial 

Valley.  ^  ,.^      . 

The  irrigation  and  settlement  of  the  desert  of  Southern  California 
should  never  have  been  left  to  private  enterprise.  This  was  a  case 
calling  for  direct  Governmental  control  and  responsibility.     The  desert 
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vas  below  sea  level.  It  was  worthless  to  the  State,  dangerous  to  travel-  Mr. 
!rs,  and  ugly  to  look  upon.  It  was  known  that  the  Colorado  River  ^  ' 
vas  a  stream  subject  to  torrential  floods,  and  that  the  banks  were 
illuvial;  and  it  required  only  the  slightest  consideration  to  realize  the 
langer  which  would  menace  settlers  if  they  were  allowed  to  make 
lomes  in  this  valley  without  the  diversion  works  being  made  safe 
►eyond  question.  The  benefits  which  would  come  from  irrigation  and 
ettlement  made  it  a  matter  of  direct  concern  to  every  resident  of 
!!!alifornia,  gave  the  project  a  National  importance,  and  justified  its 
!onstruction  as  a  public  work. 

If,  however,  the  State  did  not  build  the  works,  it  was  its  duty  to 
upervise  them  and  protect  the  private  enterprise  which  did.  Before 
nvestors  were  allowed  to  risk  their  capital  or  settlers  risk  their  lives 
Lnd  comfort,  some  public  authority  should  have  seen  to  it  that  the 
and  was  fit  to  cultivate,  and  that  there  was  a  legal  title  to  water; 
md  there  should  have  been  an  inspection  of  engineering  plans  and  an 
nvestigation  of  financial  arrangements. 

Instead  of  this,  an  irresponsible  company  without  capital  employs 
in  engineer,  whom  it  fails  to  pay.  A  right  to  10  000  cu.  ft.  per  sec. 
»f  a  navigable  international  stream  is  established  by  the  engineer 
)osting  a  notice  in  an  uninhabited  jungle  of  weeds  and  brush.  Of 
!Ourse,  this  was  a  farce,  but  it  was  the  manner  of  establishing  water 
itles  prescribed  by  the  law  of  California.  That  the  title  was  worth- 
ess  was  shovni  later,  but  the  early  investors  did  not  know  this,  they 
rusted  the  State  to  uphold  and  defend  its  statutes,  and  were  betrayed, 
^ny  one  who  reviews  this  record  must  be  amazed  at  the  exhibit  of 
mperfect  laws  and  the  incompetence  or  indifference  of  the  public 
Luthorities.  The  surveys  of  public  lands  were  shown  to  have  been 
raudulent,  which  was  bad  enough,  but  the  delay  of  six  years  in  correct- 
ng  them  was  infinitely  worse.  The  examination  of  the  soil  should 
lave  been  made  before  settlement  instead  of  afterward,  and  should 
lever  have  been  made  except  by  experts  having  practical  knowledge 
»f  irrigation.  Instead  of  a  proper  land  law,  much  of  the  land  was 
icquired  by  non-resident  speculators. 

When  the  water  title  was  attacked  by  the  Interior  Department, 
t  was  the  duty  of  the  State  to  defend  its  authority  to  grant  titles  and  to 
)rotect  this  struggling  project  and  the  unfortunate  settlers.  For  this 
)rotection,  however,  they  had  to  look  to  a  foreign  country,  and  one 
vonders  what  would  have  been  the  result  if  Mexico  had  been  as  in- 
lifferent  as  the  United  States.  This  attack  on  the  water  title  by  the 
Jnited  States  seems  to  have  been  morally  wrong  even  if  legally  defensible. 

Finally,  when  it  was  known  that  the  river  was  beyond  control, 
md  the  most  appalling  calamity  that  ever  menaced  the  State  of  Cali- 
■ornia  was  impending,  it  should  not  have  been  left  to  a  bankrupt  com- 
pany   and   impoverished   settlers   to   cope   unaided  with   this   disaster. 
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Mr.  It  was  tlio  duty  of  tho  Stnto  or  Nation  to  take  cliarpo,  niul  provide 
the  money  and  men  noi^lod  to  restore  the  river  to  its  former  channel. 
Apparently,  no  one  in  nuthorily  was  interested,  the  State  Government 
only  considered  the  matter  long  enough  to  write  a  letter  to  the  Presi- 
dent, and  the  President,  having  Congress  on  his  hands,  shifted  the 
responsibility  to  the  head  of  a  railroad  company;  and  it  was  not  until 
this  railroad  company  took  charge  that  we  have  the  first  refreshing 
example  of  generosity  and  public  spirit.  Nothing  could  have  been 
finer  than  the  action  of  Mr.  ITarriman.  The  loan  of  $250  000  when 
his  time  and  resources  were  overtaxed  by  the  earthquake  at  San 
Francisco,  providing  more  than  $1  000  000  for  the  last  hazardous  at- 
tempt to  save  the  valley,  furnishes  an  inspiring  contrast  to  the  suj)ine 
indifference  and  irresponsibility  shown  by  both  the  State  and  Federal 
authorities. 

The  Imperial  Valley  produced  last  year  crops  worth  $10  000  000, 
The  most  desolate  part  of  California  has  become  attractive,  productive, 
and  profitable;  but,  when  one  contemplates  the  hardship,  anxiety,  and 
suffering  of  settlers,  and  the  waste  and  loss  to  the  investors  in  the 
enterprise,  one  cannot  help  feeling  that  the  conditions  which  imposed 
such  burdens  on  development  ought  to  be  removed. 

The  National  and  State  benefits  which  have  resulted  ought  to 
have  brought  both  wealth  and  public  recognition  to  the  pioneers  of 
the  enterprise;  instead,  its  engineer  and  organizer  was  in  the  end 
cast  on  the  scrap  heap,  his  life  work  wasted;  and  a  large  percentage 
of  the  pioneer  settlers,  after  untold  hardships,  had  to  give  up  and 
leave.  Many  of  those  now  in  the  valley  have  had  to  pay  high  prices 
for  their  land  as  the  result  of  early  acquirement  by  speculators.  The 
Southern  Pacific  Company,  although  requested  by  the  President  of 
the  United  States  to  save  this  valley  from  destruction,  has  not  been 
paid  for  doing  so.  The  speculators  in  the  company,  who  were  astute 
enough  to  get  two  dollars  for  one,  have  in  many  instances  become  rich ; 
the  lawyers  who  have  had  charge  of  tlie  unending  litigation  have  reaped 
a  fruitful  harvest;  but  those  who  worked  for  the  real  success  of  the 
enterprise,  the  men  who  risked  their  own  comfort  and  that  of  their 
families  to  create  homes,  have  paid  penalties  which  are  entirely  un- 
necessary where  irrigation  development  is  carried  out  under  a  proper 
system  of  public  control. 

Mr.  Cory's  paper  needs  to  be  read  in  connection  with  that  recently 
submitted  by  Mr.  Lewis,*  the  State  Engineer  of  Oregon;  both  papers 
show  the  need  for  a  change  in  the  public  conception  of  the  duties  and 
responsibilities  of  the  Government  in  conserving  and  developing  public 
resources,  and  a  general  appreciation  of  the  need  of  more  effective  laws 
for  safeguarding  investments  and  making  the  settlement  of  arid  lands 
easier,  cheaper,  and  safer  than  this  has  been  in  the  past. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  KXXVI,  p.  637. 
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W.  W.  FoLLETT,  M.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Cory's  paper  Mr. 
is  valuable  and  interesting  for  several  reasons.  It  gives  in  chrono- 
logical order  the  history  of  irrigation  in  the  Imperial  Valley,  culminat- 
ing in  the  terrible  battles  with  the  gigantic  and  treacherous  Colorado; 
it  records  the  impressions  and  beliefs,  after  sober  second  thought,  of 
one  who  was  there  in  responsible  charge  during  the  months  and  years 
of  greatest  stress,  and,  above  all,  it  is  especially  pleasing  to  the  writer 
because  the  author  takes  occasion  to  show  how  uncalled  for  was  the 
hysteria  which  accused  Mr.  Rockwood  of  having  made  a  criminal 
blunder  in  opening  the  cut  through  which  the  river  made  the  crevasse.* 

In  March,  1903,  the  writer  made  a  trip  down  the  Colorado  River 
by  rowboat,  starting  at  Yuma  and  going  to  a  place  known  locally  as 
"Mike's  Landing,"  which  was  about  80  or  90  miles  by  river  below 
Yuma  and  near  the  head  of  tide-water.  The  return  trip  was  made 
by  wagon,  through  the  delta  lands  west  of  the  river,  along  the  west 
bank  of  Volcano  Lake,  and  to  Calexico. 

On  this  trip,  which  was  made  on  a  Yuma  gauge  of  18.3,  or  about 
1.6  ft.  above  low  water  for  that  season,  it  was  noted  that  the  height 
of  the  river  banks  varied  from  5  to  8  ft.  above  the  surface  of  the 
water.  The  maximum  flood  of  1902  was  24.5  on  the  Yuma  gauge, 
and,  judging  from  the  high-water  marks  on  the  trees,  filled  the  river 
a  trifle  more  than  bank-full,  whether  the  banks  were  5  or  8  ft.  high. 
Apparently,  so  much  water  escaped  as  soon  as  the  banks  were  topped 
that  the  rise  ceased.  After  passing  a  point  about  where  the  crevasse 
of  1905  afterward  occurred,  where  the  width  of  the  channel  was 
800  ft.  or  more,  the  latter  narrowed,  as  water  was  spilled  over  the  banks, 
until  it  was  only  410  ft.  between  the  overflow  banks  at  Mike's  Land- 
ing. These  apparently  did  not  overflow  deeply — although  at  that  time 
there  had  not  been  for  many  years  such  enormous  discharges  as  have 
come  during  the  last  8  or  9  years. 

On  leaving  the  landing,  the  wagon  road  led  directly  away  from  the 
river  for  about  10  miles  and  then  veered  to  the  northward,  toward 
Volcano  Lake.  The  high-water  marks  showed  that  there  was  a  rapid 
fall  in  the  ground  as  the  river  was  left  behind.  Of  course,  these  marks 
were  not  level,  but  fell  away  from  the  river,  as  drift  showed  that  the 
current  had  been  in  that  direction.  The  fall  mentioned  by  the  author 
— from  5  to  8  ft.  in  the  first  3  000  ft. — was  found,  being  nearer  the 
latter  figure.     After  that,  the  fall  was  more  gradual. 

In  going  north  it  was  noted  that  each  flood-water  channel  crossed 
was  running  on  a  ridge  similar  to,  but  much  smaller  than,  that  on 
which  the  main  river  ran. 

As  a  result  of  that  trip,  the  writer  was  impressed  with  the  idea 
that  the  Colorado  was  nearing  an  epochal  change  in  its  course  across 
its  delta.     It  is  well  known  that  an  alluvial  stream  builds  up  its  banks 
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Mr.     and   l>c(ls   across   its   delta    until    it   lies   on    a    ridpo;   and   that   finally 
Foliett.     ,  .  ,  1  •  1  1  /•  1  •         •  1  1 

the    tune    comes    when    tn(>    river   breaks   away   ironi    this    rulge,   takes 

a  new  course  to  the  sea  acrass  the  lower  portion  of  the  delta,  and 
proceeds  to  build  another  ridge.  When  the  stream  reaches  this  condi- 
tion of  instability  it  is  imijossible,  except  at  great  expense,  to  keep  it 
on  the  high  ground.  The  writer  had  no  idea,  however,  that  the  river 
would  break  into  the  Imperial  Val)ey,  but  believed  that  the  ridge 
north  of  Volcano  Lake  and  the  embankment  along  the  canal  of  the 
California  Development  Company,  would  prevent  such  a  diversion. 

Subsequent  events  have  confirmed  this  idea,  and  the  writer  is  now 
of  the  opinion  that  any  money  which  may  be  spent  in  attempting 
to  close  the  Abejas  Crevasse  will  be  wasted,  because,  even  if  it  is 
closed  and  held,  the  river  will  break  out  again  somewhere  else. 

The  author  has  shown  quite  clearly*  that  no  serious  grade  recession 
has  resulted  from  the  Abejas  Crevasse.  As  the  river  has  been  running 
through  this  opening  for  4  years,  during  which  time  there  have  come 
the  two  largest  floods  ever  known,  it  is  fair  to  assume  that  no  further 
grade  recession  wall  occur,  but  that  a  new  delta  is  forming,  pointing 
toward  Volcano  Lake,  and  that  the  tendency  henceforward  will  be  for 
the  bed  of  the  river  to  rise.  Therefore,  no  danger  to  the  water  supply 
of  the  California  Development  Company  nor  to  Laguna  Dam  is  to 
be  expected.  It  is  best,  therefore,  to  recognize  this  as  an  epochal 
change,  allow  the  river  to  take  its  ow^n  course  to  the  Gulf,  and  protect 
the  Imperial  Valley  by  raising  and  strengthening  periodically  the  levee 
which  lies  north  of  Volcano  Lake  and  extends  back  to  the  river.  For 
the  valley  this  will  be  a  sure  protection,  which  the  closing  of  the  Abejas 
Crevasse  would  not  afford  for  any  length  of  time. 

Attention  is  called  to  the  narrow  gorge  between  levees,  which  be- 
gins opposite  Andrade  and  extends  for  2  miles  down  stream.  The 
levees  average  about  1  500  ft.  apart,  with  a  width  of  river  channel  of 
1 000  ft. ;  that  is,  the  average  berm  on  each  side  between  the  river 
and  the  levee  is  only  250  ft.,  and,  in  some  places,  it  is  probably 
narrower.    This  condition  is  showm  on  Plate  L. 

If,  during  some  flood,  the  current  of  the  river  should  be  deflected 
so  as  to  strike  the  right  bank,  and  scouring  began,  it  is  the  writer's 
belief  that  the  levee  and  canal  bank  would  be  eaten  away  like  sugar, 
and  the  river  would  be  diverted  into  the  canal  and  down  the  Alamo, 
again  reaching  the   Salton   Sea. 

To  prevent  this  diversion,  a  safety  gate  can  be  built  about  2  miles 
below  the  Hind  Dam  (see  Plate  L).  At  this  point,  the  Rock- 
wood  Crevasse  channel  touches  the  sand  hills  on  the  north,  and  a  cross- 
levee  could  be  built  from  the  gate  to  the  main  levee  on  the  south.  As 
there  is  much  fall,  a  drop  would  probably  be  needed.     In  this  might  be 

•  Pages  1214-1215,  and  Fig.  3. 
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placed  gates,  if  thought  best,  which  could  be  used  for  sluicing  sand     Mr. 
from  the  canal  above. 

The  writer  was  on  the  ground  several  times  prior  to  the  closure 
of  the  crevasse  by  the  Hind  Dam,  and  was  strongly  impressed  with 
the  danger  of  the  river  "side-wiping"  the  canal  in  this  narrow  stretch. 
If  it  starts  to  shift,  the  efforts  of  man  to  stop  it  will  seem  puny  in 
comparison  with  the  immense  destructive  force  of  the  current.  It  is 
stated  that,  in  the  Edinger  Dam,  piles,  64  ft.  long,  were  driven  more 
than  50  ft.  into  the  bed  of  the  river,  and  that,  when  the  flood  struck 
them,  they  scoured  out  and  floated  away;  they  were  not  broken,  but 
came  out  bodily.  Attention  is  called  to  the  author's  statement  (page 
1214)  that,  in  1907  and  again  in  1909,  it  was  found  that  for  an  increase 
of  10  ft.  in  the  gauge  height  at  Yuma  there  was  a  lowering  of  the  bed  of 
about  30  ft.  This  was  where  the  river  was  flowing  in  a  straight  and  un- 
impeded channel.  It  is  not  possible  to  say  how  deep  it  would  scour 
in  a  sharp  bend.  It  would  be  deep  enough,  however,  to  undermine  and 
destroy  the  levee,  regardless  of  any  rip-rapping  which  might  be  on  its 
face,  or  any  rock  which  might  be  hastily  dumped  into  the  river.  It 
is  the  writer's  belief  that  this  is  a  serious  menace  to  the  Imperial 
Valley.  The  fact  that  the  river  channel  is  now  practically  straight  for 
about  4  miles  is  almost  proof  positive — bearing  in  mind  the  idiosyn- 
crasies of  an  alluvial  stream — that  it  will  not  remain  in  that  condition 
very  long.  Whichever  way  the  bend  may  start,  the  current  will  soon 
be  attacking  both  sides,  as  it  will  rebound  from  one  bank  to  the  other. 

E,.  H.  Forbes,  Esq.*  (by  letter). — To  those  who  know  the  Colorado  Mr. 
River,  and  who  in  a  measure  realize  its  eccentric  and  unmanageable 
character,  Mr.  Cory's  account  of  control  work  in  the  Delta  is  rendered 
doubly  interesting  by  that  which  the  reader  may  find  between  the 
lines.  For,  in  proportion  as  the  work  was  difficult,  original  in  methods 
adopted,  and  spectacular  in  its  accomplishment,  Mr.  Cory's  account 
is  unassuming,  matter  of  fact,  and  quietly  scientific.  Of  the  errors 
made  by  various  agencies  that  in  some  way  touched  the  reclamation 
of  the  Delta,  he  is  most  uncritical. 

An  observer  of  events  along  the  Colorado  from  1905  to  1912  could 
not  but  be  impressed  by  the  efficiency  of  the  Southern  Pacific  Rail- 
road organization,  with  its  ready  and  varied  resources,  its  personnel, 
and  its  esprit  de  corps,  in  dealing  with  the  situation.  Not  the  least 
factors  in  a  successful  outcome  were  the  democratic  and  friendly  rela- 
tions that  existed  between  Mr.  Epes  Randolph,  Mr.  Cory,  and  others 
of  the  management,  and  the  motley  crew  of  Americans,  Mexicans,  and 
Indians  whose  confidence  and  loyal  support  they  commanded  to  a 
remarkable  degree. 

Of  the  coiossal  and  urgent  nature  of  the  task,  the  adverse  weather 


*  Director,  Agricultural  Experiment  Station,  Univ.  of  Arizona,  Tucson,  Ariz. 
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Mr.  ooiiditions,  tho  cxperinuMitnl  clinracter  of  the  work,  tho  conflicting 
iKlvicc  roooivon  trom  inlluonlial  sourot^s,  tho  diplomatic  complications 
with  Mexico,  and  tlio  financial  entan^rlcmcnts  incident  to  the  uiidcr- 
takinp-,  Mr.  Cory's  own  account  is  sufficient  evidence. 

In  Dr.  William  P.  Blake's  account  of  the  region,  written  shortly 
before  his  death,  he  relates  the  discovery  in  1853  of  San  Gorpfono  Pass, 
through  which  the  Southern  Pacific  Railroad  was  built  about  twenty- 
five  years  later,  and  describes  the  descent  of  his  party  into  the  old 
lake  bed,  below  the  level  of  the  sea. 

lie  also  outlines  the  topography  and  geology  of  the  region,  describ- 
ing the  lacustrine  deposits,  the  fossils,  the  salt  beds,  the  mud  volcanoes, 
and  to  some  extent  the  vegetation  of  the  basin.  He  points  out  the 
manner  in  which  the  sediments  of  the  Colorado,  the  tides,  and  rising 
land  levels  finally  cut  off  a  portion  of  the  ancient  Gulf  of  California, 
and  describes  the  old  lake  Cahuilla  thus  formed,  with  its  beach  lines 
and  its  fluctuations  in  level  as  the  river  flowed  to  one  or  the  other  side 
of  its  delta.  He  even  relates  the  Indian  traditions  of  the  former  ex- 
istence of  this  lake. 

Most  interesting,  however,  are  Dr.  Blake's  quotations  from  his 
reports  to  the  War  Department  in  1855,  in  which  he  points  out  the 
fertility  of  the  soil,  and  the  possibility  of  irrigating  the  region  by  a 
canal  from  the  Colorado.  He  even  states  the  danger  of  overflow  through 
such  a  canal  and  the  refilling  of  the  ancient  lake.  The  following  words, 
quoted  from  the  old  report,  have  prophetic  value: 

"From  the  preceding  facts  [relating  to  soils  and  vegetation]  it 
becomes  evident  that  the  alluvial  soil  of  the  Desert  is  capable  of  sus- 
taining a  vigorous  vegetation."  -sfr  *  *  "If  a  supply  of  water  could 
be  obtained  for  irrigation,  it  is  probable  that  the  greater  part  of  the 
Desert  could  be  made  to  yield  crops  of  almost  any  kind.  During  the 
seasons  of  high  water,  or  the  overflows  of  the  Colorado,  there  would  be 
little  difficulty  in  irrigating  large  areas  in  the  vicinity  of  New  River 
and  the  lagoons.  By  deepening  the  channel  of  New  River,  or  cutting 
a  canal  so  low  that  the  water  of  the  Colorado  would  enter  at  all  seasons 
of  the  year,  a  constant  supply  could  be  furnished  to  the  interior  por- 
tions of  the  Desert.  It  is,  indeed,  a  serious  question  whether  a  canal 
would  not  cause  the  overflow  of  a  vast  surface  and  refill,  to  a  certain 
extent,  the  dry  valley  of  the  Ancient  Lake." 

Nothing  is  wanting  here  but  a  suggestion  for  the  control  of  the 
river,  as  detailed  in  Mr.  Cory's  paper. 

It  is  remarkable  that  a  man  in  his  early  twenties,  inexperienced  in 
irrigation,  and  traveling  for  the  first  time  through  desert  country, 
should  have  estimated  so  accurately  the  possibilities  and  liabilities 
of  Salton  Basin,  fifty  years  before  the  development  of  the  region.  It 
seems  that,  until  recently,  Professor  Blake's  was  not  only  the  first, 
but  the  clearest,  general  conception  of  conditions  in  the  Delta.     Others 
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have   promoted  the  irrigation   of  the  Basin,   and   some  have   realized     Mr. 
the  possibility  of  a  break-away;  but,  until  1905,  additions  to  knowl- 
edge of  the  region  were  mostly  supplementary  to  Professor   Blake's 
descriptions. 

If  one  may  look  for  useful  suggestions  in  this  connection,  attention 
may  be  called  to  the  necessity  for  a  co-ordinated  study,  by  the  proper 
agencies,  of  our  great  physical  problems,  such  as  the  utilization  of  a 
great  river,  and  the  proper  control  at  all  times  of  operations  affecting 
the  final  solution  of  such  a  problem.  The  "pork-barrel"  method  of 
handling  river  improvements  from  the  governmental  side,  is  admittedly 
desultory  and  wasteful;  and  it  is  to  be  feared  that  scientific  agencies 
engaged  in  the  study  of  these  same  problems,  as  a  rule,  are  not  well 
co-ordinated.  It  may  be  that  the  Colorado  has  drawn  attention  to 
these  facts,  with  corresponding  advantages  to  come.  The  Newlands 
River  Regulation  Bill,  now  before  Congress,  will  make  possible  a  com- 
prehensive study  and  development  of  the  Colorado  River  as  a  whole,  for 
storage,  power,  and  irrigation;  and  the  Carnegie  Institution,  on  the 
purely  scientific  side,  is  soon  to  publish  a  collection  of  scientific  papers 
relating  to  the  Delta  region,  among  which  will  appear  Professor  Blake's 
complete  paper. 

R.  S.  Buck,  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  has  read  Mr. 
Mr.  Cory's  paper,  as  well  as  several  of  the  discussions  thereon,  with 
great  interest,  but  is  forced  to  a  view  radically  different  from  that  of 
Mr.  Sellew  regarding  the  propriety  or  advisability  of  incorporating  in 
such  an  engineering  paper  so  much  collateral  matter  of  legal,  financial, 
and  (he  might  have  added)  political  character. 

Mr.  Sellew  says : 

"The  record  of  the  operations  incident  to  the  return  of  the  river 
to  its  former  channel  is  extremely  complete,  although  partly  obscured 
by  a  mass  of  legal  and  financial  entanglements  which  properly  have  no 
place  in  a  purely  engineering  article." 

Though  it  may  have  necessarily  taken  a  longer  time  in  the  relating 
than  the  casual  reader,  in  quest  of  purely  technical  knowledge,  may  have 
desired,  one  of  the  principal  features  of  interest  and  value  to  the 
writer  in  Mr.  Cory's  paper  is  the  graphic  portrayal  of  the  desperate 
odds  which  engineering  talent  and  effort  are  often  forced  to  meet,  as 
a  result  of  long-range  financial  management,  clogging  legal  compli- 
cations, and  the  blind,  selfish  play  of  the  political  game. 

Engineering  work  is  now  controlled  by  forces  far  beyond  the  laws 
of  physics,  and,  if  he  would  occupy  a  position  to  which  his  technical 
talents  properly  entitle  him,  the  engineer  must  learn  something  of 
these  forces. 
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Mr.  In  the  writiT's  opinion,   Mr.  Cory  is  to  he  connnondcd   rutlujr  than 

■  oritioizod  for  devotinj?  so  much  attention  to  the  conditions  in  (inostion, 

for  ho  has  certainly  thrown  liprht  on  some  (hirk  places,  and  has  shown 

how   vital   it  is  for  enginc(>rs  to  consider,   in   their  planning,   tlic   laws 

and  liabits  of  men  and  money,  as  well  as  the  laws  of  Nature. 

The  Lower  Colorado  is  not  merely  a  problem  of  yesterday,  present- 
ing a  vague  general  moral.  It  is  a  vital  problem  of  to-day  and  to- 
morrow and  of  years  to  come.  It  will  probably  take  a  place  alongside 
the  Lower  Mississippi  River  as  another  engineering  problem,  dragging 
out  a  long,  weary,  and  costly  existence  as  a  result  of  Government 
incompetence  and  political  selfishness. 

Of  course,  Mr.  Cory's  paper  can  affect  but  little  the  thus  far 
meager  results  of  mighty  efforts  to  control  the  Colorado,  but  it  should 
have  a  marked  effect  on  future  efforts,  if  a  reasonable  amount  of  intelli- 
gence is  to  direct  these  efforts. 

If  Mr.  Sellew's  apparent  views  were  shared  by  the  Publication 
Committee,  we  would  have  no  papers  such  as  those  on  water  laws  and 
valuation  of  public  utilities.  The  importance  of  these  and  similar 
collateral  subjects,  the  writer  feels,  is  growing  to  be  more  and  more 
appreciated  from  the  engineering  point  of  view. 

Mr.  F.  T.  RoBSON,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — Under  the 

°  ^"*  heading,  "Salton  Sea",  the  author  makes  two  statements  which  are 
quite  noteworthy,  and  not  to  have  been  expected.  The  first  is  that  the 
land  uncovered  as  the  sea  recedes  is  being  cultivated  with  entire 
success,  and  presumably  with  no  preliminary  treatment  to  remove 
soil  alkalinity.  This  is  the  more  significant  because,  before  the  for- 
mation of  the  sea,  this  land  had  an  alkalinity  so  great  that  it  was 
condemned  by  the  soil  surveys  of  the  United  States  Department  of 
Agriculture,  mentioned  elsewhere  by  the  author.  The  soil  alkalinity 
of  this  part  of  the  desert  is  in  general  greater  than  throughout  the 
portion  first  cultivated  and  for  which  the  Imperial  Area  Soil  Survey 
was  made.  Since  then  it  has  been  covered  for  from  1  to  6  years  by 
water  which,  according  to  Tables  20  and  21,  was  in  1907  more  than 
one-tenth  as  high  in  soluble  solids  as  ocean  water  (and  generally 
similar  in  the  proportion  of  the  various  elements),  and  is  undoubtedly 
growing  constantly  stronger  because  of  the  submerged  salt  beds. 
Nevertheless,  independent  inquiry  confirms  the  statement  as  to  the 
successful  cultivation  of  the  land  which  is  being  exposed. 

The  other  interesting  and  surprising  statement  is  that  the  gross 
evaporation  from  the  sea  is  only  6  ft.  per  annum.  The  writer  has 
also  taken  the  trouble  to  check  this  figure — and  has  found  that  it  should 
be  only  67  in. — and  in  doing  so  he  has  collected  some  information 
bearing  on  this  point  which  it  is  thought  will  be  of  interest. 


DISCUSSION  ON  IRRIGATION  AND  RIVER  CONTROL 


1517 


The  opportunity  offered  at  the  Salton  Sea  for  careful  determination     Mr, 
of  gross  evaporation  from  large  areas  of  water  surface,  and  the  rela-  ^°^®*^"- 
tion  of  this  evaporation  to  that  from  small  pans  and  evaporators,  was 
recognized  by  the  officials  of  the  United  States  Weather  Bureau,  and 
from  October,  1907,  to  the  end  of  1910,  a  large  amount  of  work  was 
done  there. 

Special  studies  of  evaporation  loss  from  the  surfaces  of  lakes  and 
reservoirs  were  begun  by  the  Weather  Bureau,  under  the  direction 
of  Professors  Bigelow  and  Marvin,  at  Keno,  Nov.,  about  August  1st, 


DRAINAGE  AREA 

OF  THE 

SALTON  SEA 

Precipitation  Stations  ca 

Boundary  of  Drainage  Area 

Drainage  Area=7020  Sq.  Miles 

SCALE   OF   MILES 


Fig.  83. 


1907,  the  main  headquarters  being  transferred  to  the  Salton  Basin 
near  Salton  in  the  following  October.  Observations  were  also  made 
simultaneously  at  the  near-by  points,  Indio,  Mecca,  Mammoth,  and 
Brawley,  and  at  the  following  distant  points :  Phoenix,  Ariz. ;  Eagle 
and  Carlsbad,  N.  Mex.,  these  being  at  low  elevations  in  these  States; 
Mitchell,  Nebr. ;  Howell,  Wyo. ;  Eupert  and  Boise,  Idaho;  Hermiston 
and  Klamath  Palls,  Ore.;  North  Yakima,  Wash.;  Pallon,  Nev. ;  Lake 
Tahoe,  Cal. ;  on  the  Rocky  Mountain  Plateau  up  to  an  elevation  of 
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Mr.  0  000  ft.;  "RiriniTi^linin,  Aln.;  ('iiioinnati,  Ohio;  Tupj)er  Lnko,  N.  Y. ; 
and  Lockport,  HI.,  in  tho  districts  (>ast  of  the  Mississippi  River.  Most 
of  the  wostern  points  selected  were  stations  of  the  U.  S.  Ileclaraation 
Service,  and  at  most  of  them  evaporation  observations  were  taken  at 
2,  6,  and  10  a.  m.  and  at  2,  6,  and  10  i».  m.,  tlioupfh  in  a  few  cases  ob- 
servations were  taken  only  at  G  a.  m.  and  2  p.  M.,  which  were  found 
to  be  about  the  time  of  minimum  and  maximum  evaporation,  re- 
spectively, and  from  which,  it  has  been  shown,  very  accurate  results 
can  be  obtained  by  taking  the  mean  values. 

The  final  bulletin  on  the  data  collected  and  the  conclusions  derived 
therefrom,  though  promised  to  be  issued  in  1911,  has  not  yet  ap- 
peared. It  is  hoped  that  it  will  not  be  much  longer  delayed.  How- 
ever, Professor  Bigelow  has  given  a  summary  of  results  and  deduc- 
tions in  a  preliminary  report.*  This  preliminary  statement  does  not 
contain  the  observed  data,  which,  however,  are  abstracted  by  Professor 
Bigelow  in  the  "Abstract  of  Data,  No.  4",  issued  by  the  Weather 
Bureau,  being  "A  Provisional  Statement  Regarding  the  Total  Evapo- 
ration by  Months  at  23  Stations  in  the  United  States,  1909-10". 

The  preliminary  experiments  at  Reno  indicated  that  a  large  body 
of  water  loses  only  about  seven-tenths  as  much  as  a  small  pan  set 
in  a  dry  place  outside  its  vapor  sheet.  The  further  experiments  in- 
dicated the  loss  to  be  near  65%,  in  the  opinion  of  Professor  Bigelow; 
and  the  results  at  the  Salton  Sea,  properly  corrected,  in  the  writer's 
opinion,  indicate  the  proper  coefficient  to  be  still  lower,  namely  60 
per  cent.  This  relation,  from  the  practical  point  of  view,  is  the  most  im- 
portant fact  brought  out  in  the  work  at  these  various  stations,  particu- 
larly in  that  at  Salton.  At  this  point  four  towers  were  built :  No.  1  about 
1  500  ft.  from  the  water's  edge,  No.  2  near  the  Southern  Pacific  trestle 
over  Salton  Creek  about  500  ft.  from  the  shore,  No.  3  |  mile  west,  in  40 
ft.  of  water,  and  No.  4,  which  is  120  ft.  high,  1^  miles  west,  in  55  ft. 
of  water  (depths  in  1909).  These  towers,  though  made  as  stiff  as 
possible,  were  found  to  have  a  slight  vibratory  motion,  even  in  quiet 
weather,  and  hence  the  water  in  the  evaporation  pans  required  to  be 
damped  in  oscillation  by  submerged  partitions. 

The  important  results,  as  given  by  Professor  Bigelow  in  the  pre- 
liminary report  referred  to,  are : 

1. — That  the  wind  velocity  was  so  different  at  various  heights, 
0,  10,  20,  30,  and  40  ft.  above  the  ground — amounting  often  to  30% 
less  at  the  ground  than  10  ft.  above — that  every  evaporation  pan  must 
be  supplied  with  its  own  anemometer  wherever  evaporation  observations 
are  made,  whether  on  land  or  on  large  bodies  of  water. 

2. — That  pans  of  different  sizes  evaporate  at  different  rates,   and 

*  Monthly  Weather  Review,  February  and  July,  1910.  pp.  307  and  1133,  "Studies  on  the 
Phenonaena  of  the  Evaporation  of  Water  over  Lakes  and  Reservoirs. *" 
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these  rates  were  found  to  vary  approximately  as  the  expression,  0.023     Mr. 
(1.23)",  where  n  has  the  following  values: 

n  =  0  for  large  open-water  surfaces, 

n  =  1  for  6-ft.  pans, 

n  =  2  for  4-ft.  pans, 

n  =  3  for  2-ft.  pans, 

n  =  4  for  ordinary  dry  air. 
This  variation  seems  to  be  due  to  the  banking  up  of  the  vapor  on 
the  leeward  side  under  the  action  of  the  wind,  and  because  the  small 
pan  clears  much  more  completely  of  vapor,  and  evaporation  takes  place 
into  a  mixture  of  air  of  different  contents  according  to  the  size  of  the 
pans  and  the  force  of  the  wind. 

3. — The  formula  finally  suggested  by  Professor  Bigelow  is  (c.  g.  s. 
units)  : 

where  E^  =  Evaporation  in  24  hours  (one  day),  in  centimeters; 
Cg  =  Coefficient,  found  to  be  0.138  (1.23)"; 
eg    =■  Saturation  vapor  pressure  at  temperature   of  the  water 

surface,  designated  by  s; 
e^   =  Saturation    vapor    pressure    at    temperature    of    the    dew 

point  in  the  air  near  the  water; 
e     =  General  symbol  representing  vapor  pressure; 
E    =  General  symbol  representing  depth  of  evaporation; 

:  Expression  for  the  gradient  (use  Crelle's  tables); 


^ 


e 


a 
de 


ds 


==  Expression  representing  the  change  of  vapor  pressure 
with  temperature,  s,  taken.  This  quantity  is  merely 
the  tabular  difference  in  ordinary  vapor  pressure  ta- 
bles at  the  temperature  under  consideration  (use 
Manual  Table  V). 
W  =  Wind  velocity,  in  kilometers  per  hour. 

It  is  proposed  to  substitute  this  formula  for  that  now  in  general  use, 
which  was  proposed  by  Dalton  in  1803  and  may  be  written  as  follows 
(same  notation)  : 

d  V 

—  =  C(e,  — e^)  (1  +  aw), 

where  t      =  time,  and  C  and  a  supposed  by  constant  terms, 

or  Ea  =  0.036  (1.23)"  (es  —  ed)  (1  +  0.070  W)  using  the  values 
of  the  constants  deduced  from  these  experiments  at 
Salton. 
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Mr.  4. — That  water  in   ])ans  of  the  same  size  evaporates  at  the  same 

Kobson.  j.j^^^g  ^^  4  000  ft.  elevation  as  at  sea  level,  and  hence  the  formula  does 
not  contain  any  barometer  pressure  term. 

5. — The  recommended  formula  has  no  iuinual  period  in  the  C\ 
coefficient;  the  diurnal  period  is  very  small. 

6. — A  pan  of  very  fresh  water  was  allowed  to  evaporate  alongside 
a  pan  filled  with  brackish  Salton  Sea  water,  which  was  gradually 
concentrated  by  adding  water  from  the  sea  from  November  to  May 
without  emptying  the  old  water.  The  brackish  water  evapf)rated  a 
little  slower  than  the  fresh  water,  to  the  amount  of  2%  in  April  and 
May. 

7. — The  actual  fall  of  the  Salton  Sea  level  from  June  1st,  1909, 
to  June  1st,  1910,  was  51  in.,  and  Professor  Bigelow  estimated  that 
the  rise  was  12  in.  due  to  inflow  from  the  Alamo  and  New  Rivers,  and 
there  were  6  in.  of  accretions  from  annual  precipitation,  making  a 
total  gross  evaporation  of  69.0  in.  This  total  checked  with  results 
computed  by  formula  from  observed  data  necessary. 

8. — Practically,  it  was  the  conclusion  that  engineers  would  neces- 
sarily have  to  adopt  a  standard  pan  and  reduce  the  observed  readings 
to  the  open-water  surface,  as  explained  above.  Thus,  the  evaporation 
from  a  4-ft.  standard  pan,  when  corrected  for  temperature  and  wind, 
and  multiplied  by  0.66,  is  very  close  to  what  observation  suggests.  If 
a  water  thermometer  on  a  small  raft  in  the  lake  measures  s,j,  and  e^ 
and  e^  are  determined  by  using  a  sling  psychrometer,  through  t  and 
tg,  and  the  wind  velocity  by  an  anemometer  as  near  the  water  surface 
as  possible  is  W,  then  C  =  0.138  for  a  24-hour  interval.  In  the  for- 
mula, the  mean  values  taken  at  readings  made  about  6  a.  m.  and  2  p.  m. 
should  be  used. 

The  writer  has  checked  the  estimates  of  Professor  Bigelow  as  to 
the  inflow  from  the  Alamo  and  New  Rivers,  and  the  increase  due  to  the 
rainfall  and  run-off  from  the  water-shed,  from  all  the  available  data 
(of  which  considerably  more  exist  now  than  when  Professor  Bigelow 
did  his  work).  It  is  known  that  there  are  no  springs  or  underground 
sources  of  supply  discharging  into  the  basin,  because,  until  very  recent 
years,  the  sea  contained  no  water,  and  salt  beds  in  the  bottom  were 
regularly  mined.  The  rainfall  is  very  light,  consequently  the  run-off 
is  small.  From  the  time  when  the  Colorado  River  was  finally  re- 
diverted  (the  middle  of  February,  1907)  to  date  is  6  years,  and  it 
seemed  to  the  writer  that  the  results  should  be  checked  to  obtain  an 
average  for  this  entire  period,  rather  than  for  the  year  from  June  1st, 
1909,  to  June  1st,  1910,  which  was  taken  by  Professor  Bigelow. 

In  determining  the  inflow,  it  is  possible  to  utilize  the  sea  itself  as 
a  large  measuring  tank  in  which  to  measure  the  combined  rainfall  on 
the  water  surface  and  the  run-off  from  the  drainage  area  due  to  rain- 
fall  proper   correction   being  made  for  the   regular   inflow  from   the 
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Alamo  and  New  Rivers — by  using  the  daily  gauge  heights  or  eleva-     Mr. 
tions  of  the  water  surface.  "  ^^°' 

As  a  first  step  in  obtaining  the  average  evaporation  for  the  entire 
6-year  period,  the  difference  in  elevation  of  the  water  surface  on  April 
1st,  1907,  and  April  1st,  1913,  was  found  to  be  26.10  ft. 

If,  then,  (1)  the  total  precipitation  on  the  sea  itself,  plus  (2)  the 
total  run-off  into  the  sea,  plus  (3)  the  total  discharge  of  the  Alamo  and 
New  Rivers  into  the  sea  for  the  same  period,  be  added  to  this  26.10 
ft.,  the  result  will  be  the  total  loss  due  to  evaporation — percolation  being 
considered  as  of  no  consequence. 

a. — The  writer  prepared  a  table  of  the  rainfall  for  each  month  of 
each  year,  as  observed  at  Brawley,  Calexico,  Heber,  Imperial,  Mammoth, 
Mecca,  and  Salton,  all  these  points  being  within  the  drainage  area  and 
fairly  well  distributed.  It  was  then  assumed  that  the  total  rainfall  at  all 
these  stations,  divided  by  the  number  of  stations,  would  give  a  fair 
average  of  the  precipitation  on  the  sea  itself.  The  total  thus  found 
for  the  6-year  period  was  16.59  in.  or  1.38  ft. 

h. — A  table  was  then  made  showing  the  decrease  in  elevation  of 
the  water  surface  for  each  month  of  the  period,  and  the  decrease 
for  each  month  was  compared  with  that  for  the  corresponding 
month  of  the  other  years.  It  was  found  that  the  decrease  in  one 
month  compared  very  closely  with  that  for  a  corresponding  month 
in  another  year,  except  in  cases  of  unusual  rains  or  other  known 
causes.  Eliminating  these  months,  a  total  was  then  made  of  those 
remaining,  and  the  result  was  divided  by  the  number  of  months  com- 
prising the  sum.  The  average  thus  found  was  assumed  to  be  the 
normal  average  decrease  for  that  month.  Sufficient  amounts,  corrected 
for  excessive  rainfalls  on  the  sea  itself,  were  added  to  bring  the  elim- 
inated months  up  to  the  average,  and  these  additions  were  considered 
as  the  run-off  or  inflow  due  to  precipitation.  This  total  was  15.00  in., 
or  1.25  ft.,  for  the  6-year  period.  The  results  obtained  by  this  method 
were  checked  by  examination  of  the  daily  precipitation  records  for 
these  various  Weather  Bureau  Stations.  In  such  desert  country, 
where  the  rainfall  is  scant,  that  which  does  occur  is  frequently  in 
intense  storms  or  in  local  cloudbursts.  Monthly  records,  therefore, 
are  of  little  value  as  indicating  the  probable  run-off,  and  each  storm 
at  each  observation  station  must  be  considered,  instead  of  the  monthly 
totals.  Only  two  or  three  heavy  precipitations  extending  over  the 
entire  water-shed  occurred  during  the  6  years,  the  heavy  rainfalls 
usually  being  rather  local  in  character  and  in  the  nature  of  cloud- 
bursts. The  total  number  of  such  heavy  precipitations  throughout  the 
period  at  all  these  stations,  however,  was  surprisingly  small,  and  the 
daily  gauge  heights  of  the  sea  surface  for  several  days  was  carefully 
examined  in  connection  with  each  of  these  heavy  rains.  In  this  way 
a  very  good  check   was  obtained   on   the   foregoing  method   of   deter- 
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Mr.      ininiiip:  tlio  total   inflow   into   tho  l)asin    from   its  water-shed — exclusive 
Kol)S.>ii.      ..  . ,       » ,  1    A  1  1  >  • 

ol  tlio  INcw  and  Alamo  iuvcrs. 

c. — The  discharge  of  the  Alamo  and  Now  Rivers  has  been  observed, 
5111(1  a  ratitip:  curve  has  been  applied  onl^'  for  a  pfM*iod  from  June, 
1009,  to  October,  1910.  Based  on  the  recorrls  published  in  Water 
Su])ply  Paper  No.  300,  and  from  information  kindly  given  to  the 
writer  by  Mr.  Cory  from  his  personal  records,  the  following  rises  in 
the  elevation  of  the  lake  surface  have  been  determined,  and  arc  be- 
lieved to  be  very  close  to  the  truth. 

To   January  1st,   1908 0.62  ft. 

From    January  1st,  1908,  to  January  1st,  1909..   0.65    " 

"  "     1910..   0.68    " 

"     1911..   0.71    " 

"  "     1912..   0.75    " 

"     1913..  0.78    " 

Total    4.19  ft. 

To  sum  up,  then,  the  evaporation  has  been  as  follows: 

Loss  in  elevation  of  lake,  as  shown  by  gauge  heights.  ..  .  26.10  ft. 

(1)  Total  rainfall  on  lake  surface 1.38    " 

(2)  Total   run-off  from   rainfall 1.25    " 

(3)  Total  discharge  from  Alamo  and  New  Rivers 4.19    " 
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Total  evaporation,  April  1st,  1907,  to  April  1st,  1913 32.92  ft. 

or  a  yearly  average  of 5.58  ft. 

or    67.02  in. 

as  compared  with  69.0  in.,  the  total  gross  evaporation  found  and  es- 
timated by  Professor  Bigelow  for  the  1-year  period,  June  1st,  1909, 
to  June  1st,  1910. 

Table  31,  containing  observed  data  at  Salton  Sea,  is  taken  from 
"Abstract  of  Data,  No.  4,"  by  Professor  Bigelow,  referred  to  previously. 
The  figures  for  Nos.  1,  2,  3,  and  4,  for  March,  April,  May,  and  June, 
were  interpolated  from  curves  plotted  from  records  of  previous  years, 
and  found  by  experience  to  give  close  results. 

At  the  stations  outside  of  the  vapor  sheet,  at  which  observations 
were  taken,  for  a  6-ft.  pan  on  the  ground,  the  total  evaporation  ob- 
served was : 

Indio    119.33  in. 

Mecca 107.81  " 

Brawley    103.55  " 

Mammoth    125.53  " 


Total    456.22 

Average 114.055 
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Mr,  The  total  cvnnoration,  as  determined  by  the  writer,  was  07.02  in. 
llence  the  coeiheient  to  he  used  in  conv(!rting  the  ohservatioiiH  frf)m  a 
O-ft.  pan  on  tlie  ground  outside  the  vai)or  sheet,  and  in  a  desert  country, 

07.02 
to  the  total  hjss  Ironi  a  large  water  surface,  seenis  to  he  ~  j    — . ,  or  0..'>1), 

or,  say,  0.(5. 
Mr.  Andukw    M.    CiiAFFEY,   EsQ.    (by    letter). — Careful   reading   of   Air. 

Cory's  paper  leaves  the  agreeable  impression  that  he  has  sought  to  be 
fair  and  unprejudiced  in  handling  a  very  complicated  subject.  Two 
other  publications  dealing  with  the  Imperial  Valley  project  have  ap- 
peared, one  mentioned  by  the  author*,  and  anotherf  consisting  of  short 
monographs  by  settlers,  promoters,  etc.,  gotten  out  by  E.  F.  Howe, 
editor  of  the  Imperial  Valley  Press.  Both  are  rambling  sketches, 
rather  than  histories,  unsystematic,  full  of  inaccuracies,  and  partisan 
and  misleading  statements,  and  hence  untrustworthy  and  unsatisfactory. 
Air.  Cory's  paper,  therefore,  is  to  be  regarded  as  the  first  serious 
history  of  Imperial  Valley,  and  will  unquestionably  be  heavily  drawn 
on  by  future  writers.  It  is  most  fortunate,  therefore,  that  it  is  being 
fully  discussed,  its  inaccuracies  pointed  out,  its  engineering  and 
historical  matter  supplemented  by  those  qualified  to  do  so,  and,  more 
particularly  even,  that  several  of  the  facts  brought  out  by  the  author 
may  be  gathered  together  so  that  the  reader  interested  in  details  may 
not  fail  to  catch  their  true  significance. 

The  writer  was  associated  with  his  father.  Air.  George  Chaffey, 
in  the  management  of  the  project  from  April,  1900,  to  February,  1902, 
and,  for  more  than  twelve  years,  has  been  collecting  original  documents 
and  data  relating  to  Imperial  Valley.  To  these,  doubtless  much  the 
most  complete  in  existence,  the  author,  unfortunately,  did  not  have 
access,  due  to  the  fact  that,  curiously  enough,  he  and  the  writer  did 
not  become  acquainted  until  after  the  appearance  of  this  paper. 

On  page  1251  the  author  states  that  the  first  practical  step  toward 
the  irrigation  of  the  Colorado  Desert  was  the  incorporation  of  the 
California  Development  Company  in  1890.  The  writer  feels  that  this 
is  exceedingly  misleading.  Incorporating  a  company  with  large  capi- 
tal stock,  appropriating  vast  quantities  of  water,  by  posting  no- 
tices and  recording  the  same,  all  at  most  nominal  cost,  acquiring 
options  for  small  cash  payments,  getting  out  reports  setting  forth  the 
merits  of  a  project,  and  hawking  the  scheme  about  in  financial  centers, 
cannot  rightly  be  considered  as  "practical  steps"  toward  carrying  out 
any  enterprise.  It  is  just  this  sort  of  "shoe  string"  promotion  which 
Mr.  Alead  doubtless  had  in  mind  when  writing  his  discussion  on  this 
paper  (page  1509)   and  pointing  out  the  folly  of  letting  irresponsible 

*  "  Born  of  the  Desert,"  by  C.  R.  Rockwood,  1909-10. 
t  "  The  First  Decade,"  Imperial,  1910-11. 
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companies  go  ahead  without  any  public  supervision  whatsoever.    On  the     Mr. 
contrary,  the  first  "practical  step"  was  taken  when  Mr.  George  Chaffey  ^^" 

signed  the  contract  (April  3d,  1900)  to  build  canals  into  Imperial 
Valley.  Many  readers  of  the  paper  will  undoubtedly  get  the  impression 
from  it  that  the  California  Development  Company  was  at  such  time  a 
going  concern,  and  that  its  promoters  had  already  produced  tangible 
results.  As  a  matter  of  fact,  though  it  had  been  in  existence  nearly 
four  years,  it  had  as  assets  the  two  options  on  land — one  in  Mexico 
and  one  in  California — mentioned  by  the  author,  as  to  each  of  which 
the  Company  was  in  default,  and  an  idea,  a  project  of  large  and  at- 
tractive proportions  on  which  not  one  shovelful  of  earth  had  been 
turned,  and  toward  the  consummation  of  which  not  one  single  practical 
step  had  been  taken.  Its  obligations,  aside  from  its  capital  stock, 
were  various  debts,  aggregating  a  considerable  sum,  and  $350  000  worth 
of  what  was  called  land  scrip — issued  prior  to  1900  at  10  cents  on  the 
dollar  and  dissipated  in  promotion  expenses — which  was  retired  at 
face  value  in  cash  or  in  exchange  for  water  stock  of  the  various  Mutual 
Water  Companies  at  market  price  at  the  most  inopportune  time, 
namely,  just  before  the  water  distributing  system  was  completed  in  the 
valley. 

The  contract  recited  that  the  California  Development  Company 
owned,  through  a  subsidiary  Mexican  Company,  100  000  acres  of  land 
in  Mexico  through  which  the  canal  must  run.  But  for  this  representa- 
tion (which  turned  out  to  be  untrue)  the  contract  would  assuredly 
not  have  been  made.  The  idea  in  reality  was  free  to  Mr.  ChafPey,  or 
to  any  one  else  for  that  matter.  Indeed,  Mr.  Chaffey,  at  the  request 
of  Dr.  Wozencraft,  had  considered  the  proposition  in  the  early  Eighties, 
before  the  later  promoters  had  even  heard  of  it. 

To  say,  therefore,  that  at  this  date  (April,  1900)  there  was  a 
"practical  change  of  management,"  that  the  engineering  policy  changed, 
or  that  "original  plans  were  not  carried  out,"  is  to  create  an  absolutely 
erroneous  impression.    To  quote  Mr.  ChaSey  himself: 

"I  saw  a  way  to  accomplish  the  object  with  the  means  at  my  com- 
mand by  disregarding  the  Kockwood  Survey  altogether,  adopting  an- 
other line  by  which  the  bank  of  the  canal  would  be  made  to  serve  as  a 
levee  to  prevent  the  flood  waters  of  the  Colorado  from  finding  their 
way  into  the  Alamo,  and  utilizing  many  miles  of  that  natural  channel 
for  the  main  canal." 

This  contract  of  April  3d,  1900,  provided  that  Mr.  Chaffey  was  to 
construct  such  canals  as  were  necessary  for  the  purpose  of  taking  water 
from  the  Colorado  River  just  above  the  Mexican  boundary  line  to 
where  the  central  main  canal  intersects  the  same  boundary  line  in 
Imperial  Valley,  "said  canals  to  have  a  capacity  sufiicient  to  deliver 
four  hundred  thousand  acre-feet  of  water  per  annum  at  said  last- 
named  point";  that  no  more  money  should  be  expended  "than  is  neces- 
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Mr.  sary  in  such  construction";  that  the  construction  cost  of  such  canals 
■  should  not  exceed  $150  000;  that  such  construction  was  to  be  "at  actual 
cost  to  first  party";  that  Mr.  ChaflFcy  was  to  receive  $12  000  per  annum 
salary  for  five  years,  payable  when  the  Company  was  able  to  pay  it, 
and  one-quarter  of  the  Company's  capital  stock;  and  that  he  should 
have  charge  of  the  Company's  finances  as  well  as  its  engineering  works 
during  that  period. 

It  is  felt  that  tlie  foregoing  abstract  of  this  contract  will  suffice  to 
indicate  clearly  its  fairness,  to  say  the  least,  to  the  Company. 

From  this  date  until  the  contract  was  terminated — April  3d,  1900, 
to  February,  1902 — Mr.  George  Chaffey  and  associates  furnished  the 
necessary  money,  and,  dividing  the  engineering  responsibility  with  no 
other  person,  designed  and  built  the  diversion  works  and  located  and 
constructed  the  main  canal — including  the  Central  Main  west  of 
Sharps  Heading  and  in  the  United  States — as  it  exists  to-day.  During 
this  period  he  was  assisted  in  the  business  management,  in  planning 
the  system  of  Mutual  Water  Companies — which  system,  by  the  way, 
the  author  to  the  contrary  notwithstanding,  the  California  Supreme 
Court,  in  the  case  of  Thayer  vs.  California  Development  Company, 
has  recently  not  only  held  to  be  legal,  but  has  highly  commended — 
and  in  making  the  tri-party  contracts,  by  the  writer  and  by  Messrs. 
L.  M.  Holt  (who  with  Mr.  Chaifey  evolved  in  1881  the  first  Mutual 
Water  Company  ever  incorporated,  at  Etiwanda,  Cal.),  N.  W.  Stowell 
(who  was  the  first  to  introduce  concrete  water  conduits  to  irrigation 
construction  in  California  in  1878,  and  who  had  large  experience  with 
irrigation  works),  and  J.  W.  Swanwick,  who  was  largely  responsible 
for  the  tri-party  contracts. 

A  great  deal  has  been  stated  in  the  public  press  and  in  governmental 
reports — and  Mr.  Mead  in  his  discussion  (p.  1509)  might  easily  be 
understood  by  the  careless  reader  as  coinciding  therewith — condemning 
the  California  Development  Company  as  an  irresponsible  corporation 
at  all  times  prior  to  the  Southern  Pacific  Company's  taking  over  the 
management  in  June,  1905.  This  was  far  from  being  true  during 
the  period  when  Mr.  Chaffey  was  directing  its  affairs — April,  1900,  to 
February,  1902.  The  men  just  mentioned  were  those  he  associated 
with  him;  all  except  the  writer  were  unusually  experienced  in  the 
different  phases  of  irrigation  work  and  development,  and  financially 
able  to  build  the  canal.  Mr.  Chaffey  himself  was  a  man  of  wide 
experience  gained  in  the  practice  of  his  profession  of  CHvil  and 
Mechanical  Engineer.  Best  known  as  the  founder  of  Ontario,  Cal. 
(1883),  he  had  founded  Etiwanda,  Cal.  (1881),  and  had  developed 
the  irrigation  systems  in  both  places  to  such  a  state  that  the  visit  of 
a  Royal  Commission  from  Australia  in  1885,  resulted  in  his  proceeding 
with  his  brother  to   that  country  and   establishing  the   irrigation  dis- 
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tricts  of  Mildura  and  Renmark,  both  at  this  time  populous  and  pros-      Mr. 

Clififfov 
perous  communities,  conceded  by  all  public  men  to  be  "the  great  object 

lesson  in  irrigation  for  the  rest  of  Australia."     In  1882  Mr.  Chaffey 

produced    the    first    electric    current    (generated    by    water-power)    in 

Southern  California,  and  in  1884  lighted  the  City  of  Los  Angeles  with 

electricity.     A  large  number  of  the  first  settlers  in  the  Imperial  Valley 

were  actually  from  Etiwanda  and  Ontario;  all  were  experienced  irri- 

gationists,  and  it  is  safe  to  say  that  90%  of  them  made  their  purchases 

because  they  personally  knew  of  Mr.  Chaffey's  previous  successes. 

The  writer,  of  course,  agrees  with  Mr.  Mead  that  the  State  or 
Nation  should  protect  settlers  on  and  investors  in  irrigation  projects, 
examine  and  approve  engineering  plans,  etc.,  etc.,  and  especially  he 
agrees  with  his  comments  regarding  water  right  laws,  the  unfortunate 
condition  of  which  is  responsible  for  most  of  the  financial  disasters 
which  have  overtaken  irrigation  enterprises  in  the  West,  and  of  which 
the  California  Development  Company  is,  perhaps,  the  most  notable 
example.  At  the  same  time,  it  must  be  admitted  that  the  greatest  and 
most  rapid  irrigation  development  the  world  has  known  is  that  respon- 
sible for  what  is  known  as  Southern  California,  and  the  Government — 
State  and  National — in  no  wise  helped  and  not  seldom  added  severe 
handicaps.  It  is  sometimes  said  that  Southern  California  has  been 
built  on  "shoe  strings" — certainly,  many  of  its  most  successful  enter- 
prises have  been  started  with  inadequate  capital,  on  confidence  in  the 
proponent's  resourcefulness.  Under  such  conditions,  people  are  "live 
wires"  to  a  degree  beyond  the  comprehension  of  officials  and  employees 
of  powerful  corporations  and  of  the  State  and  National  Governments. 
Much  of  the  resentment  toward,  and  often  unfair  criticism  of,  the  U.  S. 
Reclamation  Service,  by  owners  and  officials  of,  and  settlers  under, 
private  irrigation  undertakings  had  its  beginnings  in  the  attitude  of 
those  who  never  need  to  consider  for  an  instant  financial  arrangements, 
discounting  securities,  etc.,  toward  "flimsy"  work  and  the  twists  and 
turns  of  men  driven  to  their  wits'  end  when  doing  things  with  insuffi- 
cient capital.  It  is  well  enough  to  say  "Don't  try  them  if  you  cannot 
get  enough  money  to  insure  success."  Such  a  policy  would  undoubt- 
edly prevent  not  a  few  failures ;  but,  on  the  other  hand,  by  it  the  South- 
ern California  of  to-day  would  not  have  been  for  decades  to  come. 

The  Imperial  Valley  is  possibly  the  most  striking  example  of  this. 
In  the  first  place,  if  the  soil  had  been  first  examined  by  Government 
experts  instead  of  by  practical  farmers,  the  project  would  have  been 
condemned  in  toto  and  the  region  still  original  desert.  Next,  work 
was  begun  with  small  capital  in  hand,  and  in  10  months'  time, 
and  at  the  cost  of  less  than  $100  000,  Mr.  Chaffey  put  water  into  the 
burning  desert  60  miles  away  from  the  Colorado  River,  and  along  lines, 
engineering,  legal,  and  financial,  which  experience  shows  would  have 
meant  large  success  to  all   (had  the  Government  only  kept  its  hands 
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Mr  off),  and  l)y  doing  so  realized  the  visions  of  the  dreamers  and  the  hopej» 
of  the  promoters  who  for  half  a  century  had  dreamed  and  promoted, 
and  acc'omplisliod  nothing.  In  less  than  2  ynars,  the  Imperial  Main 
Canal,  essentially  as  it  is  to-day — execpt  the  $75  000  hcad-j^ate  at 
Andradi> — and  more  than  400  miles  of  distrihuting  ditches,  were  com- 
pleted and  the  water  was  ready  to  turn  on  to  100  000  acres  of  land, 
at  a  cost  to  the  settlers  averaging  loss  than  $10  an  acre;  and  the  capital 
at  hand  was  less  than  the  promoters  had  expended  in  the  hitherto  vain 
effort  to  get  started. 

In  contrast  is  the  Government  Yuma  Project,  with  unlimited 
capital:  $3  000  000  initial  appropriation  and  more  than  $3  000  000 
later;  time,  8  years;  acreage,  100  000;  cost,  $70  per  acre;  bitter  disap- 
pointment and  heavy  loss  to  settlers  relying  on  Government  estimates 
as  to  money,  and,  more  particularly,  time  required  to  complete  the  work. 
As  a  part  of  the  Yuma  Project,  Imperial  Valley  would  now  be  in  ex- 
actly the  state  it  actually  was  in  1902 — eleven  years  ago — as  far  as 
development  is  concerned.  In  the  meantime,  in  1905,  it  was  sending 
out  $5  000  000  worth  of  products,  and  at  present  more  than  $10  000  000 
worth.  The  gain  in  time  has  more  than  paid  all  the  real  damage 
per  se  done  by  the  runaway  river. 

As  the  author  has  pointed  out,  this  misfortune  would  never  have 
occurred  had  it  not  been  for  numerous  unnecessary  and  inexcusable 
obstacles.  For  some  of  these  there  is  possibly  some  excuse,  or  at  least 
explanation,  but  the  soil  survey  and  report  was  the  most  disastrous 
and  inexcusable  of  all.  The  space  devoted  to  it  by  the  author  in  his 
paper  is  out  of  all  proportion  small  compared  to  its  significance,  and 
the  facts  about  it  should  be  elaborated  somewhat. 

As  stated  by  the  author,  a  few  samples  of  soil  from  this  region  were 
analyzed  in  1893  by  the  Director  of  the  California  Experiment  Sta- 
tion, University  of  California,  Professor  Hilgard,  and  again  in  1896-97, 
and  also  in  1900,  when  the  Imperial  Land  Company  began  active 
work.  In  the  summer  of  1901,  the  Bureau  of  Soils,  U.  S.  Department 
of  Agriculture,  requested  the  co-operation  of  the  promotion  companies 
in  making  a  study  of  and  report  on  the  soils  of  the  Imperial  Valley. 
This  was  gladly  given,  and,  on  October  17th,  Mr.  J.  Garnett  Holmes, 
of  the  Bureau  staff,  arrived  and  began  work.  Later,  his  immediate 
superior,  Thomas  H.  Means,  M.  Am.  Soc.  C.  E.,  and  others  of  the 
Bureau,  joined  him,  and  on  December  20th  (in  63  days)  the  field  work 
was  completed.  It  took  only  3  weeks  (January  10th,  1902)  to  issue 
a  preliminaiy  report,  "Circular  No.  9,"  covering  the  169  sq.  miles  of 
territory  which  had  been  examined.  Before  this  circular  reached 
California,  an  Associated  Press  dispatch  from  Washington  advised 
that: 

"The  condition  of  soils  in  the  Colorado  Desert  in  San  Diego 
County,  as  disclosed  by  a  survey  just  completed  by  the  Agricultural 
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Department  in  the  vicinity  of  the  new  irrigation  plant  at  Imperial,      Mr. 
is  reported  to  be  'much  more  serious  than  was  anticipated.'     This  is  ^haffey. 
the  expression  used  by  Milton  Whitney,  Chief  of  the  Bureau  of  Soils, 
in  a  preliminary  bulletin  which  he  has  deemed  best  to  issue  by  way 
of  warning." 

This  refers  to  the  report  which  the  author  says  was  "unfavorable, 
*  *  *  and  calculated  to  deter  sensible  people  from  settling  in  the 
region."  This  is  a  more  than  conservative  way  to  put  this  matter, 
as  is  shown  by  the  single  extract — by  no  means  the  strongest  of  many — 
which  the  author  quotes  on  page  1271. 

In  1903  the  U.  S.  Department  of  Agriculture,  Bureau  of  Soils, 
issued  the  "Soil  Survey  of  the  Imperial  Area,  California  (Extending 
the  Survey  of  1901),  Advance  Sheets  of  Field  Operations  of  the 
Bureau  of  Soils,  1903."  This  document,  under  the  head  of  "Present 
and  Prospective  Development,"  on  page  31,  makes  the  statement: 

"The  sole  dependence  of  the  people  of  the  Imperial  Area  must  al- 
ways be  agriculture.  ^  *  *  The  source  of  wealth,  therefore,  is 
limited  to  the  soil,  and  to  a  greater  extent  than  in  almost  any  other 
part  of  the  country.  Thus  the  problem  confronting  at  least  a  part  of 
the  farmers  in  most  arid  regions  is  here — where  alkali  is  so  generally 
distributed  in  the  soils  and  the  conditions  so  unfavorable  to  reclama- 
tion— about  as  serious  as  it  could  well  be. 


"The  people  of  the  Imperial  country  should  recognize  the  fact  that 
aside  from  the  general  problem  of  securing  water  for  irrigation  they 
have  to  solve  perhaps  the  most  serious  agricultural  problem  of  the  arid 
West.  Here  is  found  a  most  refractory  soil,  much  of  it  impregnated 
with  alkali.  The  only  way  to  benefit  the  land  is  to  carry  away  the 
salts.  The  application  of  gypsum  cannot  be  of  the  slightest  benefit. 
Little  or  no  benefit  will  be  derived  from  running  water  across  the  land 
with  the  expectation  of  flushing  the  alkali  off  the  surface.  *  *  * 
The  water  must  pass  through  the  soil  and  find  ready  egress  through 
natural  or  artificial  drainage  ways. 

"The  quantity  of  salt  taken  out  of  the  soil  by  alkali-resistant  crops, 
such  as  sorghum  and  sugar  beets,  is  not  appreciable,  the  benefit  to  the 
soil  in  such  cases  resulting  mainly  from  the  prevention  of  evapora- 
tion at  the  surface  through  cultivation  and  from  the  leaching  of  the 
salts  into  the  subsoil  by  irrigation  water.  If  the  subsoil  be  practically 
free  from  salt,  as  is  often  the  case  in  arid  regions,  this  vertical  dis- 
tribution of  the  salts  alone  is  often  all  that  is  necessary  so  to  reclaim 
the  soil  that  sensitive  crops  can  be  grown.  But  it  has  been  shown  that 
in  the  Colorado  desert  the  subsoil  is  the  greatest  source  of  danger,  so 
that  every  bit  of  salt  removed  should  be  permanently  removed.  *  *  * 
By  far  the  greater  extent  of  the  soil  of  the  valley  is  a  sticky,  plastic 
loam  or  clay,  through  which  water  passes  very  slowly.  The  natural 
drainage  in  the  soil  itself  is  very  poor,  and  to  be  anything  like  adequate 
it  must  be  supplemented  by  artificial  drains  to  carry  off  the  ground 
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Mr.      water  as  tlio  salts  arc  washed  down  from  the  surface.     *     *     *     'J'ij,. 
cimfTpy.  drains  are  the  host  and   in  tlio  end   the  most  economical   for  <lrniniiiff 
the   land.      Tliey    are,    liowever,    exjjensive,    and    the    question    is,    will 
it  pay? 

"That  it  will  eventually  pay  to  drain  thase  lands  there  can  be  little 
doubt,  but  in  the  ])resont  state  of  the  country  concerted  action  will  be 
difiicult  and  individual  effort  futile." 

In  February,  1902,  the  University  of  California,  College  of  Agri- 
culture Experiment  Station,  issued  Bulletin  No.  140,  entitled  "Lands 
of  the  Colorado  Delta  in  the  Salton  Basin."  This  bulletin  gave  essen- 
tially the  same  results  of  soil  analyses,  but  was  much  more  careful 
in  its  comments,  and  on  pages  50  and  51  gave  crop  reports  from  actual 
settlers  which  were  excellent.  It  also  stated,  after  giving  a  list  of  native 
plants  from  the  Salton  Basin,  on  page  44,  as  follows : 

"The  list  of  plants  here  given  is  notable  for  the  absence  of  most 
of  the  species  considered  elsewhere  as  prominent  alkali  indicators. 
We  miss  at  once  the  salt — or  alkali — grass  (Distichlis) ;  the  'Grease- 
wood'  of  Nevada  {Sarcohatus)  and  that  of  the  San  Joaquin  Valley 
(Allenrolfea) ;  the  samphire  (Saliscornea) ;  and  the  tussock-grass 
(Sporoholiis  arioids)  -^  *  *.  But  as  a  whole  the  collection  made 
does  not  speak  of  'irreclaimable'  alkali  land  so  far  as  we  know  their 
habits.  *  *  *  Taken  as  a  whole,  the  native  vegetation  does  not  alto- 
gether confirm  the  unfavorable  impression  derived  from  the  leaching  of 
the  soil  samples." 

In  addition  to  these  soil  reports,  in  January,  1902,  several  inter- 
views, written  up  in  a  sensational  manner,  appeared  in  the  daily  papers 
in  California,  practically  condemning  the  Valley  and  virtually  warn- 
ing investors  and  settlers  from  the  field.  These  were  the  most  disastrous 
of  all  in  their  effect  on  the  enterprise. 

Experience  has  proved  that  these  reports  were  fundamentally  wrong 
in  their  conclusions,  as  less  than  one-half  of  1%  of  the  lands  brought 
under  cultivation  has  failed  to  produce  most  satisfactory,  indeed, 
phenomenal  crops.  Nevertheless,  the  Government's  publications  were 
such  that  the  author's  statement :  "It  seems  certain  that,  had  the 
territory  not  been  already  settled  in  very  large  measure  when  these 
reports  were  sent  out.  Imperial  Valley  would  yet  be  unreclaimed" 
(page  1271),  is  undoubtedly  absolutely  true. 

The  author  is  in  error  on  page  1264  in  referring  to  the  elevation 
of  the  bottom  of  the  Chaffey  head-gate.  This  structure  was  started 
in  March,  1901,  and  work  was  rushed  as  rapidly  as  possible.  When 
completed,  its  floor  was  3  ft.  below  the  river  bottom,  and,  to  make  the 
gate  more  secure,  three  2  by  12-in.  sand-boards  were  put  on  the  toe  of 
the  A-frame,   to  be  removed  when   the  sand   and   silt   became  settled 
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around  the  structure;  there  was  no  necessity  for  removing  them  while  Mr. 
Mr.  Chaffey  was  directing  affairs,  and,  later  everybody  apparently  ^  ^^ 
forgot  about  them  and  they  were  never  taken  out,  the  idea  thus  obtain- 
ing that  the  floor  of  the  gate  was  at  the  top  of  the  sand-boards  when 
in  reality  it  was  much  lower,  and  as  low  as  it  was  possible  to  place  it 
that  season.  Working  at  high  pressure  against  a  rapidly  rising  river, 
the  head-gate  was  finished,  and  Mr.  Chaffey  himself  turned  the  water 
through  it  on  May   14th,   1901. 

Before  leaving  this  subject,  and  in  view  of  the  controversy  that  has 
raged  regarding  the  necessity  of  the  fatal  cut  in  Mexico  (made  more 
than  2  years  after  Mr.  Chaffey  had  severed  his  connection  with  the  . 
Company),  it  is  interesting  to  note,  from  Government  records,  that  the 
old  Imperial  Canal,  from  the  old  intake,  carried  throughout  the  Sum- 
mer of  1904  and  until  October,  1904,  when  the  Mexican  Intake  was  cut, 
more  water  than  ever  before,  and  quite  enough  to  supply  the  users  in 
Imperial  Valley."^ 

The  author's  statement  (p.  1255)  that  the  initial  price  charged 
for  water  stock  was  $5.75  is  misleading.  Those  who  purchased  during 
the  construction  period  were  given  bonds  of  the  California  Develop- 
ment Company  equal  in  amounts  to  their  initial  payments,  bearing 
5%  interest  and  acceptable  at  their  face  value  for  the  last  installments 
on  their  notes.  Hence,  those  paying  $3.00  cash  on  their  water  stock 
purchases  got  water  rights  at  $5.75  per  acre.  Only  $80  000,  par 
value,  of  the  bonds  were  thus  given  out  to  water  stock  purchasers  on 
total  sales  of  50  000  shares  in  Imperial  Water  Companies  Nos.  1  and 
4,  the  settlers  coming  in  having  so  little  cash  and  speculators  so  little 
faith  that  they  could  not  or  would  not  take  full  advantage  of  the 
opportunity  offered. 

The  author  is  again  in  error  as  to  the  reasons  for  the  termination 
of  the  five-year  construction  contract  between  Mr.  Chaffey  and  the 
California  Development  Company.  It  was  not  because  the  former  was 
frightened  out  by  the  soil  reports,  but  because  it  was  found  that  the 
power  of  attorney  to  vote,  for  five  years,  stock,  which,  with  his  own, 
constituted  a  majority  and  control,  was  found  ineffective  on  account 
of  the  certificates  not  having  been  actually  turned  over.  Success  had 
been  achieved  and  these  shares  of  stock  began  coming  in  for  transfer. 
It  became  a  matter  of  buy  or  sell,  and  the  original  promoter's  idea 
of  value  was  deemed  to  be  too  inflated,  so  Mr.  Chaffey  made  the  best 
terms  possible  for  his  holdings  and  withdrew  in  February,  1902. 

The  author's  outline  of  the  Delta  Investment  Company  and  its 
activities  is  also  misleading,  and  in  spme  respects  entirely  erroneous. 

*  See  "Progrress  Report  of  Stream  Measurements  for  the  Calendar  Year  1904,"  by  the 
late  W.  B.  Clapp,  M.  Am.  Soc.  C.  E.,  Water  Supply  and  Irrigation  Paper  No.  134,  p.  27,  and 
compare  with  measurements  in  previous  years. 
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Mr.  The  facts  are  that  in  the  fall  of  11)01  it  l)e('aino  ai)r)arent  that  tlio  sales 
Chaffey.  q£  ^y^tor  stock  would  not  produce  sufficient  money  for  the  work  that 
must  be  done,  and  Mr.  Heber  organized  the  Delta  Investment  Com- 
pany in  the  hope  that  by  giving  it  a  favorable  contract  to  purchase 
the  bonds  and  mort^'-ji^o  notes  of  the  Ctilifoniia  Development  Comf)any, 
outside  capital  could  be  attracted  to  the  new  company.  The  Delta 
Investment  Company  was  launched  with  the  consent  and  approval 
of  those  owning  or  representing  all  the  stock  of  the  California  Develop- 
ment Company.  By  the  terms  of  this  contract,  the  Delta  Investment 
Company  agreed  to  purchase  bonds  and  notes  from  the  California 
Development  Company  to  the  amount  of  $21  000  in  cash  per  month 
for  twelve  months,  thus  guaranteeing  the  California  Development  Com- 
pany $252  000  in  cash,  the  amount  estimated  as  absolutely  necessary 
to  spend  during  the  coming  year  in  a  permanent  intake  head-gate, 
canals,  and  other  necessary  works.  In  consideration  of  this  guaranty 
the  Delta  Investment  Company  had  the  right  for  12  months  to  pur- 
chase any  or  all  of  the  bonds  and  mortgage  notes  of  the  California 
Development  Company  at  50%  of  their  face  value. 

As  the  whole  enterprise  was  still  considered  by  outsiders  as  an 
experiment,  and  the  banks  of  Los  Angeles  refused  to  concede  any 
value  whatever  to  the  Company's  "securities"  for  loaning  purposes,  or 
to  purchase  them  outright  at  any  figure  at  all,  and  the  soil  experts  had 
commenced  giving  out  their  unfavorable  opinions,  the  only  reasona- 
ble criticism  of  this  contract  is  that  it  was  unfair  to  the  Delta  Invest- 
ment Company  and,  consequently,  unfair  to  those  stockholders  of  the 
California  Development  Company  who  were  large  stockholders  in  the 
Delta  Investment  Company,  in  that  it  indirectly  threw  on  them  the 
burden  of  financing  the  California  Development  Company  without 
adequate   remuneration. 

That  the  privilege  of  buying  the  bonds  and  mortgages  at  50  cents 
on  the  dollar  did  not  prove  especially  attractive  is  best  shown  by  the 
fact  that  only  a  small  fraction  of  the  holdings  of  the  California  De- 
velopment Company  changed  hands  under  it  during  the  4  months  it 
was  in  operation.  Mr.  Cory,  therefore,  is  correct  in  stating  (p.  1260)  : 
"It  must  be  admitted  that  the  Delta  Investment  Company  took  over 
such  securities  at  a  larger  price  than  could  have  been  obtained  from  any 
other  source,"  but  quite  incorrect  in  stating  either  that  there  were 
"many"  or  "large"  or  "apparently  dishonest"  transactions  between  the 
two  corporations,  or  in  giving  the  impression  that  it  was  a  hardship 
on  the  California  Development  Company  to  part  with  $2  in  its  so- 
called  "securities"  for  $1  in  hard  cash.  As  a  matter  of  fact,  the 
California  Development  Company  could  well  have  afforded  to  be  much 
more  liberal,  and  the  writer  knows  that  if  any  one  had  come  into  the 
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office  at  that  time  with  $252  000  in  gold  coin  and  offered  it  in  exchange      Mr. 
for  $1  000  000,  face  value,   of  the   so-called  "securities,"   there   would  ^^"^y- 
not  have  been   a   voice   raised   against   taking  the  money,   it   was   so 
urgently   needed. 

Finally,  the  author  is  entirely  mistaken  in  saying  that  March  1st 
of  that  year  found  the  California  Development  Company  "with  all  its 
bonds  gone,  its  collateral  notes  and  mortgages  largely  depleted,  no 
money  in  the  treasury,  and  deeply  in  debt."  The  facts  are  that  at  that 
date  it  had  $47  000  of  its  bonds  on  hand,  $525  000  of  mortgage  notes, 
$235  000  of  accounts  receivable,  besides  lands,  canals,  machinery,  equip- 
ment, etc.,  and  unsold  water  stock  estimated  (at  the  selling  price  at  that 
time)  to  be  worth  $2  235  000,  and  its  liabilities,  including  $453  000  of 
bonds  and  deferred  payments  to  Hanlon  and  Andrade,  were  less  than 
$500  000 ;  in  truth,  from  a  few  months  after  Mr.  Chaff ey  started  work, 
the  California  Development  Company  never  was  without  an  ample  sup- 
ply of  mortgage  notes  and  bonds  in  the  treasury,  but  outsiders  had 
not  sufficient  faith  in  them  to  buy  them  for  cash. 

In  view  of  what  was  accomplished  in  the  22  months  ending  Febru- 
ary, 1902,  and  the  fact  that  some  of  the  best  men  in  Los  Angeles 
would  have  joined  him  and  furnished  large  amounts  of  capital,  pro- 
vided he  had  secured  full  control,  it  is  doubtless  safe  to  say  that  had 
he  taken  control,  instead  of  retiring  from  the  company,  there  never 
would  have  been  any  runaway  Colorado  River  and  the  development  of 
the  Valley  would  have  been  even  much  more  rapid  than  it  has  been. 

C.  E.  Grunsky,  M.  Am.  Soc.  C.  E.   (by  letter). — The  problems  of      Mr. 
the  Lower  Colorado  River  have  a  wonderful  charm.     They  are  pre-    ^"°^  ^* 
sented  by  Mr.  Cory  in  a  most  comprehensive  and  a.ttractive  way,  and 
he  has  done  the  Profession  valuable  service  in  putting  on  record  and 
making  available  for  convenient  reference  the  results  of  an  experience 
on  river  work  which  is  unique  in  character  and  magnitude. 

So  long  as  there  was  a  fighting  chance,  in  1906  and  1907,  the  engi- 
neers under  Mr.  Cory's  guidance  and  upon  the  wise  determination 
of  Mr.  Harriman  were  to  keep  up  the  fight.  How  the  fight  was  won 
has  been  well  told  by  Mr.  Cory.  The  writer  takes  pleasure  in  again 
expressing  his  admiration  of  the  able  way  in  which  the  work  was 
handled. 

At  the  outset,  every  one,  so  far  as  the  writer  knows,  believed  that 
the  work  of  making  a  closure  in  the  fall  of  1906  would  be  greatly 
facilitated  by  the  use  of  brush  mattresses  on  which  to  dump  the  rock. 
What  the  work  done  on  the  Colorado  in  1906  and  1907  has  clearly 
demonstrated  is  that,  with  adequate  transportation  facilities,  a  brush 
mattress  on  which  to  drop  the  rock  is  not  essential.  It  is  only  neces- 
sary to  place  the  rock  more  rapidly  than  the  water  can  undermine  and 
bury  it. 
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Mr.  Without  th(3  spur  track  Iroin  tlic  Southern  Pacific  main  line  down 

"'"*  ^-  to  the  J>ower  Alexican  Heading,  the  first  attempt  to  close  the  break 
would  have  been  a  failure,  and  yet  the  writer  recollects  distinctly  that 
plans  were  under  discussion  for  the  beginning  of  this  work,  under 
which  reliance  was  to  be  placed  on  water  transportation.  The  out- 
come has  demonstrated  clearly  that,  when  such  work  is  to  be  done, 
every  possible  contingency  should  be  foreseen  so  that  every  emergency 
can  be  met  properly.  It  was  a  wise  precaution,  too,  to  keep  an  equip- 
ment and  a  force  on  hand  and  available  for  repairs  during  the  high 
water  of  1907,  even  though,  as  it  turned  out,  they  were  not  needed. 

At  that  time  the  levees  were  new,  and  the  river  brought  down  an 
unprecedented  volume  of  water — a  maximum  of  about  100  000  sec-ft.* 
Naturally,  it  would  be  expected,  therefore,  that  the  levees  had  at  once 
been  subjected  to  a  severe  test.  This  might  have  been  the  case  if  the 
conditions  on  the  lower  river  had  remained  as  in  years  past;  but  they 
had  been  undergoing  a  rapid  change,  with  the  result  that  the  new 
levee  was  only  wet  here  and  there,  and  there  was  no  opportunity  to 
observe  what  might  have  happened  if  the  water  had  been  3  or  4  ft.  up 
on  the  levee. 

The  writer  made  a  special  study  of  the  problem  of  the  Lower  Colo- 
rado River  for  the  Secretary  of  the  Interior  in  the  early  summer  of 
1907,  and  his  observations  at  that  time  and  in  the  two  preceding  years 
as  Consulting  Engineer  in  the  U.  S.  Reclamation  Service,  together 
with  many  years  of  familiarity  with  certain  features  of  the  river,  are 
the  basis  of  the  comments  which  are  now  prompted  by  Mr.  Cory's  paper. 

As  early  as  1883,  or  thereabouts.  Gen.  G.  W.  Shanklin,  at  one  time 
State  Surveyor  General  of  California,  and  Mr.  Duncan  Beaumont 
called  the  writer's  attention  to  the  New  River  country,  as  a  part  of 
the  Imperial  Valley  was  then  called,  and  the  desirability  of  making  an 
instrumental  survey  to  see  what  could  be  done  toward  accomplishing 
the  irrigation  of  that  valley  was  discussed.  It  was  known  at  that  time 
that  the  only  practicable  route  for  a  canal  would  be  across  Mexican 
territory.  The  situation  appeared  to  be  too  complicated,  and  nothing 
was  done;  but  the  writer,  from  that  day  to  this,  has  never  lost  interest 
in  the  problem. 

In  1896  the  writer  explored  a  portion  of  the  Colorado  River  below 
the  Grand  Canyon  and  confirmed  the  selection  of  a  dam  site  at  the 
lower  end  of  Iceberg  Canyon,  as  the  best  available,  in  a  long  stretch 
of  river,  for  a  low  dam  to  be  used  in  creating  a  fall  for  power.  He 
reported  at  that  time  that  it  would  be  feasible  to  construct  a  dam 
of  loose  rock  on  a  sand  foundation  by  blanketing  the  bed  of  the  river 
for  a  considerable  distance  up  and  down  stream  with  broken  rock, 
using  large  blocks  for  the  down-stream  portions  of  the  work,  allowing 

*  Erroneously  estimated  at  115  000  sec-ft.  by  the  U.  S.  Geological  Survey  in    Water 
Supply  Paper  No.  249. 
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:he  water  to  bury  these  as  deep  as  it  would,  and  using  finer  material      Mr. 
n  the  up-stream  face,  which  would  ultimately  be  made   impervious  "^^^^  ^' 
)r  nearly  so  by  the  river  silt.     The  plan  of  that  day  involved  the  com- 
plete turning  of  the  Colorado  over  a  low  spur  of  the  mountains.     Mr. 
Tory's  experience  at  the  Lower  Mexican  Heading  confirms  the  feasi- 
)ility  of  carrying  out  work  of  this  character. 

Several  years  later  the  writer  was  stationed  for  three  months  on 
;he  Colorado  a  few  miles  above  the  mouth  of  the  Virgin  Hiver,  and  had 
idditional  opportunity  for  observation.  At  that  time  boilers  were 
;o  be  set  for  mining  operations,  and  brick  was  wanted.  No  clay  de- 
posit could  be  found.  The  most  promising  mud-bar  in  the  river  was 
lampled.  The  mud  could  be  balled  up  and  would  crack  somewhat  in 
Irying.  It  was  submitted  to  a  chemist  at  San  Francisco  and  reported 
;o  be  composed  almost  entirely  of  very  fine  silicious  sand  entirely 
mfit  for  brick-making. 

Above  the  Virgin  River  the  water  of  the  Colorado,  at  low  and  high 
stages,  carried  a  large  quantity  of  this  silt  in  suspension.  This  would 
;ettle  quickly  when  the  water  was  dipped  from  the  river  in  a  glass, 
md  within  a  few  seconds  the  water  was  clear  enough  to  drink.  There 
vas  certainly  comparatively  little  clay  in  the  silt  carried  by  the  river 
vater  at  this  point.  This  observation  leads  the  writer  to  assume  that 
he  main  Colorado  must  be  the  principal  source  of  the  fine,  light  sedi- 
nent,  other  than  clay,  which  the  river  carries  to  the  delta,  and  ac- 
lounts,  too,  for  the  preponderance  of  material  of  this  character  in  the 
iver  delta,;  it  also  makes  it  appear  probable  that  the  clays,  bedded  as 
he  author  describes,  probably  have  originated  in  other  parts  of  the 
iver's  water-shed. 

During  the  low  stage  of  the  river,  above  the  Virgin,  the  writer 
lad  occasion  to  erect  a  mast  or  pole  on  a  gravel  bar  for  the  support 
d  a  cable.  The  gravel  was  unusually  firm.  It  consisted  of  all  sizes 
rom  cobble-stones  down  to  sand,  and  in  its  dry  condition  appeared 
o  be  almost  cemented.  The  mast  was  erected  and  large  boulders  were 
)iled  around  it.  When  the  river  rose  the  gravel  around  the  mast 
»ecame  wet,  softened,  lost  its  cohesion,  and  acted  very  much  like  a 
[uicksand ;  the  mast  required  additional  support  or  it  would  have  fallen. 

A  heavy  crankshaft  lying  above  the  water  on  another  portion  of 
he  gravel  bar  commenced  to  sink  into  the  gravel  when  this  was  wet 
>y  the  rising  water,  and  was  with  difficulty  supported  until  it  could 
•e  transferred  to  safer  ground. 

These  facts  are  alluded  to  as  a  warning  against  placing  too  much 
eliance  on  gravel  for  the  facing  of  bank  or  levee  slopes.  The  gravel, 
n  the  case  of  the  Colorado  River  levee,  serves  a  most  excellent  pur- 
pose, and  its  use  is  not  criticized,  but  gravel  has  no  particular  virtue 
IS  a  material  for  resisting  the  attack  of  a  current,  and  will  have  but 
ittle   resisting  power   when   used   in   spur   dikes.      It  is   an   excellent 
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Mr.       material,  however,  as  in   the  ease  of  the  levees  on  tlie  Mexican  side 
'"^  ^    of  the  Colorado,  for  l)lanketing  the  levee,  serving  as  a  protection  for 
the  earth  slope  a^-ainst  wind  erosion,  and  checking  to  a  large  extent 
the  activities  of  burrowing  animals. 

The  Colorado  below  Yuma,  as  explained  by  Mr.  Cory  and  as  noted 
by  the  writer  in  a  paper  presented  to  this  Society  in  1907,  is  flowing 
down  the  slope  of  a  delta  cone.  While  undisturbed  by  human  agency 
its  floods  annually  watered  broad  areas,  and  the  rank  vegetation  which 
sprang  up  on  these  areas  was  an  effective  barrier  opposed  by  Nature 
to  the  concentration  of  the  river's  flow  along  new  channels,  even 
though  some  of  the  water  going  over-bank  should  long  ago,  if  topog- 
raphy alone  is  considered,  have  cut  out  a  new  course  for  the  river. 
The  river  has  been  compelled  by  these  restraining  forces  to  hold  for 
more  than  500  years  to  the  course  as  geographers  first  knew  it  from 
Yuma  to  the  Gulf.*  However,  though  the  river,  unaided,  could  not 
break  away  from  this  general  alignment,  it  swung  back  and  forth, 
within  restricted  limits,  on  an  ever-changing  serpentine  course.  The 
river  along  the  thread  of  the  stream  has  a  fall  of  about  1  ft.  per  mile, 
and  the  average  fall  along  the  air  line  from  Pilot  Knob  to  the  Gulf 
is  about  li  ft.  per  mile. 

When  attempts  are  made  to  confine  a  river  of  this  character  be- 
tween levees  there  is  trouble.  Under  the  attack  of  the  river,  the  banks 
will  continue  to  break  away,  first  at  one  point  and  then  at  another,  and 
no  amount  of  care  in  the  location  and  construction  of  levees  can  in- 
sure them  against  destruction  from  this  cause.  To  check  the  caving 
bank  is  difficult  and  expensive,  even  when  adequate  facilities  are  at 
command,  as  has  been  well  set  forth  by  Mr.  Sellew.  In  ordinary  cases, 
it  is  out  of  the  question  to  eliminate  entirely  this  source  of  danger 
to  levees  located  comparatively  near  the  river  bank. 

It  is  natural,  then,  that  the  levees  in  the  case  of  such  a  river  should 
be  set  far  back  from  the  banks.  In  this  location  on  the  Colorado  the 
levee  cuts  off  the  river  bends  and,  therefore,  follows  a  line  of  greater 
slope  than  the  river.  This  is  actually  the  case  below  Yuma,  except 
for  the  first  long  stretch  below  Pilot  Knob,  where  the  river  is  straight 
for  some  8  miles  and  the  levees  on  each  side  are  parallel  with  the  stream 
and  comparatively  near  the  banks.  Below  this  straight  reach,  the 
river  channel,  down  to  the  Arizona  boundary,  is  about  30  or  40%  longer 
than  the  levees  on  their  present  location   (Plate  LVI). 

If  the  river  rises  above  banks  and  water  stands  against  these  levees, 
some  barrier  must  be  interposed  to  its  flow  if  erosion  at  the  base  of 
the  levee  is  to  be  prevented. 

Even  when  constructed  as  was  the  original  levee  at  the  Lower  Mexi- 
can  Heading,  with  borrow-pits   on  the  land   side,  the  work   of  levee 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LIX,  p.  6. 
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building  gives  more  or  less  open  space  for  the  water  on  the  river  side      Mr. 
along  tlie  levee,  and  there  will  be  concentration  of  flow  there  which  ^' 

will  rapidly  cut  channels  in  the  light  silt  soil  of  the  delta.  The  spur 
dikes,  as  built  by  Mr.  Cory,  offer  some  obstruction  to  this  flow,  and 
are  of  value  under  certain  conditions;  they  have  been  of  use  during 
such  moderate  bank  submersions  as  have  occurred  since  the  levee  was 
built,  but  under  a  real  test,  with  water  4  or  5  ft.  on  the  bank,  they 
would  serve  to  concentrate  fall  and  would  start  local  cutting  which 
might  prove  quite  as  dangerous  as  the  general  erosion  due  to  uniform 
flow  along  the  levee.  It  may  be  stated  in  a  general  way  that  the 
efliciency  of  such  spurs  for  the  same  aggregate  quantity  of  material 
in  them  will  ordinarily  increase  as  distance  between  them  is  decreased. 

While  Consulting  Engineer  in  the  U.  S.  Reclamation  Service  and 
adviser  to  the  Secretary  of  the  Interior,  the  writer  reached  the  con- 
clusion that  it  would  be  hopeless  to  endeavor  to  carry  out  the  proposed 
scheme  of  building  levees  along  the  Gila  River  just,  above  Yuma. 
Levees  along  the  banks  of  the  Gila  cannot  be  maintained  short  of  an 
expenditure  for  bank  revetment  which  the  value  of  all  the  land  to  be 
there  protected  would  not  justify.  The  situation  is  somewhat  more 
favorable  on  the  Colorado,  which,  owing  to  a  lighter  gradient,  is  less 
erratic  than  the  Gila,  but  there,  also,  the  fa.ct  should  be  recognized  that 
it  presents  no  ordinary  problem. 

The  land  to  be  protected  on  the  Lower  Colorado  is  of  such  extent 
and  of  such  fertility  and  potential  value  that  there  should  be  no 
hesitancy  in  taking  every  step  that  may  be  necessary  to  bring  the 
Colorado  under  permanent  control. 

The  Secretary  of  the  Interior  w^as  advised  by  the  writer  in  1907 
that  the  Colorado  should  be  given  permanent  banks  from  Pilot  Knob 
about  as  far  down  as  the  Arizona  boundary.  He  was  advised  that 
this  work  might  cost  from  $50  000  to  $150  000  per  mile  of  bank,  involv- 
ing, as  it  would,  permanent  loose  rock  revetment  of  banks ;  and  that  the 
United  States  should  be  prepared  for  an  expenditure  of  from  $4  000  000 
to  $5  000  000,  of  which  a  portion  should  be  contributed  by  Mexico  be- 
cause the  benefits  of  the  work  would  accrue  to  Mexico  as  well  as  to 
the  United  States.  He  was  also  advised  that  there  should  be  created 
at  once  an  International  Engineering  Commission,  with  full  power 
to  undertake  the  work  of  giving  the  river  a  permanent  direct  channel, 
as  indicated,  and  to  give  consideration  to  all  other  problems  arising 
on  this  stream.  At  the  same  time,  the  irrigation  problems  were  re- 
viewed, and  the  need  of  an  early  action  for  the  protection  of  the  Im- 
perial Valley  was  pointed  out. 

At  that  time  the  Imperial  Valley  had  to  depend  on  a  foreign  corpo- 
ration, La  Sociedad  de  Yrrigacion  y  Terrenos  de  la  Baja  California, 
for  protection  against  overflow  and  against  complete  and  perma- 
nent submersion  of  the  valley  by  the  Colorado.     It  had  to  depend  on 
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Mr.  this  coMipany.  niid  it  is  still  (lepciulciit  thereon,  for  its  irriyraticjii 
water,  which,  after  beinp:  diverted  from  the  river  in  the  United  States, 
is  turned  over  to  tlie  Mexican  Company  by  which  it  is  re-delivered 
into  California.  Such  an  arrangement  needs  the  sanction  and  pro- 
tection of  higher  authority.  The  arrangement  cannot  be  regarded  as 
entirely  satisfactory  until,  under  some  treaty  or  other  convention  with 
Mexico,  the  right  of  a  diversion  of  Colorado  Kiver  water  through 
Afexico  is  permanently  assured  to  the  people  of  the  United  States,  and 
the  two  countries  acting  in  harmony  adopt  adequate  measures  for 
keeping  the  Colorado  out  of  Salton  Basin. 

Circumstances  have  favored  the  maintenance  of  the  work  done 
on  both  sides  of  the  Colorado  prior  to  1907  below  Pilot  Knob.  In 
that  year  the  river  carried  more  than  the  ordinary  quantity  of  water; 
but  the  delta  had  been  dry  for  two  seasons,  the  river  banks  were  free 
of  grass  and  weeds,  which  had  been  largely  burned  off,  and  the  over- 
bank  flow,  therefore,  was  far  in  excess  of  what  would  have  occurred 
if  the  river  had  not  been  out  of  its  natural  course  from  1905  to  1907, 
and  if  well-watered  banks  had  been  covered  with  dense  vegetation. 
Due  to  its  bare  banks  and  to  the  consequent  large  over-bank  flow  at 
low  elevation,  the  river  did  not  rise  as  high  and  there  was  not  as 
much  water  against  the  levees  as  there  might  otherwise  have  been. 
Then,  too,  in  the  spring  of  1907,  the  cutting  off  of  Nigger  Bend  and 
the  shortening  of  the  channel  at  that  point  by  2  or  3  miles  had  some 
effect  in  lowering  the  high  water  as  far  up  stream  as  Yuma,  and  then — 
in  1909 — came  the  relief  at  the  Abejas.  It  may  be  assumed,  therefore, 
that  the  behavior  of  the  levees  on  both  sides  of  the  river,  in  1907  and 
in  the  following  seasons,  is  not  a  conclusive  test  of  similar  structures. 
The  writer  inspected  the  levees  on  both  sides  of  the  river  at  high 
water  in  1907.  On  the  west  side  the  levee  below  the  dams  at  the  Lower 
Mexican  Heading  had  not  been  wet.  At  and  near  these  two  dams,  com- 
pleted a  few  months  before  by  Mr.  Cory,  where  the  borrow-pits  were 
on  the  land  side,  there  was  some  seepage  under  the  levees.  Miniature, 
pin-head,  under-water  volcanoes  made  this  apparent  to  the  eye.  The 
water  in  the  borrow-pits  was  but  little  lower  than  in  the  river,  conse- 
quently this  seepage  was  caused  by  a  pressure  head  of  only  a  few  feet. 
No  doubt,  it  would  have  increased  somewhat  with  a  rise  in  the  river. 
It  was  the  result  of  the  slow  movement  of  the  soil-water  inland  from 
the  river. 

On  the  Arizona  side  the  borrow-pits  were  carrying  a  small  quantity 
of  water;  they  were  not  bank  full.  The  abatis  work  across  the  borrow- 
pits  appeared  to  be  catching  considerable  trash,  and  each  barrier  of 
this  kind  checked  in  some  measure  the  velocity  of  flow  for  a  short 
distance  up  stream,  but  gave  the  impression  that  under  ordinary  con- 
ditions of  bank  submersion  such  structures  would  have  been  quickly 
cut  out  by  the  water  passing  around  their  ends.     The  writer  was  not 
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impressed  with  their  efficiency,   although  they  undoubtedly  did  some      Mr 
good  under  the  conditions  which  prevailed  in  1907. 

In  1910  the  writer  again  had  an  opportunity  to  inspect  the  levee 
on  the  west  side  of  the  Colorado,  and  noted  that  where  the  checker- 
board arrangement  of  borrow-pits  had  been  adopted  the  spill  from 
one  into  the  next,  even  with  very  slight  river  bank  submersion,  had 
caused  some  channel  cutting,  making  clearly  apparent  an  inherent 
weakness  of  this  arrangement. 

After  a  number  of  favorable  seasons  these  outside  borrow-pits  will 
to  a  large  extent  be  refilled  with  sediment  from  the  river.  If  located 
close  to  the  bank  and  on  no  greater  slope  than  the  river,  the  refilling 
of  such  pits  along  such  a  river  as  the  Colorado  may  occur  quite  rapidly. 
Until  thus  refilled  and  overgrown  with  vegetation,  they  are,  to  almost 
the  same  extent  as  a  continuous  borrow-pit,  a  menace  to  the  integrity 
of  the  levee  whenever  the  latter  follows  an  alignment  along  which 
there  is  an  excessive  fall,  as  is  the  case  on  the  Colorado  with  the 
Paredones  levee  and  with  those  above  and  below  the  Abejas. 

In  reporting  to  the  Secretary  of  the  Interior  on  the  matter  of 
river  treatment,  the  desirability  of  using  hydraulic  dredges  in  the 
construction  of  the  levees  was  referred  to  by  the  writer,  and  he  still 
believes  that,  wherever  the  location  will  permit,  the  bullc  of  the  levee 
work  on  the  Colorado  should  be  done  by  this  method.  The  first  work 
would  then  be  the  excavation  of  an  ample  trench,  the  material  from 
which  would  form  the  river  side  restraining  embankment  for  the 
hydraulic  fill.  The  hydraulic  fill  would  then  be  deposited  in  the  rear 
of  this,  refilling  the  trench  and  bringing  up  to  the  desired  height  an 
embankment  so  wide  of  base  that  underflow  through  cracked  soil  and 
through  burrows  would  be  made  impossible. 

The  writer  is  of  the  opinion  that  the  control  of  the  Colorado  be- 
tween permanently  fixed  banks  should  not  be  projected  beyond  some 
agreed  point  near  the  Arizona  boundary  line.  If  the  river  is  kept 
on  a  proper  alignment  down  to  that  point,  it  can  wander  about  over 
a  large  lower  portion  of  the  delta  without  menace  to  the  Imperial  Val- 
ley. It  will  then,  as  it  does  to-day,  send  its  waters,  at  least  in  large 
part,  into  the  Volcano  Lake  region,  and  will  warp  up  first  one  and 
then  another  section  of  its  lower  delta  region.  In  the  far  future,  then, 
the  time  may  come  when  complete  control  to  the  Gulf  can  be  economi- 
cally justified. 

If  controlled  mainly  by  giving  the  river  a  direct  alignment  between 
permanent,  well-protected  banks,  supplemented  with  levees,  as  far 
down  stream  as  here  indicated,  the  protection  of  the  Imperial  Valley 
and  the  whole  Alamo  and  New  River  country  will  be  complete,  if  the 
cross-levee  to  the  northward  of  Volcano  Lake  from  the  base  of  the 
Cocopah  Mountains  to  the  Colorado  at  the  Lower  Mexican  Heading 
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Mr.       and    up   (lio   river  to    Pilot    Knob   l)e  brouj^ht   up   to  i)roi)or  hci^'lit    ;iri'l 
l>o  protected  adequately,  particularly  against  wave  action. 

The  writer  desires  to  note  that  the  various  estimates  of  flow  of  the 
Colorado,  even  those  based  on  praugings,  are  to  be  accepted  with  (cau- 
tion. Some  additional  information  relating  to  methods  of  gauging 
should  be  given  before  these  estimates  are  accepted  as  conclusive.  This 
applies  particularly  to  the  measurements  made  at  the  river's  high  stages. 
It  is  understood  that  some  special  precautions  are  now  being  taken 
to  insure  accuracy  of  soundings  and  the  correct  placing  of  the  cur- 
rent meter  at  the  intended  depth;  but  in  1907  the  writer  knows  that 
this  was  not  done,  and  that  the  maxima  then  recorded  are  too  great 
by  from  15  to  20  per  cent. 

The  two-point  method  of  gauging  was  at  that  time  used.  The 
gauging  was  made  from  a  car  supported  by  a  cable.  In  mid-stream 
the  car  was  from  5  to  8  ft.  above  the  water  surface.  A  sounding  was 
made  immediately  before  the  velocity  was  measured.  The  heavy  sound- 
ing lead  was  lowered  from  the  car  to  the  water  surface  and  a  reading 
of  the  paid-out  line  was  taken.  Then  it  was  lowered  to  the  bottom 
of  the  river  and  another  reading  was  taken,  the  difference  between 
the  two  being  recorded  as  the  depth.  No  allowance  was  made  for 
the  line  swinging  out  of  the  vertical,  due  to  the  force  of  the  current, 
which  was  about  7  ft.  per  sec.  in  mid-stream.  By  observation  from 
shore  on  June  24th,  1907,  the  correction  to  be  applied  to  the  recorded 
mid-stream  depth  of  45  ft.  was  found  to  be  about  6  ft.  The  recorded 
depth  determined  the  required  immersion  of  the  current  meter.  When 
the  meter  was  supposed  to  be  at  one-fifth  depth,  or  9  ft.  below  the 
surface,  it  was  in  reality  barely  below  the  surface;  and  when  it  was 
supposed  to  be  at  four-fifths  depth,  it  was  but  little  deeper.  The  only 
value  of  the  velocity  measurements  as  made  lies  in  the  fact  that  they 
can  be  used  to  determine  surface  velocity.  They  were  recorded,  how- 
ever, as  applying  to  the  two-fifths  and  four-fifths  points,  with  a  result- 
ing over-estimate  of  mean  velocity.  In  this  particular  case  the  recorded 
discharge  should  be  reduced  15%  to  give  approximately  the  flow  of 
the  river  on  that  day. 

The  errors  of  observation  as  above  noted  were,  of  course,  called  to 
the  attention  of  the  Reclamation  Service  and  the  United  States  Geo- 
logical Survey,  but  no  correction  has  been  applied,  and  the  writer  does 
not  know  how  long  such  methods  of  gauging  were  maintained  at  that 
station. 

In  Water  Supply  Paper  No.  249  of  the  U.  S.  Geological  Survey, 
page  45,  the  discharge  is  noted  for  June  24th,  1907,  at  112  000  sec-ft. 
Of  this  quantity  11  000  sec-ft.  were  flowing  in  the  north  channel  of 
the  river  and  101  000  sec-ft.  were  recorded  for  the  main  stream.  Ac- 
cording to  a  proper  interpretation  of  the  measurements  on  that  day, 
the  main  stream  carried  only  86  000  sec-ft.,   and  probably  somewhat 
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less.  The  ajrgrega.te  discharge  for  that  day  should  have  been  noted  ^  Mr. 
at  97  000  sec-ft.,  instead  of  112  000  sec-ft.  The  error  in  the  main  ^^""«*'*' 
stream  gauging  was  about  17%,  or  the  recorded  main  stream  flow 
should  be  reduced  15  per  cent.  The  same  correction  should  undoubt- 
edly apply  to  the  entire  period  in  1907  during  which  the  river  was  at 
or  near  its  highest  stage.  The  writer  has  no  information  as  to  whether 
the  same  method  of  gauging  was  still  in  use  in  1909.  If  it  was,  there 
can  be  no  doubt  that  in  that  year,  also,  there  must  have  been  a  con- 
siderable over-estimate  of  discharge. 

Mr.  Cory  is  right  in  his  conclusion  that  the  construction  of  reser- 
voirs within  the  water-shed  of  the  Colorado  will  have  some  beneficial 
effect  in  equalizing  the  stream  flow  and  in  reducing  the  maximum 
discharge.  It  is  immaterial  whether  or  not  the  storage  possibilities 
have  been  over-estimated.  This  can  only  affect  the  extent  of  the 
reservoir  influence;  and  yet,  whatever  this  may  be,  it  will  not  change 
the  river  problem,  except  as  to  its  magnitude.  The  river  will  still 
have  its  varying  volume  of  flow.  Its  channel  will  adjust  itself  to  the 
new  conditions.  The  same  lack  of  channel  capacity  v^ll  be  felt  at 
high  stages  on  the  lower  river  as  is  felt  to-day,  and  the  same  problem 
of  keeping  the  delta  channels  of  the  river  on  the  Gulf  slope  will  con- 
front the  river  engineers  of  the  future  as  confronts  those  of  to-day, 
except  only  that  there  will  be  somewhat  less  water  and  correspondingly 
less  silt  to  be  reckoned  with. 

Perhaps  a  word  should  be  said  about  the  Laguna  Weir.  The 
change  in  the  original  design  from  a  paving  with  large  blocks  of  rock 
to  a  paving  with  concrete  was  due  to  the  fact  that  the  granite  which 
had  to  be  removed  at  each  end  for  the  sluice-ways  was  not  of  a  char- 
acter which  could  be  used  for  this  paving  work.  It  was  anticipated 
by  the  engineers  who  designed  and  approved  the  structure  that  the 
granite  at  the  "Lagunas"  which  appeared  to  be  disintegrated  and  rotten 
at  the  exposed  surface  would  be  of  good  quality  when  cut  into;  but, 
as  the  work  progressed,  it  was  found  that  the  hills  afforded  very  little 
sound  rock  within  the  limits  of  the  prescribed  excavation,  and  that 
at  the  best  quarry  sites  near  the  weir  only  a  small  proportion  of  the 
rock  was  suitable  for  paving.  This  situation  was  carefully  considered 
before  a  modification  of  plans  was  recommended  by  the  Board  of 
Consulting  Engineers  which  had  this  matter  under  consideration  in 
1906. 

The  writer,  though  not  desiring  to  criticize  unfavorably  the  works 
which  have  been  carried  out  at  Laguna  for  the  diversion  of  water 
into  two  canals,  one  on  each  side  of  the  river,  has  never  been  in  full 
accord  with  the  general  arrangement  of  the  structures  at  that  point. 
The  plans  for  these  structures  were  approved  before  he  had  anything 
to  do  with  the  Reclamation  Service,  and  no  one  is  more  pleased  to 
learn  that  they   a.re  rendering  satisfactory   service.     Nevertheless,   he 
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Mr.  would  call  attontion  to  the  fact  that  tho  docroaso  of  depth  of  overfl»»w 
"ins  -y.  ^^pp  such  a  structiiro,  rrsultinp  from  its  great  crest  lenprth,  4  TOO  ft., 
is  not  necessarily  of  suflReient  importance  to  outweif^h  the  disadvantapes 
that  will  result  from  the  use  of  a  dam  with  so  lonp^  an  overfall  crest. 
The  storage  of  silt  in  the  reservoir  space  above  the  dam,  in  the  case 
of  such  a  river  as  the  Colorado,  is  of  no  importance.  This  space, 
except  for  a  channel  of  ordinary  width  leading^  to  the  sluice-gates,  is 
soon  filled  with  silt  and  overprrown  with  willows  and  cottonwoods. 
There  is  a  stronjr  tendency  for  drift  to  lodge,  and,  within  a  few  years, 
there  may  be  such  obstruction  to  a  concentrated  flow  in  lines  parallel 
to  the  original  course  of  the  river  that  it  may  be  difficult  to  keep  the 
waterways  open  to  the  two  ends  of  the  weir  without  permitting  one 
or  the  other  to  parallel  and  endanger  the  structure.  The  conditions 
at  the  weir,  in  a  few  years,  may  be  such  that  water  will  go  over  it 
at  uneven  depth,  and,  in  that  event,  the  great  length  will  fail  to 
accomplish  fully  the  desired  purpose.  At  any  rate,  there  will  be 
trouble  from  time  to  time  in  keeping  the  water  on  a  proper  course 
to  the  two  ends  of  the  dam.  The  removal  of  silt  which  the  sluice- 
gates will  pei-mit  is  dependent  on  the  depth  of  the  sluice-ways  below 
the  sills  of  the  canals.  The  silt  which  the  river  will  deposit  in  the  large 
channel  leading  to  a  sluice-way,  while  the  water  is  forced  to  rise  to 
the  crest  of  the  dam,  can  of  course  be  sluiced  out  from  time  to  time 
by  opening  the  gates,  but  this  will  be  restricted  to  the  deposit  in  a 
channel.  It  is  not  the  accumulation  in  a  reservoir,  and  this  fact  should 
not  be  lost  sight  of  in  planning  such  structures.  Even  this,  however, 
may  be  worth  while.  The  writer  believes  that  the  river  should  have 
been  forced  into  a  definite  position  above  the  weir  by  making  a  section 
thereof,  probably  800  ft.,  a  few  feet  lower  than  the  rest  of  the  structure 
and  then  arranging  flanking  walls  to  be  overtopped  at  highest  stages 
of  the  river  and  to  serve  as  training  walls  of  the  large-capacity  channels 
leading  to  the  sluice-gates,  which  would,  as  at  present,  serve  to  keep 
the  channel  open  to  the  head-gates.  One  great  advantage  of  such  an 
arrangement  would  be  the  concentration  and  depth  of  flow  necessary 
to  carry  drift  of  whatever  size  over  the  dam. 

Mr.  Clarence  K.  Clarke,  Esq.*  (by  letter). — Although  this  paper  and 

■  Mr.  Sellew's  discussion  of  some  phases  of  the  subject  seem  to  have 
covered  the  ground  quite  thoroughly,  it  appears  to  the  writer  that 
room  remains  for  a  few  statements  of  fact  concerning  the  "rough  and 
ready  methods"  of  dealing  with  the  river  which  Mr.  Sellew  does  not 
accept  as  a  solution  of  the  engineering  problems  pertaining  to  the 
subject. 

Being  one  of  the  men  referred  to  by  Mr.   Sellew  as  "red-blooded 
fighters,   who   did   not   know   when   they   were   whipped,   but     *    *     * 

*Chf.  Engrr..  Palo  Yerde  Mutual  Water  Co. 
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fought  on  to  victory  unmindful  of  its  cost,"  the  writer  desires  to  cor-  Mr 
rect  an  erroneous  impression.  The  crevasse  in  the  river  hank  and 
levee  in  1907  was  closed  by  railroad  men,  who  used  methods  with  which 
they  were  familiar;  they  tried  no  experiments  and  devised  no  new 
engineering  practice.  They  knew  they  were  not  whipped  at  any 
stage  of  the  game,  and  they  kept  at  the  job  because  they  had  done 
the  same  thing  on  a  smaller  scale  many  times  and  were  confident  of 
ultimate  success. 

The  use  of  the  water  of  the  Colorado  for  the  irrigation  of  land 
creates  the  problem  of  control.  There  is  no  other  reason  for  sub- 
jecting that  river  to  control.  The  problem,  so-called,  as  the  writer  sees 
it,  presents  three  phases:  1,  direction  of  the  flow  of  the  river  and 
control  of  its  meanders,  involving  bank  protection;  2,  exclusion  of 
overflow  water,  by  levees,  from  land  susceptible  of  reclamation  and 
irrigation;  3,  safe  and  certain  diversion  of  water  from  the  river  into 
irrigation  canals. 

The  Lower  Colorado  has  no  fixed  channel,  because  of  the  character 
of  the  soil,  which  is  a  deposit  of  silt,  readily  eroded.  The  current 
swings  back  and  forth,  cutting. the  banks  and  changing  the  meander 
line,  and  an  apparently  insignificant  obstruction  sometimes  causes 
shifting  of  the  channel  for  miles.  A  sudden  shift  of  the  channel  from 
one  bank  to  the  other  may  leave  a  canal  intake  dry  and  put  an 
irrigation  system  out  of  business.  It  may  cut  across  a  tongue  of  land, 
changing  a  wide  bend  into  a  tangent  and  forming  a  new  bend  lower 
down.  Therefore,  one  factor  of  the  problem  is  the  maintenance  of  a 
defined  course  of  the  river  between  permanent  banks.  That  may  be 
accomplished  by  adequate  protection  of  the  banks  and  control  of  the 
meanders.  It  is  advisable  and  feasible  to  straighten  the  course  of  the 
river  at  some  points,  and  by  increasing  its  velocity,  to  check  its  ten- 
dency to  swing  from  side  to  side.  The  shortening  of  the  river,  re- 
sulting from  the  elimination  of  many  horse-shoe  bends,  would  increase 
the  scouring  action  of  floods  and  their  silt-carrying  capacity,  and 
greater  volumes  of  sand  and  silt  would  be  transported  to  the  lower 
delta  and  deposited  there,  building  up  large  areas  of  land  and  ac- 
celerating the  work  that  the  river  has  been  doing  for  ages.  By  the 
control  of  the  lower  river,  the  floods  could  be  diverted  into  the  basin 
of  the  Laguna  Salada,  and  that  shallow  basin  could  be  converted  by 
silt  deposit  into  an  arable  and  fertile  valley.  In  time,  of  course,  the 
deposition  of  silt  would  work  back,  and  the  normal  grade  of  the 
river  would  be  re-established,  necessitating  the  adaptation  of  levees 
to  the  new  condition. 

It  is  the  writer's  purpose  to  point  out  that  this  is  not  a  problem 
calling  for  the  invention  of  new  methods  of  river  control. 

Bank  Revetment.— 'ESectiYe  bank  protection  can  be  provided  most 
readily  and  economically  by  laying  a  railroad  track  on  the  top  of  a 
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Mr.  lover;  nnH,  n«?  other  writers  Imve  sup-LM^sted,  it  rnny  l)e  npy)]i('fl  in  flec- 
tions aa  neecied.  That  tracks  on  the  leveea  alonp  the  Lower  Colorado 
are  indispensable  to  their  maintenance  and  the  defence  of  the  banks 
agrainst  undercutting  attacks  by  the  river,  has  been  the  writer's  fixed 
conviction  since  his  first  experience  with  the  river,  and  he  notes  with 
gratification  that  ^Ir.  Sellew  has  revised  his  former  opinion  on  the 
subject  and  concluded  that  the  railroad  track  facilitates  the  work  of 
levee  protection  to  a  degree  that  more  than  offsets  the  cheapness  of  the 
methods  heretofore  used  by  the  Reclamation  Service  on  the  Colorado. 

Having  the  "firing  line"  established  by  the  track  on  the  levee,  it 
is  important  to  provide  an  abundant  supply  of  "ammunition"  and 
means  of  rushing  it  to  "the  front."  Quarries  and  gravel  pits  are 
opened,  and  are  equipped  with  derricks  to  handle  large  rock,  and  steam 
shovels  to  handle  small  rock  and  gravel.  Wlien  the  river  begins  bank 
cutting  and  threatents  to  undercut  the  levee,  train  loads  of  gravel  and 
rock  are  taken  to  the  point  of  attack  and  dumped  at  the  toe  of  the 
levee.  Gravel  is  dumped  first  in  order  that  it  may  underlie  the  heavy 
rock  and  prevent  the  sluicing  out  of  silt  and  sand  where  the  rock  lies 
on  the  bottom.  When  the  bank  caves,  the  rock  on  the  berm  falls  into 
the  trench  dredged  for  it  by  the  river,  and  if  the  scouring  continues 
and  the  trench  is  deepened,  more  rock  is  dumped  to  reinforce  the 
revetment  and  raise  it  to  the  crest  of  the  levee.  Small  rock  and  steam- 
shovel  material  serve  to  fill  and  face  the  revetment.  When  such 
revetment  has  dropped  to  the  river's  lower  scour  plane  and  has  been 
completed  by  proper  reinforcement,  the  work  of  bank  protection  at 
that  point  is  done  permanently,  and  the  levee  thenceforth  is  safe 
from  undercutting. 

An  illustration  of  this  method  of  bank  revetment  was  the  saving 
of  a  section  of  the  C.  D.  Co.  levee,  as  a  part  of  the  work  of  closing 
the  break  with  what  Mr.  Cory  calls  the  Clarke  Dam,  in  January,  1907. 
The  river  swung  in  against  the  levee  north  of  the  break  and  threatened 
to  destroy  1  400  ft.  of  the  embankment  and  widen  the  crevasse  from 
2  600  to  4  000  ft.  The  width  of  the  berm  between  the  toe  of  the  levee 
and  the  bank  varied  from  30  to  50  ft.  for  the  greater  part  of  the  1  400 
ft.,  but  near  the  north  end  of  the  section  the  current  had  washed  away 
most  of  the  berm,  and  in  the  bight  the  water  was  close  to  the  toe  of 
the  levee.  To  divert  the  current  from  this  bight,  a  jetty  90  ft.  long 
was  built  out  from  the  upper  side.  The  jetty  consisted  of  two  rows  of 
piling,  5  ft.  between  rows  and  8  ft.  between  piles  in  the  row,  the  piles 
being  "staggered"  or  alternated.  The  piles  were  40  ft.  long,  and  were 
driven  in  26  ft.  of  water.  Before  the  completion  of  the  jetty,  the 
discharge  of  the  river  was  increased  to  40  000  sec-ft.  by  a  freshet  in  the 
Gila.  Gila  freshets  carry  great  volumes  of  heavy  silt  in  suspension, 
and  this  material  drops  readily  when  the  velocity  of  the  current  is 
checked.     It  was  not  necessary  to  oppose  any  other  barrier  or  baffle 
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than  the  piles  to  this  heavily  laden  flood,  and  no  brush  was  placed  Mr. 
in  the  jetty.  Eight  days  after  the  completion  of  the  jetty,  the  river 
discharge  fell  to  15  000  sec-ft.,  and  a  bar  was  exposed  on  each  aide 
of  the  jetty  and  extending  13^  ft.  beyond  its  outer  end,  where  the  water 
had  been  26  ft.  deep.  The  rapid  formation  of  the  bar  was  due  to  the 
Gila  silt.  To  accomplish  similar  results  with  Colorado  River  water 
alone,  more  obstruction,  in  the  form  of  fascines  or  wire  entanglements, 
would  be  required,  and  the  process  of  bar  formation  would  be  slower. 
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PLAN  SHOWING  METHOD  OF  DEFENDING.  LEVEE  AGAINST  ATTACK  BY  RIVER 
DURING  CLOSURE  OF  COLORADO  RIVER  CREVASSE  BY  S.P.R.R.  ENGINEERS  IN  1907 

Fig.  85. 

When  the  jetty  was  built,  the  levee  embankment  was  widened 
toward  the  river  with  gravel  and  rock,  the  track  was  moved  to  the 
extended  fill,  and  large  quantities  of  gravel  and  rock  were  unloaded, 
covering  the  berm  to  a  width  of  from  8  to  10  ft.  from  the  toe  of  the 
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levoo.  As  Uw  river  cut  awny  the  hank  and  dcpositcid  the  gravel  and 
rock  at  the  bottom,  wh(M-o  the  material  was  needed,  more  roek  was 
unloadtxl.  'Vho  deptli  nt"  water  at  the  l)ank,  when  the  (tutting  began, 
was  from  20  to  L'f)  ft.  'i'his  depth  increased  to  42  ft.  as  the  river 
dredged  a  trench,  and  at  that  depth  the  scouring  action  ceased.  Wlien 
the  revetment  was  completed  and  the  1  400-ft.  section  of  levee  had  been 
protected,  the  height  from  river  bottom  to  base  of  rail  on  the  levee 
was  51  ft. 


PLAN  OF  PILE  JETTY 
Fig.   86. 


SECTION  ON  B-B 


SECTION  OF  SAND-BAR  FORMED  BY   PILE  JETTY  FROM 
CD. LEVEE  ON  THE  COLORADO   RtVER,   1907 

Fig.    87. 

Gravel  is  a  factor  of  vital  importance  in  this  method  of  placing 
rock  on  a  sand  or  silt  bottom,  a  detail  which  appears  to  have  escaped 
the  notice  of  some  of  the  "innocent  bystanders,"  who  watched  the 
closure  of  the  crevasse  and  predicted  utter  failure  of  the  work.  The 
plan  of  providing  revetment  material  at  a  threatened  point  and  leaving 
to  the  river  the  work  of  dredging  a  trench  and  placing  the  rock,  has 
been  approved  recently  in  a  practical  way  by  so  eminent  a  river  engi- 
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neer  as  Mr.  Sellew,  who  used  the  method  last  year  in  defending  one    Mr. 
of  his  levees  from  attack.     As  he  does  not  refer  to  the  use  of  gravel 
as  a  bed  for  rock  revetment,  presumably  that  essential  detail  of  the 
method  was  omitted. 

This  method  of  bank  protection,  however,  is  no  innovation,  and, 
in  his  application  to  the  closure  of  the  Colorado  crevasse  of  practice 
that  is  old  to  "firing-line"  railroad  engineers  in  the  West,  the  writer 
cannot  lay  claim  to  originality.  He  used  the  same  method  on  the 
San  Pedro  River,  between  Benson  and  Fairbank,  in  Arizona,  many 
years  ago.  In  1891,  the  roadbed  of  the  Northern  Pacific  along  the 
Puyallup  River,  in  Washington,  was  protected  in  identically  the  same 
way  within  less  than  4  miles  of  the  Tacoma  depot,  where  doubtless 
many  "innocent  bystanders"  observed  the  work. 

Control  of  the  River. — The  general  application  of  this  system  of 
revetment  to  the  banks  of  the  Lower  Colorado,  in  the  writer's  opinion, 
would  solve,  simply  and  at  comparatively  low  cost,  the  problem  of  keep- 
ing the  river  within  defined  bounds  and  protecting  levees  against 
undercutting  between  flood  seasons.  Combined  with  the  straightening 
and  shortening  of  the  river's  course  and  control  of  the  meanders,  this 
revetment  of  banks  would  increase  the  efficiency  of  the  channel.  Trees 
and  other  obstructive  growth  on  the  bars  and  flats  would  be  removed 
by  the  river  itself,  and  its  carrying  capacity  would  be  sufficient 
eventually  to  take  care  of  floods. 

Experience  has  demonstrated  that  the  revetment  here  described, 
consisting  of  gravel  and  rock,  and  placed  from  the  lowest  scour  plane 
to  the  crest  of  the  levee,  constitutes  a  permanent  barrier  and  solves 
the  problem  of  control  of  the  Colorado. 

The  resulting  rock-reveted  permanent  barrier  would  be  similar  in 
all  essential  features  to  that  contemplated  in  the  suggested  plan  of 
river  control  attributed  to  Gen.  Marshall,  which  involves  the  excava- 
tion of  a  trench  to  the  ascertained  scour  line  by  the  use  of  dredges  or 
power  shovels. 

A  serious  objection  to  the  suggested  plan  referred  to  is  that  it  would 
be  applied  without  reference  to  immediate  need  for  defense,  and  would 
entail  large  expenditure  for  dredging  and  reyetment  where  protection 
might  not  be  required  for  many  years.  The  cost  of  excavating  trenches 
to  the  scour  line,  along  both  banks  of  the  Lower  Colorado,  with 
dredges,  would  be  enormous,  and  it  has  been  demonstrated  that  such 
expenditure  is  quite  unnecessary.  The  river  can  be  depended  on  to 
do  all  the  dredging  and  to  place  the  gravel  and  rock  at  the  bottom  o± 
the  trench. 

Only  the  National  Government  could  or  should  undertake  the  task 
of  controlling  the  Colorado,  as  it  has  prosecuted  the  work  of  protect- 
ing lands  along  the  Mississippi  against  inundation.  The  first  step 
in  the  project  obviously  would  be  to  construct  levees  along  both  banks 
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Mr.  nud  lay  trMcks  tlicrcoii.  Duriiitr  tlio  jjroprrcss  of  tin's  work,  pravol  and 
rock  <innrries  should  be  oponod  mid  equipped  with  tlie  requisite  load- 
ing ai)plianoes,  and  cars  should  be  provided  to  carry  the  material  to 
the  front.  In  ease  of  attack  on  the  levees  by  the  river,  material  would 
be  sent  to  the  threatened  points,  and  the  work  of  permanent  revet- 
ment would  be  done  at  those  points.  After  the  completion  of  the  levees, 
the  means  and  material  for  revetment  would  be  kept  in  readiness; 
durinp:  each  flood  season  the  river  would  be  observed  vigilantly;  and 
every  attack  on  the  levees  would  be  met  promptly. 

This  method  would  distribute  the  work  over  many  years.  Con- 
Geivably,  50  years  or  more  might  pass  before  the  banks  would  be  reveted 
throughout  the  course  of  the  lower  river,  but  during  that  time  the 
stream  would  be  virtually  under  control.  The  cost  also  would  be  dis- 
tributed, and  no  very  great  expenditure  probably  would  be  called  for 
in  any  one  season.  The  ultimate  result  would  be  absolute  control  of 
the  river  between  permanent  barriers  defining  its  course. 

Control  of  Meanders. — Emergency  methods  of  control  of  meanders 
and  of  the  direction  of  the  channel,  used  on  the  Colorado,  are  simple 
and  comparatively  inexpensive,  and  may  be  applied  by  settlers  to  the 
temporary  protection  of  their  riparian  lands.  The  writer  had  occasion 
to  resort  to  these  methods  in  January,  1913,  for  preservation  of  the 
flow  of  water  through  the  intake  of  the  Palo  Verde  Valley  irrigation 
system. 

The  Palo  Verde  intake  is  cut  through  a  rock  projection  into  the 
lower  part  of  a  wide  bend  in  the  river.  The  river  developed  a  tendency 
to  cut  across  the  bend  by  the  chord  of  the  meander  arc,  and,  if  un- 
checked, the  channel  would  shift  toward  the  Arizona  shore,  and  leave 
a  wide  bar  in  front  of  the  intake.  This  tendency  was  shown  in  the 
cutting  away  of  the  nose  of  a  bar  that  extended  from  the  Arizona  or 
eastern  shore  to  about  the  middle  of  the  bend,  and  it  was  necessary 
that  the  bar  should  be  maintained.  This  was  accomplished  by  driving 
posts  and  placing  fascines  and  sand  bags  on  the  point  of  the  bar. 
A  fascine  jetty  was  built  out  from  the  Arizona  bank,  1^  miles  above 
the  bar,  and  pointing  down  stream  at  an  angle  which  would  direct 
the  current  into  the  bend  above  the  intake.  The  cost  of  this  work  was 
small,  and  the  effect  was  all  that  was  required.  The  channel  was  kept 
in  the  bend  close  to  shore,  and  the  supply  of  water  through  the  intake 
was  assured  for  the  season. 

By  similar  means,  when  the  river  begins  cutting  the  bank  and 
threatening  destruction  to  lands  or  levees,  a  bank-caving  current  may 
be  converted  readily  into  a  silt-depositing  eddy.  Fascine  jetties — rows 
of  driven  posts  with  bundles  of  brush  placed  between  them  and 
anchored  with  sand  bags — may  be  built  quickly  by  the  farmers,  and 
danger  may  be  averted  if  detected  early  and  if  the  remedy  be  applied 
at  the  first  indication  of  trouble.     Such  temporary  defences  are  avail- 
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able  in  advance  of  the  permanent  system  of  protection,  consisting  of     Mr 
levees,    railroad    tracks,    and    rock    revetment,    and    may    be   built   by 
intelligent  farmers  without  the  aid  of  engineers. 

Levee  Construction. — The  writer  did  not  participate  in  the  ex- 
haustive discussion  of  the  relative  merits  of  river-side  and  land-side 
borrow-pits  in  levee  construction  on  the  Colorado,  which  followed  the 
failure  of  Col.  Ockerson's  levees  and  was  carried  on  recently  by  many 
engineers  in  the  technical  press.  The  subject  having  been  reopened 
by  Mr.  Cory  and  Mr.  Sellew,  however,  it  seems  pertinent  to  call  at- 
tention to  a  few  facts  which  have  been  overlooked  or  ignored  by  both. 

Mr.  Cory  explains  clearly  and  correctly  the  failure  of  the  levee 
below  the  Hind  Dam  in  December,  1906,  which  was  due  solely  to  the 
absence  of  a  muck-ditch  under  the  levee.  He  gives  reasons  for  the 
omission  of  the  muck-ditch,  chief  of  which  was  the  supposed  necessity 
for  confining  expenditure,  as  closely  as  possible,  to  the  repair  of  the 
break.  Mr.  Cory  says  the  desirability  of  muck-ditching  was  fully 
realized,  and  it  was  a  part  of  the  original  design,  but  because  levees 
had  been  built  without  muck-ditches  on  the  Colorado,  and  some  one 
advanced  the  theory  that  a  cracked  adobe  foundation  would  be  made 
tight  by  pressure  when  wet,  the  vital  necessity  of  muck-ditching  was 
not  recognized,  and  the  builders  of  the  levee  decided  to  "take  a 
chance."  The  theory  of  the  closing  of  adobe  cracks  proved  unsound. 
Water  followed  the  cracks  under  the  levee  and  caused  the  break. 

Mr.  Sellew  admits  that  water  did  go  under  the  levee  because  of  the 
absence  of  a  muck-ditch,  but  he  contends  that  "the  damage  caused 
by  a  head  of  15  in.  against  the  levee  was  due  primarily  to  the  presence 
of  land-side  borrow-pits." 

The  borrow-pits,  3  ft.  deep,  were  separated  from  the  levee  by  a 
berm  40  ft.  wide,  and  it  is  manifestly  absurd  to  assert  that  there 
could  be  any  relation  between  the  pits  and  a  15-in.  head  against  the 
levee.  The  pressure  angle  of  the  greatest  head  against  any  levee  on 
the  river  would  not  reach  the  pit.  According  to  Mr.  Sellew's  theory, 
an  inside  borrow-pit  i  mile  back  of  the  levee  would  increase  the  static 
head  and  cause  failure  of  the  work.  Mr.  Cory  left  an  opening  for 
attack  when  he  said  the  increased  total  head  was  "the  only  pertinent 
objection  to  land-side  borrow-pits."  Experience  has  demonstrated, 
however,  that  the  objection  is  impertinent,  irrelevant,  and  immaterial. 
No  land-side  borrow-pit  levee,  properly  muck-ditched,  on  the  Colorado, 
has  been  broken  or  even  damaged  by  the  river,,  but  every  river-side 
borrow-pit  levee  has  been  breached  or  destroyed,  and  every  flood  season 
since  levees  were  first  built  on  the  river  has  seen  a  strenuous  fight  to 
maintain  them.  The  river-side  borrow-pits  are  invitations  to  the  river 
to  side-wipe  the  levees  with  currents  of  eroding  velocity,  and  a  levee 
not  blanketed  heavily  with  gravel,  or  rip-rapped  with  rock  or  mat- 
tresses, melts  away  like  a  bank  of  salt.     Every  levee  breach, has  been 
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Mr.     caused  by  currnit  erosion,  not  by  static  head  or  nrcssuro.     No  levee  has 
■  boon  pushed  over  by  the  river. 

"Last    M^ord"   on    Borrow-Pits.—Qwotmp    from    Mr.    Sollew's    dis- 
"^  oussion.  i^npro  1482: 

"Kofrarding  the  advantages  and  disadvantaffcs  of  land-side  and 
river-side  borrow-pitvS,  the  writer  has  fnlly  expressed  himself,  so  that  it 
is  not  necessary  to  comment  furtlier.  Particularly  is  this  so  when  the 
author  [Air.  Cory]  states  that  he  'realized  that  tliis  [land-side  borrow- 
pits]  was  not  in  accordance  with  the  usual  practice.'  " 

The  implication  that  Mr.  Cory  confessed  judginent  apainst  the 
land-side  borrow-pit  and  yielded  every  point  to  Mr.  Sellew  in  the 
argument,  seems  to  the  writer  no  more  than  a  verbal  quibble.  A  prac- 
tice may  be  "usual"  and  still  not  the  best  possible  under  all  conditions. 

Doubtless  there  is  satisfaction  in  the  belief  that  one  has  routed 
all  opponents  in  argument  and  said  the  last  word  on  a  debatefl  sub- 
ject, but  it  does  not  appear  to  the  writer  that  any  one  of  the  eminent 
engineers  engaged  in  the  borrow-pit  discussion  has  warrant  for  "laying 
that  flattering  unction  to  his  soul." 

It  might  be  inferred  from  Mr.  Cory's  statement,  that  the  land-side 
borrow-pit  method  of  constructing  the  C.  D.  Co.  levees  in  1906-07  was 
"decided  on  after  careful  consideration  of  the  advantages  and  dis- 
advantages," that  there  was  doubt  on  the  subject  in  the  minds  of  the 
men  on  the  job.  The  matter  may  have  been — in  fact  was — debated 
persistently  by  the  "innocent  bystanders,"  but  there  never  was  any 
question  of  methods  in  the  minds  of  the  railroad  "firing-line"  en- 
gineers having  direct  charge  of  construction.  It  is  and  has  been  for 
years,  not  only  the  usual  practice,  but  the  invariable  rule  of  railroad 
engineers  in  the  West,  that  nothing  between  an  embankment  and  a 
river  shall  be  disturbed.  The  protection  afforded  by  earth  in  place 
and  by  trees  and  brush  must  be  maintained  intact.  That  was  why  the 
land-side  borrow-pit  system  of  construction  was  adopted  as  a  matter 
of  course.  It  was  followed  until  the  bystanders,  tired  perhaps  of 
being  innocent,  got  themselves  appointed  as  a  "consulting  board"  and 
after  two  attempts  succeeded  in  getting  an  imperative  order  from 
financial  headquarters  to  the  engineers  on  the  job  to  conform  to  the 
usual  practice  of  the  levee  builders  on  the  Yuma  Project.  Had  they 
succeeded  earlier,  the  levee  could  not  have  been  built  at  all  during  the 
flood  period.  From  the  moment  the  water  came  over  the  river 
bank,  work  of  any  sort  on  the  river  side  of  the  levees  was  impossible. 
Experience  in  railroad  construction  and  maintenance  in  regions 
subject  to  floods,  in  the  building  of  dams  and  levees  in  the  Delta  of 
the  Colorado  and  in  the  Palo  Verde  Valley,  and  in  the  control  and 
maintenance  of  irrigation  canals  of  large  capacity,  has  left  the  writer 
in  no  doubt  concerning  the  essential  principles  of  levee  construction 
on  the  Lower  Colorado  River. 
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The  first  requisite  pertaining  to  the  location  of  a  levee  in  this  Mr, 
region  is  a  careful  underground  survey  to  determine  the  sort  of 
material  to  be  encountered  in  excavation  for  muck-ditches.  Large 
deposits  of  unfit  material,  such  as  adobe,  heavily  alkaline  soil,  and  cer- 
tain kinds  of  sand,  must  be  avoided  by  detours.  Seepage  is  the  only 
factor  detrimental  to  the  land-side  borrow-pit  plan,  and  that  is  to 
be  eliminated  by  the  muck-ditch.  The  theoretical  additional  head 
against  the  levee,  due  to  a  borrow-pit  40  ft.  in  the  rear  of  the  levee, 
is  a  negligible  factor.  Under  conditions  actually  encountered  on  the 
Colorado,  there  is  not  any  additional  head,  either  in  fact  or  in  theory. 
That  objection  to  the  land-side  borrow-pit  is  not  even  theoretically 
plausible. 

Essential  Features. — The  essential  features  of  efiicient  levee  con- 
struction on  the  Lower  Colorado  are:  location  avoiding  bad  ground 
and  careful  muck-ditching  to  exclude  seepage;  land-side  borrow-pits, 
leaving  all  natural  protection  on  the  river  side  undisturbed;  gravel 
blanket  to  resist  erosion  and  to  minimize  attacks  by  burrowing  ani- 
mals; railroad  tracks  on  top  of  the  levee  to  facilitate  maintenance 
and  to  make  possible  the  protection  of  banks  and  levees  by  permanent 
rock  revetment. 

Mr.  Sellew  is  unquestionably  right  in  his  conclusions: 

"That  in  their  present  state,  the  levees  are  at  the  mercy  of  the 
meanders  of  the  stream,  except  throughout  those  portions  where  a 
railroad  occupies  the  levee  top";  and,  "That  bank  revetment,  perma- 
nent in  character  and  reasonable  in  cost,  when  compared  with  other 
methods,  can  be  readily  and  quickly  accomplished  with  rock  placed 
from  railroad  trains  operated  on  the  levee  tops  and  connecting  with 
existing  quarries  which  are  within  a  reasonable  distance." 

The  first  conclusion  is  sustained  by  the  history  of  all  the  Colorado 
levees,  and  the  correctness  of  the  second  was  demonstrated  clearly  in 
1907  by  the  holding  of  the  1  400-ft.  section  of  levee  against  the  attack 
by  a  flood  of  40  000  sec-ft.  at  the  time  of  the  last  closure.  The  per- 
manency of  rock  revetment  thus  constructed,  however,  depends  on  the 
placing  of  gravel  as  a  bed  for  the  rock.  That  is  a  vital  detail  of  the 
method. 

In  rip-rapping  levees  and  reveting  the  banks  at  the  toes,  in  the 
opinion  of  the  writer,  grading  to  uniform  slope  is  not  only  unnecessary, 
but  inadvisable.  It  is  better  to  place  the  gravel  and  rock  on  the  natu- 
ral ground.  Setting  rip-rap  by  hand  on  the  face  of  a  levee  makes  a 
neat  looking  job,  but  it  is  needlessly  expensive,  and  the  protection  is 
less  effective  than  that  secured  by  the  gravel  and  rock  method. 

Before  leaving,  finally,  the  subject  of  closure  of  the  crevasses  and 
the  preservation  of  Imperial  Valley  in  1906-07,  the  writer  desires  to 
put  on  record  the  fact  that  the  accomplishment  of  the  work  was  due 
primarily   and  exclusively   to  the  independent  judgment   and  courage 
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Mr.     of  Mr.   irnrrimnn,  who  persisted  in  his  belief  that  the  breaks  could  be 
■  closed,  and  his  determination  to  close  them  in  the  face  of  opposition, 
and  rojjfnrdless  of  the  positive  assertions  of  a  host  of  ominont  enprinecrs 
that  closure  was  a  i)h.vsical  inipossihilitj'. 

Snhmerged  Weir. — Mr.  Cory  has  described  briefly  the  submerged 
rock  weir  i)iaced  across  the  river  at  the  intake  of  the  Imperial  Valley 
Canal  in  the  summer  of  1910,  and  has  mentioned  its  unexpected  sta- 
bility and  durability,  ^fr.  Sellew  does  not  discuss  the  weir  or  its 
effects  directly,  possibly  because  he  did  not  view  its  construction  with 
favor,  but  his  comment  on  ^\t.  Cory's  statement  concerning  the  perma- 
nency and  efficacy  of  rock  fill  in  the  crevasses  has  bearing  on  the  sub- 
ject.    Of  the  rock  fill  Mr.  Sellew  says: 

"How  it  would  act  as  an  overflow  weir,  carrying  150  000  sec-ft., 
even  if  covered  with  concrete,  is  problematical.  In  addition  to  a  con- 
crete top,  crest  and  foot-walls  appear  to  be  necessary  to  prevent  the 
top  from  being  undermined,  and,  if  these  are  provided,  the  resulting 
structure  will  not  differ  materially  from  Laguna  Dam  either  in  design 
or  cost." 

This  is  a  case  in  which  accomplished  facts  fail  to  justify  specula- 
tive theory,  and  it  appears  to  be  in  order  for  the  writer,  as  the  builder 
of  the  weir,  to  state  the  facts  and  show  the  actual  effects  of  the 
installation. 

Construction  of  the  weir  was  necessary  because  of  the  recession  of 
the  bed  of  the  river,  following  the  diversion  of  all  its  flow  into  the 
Abejas  channel,  and  because  of  the  lack  of  a  powerful  dredge  to  keep 
the  floor  of  the  1  900-ft.  intake  from  the  river  to  Hanlon  gate  as  low  as 
the  sill  of  the  gate.  The  discharge  of  the  river  was  diminishing,  and 
danger  of  complete  diversion  of  the  channel  from  the  intake  was  immi- 
nent. The  placing  of  a  weir  to  check  recession  and  direct  the  current 
was  the  only  practicable  rapid  method  of  returning  the  water  to  the 
canal  and  saving  a  $6  000  000  crop  in  Imperial  Valley. 

A  trestle,  960  ft.  long,  composed  of  four-pile  bents,  15  ft.  between 
centers,  was  built  across  the  river,  below  the  intake,  to  the  Arizona 
shore,  at  an  angle  of  approximately  70°,  the  Arizona  end  being  the 
farther  up  stream.  Caps,  stringers,  ties,  and  rails  were  placed  on  the 
structure,  and  steam-shovel  rock  from  the  adjoining  quarry  was  dumped 
from  the  trestle  and  spread  to  a  width  of  50  ft.  No  brush  at  all  was 
used,  and  no  derrick  rock  was  dumped.  As  the  weir  was  designed  to 
be  temporary,  lio  gravel  was  placed  either  before  or  with  the  rock. 
The  discharge  of  the  river  during  the  progress  of  the  work  was  about 
9  000  sec-ft. 

The  weir  was  constructed  in  21  days,  at  a  cost  of  $22,500,  of  which 
amount  $4  000  was  recovered  in  salvage  of  rails,  ties,  stringers,  and 
caps.  The  quantity  of  rock  used  was  12  800  cu.  yd.,  of  which  9  600 
cu.  yd.  were  placed  in  the  weir,  the  rest  being  used  to  revet  the  banks 
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and  raise  a  spur  track  above  the  high-water  mark  of  1909.     The  angle     Mr. 
of  the  weir  to  the  current  served  to  point  the  channel  to  the  California 
shore,  and  also  served  other  purposes  familiar  to  ^'firing-line"  railroad 
engineers. 

The  weir  arrested  the  recession  of  the  river  bed,  turned  the  water 
into  the  intake,  averted  a  water  shortage  in  the  Imperial  irrigation 
system,  and  saved  to  the  farmers  of  Imperial  Valley  crops  worth 
$6  000  000  or  $7  000  000.  Also,  the  successful  construction  and  opera- 
tion of  the  weir  demonstrated  that  the  farms  of  Yuma  Valley,  dried 
out  and  virtually  abandoned  for  5  or  6  years,  could  have  been  watered 
at  small  expense,  and  could  have  produced  and  marketed  crops  to  the 
value  of  $1 000  000  a  year  while  awaiting  the  completion  of  those 
great  engineering  monuments,  the  Laguna  Dam  and  the  Colorado 
River  Siphon.  It  is  evident  that  the  lands  of  Yuma,  Cibola,  and 
Parker  Valleys  can  be  provided  with  water  by  the  construction  of 
weirs,  and  brought  under  cultivation  at  nominal  expense. 

Although  the  piling  of  the  trestle  was  cut  off  above  the  rock  fill 
and  removed  in  the  spring  of  1911,  the  rock  weir  remained  in  place. 
How  such  a  fill  would  stand  an  overpour  of  150  000  sec-ft.,  even  with- 
out a  concrete  top,  is  not  problematical  in  any  sense.  The  weir  at  the 
intake  has  endured  two  freshets,  one  of  150  000  sec-ft.  and  the  largest 
on  record,  and  it  still  remains.  It  has  neither  crest,  core,  nor  foot- 
wall  of  concrete,  and  it  is  not  covered  with  concrete,  but  its  top  has 
not  been  undermined.  It  differs  radically  and  widely  from  Laguna 
Dam  in  design  and  cost,  but  its  function  is  the  same.  A  permanent 
rock-fill  weir,  built  with  gravel,  large  rock,  and  steam-shovel  rock,  and 
having  a  cross-section  width  of  200  ft.  on  the  bottom,  certainly  would 
stand  any  overpour  that  the  Colorado  could  muster,  and  its  cost  would 
be  comparatively  small. 

Useless  Dredging. — Although  the  work  of  a  dredge  in  the  intake 
above  the  concrete  gate  was  of  material  aid  in  getting  an  adequate 
supply  of  water  to  the  canal,  the  writer  cannot  concur  in  the  opinion 
that  the  operation  of  the  dredge  Imperial  below  the  gate  was  of  the 
slightest  efficacy  or  value  at  any  time.  The  dredge  has  dug  a 
hole  below  the  gate;  the  hole  has  been  filled  with  sand;  the  dredge  has 
dug  it  again,  and  so  on  in  one  continuous  round  of  costly  futility,  like 
the  labor  of  Sisyphus.  Had  the  Imperial  been  placed  above  the  gate, 
it  would  have  been  useful.  When  the  banks  of  the  Alamo  channel, 
constituting  the  main  canal,  had  been  raised  and  strengthened  to 
carry  safely  a  large  flow,  the  discharge  of  from  2  500  to  3  000  sec-ft. 
through  the  gate  solved  the  problem  of  water  supply  for  the  valley 
canal  system.  In  an  hour  and  a  half  2  500  ft.  of  water  sluiced  sand 
from  the  canal  below  the  gate  to  the  depth  of  1  ft.  The  Alamo  Canal 
is  an  efficient  channel  for  5  miles  below  the  gate,  when  carrying 
2  000  sec-ft.  or  more,  and  dredging  is  wholly  useless. 
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Mr.  When   tlu'  writer  took  charpre  of  work  on  the  C.  J).  Co.  byHtom,  he 

found  two  large  dredp-cs,  tlie  Delta  and  Gamma,  at  work  in  the  main 
canal  at  an  o])cratinp  cost  of  $9  000  a  month.  The  drcdpes  were  iise- 
ful  in  straightening''  the  course  of  the  Alamo,  cutting  across  bends 
and  building  up  banks,  but  when  they  operated  in  the  canal  to  remove 
silt  and  sand,  they  only  moved  a  hole  up  and  down  stream.  Careful 
instrumental  observations  and  cross-section  surveys  showed  that  the 
floor  of  the  canal  behind  a  dredge  was  at  the  same  level  as  before 
the  dredge  reached  it. 

The  writer  put  the  dredj^es  out  of  commission  and  tied  them  up, 
thereby  saving  $9  000  a  month.  It  is  doubtful  if  a  dredging  barge, 
occupying  more  than  one-third  of  the  width  of  a  canal  carrying 
Colorado  River  water  (laden  heavily  with  silt  and  sand),  can  be 
operated  efficiently  to  remove  deposits. 

The  removal  of  quicksand  from  the  Imperial  canals  is  a  problem 
to  be  solved  by  the  managers  of  the  main  supply  system.  Sand  in  the 
canals  of  the  Mutual  Companies  constitutes  a  menace,  and  is  a  cause 
of  great  increase  in  maintenance  expense.  The  deposit  of  sand  in 
these  canals  and  in  farmers'  laterals  is  avoidable.  Doubtless  a  small 
percentage  of  sand  brought  through  the  head-gate  is  removed  by  the 
Imperial,  but  all  of  it  could  be  removed  more  economically  by  other 
means  at  the  lower  end  of  the  Alamo  main,  and  it  is  obviously  the 
business  of  the  C.  D.  Co.'s  Receiver  to  take  care  of  that  sand  instead 
of  sluicing  it  out  upon  the  valley  farms. 

Summary. — The  writer  has  endeavored  to  make  clear,  by  statement 
of  fact  and  description  of  work  accomplished,  that  there  is  no  abstruse 
problem  involved  in  placing  the  Lower  Colorado  under  control  and 
conlining  its  floods  to  a  determined  course. 

The  meanders  of  the  river  are  subject  to  direction  by  simple  and 
inexpensive  means,  the  current  at  the  early  stage  of  its  wandering 
tendency  responding  as  readily  to  the  guiding  hand  as  does  a  bridle- 
wise  horse  to  the  touch  of  rein  upon  the  neck. 

The  permanent  revetment  of  the  banks  has  been  demonstrated  to 
be  comparatively  easy  of  accomplishment  by  methods  familiar  to,  and 
applied  by,  railroad  engineers  in  the  West  for  many  years. 

That  a  railroad  on  the  top  of  a  levee  is  indispensable  to  main- 
tenance and  to  application  of  the  rock-fill  method  of  bank  revetment 
has  been  shown  conclusively  by  experience.  Costly  experience  has 
proved  the  unwisdom  of  removing  any  natural  protection  from  the 
berm  on  the  river-side  of  a  levee,  and  has  established  the  correctness  of 
the  railroad  "firing-line"  practice  in  the  construction  of  embankments 
along  streams,  particularly  those  flowing  through  regions  of  alluvial 
formation. 

Submerged  weirs,  to  raise  the  bed  of  the  river,  arrest  the  recession 
of  scour  planes,  and  divert  water  with  certainty  and  safety  into  canal 
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intakes,    may    be   built   as   permanent    structures    by   the    simple   and     Mr, 

.  V  J  CJlarJcs. 

inexpensive  method  of  dumping  gravel  and  rock  from  trestles,  without 
placing  any  crest  or  core-walls,  or  using  a  pound  of  cement. 

The  operation  of  dredges  for  the  removal  of  sand  from  main  irriga- 
tion canals  is  ineffective  and  a  waste  of  money  where  water  can  be 
carried  in  large  volume  at  sluicing  velocities. 

IT.  S.  Marshall,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  Mr. 
author's  statements  regarding  the  very  unfavorable  soil  report  on  the 
Imperial  Valley,  issued  by  the  U.  S.  Department  of  Agriculture  (which 
actual  results  have  proven  to  be  unjustified),  and  the  belief  expressed 
that,  had  this  soil  report  been  issued  before  the  reclamation  of  the 
valley  was  well  under  way,  the  effect  would  have  been  a  complete 
condemnation  of  the  project,  are  serious  matters  and  worthy  of  most 
attentive  consideration.  The  writer  has  had  similar  experience,  and 
has  no  doubt  that  many  others  interested  in  reclamation  work  have 
encountered  this  same  bugaboo  of  an  adverse  Government  soil  report. 
It  is  certainly  the  duty  of  the  U.  S.  Bureau  of  Soils  to  rectify  some 
of  the  wrongs  done  to  different  parts  of  the  country  through  adverse 
reports  on  various  soil  types.  The  writer  knows  of  no  case  where  this 
has  been  done  in  a  way  which  has  had  any  practical  effect. 

The  object  of  a  soil  survey  should  be  to  determine  what  the  land 
is  adapted  to  and  what  methods  of  cultivation  are  indicated  and  re- 
quired. The  findings  of  a  survey  should  be,  by  all  means,  of  a  con- 
structive and  not  of  a  destructive  nature,  and  the  chief  purpose  should 
be  to  find  some  beneficent  use  for  the  soil  surveyed.  Any  report  that 
condemns  a  soil  type  as  worthless,  unless  based  on  the  most  thorough 
investigation,  necessarily  does  a  most  serious  and  inestimable  injury 
to  the  area  reported  on. 

It  should  be  the  office  of  the  Government  to  encourage  the  develop- 
ment of  waste  land,  but  certainly  some  of  the  soil  reports  would  dis- 
courage even  a  preliminary  investigation  of  the  areas  in  question. 
Because  of  the  usual  high  respect  for  Government  experts  and  their 
disinterested  attitude  in  such  matters,  their  statements,  official  and 
otherwise,  are  generally  taken  as  expressions  of  ultimate  facts,  and 
unimpeachable  as  to  the  conditions  of  the  soils  reported  on.  However, 
in  the  West,  to-day,  there  are  notable  cases  of  great  districts,  with 
proven  agricultural  value,  which  were  condemned  by  the  Government 
I  Bureau  of  Soils. 

!  The  writer's  experience  with  an  adverse  soil  report  will  serve  as 
I  another  example,  supporting  these  statements.  While  one  of  the  engi- 
I  neers  was  making  a  report  on  a  proposed  60  000-acre  levee  reclamation 
i  project  in  the  Sacramento  Valley,  California,  on  which  it  was  esti- 
1  mated  $2  000  000  would  be  spent  for  levees  and  drainage  works,  the 
I  following  developed: 


155G  DISCUSSION    ON    IKRKJATION    AND   KIVKH   CONTKOI. 

Mr.  The  project  liiul  lulvniicod  to  the  point   wliero  the  parties  who  were 

■  to  finance  it  liad  paid  for  26  000  acres  of  tlic  hnid  involved,  and  plans 
were  bcinf?  hurried  for  the  reclamation  works,  wIk  n  the  II.  S. 
l)cpartin(Mit  of  Aj^riculturc's  "Soil  Survey  of  the  Marysville  Area, 
California,"  was  called  to  the  attention  of  one  of  the  several  repre- 
sentatives of  the  purchaser.  This  report,  issued  in  1911,  was  the  work 
of  Messrs.  A.  T.  Strahorn,  W.  W.  ^Mackie,  H.  L.  Westover,  I..  C. 
Holmes,  and  Cornelius  Van  Duyne,  and  on  page  30  contained  the 
following  comment  regarding  that  part  of  the  area  in  which  this 
project  was  located: 

"When  protected  from  overflow  by  levees,  this  soil  will  be  saturated 
for  some  i^ortion  of  each  year  on  account  of  the  high  water  level  out- 
side the  levees.  Extensive  drainage  ditches  and  pumping  plants  would 
remedy  this  to  a  considerable  extent,  but  to  keep  down  the  level  of 
the  water  table  for  such  extensive  areas  would  be  very  expensive,  and 
only  the  most  profitable  crops  would  justify  the  exi)ense.  The  physical 
condition  of  the  soil  is  about  as  unfavorable  as  it  possibly  could  be. 
owing  to  water-logged  condition  and  consequent  nonaeration.  Should 
the  type  ever  be  thoroughly  protected  from  inundation,  the  agri- 
cultural value  of  the  section  will  probably  depend  upon  the  intro- 
duction of  crops  suitable  only  to  low,  moist  land  that  will  yield  a 
considerable  return  for  the  labor  and  money  invested. 

"The  following  table  gives  the  results  of  a  mechanical  analysis  of 
a  sample  of  the  soil  of  this  type  [amounts  given  in  percentage  by 
weight]  : 

Fine  Coarse  Medium  Fine  Very  fine 

gravel.  sand.  sand.  sand.  sand.  Silt.  Clay. 

0.0  0.5  0.7  3.4  1.8  41.0  52.7" 

This  report,  coming  from  the  Government,  and  obviously  un- 
biased, seemed  to  this  representative  to  be  a  solar  plexus  blow  to  the 
project,  and  he  felt  that  the  purchaser  had  been  misled.  The  parties 
effecting  the  sale  felt  that  their  reputation  was  in  jeopardy.  They 
had  never  seen  the  soil  report,  but  were  positive,  because  of  actual 
results,  that  the  soil  was  very  productive.  The  engineers  were  censured 
for  failing  to  bring  the  report  to  the  attention  of  the  parties  inter- 
ested, and  it  seemed  certain  that  the  whole  project  would  fall  through. 

In  an  effort  to  re-establish  confidence,  a  large  number  of  repre- 
sentative farmers,  experienced  in  handling  bottom  lands,  were  taken 
over  the  area  and  asked  to  pass  judgment  on  the  soil.  All  agi-eed 
that  any  land  supporting  a  heavy  tule  growth  was  valuable  when 
reclaimed,  as  much  of  this  identical  soil  which  had  been  re- 
claimed in  the  Sacramento  Valley  produces  great  crops.  Much  of  the 
land  in  this  area,  however,  is  not  covered  with  tules,  and  these  bottom- 
land farmers  would  not  vouch  for  it  because  they  could  see  no  native 
tule  growth,  which  was  the  basis  for  their  conclusions.     In  this  diffi- 
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ciilty  the  writer  had  recourse  to  the  United  States  Government  surveys  Mr. 
made  in  1854  and  1864.  In  these  notes  frequent  reference  was  made 
to  tule  growth  encountered.  On  platting  these,  a  map  was  obtained 
showing  that  the  tule  growth  in  1864  covered  nearly  the  whole  of  the 
area  in  question.  This  was  accepted  as  convincing  proof  of  the  conti- 
nuity of  soil  type,  and  the  purchaser  was  reassured  to  the  extent  that 
reclamation  is  now  going  on. 

There  will  thus  be  created  for  the  community  a  vast  acreage  of 
exceptionally  productive  ground  which,  had  it  been  impossible  to  off- 
set the  adverse  report  of  the  soil  experts,  would  have  continued  a 
worthless  expanse  of  duck  marsh,  and  the  reputation  of  many  men 
of  high  standing  would  have  been  shattered  and  confidence  in  their 
integrity  and  judgment  lost.  Further  to  re-establish  the  reputation 
of  the  land  and  prove  the  mistaken  character  of  the  soil  report  in 
question,  comparisons  were  made  with  the  "Soil  Survey  of  The  Wood- 
land Area,  California,"  by  the  U.  S.  Department  of  Agriculture. 
This  area  adjoins  that  of  Marysville,  and  was  reported  on  by  Messrs. 
C.  W.  Mann,  J.  F.  Warner,  H.  L.  Westover,  and  James  E.  Ferguson. 
The  soil  type  commented  on  so  adversely  in  the  Marysville  Area  is 
reported  on  as  follows  in  the  survey  of  the  Woodland  Area,  page  25 : 

"Where  this  soil  type  is  protected  from  overflow  and  is  free  from 
alkali  it  is  adapted  to  grain,  sorghum,  Egyptian  corn,  hay,  and  other 
forage  crops. 

"The  texture  of  the  soil  *  *  *  is  shown  in  the  following  table 
[by  percentages]  : 

Fine  Coarse  Medium  Fine  Very  fine 

gravel.  sand.  sand.  sand.  sand.  Silt.  Clay. 

0.1  0.7  0.9  3.3  1.4  41.2  52.3" 

The  survey  of  the  Woodland  Area  was  made  prior  to  that  of  the 
Marysville  Area,  The  mechanical  analyses  of  the  two  soil  types  are 
identical.  In  reporting  on  the  Woodland  Area  there  could  have  been 
no  mistake  in  advising  on  its  adaptability  for  the  crops  mentioned, 
for,  at  the  time  the  survey  was  made,  the  land  was  producing  a  very 
heavy  alfalfa  crop. 

It  should  be  remembered  that  all  information,  used  in  showing  the 
original  Marysville  Area  report  of  this  soil  type  to  be  grossly  in  error, 
was  as  available  to  the  Government  soil  experts  as  to  the  writer,  and 
that  for  their  most  adverse  report  on  the  soil  in  question  there  is  no 
real  excuse.  Nevertheless,  as  it  was  obvious  that  an  error  had  been 
made,  a  supplementary  report  revising  the  survey  of  certain  soils  in 
the  Marysville  Area  has  been  issued  by  the  Government,  in  which  the 
former  report  was  corrected  and  the  mistakes  excused  on  the  ground 
that  at  the  time  the  survey  was  made  the  soil  in  question  was  covered 
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witli  water,  tlicruh.v  making  tliorou^^h  imc.'.sti^ation  diflicull!  (Cer- 
tainly this  was  reason  enoii^rli  for  I'ailuro  to  g-et  good  first-hand  data; 
but  why  should  a  report  be  made  condemning  many  thousands  of  a<,Tee 
of  land  on  sueli  flimsy  investigation? 

The  writer  dissents  from  Mr.  Sellew's  comments  as  to  the  propriety 
of  including  the  discharge  records  at  Yuma  prior  to  1903,  in  Table  3. 
All  available  data  should  always  be  given,  with  explanations,  and  thus 
I^ermit  the  reader  to  draw  his  own  conclusions  according  to  his  own 
experience  and  judgment.  Furthermore,  the  result  of  taking  the 
yearly  rainfall  for  the  entire  2G5  000  sq.  miles  of  water-shed  of  the 
Colorado  River  as  the  combination  of  yearly  rainfalls  at  eight  different 
stations  scattered  over  the  water-sheds,  which  it  was  assumed  gave  a 
fair  average,  does  not  seem  to  be 

COMPARATIVE  PRECIPITATION  AND  RUN-OFF 
COLORADO  RIVER  VALLEY 
1903-1912. 
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justifiable.  This  is  shown  by 
platting  the  average  rainfalls  and 
yearly  run-off s,  as  given  by  Mr. 
Sellew  for  1903  to  1912,  as  in 
Fig.  88.  This  proves  that  there 
is  no  law  that  can  be  deduced 
connecting  yearly  rainfall  and 
run-off  totals  on  a  water-shed  as 
large  as  that  of  the  Colorado 
River,  and  that  one  cannot  tell 
with  any  more  certainty  than  a 
guess  what  the  run-off  of  the 
Colorado  River  was  by  using  the 
rainfall  data  of  the  eight  rain- 
gauge  stations  selected. 

Therefore,  to  condemn  the 
discharge  records  at  Yuma  prior 
to  the  establishment  of  perma- 
nent gauging  stations  there,  as 
being  too  low%  because  they  do 
not  conform  closely  to  w^hat  one 
might  expect  from  the  rainfall 
records  given,  in  the  writer's 
opinion,  is  wrong.  The  early 
data  are  not  precise,  but  they  are 
valuable  and  should  have  weight  in  the  consideration  of  the  problem. 

That  there  may  be  long  cycles  of  high  and  low  yearly  discharge 
of  rivers  is  well  established.  The  writer  calls  to  mind  some  investiga- 
tions which  he  made  into  the  past  levels  of  the  Great  Salt  Lake.  By 
inquiry  from  old  settlers  and  by  searching  records  it  was  found  that 
in  the  last  century  Great  Salt  Lake  had  two  cycles,  and  probably 
three,  of  extreme  high  and  extreme  low  water,  and,  according  to  such 
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experience,  the  lake  should  be  high  at  this  time,  and  such  is  the  case.  Mr. 
The  lake  is  now  some  8  ft.  higher  than  it  was  at  the  time  of  the  con- 
struction of  the  Lucin  Cut-off  in  1902,  and  this  rise  has  taken  place 
in  spite  of  the  fact  that,  for  irrigation  purposes,  much  more  water 
than  formerly  is  now  being  diverted  from  the  rivers  emptying  into 
the  lake. 

H.  T.  Cory,  M.  Am.  See.  C.  E.  (by  letter). — The  writer  has  been   Mr. 

Corv 

surprised  and  greatly  interested  at  the  reception  of  this  paper  by  those 
connected  with  the  several  interests  involved.  Though  especial  effort 
was  made  to  be  fair  and  dispassionate  in  the  presentation  of  the  vari- 
ous features  of  the  work  and  situation,  yet  so  much  bitterness  has  been 
engendered  between  many  of  the  various  agencies  in  the  development 
of  the  region  that  it  was  felt  impossible  to  write  anything  worth  while 
and  avoid  causing,  in  many  quarters,  a  feeling  of  unfairness.  The 
discussions  by  Mr.  Sellew  and  Mr.  Chaffey  contain  all  matters  of 
that  kind  of  which  the  writer  has  been  able  to  learn,  and  Mr.  Chaffey's 
discussion  deals  primarily  with  matters  concerning  which  the  writer 
at  no  time  had  any  personal  knowledge.  The  other  discussions,  nu- 
merous conversations,  letters  from  officials  of  the  Southern  Pacific 
Company,  of  the  United  States  Reclamation  Service,  of  the  Interior 
and  State  Departments  of  the  National  Government,  of  the  California 
Railroad  (Public  Utilities)  Commission,  of  the  California  Develop- 
ment Company  and  most  of  the  Mutual  Water  Companies  in  Imperial 
Valley,  of  the  Imperial  Irrigation  District,  and  from  Mr.  Rockwood 
and  several  of  his  associates  in  the  project,  have  all  expressed  apprecia- 
tion for  the  fairness  of  the  presentation.  In  several  cases  minor 
changes  in  wording  have  been  suggested,  but  it  is  a  source  of  much 
pleasure  that  all  these  seemed  to  be  not  only  fair  but  an  improve- 
ment, and  every  one  of  these  changes  has  been  made. 

The  writer  must  confess  that  he  has  often  felt  very  pessimistic  and 
impatient  about  the  unreasonable  attitude  and  stubbornness  of  a 
prejudiced  man,  and  therefore  such  a  result  is  most  interesting  and 
encouraging.  Possibly,  after  all,  misunderstanding  is  responsible  for 
much  of  the  failure  to  appreciate  the  work  and  real  motives  of  others. 
At  any  rate,  this  is  a  striking  illustration  of  men  of  affairs  taking  a 
common  ground,  or  at  least  a  tolerant  appreciation  of  others'  actions 
and  opinions,  when  all  the  facts  of  a  complex  situation  are  systemati- 
cally set  forth  in  an  apparently  fair  and  comprehensive  way,  even  with 
the  handicap  of  strong  feelings  in  the  matter  based  on  partial  or  mis- 
leading information.  If  such  better  understanding  will  result  in  less 
misapplied  energy  in  completing  the  work  thus  started,  the  writer's 
efforts  will  be  very  well  repaid. 

The  next  most  interesting  things  brought  out  by  the  discussions 
are  the  opinions  as  to  the  contents  of  the  paper.     Mr.  Sellew  regrets 
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Mr.  tluit  tlie  record  of  oiifjinccrinp:  opcM'ations  was  "partly  obscured  l)y  a 
mass  of  lojjral  and  financial  (jntanp:lenionts  which  i)roi)orly  have  no 
place  in  a  j)uroly  engineering  article."  Mr.  Elwood  Mead,  on  the 
other  hand,  finds  that  this  same  obscuring  "mass  of  legal  and  finaxi- 
cial  entanglements"  is  the  most  valuable  part  of  the  paper,  saying: 

"The  chief  value  of  this  paper,  however,  is  not  found  in  its  de- 
scription of  the  engineering  methods  used,  but  in  the  social  and  politi- 
cal conditions,  attending  irrigation  development  in  the  West,  which 
it  reveals.  *  *  *  as  these  are  fundamental  features  of  irrigation 
development,  it  is  that  portion  of  the  paper  which  the  writer  proposes 
to  discuss." 

Mt.  Buck  confines  his  discussion  largely  to  criticizing  sharply  Mr. 
Sellew's  view.  President  Swain,  in  his  annual  address  recently  deliv- 
ered before  the  Society,  urges  engineers  to  feel  that  their  duty  is  to 
study  and  deal  with  financial,  legal,  and  even  social  entanglements, 
and  not  those  only  of  physics  and  applied  mechanics.  The  views  of 
various  individuals  in  this  regard  are  no  doubt  characteristic  of  their 
respective  holders  and  the  result  of  their  life  experiences. 

Mr.  Robson  has  added  a  more  detailed  study  of  the  evaporation 
at  the  Salton  Sea  and  shows  that  the  figures  given  in  the  paper  were 
somewhat  too  large,  surprisingly  small  though  they  seemed.  It  might 
be  well  to  point  out  that  the  coefficient,  0.6,  derived  by  Mr.  Robson 
for  6-ft.  pans  becomes,  by  Professor  Bigelow's  formula,  0.49  for  4-ft. 
pans  and  0.4  for  2-ft.  pans,  in  estimating  the  evaporation  from  large 
water  surfaces  from  experimental  small-pan  data. 

Mr.  Knowles  expresses  the  feeling,  shared  by  many  engineers  as 
well  as  laymen,  that  reservoirs  on  the  head-waters  and  along  the  tribu- 
taries of  streams  subject  to  disastrous  floods  offer  the  best  means  of 
flood  control  in  theory,  and  oft-times  in  practice.  It  is  probable,  as  a 
matter  of  fact,  that  Messrs.  Knowles,  Sellew,  Grunsky,  and  the  writer 
are  not  far  apart  in  this  matter,  and  that  all  agree  that  the  extent  to 
which  such  methods  may  be  feasible  differs  with  each  stream.  Mr. 
Knowles  asks  for  data  relative  to  this  question,  but  it  is  believed  that 
those  presented  by  Mr.  Sellew  and  the  writer  are  all  there  are. 

Concerning  these  data,  however,  it  is  important  to  remember  that 
neither  Mr.  Sellew  nor  the  writer  has  any  personal  knowledge  of  the 
storage  possibilities  in  the  water-shed,  and  both  agree  that  the  avail- 
able published  facts  axe  not  sufficient  to  determine  the  feasibility  of 
complete,  or  the  extent  of  practicable,  reservoir  control  of  the  Colorado 
River.  Consequently,  the  conclusion  reached  by  Mr.  Sellew,  as  a  re- 
sult of  his  analysis,  that  there  is  but  one  available  reservoir  site — 
Browns  Park  with  a  capacity  of  2  200  000  aere-ft. — on  the  entire  Colo- 
rado River  water-shed,  is  not  only  startling  but  quite  unwarranted. 
Furthermore,  the  statement  that  "storage  on  the  Gila  is  out  of  the 
question,   as  this  stream  carries  more  silt  during  it^  flowing  season 
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than  the  Colorado,"  is  quite  out  of  accord  with  the  opinions  of  his  Mr. 
superiors  in  the  U.  S.  Reclamation  Service,  as  the  Roosevelt  Dam  has  ^^^' 
just  been  completed,  creating  a  reservoir  behind  it  having  a  capacity 
of  1  284  000  acre-f  t.  at  a  cost  of  $3  697  000,  according  to  the  first  item 
of  Table  23.  This  reservoir  is  on  the  Salt  River,  one  of  the  main 
branches  of  the  Gila,  and  has  all  the  latter's  essential  characteristics. 
As  a  matter  of  fact,  many  reservoirs  will  no  doubt  be  constructed 
on  the  Colorado  River  water-shed,  including  probably  the  Kremmling 
site,  in  spite  of  the  fact  that  at  present  it  "is  in  the  hands  of  inter- 
ests foreign  to  irrigation  or  storage  development,"  and  these  reservoirs 
will  have  considerable  beneficial  effect  in  reducing  flood  flows;  it  is 
immaterial  whether  or  not  the  storage  possibilities  have  been  over- 
estimated, as  this  can  only  affect  the  extent  of  such  an  influence;  but, 
as  Mr.  Grunsky  says : 

"Whatever  this  may  be,  it  will  not  change  the  river  problem,  ex- 
cept as  to  its  magnitude.  *  *  *  The  same  lack  of  channel  capacity 
will  be  felt  at  high  stages  on  the  lower  river  as  is  felt  to-day,  and  the 
same  problem  of  keeping  the  delta  channels  of  the  river  on  the  Gulf 
slope  will  confront  the  river  engineers  of  the  future  as  confronts  those 
of  to-day,  except  only  that  there  will  be  somewhat  less  water  and  corre- 
spondingly less  silt  to  be  reckoned  with." 

This  is  especially  true  because  below  Yuma  the  river  is  practically 
a  "joint  track"  for  the  Colorado  and  the  Gila,  which  are  very  different 
t5T)es  of  streams,  but  each  at  times  alone  causes  approximately  equal 
maximum  flood  heights  from  Yuma  to  the  Gulf.  Of  course,  the  floods 
on  the  Gila  are  flashy  and  those  on  the  Colorado  are  long  sustained, 
but  that  does  not  signify  as  much  as  might  be  thought,  so  far  as  river 
control  is  concerned.  Fortunately,  severe  Gila  and  Colorado  floods 
never  occur  simultaneously. 

As  to  the  quantity  of  water — the  discharge  of  the  Colorado  at 
Yuma — the  writer  believes  that  the  first  half  of  Table  3  should  be 
given,  agreeing  with  Mr.  Marshall  that  it  is  always  best  to  set  forth 
all  available  data,  with  explanations — as  was  done  in  this  case — and 
let  the  reader  decide  what  to  use  and  what  to  discard.  The  recorded 
discharges  prior  to  November,  1902,  are  by  no  means  as  reliable  as 
those  after  that  date,  but  that  does  not  mean  that  they  are  worthless, 
though  it  does  mean  that  they  must  be  used  with  care  and  discretion. 
In  this  matter  the  comments  of  Mr.  Grunsky  on  the  reliability  of  the 
measurements  taken  since  that  time,  especially  at  high  stages,  are 
very  pertinent. 

In  any  event,  it  seems  clear  that,  beginning  with  1905,  the  dis- 
charge of  the  river  has  been  markedly  greater  than  normal,  and  that 
long  periods  will  occur  when  the  discharge  will  be  markedly  less  than 
normal — as   is  liointed  out  very  well  by  Mr.   Marshall.     In  the   case 
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Mr.  he  montioiiH  tlio  wntor  is  within  4A  ft.  of  the  mil  hase  on  miles  of 
the  very  exponsivc  Luciii  Cut-off  crossing  the  Great  Salt  Lake,  and 
the  water  is  still  ri.sitipr.  The  relationship  hetween  yearly  rainfall  and 
lun-oif,  even  on  \cvy  lar^''(^  water-sheds,  and  especially  if  few  widely 
scattered  points  l»o  taken,  is  by  no  means  constant,  as  Mr.  Marshall 
says,  and  as  the  writer  and  doubtless  many  others  have  learned  from 
time  to  time  to  their  discomfiture.  With  the  existing  data  it  is  not 
safe  to  decide  in  more  than  a  tentative  way  as  to  either  maximum  or 
minimum  quantities.  Mr.  Sellew's  maximum  figures  as  re<,'-ards  river 
control  arc  i)robably  fairly  close  to  the  truth,  but,  with  respect  to  the 
mininuim  for  estimating  safe  irrigable  acreage,  caution  must  be  used. 
Fortunately,  it  will  be  at  least  another  decade  before  all  the  lands 
easily  covered  by  canals  in  these  regions  can  be  brought  under  com- 
plete cultivation,  and  the  dry  cycle  of  years  will  probably  be  well  under 
way,  so  that  the  safe  limit  of  land  which  can  be  served  by  the  natural 
flow^  of  the  river  will  be  determined  in  time  to  avoid  excessive 
development. 

With  respect  to  the  rise  of  the  river  bed  at  Yuma,  Mr.  Sellew  is 
correct  in  the  opinion  that  much  more  information  is  necessary  before 
definite  relations  can  be  established  regarding  it.  The  Southern  Pa- 
cific Company,  however,  has  kept  gauge  heights  at  Yuma  since  1878, 
and  these  records  show  a  steady  rise  of  the  river  bed  (taking  averages), 
or  a  steady  increase  of  the  river  discharge.  The  reader  can  judge 
which  is  more  probably  occurring.  Also,  the  old  maps  on  record  in 
the  British  Museum,  in  archives  at  Madrid  and  Mexico  City,  and  in 
the  Bancroft  Library  in  the  University  of  California,  have  been  care- 
fully studied  by  Mr.  Godfrey  Sykes,  of  the  Carnegie  Institution,  in 
connection  with  this  very  matter,  and  the  final  figures  he  has  adopted 
(which  will  appear  in  a  volume  on  the  Colorado  Desert  by  the  Carnegie 
Institution,  now  in  press)  check  well  with  the  "memory  of  a  steam- 
boat captain,"  Capt.  ^lellon,  of  Yuma,  quoted  by  the  writer  in  the 
paper. 

Undoubtedly  the  difference  in  elevation  at  any  two  points  on  the 
river  will  change  as  the  length  of  the  river  between  these  points  is 
modified  by  meanderings  of  the  stream;  and,  also,  the  two  points, 
Laguna  Weir  and  the  conglomerate  hills  at  Yuma,  are  the  only  ones 
on  the  lower  river  which  may  be  regarded  as  definitely  fixed. — as  was 
pointed  out  in  the  paper  and  again  by  Mr.  Sellew.  The  latter,  how- 
ever, has  mistaken  effect  for  cause  when  he  concludes  that  the  increase 
of  4  ft.  in  difference  of  gauge  height  of  the  river  at  Yuma  and 
Laguna  Weir  "is  plainly  caused  by  the  meanders  of  the  river"  between 
these  two  points.  This  stretch  of  river  had  a  normal  length  of  nearly 
14  miles,   from   1856   to  1909,   and  this  had   increased  to   17   miles   in 
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1912,  because  the  stream  had  lowered  at  Yuma  more  than  3  ft.  as  Mr. 
shown  by  the  diagram  Fig.  3  (for  reasons  set  forth  in  the  paper),  °^^' 
though  no  change  is  possible  at  Laguna  Weir.  The  stream  has  re- 
established its  normal  grade  per  mile  by  lengthening  itself,  and,  as 
the  bed  at  Yuma  rises  again,  a  corresponding  shortening  will  follow. 
It  would  seem  that  the  comments  in  the  paper  as  to  the  design 
and  methods  of  construction  of  the  Laguna  Weir  were  not  clear, 
either  to  Mr.  Sellew  or  Mr.  Grunsky.  Fig.  89  shows  diagrammatically 
a  cross-section  of  the  weir  as  built,  and  as  the  writer  proposes.  The 
resulting  structures  would  not  diifer  in  function,  concrete  top,  crest 
or  foot  walls,  appearance  when  completed,  or  general  design  in  the 
sense  of  cross-section  above  ground. 


DIAGRAMMATIC  CROSS-SECTION  OF  LAGUNA  WEIR 
^Concrete  Walls. 

Rock 


AS  SUGGESTED 
Fig.   89. 

The  difference  is  in  the  omission  of  the  concrete  cross-walls  (which 
were  very  expensive  in  time  and  money)  in  the  second  design,  and 
changes  in  method  of  construction  by  driving  the  river  sideways 
ahead  of  rock  and  gravel  filling  from  trestles,  and  thus  making  it  do 
all  the  excavation.  The  result  would  be  a  greater  yardage  of  rock 
in  the  structure,  but  the  total  cost  of  it  in  place,  including  excavation 
and  everything,  would  certainly  not  have  been  any  more  than  the 
costs  given  for  the  material  placed  in  closing  the  central  section  of 
the  weir — undoubtedly  it  would  be  materiallj^  less  on  account  of  the 
much  more  favorable  conditions  and  the  larger  quantities.  The  figures 
given  by  E.  D.  Vincent,  M.  Am.  Soc.  C.  E.,  Kesident  Engineer  on  the 
work,  and  quoted  in  the  paper,  are,  in  round  numbers,  $1  per  yard, 
made  up  of  the  following  items*: 

*  Engineering  News,  June  10th,   1909. 
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Mr.                J^nbor,   dumping   fnrs $0,020 

^'0''y-               Labor,  general 0.020 

Sundry  sui)i)lios  and  implements 0.008 

Railroad  liaulinp: 0.217 

Depreciation,  rolling  stock  and  track 0.062 

Excavation,  rock-quarrying 0.408 

Trestling 0.149 

Proportion  of  storage  of  apron  rock 0.014 

Light  and  water 0.011 

Depreciation,  special  derricks 0.001 

Proportion  of  superintendence 0.032 

Overhead  charges,  Yuma  and  Washington  offices.  .  0.038 

$1,040 

Assuming  the  total  quantity  of  rock  in  the  weir  proper  to  be  even 
twice  that  in  the  structure  as  built,  the  amount  required  would  be 
750  000  cu.  yd.,  or  $750  000.  Concrete  facing  and  other  items  would 
hardly  increase  this  sum  to  $900,000.  As  built,  the  weir  proper  cost 
$1  672  168.20.  Mr.  Clarke's  comments  on  such  methods  of  construction 
are  very  pertinent. 

This  suggested  cross-section  and  method  of  construction  is  funda- 
mentally different  from  that  which  Mr.  Grunsky  mentions  as  recom- 
mending in  1896  for  a  low  dam  in  the  Colorado  in  Iceberg  Canyon — 
a  dam  to  be  constructed 

"of  loose  rock  on  a  sand  foundation  by  blanketing  the  bed  of  the 
river  for  a  considerable  distance  up  and  down  stream  with  broken 
rock,  using  large  blocks  for  the  down-stream  portions  of  the  work, 
allowing  the  water  to  bury  these  as  deep  as  it  would,  and  using  finer 
material  in  the  up-stream  face,  which  would  ultimately  be  made 
impervious  or  nearly  so  by  the  river  silt." 

Such  cross-section  design  and  method  of  construction  is  of  course 
entirely  independent  of  Mr.  Grunsky's  suggestion  that  the  weir  top 
should  not  have  been  uniformly  high  but  have  had  a  section,  say  800 
ft.  long,  a  few  feet  lower  than  the  rest,  to  hold  the  river  in  a  definite 
position  above  the  weir  and  to  insure  sweeping  drift  of  whatsoever 
size  over  the  structure. 

Mr.  Clarke's  comments  on  "useless  dredging"  are  most  interesting — 
they  differ  materially  from  reports  made  by  those  who  recommended, 
built,  and  are  operating  the  dredge  Imperial  immediately  below  the 
Concrete  Head-gate.  It  seems  probable  that  this  dredge  has  not  en- 
tirely solved  the  silt  problem  in  the  Imperial  canal  system,  as  its  advo- 
cates have  enthusiastically  proclaimed.  Future  results  will  be  watched 
most  carefully. 

The  writer  regrets  that  he  did  not  make  clear  that  no  levee  failures 
were  caused  by  the  flood  of  December  7th,  1906,  on  that  portion  of 
the  Yuma  Project  built  under  Mr.  Sellew's  direction,  for,  on  taking 
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charge  of  the  Project,  in  October,  1906,  Mr.  Sellew  at  once  ordered  Mr. 
muck-ditching  under  all  new  levees.  This  had  not  been  done  before,  ^^^ 
and  there  were  two  failures  from  this  cause  opposite  the  Lower  Head- 
ing on  the  Project  levees,  as  stated  in  the  paper  and  illustrated  with 
a  photograph,  Mr.  Sellew  to  the  contrary  notwithstanding.  The  writer 
remembers  this  most  vividly,  because  his  original  design  of  levees  in- 
cluded thorough  muck-ditching,  which  was  peremptorily  ordered  cut 
out  as  an  avoidable  expense,  because,  up  to  that  time,  none  had  been 
done  in  building  the  levees  of  the  Yuma  Project.  After  the  disaster 
due  to  the  flood  of  December  7th,  1906,  careful  examination  of  the 
damage  to  levees  on  both  sides  of  the  river  was  made  and  data  were 
collected  to  show  convincingly  those  not  on  the  "firing  line"  that,  with 
thorough  muck-ditching,  all  completed  levees  on  the  river  would  have 
been  effective,  and  the  two  failures  from  this  cause  on  the  Project 
levees  were  considered  very  significant. 

The  writer  is  inclined  to  agree  with  Mr.  Sellew  that  the  second 
break  might  not  have  occurred  had  the  borrow-pits  been  on  the  river 
side,  because  of  the  peculiar  facts  of  the  short  duration  of  that  particu- 
lar flood  and  the  location  of  the  breaks  it  caused.  Nevertheless,  the 
levee  would  have  failed  just  the  same  in  the  several  places.  Also, 
muck-ditching  would  have  prevented  all  trouble.  When  failure  occurs, 
future  construction  designed  with  special  reference  to  preventing  that 
type  of  failure  alone  is  most  luiwise,  and  it  was  felt  that  a  failure 
similar  to  that  which  happened  with  the  extension  of  the  levees  built 
later  by  Mr.  Ockerson  would  be  quite  as  disastrous  as  though  ca.used 
by  lack  of  muck-ditching  or  anything  else.  The  design  adopted  was 
expected  to  prove  safe  from  both  these  dangers,  and,  thus  far,  has 
done  so  entirely. 

It  is  true  that  the  recommendations  of  the  first  and  second  con- 
sulting boards  as  to  levee  construction  and  reconstruction  were  not 
followed — a  careful  reading  of  these  recommendations  and  of  the  paper 
will,  it  is  believed,  convince  the  reader  that  this  was  wise.  Especial 
attention  is  called,  for  example,  to  the  recommendation  on  page  1394 
to  comply  with  which  would  have  cost  $12  000  per  mile,  though  the 
total  cost  of  the  levees,  exclusive  of  gravel  blanketing,  was  consider- 
ably less. 

As  to  the  efficiency  of  the  interrupted  or  checkerboard  system  of 
borrow-pits,  Mr.  Grunsky's  observations  coincide  with  the  writer's,  as 
set  forth  in  the  paper.  There  is  no  doubt  that  some — even  though 
slight — additional  security  is  obtained.  The  question  in  any  case  to 
be  decided  is  whether  it  is  great  enough  to  justify  the  additional  cost. 
The  writer's  opinion  is  that,  as  the  materials  grade  more  and  more  into 
those  easily  eroded,  the  available  precautionary  measures  are,  in  their 
order  of  effectiveness:  river-side  borrow-pits  with  occasional  short 
traverses;    river-side    continuous   borrow-pits;    river-side    checkerboard 
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Mr.    borrow-pits;  laiul-sido  borrow-pits ;  hydraulicj-drtMlge-built  levees,  as  de- 
'  scribed  by  ^Nfr.  Grunsky;  and,  lastly,  blanketing?  witb  cementing  gravel, 
concrete,  etc. 

Tlie  effectiveness  and  cost  of  clieckerboard  borrow-pits,  and  conse- 
quently whether  or  not  to  use  them,  mast  be  determined  for  each  indi- 
vidual  case.      With   those   soils   and   conditions   of   vegetation,   grade, 
etc.,  where  they  will  afford  all  the  needed  added  security,  considerable 
additional  cost  is  justified;   and,  where  this  is  not  the  case,  little  or 
no    additional   expenditures   for   them   is   wise.      Similarly,    as   to   the 
cost,  with  small  levees,  narrow  berms,  and  easily  handled  soil — so  that 
the  haul  is  of  maximum  importance — the  additional  cost  as  a  percent- 
age will  be  greater,  and  vice  versa.    This  difference,  as  set  forth  in  the 
paper,   was   actually   determined  carefully  by  building   adjoining   sec- 
tions   of    levee   with   continuous    and    with    checkerboard   borrow-pits, 
using  half  of  one  camp  on  each  section  and  interchanging  men  and 
teams    daily.      Every   effort   was   made   to   secure    otherwise    identical 
conditions,   and  it   is  believed  with  unusual  success.     The  levee  was 
uniformly  8  ft.  high,  10  ft.  wide  on  top,  slopes,  3  to  1,  berms  40  ft., 
borrow-pits  with  50-ft.  traverses  each  400  ft.  in  one  case,  and  100  ft. 
alternately   borrow-pits   and   undisturbed   in   the  other,   depth   of  pits 
in  both  cases,  2^  ft.  at  levee  end  and  4  ft.  at  far  end.     The  material 
was  the  Colorado  Delta  silt  described  at  length  in  the  paper.     The 
costs,  excluding  contractor's  profits,  were  found  to  be  19  and  25|  cents, 
respectively,   per   yard    of   embankment   in   place  on   completion ;    the 
settlement  was  very  slight.     This  is  in  the  ratio  of  100  to  135.5.     Mr. 
Sellew,  with  essentially  similar  work,  done  under  normal  instead  of 
rush  conditions,  reports  the  costs  as   11  and  13   cents,   respectively — 
shop   costs    only — or   in   the   ratio   of   100   to    118.      If   the   reader    is 
interested  as  to  the  consistency  of  these  two  results,  he  can  compute 
the  average  haul  in  the  two  classes  of  borrow-pits  and  check  them  up. 
The  method  of  constructing  levees  by  hydraulic  dredges,   as  sug- 
gested by  Mr.  Grunsky,  has  been  used  to  a  considerable  extent  on  the 
Sacramento    River,    although    the    material    from    the    muck-ditch    is 
there  usually  deposited  on  both  the  river  and  land  sides  of  the  trench, 
and  the  hydraulic  fill  made  in  the  excavation  and  space  between  the 
two  banks.     The  soil  in  that  locality  is  such  that  it  does  not  erode 
easily,  and,  more  often  than  not,  the  levees  are  located  on  the  river 
banks.      With    levees    set    well    back    and    with    the    shallow,    muddy 
Colorado,   it   is   very   doubtful   whether   such   methods    could   be   used 
successfully  for  levee  building  on  that  river.    Furthermore,  the  amount 
of  work  done,  especially  during  any  one  year,  will  probably  be  so  small, 
and   the   deterioration   and   cost   of   handling   a   dredge   on    the  lower 
river  so  great,  that  the  total  levee  cost  would  probably  be  much  higher 
than  by  the  present  methods. 
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Mr.  Grunsky  points  out  that  the  levees  along  the  river  have  not  ?Mr. 
yet  been  subjected  to  a  conclusive  test,  and  suggests  two  points:  °^^' 
seepage  under  the  levees  with  land-side  borrow-pits,  and  reasons  why 
the  levees  have  not  yet  needed  to  be  as  high  as  were  built.  As  to  the 
former;  miniature,  pin-head,  under-water  volcanoes  did  appear,  but 
their  number  and  size  did  not  seem  to  be  large,  when  the  effective  head 
was  greater,  and  after  a  time  they  stopped  entirely.  In  not  a  single 
case  did  any  of  these  become  in  any  way  menacing.  Furthermore, 
last  year  the  water-table  rose  above  the  ground  surface  behind  the 
Eeservation  Levee  of  the  Yuma  Project  with  river-side  borrow-pits, 
covering  a  considerable  area,  and  seriously  interfering  with  crops. 
The  action  is  a  rise  of  the  underground  water,  and  not  seepage  under 
levee  structures. 

The  top  grade  line  of  the  levees  built  under  the  writer's  direction 
has  proven  to  be  higher  than  as  yet  required  because  of  the  abnormal 
overbank  flow  and  cutting  off  of  Nigger  Bend  in  1907  (as  pointed 
out  by  Mr.  Grunsky),  and  later  by  the  Abejas  Division,  which  did  lower 
the  river  at  Yuma,  as  shown  by  Fig.  3,  and  at  all  points  below  as 
far  as  the  diversion,  Mr.  Sellew  to  the  contrary  notwithstanding. 
Indeed,  it  was  this  lowering  at  the  Concrete  Plead-gate,  which,  with 
silting  up  in  the  Imperial  intake,  caused  the  building  of  the  rock 
weir  across  the  river  at  that  point  in  1910,  as  commented  on  by  Mr. 
Clarke.  Nevertheless,  to  have  built  lower  levees  would  have  been 
taking  an  unjustifiable  risk.  This  is  shown  most  strikingly  by  what 
happened  with  the  levees  near  the  Abejas  Dam.  In  this  case  the  levee 
grade  was  fixed  by  reference  to  the  fresh  high-water  marks  of  the 
1909  flood  which  had  its  outlet  down  the  Abejas,  but  after  that  closing 
was  to  be  held  in  the  old  river  channel.  This  latter  did  not  scour 
down  as  was  expected*  and,  had  the  levees  held,  they  would  have  been 
overtopped  in  the  vicinity  of  the  dam  by  a  100  000-sec-ft.  river  that 
summer.     Fig  90f  shows  the  situation  there. 

Mr.  Grunsky  believes  the  control  of  the  Colorado  between  perma- 
nently fixed  banks  should  not — at  least  for  a  long  time — be  projected 
beyond  some  agreed  point  near  the  Arizona  boundary  line,  and  in  this 
he  is  joined  by  the  Board  of  Review  which  reported  on  the  failure  of 
the  Ockerson  levees,  the  writer,  and  most  of  those  who  have  been  on 
the  "firing  line."  The  exceptions  are  Mr.  Ockerson  and  Mr.  Sellew. 
This  is  a  nnatter  of  judgment,  and  all  available  data  affecting  the 
matter,  for  which  a  place  could  be  made  in  a  paper  of  this  kind,  have 
been  given. 

Mr.  Follett  confirms  the  writer's  figures  of  land  slope  away  from 
the  river  banks,  and  suggests  the  desirability  of  a  secondary  levee  from 

*  See   statement   by   Mr.   Ockerson,  Engineeriitg   News,   Dec.   7th,   1911. 
t  Taken  from  House  Document  504,  62(i  Congress,  2d  Session. 
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the  saiul  hills  to  the  C.  1). 
Co.  leveo,  wliore  it  is  a  mile 
away  from  the  rivor,  with  a 
gate  structure  where  the 
main  canal  is  crossed.  This 
idea  has  heen  p^iven  careful 
consideration;  the  Board  of 
Review  just  mentioned  has 
reported  that  the  money  such 
a  secondary  levee  of  defense 
would  cost  could  be  more  ju- 
diciously expended  on  the 
principal  levees  along  the 
river.  The  writer  agrees  with 
the  Board  of  Review  in  this. 
The  writer  is  surprised,  on 
re-reading  the  paper  on  re- 
ceipt of  the  discussions,  to 
find  that  so  little  had  been  said 
about  bank  protection  work. 
This  was  partly  the  result  of 
touching  as  lightly  as  possi- 
ble on  unsuccessful  river  con- 
trol work  done  by  others, 
partly  because  of  a  tacit  un- 
derstanding with  other  mem- 
bers of  the  Society  as  to  the 
contents  of  the  paper  and 
their  discussions  thereof,  and 
partly  because,  since  holding 
the  levee  embankment  on  the 
north  side  of  the  Second 
Break  in  January,  1907,  by 
gravel  and  rock  revetment, 
as  set  forth  in  the  paper  and 
in  Mr.  Clarke's  discussion,  the 
proper  way  to  do  such  work 
has  seemed  obvious.  Messrs. 
Grunsky,  Hind,  Clarke,  Herr- 
mann, and  the  writer  went 
over  this  matter  together  in 
June,  1907,  and  agreed  as  to 
the  general  procedure  on 
the    lower    river — practically 
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that  concisely  set  forth  by  Mr.  Clarke  under  the  heading  "Control  of  Mr. 
the  River."  Mr.  Grunsky  reported  accordingly  to  the  Secretary  of  ^'^ 
the  Interior  at  the  time,  and  Mr.  Sellew  has  now  reached  practically 
the  same  conclusions,  except  as  to  the  important  difference  of  revet- 
ing  only  at  threatened  points  and  so  distributing  the  work  over  many 
years  and  letting  the  river  do  all  dredging  and  placing  gravel  and 
rock  well  down  to  the  limit  of  scour.  In  any  event,  the  matter  of 
funds  will  doubtless  distribute  the  work  over  a  long  period,  and  the 
procedure  recommended  helps  to  arrange  the  "cutting  of  the  garment 
according  to  the  cloth." 

With  a  railroad  track  on  the  levees,  with  large  quantities  of  rock 
ready  in  near-by  quarries  and  gravel  pits  in  constant  operation,  and  a 
very  large  railway  organization  which,  at  any  time,  on  telegraphic 
notice,  will  send,  for  cost  plus  10%,  work  trains,  steam  shovels,  and 
a  completely  organized  force,  the  methods  of  bank  and  levee  produc- 
tion work  here  seem  to  the  writer  to  be  self-evident.  All  those  who 
have  had  to  deal  with  the  lower  Colorado,  except  Mr.  Ockerson,  agree 
as  to  the  vital  importance  of  a  railroad  track  on  these  levees. 

When  thus  equipped,  and  with  the  foregoing  plan  of  river  control 
and  levee  revetment,  there  is  no  reason  for  locating  levees  farther 
from  the  bank  than  needful  to  provide  sufficient  waterway  for  the 
greatest  possible  floods.  Location  farther  back  means  on  lower  land 
and  hence  higher  levees  and  greater  difficulty  to  revet  and  hold  when 
attacked  by  bend  erosion.  Such  more  distant  levee  location  can  at 
most  mean  a  later  date  for  completing  the  entire  river  revetment, 
and,  outside  of  reasonable  limits,  this  becomes  a  disadvantage  rather 
than  advantage. 

Consequently,  the  writer  still  feels  that: 

"Because  of  the  various  successful  and  unsuccessful  work  done  in 
the  region  *  *  *^  the  Colorado  River  Delta  now  presents  no  un- 
usual, unsolved  engineering  difficulties;  its  problems  are  chiefly  mat- 
ters of  statecraft,  in  both  river  control  and  irrigation." 

The  writer  joins  with  Professor  Forbes  in  regretting  that  the  ex- 
ceedingly interesting  geological  sketch  and  historical  review  of  the 
Colorado  Desert,  prepared  as  a  part  of  this  paper,  by  Professor  Blake 
shortly  before  his  death,  could  not  be  utilized  in  that  way.  Fortunately, 
it  will  appear  elsewhere,  and  its  reading  is  commended  to  those  inter- 
ested in  this  subject. 

Mr.  Chaffey's  discussion  is  of  especial  interest,  not  only  to  the 
writer  and  those  locally  interested,  but  to  many  members  of  the 
Profession  who  never  had  a  personal  interest  in  the  Lower  Colorado. 
The  corrections  and  criticisms  it  contains  the  writer  can  only  admit 
to  be  fair;  he  regrets  the  inaccuracies  in  the  paper  which  called  them 
forth,  and  takes  this  opportunity  to  express  his  pleasure  at  their  being 
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Mr.  prosontod.  Sinco  the  papor  was  jji-osciitod,  tlie  Suprcnio  ('ourt  of 
^^""•^'  California,  in  Thayer  vs.  California  Development  Co.,  finally  held 
the  system  of  mutual  water  eompanies  and  triparty  eontracts  to  be 
lepnl,  and,  in  addition,  commended  such  ])lan.  This  is  the  first  decision 
handed  down  s(]uarely  on  this  point,  thouph  in  other  eases  the  Dis- 
trict Federal  Court  and  the  State  Supreme  Court  had  by  indirection 
practically  decided  just  the  opposite.  It  is,  indeed,  a  sad  state  of 
affairs  when  it  takes  from  1906,  when  the  first  litigation  hepran.  until 
1913,  for  investors  and  settlers  to  know  definitely  whether  their  opera- 
tions and  organizations  are  within  the  law.  Mr.  Mead  is  right  in 
saying  that  at  least  three-fourths  of  the  irrigation  enterprises  have 
been  financial  disasters  because  the  laws  were  such  that  there  was  no 
adequate  security  for  the  money  expended.  So  it  is  that,  in  spite  of 
the  legality  of  the  plan  as  finally  decided  and  its  excellent  basic  busi- 
ness principles,  it  would  doubtless  have  been  better  had  the  project 
been  carried  out  under  the  Carey  Act. 

The  writer  takes  pleasure  in  expressing  appreciation  of  the  stand- 
ing of  Mr.  George  M.  Chaffey  in  irrigation  work  in  the  West.  The 
Ontario  Colony  he  founded  in  1883  was  selected  ten  years  later  as  a 
model  for  the  irrigation  exhibit  at  the  World's  Exposition,  and  in  his 
work  at  Mildura,  Australia,  he  designed,  had  built  in  England,  and 
installed,  the  first  centrifugal  pumps  driven  by  triple-expansion  engines, 
there  being  four  pumps  on  the  same  shaft  with  a  total  capacity  of 
320  cu.  ft.  per  sec.  lifted  20  ft.  He  is  at  present,  among  other  things, 
head  of  the  magnificent  water  system  irrigating  10  000  acres  of  citrus 
lands  near  Whittier,  CaL,  including  the  highest  priced  agricultural 
lands  in  California  ($5  000  per  acre).  Furthermore,  he  is  a  man 
of  affairs  and  of  large  means  which  he  acquired  principally  in  irriga- 
tion enterprises  and  banking,  and  hence  has  the  confidence  of  moneyed 
interests. 

The  comments  of  Mr.  Chaffey  and  ^Ir.  Marshall  on  soil  examina- 
tion and  reports  are  pertinent  and  worthy  of  serious  consideration. 
The  effect  of  the  soil  reports  on  the  Imperial  region  was  most  serious. 

It  is  nearly  a  year  since  the  paper  was  written,  and  in  that  time 
the  maze  of  litigation  over  the  Imperial  Irrigation  System  has,  if 
anything,  become  more  complex.  Arrangements  have  been  made  to 
supply  water  to  additional  lands  by  the  Receivers  of  both  the  American 
and  Mexican  Companies  for  50  cents  per  acre-foot,  with  a  10%  free 
allowance  for  seepage  and  evaporation,  and  with  no  "water  right"  or 
water  stock  charge  or  requirement.  Thus  the  later  comers  are  getting 
water  for  their  lands  on  better  terms  than  the  pioneers  in  the  region, 
and  the  opportunity  for  bettering  the  financial  status  of  both  parent 
companies  by  the  sale  of  valuable  water  rights — and  so  in  the  last 
analysis  having  the  new-comers  bear  a  proper  share  of  the  inevitable 
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burden  of  readjustment,  however  that  is  to  be  accomplished — has  been   Mr. 
lost.      This   resulted   from   an   unfortunate  hostility   between   the  two  ^^^y- 
Receivers.     Dr.   Mead  is  certainly  justified  in  his  comments  on  laws 
governing  irrigation  projects. 

The  development  of  the  country  is  going  on  more  rapidly  than 
ever,  and  land  values  have  increased  very  markedly,  due  to  the  grow- 
ing confidence  of  the  outside  public.  The  1913  shipment  of  perishable 
products  alone  is  3  880  carloads,  as  follows : 

Cantaloupes  3  499 

Watermelons   338 

Tomatoes    10 

Other  vegetables 26 

Miscellaneous    7 

A  new  high-line  east  side  main  is  nearly  completed  which  will 
water  an  additional  150  000  acres,  and  surveys  have  been  completed 
for  a  Mexican  Canal  following  closely  the  Paredones  delta  divide, 
crossing  New  River  near  Volcano  Lake  and  thence  northwesterly  to 
the  International  Boundary  Line  near  where  it  is  crossed  by  the  West 
Side  Canal.  These  canals  have  no  especially  noteworthy  engineering 
features,  however. 

No  progress  whatever  seems  to  have  been  made  in  international 
negotiations  looking  toward  joint  governmental  river  control  or  con- 
servation and  division  of  the  Colorado's  waters  between  the  two 
countries. 

A  very  interesting  and  complete  description  of  the  Colorado  River 
Siphon  of  the  Yuma  Project,  by  George  Schobinger,  Jun.  Am.  Soc. 
C.  E.,*  has  recently  been  presented  before  the  Society. 

*Now  Assoc.  M.  Am.   Soc.  C.  E. 
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CONSTRUCTION  PROBLEMS,  DUMBARTON  BRIDGE, 
CENTRAL  (\\LIFORNIA  RAILWAY.* 

By  E.  J.  Schneider,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  \j.  J.  Le  Conte,  R.  D.  CooMii> 

O.  E.  IIovey,  Lewis  D.  Rights,  Theodore  Bei.zxer, 

AND   E.   J.    Schneider. 


It  is  not  the  object  of  this  paper  to  give  a  complete  description 
of  all  the  construction  features  of  the  Dumbarton  Bridge.  The  aim 
and  purpose  is  to  outline,  in  a  general  way,  the  field  methods,  and 
to  discuss  details  only  where  exceptional  problems  were  met. 

To  secure  an  all-rail  route  into  the  City  of  San  Francisco  from 
the  main  line  tracks  on  the  eastern  shore  of  San  Francisco  Bay, 
thus  to  avoid  ferrying  increasing  numbers  of  freight  cars  between 
Oakland  and  San  Francisco,  the  Central  California  Railway,  better 
known  locally  as  the  Dumbarton  Cut-off  (Fig.  1),  was  projected  and 
constructed  by  the  Southern  Pacific  Company  during  the  three  years 
ending  September  30th,  1910.  The  cut-off  connects  Niles  and  Newark 
on  the  east  side  with  Redwood  City  on  the  west  side  of  the  bay. 
Through  this  improvement,  the  all-rail  distance  between  Oakland  and 
San  Francisco  has  been  reduced  26.1  miles,  as  compared  with  the 
corresponding  earlier  distance  via  San  Jose. 

The  bridge  proper  consists  of  a  draw-span,  310  ft.  in  length  over 
all,  and  three  180-ft.,  double-track,  through,  riveted,  approach  spans 
at  each  end  of  the  draw.  All  structural  steelwork  was  designed  in 
accordance   with   the   Harriman    Lines    Common    Standards    of    1906, 

*  Presented  at  the  meeting  of  March  19th,   1913. 
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usln^^  \vli;i(  corn'spoiids  to  a  ('oojht  /i'-;");')  loading-.  'I'lic  renter  to 
center  distance  of  end  pins  is  1  171  it. 

'J'liere  is  also  a  considerable  length  of  single-track,  creosoted  tinnber, 
ballasted  trestle  at  each  end  of  the  steelwork.  The  length  of  the 
east  approach  trestle  is  1 002  ft.,  and  that  of  the  west  approach 
5  36G  ft.  The  total  length  of  the  entire  structure,  steel  spans  and 
timber  trestles,   is  7  842   ft.,  or  approximately  li   miles. 

No  unusual  methods  were  required  in  building  the  timber  trestles, 
which  are  all  of  standard  type.  The  bents  are  15  ft.  on  centers, 
and  each  bent  consists  of  six  piles.  The  piles  are  of  Oregon  fir, 
and  in  lengths  ranging  from  60  to  120  ft.,  the  penetrations  in  some 
cases  being  as  great  as  GO  ft.,  depending  on  the  depth  of  the  mud. 

The  specifications  call  for  piles  of  10-in.  tip  in  the  pier  foundations, 
and  for  a  9-in.  tip  for  those  used  in  the  trestles.  The  butt  diameters 
were  limited  only  by  the  width  of  the  gin,  which  was  22  in.  The 
trestle  piles  were  creosoted;  those  for  the  foundation  piers  supporting 
the  structural  steel  spans  were  not  creosoted.  Fig.  2  shows  the  pile- 
drivers  used. 

Test  piles,  driven  at  about  300-ft.  centers  along  the  proposed  bridge 
axis,  indicated  that  the  depth  of  the  mud  varied  from  2  to  4  ft.  near  the 
middle  of  the  channel,  and  from  16  to  18  ft.  toward  the  shores  of 
the  bay.  Under  the  mud  was  found  a  stratum  of  fine  black  sand, 
mixed  with  gravel,  averaging  from  15  to  20  ft.  in  depth,  and  below 
this  a  hard  clay.  It  is  interesting  to  note  that  no  trace  of  clay  was 
found  by  the  Spring  Valley  Water  Company  when  making  tests 
only  about  500  ft.  to  the  north  and  on  a  line  paralleling  the  Dumbarton 
structure. 

According  to  the  original  plans,  it  was  the  intention  to  extend  the 
wooden  trestles  from  each  shore  for  the  full  approach  lengths  to  the 
rest  piers  of  the  draw  span;  but  when  the  east  approach  had  been 
completed  to  within  about  120  ft.  of  the  draw,  on  August  21st,  1907, 
at  3  A.  M.,  a  length  of  about  120  ft.  of  trestle  was  undermined  and 
washed  out,  precipitating  the  pile-driver  equipment  into  the  bay. 
There  was  no  storm  at  the  time;  the  accident  was  due  entirely  to  the 
currents  produced  by  the  outgoing  high  tide. 

These  difficulties  at  once  prompted  a  modification  of  the  original 
trestle  plans.  It  was  first  proposed  to  alter  200  ft.  of  the  east  ap- 
proach and  600  ft.   of  the  west  approach,  immediately  adjoining  the 
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draw  span,  by  supporting  the  track  for  these  distances  on  eleven 
double-track  pile  bents.  After  a  few  of  these  bents  had  been  driven, 
it  was  seen  that,  by  this  method,  the  trestle  could  not  be  built  steady 
enough  to  prevent  vibration  while  high  tides  were  running  out.  Thus 
a  second  modification  was  decided  on,  substituting  for  portions  of  the 
trestle  approaches,  six  180-ft.  steel  spans,  three  on  each  side  of  the 
draw  (Fig.  8). 

At  this  location  in  the  bay,  unusual  and  difiicult  foundation  prob- 
lems presented  themselves,  due  to  depth  of  water,  the  tides,  and  the 
nature  of  the  soil.  The  depth  of  water  at  the  pivot  pier  at  mean 
low  tide  is  51  ft.;  at  extreme  high  tide  it  is  58.3  ft.,  with  an  extreme 
range  of  tide  levels  of  11.7  ft.  Very  rapid  currents  were  caused 
by  the  large  prisms  of  water  required  to  pass  through  the  narrow 
channel,  approximately  1 500  ft.  wide.  Measurements  registered  a 
maximum  flow  of  4|  miles  per  hour. 

These  conditions  finally  led  the  engineers  to  adopt  cylinder  founda- 
tions to  support  the  steel  superstructure,  and  these  have  proved  entirely 
satisfactory.  They  selected  for  the  type  of  pier  a  cylindrical  steel 
shell,  enclosing  piles  and  concrete.  A  description  of  the  40-ft.  pivot 
pier  will  illustrate  the  type,  which  was  also  used  for  all  smaller  piers. 
Eight  clusters  of  piles  were  driven  to  form  a  hollow  square,  48  ft. 
on  a  side,  with  the  center  of  the  square  at  the  center  of  the  pier. 
About  10  ft.  of  mud  and  sand  were  then  dredged,  using  an  orange- 
peel  bucket.  The  dredged  material  was  placed  in  a  bottom- 
dropping  scow,  transported,  and  dumped  into  the  bay  a  short 
distance  from  the  bridge  site.  Falsework  (Figs.  4  and  5),  consisting  of 
four  wooden  trusses,  44  ft.  long  and  14  ft.  high,  was  constructed  of 
12  by  12-in.  timbers  and  supported  on  the  pile  clusters,  for 
the  purpose  of  sustaining  and  erecting  the  guide-frame  (Fig.  3) 
for  the  steel  cylinders.  The  guide-frame  consisted  of  twelve  20-in., 
65-lb.  I-beams,  80  ft.  long,  placed  upright  to  form  a  regular, 
twelve-sided  polygon  about  39  ft.  in  diameter.  These  X-beam 
columns  were  braced  horizontally  at  intervals  of  12  ft.  6  in.  by  two 
12-in.  channels  placed  back  to  back,  as  shown  by  Fig.  6.  Addi- 
tional stiffening  was  obtained  by  reinforcing  the  top  and  bottom  of 
these  12-in.  channels  at  their  mid-points  with  8-in.  channels.  Thus 
was  formed  a  series  of  trusses  (Fig.  15)  which  added  greatly  to  the 
lateral  stiffness  of  the  entire  frame.     In  general  appearance  the  guide- 
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frjuiK*  r('s(Miil>l('(l  the  iraiiicwork  for  a  j^^as  holder  (Fi^.  '.)).  As 
tlio  tnuiic  was  l)nil(  it  was  lowered  by  tackle  until  it  rc-t*-*!  on 
the  soil.  Then  it  was  weighted  to  refusal  by  loading  .300  tons  of 
steel  on  its  top.  To  assist  in  securing  an  even  settlement,  a  i-in. 
water  jet  was  used,  while  the  I-beam  columns  were  tapped  with  a  pile 
hammer.  The  guide-frame  came  to  refusal  when  the  first  set  of 
horizontal  channel  struts  rested  on  the  sand  bottom.  These  struts 
were  17  ft.  4  in.  above  the  lowest  parts  of  the  frame.  The  three 
lower  courses  (Fig.  7)  of  the  steel  cylinder  were  then  a.ssem- 
bled  on  the  falsework,  and  with  rope  tackles  were  lowered  as  a 
unit  into  position.  A  clearance  of  i  in.  was  allowed  between  the  outer 
flange  of  the  upright  I-beams  and  the  webs  of  the  guide-channels 
which  were  attached  to  the  shell.  A  rail  was  fastened  to  the  top  of 
the  section  of  the  shell  with  clips  at  each  of  the  twelve  points  adjacent 
to  the  upright  I-beam  columns  of  the  guide-frame.  These  rails 
were  used  as  level  rods,  being  appropriately  marked.  The  shell  was 
driven  to  refusal,  with  an  even  settlement,  the  bottom  edge  resting 
6  ft.  below  the  lowest  horizontal  struts  of  the  guide-frame. 

The  space  within  the  cylinder  shell  was  then  further  excavated, 
the  center  portion  being  dredged  about  5  ft.  deeper  than  at  the  outside, 
which  just  about  offset  the  uplift  of  the  ground,  due  to  the  driving 
of  the  outside  row  of  piles  first  and  working  toward  the  center  with 
succeeding  piles.  Two  skid  pile-drivers,  with  an  overhang  of  30  ft., 
were  used  (Fig.  11),  working  from  the  pier  protection  used  to  support 
them.  Inside  the  steel  cylinder  141  piles  were  driven,  at  about  32-in. 
centers,  as  shown  by  Fig.  15.  Care  was  taken  to  place  each  pile  as 
nearly  as  possible  to  match  its  position  on  the  pile  plan.  A  pile,  in 
position  for  driving,  is  shown  by  Fig.  10.  A  diver  cut  off  two-thirds 
of  the  piles  at  an  average  height  of  3  ft.  above  the  bottom  of  the 
cylinder;  the  remaining  piles  extended  to  within  15  ft.  of  the  top  of 
the  pier,  or  about  13  ft.  below  the  top  of  the  guide-frame. 

Before  the  second  unit  of  the  steel  cylinder  was  placed,  the  lower 
section  was  filled  with  concrete  to  within  7  ft.  of  its  top,  this  being 
the  highest  level  to  which  the  concrete  could  be  placed  without  dis- 
turbance from  the  tidal  currents  passing  over  the  top  of  the  section. 
A  bottom-dump  bucket  was  used,  having  a  capacity  of  18  cu.  ft.  Care 
was  taken  to  provide  an  even  distribution  of  concrete.     A  diver  was 
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Fig.  4. — Erection  of  Falsework  for  Pivot  Pier,  Dumbarton  Point  Draw. 


Fig.  5. — Erection  of  Falsework  for  Pivot  Pier,  Dumbarton  Point  Draw. 
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Pig.  6. — Interior  of  Guide-Frame  for  Pivot  Pier  Casing, 
Dumbarton  Point  Draw. 
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Fig.  7. 


-Three  Lower  Courses  of  Steel  Shell  for  Center  Pier, 
Dumbarton  Point  Draw. 
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employed  continuously.  lie  found  tli;it  the  concrete  materiuls  had 
very  little  tendency  to  spread,  because  the  concrete  was  being  deposited 
in  still  water.  Tlie  second  unit  of  the  sludl  was  then  assembled  and 
lowered  to  place. 

To  provide  for  a  good  connection  between  the  units,  a  rather  unique 
detail  (Fig.  10)  was  evolved.  The  guide-frame  was  relied  on  to  bring 
tlie  joints  to  proper  position  and  hold  them  there,  but,  to  insure  a 
more  perfect  bearing,  continuous,  flanged-steel  plates,  i  in.  thick,  were 
riveted  around  the  entire  outside  of  the  cylinder  on  the  upper  sections 
at  Joints  5,  8,  and  11.  Flanged  clips,  of  ^-in.  steel  plates  8  in.  long, 
were  placed  around  the  interior  of  the  cylinder,  and  were  2  ft.  from 
center  to  center.  Thus  a  butt  joint  was  formed,  with  cylindrical 
flange  plates  on  the  outside  and  flange  clips  on  the  inside.  This 
portion  of  the  work  was  also  watched  very  carefully  by  a  diver  as 
the  unit  was  lowered  into  position,  the  result  being  that  an  even 
bearing  was  obtained  and  also  a  very  satisfactory  connection. 

Concrete  was  placed  to  a  level  of  about  7  ft.  from  the  top  of  the 
second  unit  in  the  same  manner  as  already  described.  The  various 
operations  were  continued  until  the  pier  was  completed  to  a  level 
above  the  permanent  water  line.  After  this  stage  of  the  work  1  000-lb. 
coal  buckets  were  used  to  place  the  concrete,  as  shown  by  Figs.  12 
and  13. 

The  falsework  trusses  were  dismantled  and  taken  down  when  the 
last  section  of  the  steel  cylinder  had  been  lowered  into  place  (Fig.  14). 
The  piles  of  the  falsework  dolphins  were  pulled  with  the  aid  of  two 
donkey  engines. 

The  construction  for  the  end  abutment  piers  of  the  draw  span,  and 
also  for  the  piers  of  the  approach  spans  (Fig.  17),  was  carried  on  in 
approximately  the  same  way  as  for  the  pivot  pier,  so  far  as  work  below 
water  was  concerned.  As  no  protection  was  provided  for  the  abutment 
piers,  the  foundation  piles  were  driven  with  a  skid  driver  resting  on 
a  scow.  This  driver  (Fig.  18)  was  elevated  on  cribwork  to  provide 
the  necessary  clearance  above  the  guide-frames.  In  the  smaller  piers 
only  5  of  the  25  piles  were  cut  oS  at  a  low  level  by  a  diver  (Fig;  19) ; 
the  remaining  20  piles  were  allowed  to  extend  well  up  into  the  top 
of  the  shell. 

With  the  exception  of  the  pivot  pier,  all  foundation  cylinders 
were  18  ft.  in  diameter  to  an  elevation  2  ft.  above  high  water.     Above 
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Fig.   11. — Driving  Foundation  Piles  for  Pivot  Pier,  Dumbarton  Point  Draw. 


Fig.   12. — Placing  Concrete  in  Pivot  Pier,  Dumbarton  Point  Draw. 
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Fig.    13. — Concrete    Plant,   Pivot    Pier,    Dumbarton    Point   Draw. 


FiCr.    14. — Pulling    Falsework    Dolphin    Piles,    Dumbarton    Point    Draw. 
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tliis  level  the  diameter  for  tlio  steel  shells  of  the  abutment  piers  for 
the  draw  span  was  redueed  to  12  ft.  (Fip:.  20)  ;  for  the  cylindors  under 
the  fixed  spans  the  diameter  was  reduced  t()  14  ft.  These  reductions 
in  (liameter  permitted  of  an  easy  adjustment  due  to  errors  in  align- 
ment  in  placing  the  lower  shells   (Fig.  2'1). 
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Fig.   16. 

To  insure  a  good  bond  in  the  cylinder  piers  at  the  sections  where 
the  18-ft.  diameter  was  reduced  to  12  or  14  ft.,  fifteen  10-ft.  lengths 
of  old  steel  rail  were  placed  vertically  in  each  cylinder,  and  spaced 
around  a  circumference  about  15  in.  inside  of  the  upper  cylinder. 
These  rails  were  lashed  to  the  pier  girders  by  steel  cables,  holes  being 
cut  through  the  webs  of  the  girders  where  required. 

Each  of  the  two  rest  piers  of  the  draw  span  consisted  of  four 
cylinders  (Fig.  21).  Above  the  water  line  the  12-ft.  sections  were 
braced  and  tied  together  by  four  plate  girders,  each  96  in.  in 
depth.  The  two  girders  running  parallel  to  the  track  line  extended 
through  and  were  riveted  to  the  farther  sides  of  the  cylinders.     The 
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Fig.   17. 


-Erection  of  Guide-Frames,  West  Abutment   Pier, 
Dumbarton    Point    Draw. 


Fig. 


18. — Skid  Pile-Driver  on   Scow,   with   Pile   Cut-Off  in  Gins,   East 
Abutment,    Dumbarton    Point    Draw. 
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Fig.  19. — Cutting  Off  Piles  in  Pier  2,  Abutment  4,  Dumbarton  Point. 


Fig.    20. — Cylinders    in    Place,    Abutment    4,    Dumbarton    Point. 
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Fig.  21. — Looking  West  from  Engine-House,  on  Dumbarton  Point  Draw-span. 


Fig.    22. — Derrick    Car,    Handling    Bridge    Material. 
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two  cross-^irdrrs  were  rr;ini<'(l  into  tlie  li)ii:^itu(liii;il  ones.  To  providu 
clcaraiK'i'  for  placing:  llic  ^;rillage  beams  under  tlu;  bridge  shoes,  it  was 
necessary  to  cut  iruui  cacli  cud  of  eacli  girder  a  portion  of  the 
top  flange  and  web. 

Each  pier  under  the  approach  spans  consisted  of  two  cylinders,  the 
lower  sections  18  ft.  in  diameter,  the  upper  ones  14  ft.  in  diameter, 
as  already  explained.  The  14-ft.  sections  were  tied  together  by  two 
plate  girders,  each  7  ft.  2  in.  in  depth. 

The  anchor-bolts  for  all  spans  were  placed  as  the  concrete  was 
poured.  The  only  provision  made  for  adjustment  was  that  provided 
by  the  slotted  holes  of  the  shoes. 

The  erection  of  the  draw  span  required  no  unusual  methods.  The 
material  as  it  arrived  from  the  plant  was  unloaded  along  the  tracks, 
so  that  it  could  be  placed  on  a  barge  as  required.  The  unloading 
derrick  (Fig.  22)  was  somewhat  out  of  the  ordinary  in  that  the 
A-fi*anie  was  pin-connected,  which  permitted  it  to  be  raised  or  lowered, 
an  important  and  advantageous  feature  in  railroad  work.  The  draw- 
span  trusses,  floor,  and  bracing,  were  assembled  and  erected  on  the 
draw-span  protection  in  a  i)o?ition  at  right  angles  to  the  line  of 
track.  A  double  derrick  or  traveler  (Fig.  24),  running  on  four  lines 
of  rails,  enabled  the  erecting  crew  to  make  rapid  progress.  The 
span  was  assembled  complete  (Fig.  25),  ready  for  riveting,  in  14  days. 
Figs.  26  and  27  show  the  draw-span. 

The  six  approach  spans  were  floated,  into  position.  To  facilitate 
their  erection  on  land,  pile  bents  were  driven  in  the  shallow  water  of 
the  bay  shore  on  the  Xewark  side.  A  sufficient  number  of  pile 
bents  of  this  character  were  built  to  permit  the  assembling  of  two 
spans  at  once  (Fig.  28).  When  one  span  was  thus  assembled  and 
completely  riveted,  the  temporary  trusses  of  the  falsework  were 
knocked  out  and  barges  were  placed  in  position.  The  old  steamer 
Thoroughfare,  which  for  many  years  had  been  used  to  ferry  freight 
cars  across  San  Francisco  Bay,  incidentally  having  been  condemned 
by  the  Government,  was  cut  in  two,  bulkheaded,  and,  as  though  by 
the  irony  of  fate,  assisted  in  the  erection  of  the  bridge  which  is 
destined  to  relegate  to  the  past  the  scheme  of  bay  transportation, 
for  which   the   old   steamer   was   originally  built. 

Particular  care  was  used  in  selecting  the  time  to  float  the  various 
approach  spans  into  position  on  the  cylinder  piers.     At  the  erectioB 
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Fig.  24. — Double  Derrick  Traveler  for  Erection  of  Dumbarton  Point  Draw. 


Fig.    25. — Erection   of   Dumbarton    Point   Draw. 
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Fig.    26. — Erection  of   Dumbarton   Point   Draw. 


Fig.    27. — Dumbarton   Point   Draw. 
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Fig.  28. — Floating  Span  5  Into  Position,  Dumbarton  Point  Bridge. 


Fig.   29. — Floating  Span   1  Into  Position,   Dumbarton   Point   Bridge. 
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Fig.   30. — Floating  Span  5  Into  Position,  Dumbarton  Point  Bridge. 


Fig.    31. — Fixed   End   of   Span   1,    Dumbarton   Point    Bridge. 
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Fig.  34. — Lift  Rails,  Dumbarton  Point  Bridge. 


Fig.   35. — Dumbarton  Point   Bridge. 
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site  the  barges  were  placed  under  the  spans  at  low  water,  so  that  the 
rising  tide  would  lift  the  steelwork  clear  from  the  temporary  pile 
supports.  The  spans  were  towed  against  the  tide  (Fig.  29).  When 
a  span  got  into  position  between  its  cylinder  piers  (Fig.  30)  block 
and,  tackle  lines  were  thrown  out  and  made  fast  to  the  piers.  These 
lines  were  connected  with  donkey  engines  and  capstans,  so  that  a 
span  could  be  adjusted  to  its  proper  position  over  the  grillage  beams 
(Fig.  31)  and  hold  it  while  being  lowered.  The  lowering  was  ac- 
complished by  opening  sea  valves  in  the  barge.  .  When  the  span  was 
in  place  on  the  grillage,  the  cribbing  was  knocked  out  and  the  barge 
withdrawn.  The  average  time  required  to  place  a  span,  from  the  time 
it  left  the  falsework  on  the  shore  until  the  removal  of  the  barge  from 
under  it  at  the  piers,  was  about  2  hours,  but  in  each  case  depended 
somewhat  on  the  distance  the  span  had  to  be  towed. 

To  provide  for  a  continuous  rail  (Fig.  34)  at  the  ends  of  the 
draw  span,  the  inside  flanges  of  the  guide  and  traffic  rails  w^ere  cut 
off  flush  with  the  web  to  permit  the  rails  to  slip  over  a  cast-steel 
filler  block.  The  rails  were  hinged  with  a  slotted  hole  at  the 
other  end,  where  a  similar  casting  was  placed.  The  engine  which 
provides  turning  power  for  the  draw  also  operates  the  end  track- 
lifting  devices.  The  bridge  is  opened  or  closed  in  2  min.  Fig  35 
is  a  view  of  the  completed  bridge. 

About  15  000  cu.  yd.  of  concrete  were  placed  in  the  foundations ; 
3  137  cu.  yd.  were  required  for  the  pivot  pier.  The  total  weight  of  steel 
is  5  935  tons,  divided  about  as  follows:  draw  span,  including  machinery, 
1215  tons;  center  pier,  250  tons;  six  180-ft.  approach  spans,  480  tons 
each ;  in  all  approach  and  rest  piers,  1  590  tons. 

The  work  was  designed  and  constructed  under  the  supervision 
of  William  Hood,  M.  Am.  Soc.  C.  E.,  Chief  Engineer,  Southern 
Pacific  Company,  to  whom  the  writer  is  indebted  for  much  of  the 
information  contained  in  this  paper.  The  field  work  was  in  charge 
of  Mr.  W.  E.  Marsh,  Assistant  Engineer,  until  his  death,  in  September, 
1909.  Too  much  credit  cannot  be  given  to  Mr.  Marsh  for  devising 
with  success  the  many  field  details  and  operations  which  were  developed 
as  the  work  progressed.  Mr.  C.  E.  Broughton,  his  assistant,  then 
took  charge  of  the  field  work,  and  to  him  and  to  Mr.  C.  M.  Kurtz, 
who  took  the  photographs,  the  writer  is  under  obligations  for  assistance 
in  collecting  the  facts  described  in  this  paper. 
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Mr.  L.  J.  Lk  Contk,  iM,  Am.  Soc.  C.  E.  (by  letter). — The  writer  is  very 

*  much  intorosted  in  the  subject  presented  in  this  paper,  inasmuch  as 
he  was  officially  connected  with  the  proprressive  changes  made  in  the 
proposed  plans,  and  in  the  final  accei)tance  of  the  bridf^e  after  comple- 
tion. The  local  stru^ples  with  bad  foundations  make  the  construction 
of  the  "Dumbarton  Cut-off"  one  of  the  most  instructive  pieces  of 
bridprework  in  the  State  of  California. 

The  first  trouble  encountered  was  when  an  attempt  was  made  to  put 
in  orih'iiniy  trestle  ai)i)roaches  from  the  shore  line  on  each  side  out  to 
the  site  of  the  draw  span.  These  approaches,  as  well  as  the  draw  span, 
were  double-track  structures.  After  a  long  and  expensive  struggle,  it 
was  found  to  be  impossible  to  maintain  a  trestle  bridge  in  the  deep 
and  strong  tidal  currents  which  prevail  at  the  bridge  site.  It  was 
finally  concluded  to  put  in  six  180-ft.  through  riveted  spans,  three  on 
each  side  of  the  draw-span.  This  caused  a  great  increase  in  the  cost, 
which  was  naturally  very  embarrassing. 

The  troubles  with  bad  foundations,  however,  had  just  begun  to  de- 
velop. For  the  land  approach  across  the  salt  marsh  from  Newark, 
westward  to  the  bay  shore,  the  plan  adopted  was  to  build  the  embank- 
ment by  dredging  two  canals  (one  on  each  side),  and  depositing  the 
material  in  the  embankment  lying  between.  This  method  led  to  much 
trouble  in  the  maintenance  of  way.  The  first  tracks  laid,  of  course, 
were  only  for  construction  trains,  but  the  embankment  settled  so 
irregularly  that  the  track  lines  could  not  be  kept  passable,  even  for 
them,  which  means  a  great  deal  to  one  of  experience.  This  trouble 
continued  during  the  time  of  the  construction  of  the  steel  bridge  in 
its  entirety.  The  track  lines  could  not  be  maintained  in  serviceable 
condition,  because  of  the  settlement  of  the  embankment  and  the  gradual 
rising  of  the  beds  of  the  two  canals  on  each  side.  Finally,  the  Southern 
Pacific  Company,  in  desperation,  obtained  two  hydraulic  dredges,  and 
put  them  to  work  filling  up  the  two  canals  with  good  heavy  materials, 
dredged  from  the  bay  shore  and  deposited  through  two  long  pipe  lines. 
This  expedient  had  the  desired  result,  and  settlement  of  the  embank- 
ment practically  came  to  an  end.  The  permanent  track  lines  were  then 
established  and  well  ballasted,  and  the  "Dumbarton  Cut-off",  after 
three  years'  operations,  was  officially  opened  to  general  traffic  on 
September  30th,  1910. 

The  author's  description  of  the  method  of  putting  in  the  center 
pier  of  the  draw-span  is  most  interesting  and  instructive.  Of  course, 
engineers  differ  as  to  the  best  method  of  laying  concrete  under  water. 
The  writer  is  decidedly  in  favor  of  the  judicious  use  of  the  "tremie". 
as  being  the  most  rapid,  and  therefore  the  most  satisfactory,  method. 
The  principle  to  bear  constantly  in  mind  is  that,  where  the  face  of  the 
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freshly  laid  concrete  is  being  constantly  washed  by  the  ponded  water,      Mr. 
the  faster  the  concrete  is  laid  the  less  effect  the  water  will  have  on  it. 
By  rusliing  the  rate  of  laying,  the  water  has  not  time  enough  to  act 
on  any  one  face  before  a  new  layer  is  right  on  top  of  it,  hence,  the 
quicker  the  laying  is  done,  the  better  the  results. 

This  principle  was  first  called  to  the  writer's  attention  in  1872, 
by  the  late  Gen.  B.  S.  Alexander,  Corps  of  Engineers,  U.  S.  A.,  who 
stated  that  he  got  it  from  the  late  Gen.  Joseph  Gilbert  Totten,  Corps  of 
Engineers,  U.  S.  A.,  Hon.  M.  Am.  Soc.  C.  E.,  at  Dry  Tortugas,  off 
the  south  end  of  Florida.  The  experience,  therefore,  is  of  long 
standing. 

The  writer  wishes  to  express  his  profound  regards  for  the  late  Mr. 
W.  E.  Marsh,  Assistant  Engineer,  Southern  Pacific  Company,  who 
extended  many  courtesies  to  him  during  his  official  inspections.  The 
Dumbarton  Bridge  stands  to-day  as  a  lasting  monument  to  wise  judg- 
ment and  good  construction. 

R.  D.  Coombs,  M.  Am.  Soc.  C.  E. — The  speaker  is  particularly  Mr. 
impressed  with  the  size  of  the  piles  used,  the  lengths  being  from  60  ^^"^  ^' 
to  120  ft.  and  the  diameter  of  the  tips  either  9  or  10  in.  In  the  East 
such  sizes  are  not  obtainable  for  ordinary  work.  The  question  arises: 
Was  it  thought  necessary  to  use  large  tips  in  order  to  increase  the 
bearing  power  of  the  piles,  a  necessity  not  indicated,  at  least  to  the 
speaker's  mind,  if  the  underlying  soil  was  sand  and  clay? 

A  certain  proportion  of  the  foundation  piles  extended  up  into  the 
concrete  piers,  presumably  as  an  anchorage,  and  the  speaker  would  in- 
quire whether  such  piles  were  peeled.  In  several  cases  in  which  the 
concrete  foundations  were  very  shallow,  the  speaker  has  extended  the 
piles  as  far  as  possible  into  the  concrete,  using  peeled  piles  with  spikes 
driven  into  the  sides  of  the  embedded  portion.  The  exact  anchorage 
value  of  this  method  is  not  definitely  known,  but  it  is  undoubtedly 
considerable. 

Referring  to  the  advisability  of  penetrating  so-called  crusts,  the 
speaker  believes  it  is  usually  necessary  to  do  so  in  pile  work,  particu- 
larly where  the  "crust"  is  a  vegetable  deposit  underlaid  by  sand  or 
clay,  or  both.  In  some  sections  of  the  New  Jersey  swamps  there  is  a 
peat-like  deposit  about  10  ft.  deep,  which,  if  unbroken,  might  carry  a 
highway  load,  but  is  useless  for  pile  foundations.  However,  the  sand 
and  clay  below  will  support  heavy  loads  by  skin  friction  very 
effectually. 

Is  it  not  true  that  the  old  formula  for  the  drop-hammer  is  just  as 
inaccurate  as  any  new  formula  for  the  steam-hammer?  Is  not  pile- 
driving  mainly  a  matter  of  judgment  ?    In  the  speaker's  opinion,  it  is. 

As  an  illustration,  two  more  or  less  typical  experiences  may  be 
cited:  In  one,  the  foreman  informed  the  speaker  that  he  had  just 
driven  a  spliced  pile  190  ft.  long.     Naturally,  he  was  at  once  assured 
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Mr  tliat  lu'  liiid  not  (lone  jinytliinji:  of  tlio  kind.  'Iha  fad  wuh  tliat,  tlirou^h 
a  c'onsrientio\is  nttonipt  to  obtain  the  usual  penetration  per  blow,  the 
piles  were  l)eiii^'  hrokeii  at  the  splices  and  driven  liori/.ontally.  Hani 
bottom  was  not  niore  tlian  40  ft.  below  th(»  surface. 

In  the  second  case,  piles  from  G5  to  75  ft.  long,  driven  in  blue  elay, 
for  a  wharf,  were  stopped  under  easy  driving  to  prevent  them  from 
going  below  cut-oif.  A  few  months  later,  stevedores  unloaded  80-lb. 
rails  on  the  wharf,  piling  them  6  ft.  high,  and  there  was  no  settlemelit. 

Mr.  O.   E.   IIovEY,   M.   Am.   Soc.   C.    E. — The   speaker   has   been   much 

^^^*^^'  interested  in  this  concise  and  well-illustrated  i)aper;  and,  though  there 
are  many  interesting  details  in  the  draw-bridge  superstructure  which 
might  be  mentioned  if  any  extended  discussion  of  it  was  undertaken, 
only  a  few  i)oints,  which  were  of  particular  interest  to  him  during  the 
design  of  the  draw-span,  early  in  1907,  will  be  mentioned.  The  Dum- 
barton draw-span  was  one  of  the  heaviest  center-bearing  spans  which 
had  come  to  the  speakers  notice  at  the  time  the  design  was  made.  The 
center-bearing  type  of  draw  was  considered  to  be  particularly  desirable 
in  this  location  on  account  of  the  difficulty  in  securing  foundations,  the 
simpler  details  of  the  center,  the  rigidity  of  the  bridge  under  traffic 
after  the  wedges  at  its  ends  and  center  were  driven  home,  and  the 
ease  with  which  final  adjustments  of  height  of  center  and  end  sup- 
ports could  be  made  during  construction  in  case  there  w^as  any 
settlement  of  the  piers.  The  center  bearing  of  this  bridge  was  de- 
signed for  a  total  load  of  about  2  600  000  lb.  Grillages  of  I-beams 
were  embedded  in  the  concrete  of  the  end  and  center  piers,  under 
the  end  and  center  wedge  supports  and  the  center  pivot.  The 
center  pivot  casting  rested  directly  on  the  top  of  the  center  grillage, 
and  the  disks  at  the  top  of  this  casting  consisted  of  two  steel  plano- 
concave and  one  phosphor-bronze  double  convex  disks,  36  in.  in  diame- 
ter. These  disks  were  the  largest  with  which  the  speaker  was  familiar 
at  the  time  the  design  was  made,  although  much  larger  ones  have 
been  iLsed  more  recently  in  the  manufacture  of  draw-bridges,  the 
largest  with  which  the  speaker  is  familiar  being  those  supporting  the 
Southern  Pacific  draw-span  over  the  Sacramento  River,  at  Sacra- 
mento, Cal.,  which  are  52  in.  in  diameter. 

The  design  of  the  power  plant  in  the  operator's  house  of  the  Dum- 
barton draw  is  of  interest  because,  although  it  was  expected  ultimately 
to  use  electric  energy  for  operating  the  draw,  electric  current  would 
not  be  available  at  the  time  the  bridge  was  completed,  and  it  was 
necessary,  therefore,  to  provide  some  other  source  of  power  temporarily, 
and  desirable  to  have  an  alternate  power  available,  even  after  the  elec- 
tric current  was  in  use.  Eor  the  permanent  equipment  a  52-h.p.  motor, 
designed  to  use  440-volt  alternating  current,  was  provided.  For  tem- 
porary and  alternative  use  an  80-h.p.,  three-cylinder,  four-cycle,  gaso- 
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line  engine,  running-  at  about  300  rev.  per  min.,  was  selected.  In  the  Mr, 
operation  of  this  draw-bridge  it  is  necessary  to  provide,  from  one 
source  of  energy,  means  to  lower  and  raise  the  center  and  end  wedges, 
and  also  to  open  and  close  the  bridge  itself,  four  separate  operations 
being  required.  The  type  of  gasoline  engine  selected  was  not  reversi- 
ble, therefore  special  transmission  mechanism  was  necessary  to  pro- 
duce rotations  in  each  direction  for  lowering  and  raising  the  ends  of 
the  bridge  and  for  opening  and  closing  the  main  structure.  Many 
bridges  have  been  built  with  mechanism  to  provide  for  these  four  mo- 
tions, but,  in  a  large  number  of  cases,  the  necessary  shafts,  gears, 
clutches,  levers,  etc.,  have  been  located  in  various  positions  on  the 
superstructure.  In  conformity  with  the  well-established  practice  of 
the  builders  of  this  bridge,  it  was  decided  to  use  a  type  of  transmis- 
sion mechanism,  between  the  gasoline  engine  and  the  main  shafts  of 
the  bridge,  which  would  be  entirely  within  the  operator's  house  and 
self-contained  on  a  large  cast-iron  bed-plate,  so  that  the  transmission 
mechanism  could  be  assembled  and  carefully  aligned  in  the  shop  and 
then  shipped  to  the  bridge  in  such  condition  that  a  minimum  of  field 
work  would  be  necessary  in  placing  and  adjusting  it.  This  transmis- 
sion mechanism  included  two  mechanical  and  two  friction  clutches, 
with  the  necessary  shafts,  gears,  and  friction-band  brake  control,  all 
actuated  by  the  operator  from  a  central  point. 

The  electric  motor  selected  was  of  the  ordinary  reversible  type, 
and  therefore  required  special  transmission  mechanism  to  shift  the 
application  of  power  to  the  wedge-operating  shafts  or  bridge-turning 
shafts  at  pleasure;  but  it  did  not  require  special  mechanical  provision 
for  reversing  the  direction  of  rotation.  To  keep  the  whole  mechanism 
compact  and  rigid,  it  was  decided  to  place  the  motor  on  a  cast-iron 
base  which  was  carefully  fitted  and  bolted  against  one  end  of  the  cast- 
iron  base  of  the  gasoline  engine  transmission  mechanism.  The  motor 
base  also  supported  bearings  for  a  countershaft,  the  pinion  of  which 
was  arranged  to  mesh  directly  with  a  gear  on  the  extended  end  of 
a  countershaft  of  the  gasoline  engine  transinission  mechanism.  The 
motor  countershaft  was  also  provided  with  a  friction  cut-oS  coupling, 
so  that  by  moving  a  hand-lever  the  motor  could  be  thrown  into  engage- 
ment with  the  gasoline  engine  transmission  mechanism  or  allowed  to 
run  idle.  By  this  construction,  it  will  be  noted,  the  transmission 
mechanism  can  be  driven  by  the  gasoline  engine  or  by  the  electric 
motor,  at  pleasure,  and  in  case  of  necessity  a  shift  from  electric  power 
to  gasoline  engine  power  can  be  made  simply  by  releasing  a  clutch 
and  starting  the  gasoline  engine. 

,•  On  account  of  the  location  and  weight  of  the  bridge,  the  time  of 
opening  and  closing  was  fixed  at  2  min.,  as  stated  in  the  paper.  During 
a  visit  to  the  Pacific  Coast  in  July,  1912,  the  speaker  had  an  oppor- 
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tiinity  to  inspoct  llu-  Dumlfjirtoii  I)rn\v-l>ri(l^-o,  and  (lnrinfx  this  in- 
sp(?c'tion  the  hriflpe  was  opened  by  the  operator,  who  did  not  know  that 
he  was  hein^'  timed,  l^eprinning  with  the  first  movement  to  set  the 
railroad  siprnals — the  signals  were  set  at  danger — the  operator  on  the 
bridge  received  his  signal  to  open,  and  the  cold  gasoline  engine  was 
started  and  operating  speed  was  attained  in  60  sec;  20  sec.  were  re- 
quired to  lower  tlie  ends  of  the  bridge;  5  sec.  were  used  in  throwing 
the  clutches  from  the  wedge-operating  shafts  to  the  bridge-turning 
shafts;  and  85  sec.  sufficed  to  open  the  bridge  90°;  thus  making  the 
total  time  from  the  first  motion  of  the  signals  to  the  fully  open  posi- 
tion of  the  bridge,  2  min.  and  50  sec. 

The  speaker  visited  many  draAV-bridges  on  the  Pacific  Coast,  but 
did  not  see  an  operator's  house,  or  a  set  of  bridge  mechanism,  in  such 
perfect  condition  as  that  on  the  Dumbarton  Bridge.  The  bridge  opera- 
tor evidently  took  great  pride  in  the  maintenance  of  the  structure. 
The  bridge  machinery,  after  practically  two  years'  use,  was  as  clean 
as  one  would  expect  to  find  well-maintained  machines  in  a  shop,  and 
the  operator's  house,  in  all  its  appointments,  was  a  model  of  neatness. 

INTERLOCKING  OF  LIFT  RAILS  FOR  DUMBARTON   DRAW 


RAIL  WEDGES  FOR 
APPROACH  END 


"Note:- 

Od  main  rail  side  use  2-^  x  12^ 
hook-boItB;and  one  %"i  1^'Sq.hd, 
bolt  where  lateral  plate  interferes. 

Cast  iron  vasbers  and  nut  locke. 


Fig.  36. 


KNUCKLE  JOINTS   FOR 
DRAWBRIDGE  END 


Cbair 
All  bolti  connecting  rails 
to  be  Ji'dia.  of  soft  steel 
or  ircAi  with  square  beads, 
hexagon  nuts,  jamb  nuts 
and  ^'nut  locks. 


The  author  mentions  the  lifting  rail  joints,  but  does  not  give  full 
details  of  their  construction.  The  speaker  observed  that  these  joints 
w^ere  in  perfect  condition,  after  having  been  in  service  for  about 
two  years,  under  heavy  freight  traffic,  and  that  they  w^ere  of  a  some- 
what unusual  design,  their  construction  being  illustrated  in  Fig.  36. 

The  main  and  guard-lifting  rails  are  bolted  together  with  close- 
fitting  separators,  S  1,  hinged  to  the  fixed  rails  on  the  draw-span,  and 
supported  on  the  rail  chair,  R  C.  The  lifting  ends  extend  over  on  to 
the  approach  span,  a  distance  of  about  4  ft.,  where  they  seat  on  a  wedge 
rail  chair,  IF  R  C.  The  bottom  flanges  of  the  main  and  guard  rails 
are  coped  off  on  the  inside  to  allow  them  to  slide  up  and  down  on  the 
wedge-blocks  which  are  riveted  down  to  the  base-plates  of  the  wedge 
rail  chair  by  countersunk  rivets,  and  form  a  firm  support,  holding 
the  rails  true  to  gauge. 

The  wedge-block  is  of  such  shape  as  to  clear  the  flanges  of  passing 
wheels,  and  its  sides  are  extended  up  and  finished  to  fit  the  under  side  f  1 
of  the  rail  heads,  thus  giving  them  good  support.     In  a  later  design, 
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short   easing   rails   were   added   outside   of  the  main   rails   to   support    Mr. 
wheels  with  worn  treads  while  passing*  over  the  joint,   so  that  their     ^^^^' 
flanges  would   not  rest   on  the  wedge-blocks.     Lifting  rails   of   many 
designs   have   proved   unsatisfactory   and   expensive   to    maintain   and 
operate,  and  experience  with  funnel  rails  seems  to  justify  their  use. 

In  reference  to  the  large  piles  used  on  this  work,  the  speaker  would 
state  that  it  is  much  easier  and  cheaper  to  obtain  such  piles  on  the 
Pacific  Coast  than  near  New  York  City,  and  their  use  insures  a  better 
foundation  than  is  likely  to  be  obtained  by  the  small  slender  piles  fre- 
quently found  in  this  section  of  the  country. 

Lewis  D.  Eights,  M.  Am.  Soc.  C.  E. — The  author  is  to  be  congratu-     Mr, 
lated  on  the  concise  and  clear  manner  in  which  he  has  covered  the    ^^ 
engineering  features  connected  with  this  bridge.     The  speaker  is  in- 
terested in  the  description  of  the  erection  of  the  steelwork,  which  seems 
to  have  proceeded  in  a  very  expeditious  manner. 

Mr.  Schneider  speaks  of  the  novel  construction  of  a  derrick-car, 
which,  according  to  the  illustrations,  consisted  of  a  hinged  A-frame 
placed  on  a  standard  flatcar.  Such  tools  have  become  common  in  the 
East,  and  almost  every  bridge  company  owns  one  or  more.  Hinged 
A-frames  of  wood  have  been  in  use  for  some  years,  and,  about  ten 
years  ago,  S.  P.  Mitchell,  M.  Am.  Soc.  C.  E.,  conceived  the  idea  of 
building  a  special  steel  car  with  a  hinged  steel  A-frame.  A  car  of  this 
kind  was  used  successfully  in  connection  with  the  erection  of  the 
Warehouse  Point  Bridge,  where  the  New  York,  New  Haven  and 
Hartford  Railroad  crosses  the  Connecticut  River,  below  Springfield, 
Mass.  Mr.  Mitchell  then  substituted  heavy  steel  struts  for  back-stays, 
patented  the  invention,  and  has  built,  or  authorized  the  construction 
of,  a  number  of  cars.  The  A-frame  is  23  ft.  high,  making  the  total 
height  of  the  car  when  in  use  about  27  ft.  Such  height  of  mast  is 
necessary  for  booms  of  50  and  60  ft.,  and  cars  have  been  built  re- 
cently with  masts  some  7  ft.  higher.  The  standard  overhead  clearance 
for  the  Middle  Western  roads  is  22  ft.  above  the  rail,  and  as  this  is 
not  sufiicient  to  clear  the  top  of  the  A-frame,  Mr.  Mitchell  has  made 
arrangements  to  lean  the  frame  back  and  shorten  the  back-struts  by 
a  series  of  pin-holes  in  the  latter.  On  some  of  the  Eastern  railroads, 
especially  the  New  England  roads,  the  overhead  clearance  is  very  much 
less  than  22  ft.;  in  some  cases  it  is  only  about  15  ft.,  with  a  minimum 
of  14  ft.  6  in.  This  is  not  much  more  than  sufficient  to  pass  a  high 
furniture  car,  and  it  is  not  always  practicable  to  lean  the  A-frame 
back  far  enough  to  be  able  to  work  under  such  clearances.  In  the 
last  few  years  some  of  the  Eastern  concerns  have  attempted  to  over- 
come this  difficulty  by  building  a  heavy  steel  frame,  the  top  chords 
of  which  occupy  about  the  same  position  as  the  eaves  of  a  box  car. 
One  company  has  made  the  front  posts  of  this  frame  hollow,  so  that 
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Mr.  an  A-tram(«  can  tt'lcsconc  into  them.  An  arran<M'nM'nt  of  r)in-)K>lf'8 
('nal)h's  work  to  he  done  with  an  A-riarnc  at  a  lici^'lit  very  little 
nbovo  that  of  a  l)ox  car,  or  to  extend  the  frame  so  as  to  ^ive  a  mast 
of  about  18  ft.  Several  other  companies  have  used  this  same  type,  hut 
have  hinp-ed  a  short  A-frame  on  the  toy)  of  the  .^teel  truss,  instead 
of  at  the  ear  floor. 

Another  feature  of  interest  in  connection  with  the  erection  of  the 
Dumbarton  "Bridge  is  the  illustration  of  the  double-headed  traveler. 
It  would  seem  that  the  sing-le  booms  at  each  end  of  this  traveler  were 
desiprned  with  the  idea  of  working  alternately  on  the  fixed  spans,  and 
that  probably  only  one  boom  was  worked  to  advantage  at  any  one  time. 
A  single  boom  for  the  erection  of  a  truss  was  not  considered  good 
practice  several  years  ago,  owing  to  the  number  of  pieces  which  had 
to  be  held  in  place  while  a  connection  was  being  made,  but  the  intro- 
duction of  riveted  joints  has  produced  quite  a  change  in  methods. 
Recently,  derrick-cars  have  been  used  ver;y'  successfully  in  the  erection 
of  riveted  trusses,  although  there  are  engineers  and  erectors  who  main- 
tain that  other  tools  are  more  efficient.  In  this  matter,  it  is  some- 
times difficult  to  decide  as  to  the  most  efficient  method  of  erecting  steel- 
work. Several  years  ago,  the  New  York,  New  Haven  and  Hartford 
Railroad,  in  extending  its  six-track  line  into  New  York  City,  built 
a  great  number  of  overhead  bridges  for  the  separation  of  street  and 
railroad  grades.  The  bridges  were  designed  for  New  York  City  paving 
standards  and  very  heavy  live  loads,  and  consisted  of  three  trusses 
with  double  roadways  and  sidewalks.  The  spans  were  not  very  long, 
120  ft.  probably  being  the  average.  It  happened  that  during  a  period 
of  about  18  months,  four  different  bridge  companies  secured  contracts 
for  four  bridges,  the  details  of  which  w^ere  very  similar.  They  were 
all  overhead  highway  bridges,  with  the  erection  conditions  almost 
exactly  the  same,  and  the  interesting  feature  was  that  each  of  the 
four  companies  used  a  different  method  of  erection. 

One  company  used  a  steel  gallows,  or  gantry  traveler,  reaching 
above  the  trusses,  and  erected  the  steel  from  fixed  hoists. 

The  second  company  erected  two  heavy  steel  derricks  in  the  street, 
one  at  each  abutment,  with  booms  long  enough  to  meet  at  the  middle 
of  the  span. 

The  third  company  had  two  derrick  cars,  one  of  which  was  placed 
on  the  upper  falsework  and  was  used  for  erecting  the  trusses;  the 
other  was  used  down  on  the  railroad  grade  to  supply  the  upper  one  with 

material. 

The  fourth  concern  built  a  two-boom  mule  traveler,  that  is,  a  low- 
decked  traveler  with  two  masts  and  booms.  The  booms  reached  out 
over  the  falsework  to  get  material  from  the  ca.rs  below. 
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The  speaker  was  interested  in  the  erection  of  one  lot  of  bridges,  Mr. 
and  wntched  carefully  to  see  what  the  other  companies  were  doing,  '^ 
in  order  to  learn  whether  there  was  any  marked  difference  in  the 
methods.  As  far  as  he  could  see,  each  concern  was  guided  in  the 
choice  of  erection  tools  by  what  it  had  on  hand,  and  there  did  not 
seem  to  be  any  very  great  advantage  of  one  kind  of  tool  over  the  other. 
The  speaker  is  satisfied  that  the  method  in  which  he  was  interested 
was  the  best;  but  the  representatives  of  the  other  concerns  feel  the 
same  way  about  their  methods,  so  that  the  question  is  still  open. 

Theodore  Belzner,  Assoc.  Am.  Soc.  C.  E.  (by  letter). — The  floating      Mr. 
of  the  six  approach  spans  into  position,  recalls  to  the  writer  operations    ®^°®'*' 
of  a  similar  nature  on  the  Harlem  River  Ship  Canal  Bridge  during 
the  fall  of  1905  and  the  summer  of  1906. 

The  author  states  that  the  average  time  required  to  place  a  span 
was  about  2  hours,  depending  on  the  distance  it  had  to  be  moved. 
More  information  concerning  the  itinerary  of  the  work,  such  as  rate 
of  motion,  distance  floated,  etc.,  for  each  operation,  would  be  of 
interest.  ' 

In  reference  to  the  floating  of  the  approach  and  draw-spans  of 
the  Harlem  River  Ship  Canal  Bridge  at  Kingsbridge,  it  may  be  of 
interest  to  state  briefly  the  actual  times  required  in  the  six  operations 
of  moving  the  old  and  placing  the  new  spans. 

The  Department  of  Bridges  of  the  City  of  New  York  issued  a 
permit  closing  the  Ship  Canal  Bridge  to  street  travel  for  a  total  time 
of  5  days,  of  which  not  more  than  3  days  were  to  be  consecutive.  It 
was  calculated  that  only  1  day  would  be  necessary  for  moving  each 
of  the  approach  spans  and  that  the  draw-span  operations  could  be 
completed  in  3  days. 

Prior  to  the  removal  of  the  old  approach  spans,  the  new  spans  were 
moved  to  points  about  115  ft.  east  and  west  of  their  final  positions 
(these  movements  consisting  of  a  land  and  water  operation).  The 
two  old  spans  were  100  ft.  long  and  weighed  240  tons  each;  the  two 
new  spans  were  100  and  112  ft.  long,  and  weighed  330  and  380  tons, 
respectively.  The  old  draw-span  was  272  ft.  long,  weighed  900  tons, 
exclusive  of  cribbing,  and  was  floated  from  Kingsbridge  to  the  Uni- 
versity Heights  site,  a  distance  of  about  1  mile.  The  new  draw-span 
was  also  272  ft.  long,  weighed  1  500  tons  (and  with  the  cribbing  nearly 
2  000  tons),  and  was  floated  from  216th  Street,  a  distance  of  i  mile 
to  its  new  site  at  Kingsbridge. 

On  October  19th,  1905,  at  5  a.  m.,  the  south  approach  span  operation 
was  begun,  and  at  5.45  p.  M.  the  first  vehicle  passed  over  the  bridge, 
the  time  elapsed  being  12|  hours.  On  November  6th,  at  1.30  p.  m.,  the 
north  approach  operation  was  begun,  and  at  10.15  p.  M.  the  bridge  was 
opened   to    surface   traffic,   the   time   elapsed    being   8|   hours.      These 
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Mr.  operations  delayed  travel  21i  hours,  or  26A  hours  less  than  tin-  eaUrw- 
lated  time. 

The  draw-span  operations  extended  from  10.15  a.  m.  on  Juno  14th, 
190G,  to  5.20  A.  M.  on  June  ITth,  the  time  elai)sed  being  2  days.  1!) 
hours,  and  5  min.,  or  4  hours  and  55  min.  less  than  the  stipulated 
lime. 

In  other  words,  the  entire  operations  were  accomplished  in  3  days, 
16  hours  and  35  min.,  or  1  day,  7  hours  and  25  min.  less  than  the 
5-day  limit. 

Mr.  E.  J.  Schneider,  M.  Am.  Soc.  C.  E.  (by  letter). — It  has  been  par- 

^chneider.  ti^ularly  gratifying  to  the  writer  to  note  the  interest  which  has  been 
taken  in  this  paper.  Certain  points  are  raised  by  ^Ir.  Rights  regarding 
the  double-ended  traveler:  The  single  booms  at  each  end  of  the  trav- 
eler were  designed  especially  for  facility  in  erection  of  the  draw-span, 
wliich  was  erected  as  symmetrically  as  practicable,  from  the  center 
toward  each  end,  on  top  of  the  protection  work  which  had  been  designed 
to  act  as  falsework.  Had  the  traveler  not  been  double-ended,  addi- 
tional falsework  would  have  been  required  at  one  end  of  the  draw-span 
protection  and  at  the  site  of  the  erection  of  the  six  180-ft.  spans. 

Answering  Mr.  Coombs  in  regard  to  piles  and  pile-driving:  The 
specifications  called  for  lengths  of  from  60  to  120  ft.,  the  diameter  of 
the  tips  to  be  9  or  10  in.,  the  usual  requirements  by  the  Southern 
Pacific  Company  for  ordinary  work,  and  no  change  was  made  in  them 
for  this  particular  piece  of  construction.  Pacific  Coast  piles,  no  doubt, 
are  larger  than  those  ordinarily  used  in  the  East.  All  piles  used  at 
Dumbarton  were  peeled. 

TABLE   1. — Record  for   Floating    Six   180-Foot   Spans   from 
Falsework  to  Piers,  for  the  Dumbarton  Bridge. 

The  Span   Numbers  Run  from   East  to   West,  Numbering  the 
Entire  Draw-Bridge   as   Span   No.   4. 


Span  No. 

Hour. 

Time 
interval. 

Approxi- 
mate 

Date. 

Clear  of 
falsework. 

Landed  on 
piers. 

distance 
floated, 
in  feet. 

September  16th.  1909 

September  26th.  1909 

October  14th,  1909 

November  7th.  1909 

December  9th,  1909 

December  nth,  1909 

3 
2 

1 
5 
6 

7 

12.25  p.  M. 

9.30  A.  M. 
10.55  A.  M. 

8.25  A.  M. 

7.45  A.  M. 

10.05  A.  M. 

2.00  p.  M. 
11.00  a.  m. 
12.15  p.  M. 

9.40  a.  m. 

9.50  a.  m. 
11.05  a.  m. 

I  hr.  35  min. 
1    "   30     " 
1    "  20     '• 

1  "   15     " 

2  ''  05     " 
2    "  00     " 

700 

500 

300 

1200 

1400 

1600 

Pile-driving  is  mainly  a  matter  of  judgment.     The  lengths  of  the 
piles  at  Dumbarton  were  determined  from  actual  test  driving  on  the 
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line  across  the  Bay,  and  from  the  records  of  the  borings  made  by  the       Mr. 
Spring  Valley  Water  Company  on  the  line  of  its  submerged  pipe  a  ^^^°®^^®^- 
short  distance  from,  and  approximately  parallel  to,  the  bridge. 

The  points  brought  up  by  Mr.  Belzner,  in  reference  to  the  average 
rate  of  motion,  distance  floated,  etc.,  for  each  operation,  can  best  be 
answered  by  a  copy  of  the  record  for  floating  the  six  spans  from  the 
falsework  to  the  piers,  Table  1. 

The  average  rate  of  motion  for  each  operation  was  a  little  less 
than  1  mile  per  hour. 
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By  Earle  B.  Phelps,  Assoc.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  W.  E.  Adknkv  and  Eahle  B.  Piiklps. 


The  Report  of  the  Metropolitan  Sewerage  Commission  of  New  York, 
dated  August  1st,  1912,  and  recently  issued,  contains,  among  other 
interesting  material,  a  Report  by  Dr.  W.  E.  Adeney,  in  which  especial 
attention  is  given  to  the  subject  of  re-aeration  of  polluted  tidal  waters. 
Dr.  Adeney's  views  and  conclusions  are  in  many  respects  directly 
contradictory  to  those  which  William  M.  Black,  M.  Am.  Soc.  C.  E., 
Colonel,  Corps  of  Engineers,  United  States  Army,  and  the  writer 
reached  after  a  study  of  this  problem,  in  connection  with  New  York 
Harbor,  and  fully  stated  in  a  report  to  the  Board  of  Estimate  and 
Apportionment  of  New  York  City,  published  March  23d,  1911.  As 
this  last-named  report  did  not  have  a  wide  circulation,  and  as  the 
matter  under  discussion  is  one  of  great  importance,  not  only  in  the 
case  of  New  York  Harbor,  but  in  all  similar  situations,  it  seems 
appropriate  at  this  time  to  consider  the  facts  and  the  conclusions  that 
have  been   drawn   therefrom  by   various  workers. 

Dr.  Adeney  made  the  first  important  contribution  to  this  subject 
in  his  well-known  experiments  undertaken  on  behalf  of  the  British 
Royal  Commission  on  Sewage  Disposal.  His  results  are  fully  set  forth 
in  Appendix  VI  of  the  Fifth  Report  of  that  Commission. 

He  describes  experiments,  with  glass  tubes  6  ft.  long  and  |  in.  in 
internal  diameter,  in  which  he  exposed  de-aerated  water  under  varying 
conditions,   and,   at  the  expiration  of  stated  times,  withdrew  samples 
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from  various  depths  and  submitted  them  to  analysis  for  dissolved 
oxygen  and  nitrogen.  Both  sea  water  and  distilled  water  were  used. 
He  found  that,  with  either  kind  of  water,  mere  exposure  of  the  upper 
surface  to  the  air  resulted  in  practically  negligible  re-aeration  in  the 
lower  depths.  He  reported  a  tendency  toward  accumulation  of  the 
dissolved  gases  in  the  upper  layers,  which  was  greater  in  the  distilled 
water  than  in  the  sea  water,  under  these  conditions.  He  next  closed 
the  top  of  the  tube,  introduced  a  small  tube  just  below  the  surface 
of  the  water,  and,  by  suction,  ca.used  a  slight  current  of  air  to  bubble 
through  the  top  layer  of  water.  This  led  to  a  slightly  greater  absorp- 
tion on  the  part  of  the  distilled  water.  In  the  case  of  the  sea  water, 
however,  this  method  of  procedure  resulted  in  a  fairly  rapid  absorption 
of  oxygen  and  of  nitrogen,  and  the  quantities  of  these  gases  found  at 
various  depths  at  the  conclusion  of  each  experiment  showed  a  tendency 
toward  uniform  distribution. 

Dr.  Adeney  refers  to  this  phenomenon  as  the  "streaming  effect", 
and  identifies  it  with  a  similar  effect  obtained  by  Huefner  under  quite 
different  circumstances.  He  adduces  evidence,  although  inconclusive, 
that  Huefner's  theory  of  a  direct  streaming  of  the  liquid,  brought 
about  by  difference  in  specific  gravity,  is  not  tenable.  He  did  not 
investigate  fully  the  cause  of  the  streaming  effect,  but  believed  it  might 
be  due  to: 

"*  *  *  minute  dust  particles,  or  by  other  centres  of  condensa- 
tion, possibly  of  an  electrical  nature,  carried  by  the  air  current  and 
being  taken  up  by  the  water  together  with  the  gaseous  constituents 
of  the  air,  and  that  these  bring  about  in  some  way  a  sufficient  density 
of  the  dissolved  or  condensed  gases  to  render  it  possible  for  them  to 
be  drawn  gravitationally  downwards  through  water."* 

The  previous  passage  of  the  air  through  one  tube  of  water  destroyed 
to  a  large  degree  its  power  to  bring  about  this  streaming  effect  in  a 
second  tube,  while  the  power  was  completely  lost  by  passing  it  twice 
through  water,  thence  into  a  third  tube.  Dr.  Adeney  suggested  that 
the  ions,  or  dust  particles,  or  whatever  may  be  the  exciting  cause, 
were  removed  by  such  treatment. 

Col.  Black  and  the  writer  showed  by  experiments  with  dyes  and  by 
determining  the  amount  of  evaporation  resulting  from  the  passage  of 
dry,   or  partly  dry,   air  into  a  tube  of  water,   following  Dr.   Adeney's 

♦  British  Royal  Commission  on  Sewage  Disposal,  Fifth  Report,  Appendix  VI,  p.  64. 
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technique,  that  this  streaming  effect,  so-called,  was  caused  by  a  true 
streaming  of  water  currents.  These  currents  are  caused  by  an  in- 
creased specific  gravity  of  the  salt  solution  following  evaporation  of 
the  water  from  the  surface  layer.  This  explains  also  the  effect 
of  using  two  or  three  tubes  in  series,  and  the  absence  of  any  material 
streaming  in  fresh  water.  In  the  latter  case,  a  slight  tendency 
toward  streaming  was  observed,  and,  without  further  investigation, 
this  was  ascribed  to  a  slight  lowering  of  the  temperature  at  the  sur- 
face, due  to  evaporation,  and  the  consequent  increase  in  the  density 
of  the  surface  layer.  Undoubtedly,  also,  the  increased  density  result- 
ing from  the  solution  of  atmospheric  gases  is  a  factor,  as  shown  by 
Huefner,  Although  Dr.  Adeney  in  his  first  report  claimed  to  have 
disproven  the  theory  of  circulating  currents  of  water,  the  explanation 
of  this  matter  by  Col.  Black  and  the  writer  has  been  tacitly  accepted 
by  him  in  his  report  to  the  New  York  Commission,  so  that  there  need 
be  no  further  discussion  of  the  theory  involved.  The  real  point  at  issue 
is  indicated  in  the  following  statements:* 

"It  is  equally  evident  from  these  experiments  that  whatever  may 
subsequently  be  discovered  to  be  the  true  cause  of  the  streaming,  its 
effect  in  large  volumes  of  sea  or  river  water  under  natural  conditions 
must  be  of  great  importance,  and  of  such  dimensions  that  the  effect 
of  ordinary  diffusion  may,  in  comparison,  be  entirely  neglected." 

Col.  Black  and  the  writer  state  if 

"In  practice  no  such  results  would  be  observed,  since  the  upper 
layers  of  an  estuary  are  always  somewhat  fresher  than  the  lower." 

This  latter  statement,  Dr.  Adeney  says,  has  no  real  foundation  in 
fact.  In  this  connection,  reference  to  the  New  York  Commission's 
report:}:  will  be  of  interest.  Here  is  shown  the  condition  of  the  water 
at  The  Narrows,  as  regards  both  dissolved  oxygen  and  salinity  or  per- 
centage of  sea  water,  at  seven  different  stages  of  the  complete  tidal 
cycle.  A  distinct  stratification  is  shown  in  each  instance.  From 
the  surface  to  the  20-ft.  depth  there  is  an  average  increase  of  about 
6%  of  sea  water.  In  the  case  which  shows  the  greatest  uniformity 
throughout  the  depth,  there  is  more  than  2%  increase.  Moreover,  the 
condition  at  the  Narrows  is  less  favorable  to  the  contention  of  Col. 
Black   and  the   writer  than  the  majority   of  the  cases  shown   in  the 

*  British  Royal  Commission  on  Sewage  Disposal,  Fifth  Report.  Appendix  VI,  p.  64. 
t  Report  of  Col.  W.  M.  Black  and  Prof.  Earle  B.  Phelps  concerning   The  Location  of 
Sewer  Outlets  and  The  Discharge  of  Sewage  into  New  York  Harbor,  1911,  p.  52. 
X  Metropolitan  Sewerage  Commission  of  New  York.  1912,  p.  449. 
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diagrams  which  follow.  At  the  mouth  of  the  Hudson,  the  gradient 
ranges  from  6  to  8%  of  sea  water  in  20  ft.,  and  in  the  upper  Hudson, 
at  Mount  St.  Vincent,  it  is  nonnally  more  than  10%  in  the  same 
vertical  distance. 

There  seems  to  be,  therefore,  sufficient  "real  foundation  in  fact" 
for  the  assertion  that  stratification  does  exist,  and  that  there  is,  there- 
fore, no  such  vertical  circulation  of  water  from  top  to  bottom,  as 
Dr.  Adeney  found  in  his  tubes,  which  were  initially  at  a  uniform  con- 
centration. If  further  foundation  in  fact  be  required  for  this  almost 
self-evident  proposition,  reference  may  be  had  to  the  work  of  Morton  Y. 
Sanborn,  Assoc.  M.  Am.  Soc.  C.  E.,  on  "The  Distribution  of  Sea  Water 
in  the  Charles  River  Basin."*  As  a  result  of  a  year's  study,  with 
almost  daily  examination  of  the  vertical  distribution  of  sea  water 
in  various  parts  of  the  Charles  River  Basin  at  Boston,  Mr.  Sanborn 
found  stratification  to  be  so  persistent  that  the  most  severe  storms 
produced  only  a  temporary  uniformity,  even  in  the  upper  20  ft.  of 
the  water,  and  that,  after  the  cessation  of  such  storms,  stratification 
was  re-established.  The  analytical  evidence  is  direct  and  positive, 
and  rests  on  no  theory.  The  streaming  effect  which  depends  on  the 
presence  of  more  dense  layers  above  those  of  less  density,  is  impossible 
in  waters  that  show  increasing  concentration  of  salt  with  increasing 
depths.  These  conditions  exist  in  the  cases  that  have  been  cited ;  there- 
fore, the  phenomenon  of  streaming  does  not  and  cannot  occur. 

Dr.  Adeney's  further  suggestion  that  the  sewage  matters  are  con- 
centrated in  the  upper  layers  is  obviously  true,  but  beside  the  ques- 
tion. We  are  considering  the  rate  of  absorption  of  dissolved  oxygen 
by  a  polluted  water,  under  the  restriction  that  the  dissolved  oxygen 
content  shall  not  be  reduced  below  a  certain  specified  amount.  This 
value,  if  properly  determined,  will  limit  the  amount  of  sewage  which 
may  be  received  into  the  water  in  question,  under  the  restrictions 
imposed.  The  most  favorable  assumption  that  can  be  made  is  that 
the  sewage  is  uniformly  distributed.  This,  in  other  words,  will  give 
a  maximum  permissible  pollution.  If,  on  the  other  hand,  we  assume 
a  concentration  of  pollution  in  the  upper  layers,  then  either  the  amount 
of  permissible  pollution  will  be  decreased  in  proportion  to  this  de- 
creased volume  of  water  available,  or  the  conditions  at  the  surface 
will  be  reduced  below  the  assumed  standard.  Such  a  concentration  of 

*  Engineering  News,  March  10th,  1910,  p.  272. 
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sewflp'  iK'jir  tlie  surfnco  would  roKiilt  in  a  grontor  flvnrflp'  rate  «>f 
uxitlatioii  tliaii  if  tlirrc  were;  uniform  (listril)Ul  ion  of  th(;  sainf  (|uantity 
of  sewuge,  but  it  is  not  the  condition  of  maximum  re-aeration.   '^ 

Dr.  Adeney  next  refers  to  the  experimental  technique  by  which 
Col.  Black  and  the  writer  determined  the  diffusion  coefficient.  He 
first  points  out  that  that  coefficient  bears  no  resemblance  to  the  one 
(K'tcriuincd  by  II uci'iicr,  and  believes  that  our  series  of  ascending 
values  with  increasing  temperature  are  due  to  a  streaming  effect,  be- 
cause of  failure  to  take  extreme,  precaution  in  ])reserving  th(^  purity 
of  the  water  used.  With  regard  to  the  first  point,  the  apparent 
discrepancy  is  merely  one  of  units  used  in  the  formula.  The  exact 
definition  of  a  complicated  coefficient  of  this  kind  cannot  be  simply 
made,  and  the  reader  is  referred  to  the  original  paper  (page  89)  for 
the  definition  of  the  coefficient  and  the  units  in  which  it  is  stated.  It 
would  be  a  laborious  matter  to  convert  Huefner's  coefficient  to  these 
units,  and  the  magnitude  of  the  experimental  work  was  so  much  greater 
than  his,  and,  in  the  writer's  estimation,  the  method  of  experimenting 
was  so  much  more  reliable,  that  no  attempt  has  been  made  to  recompute 
the  results  in  other  terms.  The  form  in  which  Col.  Black  and  the 
writer  have  derived  it  is  most  favorable  to  practical  application  to  the 
problem  in  hand. 

As  for  the  general  accuracy  of  the  analytical  work,  the  results 
must  speak  for  themselves.  It  would  seem  that  Dr.  Adeney's  state- 
ment, "That  the  results  obtained  by  these  observers  do  not  repre- 
sent the  true  co-efficient  of  diffusion  of  oxygen  in  water  becomes 
evident  on  carefully  examining  them"  (page  83),  and  his  further 
statement  that  these  results  have  "no  resemblance  nor  relationship 
to  the  true  co-efficient,"  might  have  been  accompanied  with  more 
explanatory  matter  for  the  benefit  of  those  less  familiar  with  the 
problem.  Col.  Black  and  the  writer  in  their  report  give  a  plot,  Fig.  1, 
showing  the  results  of  114  tests  made  throughout  a  considerable  range  J 
of  temperature.  Dr.  Adeney  quotes  from  page  94  of  that  report  as 
follows : 

"The  values  are  somewhat  scattering,  and  a  closer  analysis  indicates 
that  some  unknowm  factor  is  involved.  Exceedingly  concordant  re- 
sults are  readily  obtained  upon  any  one  day,  while  upon  the  following 
day  another  group  of  concordant  results  will  be  obtained  differing 
from  the  first.  Barometric  corrections  were  later  applied  without 
relieving  the  situation." 
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From  this  statement,  Dr.  Adeney  concludes  that  our  values  have 
been  arbitrarily  selected,  and  will  give  misleading  results.  The  plot, 
Fig.  1,  shows  the  general  character  of  the  errors  that  have  been  re- 
ferred to.     There  are  admittedly  imperfections  in  the  process,  and  the 
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results  are  not  of  extreme  scientific  accuracy.  For  this  reason,  the 
work,  which  was  originally  carried  out  as  a  contribution  to  pure 
science,  was  not  published  as  such.  On  the  other  hand,  as  stated  on 
page  95 : 
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"Within  tlie  range  of  values  wliich  have  been  employed  in  the 
comi)utations  in  the  text,  errors  resulting  from  the  maximum  di- 
vergence of  individual  tests  from  the  average  value  of  the  curve  are 
less  than  5  i)er  cent,  at  the  five-foot  depths  and  less  than  2  per  cent. 
at  the  twenty-foot   depths." 

Surely  this  is  sufficient  accuracy  for  an  engineering  discussion 
involving  so  many  unknown  factors,  as  does  the  New  York  Harbor 
problem.  The  increasing  value  of  the  coefficient  with  increasing 
temperature,  the  second  point  objected  to  by  Dr.  Adeney,  was  not  made 
use  of  in  our  discussions.  It  may  be  noted,  however,  that  this  change 
is  thoroughly  concordant,  both  in  direction  and  in  amount,  with  dif- 
fusion coefficients  which  have  been  determined  for  various  soluble 
salts  in  water.  With  higher  temperature,  the  molecular  velocity  of  a 
dissolved  substance  (that  is  its  tendency  to  diffuse)  increases,  and  the 
viscosity  of  the  solution  (the  resistance  to  diffusion)  decreases. 

Dr.  Adeney  gives  (page  85)  the  results  of  an  experiment  from 
which  he  concludes:  "*  *  *  whether  evaporation  can  or  cannot 
occur,  Black  and  Phelps'  proposed  formula  yields  seriously  misleading 
results."  The  details  of  the  experiment  as  published  are  not  sufficient 
to  enable  one  to  check  our  formula  by  definite  computations  The 
experiment  is  apparently  made  with  "air",  and  the  results  are  re- 
ferred to  as  "Degree  of  Aeration."  The  portions  of  the  experimental 
tube  that  were  examined  are  defined  as  the  upper,  middle,  and  bottom 
layers,  without  any  definition  of  the  extent  or  position  of  these  layers. 
It  is  impossible,  therefore,  to  prove  or  disprove  the  statement  quoted 
above.  Comparison  of  these  experiments  with  Experiments  8  and  9, 
reported  on  pages  62  and  63  of  Dr.  Adeney's  original  Report  to  the 
Royal  Sewerage  Commission  shows  the  two  sets  of  experiments  to  be 
identical  in  all  their  essential  features,  and,  in  all  probability,  the 
New  York  experiments  numbered  3  and  4  are  merely  recomputed 
from  the  original  work.  If  this  supposition  is  correct,  Dr.  Adeney 
has  made  seven  errors  in  attempting  to  determine  the  accuracy  of 
our  formula  by  comparison  with  these  results : 

(1)  The  formula  is  misinterpreted  in  that  it  is  assumed  to  give 
the  increased  oxygen  content  at  any  depth,  whereas  its  derivation  and 
our  use  of  it  show  that  it  gives  the  total  oxygen  absorbed  by  a  column 
of  stated  depth.    This  is  plainly  stated  on  page  91  of  our  report. 

(2)  Our  20°    coefficient  is   used,   although  the  temperature  of  the 
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experiments  is   about  8.5  degrees.     Our  coefficient  for   that  tempera- 
ture is  just  half  the  coefficient  at  20  degrees. 

(3)  The  "re-aeration"  was  measured  by  nitrogen,  while  our  co- 
efficient refers  to  oxygen.  There  is  no  evidence  that  the  two  gases 
behave  similarly. 

(4)  The  experiments  are  in  sea  water,  whereas  our  coefficient  re- 
fers to  fresh  water,  and  we  state  explicitly  that  the  sea  water  co- 
efficient is  necessarily  lower,  owing  to  the  increased  viscosity  of  sea 
water.    This  effect  would  be  exaggerated  at  low  temperatures. 

(5)  The  computed  value  was  based  upon  the  supposition  that 
the  -water  was  free  from  oxygen  at  the  start,  whereas  it  contained 
more  than  16%  in  each  experiment.  Proper  use  of  our  formula  takes 
account  of  the  original  oxygen  content,  a  self-evident  matter  which 
Dr.  Adeney  consistently  overlooks. 

(6)  In  recomputing  his  results  to  the  basis  of  "per  cent,  satura- 
tion," the  temperature  of  the  room,  10°  to  13.5°,  is  used,  instead  of 
the  temperature  of  the  water  jacket,  8.5  degrees. 

(7)  In  these  recomputations,  values  of  zero  are  arrived  at  in 
the  middle  and  bottom  layers,  whereas  in  each  case  in  the  original 
experiments  a  definite  amount  of  re-aeration  was  noted.  The  quanti- 
ties are  small,  but  too  large  to  be  ignored  when  the  argument  is 
based  upon  zero  values. 

If  the  writer  is  in  error  in  assuming  that  these  two  sets  of  results 
refer  to  the  same  experiments,  it  is  merely  necessary  to  point  out  that 
they  are  obtained  under  identical  conditions,  so  far  as  the  conditions 
are  stated,  and,  in  any  event,  the  writer  will  deal  with  the  original 
work,  which  is  fully  described,  rather  than  with  the  apparently 
recomputed  values  of  the  New  York  Report.  The  figures  of  the 
original  report,  of  the  New  York  Report,  and  of  the  former  recomputed 
to  the  form  of  the  latter,  are  given  in  Tables  1  and  2. 

The  columns  referred  to  in  Tables  1  and  2  are  the  long  glass  tubes. 
Air  was  bubbled  through  the  top  layers  of  three  of  these  in  series.  The 
results  of  the  first  columns  are  not  given,  for  the  circulating  currents 
established  vitiated  the  diffusion  effect. 

The  experiments  are  not  capable  of  giving  an  accurate  measure  of  the 
diffusion  coefficient  because  of  the  large  percentage  errors  that  are 
possible  and  evident  in  the  lower  depths  of  all  the  columns.  Neither 
are  they  planned  to  take  advantage  of  our  formula,  which  gives  the 
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Time, 

in 
hours. 

Tempekatitris, 

1  TO  260  MM. 

8OO  TO  1  060  MM. 

1600  TO 

1800  mm. 

No. 

Centigrade. 

Columns : 

Columns : 

Columns: 

Room. 

Jacket. 

2 

8 

2 

8 

2 

2.13 
3.18 
1.63 
l.f55 

1 

1    » 

8 

0.:..'. 

Start. 

48 
Start. 

48 

12. S"  to  10.0° 
18.7'to  13.5° 

8.6°  to  8.8° 
8.4°  to  8.5° 

2.18 

11.15 

1.63 

7.15 

2.51 

11.09 

1..51 

6.98 

2.13 

1.68 
1.60 

2.51 
2.55 
1.51 
1.56 

2.51 

2.5* 

1       1..51 

1.52 

1 

TABLE  2. — Degree  ov  Aeration,  as  Percentage  of 

Saturation. 


No. 


Time, 

in 
hours. 


Temperature, 
centigrade. 


Uppermost  Layer.  I    Middle  Layer.     Bottommost  Layer. 


Columns  : 


Columns 


Columns : 


Computations  in  New  York  Keport,  Page  85. 
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Computations  by  the  Writer  for  Nitrogen  at  8.0  Degrees. 


Increase  in  N  in  48  hours  (in  cubic  centimeters) 
"         •'   "  (percentage  of  saturation) 

Increase  in  N  in  48  hours  (in  cubic  centimeters) 
"         "  "  (percentage  of  saturation) 


9.02 

8.58 

0.10 

0.04 

0.05 

70 

67 

1.24 

0.31 

0.39 

5.52 

5.42 

0.02 

0.05 

0.02 

43 

42 

0.16 

0.39 

0.16 

0.03 
0.23 
0.01 
0.08 


total  oxygen  absorbed  in  the  entire  column.  In  the  course  of  estab- 
lishing the  formula,  we  derived  an  expression  for  the  change  in  oxygen 
concentration  at  any  depth.  This  is  shown  on  page  92,  just  before  the 
integration.  While  we  have  no  determination  of  the  coefficient  for 
nitrogen  in  sea  water,  it  may  not  be  without  interest  to  note  that  by 
this  formula,  under  the  stated  conditions  of  depth,  temperature,  and 
initial  content  of  the  water,  the  increase  in  oxygen  in  a  column  of  fresh 
water  at  the  bottom  layer,  depth,  1  TOO  mm.,  would  amount  to  but 
0.1%  of  saturation,  instead  of  6%,  which  Dr.  Adeney  computes.  In 
Experiment    9,    in    which   the    temperature    was    maintained    constant 
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within  0.1°,  the  results  were  0.16%  and  0.08%  in  the  two  tables.  In 
the  other  experiment  the  temperature  varied  0.3°,  and  the  results  were 
0.39%  and  0.23%,  respectively.  Undoubtedly,  all  results  are  high, 
owing'  to  changing  temperature  and  circulation  in  the  tubes.  It  is 
evident,  however,  that  the  diffusion  coefficient  of  nitrogen  in  sea  water 
is  somewhat  lower  than  that  of  oxygen  in  fresh  water,  and  that  the 
mathematical  analysis  of  this  problem  by  Col.  Black  and  the  writer, 
if  not  supported,  is  at  least  not  invalidated,  by  Dr.  Adeney's  figures. 

Discussions  of  theory  and  of  laboratory  investigations  on  such  a 
complex  problem  as  this  are  likely  to  be  futile,  unless  the  results  can 
be  controlled  and  checked  against  actual  conditions.  The  problem  of 
re-aeration  is  an  enormously  complicated  one,  but,  fortunately.  New 
York  Harbor  provides  a  full-scale  experiment,  and  the  various  investi- 
gations which  have  been  made  on  its  waters  have  furnished  a  consider- 
able mass  of  analytical  and  other  data.  It  will  be  of  interest,  therefore, 
to  inquire  to  what  extent  Dr.  Adeney's  values  for  re-aeration  in  a 
harbor  water  as  a  whole  differ  from  those  of  Col.  Black  iind  the  writer, 
and  if  there  be  serious  difference,  how  the  two  sets  of  values  compare 
with  existing  conditions.  Dr.  Adeney  states*  that  any  pollution  which 
would  not  cause  a  greater  rate  of  absorption  than  0.055  c.c.  of  oxygen 
per  liter  per  hour  would  exercise  no  apparent  effect  on  the  aeration 
of  a  tidal  water.  The  context  shows  that  he  means  the  condition  of 
aeration,  not  the  rate  of  re-aeration.  Col.  Black  and  the  writer  have 
already  discussed  the  errors  of  this  point  of  view,  which  gives  no  con- 
sideration whatever  to  the  initial  conditions  of  aeration  or  of  depth. 
It  must  be  obvious  that  a  saturated  water  will  absorb  no  oxygen;  that 
there  must  be  a  reduction  from  the  normal  condition  of  aeration  before 
absorption  begins;  and  that,  furthermore,  the  greater  this  reduction 
the  greater  the  absorption.  The  figure  quoted  refers  to  a  mixture  of 
salt  and  fresh  waters  in  equal  proportions,  and  the  value  for  a  mixture 
containing  75%  of  sea  water  is  25%  greater.  This  is  the  statement 
taken  literally  and  without  question  by  Edlow  W.  Harrison,  M.  Am. 
Soc.  C.  E.,  upon  which  he  based  his  computation  cited  by  Col.  Black 
and  the  writer  (page  49)  to  show  that  the  waters  of  New  York  Harbor 
could  provide  for  the  sewage  of  60  000  000  people  without  reducing 
the  normal  oxygen.     Dr.  Adeney,  in  his  New  York  report,  makes  no 

attempt  to  treat  the  question  quantitatively,  but  points  out  the  serious 

. 

*  British  Royal  Commission  on  Sewage  Disposal,  Fifth  Report,  Appendix  VI,  p.  67. 
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variation  in  iniportaiit  factors,  and  believes  that  tlic  rate  of  re-aoration 
umy  vary  from  zero  to  such  a  magnitude  as  to  be  of  practical  import- 
ance. His  only  approach  to  a  quantitative  statement  is  to  the  effect 
that  rates  of  0.067  to  0.077  c.c.  of  oxygen  per  liter  per  hour  are  prob- 
ably maxima.  The  average  of  these  two  values  is  equivalent  to  0.86  lb. 
per  million  gallons  per  hour,  a  figure  which  will  be  used  later  for  com- 
parison. This  value  refers  to  6-ft.  depths,  and  Dr.  Adeney  concludes 
that  in  greater  depths  the  rate  will  vary  inversely,  so  that  in  12-ft. 
depths  we  may  assign  0.43  lb.  as  Dr.  Adeney's  maximum.  In  Dr. 
Adeney's  original  report,  6-ft.  columns  were  taken  to  represent  actual 
conditions  in  practice.  Recognition  of  the  depth  factor  is  apparently 
due  to  the  Black  and  Phelps  formula.  Col.  Black  and  the  writer  also 
realized  the  complex  nature  of  the  problem,  but  undertook  a  definite 
solution  which  would  involve  the  most  important  variables.  They  esti- 
mated average  rates  of  absorption,  in  12-ft.  depths,  of  about  0.045  lb. 
per  million  gallons  per  hour,  although  this  figure  varies  considerably  in 
the  various  portions  of  the  bay. 

Comparison  of  these  figures  with  Dr.  Adeney's  maximum,  after 
modification  for  depth,  shows  them  to  be  about  one-tenth  as  great. 
Dr.  Adeney  confesses  his  inability  to  determine  an  average  rate,  but 
claims  that  it  is  "of  such  magnitude  as  to  be  of  great  practical  im- 
portance." Our  figures  are  average  rates,  and  represent  an  immaterial 
quantity  in  the  treatment  of  the  whole  subject.  While  Mr.  Harrison's 
estimate  would  probably  be  an  unfair  statement  of  Dr.  Adeney's  views, 
as  now  modified  in  his  New  York  report,  it  should  be  noted  that  it  is 
the  only  computation  that  has  ever  been  made  to  show  the  value  of  the 
"streaming  effect,"  and  Dr.  Adeney  has  made  no  attempt  to  correct  it, 
or  to  replace  it  with  a  more  conservative  computation.  The  Black 
and  Phelps  formula  has .  been  applied  to  the  conditions  existing  in 
New^  York  Harbor,  and,  in  conjunction  with  Col.  Black's  excellent 
mathematical  analyses  of  the  tidal  conditions  existing,  has  been  used 
as  a  basis  for  a  computation  of  the  actual  condition  of  the  waters  of 
various  parts  of  the  harbor.  Instead  of  providing  for  60  000  000 
people  without  reduction  of  the  normal  oxygen  of  the  waters,  we  find! 
the  effect  of  re-aeration  to  be  practically  negligible.  If  there  be  no 
reduction  from  the  normal  there  will  be  no  re-aeration.  If  30%  of  the 
normal  oxygen  of  the  harbor  waters  be  used  up  in  sewage  oxidation, 
so  that  the  waters  stand  at  70%  of  saturation,  the  additional  aeration 
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will  amount  to  less  than  1%  of  saturation  in  12  hours.  Under  these 
conditions,  oxygen  obtained  from  the  atmosphere  by  absorption  would 
care  for  the  sewage  of  about  250  000  people,  out  of  a  total  of  7.4 
millions  which  are  provided  for  by  the  30  per  cent.  The  fact  that, 
with  less  than  this  population  contributing  sewage  to-day,  the  waters 
of  the  harbor  do  not  stand  at  their  normal  oxygen  content,  but  are  on 
the  average  already  reduced  to  approximately  70%  of  saturation,  is 
of  interest.  The  calculated  condition,  assuming  practically  no  re- 
aeration,  agrees  closely  with  the  facts.  A  more  severe  test  of  our  con- 
clusions, however,  is  possible.  The  Metropolitan  Sewerage  Commission 
made  1  870  analyses  for  dissolved  oxygen  in  and  near  New  York  Har- 
bor during  1911.  This  work  was  confined  mainly  to  typical  cross- 
sections.  Table  3  shows  the  original  computations  by  Col.  Black  and 
the  writer,  in  comparison  with  a  summary  of  the  Metropolitan  Com- 
mission's results. 

TABLE  3. — Dissolved  Oxygen  in  New  York  Harbor  Waters. 

A.  Calculated  by  Black  and  Phelps,  February,  1911. 

B.  Analyses  by  Metropolitan    Sewerage   Commission   for  the 

Year  1911,  Eeported  August  1st,   1912. 


Percentage  of 
saturation. 


Location. 


Lower  Bay. 

End  ot  flood 

End  of  ebb 

Upper  Bay. 

P^nd  of  flood 

End  of  ebb 

Hudson  to  96th  Street. 

End  of  flood , 

End  of  ebb 

East  River. 
Jlouth  to  Hell  Gate. 

End  of  flood , 

End  of  ebb 

Hell  Gate  to  Tbrogs  Neck. 

End  of  flood 

End  of  ebb , 


The  computations  refer  to  the  areas  indicated  in  Table  3,  while  the 
Commission's  figures  are  necessarily  for  cross-sections.  In  each  case 
the  value  for  the  area  in  question  at  the  end  of  the  flood  is  compared 


1636  AnsoRiTiON  ok  o:<^(;f:^'  iiv  i)i:-ai;k ai  i:i)  o^'\^l^U■ 

with  the  average  figures  for  flood  and  ebb  at  the  croS^^ectlcJ^  rfown 
stream  from  the  area  in  question^  and  at  the  end  of  the  eHb  witlv  simi- 
hir  values  for  the  cross-sections  up  stream  from  the  area  iii  question. 
In  the  single  case  of  the  Hudson  River  at  96th  Street  at  the  end  of  Hike 
ebb  there  are  no  up-stream  data  available.  The  fip^ure  given  is  the- 
average  value  for  the  ebb  flow  at  the  mouth  of  the  Hudson.  Obviously, 
th(?  charnctcr  of  the  water  remaining  in  this  section  at  the  end  of  the 
ebb  is  worse  than  the  average  ebb  flow,  a  fact  which  is  in<licated  in 
the  discrepancy  of  these  two  figures.  With  a  single  exception,  the 
remaining  figures  show  a  striking  agreement.  There  is  evidently  some- 
thing wrong  with  our  value  at  the  region  of  Hell  Gate,  which  has  influ- 
enced the  computed  value  of  the  ebb-waters  below  Hell  Gate  and  the 
flood-waters  above.  It  might  be  suggested  that  there  is  an  influence 
of  the  Harlem  River  shown  here  which  was  not  properly  taken  into 
account  in  our  computation. 

The  agreement  between  the  computed  and  the  actual  conditions, 
although  gratifying,  is  of  itself  of  little  practical  moment.  Its  value 
lies  in  the  fact  that  it  demonstrates  the  substantial  accnraey  of  the 
methods  which  have  been  used  in  the  analysis  of  this  problem,  and 
makes  it  possible  to  use  this  same  method  in  computing  the  probable 
effect  of  further  increase  in  population,  or  of  the  discharge  of  addi- 
tional quantities  of  sewage  from  regions  not  now  tributary  to  New 
York  Harbor.  All  the  facts  seem  to  support  the  view  that  aeration 
in  New  York  Harbor  is  an  immaterial  factor  in  the  whole  problem 
of  sewage  disjKJsal. 

Upon  the  grounds  of  theory,  experiment,  and  experience,  therefore, 
the  vrriter,  much  to  his  personal  regret,  finds  himself  obl%ed  to  differ 
from  Dr.  Adeney,  whose  personal  acquaintance  he  has<  the  honor  to 
enjoy  and  for  whose  scientific  work  he  has  the  most  cordial  wgari^ 
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DISCUSSIOTsJ^ 


W.  E.  Adeney,  Esq.  (by  letter). — In  this  paper  Professor  Phelps  Dr. 
does  not  offer  any  additional  experimental  evidence  in  support  of  the  ^  ^'^^^' 
formula  which  Col.  Black  and  he,  in  their  Joint  Report  of  1911  to  the 
Board  of  Estimate  and  Apportionment,  have  proposed  for  calculating 
the  rate  at  which  de-aerated  waters  become  re-aerated,  when  exposed 
to  natural  conditions,  in  terms  of  time,  depth,  initial  dissolved  oxygen 
content,  and  the  diffusion  coefficient  of  dissolved  oxygen  in  water. 

The  fundamental  conception  underlying  this  formula  is  that  the 
re-aeration  of  de-aerated  waters  is  effected  by  the  absorption  of  oxygen 
by  the  layer  of  water  exposed  to  the  air;  that  the  subsequent  trans- 
mission of  the  dissolved  oxygen  throughout  the  underlying  masses 
of  water  takes  place  strictly  in  accordance  with  Fick's  law  of  diffu- 
sion; and  that,  as  far  as  appreciable  effects  are  concerned,  no  other 
natural  agency  or  factor  need  be  considered. 

The  only  experimental  evidence,  which  the  authors  have  advanced 
in  arriving  at  their  proposed  formula,  are  some  figures,  which  they 
have  put  forward  as  indicating  the  diffusion  coefficients  of  dissolved 
oxygen  in  distilled  water  at  certain  stated  temperatures.  These  figures 
have  been  determined  by  a  method  which  the  authors  of  the  formula 
designed  especially  for  the  purpose,  but  the  working  details  of  which 
have  only  been  slightly  indicated  in  the  report  referred  to. 

The  experimental  difficulties  in  the  way  of  determining  accurately 
the  coefficients  of  dissolved  gases  in  water  are  very  great,  and  Hiifner, 
so  far  as  the  writer  knows,  is  the  only  observer,  among  the  few  who 
have  ventured  into  this  field  of  investigation,  who  has  endeavored 
successfully  to  overcome  the  most  serious  of  these  difficulties. 

The  writer  has  already  pointed  out,  in  Section  II  of  the  Report 
which  he  had  the  honor  of  presenting  to  the  Metropolitan  Sewerage 
Commission  of  New  York  in  1911,  that  the  method  in  question  does 
not  determine  the  diffusion  coefficient,  but  the  rate  of  re-aeration  of 
the  water  experimented  with  by  quite  a  different  factor,  that  is  to  say, 
by  the  downward  "streaming"  of  dissolved  oxygen  from  the  exposed 
surfa.ce  of  the  water;  and,  inasmuch  as  the  water  used  by  Col.  Black 
and  Professor  Phelps  in  their  experiments  was  not  distilled,  but  con- 
tained decided  quantities  of  mineral  matters  in  solution,  this  "stream- 
ing" process  must  have  been  very  rapid,  with  the  result  that  the  values 
which  they  obtained  for  the  diffusion  coefficients  in  distilled  water  were 
very  much  too  high. 

A  rough  estimate  of  the  relative  rates  at  which  columns  of  de- 
aerated  sea  water  may  become  re-aerated,  by  (a)  downward  "stream- 
ing" from  the  surface  exposed  to  the  air,  and  (6)  by  true  diffusion 
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Dr.      ill   at'cordniico  with    Kick's  law,    iiuiy   l)e  obtniiicd    from   the   results  of 
an  experiineiit  winch  tlio  writer  lias  (Icscrihcd,  as  iollows. 

"A  U-shaped  tube,  each  liiiil)  1  <!()()  nun.  loiij^  and  :">()  nun.  diameter, 
was  filled  with  boilinp:  sea  water  and  immediately  closed  air-tight  with 
indiarubber  corks.  When  the  wat(»r  had  cooled,  the  tube  was  further 
exhausted  by  means  of  a  mercury  pump.  One  limb  was  then  uncorked, 
and  the  water  in  it  saturated  with  atmospheric  gases  by  a  current  of 
air  drawn  throuj?h  the  surface-layer  to  a  depth  of  50  mm.  for  48  hours. 
After  this,  a  sample  was  drawn  from  the  bottom  of  the  open  limb, 
and  one  from  the  lower  portion  of  the  closed  limb,  about  200  mm. 
from  the  bottom.  The  gases  were  extracted  from  these  and  the  nitro- 
gen in  each  determined,  with  the  following  results  [expressed  in  cc. 
at  0°  C,  and  760  mm.  bar.,  per  liter]  : 

Open  Limb.  Closed  Limb. 

12.12  1.49 

Six  months  later  another  sample  was  collected  from  the  lower  portion 
of  the  closed  limb,  as  before,  and  the  nitrogen  in  it  determined;  it 
was  1.73." 

These  results  show  clearly  that,  though  the  re-aeration  of  a  column 
of  de-aerated  sea  water,  1  600  mm.  deep,  and  of  uniform  density,  is 
relatively  rapid,  so  that  it  may  be  completely  saturated  with  air  in 
48  hours  when  evaporation  freely  occurs  from  the  surface,  it  is  so 
extremely  slow  wdien  dependent  on  simple  diffusion,  that  it  may  be 
altogether  neglected  in  considering  questions  of  the  re-aeration  of 
sewage-polluted  tidal  waters.  It  may  be  noted  that  the  temperature 
of  the  laboratory  during  the  first  two  days  of  the  experiment  described 
varied  between  10°  and  12°  cent. 

Professor  Phelps  himself  has  admitted  that  his  method  is  faulty. 
On  page  1629  he  states  in  reply  to  the  writer's  criticisms : 

"There  are  admittedly  imperfections  in  the  process,  and  the  results 
are  not  of  extreme  scientific  accuracy.  Por  this  reason,  the  work,  which 
was  originally  carried  out  as  a  contribution  to  pure  science,  was  not 
published  as  such." 

By  way  of  self-defense,  he  continues  to  remark  that  the  accuracy 
of  the  method  is  sufficient  "for  an  engineering  discussion  inrolving 
so  many  unknown  factors,  as  does  the  New  York  Harbor  problem." 

Surely,  the  problem  of  determining  accurately  the  diffusion  coeffi- 
cients of  dissolved  oxygen  in  water  cannot  be  placed  under  the  cate- 
gory of  "involving  so  many  unknown  factors."  The  conditions  neces- 
sary for  the  accurate  determination  of  the  diffusion  coefficients  in 
question  are  certainly  quite  well  understood,  although  it  may  not 
be  easy  experimentally  to  ensure  them;  and,  inasmuch  as  the  whole 
superstructure  of  the  formula  depends  on  the  accurate  determination 
of  these  diffusion  coefficients,  the  writer  ventures  to  express  the  opinion 
that  Professor  Phelps  would  have  been  well  advised  had  he  submitted 
*  Section  I  in  Appendix  VI  to  the  British  Royal  Commission's  Fifth  Report,  p.  60. 
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a  detailed  description  of  his  method  to  the  consideration,  in  the  ordi-  i>r. 
nary  way,  of  his  brother  chemists,  before  applying  it  to  the  solution 
of  a  problem  of  such  wide  and  far-reaching  importance  as  that  of 
New  York  Harbor,  affecting,  as  it  does,  the  well-being  of  many  millions 
of  people,  as  well  as  the  interests  of  a  vast  and  rapidly  growing  com- 
mercial center.  Had  he  done  so,  he  no  doubt  would  have  had  the 
benefit  of  the  criticisms  of  other  workers,  and  would  not  have  been 
left  long  in  doubt  as  to  the  nature  of  the  "unknown  factor"  which  has 
vitiated  his  coefficient  determinations.  The  writer  ventures  to  think 
that  he  has  given  the  true  explanation  of  this  unknown  factor,  in  his 
criticisms*  of  the  method,  in  which  he  has  shown  that  the  experimental 
basis  of  that  method  is  quite  erroneous. 

Professor  Phelps  complains  (page  1634)  that  the  writer  has  not 
suggested  a  general  expression  applicable  to  the  calculation  of  the 
average  rate  of  re-aeration  of  tidal  waters  by  "streaming."  This  was 
not  done,  because,  to  have  attempted  anything  in  the  way  of  a  working 
formula  for  the  purpose,  he  would  have  had  to  follow  the  very  un- 
desirable course  of  making  broad  assumptions,  for  which  there  exists 
at  present  no  scientific  basis.  In  fact,  he  would  have  had  to  follow 
the  course  which  he  complains  that  Col.  Black  and  Professor  Phelps 
have  adopted  in  arriving  at  their  proposed  formula.  The  writer  is 
quite  willing  to  admit  that  such  a  course  would  be  warranted  for  the 
purpose  of  raising  a  discussion  on  the  question,  if  restricted  to  purely 
scientific  interest,  but  certainly  not  in  connection  with  one  of  such 
vast  practical  importance  as  that  of  the  powers  possessed  by  the  tidal 
waters  of  New  York  Harbor  for  the  disposal  of  sewage  matters,  within 
limits  of  safety  to  public  health,  and  to  the  amenities  of  their 
surroundings. 

The  writer  has  preferred  to  follow  the  usual  custom  by  publishing 
a  description  of  his  experiments  on  "streaming,"  although  they  were 
simply  pioneering  experiments,  and  has  to  acknowledge  that  he  has 
received  the  benefit  of  some  helpful  criticism  from  Professor  Phelps. 
He  gladly  takes  this  opportunity  of  expressing  his  appreciation  and 
thanks  for  that  criticism.  The  writer  has  also  to  express  his  indebted- 
ness to  Professor  Phelps  for  pointing  out  that  the  results  of  his  ex- 
periments do  not  bear  the  precise  and  general  value  that  has  been 
placed  on  them  by  some  writers  in  the  United  States,  because,  as  al- 
ready stated,  they  are  only  of  a  pioneering  character,  and  are  neces- 
sarily only  true  for  the  conditions  of  the  particular  experiments 
described. 

The  fact,  however,  that  the  proposed  formula  rests  on  an  erroneous 
experimental  basis,  is  not  the  only  serious  objection  that  may  be  urged 
against  the  position  that  has  been  taken  by  Col.  Black  and  Professor 
Phelps  on  this  question  of  re-aeration. 

*  Report  to  the  Metropolitan  Sewerage  Commission  of  New  York,  1911,  p.  83. 
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Dr.  Witli  rcfiTcnce  to  the  particular  (luustioii  of  the  rc-aeratioii  of  tidal 

**'"*'^  waters.  Professor  Phelps  assumes  that  the  same  factors  obtain  with 
sea  water  as  with  fre^h  water,  and  that  it  is  effected  solely  by  diffu- 
sion, aeeordin^  to  Fiek's  law,  from  the  exjxtsed  surface;  downward. 

According  to  Professor  Phelj^s'  strongly  expressed  opinion,  how- 
ever, the  surface  layers  of  inshore  tidal  waters  are  fresher  by  reason 
of  admixture  with  land  waters,  and,  therefore,  less  dense  than  the 
heavier  salt  water  below.  In  other  words,  the  layers  of  water  con- 
cerned in  actually  dissolving  oxygen  from  the  air,  for  subsequent 
diffusion  below,  are  less  dense  than  the  lower  layer  of  the  water.  Not- 
withstanding this.  Professor  Pheliis  assumes  that  diffusion  will  pro- 
ceed according  to  Pick's  law,  just  as  it  would  were  the  water  of  uniform 
density  throughout  its  depth.  Again,  he  gives  no  experimental  data 
in  proof  of  this,  and  the  writer  knows  of  none  himself.  In  the  absence 
of  direct  evidence  to  prove  it.  Professor  Phelps  is  not  justified,  in  the 
writer's  opinion,  in  stating  that,  because  Pick's  law  holds  good  for 
the  diffusion  of  dissolved  oxygen  in  a  liquid  of  uniform  density, 
it  must  necessarily  do  so  in  one  increasing  in  density  in  the  direction 
of  diffusion.  Under  these  circumstances,  the  writer  is  entitled  to  hold 
the  contrary  view. 

One  further  assumption,  which  Col.  Black  and  Professor  Phelps 
make,  demands  notice.  It  is  stated  on  page  56  of  their  original  re- 
port, and  is  as  follows: 

"Since  the  fundamental  law  of  aeration  is  one  of  diffusion,  and, 
furthermore,  since  the  surface  of  any  body  of  water  is  practically 
saturated  at  all  times,  it  must  be  evident  that  no  mere  surface  action 
can  by  itself  affect  the  rate  of  diffusion." 

No  experimental  evidence  of  any  kind  is  given  in  support  of  this 
statement.  The  question  is  one  on  which  the  writer  has  made  a 
considerable  number  of  experimental  observations  since  he  published 
the  description  of  his  pioneering  experiments  on  "streaming,"  all  of 
which  prove  beyond  doubt  that  the  surface  of  a  body  of  water,  when 
exposed  to  atmospheric  conditions,  does  not  become  saturated  at  any 
time  as  long  as  the  laj'ers  immediately  below  it  remain  only  partly 
aerated. 

The  writer  has  definitely  found,  by  careful  experimental  observa- 
tions, that,  as  oxygen  is  dissolved  by  the  surface  of  any  quiescent  body 
of  water,  when  de-aerated  or  only  partly  aerated,  it  passes  practically 
as  quickly  downward  through  the  lower  layers,  so  that  the  surface  does 
not  become  saturated  until  the  dissolved  oxygen  content  of  the  layers 
below  it  approach  the  condition  of  saturation. 

He  has  found  this  to  be  true  both  of  fresh  water  and  of  sea  water. 
The  only  marked  difference  between  the  two  is  that  in  the  sea  water 
the  transmission  downward  is  quicker  than  in  fresh  water,  when  the 
surfaces  of  the  two  bodies  of  water  are  exposed  to  the  air  so  that  evapo- 
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ration   can   take   place   freely   from   them;    and   vice   versa   when   the      Dr. 
conditions  are  such  as  to  prevent  evaporation  from  the  exposed  surfaces.      ®°®^* 

The  writer  has  also  found  that  when  the  surfaces  of  de-aerated 
columns  of  fresh  water  are  exposed  to  the  air,  so  that  evaporation 
can  take  place  freely  from  them,  and  when  the  columns  themselves  are 
maintained  at  a  constant  and  uniform  temperature,  the  downward 
distribution  of  the  dissolved  oxygen  is  so  nearly  uniform,  for  depths  of 
about  1  000  mm.,  that  the  oxygen  content  of  the  water  at  that  depth 
has  been  found  to  be  nearly  equal  to  that  of  the  surface  layer  at  vari- 
ous stages  during  the  process  of  re-aeration. 

Professor  Phelps  admits  the  correctness  of  the  writer's  observations 
on  "streaming"  in  his  experiments  with  columns  of  sea  water,  but 
assumes  that  "streaming"  does  not  ailect  the  practical  question  of  the 
re-aeration  of  tidal  waters,  because  it  was  caused,  as  he  explains,  in 
the  case  of  the  writer's  experiments,  by  the  formation  of  concentrated 
layers  of  water,  the  result  of  evaporation  from  the  exposed  surfaces 
of  the  experimental  columns;  and  he  assumes  that  the  "streaming" 
would  not  occur  in  tidal  waters,  when  the  surface  layers  are  fresher 
and,  consequently,  denser  than  the  lower  layers  of  sea  water. 

Again,  Professor  Phelps  gives  no  experimental  evidence  in  sup- 
port of  this  assumption,  and,  in  the  absence  of  definite  evidence,  he 
is  no  more  entitled  to  make  it,  than  he  is  to  assume  that  diffusion  will 
occur  according  to  Pick's  law  under  the  same  conditions. 

The  writer  has  already  pointed  out  that  if  a  marked  stratification 
obtains  in  a  tidal  water,  and  the  land  water  lies  on  the  surface  of  the 
sea  water,  the  sewage  matters,  which  are  themselves  carried  by  fresh 
water,  will  gather  to  the  surface  layer  also  and  will  there  be  re-aerated 
chiefly  by  "streaming." 

The  New  York  Harbor  waters,  however,  are  not  thus  stratified. 
The  Metropolitan  Commission  states:* 

"The  general  configuration  of  the  bottom  and  of  the  main  channels 
of  the  harbor  is  such  as  materially  to  aid  in  keeping  the  water  well 
mixed.  *  *  *  The  water  is  usually  more  saline  at  the  bottom  than 
at  the  top,  but  the  difference  is  usually  slight  and  there  is  apparently 
no  sharp  line  of  demarcation." 

Professor  Phelps  would  be  justified,  no  doubt,  in  assuming  that 
"streaming"  would  not  extend  to  the  lower  layers  of  a  tidal  water, 
the  surface  layer  of  which  consisted  practically  of  wholly  fresh  water, 
and  the  lower  layers  of  undiluted  sea  water,  but  he  is  certainly  not 
justified  in  assuming,  without  experimental  observation,  that  it  would 
also  not  occur  in  tidal  waters  in  which,  as  in  New  York  Harbor,  the 
water  at  a  depth  of  20  ft.  contained,  on  an  average,  only  6%  more  sea 
water  than  at  the  surface.  The  experiments  which  the  writer  has  made 
certainly  do  not  justify  such  an  assumption. 

♦1912  Report,  pp.  26  and  27. 
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Dr.  Tlio  writer  docs  not  think  tliat  any   useful  object  can  be  attaiiu'd 

'^^  -^^  by  following  Professor  Phelps  in  his  detailed  discussion  as  re^rds 
so-called  calculated  and  observed  results,  because,  until  the  scientific 
basis  on  which  such  a  discussion  can  bo  usefully  carried  on  has  been 
definitely  settled,  it  can  only  be  juggling  with  figures  to  attenijjt  to 
do  so. 

In  his  Report  to  the  Commission  (page  81),  the  writer  has  men- 
tioned the  chief  factors,  as  far  as  they  are  known,  which  are  concerned 
in  the  re-aeration  of  tidal  w^aters  exposed  to  natural  conditions,  and 
gives  reasons  for  believing  that: 

"The  rate  of  re-aeration  must  therefore  he  an  extremely  variahle 
quantity  from  day  to  day,  and  even  from  hour  to  hour." 

Again,  on  page  87,  he  states: 

"It  is  quite  evident  that  under  their  combined  influence  [i.  e.,  the 
factors  concerned  in  re-aeration]  the  rate  [of  re-aeration]  may  vary 
practically  from  zero  to  a  value  of  such  magnitude  as  to  be  of  great 
practical  importance  especially  during  summer  season. 

"It  need  scarcely  be  pointed  out,  however,  that  a  good  deal  of  work 
has  yet  to  be  carried  out,  both  in  the  laboratory  and  on  the  open  water, 
before  a  definite  value  can  be  put  to  the  extreme  rate  at  which  re- 
aeration  under  the  most  favorable  conditions  would  occur,  or  even  to 
the  average  rate — both  would  certainly  vary  with  different  classes  of 
inshore  waters." 

>ir.  Earle  B.  Phelps,  Assoc.  Am.  Soc.  C.  E.  (by  letter). — The  writer 

Phelps.       .  /  .    .  . 

'  wishes  to  thank  Dr.  Adeney  for  his  frank  criticism,  which  makes  it 
possible  to  define  clearly  the  points  at  issue.  There  is  apparently 
complete  agreement  on  the  two  propositions  that  diffusion  alone  is  of 
no  material  advantage  in  the  re-aeration  of  polluted  tidal  waters  and 
that  the  phenomenon  of  "streaming,"  if  it  takes  place,  effects  re- 
aeration  to  a  material  extent.  This  being  the  case,  further  discussion 
of  the  accuracy  of  the  determination  of  the  diffusion  coefiicient  becomes 
irrelevant.  The  writer  sees  no  reason  to  alter  his  opinion  that  figures 
of  this  degree  of  accuracy,  although  admittedly  too  imperfect  for  use 
in  a  journal  of  physical  chemistry,  still  have  a  legitimate  use,  especially 
when  the  probable  magnitude  of  the  error  is  stated.  A  review  of  the 
original  data,  in  the  light  of  the  criticism  made,  leaves  the  writer  still 
of  the  opinion  that  Eick's  law  holds  in  this  case,  that  the  mathematical 
analysis  of  the  problem  is  sound,  and  that  the  value  of  the  coefficient 
as  determined  has  a  degree  of  accuracy  better  than  that  obtaining  in 
other  important  engineering  values  that  enter  the  problem,  such  as  the 
measurement  of  stream  flow  and  of  sewage. 

There  remains,  however,  as  relevant  to  this  discussion,  the  single 
question :  "Does  streaming  take  place  in  New  York  Harbor  ?"  Dr. 
Adeney  apparently  accepts  the  writer's  explanation  of  the  nature  of 
the  streaming  phenomenon,  so  far  as  saline  waters  are  concerned,  in 
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that  it  is  a  gravitational  movement  of  the  more  dense  layers  produced     Mr. 

.  .  tj  t  Phelps, 

at  the  surface  by  evaporation.  He  objects,  however,  to  the  "assump- 
tion" that  this  process  is  not  taking  place  in  a  body  of  water  in  which 
the  density  actually  increases  from  the  surface  downward.  Surely 
this  is  more  than  an  assumption,  and  it  calls  for  no  experimental  proof 
that  lighter  layers  of  water  will  not  sink  through  heavier  layers  by  the 
action  of  gravity.  The  quotation  from  the  Metropolitan  Sewerage 
Commission's  report  is  not  a  sufficient  basis  for  the  statement  that  the 
waters  are  not  stratified,  if  by  stratified  we  understand  an  increase 
of  density  downward.  The  figures  and  diagrams  of  that  report  show 
such  a  condition  almost  universally,  and  the  writer's  experience,  in  the 
Charles  River  Basin  at  Boston,  and  elsewhere,  indicates  such  a  condi- 
tion to  be  normal  in  estuary  waters.  Whether  the  density  gradient  be 
great  or  small,  and  whether  or  not  there  be  a  distinct  line  of  demarca- 
tion (which  is  often  found),  the  mere  existence  of  a  density  gradient 
downward  is  obviously  incompatible  with  a  downward  gravitational 
streaming  of  water. 

Dr.  Adeney  does  an  unintentional  injustice  to  our  formula  when  he 
states  at  the  outset  that  it  determines  the  rate  of  aeration  in  terms  of 
time,  depth,  initial  dissolved  oxygen  content,  and  diffusion  coefficient; 
and  (later)  that  "no  other  natural  agency  or  factor  need  be  consid- 
ered." A  study  of  the  method  of  using  the  formula  will  show  that 
the  time  factor  is  the  mean  time  between  uniform  mixings,  and  that 
for  its  determination  one  must  know  all  the  physical  conditions  and 
natural  agencies  that  assist  in  mixing  the  water,  such  as  wind,  tidal 
mixing,  and  the  effect  of  passing  boats.  This  work  is  now  being  ex- 
tended by  the  determination  of  the  time  factor  for  streams  of  various 
types.  Knowledge  of  this  factor  will  make  it  possible  to  determine 
the  rate  of  re-aeration  of  such  streams.  The  formula  has  already  been 
made  use  of  in  this  way  by  the  experts  of  the  Royal  Sewerage  Com- 
mission of  Great  Britain,  in  its  Eighth  Report.  The  results  show 
at  once  that  the  possibilities  of  re-aeration  in  such  streams  are  far 
greater  than  in  the  case  of  deep  estuaries. 

The  writer  cannot  agree  that  the  correspondence  between  calculated 
and  observed  results  in  New  York  Harbor  is  only  a  "juggling  with  fig- 
ures." The  calculated  results  are  based  on  the  practical  negligibility 
of  re-aeration.  The  fact  that  they  agree  to  a  remarkable  degree  with 
the  results  of  an  extensive  series  of  analyses  made  during  the  following 
year  is  certainly  the  most  desirable  kind  of  "additional  experimental 
evidence,"  the  absence  of  which  Dr.  Adeney  regrets  so  keenly.  If 
these  calculations  had  been  made  by  omitting  all  reference  to  re- 
aeration,  the  results  would  not  have  been  altered  materially.  They 
do  not  involve  any  of  the  disputed  points,  and,  without  further  refer- 
ence to  the  other  matters,  they  alone  show  the  practical  non-importance 
of  re-aeration  in  New  York  Harbor. 
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By  Paul  M.  Paine,  Assoc.  M.  Am.  Soc.  C.  E. 


In  connection  with  the  drilling  of  oil  wells,  cement  is  being  used 
in  increasing  quantities  for  excluding  from  the  oil  sand  the  water 
in  strata  nearer  the  surface.  This  water,  if  not  prevented  from  going 
down  into  the  oil  sand,  will  displace  the  oil,  because  of  its  greater 
specific  gravity,  and  eventually  ruin  the  well.  Unfortunately,  the  dam- 
age does  not  end  here,  for  experiences  in  the  older  fields  have  shown 
that  this  flooding  of  the  oil  sand  spreads  gradually  over  wide  areas, 
depending  mainly  on  the  porosity  of  the  sand  and  the  gravity  of  the 
oil,  and,  unless  checked  in  some  manner,  will  ruin  neighboring 
wells.  For  this  reason  the  encroachment  of  water  into  the  oil-bearing 
strata  is  a  serious  problem  in  any  oil-field,  and  is  particularly  difiicult 
to  overcome  where  the  water  strata  are  directly  above  or  below  the  oil- 
bearing  sand. 

The  mechanical  difficulties  and  expense  connected  with  this  prob- 
lem have  led  careless  oi)erators  to  take  long  chances  at  times,  and, 
in  many  of  these  cases,  where  the  work  has  not  been  successful,  there 
has  been  serious  injury,  not  only  to  such  wells,  but  also  to  adjoining 
properties.  A  measure  of  State  relief  has  been  obtained  in  some 
States  where  laws  have  been  passed  requiring  operators  to  remedy 
such   defects,   but   it  is   generally   agreed   that   the   only  permanently 
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satisfactory  method  is  to  shut  off  the  water  effectually  at  the  time 
the  well  is  being  drilled  and  before  the  hole  has  been  carried  into  the  oil 
sand. 

The  development  of  deep  drilling,  which  has  come  with  the  intro- 
duction of  the  use  of  casing,  has  seen  marked  advances  in  methods^ 
and  it  is  not  unusual  to  finish  wells  with  a  6-in.  hole  at  a  dc]ith  of 
4  000  ft.  or  more.  In  such  wells  several  "strings"  of  pipe  may  be  used, 
the  first  and  largest  being  carried  down  from  the  surface  until  it  is 
^'landed"  at  a  suitable  depth,  or  until  it  is  "frozen"  by  caving  material 
falling  in  against  it  from  the  walls  of  the  hole  and  binding  it  so  that 
it  cannot  be  moved  farther,  either  up  or  down.  The  next  "string," 
the  collars  of  which  will  run  inside  of  the  first  one,  is  then  put  in, 
and  drilling  is  continued  until  this  second  string  is  either  landed  or 
frozen,  and  so  wells  frequently  contain  strings  of  15^-in.,  70-lb., 
]2i-in.,  40-lb.,  10-in.,  40-lb.,  8-in.,  28-lb.,  6-1-in.,  20  or  26-lb.,  and  4i-in., 
12^-lb.,  lap-welded,  screw  casing.  At  the  bottom  of  each  of  these 
strings  there  is  a  shoe  with  an  outside  diameter  slightly  greater  than 
that  of  the  pipe  collars,  so  that,  as  the  pipe  is  lowered,  the  collars 
will  be  sure  to  pass  through  any  opening  through  which  the  shoe  has 
passed. 

Preventing  the  water  from  reaching  the  oil  is  effected  by  landing 
a  tight  string  of  pipe,  called  the  "water  string,"  at  a  level  known  to  be 
below  the  lowest  water  stratum  and  above  the  oil  sand.  This  is  done 
before  the  hole  is  drilled  into  the  latter,  and,  wherever  possible,  the 
water  string  is  landed  on  a  "shell,"  the  general  oil-field  term  for  any 
hard  compact  rock.  This  is  illustrated  in  Fig.  1.  In  some  fields  ail 
that  is  necessary  is  to  stop  drilling  and  drive  the  pipe  into  this  shell; 
the  well  is  then  baled  dry,  and,  after  standing  a  day  or  two,  a  baler 
is  run  in  to  ascertain  whether  or  not  the  pipe  is  holding  the  water 
back.  If  water  has  come  in,  it  means  that  the  bond  between  the  casing 
shoe  and  the  shell  is  not  tight,  or  that  the  casing  leaks.  The  cause 
of  the  leakage  may  be  determined  by  special  devices,  and  then  a 
suitable  remedy  may  be  applied.  Often,  however,  a  hard  shell  in 
which  to  land  the  casing  cannot  be  found,  and  the  pipe  is  stopped 
when  the  shoe  is  in  some  soft  measure  such  as  shale.  In  either  case, 
it  frequently  happens  that  wells  which  have  shown  a  satisfactory 
water  test  at  the  time  of  drilling,  have  developed  water  later,  due  to 
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gradual  leaching  through  the  interstices  of  surrounding  porous  meas- 
ures. This  uncertainty  led  to  the  search  for  a  naore  thorough  method 
of  sealing  off  the  water,  and  the  use  of  cement  has  come  to  be  recognized 
as  the  only  positive  remedy.  The  problem,  then,  is  one  of  placing 
from  2  to  8  tons  of  cement  between  the  casing  and  the  wall,  at  the 
bottom  of  holes  ranging  in  depth  from  600  to  4  000  ft. 

In  all  the  methods  described  herein,  when  the  hole  has  reached 
the  desired  depth  at  which  to  cement,  it  is  reamed  out  wider  for  60 
or  70  ft.  above  the  bottom  with  an  under-reamer,  a  tool  which  widens 
the  hole  with  cutting  lugs  that  spring  out  when  lowered  below  the 
casing  shoe.  This  gives  additional  room  for  the  cement  and  insures 
a  better  bond.  The  hole  is  also  cleaned  of  mud  and  cuttings,  and 
fresh  water  is  run  in.  The  simplest  method  of  placing  the  cement  is 
that  known  as  "baling"  it  in.  The  hole  is  filled  with  water  to  the  top 
of  the  casing,  and  the  latter  is  raised  until  the  shoe  is  10  or  12  ft. 
from  the  bottom.  The  cement,  mixed  to  a  thick  grout,  is  then  run  in 
in  a  specially  devised  baler  which  dumps  when  it  reaches  the  bottom. 
When  from  1  to  2  tons  (dry  weight)  have  been  placed  in  this  way,  a 
plug  is  screwed  into  the  casing  collar  at  the  top,  and  the  casing  is 
lowered.  As  the  casing  is  full  of  water,  the  weight  of  the  pipe  forces 
a  large  portion  of  the  cement  out  into  the  formation  and  up  between 
the  casing  and  the  wall  of  the  hole,  as  the  casing  shoe  is  lowered  to 
the  bottom.  As  a  final  precaution,  the  casing  is  driven,  in  order  to 
force  the  shoe  into  the  bottom  as  far  as  possible.  Instead  of  using 
a  baler,  some  operators  prefer  to  run  in  the  cement  in  a  series  of 
long  narrow  bags  tied  to  the  bottom  of  the  drilling  tools;  when  the 
bottom  is  reached,  a  few  strokes  of  the  tools  loosen  the  bags  and 
break  them  up  so  that  the  cement  is  freed.  In  connection  with  these 
methods  the  patented  Baker  "cement  plug"  is  sometimes  used  instead 
of  the  one  screwed  into  the  top  of  the  casing  before  it  is  lowered. 
This  plug  is  of  light  cast  iron,  made  so  that  it  may  be  hung  from  the 
baler  with  soft  rope  and  run  down  inside  the  casing.  When  lowered 
below  the  casing  shoe  and  then  raised  with  a  slight  tension,  a  set  of 
clips  catch  on  the  shoe,  and  the  bottom  opening  of  the  casing  is 
effectually  closed.  The  casing  is  then  lowered,  the  cement  is  forced 
I  up  on  the  outside,  and  the  baler  is  loosened  by  a  stronger  pull  which 
jbreaks  the  soft  rope.     The  plug,  being  of  cast  iron,  is  easily  drilled  up. 


1(148 


rsi*:  OF  CKMENT  TO  liXfi-iDi':  \v.\ri:i:  fko.m  oil  \v];i.l8 


A  luothod  of  particular  valiu!  in  very  deep  welLs,  or  in  those  in  wluelj 
the  water  string  tends  to  "freeze"  unless  moved  at  frecjuent  intervals, 
is  that  known  as  the  disk  method,  in  which  patented  packers  are  used. 
This  requires  tliat  a  ''circulation"  be  obtained,  that  is,  that  there  be 
a  free  passage  for  lluid  pumped  down  inside  the  pipe  to  come  to  the 
surface  on  the  outside.  In  order  to  obtain  this,  a  10  by  5  by  12-in. 
pump  of  the  type  used  in  the  oil-fields  for  pumping  mud  in  drilling 
wells  with  the  rotary  system,  is  set  up  and  connected  to  the  casing  head 
with  a  section  of  2i-in.  pressure  armored  hose,  as  shown  in  Fig.  3. 
It  is  frequently  necessary  to  work  up  to  a  pressure  of  several  hundred 
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pounds  before  the  fluid  will  create  a  passage  on  the  outside  of  the 
pipe  from  the  casing  shoe  to  the  surface.  When  this  circulation  has 
been  obtained,  the  casing  is  suspended  so  that  the  shoe  is  4  or  5  ft. 
from  the  bottom  and  enough  fresh  water  is  pumped  in  to  insure  a 
thorough  cleaning  of  the  bottom.  The  packers  are  of  wood  or  of  cast  iron, 
and  have  heavy  canvas  or  rubber  washers  which  fill  the  space  inside 
the  casing,  as  shown  in  Fig.  2.  The  lower  one  is  about  3  ft.  long,  and, 
after  it  has  been  placed  in  the  casing,  the  pump  suction  is  connected 
with  the  box  in  which  the  cement  has  been  mixed  just  thin  enough 
to  pump  readily.  The  cement  is  then  pumped  in  against  the  lower 
packer,    forcing   it   down   until   the   cement   box   is   drained;    the   top 
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packer  follows,  and  water  is  then  pumped  in  against  the  latter, 
pushing  the  combination  of  lower  packer,  cement,  and  top  i)acker 
down  the  pipe.  When  the  lower  packer  passes  the  casing  shoe,  it  falls 
to  the  bottom  of  the  liole  and  permits  the  cement  to  pass  around  the 
shoe  and  up  on  the  outside  of  the  casing.  The  top  packer  is  of  such 
length  that  when  it  has  forced  the  cement  out  of  the  pipe  and  it  strikes 
the  lower  packer,  its  top  set  of  washers  will  not  have  passed  out  of  the 
easing,  and,  as  it  cannot  move  farther,  it  will  raise  the  pressure  inside 
the  casing  and  stop  the  pump.  The  casing  is  then  landed  on  the  bottom, 
the  cement  has  been  placed  outside  of  the  pipe  at  the  bottom  of  the 
hole,  and  the  packers,  like  the  cement  plug,  are  easily  drilled  up  after 
the  cement  has  set.  The  main  objections  to  this  method  are  the 
danger  of  the  packers  sticking  while  going  down  inside  the  casing 
and  the  fact  that  the  low^er  packer  may  fall  to  the  bottom  in  such  way 
as  to  prevent  the  casing  shoe  from  being  landed  squarely  on  the  bot- 
tom, and  thus  get  under  it  so  that  the  bond  is  broken  when  the  packer 
is  drilled  up. 

The  following  method  is  in  more  general  use,  as  it  has  seemed  to 
secure  better  results  and  has  no  patented  features:  In  this,  as  in  the 
packer  method,  the  principle  of  pumping  in  the  cement  under  con- 
ditions that  force  it  up  on  the  outside  of  the  casing  is  used,  but  this 
is  done  with  an  extra  string  of  small  pipe,  usually  22-in.  tubing,  which 
is  lowered  inside  of  the  casing.  After  the  hole  has  been  drilled  to  the 
desired  depth,  reamed,  and  a  circulation  obtained,  the  casing  is  sus- 
pended with  its  shoe  about  6  or  8  ft.  from  the  bottom ;  the  hole  is  filled 
with  water  to  the  top  of  the  casing,  and  a  string  of  tubing  is  run  in 
until  its  bottom  is  slightly  above  the  casing  shoe.  The  packing  head, 
shown  in  Fig.  4,  is  screwed  into  the  casing  collar  at  the  top,  and 
the  gland  in  this  head  acts  as  a  stuffing-box  around  the  tubing.  Then, 
wath  the  casing  full  of  water,  when  water  is  pumped  in  through  the 
tubing,  its  only  course  is  up  on  the  outside  of  the  casing.  The  surface 
arrangement  for  the  pump  is  similar  to  that  for  the  packer  method 
(Fig.  3).  On  the  bottom  of  the  tubing  has  been  placed  either  a  bush- 
ing or  a  swedge  nipple,  reducing  the  opening  from  2^  to  2  in.  First, 
fresh  water  is  pumped  into  the  tubing,  and  this  is  followed  with  the 
cement  grout;  as  soon  as  the  cement  is  all  in,  the  plug  in  the  tubing 
tee  above  the  packing  head  is  unscrewed,  and  a  wooden  plug  with  a 
washer  on  it  is  dropped  in  on  the  cement.     The  tubing  plug  is  then 
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replacctl,  and  water  is 
puniptMl  ill  against  the 
wooden  plii^:.  chasing 
the  cohunn  of  cement 
down  the  tubing.  Tlie 
water  in  the  casing  is 
incompressible,  and  the 
cement  must  travel 
around  the  shoe  and 
up  on  the  outside.  The 
purpose  of  the  swedge 
nipple  at  the  bottom  of 
the  tubing  is  to  show 
when  the  cement  has 
passed  out.  The  plug 
is  stopped,  and  the 
pressure  on  the  gauge 
at  the  pump  goes  up. 
The  casing  is  then  low- 
ered to  the  bottom,  and 
the  tubing  is  pulled  out 
as  rapidly  as  possible 
so  that  whatever  ce- 
ment has  remained  in- 
side the  casing  may  be 
baled  out  before  it  has 
had  time  to  set.  The 
cement  is  then  allowed 
from  10  to  20  days  in 
which  to  set,  after 
which  the  well  is  drilled 
a  few  feet  ahead  of  the 
shoe  and  then  baled 
dry.  If  no  water  has 
come  in  at  the  end  of  a 
24-hour  period,  it  shows 
that  the  work  has  been 
successful,  and  drilling 
operations  are  resumed. 


tfcti  with  I'liitf  in  Top 


Tubing:  Collar 
Packing  Qland 
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In  one  well  cemented  by  the  writer,  a  still  lower  water  sand  was 
encountered.  Back  of  a  string  of  8-in.,  28-lb.  casing,  2|  tons  of  cement 
had  been  placed,  and  as  it  was  desired  to  shut  off  all  the  water  with 
the  8-in.  string  and  use  a  6-in.  string  to  finish  the  well,  the  former  was 
cut  off  about  200  ft.  from  the  bottom  and  the  hole  was  re-drilled  off 
to  the  side  of  the  8-in.  pipe  left  in  the  old  hole.  This  is  known  as  "side- 
tracking," and  the  new  hole  goes  off  to  the  side  of  the  old  pipe  and  down 
directly  beside  it.  This  gave  an  opportunity  to  learn  how  far  up,  on 
the  outside  of  the  casing,  the  cement  had  set,  and  it  was  found  to  be 
65  ft. 

In  the  preliminary  operation  of  securing  a  circulation,  the  fluid 
may  come  to  the  surface  on  the  outside  of  the  pipe,  even  though  it  is 
not  coming  around  the  shoe,  if  a  leak  exists  in  the  casing.  This 
may  be  determined  by  continuing  to  pump  and  lowering  the  casing 
to  the  bottom  of  the  hole;  if  there  is  a  leak,  the  circulation  will  con- 
tinue; if  the  circulation  has  been  entirely  around  the  shoe,  then  when 
the  latter  is  placed  on  the  bottom,  the  fluid  will  be  held  in  and  the 
pump  pressure  will  be  raised. 

From  2  to  6  tons  (dry  weight)  of  cement  are  generally  used,  de- 
pending on  conditions;  and  even  larger  quantities  are  inserted  where 
an  unusual  cavity  is  to  be  filled.  Before  being  mixed  with  water  the 
cement  should  be  screened,  and  particular  care  should  be  taken  that 
no  pieces  of  bags  or  strings  get  into  the  suction  line.  Preferences 
for  different  brands  of  cement  are  found  in  different  localities,  but  there 
appears  to  be  little  advantage  in  any  one  kind  of  cement,  if  the  time 
of  initial  set  is  long  enough  to  cover  the  period  of  mixing  and  pump- 
ing it,  and  of  lowering  the  casing.  Sand  should  not  be  mixed  with  the 
cement,  a.nd  the  grout  should  be  given  every  opportunity  to  set;  for 
this  reason  the  hole  should  be  made  as  free  from  mud,  oil,  and  gas  as 
possible,  the  latter  especially  tending  to  prevent  the  set  by  keeping 
the  cement  in  motion. 

It  sometimes  happens,  particularly  in  new  territory,  that  after  the 
oil  sand  has  been  penetrated  and  the  well  is  being  drilled  still  deeper, 
another  water  sand  is  encountered,  known  as  "bottom"  water.  Under 
such  conditions,  in  the  presence  of  active  quantities  of  oil  and  gas, 
the  work  becomes  more  difficult.  The  most  effective  method  is  to  pull 
up  the  casing  until  the  shoe  is  a  short  distance  below  the  bottom  of 
the  oil  sand,  and  then  build  a  "bridge"  in  the  hole  below  the  shoe  by 
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riiiming  in  broken  pieces  ot  brick  and  connnon  niunilu  rope.  This 
bridtro  closes  the  hole  and  forms  a  landing  place  for  the  casing  shoe 
alter  the  cement  has  been  run  in.  .More  care  in  gauging  the  quantity 
of  cement  to  be  placed  is  necessarj'  in  this  case,  in  order  that  none  of 
it  may  reach  tlie  oil  sand  and  clog  it,  thereby  tending  to  interfere  with 
the  oil  production. 
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Historical  and  General. 

New  York  was  founded  as  New  Amsterdam,  by  the  Dutch,  in  1625, 
when  two  ships  from  Holland  brought  over  settlers  with  their  house- 
hold and  farming  equipment  and  domestic  animals.  Under  the  direc- 
tion of  an  engineer,  Kryn  Frederick,  the  town  was  begun  by  laying 
out  a  fort.  There  had  been  a  trading  post  here,  however,  since  1613. 
In  1626,  Peter  Minuet  bought  the  island  from  the  Manhattan  Indians 
for  60  guilders,  equivalent  to  $24.  By  conquest,  the  settlement  became 
an  English  colony  in  1664. 

Although  an  important  port,  it  remained  in  a  secondary  place 
throughout  the  colonial  period,  and  did  not  become  the  first  city  of 
the  land,  as  to  commerce  and  population,  until  1770.  The  opening 
of  the  Erie  Canal,  in  1825,  gave  the  City  its  first  great  impetus.  Occu- 
pying originally  only  a  small  area  at  the  southern  extremity  of  Man- 
hattan Island,  the  City,  by  growth  and  annexation,  has  greatly  in- 
creased its  territory  and  water-front.  New  York  is  now  the  greatest 
of  all  seaports,  due  to  its  geographical  advantages,  namely,  its  wonder- 
ful harbor  and  its  easy  lines  for  water  and  rail  access  to  the  interior 
of  this  great  continent,  to  New  England,  and  to  the  South  Atlantic 
States.  It  is  the  terminus  of  the  naturally  cheapest  route  from  the 
Mississippi  Valley  to  the  sea.  It  has  a  fine  climate  and  a  low  death 
rate,  14  per  1  000  for  1912.  It  is  one  of  the  healthiest  of  the  great 
cities  of  the  world. 

*  An  Illustrated  Lecture,  at  the  Reception  griven  by  the  American  Society  of  Civil  Engi- 
neers, at  the  Society  House,  to  the  Foreign  Delegates  Attending  the  Sixth  Congress  of  the 
International  Association  for  Testing  Materials,  New  York,  September  5th,  1912.  Enlarged 
for  publication,  and  Revised,  May,  1913. 
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TTaKHOR    and    TifAFFIO. 

As  shown  !)>•  the  iiiap,  Ki^^  1,  the  harbor  is  naturally  divided  into 
several  i)arts,  well  interconnected.  At  the  entrance  from  the  Atlantic 
is  the  Lower  Bay,  from  which  vessels  pass  through  The  Narrows  into 
the  Upper  Bay,  out  of  which  branch  the  Hudson,  or  North,  and  the 
East  Rivers,  with  the  Harlem  River  linking  them  north  of  Manhattan 
Island.  From  the  East  River,  through  Hell  Gate,  commerce  has  ac- 
cess to  Long  Island  Sound  and  New  England  waters,  and  the  Hudson 
is  navigable  to  Troy.  On  this  map  are  indicated  also  the  approximate 
locations  of  the  principal  artificially  improved  channels. 

Into  New  York  Harbor  come  the  largest  steamships  afloat.  In  1911 
4  500  vessels,  with  a  tonnage  of  14  000  000,  cleared  for  foreign  ports. 
The  total  traffic  of  the  harbor  amounts  to  100  000  000  tons  annually. 
Vessels  are  sent  to  the  port  by  many  great  oceanic,  coastwise,  and 
river  lines.  From  800  000  to  1  000  000  immigrants  have  passed  through 
the  Ellis  Island  station  during  each  of  the  recent  years.  The  imports 
of  New  York  have  amounted  to  $936  000  000,  and  the  exports  to  $865- 
000  000.  annually.  Great  numbers  of  tramp  vessels  come  into  the  har- 
bor from  all  over  the  world.  Few  more  suitable  anchorage  grounds  for 
naval  vessels,  where  the  public  can  see  them  conveniently,  can  be 
found  than  the  Hudson  River  from  23d  Street  northward.  Here  the 
greatest  fleet  ever  assembled  has  ridden  safely  at  anchor.  The  river 
has  a  channel  depth  of  35  ft.  or  more  as  far  as  the  City's  northerly 
boundary.    Harbor  depths  are  indicated  on  Fig.  5. 

Geology. 

In  The  Bronx  and  on  Manhattan  Island  above  14th  Street,  in 
general,  mica  schist,  gneiss,  or  limestone,  outcrops  or  is  not  far  below 
the  surface;  but  south  of  14th  Street  the  bed-rock  descends  steadily, 
and  is  everywhere  covered  heavily  with  glacial  drift.  Long  Island 
and  Staten  Island  are  morainal,  with  rock  usually  at  consider- 
able depths,  except  for  a  ridge  of  poor  serpentine  outcropping 
on  Staten  Island,  and  one  outcrop  in  the  northerly  part  of  western 
Long  Island.  Railroad,  subway,  and  water  tunnels,  bridge  and  build- 
ing foundations,  and  other  engineering  constructions  are  profoundly 
affected  by  this  geological  formation.  Most  picturesque  of  all  the 
local  geological  formations  is  the  great  trap  rock  sill,  known  as  The 
Palisades,   extending  from  the  harbor  northward  for  20   miles   along 
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MAP  OF 

NEW  YORK  HARBOR 

ORDINARY  SURFACE  VELOCITIES 

IN  THE  CHANNELS 

AT  STRENGTH  OF  TIDE   IN  FT.  PER  SEC 


Note:  Straight  lines  across  waterways 
are  bridges . 

1.  Governor' s  Island. 

2.  Buttermilk  Channel, 

3.  Ambrose  Channel 

4.  Swash  Channel. 

5.  Gedney  Channel. 


1  M  0 


Fig.  1. 
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tilt'  west  l.jiiiU  of  the  Ilmlsnii.  At  tniiiitiir  ;i  Iici<;lit  of  some  U)i)  ft., 
tliis  sill  toi'ins  ;i  harrier  which  ha>  had  to  he  pierced  hy  many  a  tunnel 
for   the   railroads  ai)i)roachiii.Li-  from   the  West. 

Within  the  past  20  years,  exploration^  with  wash,  diamond,  and  shot 
drills,  and  suhso(iuent  excavations  for  lar^e  enfirinoeriiig  works  have 
groa.tly  enriched  our  kno\vledg:e  of  the  details  of  the  geological  structure. 
Tunnels  and  pipe  lines  for  the  Catskill  Acpieduft  and  the  rapid  transit 
subways  luive  developed  north  and  south  lines  from  Yonkers  to  Staten 
Island,  and  the  great  railway  and  gas  tunnels,  together  with  water  and 
subway  tunnels,  have  supplied  data  for  east  and  west  sections  of 
the  formations  from  the  Hudson  to  the  Suffolk  County  line.  The 
rock  contours  for  Manhattan  Island  have  been  well  established  and  are 
shown  on  a  few  maps.  As  in  most  of  these  explorations  the  engineers 
have  been  assisted  by  expert  geologists,  the  results  have  been  intelli- 
gently inten^reted  and  permanently  recorded.  Plate  LVIII  reproduces 
some  of  these  geological  sections. 

During  recent  years  extended  observations  for  sewage  disposal  pur- 
poses have  greatly  enlarged  the  knowledge  of  tidal  currents  and  kindred 
phenomena  in  the  harbor,  baj's,  and  rivers.  Figs.  1  and  5  give  some  of 
the  most  recent  information  concerning  these  currents,  and  the  depths 
of  water. 

Resources,   Industries,   Geography,   and  Population. 

To-day,  the  metropolis  of  the  western  hemisphere  ranks  first  in 
population  among  the  cities  of  the  world,  and  is  second  only  to 
London  as  a  financial  center.  In  February,  1912,  the  capital  and  un- 
divided profits  of  its  banks  and  trust  companies  totaled  $581  000  000 ; 
at  the  same  date,  the  deposits  aggregated  $3  226  000  000.  In  addition, 
the  deposits  in  savings  banks  in  the  greater  city  exceeded  $1  000  000  000. 
Summing  these,  it  appears  that  the  grand  total  of  deposits  approxi- 
mates $4  500  000  000. 

The  estimated  total  value  of  real  and  personal  property  is 
$10  000  000  000;  total  bonded  debt,  $800  000  000;  gross  public  indebted- 
ness, more  than  $1  000  000  000.  Against  this  indebtedness  can  be  offset 
the  5  500  parcels  of  real  estate  owned  by  the  City,  with  an  estimated  valu- 
ation of  $1  300  000  000,  and  the  equipment  of  the  City  departments, 
on  which  a  value  of  $40  000  000  has  been  set.  Central  Park  is  valued 
at  $380  000  000,  and  Bowling  Green,  for  which  the  annual  rental  was, 
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long  ago,  two  pepper-corns  a  year,  is  now  worth  $1  735  000.  Within 
a  few  years,  it  is  believed,  the  valuation  of  the  park  lands  alone  would 
be  equivalent  to  the  total  funded  debt. 

By  an  interesting  compilation  of  figures,  someone  has  shown  that, 
from  1900  to  1910,  the  net  increase  of  land  values  in  New  York  City 
was  more  than  the  combined  gross  output  of  all  the  gold  and  silver 
mines  of  the  United  States  by  $170  000  000,  and  greater  by  $278  000  000 
than  the  aggregate  dividends  paid  during  the  same  10  years  by  all 
the  railroads  of  the  United  States.  Even  at  such  prices,  New  York 
real  estate,  in  the  main,  is  considered  a  profitable  investment. 

The  port  of  New  York  is  the  greatest  railroad  terminus.  New  York 
City  is  also  one  of  the  greatest  manufacturing  communities;  it  has 
26  000  factories,  and  the  products  of  its  broadly  diversified  industries 
have  now  a  value  of  $2  000  000  000  per  year. 

Greater  New  York,  created  in  1898  by  consolidating  a  number  of 
related  cities  and  towns,  comprises  five  boroughs:  Manhattan,  occupy- 
ing the  island  of  that  name — "Little  Old  New  York";  The  Bronx,  on 
the  main  land  to  the  north  and  east;  Queens  and  Brooklyn,  on  the 
western  extremity  of  Long  Island;  and  Richmond,  which  is  Staten 
Island,  to  the  south,  at  the  entrance  to  the  harbor.  Numerous  small, 
islands  are  distributed  among  the  boroughs.  The  total  land  area  is 
327  sq.  miles,  of  which  85  000  acres,  or  133  sq.  miles,  are  vacant.  The 
w^ater-front  extends  for  577  miles,  including  islands  and  navigable 
inlets,  but  none  of  the  New  Jersey  shore,  and  the  area  of  the  water 
surface  of  the  harbor  is  210  sq.  miles. 

The  City's  inhabitants  number  5  373  000,  as  estimated  for  July  1st, 
1913,  by  the  Department  of  Health;  but  the  whole  community  directly 
dependent  for  existence  on  the  wonderful  harbor  is  far  greater,  and 
aggregates  approximately  7  000  000  persons.  The  population  is  in- 
creasing at  the  rate  of  35%  each  decade.  On  the  average,  a  baby  is 
born  every  6  min.  Curves  plotted  on  Fig.  6  indicate  the  rates  of  in- 
crease of  population  for  the  several  boroughs  and  the  greater  city.  Of 
Greater  New  York's  inhabitants,  12%  live  in  areas  having  a  population 
density  of  400  or  more  per  acre,  and  11%  in  areas  having  10  or  less  per 
acre.  The  total  of  foreign-born  is  about  2  000  000;  of  these,  485  000  are 
from  Russia,  340  000  from  Italy,  253  000  from  Ireland,  280  000  from 
Germany,  193  000  from  Austria,  73  000  from  Hungary,  78  000  from 
England,  and  57  000  from  Sweden  and  Norway.     In  the  Boroughs  of 
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DEPTHS  IN 
NEW  YORK  HARBOR 


I        i  Depth  less  than  24 'at  M.L.W. 
|==)  Depth  between  24' and  eo'at  M.L.W. 
H  Depth  Greater  than  60'at  M.L.W. 


Fig.   5. 
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^JniiluUtaii  and  The  Bronx  45.4%  of  the  white  population  are  foreign 
born,  and  only  15.8%  are  of  native  parentage. 

Greater  New  York's  increment  of  population  each  2  years  is  equiv- 
alent to  a  Jersey  City  or  a  Kansas  City,  a  Bucharest  or  a  Nottingham, 
and  the  annual  gain  would  make  an  Albany,  a  Bridgeport,  a  New 
Haven,  or  a  Grand  Eapids,  a  Havre  or  a  Geneva.  New  York's  5-year 
growth  would  people  a  Boston,  a  Cleveland,  a  Baltimore,  or  a  Liverpool, 
and  the  increase  between  the  last  Federal  census  and  the  one  a  decade 
earlier  would  have  supplied  enough  inhabitants  for  a  Philadelphia,  a 
Moscow,  or  a  Peking. 
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SCALE  FOR  GREATER  NEW  YORK 

to         t>         00         oi    MILLIONS 


POPULATION  OF  BOROUGHS  IN  GREATER  NEW  YORK 

Fig.  6. 

In  New  York  there  are  more  than  1  000  000  Jews.  The  negroes 
number  121  000,  and  have  increased  10%  in  a  decade.  Kesidents  of 
New  York  who  were  born  in  the  Kaiser's  empire  would  populate  a 
Hanover;  those  from  the  Czar's  domain,  an  Odessa.  The  Scandina- 
vians are  equivalent  to  one-sixth  of  the  population  of  Stockholm. 
There  are  enomgh  Italians  to  fill  Turin.  Those  who  once  dwelt  under 
the  Turkish  crescent  and  in  the  shadow  of  the  Balkans  would  fill  ten 
or  twelve  cities  as  large  as  Cettinje.     Public  utilities  administration 
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* 
aiul  civic  government  are  not  a  little  complicated  by  tlicse  large  and 
diverse  foreign  elements  in  tlie  population. 

City  Govehnment. 

New  York  City  is  governed  under  a  charter  from  the  State  of  New 
York.  A  !Mayor,  five  Borough  Presidents,  a  Comptroller,  the  President 
of  the  Board  of  Aldermen,  and  a  few  minor  city  officials  are  elected 
once  in  4  years,  and  a  board  of  73  Aldermen,  every  2  years.  Plate  LIX 
indicates  diagrammatically  the  general  scheme  of  organization  of  the 
City  government. 

The  Board  of  Estimate  and  Apportionment,  made  up  of  the  Mayor, 
Comptroller,  President  of  the  Board  of  Aldermen,  and  the  five  Borough 
Presidents,  is  the  chief  administrative  authority  of  the  City;  it  passes 
upon  all  projects  requiring  expenditure  of  money,  and  makes  appropria- 
tions therefor;  it  fixes  most  of  the  salaries  not  stipulated  by  la.w,  and 
makes  the  annual  budget;  it  meets  in  the  City  Hall  weekly,  except  in 
summer. 

The  Board  of  Aldermen  is  the  legislative  body  of  the  City.  The 
Comptroller  is  at  the  head  of  the  Finance  Department,  which  audits 
finally  all  bills  for  work,  services,  and  supplies,  including  pay-rolls 
and  certificates  for  payments  under  contracts,  and  draws  orders  on  the 
City  Chamberlain  for  the  cash  disbursements. 

Each  Borough  President  is  the  chief  administrative  officer  of  his 
borough,  and  appoints  and  removes  heads  of  bureaus  in  charge  of 
highways,  sewers,  topography,  and  other  municipal  works.  The  bureaus 
are  not  altogether  alike  in  the  different  boroughs.  Certain  functions, 
better  performed  for  the  City  as  a  whole,  are  entrusted  to  large  de- 
partments under  commissioners  appointed  by  the  Mayor.  Some  of  the 
most  important  of  these  are  the  Police  Department;  Department  of 
Water  Supply,  Gas,  and  Electricity;  Department  of  Bridges;  Depart- 
ment of  Docks  and  Ferries;  Department  of  Public  Charities;  Law 
Department;  Health  Department;  Department  of  Taxes  and  Assess- 
ments ;  Street  Cleaning  Department ;  Bureau  of  Weights  and  Measures ; 
Tenement  House  Department;  Fire  Department;  Park  Department; 
Board  of  Education,  of  46  members,  from  as  many  districts;  Civil 
Service  Commission;  and  Department  of  Correction. 

From  time  to  time,  for  the  performance  of  unusual  duties,  special 
commissions  have  been  created  by  statute.     Among  these  may  be  men- 
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ORGANIZATION  OF  NEW  YORK  CITY  GO^T:RNiIENT. 


Boroughs  of  Greater  New  York  : 
Manhattan,  Bicklyn.  The  Bronx,  Queen**.  Richmond. 


FINANCES,  FRAKCUISE9,  PUBLIC 
IMPRO\n:MENTS. 

ConsistB  of  the  Mayor,  as  Chairman, 
the  ComptrolkT,  the  President  of  the 
Board  of  Aldenneu,  and  the  five  Bor- 
ough PresidcntH. 


Mayor,  Comptroller  Hud  President  of  Board  of 


PrealdeDts  of 


Control  of  City's  Expenditures. 

Annual  budget  is  approved  by  Board  of  Estimate  and  Apportionment  and 
then  submitted  to  Aldermen  ;  if  latter  take  no  final  action  in  20  days,  budget 
is  deemed  adopted  as  submitted. 

Certain  special  expenditures  need  previous  authorization  of  Board  of  Estimate 
only: 

Board  of  Water  Supply,  for  additional  sources,  no  limit ; 
(■ormnissloner  of  Water  Supply,  Gas,  and  Electricity,  for  water  supply  purposes,  not  to  exceed 

$2  000  000,  In  one  year: 
Rapid  transit  facilities,  no  limit ; 
Lincks  and  ferries  {on  recommendation  of  Commissioners  of  t!ie  Sinking  Fund),  not   to  exceed 


Board  of  Aldermen. 
(Legislative). 
ConBists  of  73  members   elected   for 
2  years.     President  of  Board  is  elected 
as  such  by  the  people.     Salaries:  Presi- 
dent, $5  000;  members,  S2  000. 

(The  abolition  of  this  board  has  been  recommended 
frequently.) 


City  Clerk. 
Elected    by    Board    of    Aide 


Borough  Presidents: 

ted  for  4  years;  salaries  as  belo 

have  charge  of  following  bureaus: 


S7& 


DeBlfTD, 

Topographlcu 

Highways. 

Bulldlnirs. 
Public  BIdga. 
and  OfHces. 


Highways. 
8«wera, 
Buildings. 
Topographical, 
Street  Cleaning. 


Public  Works. 


Chief  Executive.  Elected  for  4  years.  Salary, 
$15  000.  Is  Chairman  of  Board  of  Estimate  and 
Apportionment.     Appoints  heads  of  city  departments. 


Department  c 
Fire  Depart m 

DepartQient  of  Street  Cleanlntr. 
Department  of   Water    " 
Gas.  and  Electricity. 


of  Taxes  and  j 


of   Water   Supply, 


Department      of      Docii-s      and 

Ferries. 
Department  of  Charities. 
Department  of  Correction, 
Bellerue  and  Allied  Hospitals, 
Department  of  Buitdinifs 
Department  of  Bridges. 
Teneineut  House  Deparlment. 


City  ColleKe,  Normal  College, 
Art  Commission,  Board  of 
Water  Supply. 


Comptroller. 
Chief  of  Finance  Department. 
Elected   for   4  years.      Salary, 
$15  000. 


Bureau  of  Collection  of  Taxes. 

Bureau  of  Miscellaneous  Revenue. 

Bureau  of  Assessments  and  Arrears, 

Bureau  of  Audit  of  Claims. 

Bureau  of  Investigation  and  Statistics. 

City  Payments. 

Stock  and  Bond  Division,  etc. 


Commissioners  of  the  Sinking  Fund  : 
rhe  Mayor,  Comptroller,  City  Chamberlain,  President  of  Board  of  ^Udermeu,  Chairman  of  Finance  Committee  of  Aide 


c  property,  including  real  and  personal  e 


s  the  sinking  fund  for 


:,ic  Servke  Commission  of  the  First  District. 
(A  State  Board  ai>iJointed  by  the  Governor) 
Five  Commissioners,  at  Salary  of  i-lo  000. 


d  operation  of  rapid  transit  I 


i  and  electricity  :  and  i 
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tioned  The  Aqueduct  Commission  (1883  to  1910),  which  constructed 
the  New  Croton  Aqueduct  and  most  of  its  appurtenant  reservoirs; 
The  Rapid  Transit  Railroad  Commission  (1894  to  1907),  which  built 
the  first  subway  and  was  superseded  a  few  years  ago  by  the  State 
organization  known  as  the  Public  Service  Commission  of  the  First 
District,  in  charge  of  the  very  extensive  system  of  subway  and  elevated 
railways  now  in  course  of  construction,  as  well  as  many  other  im- 
portant matters;  and  The  Board  of  Water  Supply  (created  in  1905), 
which  is  building  the  Catskill  Aqueduct  and  reservoirs  for  obtaining 
an  additional  public  water  supply. 

Engineer  corps,  with  chief  and  consulting  engineers  at  their  heads, 
are  maintained  by  the  several  boroughs  and  such  departments  and 
commissions  as  have  charge  of  the  construction  and  maintenance 
of  public  works.  The  Chief  Engineer  of  the  Board  of  Estimate  and 
Apportionment  reports  on  all  public  works  projects  brought  before  that 
board,  and  hence  occupies  the  position  corresponding  most  closely  to 
that  of  city  engineer  in  many  cities,  although  he  has  no  construction 
in  charge.  In  the  office  of  this  Board  there  is  a  Franchise  Bureau,  the 
engineers  of  which  examine  proposed  franchises  for  public  utilities, 
and  devote  some  attention  to  existing  franchises  to  see  that  the  terms 
are  complied  with. 

In  the  Comptroller's  office  there  is  a  small  corps  of  engineers 
whose  duty  it  is  to  examine  periodically  during  progress  of  construc- 
tion all  work  of  an  engineering  character  being  done  for  the  City, 
in  order  to  determine,  before  partial  and  final  payments  are  approved, 
whether  the  contract  requirements  have  been  satisfied.  These  examina- 
tions are  made  rapidly,  and  are  in  addition  to  the  detailed  supervision 
and  inspection  by  the  engineers  of  the  department  conducting  the  work. 

Altogether,  New  York  employs  2  000  engineers  and  engineering 
assistants  of  various  ranks  and  kinds;  the  total  number  of  regular 
city  employees  is  85  000,  and  in  addition,  22  000  are  temporarily  en- 
gaged, principally  in  connection  with  elections  and  other  occasional 
work.  The  annual  pay-roll  amounts  to  $89  000  000.  The  City's  annual 
budget  is  approximately  $200  000  000,  in  addition  to  which  $80  000  000 
are  spent  otlierwise  for  public  purposes  each  year,  such  as  additional 
water  supply  works,  rapid  transit  railroad  subways,  street  improve- 
ments, and  docks.     Practically  all  employees  are  under  a  civil  service 
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systfin.  controlled  l».v  ciifrniH'r  ainl  prumot ion  cxjiiniiiiiliojis,  }ui<l  di- 
rected by  a    Municipnl  Civil  Service  Coiiiiiiission. 

The  receipt.s  of  the  ("ity  'I'ren.sury  in  1!>12  wore  $r>24  ()()()()( )()— 
.$ir)4  ()()()  000  from  taxes,  water  rents,  an<l  similar  items;  $.TJ4  000  000 
from  the  sale  of  securities;  $10  000  000  from  assessments;  $5  700  000 
from  the  li(iuor  tax;  and  $1  (SOO  000  from  the  rapid  transit  contracts. 
The  City  will  i)ay  in  11)13  for  interest  and  sinking  fund  charges  on 
its  debt  $55  000  000.  The  Department  of  Education,  in  1012,  spent 
$39  000  000.  The  City  spent  $24  000  000  that  year  for  the  new  Catskill 
Water  Supply  System,  and  invested  $14  000  000  in  subway  construc- 
tion. It  cost  New  York  $9  000  000,  in  1912,  to  clean  its  streets, 
$10  000  000  to  put  out  fires,  and  for  police  protection  $17  000  000. 

For  governmental  purposes.  Greater  Xew  York's  territory  is  also 
divided  into  four  counties:  New  York,  Kings,  Queens,  and  Ilichmond, 
and  the  creation  of  a  fifth,  Bronx  County,  was  referred  last  fall  to  the 
voters  of  that  portion  of  the  City.  Bronx  County  will  elect  officers 
some  time  in  the  year  1913,  and  these  officers  will  assume  their  duties 
on  January  1st,  1914.  The  counties  have  to  do  principally  with  certain 
courts,  records  of  real  estate  transfers,  and  kindred  matters. 

The  National  Government  maintains  within  the  city  limits  a 
custom  house,  an  immigration  station,  federal  courts,  several  post 
offices  and  numerous  branches,  a  navy  yard,  an  army  departmental 
headquarters,  and  a  number  of  fortifications.  The  New  York  post 
office  does  an  annual  business  of  nearly  $600  000  000.  The  world- 
famous  West  Point  Military  Academy,  founded  in  1794,  is  55  miles 
up  the  Hudson  River,  and  is  reached  by  a  delightful  sail;  here  the 
Government  is  spending  millions  of  dollars  on  beautiful  new  buildings. 

City  Map. 

Probably  the  earliest  demand  for  an  official  map  of  the  City  or 
its  parts  arose  in  connection  with  assessing  real  estate  for  purposes 
of  taxation.  Ward  maps  are  mentioned  in  records  of  the  city  govern- 
ment nearly  a  century  ago.  A  law  passed  in  1857  established  the  meth- 
ods of  taxing  real  estate  which  are  still  in  use,  and  directed  that  the 
tax  commissioners  should  appoint  a  surveyor  from  among  the  City 
Surveyors  to  make  surveys,  correct  the  ward  maps,  and  prepare  new 
maps.  One  of  the  oldest  official  maps  is  the  Randall  map,  giving  a 
street  plan  south  of  155th  Street;  it  was  authorized  by  the  Legislature 
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in  1807,  and  filed  in  1811.  There  are,  however,  older  private  maps 
extant. 

A  law  enacted  in  1892  required  the  Commissioners  of  Taxes  and 
Assessments  to  prepare  a  "block  map  of  taxes  and  assessments,"  with 
triplicate  copies,  the  original  to  be  filed  in  the  office  of  the  Commis- 
sioners, one  copy  to  be  for  the  Deputy  Tax  Commissioners,  one  for  the 
Bureau  of  Arrears  of  the  Finance  Department,  and  the  third  for  the 
Bureau  of  the  Water  Kegister.  These  block  maps,  styled  the  perma- 
nent tax  map,  have  been  completed  for  all  portions  of  the  greater  city 
having  established  street  systems ;  they  comprehend  all  Manhattan  and 
Brooklyn,  and  that  portion  of  the  Bronx  Borough  west  of  the  Bronx 
River.  For  the  remainder  of  the  City,  the  map  is  known  as  the  tenta- 
tive tax  map.  The  permanent  tax  maps  are  drawn  to  a  scale  of  50  ft. 
to  1  in.,  the  tentative  tax  maps  to  a  scale  of  80  ft.  to  1  in.,  and  smaller 
scales,  on  14  by  22-in.  sheets,  and  bound  in  volumes  containing  35 
sheets,  together  with  an  index  and  title  sheet. 

Land  value  maps,  142  in  number,  are  published  annually  by  the 
Department  of  Taxes  and  Assessments.  These  maps  cover  the  whole 
City,  and  are  for  the  following  purposes:  (1)  to  aid  in  assessment  by 
giving  each  assessor  a  comprehensive  view  of  his  territory,  with  com- 
parable figures  on  every  street;  (2)  to  assist  the  Commissioners  in 
passing  upon  petitions  for  reductions  of  assessed  valuations;  (3)  to  en- 
able the  public  to  judge  of  the  fairness  of  the  assessor's  work,  and  to  aid 
the  department  by  suggestions. 

From  1652  to  1874  New  York  City  had  an  area  of  22  sq.  miles. 
In  1874,  20  sq.  miles  were  added;  in  1895,  20  sq.  miles  more;  in  1898, 
260  sq.  miles.  The  present  area  is  sixteen  times  the  original.  In 
1912,  523  330  parcels  of  real  estate  were  assessed. 

Topographical  maps,  based  on  careful  surveys,  have  also  been  pre- 
pared for  Manhattan,  Brooklyn,  and  The  Bronx;  those  for  the  Bor- 
oughs of  Queens  and  Richmond  are  in  progress,  the  surveys  having 
been  very  nearly  completed,  the  maps  for  Queens  about  half  drawn, 
and  those  for  Richmond  well  started.  There  are  few  good  maps  of  the 
numerous  pipes,  ducts,  and  other  structures  buried  beneath  the  streets. 
Recently,  however,  the  Borough  of  Brooklyn  established  a  Bureau  of 
Sub-surface  Structures,  the  engineers  of  which  have  made  a  creditable 
beginning  in  compiling  maps  showing  all  structures  under  the  streets 
of  that  borough.     Other  boroughs  also  are  directing  attention  to  this 
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sorely  needed  set  of  records.  1 'nrortunatel.y,  inucli  ot"  tlic  necessary 
inlornintioii  is  lacking-,  and  can  be  obtained  only  from  excavations  for 
new  work  or  rei)airs  made  from  time  to  time  or  from  test  trenches  dug 
across  the  streets. 

TTAnnon  Channels  and  Fhkigiit  Teumknals. 

The  Lower  Bay  is  comparatively  shallow,  so  that,  for  modern  com- 
merce, artificial  channels  are  necessary.  From  time  to  time,  for  many 
years,  the  Federal  Government  has  improved  New  York's  harbor  by 
deepening  and  widening  existing  channels  and  dredging  new  ones.  It 
is  now  possible  for  vessels  of  the  deepest  draft  (40  ft.)  to  enter  or 
leave  the  harbor  and  to  be  berthed  at  all  stages  of  tide.  The  tidal 
range  is  moderate,  averaging  only  5  ft.  It  ranges  from  4.4  ft.  at  the 
southern  tip  of  Manhattan  to  7.2  ft.  in  the  East  River  near  Long 
Island  Sound.  Compare  these  figures  with  9.6  ft.  in  Boston  Harbor, 
11.5  ft.  at  Antwerp,  17.6  ft.  at  London,  and  21.3  ft.  at  Liverpool.  In 
total,  the  Government  has  expended  $18  500  000  on  harbor  improve- 
ments at  the  Port  of  New  York. 

From  25  to  35  years  ago,  few  American  harbor  engineering  enter- 
prises attracted  more  popular  attention  than  did  the  Hell  Gate  im- 
provement in  New  York  Harbor.  Rock  reefs,  which  were  very  danger- 
ous to  vessels,  obstructed  the  East  River  near  its  connection  with  Long 
Island  Sound.  Through  these  narrow,  tortuous  passages  the  tidal  flow 
rushed  with  high  velocities  and  very  troublesome  cross-currents  and 
eddies,  which  gave  the  place  its  original  name,  "Whorl  Gate."  On 
September  24th,  1876,  in  7  426  lin.  ft.  of  tunnels  in  one  of  these  rocks, 
Hallets  Point,  was  fired  the  largest  single  charge  of  high  explosives^ 
48  000  lb.,  which  had  been  attempted  to  that  date.  Work  was  con- 
tinued intermittently  by  various  methods.  On  October  10th,  1885, 
Flood  Rock,  of  9  acres  area,  was  partly  demolished  by  the  explosion  of 
nearly  300  000  lb.  of  dynamite  and  rackarock  in  21  670  lin.  ft.  of  tun- 
nels, from  which  80  000  cu.  yd.  of  rock  had  been  excavated.  Subse- 
quent to  the  blast,  the  shattered  rock  was  removed  by  dredging,  con- 
tinued for  20  years,  and  completed  by  recent  drilling  and  blasting  from 
scows  and  the  removal  of  the  loosened  rock  by  a  powerful  dipper- 
dredge.  By  these  operations  the  channel  has  been  rendered  safe  and 
given  a  depth  of  26  ft.  for  a  width  of  1  200  ft. 
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Fig.  7. — Chelsea  Steamship  Terminal.     The  "Olympic"  Wearing  and  Warp- 
ing INTO  Slip,  Using  Northwest  Corner  of  Pier  as  a  Fulcrum  in 
the  Maneuver.     Observe  Floating  Fenders  avhich  Assist 
IN  Breasting  the  Vessel  off  the  Pier.     Steam- 
ships Always  Dock  with  Bow  Inshore. 


li      Fig.    8. — The   "Olympic"   in   Mid-Stream,    North   River  ;   also   Ferryboats, 
Freight-Car  Floats,  and  Steam  Tugs. 
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Of  wholly  different  character  has  been  the  Ambrose  Channel  im- 
provement, at  the  southerly  entrance  to  the  harbor,  begun  in  1899  and 
carried  on  partly  by  contract  and  partly  by  Government  plant.  By 
suction-dredging  50  000  000  cu.  yd.  of  sand,  gravel,  and  mud,  a  chan- 
nel, with  40  ft.  depth  at  low  water,  2  000  ft.  wide  and  7  miles 
long,  has  been  created.  The  sea-going  dredges,  used  exclusively, 
deposited  the  excavated  material  in  deep  water  several  miles  out  in  the 
ocean.  On  this  work  the  Government  has  used  four  specially  built 
dredging  steamers,  each  equipped  with  two  20-in.  centrifugal  pumps  and 
each  capable  of  discharging  into  the  steamer's  bins,  an  average  of  6^  cu. 
yd.  of  hard-packed  fine  sand  or  10  cu.  yd.  of  loose  sand  and  fine  gravel 
per  minute.  The  average  liquid  capacity  of  each  pump  is  86  cu.  yd.  per 
min.  An  average  total  cost  as  low  as  about  6  cents  per  cu.  yd.  of  solid 
material,  has  been  attained  by  the  U.  S.  Engineers  in  charge.  The 
contract  price  was  9  cents,  and  the  contractor  finally  abandoned  the 
work.  In  round  figures,  the  total  cost  of  improving  this  entrance 
to  the  harbor,  formerly  known  as  the  East  Channel,  has  been  $5  000  000. 

Private  corporations  have  constructed  large  plants  for  warehousing 
merchandise  and  effecting  transhipment  economically  from  vessel  to 
railroad.  Attention  is  directed  to  the  Bush  Terminal  and  the  New 
York  Dock  Company's  plant  in  South  Brooklyn.  Very  much  more 
must  be  done  along  these  lines,  publicly  or  privately,  in  the  imme- 
diate future,  to  meet  the  needs,  which  have  already  outstripped  the 
facilities  provided. 

Bush  Terminal,  created  by  a  private  corporation,  on  the  South 
Brooklyn  water-front,  is  a  complete,  yet  constantly  growing,  community, 
engaged  in  the  shipping,  warehousing,  manufacturing,  and  distribut- 
ing of  a  great  variety  of  merchandise.  It  occupies  200  acres  of  land, 
on  which  are  nine  very  large  industrial  buildings,  with  others  in 
progress  of  construction.  Ultimately,  there  will  be  thirty  such  build- 
ings. There  are  also  130  warehouses.  Most  of  the  industrial  build- 
ings are  700  ft.  long,  75  ft.  wide,  and  6  stories  high,  of  reinforced 
concrete,  unburnable  construction,  and  designed  for  floor  loads  of 
200  lb.  per  sq.  ft.  Throughout  these  buildings  run  pipes  and  wires 
supplying  water  under  pressure,  gas,  live  steam  at  100-lb.  pressure, 
and  direct-current  electricity  at  220  volts.  A  modern  sprinkler  system, 
which  alone  has  cost  nearly  $1  000  000,  ramifies  through  all  the  build- 
ings and  assures  the  prompt  extinguishment  of  an  incipient  fire  in 


IHTO  EXcixiiKHiNr,  AC'i'ivniKs  OK  m:\v   ^oi.-k  city 

the  coiitciits  of  any  ])ortion  of  llir  promiHOfl.  One  of  tlic  induatriiil 
tennnts  is  a  Inr^e  i)ai){M-  manufactory,  said  lo  he  tin-  only  oik;  at  tide- 
water. This  paper  i)lant  has  a  capacity  of  100  tons  per  (hiy.  Seven 
modern  piers,  eacli  ahout  1  300  ft.  long,  accommodate  steamship  lines 
which  send  vessels  to  all  parts  of  the  world.  The  railroad  yard  can 
store  2  000  cars.  The  terminal  has  its  own  locomotives,  tugs,  lighters, 
and  motor  trucks;  its  post  office,  telegraph  office,  and  express  station. 
The  economy  and  other  advantages  of  such  adjustment  of  commercial 
functions  and  the  means  for  performing  them  are  self-evident. 

Docks  and  Ferries. 

To  accommodate  the  vast  commerce  which  seeks  the  port,  there 
are  about  150  large  privately-owned  piers  on  Manhattan  Island  alone, 
and  850  piers  in  all,  of  which  the  City  owns  230;  there  a.re  many  more 
on  the  New  Jersey  shore,  where  several  great  European  steamship 
lines  have  their  termini.  The  City  has  recently  constructed  nine 
800-ft.  piers  immediately  below  23d  Street,  on  the  Hudson  shore  of 
Manhattan,  most  of  which  are  125  ft.  wide,  with  double-decked  steel 
pier  and  bulkhead  sheds.  The  piers  are  of  wooden  piles,  with  creosoted 
plank  decks  having  concrete  covering.  The  street  fagades  of  the  pier 
sheds  are  of  reinforced  concrete,  and  the  steel  columns  in  them  have 
jacking  girders  at  their  bottoms  so  that  settlement  may  be  com- 
pensated by  using  jacks  and  placing  shims  between  the  column  bases 
and  their  masonry  pedestals.  These  Chelsea  piers  accommodate  some 
of  the  greatest  transatlantic  liners,  but  were  hardly  completed  before 
the  building  of  900-ft.  steamers  showed  them  to  be  inadequate;  conse- 
quently, two  have  been  extended  temporarily  to  925  ft.  Eight 
new  piers  are  nearing  completion  in   South  Brooklyn. 

For  the  development  of  a  steamship  and  railroad  terminal  and 
an  extensive  system  of  docks  at  Jamaica  Bay,  on  the  Long  Island 
shore,  the  City  has  appropriated  $1  000  000  to  begin  the  dredging  of 
the  bay,  and  the  Federal  Government  has  started  the  deepening  of  the 
entrance.  The  dredged  materials  are  to  be  deposited  back  of  the  bulk- 
head lines. 

Great  projects  are  being  studied  for  other  improvements  on  the 
Long  Island  shore;  for  larger  piers  on  the  middle  western  shore  of 
Manhattan,  and  for  the  better  organization  of  the  port  as  a  whole, 
so  as  to  facilitate  the  transfer  of  merchandise  between  ships  and  rail- 


Fig.  9. — Bush  Terminal  :  View  from  Balloon  at  an  Elevation  of  1  500  Feet. 


Fig.   10. — Brooklyn  Navy  Yard  :   Dry  Dock  No.  4,  with  Battleship  "Utah". 
Forty-Ton  Locomotive  Crane  at  Left.     Williamsburgh  Bridge 

in   Background. 
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roads  and  warehouses!.  For  the  new  Manhattan  piers,  lengths  up 
to  1  200  or  even  1  500  ft.  are  being  discussed,  and  the  estimates  of 
cost  range  from  $15  000  000  to  $25  000  000.  Owing  to  the  opposition 
of  the  Army  Engineers  to  the  moving  of  the  pier-head  line  farther 
from  the  shore,  a  portion  of  the  length  of  the  proposed  piers  may 
have  to  be  obtained  by  excavating  the  slips  into  the  land.  If  the 
scheme  is  carried  out  on  these  lines,  this  will  involve  great  expense  for 
the  acquisition  of  property,  and  much  of  the  excavation  will  be  in 
rock,  if  some  of  the  locations  suggested  are  adopted.  Quays  and 
diagonal  piers  have  been  suggested,  in  lieu  of  piers  extending  per- 
pendicularly from  the  shore  line.  Several  schemes  for  an  elevated, 
surface,  or  underground  marginal  railroad  along  the  western  water- 
front of  Manhattan  are  receiving  serious  consideration.  Such  a 
system  of  tracks  is  intended  to  inter-connect  all  the  railroad  and 
steamship  lines  entering  this  part  of  the  City,  and  to  serve  the  ware- 
houses and  other  commercial  establishments  in  the  vicinity  so  as  to 
curtail  cartage  and  other  handling  charges  and  reduce  the  time  re- 
quired for  freight  movements.  Connection  has  been  proposed,  by 
means  of  under-river  tunnels  exclusively  for  freight,  to  great  railroad 
car  classification  yards  on  the  New  Jersey  shore  and  the  meadows 
back  of  the  Palisades. 

There  are  72  public  piers  and  bulkheads  for  the  accommodation 
of  miscellaneous  water-front  business.  Pier  leases  yield  the  City  a  net 
annual  revenue  of  $3  000  000.  Recreation  piers,  of  which  there  are 
eight  on  Manhattan  alone,  afford  play  places  and  better  air  for  thou- 
sands in  the  congested  sections.  The  one  shown  in  Fig.  12  is  722  ft. 
long,  50  ft.  wide,  and  is  typical  in  its  construction. 

The  New  York,  or  Brooklyn,  Navy  Yard  is  the  most  important 
in  the  country.  It  contains  extensive  plants  for  building  and  equipping 
naval  vessels  and  making  naval  repairs  of  all  sorts.  This  yard  has 
four  dry  docks,  one  of  timber,  one  of  timber  and  concrete,  one  of 
masonry,  and  the  fourth,  recently  completed,  of  concrete.  T>Yy  Dock 
No.  4  is  notable  for  being  the  largest  on  this  side  of  the  Atlantic, 
and  for  the  foundation  difficulties  overcome.  After  the  failure  of 
methods  tried  by  two  contractors,  a  third  completed  the  undertaking 
successfully  by  the  aid  of  pneumatic  caissons.  As  the  years  passed  in 
these  endeavors,  the  design  of  the  dock  was  improved,  and  its  size 
was  materially  increased  to  meet  the  constantly  growing  sizes  of  vessels. 
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As  now  (•(►iiii)lrl(Ml.  tho  (look  is  TOO  ft.  l(»iifr,  110  ft.  wide  at  tlic  cn- 
triuKV,  niul  liMs  .'55  ft.  of  watnr  over  tlic  sill.  It  is  wich;  enouph  to 
accoinmodnte  any  vessel  which  can  pass  tiie  Panama  Canal  locks, 
and  any  not  excocdinj;  (iS;')  ft.  in  len^'-th.  It  cannot  now  receive  the 
prreatest  modern  commercial  steamships,  but  if  the  building  containing 
the  central  power  plant  of  the  navy  yard  should  be  moved,  the  dock 
can   readily  be  lenjrthened. 

Erie  Basin,  on  the  South  Brooklyn  water-front,  is  widely  known 
to  ship  owners.  Around  this  body  of  water  are  collected  many  estab- 
lishments engajj;ed  in  ship  building,  repairing,  and  outfitting,  and  here 
axe  several  noteworthy  floating  dry  docks.  One  recently  completed  has 
a  length  of  425  ft.  and  a  lifting  capacity  of  7  000  tons;  it  is  100  ft. 
wide  over  all,  and  can  receive  vessels  of  21  ft.  draft.  Its  bottom  plat- 
form and  pontoons  are  of  timber,  and  it  has  hollow  side-walls  of 
steel.  Having  an  ample  pumping  equipment,  it  has  raised  vessels  of 
its  full  capacity  in  35  min.,  and  smaller  ones  in  from  15  to  20  min. 

For  protecting  the  shores  and  reclaiming  lands  partly  under  water, 
many  miles  of  bulkhead  or  sea  wall  have  been  built,  and  this  work  is 
constantly  being  extended.  Two  principal  types  are  used:  one  where 
there  is  rock  foundation  at  reasonable  depth,  the  other  where  the 
bottom  is  soft.  The  latter  is  known  as  the  mud-flotation  type.  This 
wall  is  of  comparatively  light  section,  and  supported  on  vertical  piles. 
Other  vertical  piles  are  driven  back  of  the  wall  to  support  a  platform 
just  above  mean  low  water,  on  which  is  carried  the  few  feet  of  filling. 
Heavy  rip-rap  is  deposited  among  the  piles,  to  a  considerable  depth 
below  the  bottom  of  the  wall,  and  spreads  to  a  wide  base  beyond  the 
toe  of  the  wall  and  back  of  the  platform  piles.  Inclined  piles  are 
driven  from  the  top  of  the  rear  platform  piles  to  the  bottom  of  the 
wall  piles.  By  this  construction,  the  wall  is  materially  relieved  from 
lateral  thrust.  For  founding  the  rock  type  of  wall,  concrete  in  bags 
is  first  deposited  under  water  to  level  np  the  inequalities  of  the  rock 
before  placing  the  lowest  course  of  concrete  blocks.  For  the  construc- 
tion of  both  types  of  walls  concrete  blocks,  weighing  from  30  to  90 
tons,  fabricated  in  yards  on  the  water-front,  are  transported  and  set 
with  the  aid  of  a  100-ton  floating  derrick.  Thousands  of  acres  of  land 
have  been  reclaimed   and  protected  by  these  walls. 

Scores  of  ferry-boats  are  run  by  the  railroads  and  other  corpora- 
tions,   principally   between    Manhattan    and    the    other   shores    of   the 
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Fig.   11. — The   Chelsea  Steamship  Terminal,   North   River   Water-Front, 

Manhattan. 


Fig. 


12. — Municipal  Recreation  Pier  :    Interior  of  Upper   Deck,   Showing 

Children  Dancing. 
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Fig.    13. — The   100-Ton   Floating   Derrick  of  the   Department   of 
Docks  and  Ferries. 
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Fig,    14. — Municipal    Ferries  :    Water-front    of    South    Ferry    House,    at 
Lower  Extremity  of   Manhattan   Island. 


Fig.  15. — Municipal  Ferryboat  Plying  between  Southern  End  of 
Manhattan  Island  and  Staten  Island. 
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port,  and  the  City  operates  ten  boats  from  the  south  extremity  of 
Manhattan  to  Staten  Island  and  Brooklyn.  Some  of  these  are  among 
the  largest  and  swiftest  ferry-boats  afloat,  and  all  the  modern  ones 
have  screw  propellers.  Ferry  rides  from  Cortlandt  Street  to  Weehawken 
(West  Shore  Railroad),  from  South  Ferry  to  Staten  Island,  from  42d 
Street,  Manhattan,  to  Broadway,  Brooklyn,  and  from  99th  Street,  Man- 
hattan, to  College  Point,  in  Queens  Borough,  afford  good  views  of  the 
water-fronts  and  harbor.  One  of  the  common  sights  is  a  pair  of  huge 
car  floats,  each  containing  23  freight  cars,  with  a  steam  tugboat  be- 
tween, propelling  them  from  one  steamship  or  railroad  terminus  to 
another. 

Barge  Canal. 

To  provide  water  transportation  across  New  York  State,  for  bulk 
freight  principally,  a  system  of  canals  is  being  constructed  to  replace 
and  extend  the  Erie  Canal,  dug  during  the  period  from  1817  to  1825, 
'  and  the  Oswego  and  Champlain  Canals.  It  is  known  as  the  Barge 
Canal,  and  will  cost  $110  000  000.  Fourteen  terminals,  for  the  accom- 
modation of  the  canal-boats  which  will  come  down  the  Hudson,  are  to 
be  built  in  the  various  boroughs  of  New  York  City  where  they  will 
be  convenient  for  the  local  distribution  of  goods  or  for  tranship- 
ment. There  are  to  be  thirteen  canal  ports  besides  New  York  City,  and 
the  total  cost  of  terminals  is  put  at  $20  000  000.  Lack  of  such  ter- 
minals was  a  principal  cause  of  the  commercial  failure  of  the  canals 
in  recent  years.  Aggregating  445  miles  in  length,  these  canals  will 
have  a  usual  depth  of  12  ft.;  width  at  bottom,  75  to  94  ft.;  and  57 
locks  large  enough  to  pass  3  000-ton  barges.  It  is  anticipated,  however, 
that  barges  having  a  capacity  of  800  to  1  500  tons  will  be  more  com- 
monly used.     The  completion  of  these  canals  is  expected  in  1915. 

The  Barge  Canal  has  been  located  so  as  to  follow  the  natural  water- 
ways much  more  closely  than  the  old  canals,  and  therefore,  in  large 
measure,  it  is  a  river  canalization.  Besides  the  constructed  canals, 
the  system  embraces  350  miles  of  river  and  lake  navigation.  When  this 
project  is  completed,  there  will  be  within  the  State  1  050  miles  of  such 
waterways,  and  along  them  will  be  dwelling  90%  of  the  State's  popula- 
tion. In  addition,  the  Canadian  and  Vermont  frontiers  of  the  State 
have  500  miles  of  lake  and  river  navigation,  and  the  Hudson  River 
affords  150  miles  more,  making  a  grand  total  of  1  700  miles. 
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\1.\\IAU)ADS. 

Ten  great  railroad  systfiiis,  cacli  conibining  a  number  of  important 
railroads,  terminate  at  New  York  Harbor.  T'ntil  recently,  most  of 
tliem  have  been  able  to  deliver  passengers  and  merchandise  on  Man- 
hattan Island  only  by  ferry.  For  a  long  time  the  New  York  Central 
and  the  New  York,  New  Haven  and  Hartford  Railroads  have  ap- 
proached from  the  north  and  northeast  by  bridges.  To  accommodate 
the  greatly  increased  traffic  of  these  two  systems,  the  Grand  Central 
Station,  on  42d  Street,  is  being  rebuilt  of  much  greater  size,  with 
extensive  changes  in  tracks  and  streets,  involving  a  total  expenditure 
of  $140  000  000,  in  round  numbers,  exclusive  of  buildings  not  used 
directly  for  railroad  purposes. 

Grand  Central  Terminal. 

To  devise  a  terminal  where  space  is  practically  unlimited,  is  a 
simple  proposition;  but  to  accommodate  in  a  congested  metropolitan 
center  5  000  000  residents  and  several  more  millions  of  commuters  and 
miscellaneous  travelers,  is  not  simple.  The  four  tracks  of  the  New 
Haven  Railroad,  the  two  tracks  of  the  Harlem  Railroad,  and  the  four 
tracks  of  the  Hudson  River  branches  of  the  New  York  Central 
Railroad  converge  into  Park  Avenue,  and  their  traffic  must  be  absorbed 
at  or  near  42d  Street.  The  results  of  the  efforts  to  solve  this  problem 
in  the  most  congested  district  of  the  country,  where  property  values 
approach  the  fabulous,  are  shown  in  Figs.  16  to  21. 

The  main  track  level  occupies  nearly  the  entire  area  between  42d 
and  50th  Streets  and  Madison  and  Lexington  Avenues,  with  a  loop 
at  the  south  end,  around  which  equipment  may  move.  This  level 
has  19  miles  of  track,  with  29  tracks  adjacent  to  platforms.  In-bound 
trains  in  Park  Avenue  are  diverted  at  either  57th  or  52d  Streets  to 
the  five  westerly  tracks  connected  with  the  loop.  Passengers  are  un- 
loaded on  these  platforms,  and  the  train  then  passes  around  the  loop 
to  the  storage  tracks  on  the  east  side  of  the  yard.  Out-bound  trains 
leave  from  the  stub  tracks  in  the  center  of  the  yard. 

The  suburban  level  extends  from  42d  to  52d  Street,  with  a  maxi- 
mum width  of  707  ft.  It  also  has  a  loop  for  turning,  and  the  method 
of  operation  is  similar  to  that  for  the  main-track  level.  The  suburban 
level  has  about  15  miles  of  track  and  17  platforms.  The  total  area 
of  the  two  levels  is  79  acres. 
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Fig.    16. — Grand    Central    Terminal  :    A    View    Southward    in    1906,    Over 

THE    Old    Yard    Immediately    North    of   the    Station,    avhich 

is  in  the  Central  Background. 


Fig.    17. — Grand    Central    Terminal  :    Excavation    for    Station.      Looking 
South  from  44th  Street  and  Vanderbilt  Avenue,  May,   1911. 
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Fig.  18. — Grand  Central  Terminal  :  Excavating  for  the  New  Track  Level, 

IN  Rock,   Close  to   Private   Buildings,   near   50th  Street. 

August,  1906. 


Fig.  19. 


-Grand  Central  Terminal  :   Steel  Frame  of  the  New  Station  in 
Process  of  Erection,   December,   1911. 
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Fig.    20. — Grand   Central   Terminal  :    Seven   Levels   of   Elevated,    Surface, 

AND  Sub-surface  Travel.     The  Bridge  Carries  Park 

Avenue  over  42d  Street. 


Fig.    21. — Grand    Central    Terminal:    The    New    Station    and    the    Bridge 

Carrying   Fourth   Avenue    over   42d   Street.      Biltmore    Hotel 

(AT  THE  Left),  and  Other  Buildings    (Left  and  Right) 

Erected  by  the  Railroad  Company  Over  the  Tracks. 
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If  this  terminal  were  worked  to  its  maximum  capacity  for  24  hours, 
using  it  purely  as  a  station,  and  providing  holding  capacity  for  equip- 
ment at  outlying  points,  it  could  take  care  of  about  3  300  in-  and  out- 
bound trains,  or  approximately  2  300  000  people. 

To  grasp  fully  what  is  being  accomplished  one  must  recall  what 
formerly  existed.  Here,  on  the  street  level,  was  a  maze  of  tracks, 
)ver  which  smoking  engines  and  noisy  trains  shuttled  by  day  and 
light.  Crossing  this  area  on  the  lines  of  intersecting  streets  were  ele- 
7ated  footbridges  with  stairways  at  each  end.  The  whole  spectacle 
A^as  an  eye-sore.  The  introduction  of  electricity  did  away  with  the 
jmoke,  but  the  ugly  yards  remained.  Park  Avenue  ended  at  42d  Street 
md  did  not  reappear  as  a  thoroughfare  until  50th  Street  was  reached. 

The  New  York  Central  Railroad  owns  the  air  rights  of  all  the  prop- 
erty comprising  the  yards,  hence  came  a  plan  by  which  the  main  sta- 
;ion  was  to  be  the  beginning  of  a  magnificent  group  of  buildings,  of 
iniform  architecture,  which  would  extend  over  all  the  tracks,  not  only 
liding  them,  but  adding  to  the  attractiveness  and  usefulness  of  the 
vhole  section.  In  addition,  all  the  cross-streets  from  45th  to  50th 
streets,  some  of  which  had  been  carried  over  the  old  yard  with  only 
larrow  footbridges,  have  become  full-sized  streets,  and  Park  Avenue 
s  to  become  an  unbroken  boulevard,  thus  greatly  relieving  overcrowded 
?ifth  and  Madison  Avenues. 

The  elevated  street  around  the  main  station  is  a  continuation  of 
^ark  Avenue,  which  is  soon  to  be  carried  over  42d  Street  on  an  arched 
daduct.  This  viaduct  will  be  constructed  by  the  City.  In  addition 
0  the  main  station,  which  occupies  the  center  of  the  group,  there  are 
low  completed  or  under  construction :  the  Grand  Central  Palace,  the 
ilailroad  Company's  Office  Building,  the  Biltmore  Hotel,  the  Adams 
^]xpress  Building,  the  Railroad  Young  Men's  Christian  Association, 
he  Yale  Club,  and  the  United  Cigar  Stores  Building.  As  the  develop- 
nent  proceeds,  hotels,  places  of  amusement,  apartment  houses,  and 
>ther  edifices  will  take  their  places  in  the  group.  The  architecture  has 
omething  of  the  Doric  motive,  but  approaches  more  closely  the  Tuscan, 
nodified  by  the  French  Renaissance. 

The  "Grand  Central  Palace"  is  a  large,  twelve-story  loft  building 
(ccupied  by  the  Association  of  Wholesale  Furniture  Dealers.  This 
fuilding,  costing  $2  000  000,  was  erected  over  a  continuous  stream  of 
n-   and  out-bound  trains,  without  disturbance  of  the  schedule,   in   8 
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moiiflis  :ni(l  IS  days;  tlic  stcol  frame  was  eroctod  at  ni^rlit  (between 
11    p.   M.  ;ui(l  7    \.   M.)   ;ni(l   riveted  during  the  day. 

in  V\<^.  17  arc  shown  the  oxoavatinp:  operations  in  tlie  rock  on 
tho  site  of  tho  station  huihlin^.  There  have  already  been  used  nearly 
800  000  Ih.  of  dynamite.  'I'he  largest  single  item  of  work  is  the 
excavation,  requiring  the  removal  of  approximately  3  100  000  cu.  yd. 
of  material,  of  Avhich  about  two-thirds  are  rock.  Earth  and  rock  from 
the  excavations  are  utilized  for  widening  the  roadbed  for  additional 
tracks  along  the  Hudson  River  and  on  the  Harlem  Division.  Much  of 
the  excavating  has  to  be  done  near  buildings  owned  by  other  parties. 
The  general  character  of  this  work  is  indicated  in  one  of  the  illustra- 
tions. In  this  particular  case  the  building  was  underpinned  for  a 
depth  of  30  ft.,  the  excavation  in  front  of  it  being  45  ft.  deep. 

A  steel  deck,  over  the  suburban  level  station,  supports  the  express 
level  tracks,  which  cover  an  area  of  about  38  acres,  with  provision  for 
building  columns  to  be  inserted  later.  Above  the  express  level  there 
are  about  If  miles  of  viaducts.  The  main  station  building  contains 
approximately  29  000  tons  of  steel.  Provision  is  made  in  this  structure 
for  carrying  the  central  portion  up  to  a  height  of  20  stories.  In  the 
entire  terminal,  including  tracks,  viaducts,  and  buildings  now  definitely 
determined  upon,  there  are  approximately  150  000  tons  of  steel.  Por- 
tions of  the  new  terminal  have  been  in  use  for  some  time.  It  is 
expected  that  within  a  year  most  of  the  work  will  be  completed. 

Pennsylvania  Terminal. 

A  great  system  of  tunnels,  aggregating  13.7  miles  in  length,  with 
a  magnificent  passenger  station  between  Seventh  and  Ninth  Avenues, 
31st  and  33d  Streets,  was  completed  in  1910  by  the  Pennsylvania  and 
Long  Island  Railroad  systems.  These  tunnels  start  far  back  from  the 
New  Jersey  shore.  Two  single-track  tubes  pass  beneath  the  Hudson 
River  and  as  far  as  the  station  yard;  two  double-track  tunnels  cross 
Manhattan  Island,  and  four  single-track  tubes  pass  beneath  the  East 
River  and  to  terminals  well  inland  on  Long  Island.  When  this  great 
project  is  completed,  it  will  have  cost,  for  real  estate,  structures,  and 
equipment,  $160  000  000. 

Besides  the  tunnels  and  station,  the  project  comprises  numerous 
large  freight  yards  in  New  Jersey  and  on  Long  Island,  with  car-float 
terminals  at  Greenville,  on  the  New  Jersey  shore,  and  at  Bay  Ridge, 
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in  Brooklyn;  extensive  revision  of  the  railroads,  both  in  New  Jersey 
and  Long  Island,  involving  the  elimination  of  scores  of  street  grade 
crossings;  and  the  New  York  Connecting  Railroad,  12  miles  long. 
This  latter  road,  now  under  construction,  makes  physical  connection 
between  the  Pennsylvania  and  Long  Island  Railroads  and  the  New 
York,  New  Haven  and  Hartford  Railroad,  thus  completing  an  all-rail 
route  for  passengers  and  merchandise  from  New  England  and  East- 
ern Canada  to  the  West,  South,  and  Southwest.     To  carry  the  Con- 


FiG.  22. — Map  of  Pennsylvania,  Long  Island^  and  New  York,  New  Haven 
AND  Hartford  Railroads  Within  Metropolitan  District. 

necting  Railroad  from  Long  Island  to  the  main  land,  a  succession  of 
high  viaducts  and  bridges  over  three  estuaries,  together  3  miles  long, 
and  for  four  tracks,  is  being  built,  crossing  the  East  River  at  Hell 
Gate  with  an  arch  of  1  000  ft.  span  and  300  ft.  rise,  towers  250  ft.  high, 
and  a  clearance  of  140  ft.  for  vessels.  This  will  be  the  longest  arch 
span  in  the  world. 

It  is  claimed  that  Hell  Gate  Bridge,   15  840  ft.  long,  will  be  the 
longest  and  largest  steel  viaduct  in  the  world.     Tay  Bridge  in  Scot- 
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land  is  lOTSO  fl..  aii.l  tli.'  Olii..  luvcr  llii.l^c,  .it  (':iir().  111.,  10  5«0  ft. 
riic  Hell  (late  arch  alone  i.s  estimated  to  cost  $0  000  000  of  the 
$;]0  000  000  total  for  the  ( 'oiincct  iii«-  Railroad.  Jiito  the  bridge  struc- 
tures will  he  erected  80  000  tons  of  structural  steed,  400  000  cu.  yd.  of 
Portland  cement  concrete  reinforced  with  4  000  tons  of  steel,  beside^ 
larao  (luantities  of  granite.  Some  of  the  steel  members  will  be  10  ft. 
in  diainet(?r  and  weigh  180  tons  each,  re^iuiring  special  heavy  cars 
for  their  transportation.  It  has  been  proportioned  for  very  heavy  live 
loads.  Besides  the  great  arch,  the  bridge  will  comprise  a  lift  bridge 
300  ft.  long  over  Bronx  Kill,  several  long  viaducts,  and  a  1  000-ft. 
bridge  over  Little  Hell  Gate.  The  construction  of  the  foundations  and 
masonry  is  now  in  progress,  and  the  steel-work  is  being  fabricated  in 
the  shops.  Some  of  the  foundations  for  the  bridge  piers  will  reach  a 
depth  of  140  ft.  below  low  water.  It  is  expected  that  the  bridge  and 
other  portions  of  the  Connecting  Railroad  will  be  ready  for  traffic 
by  the  middle  of  1915. 

The  tunnels  beneath  the  North,  or  Hudson,  River  were  driven  with 
compressed  air,  at  pressures  ranging  from  15  to  40  lb.  per  sq.  in.,  by 
shields  forced  through  the  silt  forming  the  river  bottom.  A  French 
engineer,  who  was  taken  into  these  tunnels  during  driving,  commented 
on  this  concrete  instance  of  American  "push."  Only  about  one-third 
of  the  material  displaced  was  taken  into  the  shields  and  removed. 
Across  Manhattan,  excavation  was  largely  in  rock;  near  the  station. 
Ninth  Avenue  and  its  three  elevated  and  two  surface  railway  tracks 
had  to  be  supported,  for  a  length  of  375  ft.,  across  a  trench  60  ft.  deep. 
Beneath  the  East  River^  the  tunnels  were  driven  by  compressed  air, 
with  shields,  through  silt,  quicksand,  sand,  boulders,  gravel,  and  rock. 
This  was  the  most  difficult  section. 

For  driving  these  tunnels  from  New  Jersey  to  Long  Island  seven 
shafts  were  sunk,  six  of  which  required  caissons.  Operations  were  also 
carried  on  from  portals  in  New  Jersey  and  on  Long  Island,  and  from 
the  great  open  excavation  for  the  station  building  and  its  yard.  One 
shaft  was  located  at  each  North  River  margin,  one  near  the  middle 
of  Manhattan  Island,  and  two  at  each  shore  of  the  East  River.  They 
were  large  enough  to  permit  the  introduction  of  the  tunneling  shields. 
One  shaft  on  the  Manhattan  shore  of  the  East  River  was  constructed 
so  as  to  give  permanent  access  to  the  tunnels.  The  depth  of  the  deepest 
shaft  was  125  ft.,  and  the  greatest  horizontal  dimensions  were  100  by 
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Fig.   23. — Pennsylvania  Railroad,   North   River  Tunnel,   Showing  Partial 

Admission   of   Silt   Through   Door  while   Shield   was   being 

Pushed    Forward,    Displacing    and    Compacting    the 

Remainder  of  the  Silt. 


Fig.  24. — Pennsylvania  Railroad,  East  River  Tunnel,  Interior  of  Shield. 
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Fig.  25. — Pennsylvania  Railroad  Approach  to  Station  in  New  York  City  : 

Ninth    Avenue,    with    Elevated    Railway    and    Surface    Cars,    on 

Supports  Across  the  Excavation. 


Fig. 


26. — Pennsylvania   Railroad    Station,    New    York    City 
Concourse,  Showing  Steel  and  Glass  Roof. 
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154  ft.  (Weehawkcn  shaft  at  its  top,  New  Jersey)  ;  the  smallest  shaft 
was  on  Manhattan,  22  by  32  ft.  and  65  ft.  deep.  The  East  Kiver  shore 
shafts  are  circular,  18  ft.  in  diameter. 

Over  the  North  River  tunnels  the  maximum  depth  of  water  is  53 
ft.,  and  the  tunnel  invert,  or  bottom,  is  97  ft.  below  mean  high  water. 
The  steepest  track  grade  is  1.93%,  and  this  grade  is  1 780  ft.  long. 
These  tunnels  are  37  ft.  apart,  center  to  center.  Beneath  the  East 
River  there  are  two  1.5%  grades,  the  longer  being  4  050  ft.  Ventilating 
fans  are  installed  at  the  bottoms  of  the  North  River  shafts,  in  the 
building  at  the  Hackensack  portal,  and  in  the  buildings  above  the 
East  River  shafts.  There  are  also  drainage  pumps  in  these  shafts. 
Ventilation,  however,  is  effected  largely  by  the  piston  action  of  the 
moving  trains,  causing  frequent  displacements  of  the  air  in  the 
tunnels. 

Throughout  these  tunnels,  the  signaling  is  three-position  upper- 
quadrant,  and,  as  a  whole,  represents  one  of  the  largest  single  installa- 
tions of  the  kind  yet  undertaken.  The  electro-pneumatic  system,  with 
interlocking  machines  and  other  equipment,  and  controlling  apparatus 
of  the  latest  and  most  improved  design,  is  used  throughout. 

Light  signals  are  used  under  the  Pennsylvania  Station  and  Post 
Office  Building,  throughout  the  Pennsylvania  Station  Yard,  in  the 
North  and  East  River  Tunnels,  and  under  the  platform  shelters  at 
Manhattan  Transfer.  The  use  of  such  a  signal  in  the  open — exposed 
to  daylight — is  particularly  novel,  but,  as  conditions  made  it  impera- 
tive, an  arrangement  of  lights  and  lenses  was  developed,  after  a  con- 
siderable number  of  experiments,  that  gives  satisfactory  color  indica- 
tions under  the  worst  conditions,  namely,  sunlight  directly  over  the 
lenses.  The  change  in  color,  or  the  giving  of  the  different  indications, 
is  effected  by  the  opening  and  closing  of  relays,  the  lenses  being  colored 
and  placed  so  as  to  give  the  night  aspects  of  the  semaphore  signals. 

Alarm  boxes  are  located  in  all  tunnels  at  intervals  of  about  800 
ft.  These  boxes  are  equipped  with  two  levers;  one  painted  blue  and 
marked  "Power",  and  the  other  painted  red  and  marked  "Fire."  If  it 
is  desired  to  cut  off  the  power  from  the  third-rail,  the  blue  lever  is 
pulled,  which  sends  in  two  rounds  of  the  box  number  to  the  sub-station 
feeding  the  third-rail,  and  trips  the  circuit  breakers  in  the  sub-station 
and  switching  station.  The  alarm  is  also  given  in  the  offices  of  the 
train  director,  train  and  locomotive  despatcher,  power  director,  and  the 
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iiil('rl()cl\iii<4-  slalioii  <-<»iit  I'ulliii!^  llic  iiiovciiiciif  ol'  trnins  in  tlic  section 
in  which  the  lr()ul)le  occurs.  If  the  red  lever  is  jjullcd,  tin,'  power  is 
cut  off  the  third-inil.  and  fdur  rounds  of  th(3  alarm  are  sent  in,  as  above. 

The  Pennsylvania  Station  Yard  is  3  500  ft.  long,  from  Tenth  to 
Sixth  Avenue,  and  r»l()  ft.  wide,  from  31st  to  33d  Street.  Its  area  is 
28  acres,  and,  to  make  way  for  it,  500  buildings  were  removed,  and 
3  000  000  cu.  yd.  of  rock  were  excavated.  Concrete  retaining  walls, 
aggregatiuii-  7  SOO  lin.  ft.,  were  required.  The  storage  capacity  of  this 
yard  is  222  cars.  Beneath  the  yard  and  station,  65  ft.  below  street 
level,  there  are  5  200  lin.  ft.  of  trucking  subways  and  pipe  galleries. 

One  of  the  principal  features  of  the  station  is  the  separation  of  in- 
coming and  outgoing  passengers.  Incoming  passengers  pass  from  the 
train  platforms  by  waj'  of  short  stairways  or  elevators  to  the  exit  con- 
course, and  thence  to  the  street  exits.  Outgoing  passengers  enter  the 
main  concourse,  and  pass  to  platforms  by  w^ay  of  train  gates  and  stair- 
ways. The  following  are  some  of  the  principal  dimensions  and  data 
of  this  station: 

Area  of  building,  7.74  acres; 

Length,  784  ft. ;  width,  430  ft. ; 

Building  supported  on  650  steel  columns; 

Greatest  weight  on  one  column,  1  658  tons ; 

Weight  of  building  steel,  27  000  tons; 

Average  height  above  street,  70  ft. ; 

Maximum  height  above  street,  154  ft.; 

Wire  glass  used  in  roof  construction,  |  in.  thick,  220  tons; 

Gross  aggregate  of  concrete  used  in  station,  962  833  cu.  ft.; 

Water-proofing  used,  1  797  964  sq.  ft. ; 

Exterior  of  building,  Milford  pink  granite,  500  000  cu.  ft.; 

Brick,   15  000  000; 

Number  of  electric  lights  in  station,  in  terms  of  16-c.p.  lamps^ 
30  000; 

Arcade,  46  ft.  wide,  length,  216  ft.; 

Dining-room,  56  ft.  wide,  length,  112  ft.; 

Lunch-room,  56  ft.  wide,  length  112  ft.; 

Main  waiting-room,  length,  277  ft.;  width,  108  ft.;  height  150  ft. 

Two  sub-waiting  rooms,  56  by  100  ft.; 

Engagement  room,  18  by  28  ft.; 

Hospital,  21  ft.  8  in.  by  16  ft.  6  in. ; 

Xursery,  27  ft.  by  46  ft.  3  in. ; 

Two  private  waiting-rooms  for  funeral  parties,  one  16  by  18  ft.  6  in., 
one  16  ft.  8  in.  by  21  ft.  8  in.,  one  equipped  with  elevator  to  train  plat- 
form ; 
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Fig.  28. — Pennsylvania  Terminal  :   General  View  of  Excavation,  Looking 
West.     Ninth  Avenue,  with  its  Elevated  Railway,  is  Supported 
ON    Trestle  ;    Eighth    Avenue    is    Interrupted  ;    Seventh 
Avenue,  on  which  the  Station  now  Fronts,  is  Sup- 
ported Partly  on  Rock.     Hudson  River 
in  Background. 


Fig.  29. — Pennsylvania  Railroad's  Sunnyside  Yard,  Long  Island.     At  the 

Left   is   the    Storehouse   for   Revictualing   Dining   Cars,    which 

then  Pass  Around  the  Loop  Track  in  the  Background. 
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Coiioourso,  IcMi^Mli.  noi)  ft.;  widtli.  121  ft.; 
Train  prntos,  .'}(>; 

Kxit  (•()MC()urs(\  IS  ft.  iil)(»v('  tracks;  width  00  ft.;  length  1  Dss   ft.; 
Exits,   ']4th    Strcrt,   stairway   and   osealator,   capacity   12  000   i)cople 
])vv  hour. 

Tlio  snb-rivor  tunnels  liave  shells  23  ft.  in  diameter,  made  np  of 
flanf?ed  cast-iron  and  cast-steel  seprinents,  bolted  together,  weiprhing 
fi  tons  per  lin.  ft.  All  tnnnels  are  lined  with  concrete  and  shaped  so 
as  to  i^rovide  foot-i)aths  at  the  level  of  the  sills  of  the  car  windows. 
Beneath  these  foot-paths,  ducts  for  wires  are  embedded  in  the  con- 
crete. The  weight  of  the  empty  completed  tube  is  16  tons  per  lin.  ft.; 
with  the  maximum  train  load,  it  is  23  tons;  the  weight  of  silt  dis- 
placed was  21  tons.  The  ratio  of  weight  of  completed  tunnel  to  dis- 
placed silt  is  0.74. 

Hudson  and  Manhattan  Tunnels. 

The  Hudson  and  Manhattan  Tunnels  now  afford  to  several  rail- 
roads terminating  on  the  iSTew  Jersey  shore  means  for  delivering 
passengers  at  many  points  on  Manhattan  Island,  besides  serving  as 
a  part  of  New  York's  street  and  interurban  transportation  system  and 
extending  out  to  Newark.  The  original  Hudson  River  Tunnel,  begun 
about  1874,  was  long  notorious  on  both  sides  of  the  Atlantic  because 
of  its  physical  and  financial  disasters.  The  Hudson  and  Manhattan 
Kailroad  Company  now  has  four  tubes  under  the  river,  a  total  of  18 
miles  of  tunnel,  and  a  commodious  underground  terminal  containing 
many  spaces  for  concessionaires,  and  surmounted  by  two  twenty-two- 
story  office  buildings  on  Church  Street,  between  Cortlandt  and  Dey 
Streets,  Manhattan,  besides  numerous  subterranean  stations.  This 
project,  not  yet  finished,  is  involving  an  expenditure  of  $39  000  000, 
exclusive  of  power-house  and  equipment,  and  a  total  expenditure  esti- 
mated at  about  $70  000  000. 

Beginning  in  1902,  the  final  project  has  progressed  steadily.  The 
northerly  tunnel  of  the  old  pair,  from  15th  Street,  Jersey  City,  to 
Morton  Street,  Manhattan,  was  holed  through  on  March  11th,  1904, 
by  shield  excavation,  with  compressed  air.  In  the  southerly  tunnel  of 
this  pair  a  novel  modification  of  shield  tunneling  methods  in  soft 
ground  was  very  successfully  tried.  The  doors  in  the  front  of  the  shield 
were  kept  closed  at  times  while  the  shield  was  being  driven  ahead 
through  silt,  the  soft  material  thus  being  forced  aside  and  not  taken 
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Fig.   31. — "Hudson  Tubes"  :   Interior  View,  Showing  Concrete  Side-Walls 

AND  Signal  Apparatus. 


Pig.  32. — "Hudson  Tubes"  :  Curve  in  the  East-Bound  Tunnel  at  Morton 
AND  Greenwich  Streets,  Showing  Cast-Iron  Lining. 
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inside  the  tunnel,  to  be  removed  at  large  expense.  In  this  way  as 
much  as  62  lin.  ft.  of  progress  was  made  in  one  day,  and  in  the  best 
week  348  lin.  ft.  This  second  tunnel  was  holed  through  on  September 
30th,  1905,  its  length  of  5  100  ft.  having  been  excavated  in  334  work- 
ing days.  The  outside  diameter  of  the  cast-iron  lining,  or  tube,  is  16  ft. 
7  in.,  and  the  inside  diameter,  15  ft.  3  in.,  the  flanges  being  8  in.  deep. 
The  sharpest  curves  have  a  radius  of  150  ft.  This  first  portion  of 
the  system  was  officially  opened  on  February  25th,  1908. 

The  southerly  pair  of  tunnels  was  not  in  the  original  project;  they 
extend  from  the  old  Pennsylvania  Railroad  terminal  station,  in  Jersey 
City,  to  Cortlandt  Street,  Manhattan.  The  southerly  tunnel  of  this 
pair  joined  headings  on  January  27th,  1909.  At  the  deepest  place  in 
these  tunnels  the  base  of  rail  is  91.5  ft.  below  mean  tide  level.  The 
steepest  grade  is  about  4.5  per  cent.  The  Cortlandt  Street  tunnels  are 
of  the  same  size  as  the  northerly  pair,  and  were  driven  largely  by  the 
shield  displacement  method.  Here  the  best  day's  advance  was  72  lin. 
ft.  in  three  8-hour  shifts;  the  average  speed  through  silt  was  19  ft. 
per  day.  Generally  the  air  pressure  was  about  25  lb.  per  sq.  in.,  but 
occasionally  a  pressure  as  high  as  38  lb.  was  necessary.  All  the  tunnels 
passed  through  some  rock  near  the  New  York  shore.  The  subway  con- 
necting these  tunnels  in  Manhattan  is  being  extended  to  the  Grand 
Central  Station. 

Belmont  Tunnkl. 
The  Belmont,  or  Steinway,  Tunnel,  extending  from  the  Grand 
Central  Station,  Manhattan,  under  the  East  River  to  Queens  Borough, 
is  a  part  of  the  Dual  Rapid  Transit  System,  although  constructed  as 
a  private  enterprise  and  never  used.  It  consists  of  two  15.5-ft.,  parallel, 
single-track,  shield-driven,  cast-iron-shell,  concrete-lined  tubes,  except 
where  in  rock,  on  shore.  The  tubes  are  28  ft.  apart  on  centers.  Under 
the  river,  only  a  portion  of  the  material  was  admitted  through  the 
shields  and  removed.  Most  of  the  excavated  earth  and  large  quantities 
of  clay  were  deposited  in  deep  water  over  the  tunnel  to  increase  the 
thickness  of  the  roof.  At  times,  the  top  of  a  shield  was  washed  bare, 
and,  at  other  times,  boulders  were  encountered  which  had  to  be  blasted 
before  the  shield  could  be  advanced.  The  maximum  depth  of  water 
above  the  tunnel  location  was  60  ft.  Four  shafts  were  sunk  from  which 
to  drive  the  tunnel,  two  on  Manhattan,  one  on  a  reef  in  mid-stream, 
and  the  fourth  on  the  Long  Island  shore.     This  tunnel  is  9  000  ft.  long, 
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ElKCTIMC   PlJOlTLSION. 

All  these  great  railroad  projects,  and  sovernl  others  which  seem 
small  only  by  such  comparison,  have  involved  the  adoption  of  elec- 
tricity as  the  motive  i)()wer.  Indeed,  without  recent  electrical  achieve- 
ments, some  of  these  projects  would  not  have  been  feasible.  Earlier 
attempts  to  solve  some  of  these  same  problems  by  other  means  led  only 
to  failures. 

Following-  a  serious  railroad  accident  in  the  Park  Avenue  Tunnel 
approach  to  the  Grand  Central  Station,  attributed  to  obscuration  of 
signals  by  smoke  and  fog,  the  State  of  New  York,  in  1903,  enacted 
legislation  requiring,  with  other  improvements,  the  substitution  of  elec- 
tricity as  the  tractive  power  before  July  1st,  1908.  The  "A.  C— D.  C." 
third-rail  system  was  adopted  by  the  New  York  Central  Railroad,  with 
multiple-unit  motor  cars  for  suburban  service,  and  95-ton,  2  200-h.p. 
electric  locomotives  for  long-haul  trains.  Cross-connected,  dupli- 
cate power-houses  were  built  at  Port  Morris  and  Yonkers,  to  generate 
3-phase,  25-cycle,  alternating  current,  at  11  000  volts,  for  transmission 
by  cables,  of  which  a  great  length  is  in  ducts.  Rotary  converters,  in 
numerous,  conveniently-located  sub-stations,  change  this  current  to  660- 
volt  direct.  Both  power-houses  are  equipped  with  625-h.p.  water-tube 
boilers,  and  5  000-kw.  Curtis  turbo-generators.  The  electric  zone  ex- 
tends for  35  miles  on  the  Hudson  main  line,  to  Croton  Station,  and 
for  25  miles  on  the  Harlem  Division,  to  North  White  Plains.  In  July, 
1907,  the  first  scheduled  trains  were  run  by  electric  power. 

The  New  York  Central  Railroad  is  now  having  built  ten  100-ton 
electric  locomotives  of  an  improved  type,  bringing  its  total  up  to  fifty- 
seven.  Although  of  15  tons  less  weight,  the  new  locomotives  will  be 
50%  more  powerful  than  the  old  ones,  and  have  25%  greater  speed 
capacity.  Each  is  rated  at  1  400  h.p.  continuously,  and  5  000  h.p.  for 
short-time  maximum.  Capable  of  exerting  a  pull  of  13  500  lb.  for  one 
hour  at  54  miles  per  hour,  each  one  of  these  locomotives  is  expected  to 
be  able  to  haul  a  train  weighing  1  000  tons,  at  a  speed  of  60  miles  an 
hour  continuously.  There  are  four  trucks  of  four  wheels  each  under 
each  locomotive,  hence  they  are  known  as  4-4-4-4  type.  A  good  idea 
of  the  appearance  of  such  a  tractor  may  be  obtained  from  Fig.  40. 
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Oil  tlic  oduT  lijind.  tlie  New  York,  New  IlavcMi  ninl  IlMrtford  Knil- 
rond  adopted  an  altcriiatinfjf-eiirront,  overhead-trolley,  cradled-caU'iiary 
suspension  system,  with  i);i-ton  alteniatinf^-eiirreiit  locomotives.  Thene 
locomotives,  however,  liad  to  he  equipped  to  operate  with  direct  current 
over  the  last  12  miles  of  track,  entering  the  Grand  Central  Station. 
This  electric  zone  extends  for  34  miles,  to  Stamford,  Conn.,  with  a 
power-station  at  Cos  Cob.  The  current  is  single-phase,  25-cycle,  gen- 
erated at  4  000  volts,  and  transmitted  at  the  same  voltage  to  the 
locomotives. 

For  the  Pennsylvania  and  Long  Island  Railroads,  a  system  very 
similar  to  that  of  the  New  York  Central  was  adopted.  Its  power-house 
is  in  Long  Island  City,  but,  for  emergencies,  connections  were  arranged 
at  three  points;  with  the  power-plants  of  the  Public  Service  Corpora- 
tion in  New  Jersey,  the  Hudson  and  Manhattan  Railroad  Company  in 
Manhattan,  and  the  New  York  and  Queens  County  Railway  in  Long 
Island  City. 

The  electric  traction  systems  of  the  elevated  railways  and  the  sub- 
way, first  operated  in  1902  and  1904,  respectively,  antedating  all  the 
steam  railroad  electrifications,  are  also  of  the  "A.  C. — D.  C."  third- 
rail  type,  and  similar. 

Street  Railways. 

Of  street  railways  on  the  surface.  Greater  New  York  has  635  miles; 
of  elevated  railway,  98  miles;  and  of  completed  subways,  33  miles; 
total,  766  miles.  It  is  now  possible  to  travel  18  miles  for  5  cents,  on 
one  line,  without  change  of  cars.  These  roads  together  conveyed 
1  560  000  000  passengers  in  1911,  and  the  trafiic  increases  more  rapidly 
than  the  facilities.  The  existing  subway,  with  its  equipment,  in  use 
since  1904,  cost  $90  000  000.  There  are  under  contract  or  authorized, 
111  additional  miles  of  subway  and  elevated  railway,  to  contain  312 
miles  of  new  track,  estimated  to  cost,  w^ith  equipment,  $325  000  000. 
Additional  third  tracks  are  to  be  laid  on  the  existing  Second,  Third, 
and  Ninth  Avenue  Elevated  Railroads.  When  all  these  are  completed, 
about  1916,  the  metropolis  will  have  a  system  containing  parallel  lines 
in  zones  of  heaviest  traffic  and  branches  radiating  into  the  various  out- 
lying sections  affording  rapid  transportation  at  low  cost.  As  thus 
enlarged,  the  system  is  known  as  the  Dual  System  of  Rapid  Transit, 
and  is  expected  to  have  an  annual  capacity  of  3  000  000  000  passengers, 
exclusive  of  the  surface  street  railways. 
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Fig.  34. — New  York,  Westchester  and  Boston  Railroad,  near  Mt.  Vernon,  N.  Y.» 

Electrically   Operated.      Showing  Semaphore   Signal   Bridge   and 

Catenary   Suspension   of  Trolley   Wires. 


Fig.  35. — Interborough  Rapid  Transit  Power  House,  at  Foot  of 
West  59th   Street,   Manhattan. 
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Fig.  36. — Manhattan  Elevated  Railway  :  Curve  at  110th  Street,  Looking 
West.     The  Highest  Part  of  the  Structure. 


Fig,    37. — Brooklyn    Terminal    of    Brooklyn    Bridge.      Manhattan    Bridge 
(then  Under  Construction)  in  the  Background. 
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Fig.  38. — City  Hall  Loop  Station  on  First  Subway. 


Fig.    39. — Typical   Proposed   New   Elevated    Railway   Station   in    Borough 

OF  Queens. 
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Fig.  40. — New  100-Ton  Electric  Locomotive  of  the  New  York  Central 

Railroad. 


Fig    41— Street   Railway   Car  of  Latest   Type.     Double   Deck,   with 
Stepless  Side  Entrance. 
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The  first  elevated  roads  on  Manhattan  Island  were  built  about  1870 
to  1878,  and  are  still  in  service,  the  very  earliest  being  operated  by 
endless  chain  in  1870.  The  first  dummy  engines  were  put  on  the  road 
in  1871,  and  in  1876  forty  trains  were  run  daily.  The  system  has 
been  extended  from  time  to  time.  Until  1902,  the  lines  were  all  oper- 
ated with  noisy,  smoky,  dirty,  coal-burning  locomotives,  but  about  that 
year,  as  mentioned  above,  a  third-rail  system  of  electric  traction  was 
completed  and  the  fussy  little  locomotives  were  relegated  to  limbo. 
Brooklyn,  also,  has  an  extensive  system  of  elevated  railroads,  radiating 
from  the  Brooklyn  Bridge. 

Considering  the  great  hosts  of  passengers,  the  congested  travel  in 
the  "rush  hours,"  at  the  beginning  and  ending  of  the  business  day. 
the  high  speeds,  and  close  headway  demanded,  and  the  throngs  of 
pedestrians  and  vehicles  in  many  streets  traversed  by  surface  cars, 
truly  the  reliability  and  safety  of  operation  are  commendable.  Note- 
worthy features  of  the  City's  street  transit  system  are  the  high  reverse 
curve  in  the  elevated  railroad  at  110th  Street,  where  the  tracks  attain 
a  maximum  elevation  of  60  ft.  above  the  street  pavement;  the  tunnel 
beneath  the  East  River  from  Manhattan  to  Brooklyn;  the  parabolic, 
steel  arch,  of  180  ft.  span,  in  Broadway  near  129th  Street,  carrying  the 
subway  trains  across  Manhattan  Valley;  the  4-mile  Fort  George  rock 
tunnel  of  the  subway,  with  deep  stations,  one  of  them  180  ft.  below 
the  street;  the  Brooklyn  Bridge  terminals,  and  the  stations  of  the  sub- 
way. The  deep  stations  just  mentioned  are  equipped  with  large  passen- 
ger elevators.  Several  elevated  railway  stations  and  the  Manhattan 
Valley  station  of  the  subway  have  been  provided  with  escalators.  Ex- 
cepting a  few  archaic  horse-cars,  still  in  regular  service,  the  first  of 
which  were  run  in  1832,  now  a  curiosity  to  visitors  from  other  cities, 
all  street  rail\yays  are  electrically  operated.  In  crowded  districts  the 
surface  cars  are  run  by  the  "slot,"  or  underground  conduit,  system; 
in  outlying  parts  the /^trolley"  prevails.  To  produce  the  necessary  cur- 
rent for  the  various  street  railway  systems,  a  number  of  large  power- 
houses have  been  erected.  As  an  example,  a  view  is  shown  of  the  59th 
Street  power-station  of  the  subway.  The  cable  as  a  means  of  street 
railway  traction  had  its  day  between  the  years  1885  and  1900. 

The  Dual  Rapid  Transit  System. 
Referring  again  to  the  new  rapid  transit  lines,  the  Dual   System 
derives  its  name  from  the  fact  that  two  companies,  the  Interborough 
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Fig.  43. 
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IvMpi*!  Trniisit  Coiniiiniy  and  tlio  lirooUlyn  Kai)i(l  Triuisit  Company, 
coiiibino  witli  tli(>  City  in  constructinp:,  ccjuipping,  and  operatinp'  tlif 
roads,  'riif  foniKT  company  retains  the  existing  lines  in  Manhattan 
and  'I'lic  I5ron.\.  and  will  obtain  most  of  the  extensions  in  these  two 
boroupfhs,  together  with  the  subway  into  Brooklyn  which  it  now  lias, 
certain  new  connections  in  that  borongh,  the  Steinway  Tunnel,  ex- 
tended, and  connections  over  the  Queensboro  Bridge  to  Queens.  The 
latter  company  continues  to  hold  all  its  elevated  lines  in  Brooklyn, 
and  will  get  most  of  the  new  subway  and  elevated  lines  in  that  bor- 
ough, and,  in  addition,  most  of  the  lines  across  the  East  River  Bridges, 
with  important  new  subway  connections  on  Manhattan  Island,  south 
of  59th  Street.  The  Brooklyn  Rapid  Transit  Company  is  equally  in- 
terested with  the  Interborough  Company  in  a  number  of  lines  extend- 
ing into  Long  Island  City,  in  the  Borough  of  Queens,  and  will  acquire 
rights  to  extend  the  Brooklyn  lines  through  to  Jamaica,  in  the  south- 
easterly part  of  Queens.  Some  portions  of  the  lines  are  to  be  used  by 
the  two  companies  jointly.     The  fare  is  to  be  5  cents  on  each  system. 

The  City  is  to  design,  construct,  and  own  the  new  subways,  but 
agrees  to  lease  them  to  the  companies  for  49  years,  with  definite  pro- 
visions for  recapture  in  whole  or  in  part,  at  stipulated  times.  The 
companies  are  to  equip  and  operate  the  subways.  Extensions  and  im- 
provements of  the  elevated  lines  are  to  be  constructed  and  equipped 
by  the  companies.  The  leases  for  the  elevated  road  extensions  will 
run  for  85  years  from  completion,  but  the  old  franchises  are  in  per- 
petuity. The  City  is  to  share  in  the  profits  of  operation.  The  Inter- 
borough Rapid  Transit  Company  agrees  to  expend  $56  000  000  for  the 
construction  and  $21  000  000  for  the  equipment  of  new  lines,  in  addi- 
tion to  its  total  investment  of  $48  000  000  in  the  first  subway.  Thus 
the  Interborough  will  have  an  aggregate  investment  of  $125  000  000 
in  subways,  extensions,  and  equipment.  The  Brooklyn  Rapid  Transit 
Company  is  to  spend  $13  000  000  for  the  construction  of  new  lines  to 
be  included  in  its  system,  and  $21  000  000  for  the  extensions  and  im- 
provements of  its  present  lines.  In  addition,  the  Brooklyn  Company 
is  to  devote  $26  000  000  to  the  equipment  of  the  lines  which  it  is  to 
operate.  An  aggregate  new  investment  of  $60  000  000  is  thus  required 
of  this  company. 

In  the  new  subways,  the  station  platforms  will  be  long  enough  for 
ten-car   express  trains   and  six-car   local   trains,   and  no   station  plat- 
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CUT  AND  COVER    SUBWAY  STRUCTURE,  4  TRACES, TYPICAL  SECTION  BETWEEN  STATIONS. 
SHOWING  INVERTED  SEWER  SIPHON.  IN   10«th  STREET.  M*NmatTAN.  BENEATH  LEXINGTON  AVENUE   SUBWAY. 


CUT  AND  COVER   SUBWAY  STRUCTURE 
3  TRACKS. 

TYPICAL  SECTION  AT  A  STATION 
WITH  INVERTED  SEWER  SIPHON  BEN 
SOUTHERN  BOULEVARD  AND   1M1I>  STREET, 
THE  BRONX 
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forms  will  be  located  on  curves;  this  latter  feature  in  the  first  subway 
has  been  found  disadvantageous,  and  even  dangerous.  Nor  will  four 
tracks  be  placed  in  one  tunnel;  experience  has  indicated  that  such 
construction  is  not  conducive  to  satisfactory  ventilation.  Partitions 
will  separate  the  spaces  for  the  pairs  of  tracks.  An  endeavor  is  to  be 
made  to  lessen  the  heat  in  the  new  subways;  in  the  old  subways  this 
becomes  oppressive  in  warm  weather.  This  heat  has  been  attributed 
to  the  operation  of  the  great  numbers  of  electric  motors  and  of  the 
brake  shoes;  the  resulting  discomfort  has  been  enhanced  by  the  con- 
stant and  excessive  overcrowding  of  the  cars.  The  new  subways  are 
to  be  larger  than  the  old  one.  The  latter  has  a  height  of  12  ft.  10  in. 
above  base  of  rail  and  a  width  of  12  ft.  6  in.  for  each  track.  In  the 
new  Brooklyn  subways,  the  corresponding  dimensions  will  have  a  maxi- 
mum value  of  15  ft.  and  14  ft.,  and  minimum  values  of  13  ft.  2  in. 
and  13  ft.  6  in.,  respectively.  Double-decked  subways  will  be  used  in 
narrow  avenues  and  streets. 

For  the  subway  structure  built  in  trench,  the  framework  will  be 
of  structural  steel,  and  the  walls,  roof,  and  partitions  of  reinforced 
concrete,  the  types  being  similar,  in  the  main,  to  those  of  the  first 
subway.  Under  the  Harlem  River,  the  special  four-track  tube  con- 
struction shown  in  Fig.  42  is  to  be  used.  In  building  new  subways 
of  the  cut-and-cover  type,  no  open  trenches  are  permitted,  as  was  done 
in  the  earlier  work,  where  they  would  interfere  with  street  traffic. 
Instead,  temporary  planking,  strongly  supported,  is  substituted  for  the 
street  pavement,  and  the  contractor's  operations  are  carried  on  beneath. 
Many  difficult  problems  of  detail  in  the  support  of  elevated  and  sur- 
face railways,  and  of  buildings,  and  in  the  relocation  of  sewers,  water 
and  gas  pipes,  and  electric  conduits  have  to  be  solved.  As  can  be 
readily  appreciated  by  engineers  familiar  with  operations  of  this  char- 
acter, the  readjustments  in  the  sewerage  systems  have  been  particularly 
troublesome.  Solutions  of  two  or  three  of  these  problems  are  given 
by  way  of  examples  and  for  their  inherent  interest.  The  illustrations  on 
Plate  LXIII  will  assist  in  making  the  description  easier  of  comprehen- 
sion. For  crossing  the  Lexington  Avenue  subway  at  106th  and  110th 
Streets,  two  inverted  siphons  have  been  constructed  during  1912.  By  the 
introduction  of  these  two  siphons,  it  has  been  possible  to  keep  the  subway 
as  near  the  street  surface  as  ordinary  sub-surface  pipes  permit,  saving 
10  ft.  in  depth  of  excavation  through  wet  material,  and  about  $800  000 
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in  the  cost  of  construction.  Incidentally,  considerable  reduction  in 
the  heig-lit  of  stairways  is  secunMl  to  the  llOth  Street  subway  station, 
which  is  an  important  consideration,  as  it  affects  beneficially  the  trav- 
eling: public  for  all  time. 

These  siphons  take  the  flow  from  two  trunk  sewers  in  their  respec- 
tive locations.  The  lOGth  Street  sewer  has  a  section  5  ft.  7i  in.  high 
and  5  ft.  0  in.  wide,  and  serves  an  area  of  109  acres,  having  a  run- 
off of  2-10  cu.  ft.  per  sec.  at  times  of  excessive  storms,  and  a  maximum 
dry-weather,  or  sanitary,  discharge  of  9.8  cu.  ft.  jier  sec.  The  110th 
Street  sewer  has  a  section  8  ft.  high  and  12  ft.  wide,  and  drains  an 
area  of  327  acres,  having  a  storm-water  run-off  of  356  cu.  ft.  per  sec, 
and  a  dry-weather  discharge  of  29.4  cu.  ft.  per  sec.  The  following 
tabulation  gives  in  detail  the  sizes  and  lengths  of  these  siphons: 


Location. 
(Manhattan.) 

Storm-water 
pipe. 

Dry-weather 
pipe. 

Horizontal 

length,  in 

feet. 

Depression  of 

pressure  pipes 

from  grade 

line,  in  feet. 

DifTerence  of 

invert 

elevation  at 

chanxbers, 

in  feet. 

Lexington  Ave.  and  106th  St 

Lexington  Ave.  and  llOth  St 

Two  48-in. 
Two  78-in. 

One  24-in. 
One  42-7  n. 

159 
2.56 

13.8 
15.5 

0.15  ± 
0.26  ± 

These  inverted  siphons  have  been  provided  with  the  most  improved 
permanent  features  w^hich  have  been  developed,  as  follows :  The  sani- 
tary flow  is  confined  to  the  small  pipe  during  dry  weather,  at  all  stages 
of  tide.  The  changes  of  section  at  the  chambers,  and  all  bends,  are 
easy  and  gradual.  The  clean-out  manholes  are  located  at  the  cast-iron 
bends  of  the  dry-weather  pipe.  Removable  split  pipes  are  bolted  at  the 
bottom  of  the  clean-out  manholes.  These  provisions  make  it  possible, 
if  necessary,  to  rod  the  small  pipe  between  the  clean-out  manholes  and 
oblique  legs  between  the  chambers  and  the  clean-out  manholes.  By- 
pass pipes,  with  sluice-gates,  have  been  added  at  each  chamber,  to  be 
used  at  times  when  it  is  necessary  to  clean  the  small  pipe.  With  tem- 
porary dams  erected  just  outside  of  the  inlet  and  outlet  openings  of 
the  small  pipe,  and  the  sluice-gate  opened,  the  dry-weather  flow  will  be 
diverted  into  one  of  the  storm  pipes,  and  it  will  then  be  possible  to 
pump  out  the  water  from  the  small  pipe,  in  order  to  conduct  cleaning 
operations  without  interference  by  the  flow. 

It  is  thus  seen  that  the  arrangement  is  such  as  to  render  obstruc- 
tions to  the  flow  unlikely;  but,  should  any  occur,  ample  provisions  have 
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Fig.    44. — New   Subway   Construction  in   Lower   Broadway.      Contractor's 

Bridge,  with  Derricks  and  Shafts  at  each  Sidewalk,  Giving 

Access  to  Excavation  Beneath  Temporary  Plank 

Surface  of   Street. 


Fig.  45. — Centre  Street  Subway  Interior,  Ready  for  Track  Construction. 


Fig.    46. — New   Subway   Consteuction   in   Lower   Broadway,   at   City   Hall 

Park.      Shows    Contractor's    Temporary   Buildings    at    Left,    and 

Temporary    Plank    Surface   of   Street    over    Excavation. 

Post   Office,    with    Park    Row   and    St.    Paul 

Buildings  in  Background. 


Fig.  47. — Subway  Excavation  under  Temporary  Plank  Street  Surface,  Show- 
ing Supports  and  Method  of  Suspending  Water   and   Gas  Pipes. 
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been  made  to  remove  them.  This  has  been  secured  satisfactorily  with- 
out the  installation  of  any  motors  and  pumps,  or  any  movable  parts, 
which  would  require  constant  attention  and  are  likely  to  get  out  of 
order. 

An  inverted  siphon  designed  for  Southern  Boulevard  and  144th 
Street,  The  Bronx,  in  connection  with  subway  construction,  is 
also  shown  among  the  illustrations  on  Plate  LXIII. 

While  this  treatment  of  the  sewer  problem  in  connection  with  sub- 
way construction  is  one  which  is  resorted  to  in  extreme  cases  only, 
these  siphons  are  found  to  work  well.  They  follow  substantially  the 
plan  and  principles  of  the  siphon  constructed  by  the  Rapid  Transit 
Commission  in  1902  at  149th  Street  and  Bailroad  Avenue,  which  works 
satisfactorily  and  has  never  required  cleaning.  Five  inverted  siphons 
have  already  been  built  in  Brooklyn,  in  connection  with  the  Fourth 
Avenue  subway  work,  and  the  sixth  (at  Hudson  Avenue  and  Fulton 
Street)  is  now  under  construction.  The  plans  shown  on  Plate  LXIII, 
which  are  more  or  less  typical  for  many  cases,  are  supposed  to  be 
the  "last  word"  in  sewer  siphon  design,  provision  being  made  for  any 
conditions  likely  to  arise. 

For  the  new  elevated  railways,  the  designs  adopted  are  much  more 
pleasing  in  appearance  than  the  old  structure,  as  indicated  by  Fig.  39. 
When  all  improvements  are  completed,  most  of  the  elevated  lines,  old 
and  new,  will  have  three  tracks,  the  middle  one  being  for  express  serv- 
ice "down  town"  in  the  morning  and  "up  town"  in  the  late  afternoon. 

Bridges. 

Spanning  the  East  Hiver  from  Manhattan  to  Long  Island,  there 
are  four  steel  bridges  which  rank  among  the  greatest  in  the  world. 
Three  are  cable  suspension  bridges,  and  the  most  northerly  is  a  canti- 
lever. Brooklyn  Bridge,  constructed  from  1870  to  1883,  the  oldest  and 
still  the  most  important  of  them  all,  has  a  river  span  of  1  596  ft.,  a 
width  of  86  ft.,  a  total  length  of  6  016  ft.,  and  cost  $16  000  000.  Nearly 
400  000  persons  cross  it  daily.  Manhattan  Bridge  has  a  river  span  of 
1470  ft.,  a  total  length  of  6  855  ft.,  a  width  of  123  ft.,  and  cost 
$14  000  000.  Williamsburgh  Bridge  has  the  longest  span,  1  600  ft.,  and 
next  to  the  greatest  length,  7  308  ft. ;  its  width  is  90  ft.,  and  its  cost 
$14  000  000.  Over  it  pass  250  000  people  each  day.  Queensboro,  or 
Blackwells    Island    Bridge,    the    cantilever,    has    two    river    spans,    of 
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1 182  and  984  ft.,  with  piers  on  Blackwells  Island.  It  has  the  neatest 
length.  7  449  ft.;  it  is  90  ft.  wide,  and  cost  $18  500  000.  Willianishurgh 
Hridge  was  opened  to  traffic  in  1903;  the  other  two  in  1909.  The 
Brooklyn  Bridge  towers  are  about  275  ft.  high  and  the  others  325  ft.; 
the  clear  height  above  high  tide  is  135  ft.,  for  all. 

Washington  ^Memorial  J^ ridge  spans  the  Harlem  River  from  the 
heights  of  Upper  Manhattan  to  The  Bronx,  with  two  508-ft.  steel  arches. 
It  is  2  377  ft.  long,  and  was  built  in  2^  years,  at  a  cost  slightly  less 
than  $3  000  000. 

,  Pelhani  Bridge,  in  The  Bronx,  is  an  example  of  reinforced  concrete, 
with  105-ft.  arches.  It  is  2  000  ft.  long,  and  cost  $500  000.  Across  the 
narrows  in  Kensico  Reservoir,  the  Board  of  Water  Supply  has  built 
a  reinforced  concrete  bridge  925  ft.  long,  with  five  127-ft.  arches  hav- 
ing piers  of  a  maximum  height  of  100  ft.;  and  at  the  Ashokan  Reser- 
voir a  three-hinged  reinforced  concrete  arch  of  200  ft.  span  and  50  ft. 
rise,  with  two  ribs  of  I  cross-section. 

Besides  the  conspicuous  bridges  described,  several  other  notable 
ones  have  been  projected,  and  there  are  hundreds,  of  many  types,  in 
existence  in  New  York  City,  ranging  from  small  wooden  highway 
structures  to  massive  railroad  draw-bridges.  Most  beautiful  of  all, 
and  possibly  the  oldest,  is  High  Bridge,  1  450  ft.  long,  of  fifteen  semi- 
circular, cut-stone  arches,  eight  80-ft.  and  seven  50-ft.  spans,  on  tall 
masonry  piers,  supporting  the  Old  Croton  Aqueduct  over  Harlem 
River,  not  far  from  the  Washington  Bridge.  It  was  built  about  1848, 
at  a  cost  of  $1 000  000.  Its  top  is  120  ft.  above  the  river  surface. 
Ten  of  its  piers  are  on  pile  foundations. 

Bridge  projects  around  New^  York  City  cannot  be  dismissed  with- 
out at  least  brief  mention  of  proposed  structures  across  the  North 
River.  Up  to  date,  the  Hudson  has  not  been  bridged  south  of  Pough- 
keepsie  (70  miles  north  of  New  York  City  Hall),  where  a  notable  rail- 
road cantilever  spans  the  stream.  For  years,  with  intermittent  insist- 
ence, a  bridge  of  mammoth  proportions  has  been  exploited  to  accommo- 
date railroad  and  street  traffic  between  lower  Manhattan  and  New 
Jersey.  A  clear  span  of  approximately  3  000  ft.  being  an  unalterable 
condition,  the  engineering  uncertainties  and  enormous  cost  have  pre- 
vented its  construction.  Successful  tunneling  beneath  the  river  has 
rendered  it  less  necessary.  However,  there  is  still  in  contemplation  an 
interstate  bridge  to  afford  easier  access  from  upper  Manhattan  to  the 
high  land  immediately  opposite. 
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Fig.  48. — Parabolic  Steel  Arch,  Carrying  Broadway  Subway  Trains  Across 
Manhattan    Street.      Station    on    Top    of    Arch  ;    Escalator    En- 
trance   AT    Left.      Steel    Viaduct    Supporting    Riverside 
Drive   across   Valley,  in    Background. 


Fig.  49. — Brooklyn  Bridge,  over  East  River. 
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Fig.  50. — Manhattan  Bkidge,  over  East  River. 
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Fig.    51. WiLLIAMSBURGH    BRIDGE,    OVER    EAST    RiVER. 


Fig.  52. — Blackwells  Island,  or  Queensboro-'  Bridge,  over  East  River. 


: 


'227 


Fig.  53. — Rye  Outlet  Bridge,  at  Kensico  Reservoir.     Reiistforced  Concrete  ; 

Spans   about   127   Feet   in   the    Clear  ;    Highest   Piers   100    Feet. 

When  Reservoir  is  Filled,  Water  will  Rise   Nearly  to 

Springing  Line  of  Main  Arches. 


Fig.  54. — High  Bridge,  Supporting  Old  Croton  Aqueduct  across  Speedway 

and    Harlem    River  ;    Washington    Bridge    Station    of    N.    Y.    C. 

&  H.  R.  R.  R.  at  Right. 


Fig.    55. — Washington    Memorial    Bridge,    Carrying    Highway    over    New 
York  Central  Railroad  and  Harlem  River. 
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Formerly  it  was  sug-gested  that  this  bridge  cross  at  Fort  Washing- 
ton Point  (179th  Street,  Manhattan),  but  in  a  recent  report  the  New 
York  and  New  Jersey  Interstate  Bridge  Commission  proposed  a  bridge 
at  57th  Street  and  a  pair  of  highway  tunnels  from  Canal  Street,  Man- 
hattan, to  12th  Street,  Jersey  City.  The  bridge  would  be  a  suspension 
structure  of  2  880  ft.  span,  center  to  center  of  main  piers,  clear  head 
room  of  170  ft.  above  tide  level,  and  total  length  of  nearly  8  500  ft. 
Its  two  main  towers  would  be  approximately  600  ft.  high  and,  in  addi- 
tion, would  extend  180  ft.  below  water  to  rock  foundations.  The  tun- 
nels would  be  30  ft.  in  diameter,  driven  with  shields  and  lined  with 
concrete  inside  cast-iron  shells ;  their  length  would  be,  roughly,  2  J  miles. 
Each  would  be  for  traffic  in  one  direction  only.  The  estimated  cost  of 
this  great  bridge  is  $42  000  000,  and  that  of  the  two  tunnels  $11  000  000. 
The  bridge  is  intended  to  carry  eight  rapid  transit  and  trolley  tracks, 
two  four-line  roadways,  and  two  sidewalks.  Six  million  vehicles  now 
cross  the  river  by  ferries  each  year,  and  158  000  000  passengers  by 
ferries  and  the  existing  railway  tunnels. 

Another  great  bridge,  not  yet  built,  has  passed  the  preliminary 
stages,  and  will,  doubtless,  come  into  being  in  the  near  future.  It 
is  the  Henry  Hudson  Memorial  Bridge,  which  will  span  Spuyten 
Duyvil  Creek  and  connect  the  parkway  along  the  Hudson  shore  of 
Manhattan  Island  with  a  parkway  to  be  laid  out  in  The  Bronx,  thus 
forming  a  continuation  of  Riverside  Drive  and  Lafayette  Boulevard. 
Planned  as  a  monument  to  the  Dutch  navigator's  discovery  of  the 
river,  it  is  to  be  of  massive  granite  and  reinforced  concrete  masonry, 
with  a  total  length  of  3  000  ft.  Ultimately,  this  bridge  will  be  a  part 
of  the  rapid  transit  system.  The  most  noteworthy  of  its  features  is 
the  main,  reinforced  concrete  arch,  of  725  ft.  span  between  centers 
of  springing  joints,  703  ft.  in  the  clear,  with  its  soffit  180  ft.  above  the 
water.  The  main  deck,  215  ft.  above  the  stream,  will  carry  a  50-ft. 
roadway  and  two  15-ft.  sidewalks;  25  ft.  beneath  it  a  second  deck  will 
support  four  rapid  transit  railway  tracks.  The  main  arch  rib  is  de- 
signed to  be  70  ft.  wide,  15  ft.  deep  at  the  key  and  28  ft.  deep  at  the 
springing  line,  with  an  intrados  radius  of  485  ft. 

Streets. 

Greater  New  York  has  3  700  miles  of  streets,  of  which  2  000  miles 
are  paved.  The  principal  pavements  are  of  stone,  wood,  and  asphalt 
blocks,   and  sheet-asphalt,   with  much  macadam  in  outlying  sections. 
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STANDARD    CROWNS  OF   PAVEMENTS 
BOROUGH  OF   MANHATTAN. 


SHEET-ASPHALT.     BLOCK-ASPHALT      WOOD  BLOCK. 


Width  of  Roadway  =  30-- 

GRANITE.  ^ 
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-   Width  of  Roadway  =40'  — 


MACADAM 


Width  of  Roadway =60' 

SHEET-ASPHALT.      BLOCK-ASPHALT.    WOOD  BLOCK 


Width  of  Roadway=60' — 


GRANITE. 
Fig.    58. 
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As  being  more  or  less  typical  of  the  street  practice  of  the  city,  there 
are  shown  in  Fig.  58  diagrams  of  the  standard  cross-sections  of  several 
kinds  of  pavements  as  constructed  in  Manhattan  Borough.  Fig.  59 
shows  the  details  where  the  roadway  and  sidewalk  meet  in  the  gutter 
and  curb,  or  edgestone.  Although  this  cross-section  is  drawn  for  sheet- 
asphalt  pavement,  the  curb  sections  for  other  kinds  of  pavement  are 
almost  identical.  The  values  of  the  letter  dimensions  of  Fig.  59  are 
as  follows: 

Standard  Street  Curb  Sections. 


Depth  of  curb, 

in  inches. 

Dimensions,  in  Inches. 

A 

B 

C 

5 

16 
16 
14 
14 

18 
18 
16 
16 

17 

6 

18 

7 

19 

8 

20 

On  many  streets  traffic  is  so  heavy  that  the  pavements  are  worn  rapidly. 
The  destruction  or  injury  of  street  surfaces  is  greatly  increased  by  fre- 
quent openings  for  pipes  and  other  sub-surface  structures,  which  are 
but  indifferently  restored. 


CURB  SECTION  FOR 
SHEET-ASPHALT 
PAVEMENT. 


In  all  boroughs  of  Greater 
New  York  the  streets  in  the  older 
sections  were  more  or  less  acci- 
dental in  arrangement,  and  but 
little  has  been  possible  in  the 
way  of  improvement  other  than 
an  occasional  widening  or  modifi- 
cation of  grade;  but,  generally, 
the  streets  of  the  city  are  laid 
out  in  rectangular  systems.  In 
some  newer  sections  street  sys- 
tems planned  by  real  estate  com- 
panies, with  little  attention  to 
surrounding  neighborhoods,  have  been  perpetuated.  Generally,  the 
rectangular  systems  have  uniform  spacings  between  streets  in 
any  given  section;  but  in  the  oldest  districts,  and  in  some  others 
where  topography  has  been  permitted  to  control,  crooked  streets  of 
irregular  width  and  spacing  are  found,  with  grades  also  less  skilfully 
regulated. 
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Fig.    59. 
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Fiulcr  n  rule  of  the  lM»;inl  of  p]stiiiint«-  jind  ApiMn-l  ioiini'-iit,  no  street 
witli  a  width  of  less  tlum  <»()  ft.  will  Itc  phu-cd  upon  the  City  iiiaji  nnlesg 
it  is  K'ss  than  1  r)0<)  ft.  in  lon^tli,  or  unlcs.s  tlu?  dania^e  wliich  would 
ri'sult  to  l)uildin<rs  is  greater  than  the  i)rohal)le  benefit  resulting  from 
wid(Miiuji-.  The  street  widths,  thorefor(%  may  he  said  to  range  from  GO 
to  100  ft.,  the  former  being  that  usually  fixed  for  the  minor  streets, 
while  that  for  the  more  important  arteries  ranges  from  70  to  100  ft., 
with  an  approximate  average  of  80  ft.  An  effort  has  been  made  to 
absorb  all  private  developments  within  the  City  plan,  this  course  being 
essential  for  the  reason  that  the  City  is  without  power  to  assist  prop- 
erty owners  in  closing  streets  which  have  been  dedicated  unless  the  title 
can  be  recaptured  by  the  abutting  owners  or  unless  the  City  is  in 
possession  of  the  fee.  In  most  of  the  old  private  streets  the  fee  has 
been  lost,  and  in  all  such  cases  the  Board  attempts  to  adjust  the  old 
lines  by  straightening  them  as  necessary  and  by  providing  an  adequate 
width.  An  excellent  illustration  of  this  treatment  is  afforded  in  a 
recent  map  of  a  large  area  in  the  Borough  of  Queens,  concerning  which 
the  engineers  of  the  Board  recently  made  a  report,  from  which  the  fol- 
lowing is  quoted: 

"The  map  comprises  the  sections  known  as  Hollis,  Holliswood, 
Bellaire,  Queens,  St.  Albans,  Springfield,  Laurelton,  Rosedale,  and  a 
portion  of  the  Jamaica  Estates.  The  Jamaica  Estates  and  Laurelton 
developments  appear  to  have  been  based  on  a  systematic  and  suitable 
plan  for  an  area  of  substantial  size.  With  the  exception  of  Holliswood, 
the  remaining  sections  are  composed  of  a  large  number  of  separate  de- 
velopments, each  of  which  has  apparently  been  carried  out  along  inde- 
pendent lines,  these  in  many  cases  being  inconsistent  with  those  fol- 
lowed in  neighboring  territors-,  making  the  problem  of  comprehensive 
mapping  a  difficult  one,  the  solution  of  which,  however,  has  in  general 
been  attempted  by  laying  out  highways  to  follow  the  former  sectional 
boundaries,  and  by  widening  existing  thoroughfares  and  laying  out  new 
ones  as  required  to  secure  a  network  of  traffic  arteries  of  adequate 
width." 

This  may  be  taken  as  tj'pical  of  the  solution  usually  attempted,  al- 
though in  many  instances  the  result  has  not  been  as  satisfactory  as  in 
this  case. 

Manhattan  has  a  comprehensive  street  scheme  which  has  been 
followed  consistently  and  rigorously  for  many  years.  In  accordance 
therewith,  the  island  has  been  developed  north  of  the  old  city,  the 
boundary  of   which   may   be   drawn   at    14th    Street,  or    approximately 


Fig.  60. — City  Hall  and  Park,  Looking  North,  Broadway  at  Left. 


Fig.    61. — Woolworth   Building,    Post   Office,  and   City   Hall,   with   Sur- 
rounding "Sky-Scrapers,"  from  the   Municipal   Building. 
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2f  miles  from  the  Battery.  The  plan  is  a  gridiron,  with  avenues,  from 
100  to  150  ft.  wide,  parallel  to  the  north-south  axis  of  the  island, 
spaced  B  niile  apart,  and  cross  streets,  at  right  angles  to  the  avenues, 
spaced  twenty  to  the  mile.  A  few  intermediate  avenues  have  been 
added  in  the  central  part  of  the  borough.  Several  cross  streets  are 
100  ft.  wide,  but  the  standard  width  of  the  others  is  60  ft.,  a  30-ft. 
roadway  and  two  15-ft.  sidewalks.  Even  where  heavy  rock  cuts  have 
been  necessary,  not  only  have  the  streets  been  laid  out  on  these  lines 
and  built  to  established,  easy  grades,  but  the  lots  between  have  been 
excavated  to  conform  thereto.  Broadway,  the  old  colonial  post  road 
to  Albany,  is  the  only  important  diagonal  street  in  this  gridiron,  and 
only  for  a  part  of  the  way  is  it  diagonal.  A  street  system  for  practically 
the  whole  area  now  constituting  the  Borough  of  Brooklyn  was  estab- 
lished by  a  map  about  forty  years  ago.  That  portion  of  the  Borough  of 
The  Bronx  west  of  the  Bronx  Biver  was  mapped  in  1895. 

Many  old  streets  in  congested  districts  are  proving  inadequate  for 
their  traffic,  the  sidewalks  as  well  as  the  roadways  being  too  narrow. 
Illegal  encroachments  have  aggravated  these  conditions,  and  finally  the 
City  has  resorted  to  drastic  remedies.  In  lower  Broadway  and  adjacent 
streets,  for  example,  buildings  are  being  shorn  of  architectural  adorn- 
ments and  other  parts  which  project  beyond  the  legal  building  line, 
at  a  cost  of  hundreds  of  thousands  of  dollars.  Instead  of  disfiguring 
the  buildings,  as  might  have  been  supposed,  the  work  has  been  done  so 
skilfully  in  many  cases  that  appearances  have  been  improved.  Rarely 
have  the  changes  been  objectionable. 

As  is  evident  along  many  of  New  York's  streets,  in  some  places 
painfully,  little  or  no  control  is  exercised  over  the  relationship 
of  buildings  to  their  surroundings  as  to  height,  architectural  style,  or 
color.  Such  inexcusable  and  deliberate  inharmonies  as  the  City  Invest- 
ing Building,  beside  the  Singer  Building,  should  not  again  be  perpe- 
trated. However,  unnecessary  ugliness  has  finally  attracted  intelligent 
attention,  and  definite  efforts  are  being  directed  toward  the  creation 
of  more  beautiful  structures  and  groups.  Several  civic  centers  are 
definitely  being  planned.  Architecturally,  New  York  has  made  notable 
improvement  during  recent  years. 

Street  Cleaning. 

In  Queens  and  Richmond  the  borough  president  has  charge  of 
the   street  cleaning,  but  in   the   remaining  boroughs   the  Department 
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of  Street  Cleaiiinp:  is  charged  witli  this  function.  Its  duties  are: 
(1)  S\veei)ing  and  cleaninji:,  sprinklinpr,  fiusliing-  or  washing,  and  sand- 
ing of  the  streets;  (2)  Kenioval  of  ashes,  street  sweei)ings,  garbage, 
light  refuse,  and  rubbish;  (3)  Removal  of  snow  and  ice  from  leading 
tlioroughfares  and  from  other  streets  to  the  extent  practicable.  Jn  tlie 
124  S(i.  miles  served  by  the  department  are  1  900  miles  of  streets,  of 
which  1 300  are  paved.  From  the  24  000  000  sq.  yd.  of  pavement 
cleaned,  540  000  tons  of  sweepings  are  gathered  yearly,  by  about  3  000 
men.  Of  ashes,  more  than  2  000  000  tons,  of  garbage  315  000  tons, 
and  of  light  refuse  and  rubbish  nearly  190  000  tons  were  carried  off 
iu  1911  by  1  425  collectors ;  and  904  000  cu.  yd.  of  snow  were  removed 
from  falls  aggregating  18.7  in.  Ashes,  street  sweepings,  and  similar 
refuse  are  used  for  filling  low-lying  lands,  about  35%  going  to  Riker's 
Island,  where  63  acres  have  been  reclaimed  from  the  tide  and  173  ad- 
ditional acres  are  being  filled.  Salable  wastes,  such  as  paper,  tin  cans, 
rags,  bottles,  rubber,  and  leather,  are  picked  out  during  the  handling 
of  the  rubbish.  Offal  and  garbage,  including  dead  animals,  are  treated 
by  a  digesting  process,  recovering  fats,  hides,  hair,  glue,  and  fertilizer. 

Public  Buildings. 

Of  public  and  semi-public  edifices  worthy  of  remark,  New  York, 
considering  its  youth,  has  a  creditable  number.  Besides  those  men- 
tioned in  other  connections,  the  City  Hall,  the  Stock  Exchange,  the 
Custom  House,  the  Public  Library,  the  Metropolitan  Museum  of  Art, 
the  American  Museum  of  Natural  History,  Columbia  University,  New 
York  University,  with  its  Hall  of  Fame,  the  College  of  the  City  of 
New  York,  St.  Patrick's  Cathedral,  Cathedral  of  St.  John  the  Divine 
(still  in  course  of  construction),  St.  Luke's  Hospital,  General  Grant's 
Tomb,  and  the  Brooklyn  Institute  of  Arts  and  Sciences,  are  conspicu- 
ous in  their  several  localities. 

Many  of  the  public  school  buildings  catch  the  eye  of  the  passer-by. 
Morris  High  School,  in  The  Bronx,  erected  in  1900,  is  English  Gothic 
in  style,  and  cost  $648  000.  It  accommodates  2  531  boys  and  girls,  and 
contains  two  good  gymnasiums,  physical  and  chemical  laboratories, 
and  one  of  the  best  auditoriums  in  the  city  schools,  capable  of  seating 
1 200  persons.  Erasmus  Hall,  Brooklyn,  a  group  of  buildings  ar- 
ranged about  a  quadrangle,  after  the  English  college  style,  is  not  yet 
completed;  the  buildings  in  place  were  erected  between  1904  and  1910 
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Fig.   62. — Columbia  University  Library. 


Fig.  63. — Hall  of  Fame,  New  York  University. 
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Fig.  64. — College  of  the  City  of  New  York. 


Fig.   65. — Riverside   Park  and  Drive,  from  Military   Mast   of   Battleship 

"Kentucky,"   Showing  General  Grant's   Tomb,  at   Extreme   Left, 

AND    Typical    High-Class    Apartment    Houses    of    Upper 

Manhattan  Water-Front  on  Hudson  River. 
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Fig.   66. — Episcopal   Cathedral   of   St.   John  the   Divine,   on   Morn- 
iNGSiDE    Heights,    Manhattan,    as    it    will    Appear    when 

Completed. 


Fig.   67. — St.  Patrick's  Cathedral,  Fifth  Avenue. 
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at  a  cost  of  $770  000.  It  has  detached  buildings  for  different  phases 
of  work,  such  as  physical  and  chemical  laboratories  and  gymnasiums, 
and  accommodates  2  500  boys  and  girls.  Manual  Training  High 
School,  Brooklyn,  erected  1901-02,  cost,  including  its  equipment, 
$770  000,  and  accommodates  2  500  boys  and  girls.  It  contains  ma- 
chine, wood-working,  foundry,  and  tin  shops,  with  complete  equip- 
ment, for  boys;  dressmaking,  millinery,  cooking,  and  housekeeping 
departments,  for  girls.  DeWitt  Clinton  High  School,  Manhattan, 
erected  1903-04,  at  a  cost  of  $892  000,  accommodates  3  500  boys.  It 
contains  a  gymnasium  and  full  laboratory  equipment,  also  a  lunch- 
room in  the  top  story.  Public  School  No.  62,  Manhattan,  facing 
Seward  Park,  erected  1903-04,  cost  $660  000;  it  has  a  large  audi- 
torium, a  gymnasium,  and  a  domestic  science  department,  and  accom- 
modates 4  250  boys  and  girls. 

Famous  all  over  the  country,  New  York's  shops,  especially  the 
prominent  department  stores,  deserve  passing  mention,  for  their  build- 
ings and  equipments  are  largely  the  products  of  engineering  activities. 
Of  hotels.  New  York  has  many  which,  for  convenience  and  luxury  of 
appointment,  are  unsurpassed,  and  of  famous  restaurants,  not  a  few. 
The  Plaza,  one  of  the  most  conspicuous  among  the  hostelries,  appears 
incidentally  in  one  of  the  illustrations.  New  York,  however,  can  boast 
no  opera  house  or  theatre  of  great  architectural  charm  with  fine  set- 
ting; but,  at  a  cost  of  $20  000  000,  it  is  erecting  a  Municipal  Building 
to  provide  offices  for  many  city  departments  for  which  accommodations 
are  now  rented.  This  huge  building  is  situated  near  City  Hall;  Cham- 
bers Street  pierces  the  lower  part,  and  there  are  subway  stations  in 
the  basements.  A  few  figures  will  suggest  its  size:  Total  floor  area, 
850  000  sq.  ft. ;  height  of  tower,  590  ft. ;  cubic  contents  of  building, 
about  15  000  000  cu.  ft. ;  cost,  70  cents  per  cu.  ft.  It  required  37 
horses  to  haul  each  of  the  twelve  50-ton  girders,  over  the  Chambers 
Street  arch;  two  30-ton  derricks  transferred  each  girder  in  mid-air  to 
two  other  30-ton  derricks  to  set  it  in  place.  There  are  40-ton  stones 
on  the  concourse  floor;  30-ton  stones  in  the  architrave  course  on  the 
fourth  floor;  the  column  sections,  from  the  first  to  the  fourth  story, 
weigh  about  18  tons;  the  column  caps  at  the  fourth  story  weigh  about 
16  tons;  on  the  twenty-first  story  the  column  sections  weigh  10  tons; 
on  the  thirty-fifth  story  some  of  the  stones  weigh  10  tons.  The  foun- 
dations are   of  the  pneumatic  caisson  type,   common   among  the  tall 
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buildings  soulli  of  1  Itli  Street.  Sdine  of  tlie  cui^aoiis  arc  the  duepest 
over  sunk  for  a  hiiildiii^,  beiii;;-  147  ft.  'I'lie  l)as(3inents  are  below  tide. 
Like  other  inodorn  New  York  office  buildings,  the  Muuieii)al  Buildiuf^ 
is  of  "steel-cage"  construction,  and  is  faced  with  granite.  It  will  have 
thirty-two  pa.^senger  elevators  traveling  from  the  street  level  to  the 
twenty-fifth  story,  and  special  elevators  in  the  tower  above.  It  will 
have  a  very  complete  mechanical  and  electrical  equipment.  Every 
effort  is  being  exerted  to  render  the  structure  and  most  of  its  furnish- 
ings unburnable. 

"Sky-Scrapers." 

Approaching  the  City  from  any  direction,  by  day  or  night,  its  ex- 
cessively tall  buildings  fascinate  the  beholder,  and  continued  observa- 
tion only  increases  the  wonderment,  as  their  number,  the  enormous 
value,  and  the  great  multitudes  of  persons  housed,  penetrates  one's 
comprehension.  The  "sky-scrapers"  constitute  the  most  characteristic 
physical  aspect  of  the  City  on  lower  Manhattan  Island.  Tallest  of 
all  is  the  Woolworth  Building  (750  ft.),  w^iich  has  recently  been  com- 
pleted. Quite  as  wonderful  as  this  structure  are  the  rapidity  and 
precision  with  which  it  has  been  created  and  the  organization  which 
has  done  it.  Within  18  months  from  the  day  the  foundations  were 
started,  many  offices,  already  rented,  were  ready  for  occupancy.  Follow- 
ing in  height  and  interest  are  the  Metropolitan  Tower,  in  Madison 
Square,  700  ft.;  the  Singer  Tower,  612  ft.;  City  Investing  Building, 
500  ft.;  Park  Row  Building,  382  ft.;  "World,"  "Tribune,"  "Times," 
Bankers  Trust,  Whitehall,  and  Hudson  Terminal  Buildings,  with  scores 
more  almost  equally  deserving  of  mention. 

On  Manhattan  Island  there  are  1  200  buildings  having  10  stories  or 
more;  of  these,  120  have  more  than  16  stories,  and  15  have  more  than  25 
stories.  Of  the  following  numbers  of  stories  there  is  one  building  each : 
31,  32,  38,  41,  45,  and  55;  and  three  buildings  have  33  stories.  The 
total  number  of  buildings  on  the  island  is  estimated  at  120  000.  For 
"sky-scrapers"  the  average  height  is  13  stories. 

Kearly  or  quite  all  the  great  public  and  business  buildings  of  the 
City  have  been  created  by  the  collaboration  of  engineers  and  architects. 
By  the  Civil  Engineer  many  interesting  foundation  and  structural 
problems  have  been  solved.  The  hauling  of  steel  members  weighing 
as  much  as  60  tons  apiece  has  severely  tested  street  pavements  and 
sub-surface   structures,   and  the   transportation   and   erection   of   such 


)  ^   i'!> 


Fig.  68. — Morris  High  School,  Borough  of  The  Bronx. 


Fig.    69. — Public    Grammar    School    No.    62,    Borough    of    Manhattan. 
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Fig.    72. — Conspicuous    Buildings    in    Lower    Manhattan  :    County    Court 
House    (Foreground),  City  Hall  and  Post  Office   (Center),  on  Back 
Row,  Left   to  Right,   "World,"    "Tribune,"   "American   Tract   So- 
ciety," "Times"    (down-town  building).   Park  Row,   St,  Paul, 
Singer  Tower,  City  Investing,  Hudson  Terminal  (extreme 
right    background),    postal    telegraph,    and    home 
Life    Insurance    Company    (with    pointed   black 
TOP),   Site   of  Woolworth   Building   Across 
Broadway    from    Post    Office. 


Looking  Uphvi^n 


Looking  Downhwn 


Fig.    73. — Tall    Buildings    at    Madison    Square  ;    Panorama    Showing    City 

Pressure  Tunnel. 
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heavy  pieces  have  given  railroad  and  other  engineers  hard  nuts  to 
crack.  Heating,  ventilating,  pumping,  lighting,  elevator  and  other 
mechanical  equipment  in  these  great  buildings  frequently  mount  in 
cost  high  in  the  hundreds  of  thousands  of  dollars,  and  exceed  in 
capacity  ^nd  power  the  public  service  plants  of  small  towns.  About 
fifty  years  ago  the  first  I-beams  rolled  commercially  were  used  in  the 
Cooper  Union  and  a  few  other  New  York  buildings.  They  were  of 
iron,  and  these  buildings  were  the  first  in  the  world  to  have  rolled  iron 
structural  members  in  their  frames.  Now  thousands  of  tons  of  struc- 
tural steel  are  used  in  the  City's  new  buildings  every  year. 

With  the  development  of  "steel-cage"  and  fire-proof  construction 
the  height  and  weight  of  buildings  have  increased  rapidly.  To  support 
such  buildings  satisfactorily  on  Manhattan  Island,  new  types  of  founda- 
tion became  necessary,  especially  south  of  14th  Street,  where  the  rock 
is  at  considerable  depth  below  tide  level  and  is  overlaid  with  sand 
and  gravel  which  admit  water  freely.  Pneumatic  caissons  were  de- 
veloped to  meet  this  need.  Both  cylindrical  and  rectangular  shapes 
have  been  used.  By  this  means  exterior  walls  and  columns  and  interior 
columns  are  supported  on  the  bed-rock.  At  least  one  building,  the 
Stock  Exchange,  has  its  subterranean  stories  enclosed  and  made  possible 
by  a  cofier-dam  of  connected  rectangular  caissons.  Large  pneumatic 
caissons  have  been  used  also  in  sinking  to  rock  some  of  the  shafts 
for  railroad  and  water-supply  tunnels.  Caissons  are  variously  con- 
structed of  timber,  of  steel,  and  of  reinforced  concrete.  Those  used 
for  foundations  are  commonly  filled  solid  with  Portland  cement  con- 
crete. Por  a  long  time  wooden  piles  have  been  used  extensively,  but 
several  cases  of  serious  trouble  have  developed  recently  from  the  decay- 
ing of  the  upper  portions  of  such  piles  in  sections  of  the  City  where 
the  ground-water  has  been  lowered  by  the  more  thorough  drainage  in- 
cident to  extensive  underground  construction,  especially  sewers  and 
subways.  These  and  other  circumstances  are  leading  to  the  frequent 
use  of  concrete  piles. 

The  following  are  some  of  the  well-known,  down-town,  business 
buildings  which  have  caisson  foundations  sunk  through  sand  and  water 
to  bed-rock;  in  each  case  the  depth  of  the  foundation  below  the  street 
level  is  given  in  feet :  No.  42  Broadway,  53 ;  Whitehall  Building,  55 ; 
Bankers'  Trust  Building,  69;  Trinity  Building,  82;  Fidelity  Building, 
83;   United   States   Eealty   Building,   85;    Singer    Tower,   92;   Liberty 
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To\v(M\   !)1:    Wcslcni    I'liioii    r.iiildinu,    lol  ;    \V<H.l\v<.rt h    Iliiildiiig,  125; 
^Iuiii('ii);il  Hiiildiiij:',  ir»().  this  last  l)cinj4'  tlu*  (leei)est  in  New  York  City. 

Tklepiione  AM)  Telegraph  Systems. 

But  for  its  engineering  activities,  modern  New  York  could  not 
have  come  into  being,  and  could  not  be  nourished  and  maintained. 
Without  telephones,  engineering,  business,  and  social  activities  alike, 
would  be  impracticable  on  the  present  scale.  Sixty-two  exchanges, 
500  000  telephones,  G  000  men,  and  7  500  girls,  making  2  000  000  con- 
nections daily,  1 200  000  miles  of  underground,  wire,  and  countless 
intricate  appurtenances,  make  up  New  York's  distance-speaking 
system.  It  has  been  developed  in  35  years,  is  growing  at  the  rate  of 
100  telephones  a  day,  and  is  constantly  being  improved.  The  New 
York  company  alone  is  connecting  as  many  instruments  a.s  there  are 
in  all  Great  Britain  and  Germany  combined.  New  York's  long-distance 
telephone,  telegraph,  cable,  and  wireless  systems  give  immediate  com- 
munication with  all  points  on  the  globe  having  electrical  means  for 
transmitting  information. 

Telephone,  telegraph,  and  practically  all  other,  wires  are  placed  in 
ducts  under  the  street  pavement,  except  in  some  outlying  districts 
where  this  improvement  has  not  yet  been  effected  and  the  ugly  poles 
still  disfigure  the  streets. 

Electric  Light  and  Power. 
In  ever-increasing  measure,  electricity  is  illuminating  the  streets, 
houses,  shops,  and  factories  of  the  City,  and  supplying  the  power  for 
its  industry.  To  meet  this  demai^d  some  notable  power-generating 
stations  have  been  built  by  the  Edison  companies,  from  which  radiate 
miles  of  conduits  through  all  the  boroughs.  Another  station,  which 
when  completed  will  be  among  the  largest  in  the  world,  is  in  course 
of  construction.  EuUy  inter-connected,  no  accident  in  any  one  station 
can  interfere  with  the  current  supplied  to  any  part  of  the  district. 
The  perfecting  of  the  steam  turbine  has  wrought  startling  changes 
in  some  big  power-stations,  and  will  force  similar  changes  in  others. 
Waterside  Station,  having  a  capacity  of  500  000  h.p.,  burning  2  000 
tons  of  coal  daily,  and  supplying  5  000  000  lamps,  is  the  largest  of 
its  kind  in  the  world.  The  Edison  system,  covering  21  sq.  miles, 
embraces  33  sub-stations  and  has  5  000  employees,  who  make  more 
than   5  000  000  telephone  calls   a   year  in   conducting  their  work.     It 
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Fig.   76. — New  York  Telephone   System  :   A  Receiving  Switch-Board  in  a 
Modern  Exchange.     At  this  Board  Trunk-Line  Connections  are  Made. 
Only  one  of  Twenty-One  Sections  or  Multiples  is  Shown.     Oper- 
ators AT  these   Boards  do  not  Talk  with  Subscribers, 
BUT  Only  with  Other  Exchanges. 


Fig    77  —New   York   Telephone   System  :    An   Outgoing   Switch-Board   in  a 

Large  Exchange.     At  this  Board  Connections  Between  Trunk  Lines 

AND    Subscribers^    Wires    are    Made.      Operators    at    these 

Boards  Talk  with  the  Person  Answering  the    Phone. 
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supplies  92  000  customers.  So  reliable  has  been  the  service  that  in 
30  years  the  current  has  left  the  mains  only  twice,  once  for  a  few  hours 
because  a  great  fire  nearly  destroyed  the  original  station,  and  again 
for  a  few  moments  when  changing  to  the  first  modern  station. 

Gas. 

Gas  is  used  extensively  for  lighting,  cooking,  and  industrial  pur- 
poses. Many  plants,  large  and  small,  for  its  manufacture,  are  scat- 
tered about,  but  most  interesting  is  the  one  in  course  of  development 
at  Astoria,  in  Queens  Borough,  which  is  ultimately  to  have  a  capacity 
of  500  000  000  cu.  ft.  per  day,  making  it  the  largest  in  the  world.  These 
works  already  include  the  largest  gas-holder  in  the  world,  with  a  ca- 
pacity of  15  000  000  cu.  ft.,  with  a  reinforced  concrete  tank  300  ft.  in 
diameter,  57  ft.  deep;  and  rapid  coal  unloading  towers  and  bridge 
having  a  capacity  of  2  000  tons  in  10  hours;  the  capacity  of  the  bucket 
is  7  tons,  and,  with  its  trolley,  it  weighs  20  tons;  also  in  the  group 
are  brick  coke  pockets  having  a  capacity  of  33  000  cu.  ft.,  to  which 
coke  is  delivered  directly  from  the  retorts,  and  thence  into  railroad 
cars.  The  largest  gas  mains  beneath  the  streets  are  60  in.  in  diameter. 
An  innovation  is  the  making  of  the  cast-iron  pipe  joints  with  lead 
wool,  or  shredded  lead,  caulked  with  pneumatic  hammers.  Many 
streets  and  parks  are  illuminated  by  gas,  Welsbach  or  similar  mantles 
being  used  extensively.  All  told,  there  are  3  640  miles  of  gas  mains. 
There  are  five  gas  companies  supplying  New  York  City ;  the  largest 
of  these,  the  Consolidated  Gas  Company,  was  formed  in  1884  by  com- 
bining six  companies. 

For  conveying  illuminating  gas  from  the  works  at  E-avenswood, 
on  the  western  extremity  of  Long  Island,  to  Manhattan,  a  tunnel  be- 
neath the  East  River  and  Blackwells  Island  was  projected  in  the  early 
Nineties.  Begun  in  1892  and  completed  in  1894,  this  tunnel,  2  106  ft. 
long,  was  the  first  to  be  driven  beneath  the  East  River.  It  is  a  little 
more  than  10  ft.  in  diameter  through  soft  ground,  and  8^  ft.  high  and 
10|  ft.  wide  in  sound  rock,  large  enough  for  two  3-ft.  and  one  4-ft.  gas 
mains.  It  was  driven  from  a  shaft  139  ft.  deep  at  71st  Street,  Man- 
hattan, and  another  of  the  same  depth  on  the  Ravenswood  shore.  The 
minimum  thickness  of  roof  is  40  ft.  beneath  the  west  channel  and 
100  ft.  beneath  the  east  channel.  Superficial  examinations  and  some 
pipe  soundings  led  to  the  expectation  of  solid  rock  for  the  whole  length. 
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l)U(  scvcmmI  ^vi(le  zones  of  soft,  docoinixjsrd,  niid  walcr-hfai-in^,'  rock 
were  oiioountored  under  the  channels,  re<iiiiriii^'^  (ompreflsed  air  tip  to 
48  lb.  per  si].  in.  and  tunneling  shields,  with  se^incntal  casl-iivMi  lining. 
Gas  was  first  delivered  through  the  tunnel  on  October  ir)th,  1894.  A 
second  tunnel  is  now  in  progress,  in  the  same  vicinity,  for  additional 
gas  mains,  connecting  Astoria,  on  the  Long  Island  shore,  with  East 
mth  Street,  l\ranhnttn.n. 

Parks. 

Father  Knickerbocker's  children  delight  to  play  as  well  as  to  work. 
New  York  has  many  public  parks,  large  and  small,  aggregating  7  580 
acres;  many  public  playgrounds,  and  innumerable  private  amusement 
resorts.  Most  notable  among  the  parks  are  Central  and  Riverside 
Parks,  Manhattan;  Prospect  Park,  Brooklyn;  Van  Cortlandt,  Pelham 
Bay,  and  Bronx  Parks,  in  The  Bronx;  and  Forest  Park,  in  the  Borough 
of  Queens. 

Central  Park  is,  beyond  question,  more  widely  known  than  any 
other  park  in  America.  Its  site,  w^hen  purchased  in  1856,  was  waste 
land  occupied  by  "squatters'  shanties,"  slaughter  houses,  bone-boiling 
works,  and  similar  ugly  and  unsavory  buildings.  Its  present  valua- 
tion is  more  than  sufficient  to  offset  one-quarter  of  the  City's  total 
public  indebtedness. 

Bronx  Park  contains  famous  zoological  and  botanical  gardens,  with 
many  collections  of  rare  specimens.  Although  possessing  some  natural 
interest,  all  these  parks  owe  their  present  attractiveness  largely  to 
skillful  landscape  engineering.  In  Battery  Park,  at  the  south  tip  of 
Manhattan,  there  is  an  unusually  instructive  and  well-arranged 
aquarium. 

An  extensive  system  of  boulevards  leads  through  panoramas  of 
park  and  city,  mountain  and  marsh,  river  and  ocean.  Begun  many 
years  ago,  it  is  still  in  course  of  development,  and,  owing  to  the  auto- 
mobile, is  being  projected  even  beyond  the  City's  confines.  In  con- 
nection with  its  water  supplies,  the  City  owns  many  thousands  of  acres 
of  land,  which  can  ultimately  be  made  enjoyable  as  an  outer  park 
system.  The  Bronx  Parkway  Commission,  organized  in  1907,  has 
taken  the  initial  steps  toward  rescuing  the  Bronx  River  and  its  banks, 
from  Bronx  Park  to  the  Kensico  Dam.  Along  this  stream  a  scenic 
drive  and  continuous  park  are  gradually  to  be  developed  to  connect 
the  parks  and  boulevards  within  the  City  with  the  outlying  reservoir 
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Fig.    78. 


-New   York   Edison   Company's   Waterside   Power    Station,    Man- 
hattan.    View  from  East  River. 


Fig.  79. — New  York  Edison  Company's  Waterside  Power  Station.    Interior 

of  Turbo-Generator  Room. 
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Fig.  80. — Consolidated  Gas  Company:  Traveling  Tower  for  Unloading 

Coal  at  Astoria. 


Pig.  81. — Consolidated  Gas  Company  :  Coke  Plant  at  Astoria. 
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Fig.  82. — Consolidated  Gas  Company  :  Largest  Gas  Holder  in  the  World. 


Fig.  83. — Consolidated  Gas  Company's  Scrubbers  at  Astoria,  for  Purifying  Gas. 
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Fig.  84. — Central  Park  ;  Looking  Toward  the  East  Drive,  near  79th  Street 

Transverse  Road.    Almost  Total  Concealment  of  the  Buildings  along 

Adjoining  Streets  has  been  Achieved. 


Fig.  85. — Central  Park^  Southeast  Corner,  59th  Street  and  Fifth  Avenue, 
FROM  THE  Promontory,  Showing  the  Lake.     This  is  the  Main  En- 
trance to  the  East  Drive  of  the  Park.     The  Plaza  Hotel  is 
IN    the    Middle    Background,    the    Savoy    and    Hotel 
Netherlands,   in   Order,    to   the   Left. 
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lands  and  the  beautiful  residential  districts  of  Westchester  County 
and  the  regions  beyond.  Ultimately,  this  system  will  be  linked  with 
the  State  boulevards  and  park  reservations  leading  to  the  Catskill 
Mountain  water-sheds.  Realization  of  these  schemes,  now  well  in 
hand,  will  perfect  for  the  New  York  metropolitan  district  and  all  the 
lower  Hudson  Valley  towns  a  park  system  of  such  beauty,  extensive- 
ness,  and  accessibility  as  but  few  great  communities  can  possess. 

Sewerage  and  Sewage  Disposal. 

In  the  important  field  of  sanitary  engineering.  New  York  must 
confess  to  being  laggard,  at  least  in  so  far  as  the  disposal  of  its  sewage 
is  concerned.  With  so  extended  a  water-front,  bordering  such  vast 
bodies  of  water,  it  has  been  easy  to  prolong  the  sewers  to  the  shores 
and  let  the  crude  sewage  flow  at  innumerable  points  into  the  rivers 
and  harbor.  Even  communities  situated  miles  inland,  either  by  trunk 
sewers  directly,  or  indirectly  through  the  rivers,  have  used  this  same 
simple  method  of  getting  rid  of  their  water-borne  filth.  With  increase 
of  population  this  practice  has  caused  nuisances  and  menaced  health, 
especially  through  the  oyster  and  other  shell-fish  beds  in  the  outlying 
bays,  and  the  public  bathing  establishments  along  the  water-front, 
where  2  000  000  baths  are  taken  annually.  There  are  3  000  miles  of 
sewers  in  the  forty  cities  of  the  metropolitan  district,  1  700  miles  being 
in  New  York  City.  A  few  small  sewage  treatment  plants  have  been 
indifferently  operated  for  a  number  of  years.  Others  are  being  con- 
structed and  better  methods  adopted. 

The  subject  is  now  receiving,  from  the  Metropolitan  Sewerage 
Commission  of  New  York  City,  that  broad  study  which  is  needed; 
this  study  by  experts  will  aid  materially  in  planning  an  adequate  and 
comprehensive  system  for  the  whole  basin  draining  into  New  York 
Bay.  Five  years  have  already  been  spent  in  extensive  investigations 
of  the  condition  of  the  harbor,  of  tidal  movements,  of  currents,  of 
population,  topography,  existing  sewer  systems,  and  of  many  other 
phases  of  the  problem  of  collecting  sewage  and  storm-water  and  properly 
disposing  thereof,  for  the  whole  interstate  metropolitan  drainage  basin. 
In  these  studies  the  Commission  has  from  time  to  time  had  the  assist- 
ance of  distinguished  English  and  American  sanitarians.  Tentative 
plans  for  definite  engineering  works  have  been  drawn  and  approximate 
estimates  of  cost  made.  The  Commission  has  found  that  the  methods 
by  which  sewage  is  disposed  of  demand  immediate  and  far-reaching 
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iiiipi-(i\  (luciit.  It  is  iinprnct  icnlilc  lo  coii^t  I'lict  a  system  or  syst('in>  (»t 
fonduits  to  colloct  the  sewage  i'roin  iIk'  whole  district  and  convey  it  to 
one  place  for  disposal.  The  district  must  be  subdivided,  and  various 
methods  of  treatment  and  discharge,  suitable  to  local  requirements, 
must  be  adoi)ted. 

Revision  of  existing  local  systems  and  the  construction  of  large 
trunk  sev^ers  and  treatment  works  will  probably  be  undertaken  in  a 
future  not  many  years  remote. 

Some  of  the  administrative  and  physical  obstacles  in  the  path 
of  improved  sewerage  are  suggested  by  the  following  facts:  There 
are  eighty  communities  concerned,  and  they  are  situated  in  two 
independent,  sovereign  States.  A  suitable  metropolitan  sewerage  dis- 
trict would  comprise  an  area  of  about  700  sq.  miles,  practically  all 
within  20  miles  of  New  York's  City  Hall,  of  which  about  one-half  is 
in  each  of  the  States  of  New  York  and  New  Jersey.  The  Federal 
Government  also  would  be  a  party  to  any  comprehensive  scheme. 
There  are  many  diverse  and  conflicting,  commercial,  manufacturing, 
political,  and  recreative  interests  involved.  Of  the  proposed  district, 
180  sq.  miles  are  bodies  of  water  ranging  in  depth  from  about  5  to 
150  ft.,  with  maximum  velocities  of  flow  ranging  from  2  to  10  ft.  per 
sec,  the  latter  occurring  in  parts  of  the  East  River. 

The  densities  of  population  per  square  mile  were,  in  1910:  In 
New  Jersey,  on  the  Rahway  River  water-shed,  253;  in  the  Joint  Out- 
let Sewer  district,  1  700 ;  in  the  Passaic  Valley,  5  800 ;  in  the  New 
York  Boroughs,  Queens,  2  900;  Richmond,  1700;  The  Bronx,  13  400; 
Brooklyn,  25  500;  and  Manhattan,  112  300.  Some  of  the  most  congested 
areas  border  on  parts  of  the  harbor  naturally  least  able  to  purge 
themselves  of  the  inflowing  sewage.  In  1910,  the  total  sewage  was 
about  635  000  000  gal.  daily,  and  the  Metropolitan  Sewerage  Com- 
mission has  estimated  that  by  1940  the  volume  will  be  doubled.  Through 
The  Narrows  there  flow  at  each  tide  approximately  12  000  000  000  cu.  ft., 
the  excess  of  water  moving  seaward  over  that  returning  being  roughly 
1  300  000  000  cu.  ft. 

Although  backward  in  the  treatment  of  its  sewage.  Greater  New 
York  has  built  some  remarkable  sewers,  having  many  miles  10  ft. 
or  greater  in  diameter,  in  Brooklyn  and  The  Bronx  principally.  Some 
of  the  largest  sewers  are  15  ft.  in  diameter.  The  "combined"  system 
of  sewerage  is  almost  universal. 
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Fig.  86. — Method  of  Constructing  a  Large  Outfall  Sewer  in  The  Bronx. 
Reinforced  Concrete  Supported  by  Wooden  Piles. 


Fig.  87. — Arched  Reinforced  Concrete  Sewer  in  The  Bronx.     View  Shows 

Methods  of  Construction,  also  Vertical  Concrete-Encased  Tile 

Pipes  for  Future  House  Connections. 
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Fig.  88. — Overflow  Chamber  in  Large  Outfall  Sewer  in  The  Bronx. 
Concrete  Forms,   Steel  Reinforcement,   Partly  Constructed 
Inverts,   and    Contractor's    Equipment   are    Shown. 


Fig.  89. — Gold  Street  Sewer  Outlet,  at  Bast  River,  Brooklyn,  Under 

Construction. 
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Fig.  90. — Sewer  in  St.  Nicholas  Avenue,  Brooklyn.     Single  Section 

15  Feet  in  Diameter.     View  Shows  Junction  of  Single-Barrel 

Brick   and    Concrete    Tube^    with    Double-Barrel 

Reinforced   Concrete    Tubes. 


Fig.   91. — View  in   Flushing  Tunnel,   Brooklyn,   at   Foot  of  Shaft, 
During  Construction. 
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Fig.   92. — Testing  Machine,   in  Pipe   Yard,   Brooklyn.      Testing 
Crushing   Strength  of  Vitrified   Clay   Sewer   Pipe. 


Fig.    93. — Traveling   Derrick,    with    Gasoline    Engine.      Designed   and   Used 
BY  THE  Brooklyn   Seweb  Bureau  for  Cleaning  Large   Sewers. 
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BOROUGH   OF  THE  BRONX 

CITY  OF   NEW  YORK 

EXAMPLES  OF   LARGE   SEWERS. 
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Brooklyn  has  more  than  925  miles  of  sewers,  ranging  in  diameter 
from  6  to  187  in.,  many  miles  being  of  very  large  sizes.  The  flat 
topography  has  been  one  important  reason  for  the  large  sewers.  In 
the  course  of  its  development  southward  and  eastward  the  borough's 
closely  built  section  spread  over  the  ridge  of  high  land  which  divides 
its  area,  instead  of  growing  inland  from  the  shores  in  the  outlying 
portions.  This  circumstance  injected  unusual  conditions  into  the 
sewerage  problems.  In  these  new  sections  house-building  has  gone  on 
rapidly.  These  districts  could  not  be  drained  into  the  sewers  of  the 
older  city.  Sewers  constructed  along  natural  drainage  lines  to  the 
southerly  shores  would  have  been  long  and  excessively  costly,  travers- 
ing wide  areas  not  requiring  sewers  for  many  years ;  would  have  needed 
a  long  time  for  construction,  delaying  relief  to  developed  sections; 
and  would  have  discharged  the  sewage  toward  Coney  Island,  Gravesend 
Bay,  and  other  large  seaside  resorts.  Consequently,  the  region  was 
divided  into  nine  districts,  within  each  of  which  natural  drainage 
lines  were  followed  as  closely  as  feasible.  From  some  of  these  dis- 
tricts the  combined  sewage,  and  from  others  the  house  sewage  only, 
was  diverted  westward  into  The  Narrows,  by  two  large  trunk  sewers 
which  pierced  the  ridge  with  tunnels.  From  still  other  districts  the 
collected  sewage  was  conducted  to  purification  works.  This  system 
includes  nearly  100  miles  of  brick  sewers  from  30  to  180  in.  in  diame- 
ter, and  600  miles  of  12  to  24-in.  pipe  sewers,  besides  four  pumping 
stations  and  modifications  of  existing  purification  works.  It  cost 
nearly  $15  000  000. 

In  The  Bronx,  many  recently  constructed  principal  outfall  sewers 
have  been  built  of  reinforced  concrete.  An  approximately  rectangular 
cross-section,  with  invert  of  large  radius,  has  been  used  extensively. 
In  many  places  foundations  of  timber  piles  and  platforms  have  been 
necessary.  Across  flat,  low  lands  adjoining  the  shores,  these  large 
sewers  have  to  be  built  projecting  above  the  natural  surface  of  the 
ground  in  order  to  secure  proper  hydraulic  conditions  for  the  dis- 
charge, and  avoid  having  tidal  water  form  a  comparatively  still  basin, 
reaching  far  back  into  the  sewer,  in  which  deposition  of  solids  would 
take  place.  This  latter  fault  is  common  in  the  older  sewers  of  more 
than  one  borough.  One  very  large  storm-water  relief  sewer  in  the 
western  part  of  the  borough  (Webster  Avenue)  was  driven  for  a  con- 
siderable portion  of  its  length  as  a  tunnel  through  the  rock  ridge  sepa- 
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rntiii^   tli('  (iraiiui^(^   iircn    from    tin-    llnrlciii    River,    into    which    it    was 
desired  to  discharge  tlie  water. 


Masonry  - 

SECTION  OF  SEWER 
CANAL  STREET 
BETWEEN  VARICK   AND  WEST  STREETS. 


SECTION  OF  SEWER 

nOth  STREET 

FIFTH   AVENUE  TO   HARLEM  RIVER, 

Fig.    94. — Some   Large    Brick   axd   Stone    Masonry   Sewers   in   Manhattan 

Borough. 

In  the  Borough  of  Queens,  where  there  are  still  thousands  of  acres 
of  market  gardens  outside  the  several  closely-built  community  centers, 
large  districts  are  still  without  sewers,  and  in  others  existing  sewerage 
is  distressingly  inadequate.  For  this  borough,  the  problems  of  sewer- 
age and  sewage  disposal  are  of  unusual  complexity.     Many  large  trunk 
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SECTION  A  SeCTtON  A 

THESE  SECTIONS  USED   FOR  STORM  WATER   WHERE  COVERING   WAS  LIGHT  AND  BOTTOM  VERY  SOFT 
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sewers  have  been  built,  up  to  such  sizes  as  7  by  16  ft.,  8  by  12  ft.,  and 
15  ft.  in  diameter.  Some  of  these  connect  with  large  sewers  in  Brook- 
lyn, emptying  into  the  East  Eiver.  A  number  of  pumping  stations 
and  treatment  plants  are  in  operation.  With  40%  of  the  area  of  the 
greater  city,  a  present  average  population  density  of  only  4.6  persons 
per  acre  in  comparison  with  39.9  in  the  neighboring  borough  of  Brook- 
lyn, and  greatly  improved  rapid  transit  facilities  in  immediate  pros- 
pect, it  is  evident  that  wisely  considered  sanitary  engineering  activities 
must  have  a  large  place  in  the  programme  of  this  borough  for  several 
years  to  come,  and  that  the  present  230  miles  of  sewers  must  be  largely 
increased. 

In  Eichmond,  the  sewerage  problem,  thus  far,  has  been  of  relatively 
simple  solution,  the  topography  and  the  location  of  the  borough  being 
favorable. 

Water  Supply. 

Although  situated  on  the  shore  of  a  great  river.  New  York  is 
obliged  to  go  many  miles  for  a  sufficient  supply  of  potable  water.  The 
Hudson  is  a  tidal  estuary  for  150  miles,  and,  under  usual  conditions, 
its  waters  are  brackish  for  70  miles  above  the  City,  and,  under  some 
conditions,  for  85  miles.  The  Boroughs  of  Manhattan  and  The  Bronx 
are  supplied  from  the  Croton  water-shed,  of  360  sq.  miles  area,  and  from 
the  upper  Bronx  River  and  the  Byram  River  water-sheds,  of  22  sq. 
miles  combined  area.  All  these  sources  have  been  developed 
since  1840  by  improving  seven  natural  ponds  and  constructing  twelve 
impounding  reservoirs,  with  an  aggregate  capacity  of  105  000  000  000 
gal.  For  these  reservoirs,  fifteen  large  masonry  and  earth  dams  have 
been  required.  Most  famous  among  them  is  the  New  Croton  Dam, 
2  168  ft.  long,  with  a  maximum  height  of  300  ft.  above  its  lowest  foun- 
dations. Its  waste-weir  is  1  000  ft.  long,  and  the  whole  structure  con- 
tains 850  000  cu.  yd.  of  rubble,  cyclopean,  and  cut-stone  masonry. 

Brooklyn  gets  most  of  its  water  from  the  Ridgewood  system  of 
reservoirs,  wells,  and  infiltration  galleries,  lying  east  of  the  City,  on 
Long  Island.  Queens  and  Richmond  Boroughs  get  water  principally 
from  wells  and  other  small  sources,  developed  for  the  most  part  by 
private  companies,  some  of  which  have  been  purchased  by  the  City. 
All  the  Brooklyn  water  is  pumped  by  municipal  pumping  stations, 
much  of  it  more  than  once  in  order  to  deliver  it  at  the  required  eleva- 
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Fig.  95. — Map  of  New  York  City's  Water  Supplies. 


Fig.    96. — New   Croton    Dam,   the   Most   Important   on   the   Croton   Water 
Supply   System.      Completed  in   1905. 


Fig.   97. — Olive   Bridge   Dam.      Masonry  Portion   1  000   Feet   Long,   240   Feet 
High  above  Deepest  Foundation.     At  Bsopus  Creek,  Ashokan  Reser- 
voir OF  Catskill  Water  Supply.     View  Shows  Cast  Concrete 
Block  Faces  ;   Expansion  Joints,   Dividing  Dam  into 
85-Foot   Sections  :   Vertical  Drainage   Well 
AND  Inspection  Gallery  at   Top. 
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tions.  A  large  part  of  the  water  for  the  other  boroughs  also  is  pumped, 
and  much  of  it  is  pumped  again  at  private  expense  to  reach  the  upper 
stories  of  tall  buildings,  by  pumping  equipments  located  in  the  build- 
ings. The  total  daily  consumption  of  the  greater  city  is  about 
500  000  000  gal.,  equivalent  to  nearly  100  gal.  for  each  person  of  the 
census  population,  for  public,  private,  and  industrial  purposes. 

Having  outgrown  these  supplies,  the  City  in  1906  began  the  con- 
struction of  a  great  system  of  new  works  to  obtain  a  large  additional 
supply  from  the  Catskill  Mountains,  about  100  miles  north  of  the 
City  on  the  west  bank  of  the  Hudson,  Here  four  contiguous  water- 
sheds, aggregating  nearly  1 000  sq.  miles,  are  to  be  developed  suc- 
cessively as  needed,  during  the  next  25  to  50  years,  at  a  total  cost 
estimated  at  $200  000  000.  In  Esopus  water-shed,  Ashokan  Reservoir, 
of  130  000  000  000  gal.  capacity,  is  now  approaching  completion ;  it  is 
12  miles  long,  1  mile  wide,  with  high-water  level  590  ft.  above  tide, 
maximum  water  depth  190  ft.,  and  13  sq.  miles  of  water  surface. 
To  impound  water  in  this  reservoir,  6  miles  of  dams  and  dikes  are 
being  built;  the  largest  is  Olive  Bridge  Dam,  4  650  ft.  long  on  top, 
with  a  masonry  portion  1  000  ft.  long  and  240  ft.  high,  the  remainder 
being  earth  dike  with  concrete  core-wall.  The  reservoir  has  a  waste- 
weir  of  concrete  1  000  ft.  long,  and  a  dividing  weir  and  dike  2  000  ft. 
long  severing  the  reservoir  into  two  basins. 

From  this  reservoir  Catskill  Aqueduct  extends  127  miles  to  Silver 
Lake  Terminal  Reservoir,  on  Staten  Island,  having  a  capacity  of 
400  000  000  gal.,  with  a  branch  into  Queensboro.  Seven  standard 
types  of  conduit  are  used  in  various  parts  of  the  aqueduct,  depending 
on  topographical  and  geological  conditions,  namely,  cut-and-cover, 
built  of  concrete  in  a  trench  and  covered  with  embankment;  grade 
tunnel,  through  hills  and  mountains,  at  hydraulic  gradient;  pressure 
tunnel,  beneath  wide  deep  valleys,  Bronx  and  Manhattan  Boroughs 
and  part  of  Brooklyn;  9^-  and  11-ft.  riveted  steel  pipes,  jacketed  with 
concrete  and  lined  with  mortar,  for  crossing  narrow  deep  valleys; 
reinforced  concrete  pipes,  9^  and  17  ft.  in  diameter,  for  crossing 
shallow  depressions  and  for  a  by-pass  around  Kensico  Reservoir;  lock- 
bar  and  riveted  steel  and  cast-iron  pipes,  for  delivery  mains  to  the 
street  distribution  pipes,  and  flexible- jointed  cast-iron  pipes  for  cross- 
ing under  The  Narrows  to  Staten  Island.  The  aqueduct  will  have  a 
sure  daily  capacity  of  500  000  000  gal. 
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Ahoiil  1^")  miles  north  of  tlio  ('ity,  Ivciisico  I  )ist  riltiit  ion  and  Stornprrj 
I^oservoir.  linvin;^-  a  capncity  of  40  000  0(M)  OOO  j^al.,  will  contain  sut- 
licicnt  water  to  snpi)ly  the  City  for  a  nnnilicr  (»f  weeks  slionld  the  flow 
in  the  aiiueduet  north  of  it  he  interrnpted.  i\ensieo  Dam,  rc'inirin^ 
1(K)0  0()0  eu.  yd.  of  ma-onry,  will  he  1  S4:;  ft.  lon^-,  and  ;;00  ft.  hij^h. 
Its  foundations  are  now  being:  excavated  to  a  niaxiniuni  depth  of  VW  ft. 
Near  both  Olive  Bridge  and  Kensico  Dams,  fountains,  containing:  about 
1  500  water  jets  each,  with  concrete  basins  450  ft.  long-  and  250  ft. 
wide,  will  aerate  the  water  throujih  2-in.  nozzles  as  it  is  drawn  into  the 
aqueduct.  At  several  places  large  Venturi  meters,  built  into  the 
aqueduct  with  bronze  throats,  90  in.  in  diameter,  will  measure  the  water. 
Provision  has  been  made  for  a  filter  plant  of  600  000  000  gal.  maximum 
daily  capacity  when  needed,  by  securing  a  site  contiguous  to  the 
aqueduct  2^  miles  down  stream  from  Kensico  Reservoir. 

A  feature  of  the  aqueduct  which  has  attracted  popular  interest  is 
the  crossing  of  the  Hudson,  about  60  miles  north  of  the  City,  4  miles 
above  West  Point.  This  is  accomplished  by  a  pressure  tunnel  in  the 
granite,  1 100  ft.  below  the  river  surface  and  3  000  ft.  long  between 
shafts.  Some  of  the  preliminary  explorations  w^ere  made  by  pairs  of 
inclined  diamond-drill  borings  in  the  rock  from  1 500  to  2  000  ft. 
long,  driven  from  chambers  in  the  shafts  250  ft.  underground.  The 
shaft  at  the  easterly  margin  of  the  river  is  to  serve  not  only  as  a  water- 
way but  also  as  an  access  and  drainage  shaft.  Like  the  tunnel,  it  is 
14  ft.  in  diameter.  Its  top  'is  about  400  ft.  below  hydraulic  gradient; 
nevertheless,  it  must  be  closed  in  such  a  way  that  it  can  be  readily 
opened  whenever  necessary.  For  this  cover  a  dome-shaped  steel  cast- 
ing, weighing  about  45  tons,  was  adopted,  and  is  now  being  made.  It 
is  to  be  17  ft.  in  diameter  and  6  ft.  4  in.  high.  To  hold  it  securely 
in  place  against  the  5  000  000  lb.  total  upward  pressure  of  the  water, 
it  will  be  anchored  to  the  concrete  shaft  lining  and  the  surrounding 
granite  by  36  bolts,  4i  in.  in  diameter  and  50  ft.  long.  Each  bolt  will 
be  forged  in  one  piece,  of  nickel-chrome  steel,  heat  treated.  The  pull 
on  each  bolt  caused  by  the  water  pressure  alone  will  be  75  tons,  to 
which  an  allowance  for  temperature  stresses  has  been  added. 

A  few  incidentals  of  the  Catskill  system  indicate  the  magnitude 
of  the  project.  To  replace  roads  to  be  submerged,  40  miles  of  new 
highways  are  being  built  around  Ashokan  Reservoir  alone.  As  the 
cost  of  these  roads,  like  that  of  other  parts  of  the  work,  is  defrayed 


Fig.  98. — Catskill  Water  Supply  :  Ashokan  Reservoir,  West  Basin.     Olive 
Bridge  Dam  with  Central  Masonry  Portion  Completed  and  Earth 
Embankment   at   Each    End   in    Progress,    Showing    Con- 
crete Core-walls. 


[^iG.  99. — Olive  Bridge  Dam,  East  Portion.     Maximum  Height  of  Earth  Por- 
tion,   110    Feet.      Concrete    Core-wall.      Completed    Section    of 
Dam  Drawn  on  Photograph.  Trestle  Towers  in  Background 
Belong   to   the    Four    Cableways    used    in    Con- 
structing  the   Masonry   Portion. 
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by  tlio  proceeds  of  50-yenr  hoiuls,  an  investigation  was  made  to  de- 
tiM-niine  the  most  permanent  type  of  pavement.  Vitrified  brick  paving 
blocks  with  Portland  cement  grout  joints,  on  a  concrete  base,  with  con- 
crete cdiiings,  was  chosen.  Nevertheless,  because  of  the  high  first  cost 
of  brick  roads  in  this  locality,  and  because  the  question  as  to  who  should 

COMPARATIVE    SECTIONS  OF  AQUEDUCTS 


ac*Leor  feet 
i    5    3    r~i    8    I'a   I'a 


CATSKILL 


=^ygf|^^ 


OLD  CROTON 


AQUA  CLAUDIA 
Fig.  101. — Comparative  Ckoss-Sections  of  New  York  axd  Roman  Aqueducts. 

maintain  these  roads  had  not  been  settled,  the  City  authorities  have 
decided  to  pave  a  large  portion  of  the  roads  with  macadam  of  a 
bituminous  nature.  x\ll  bridges  are  reinforced  concrete.  The 
City's  lands  along  the  aqueduct  and  around  the  reservoir  are  bounded 
by  100  miles  of  stone  walls  and  165  miles  of  heavy  galvanized  wire 
fence  with  reinforced  concrete  posts. 
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Fig.  104. — Catskill  Aqueduct  :  Construction  of  Cut-and- 
covER  Type.     In  the  Foreground  the  Concrete  Invert, 
OR  Bottom,  has  been  Placed  ;  Next  come  Steel  Forms 
FOR    Inside    of   Aqueduct  ;    In    the    Middle    of    the 
View  the  Outside  Steel  Forms  also  are  in  Place, 
AND  Concrete  is  Being  Deposited  by  Locomo- 
tive Derrick,  from  Cars.     In  the  Back- 
ground   Earth    is    Being    Replaced 
over  the  Completed  Masonry. 


Fig.    105. — Catskill    Aqueduct  :    A   Pressure    Tunnel,    w^ith   a   Completed 
Section  of  Concrete  Lining  ;  14J  Feet  Inside  Diameter. 
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Two  aqueducts  bring  water  from  the  New  Croton  Reservoir:  One 
is  34  miles  long,  and  has  a  daily  capacity  of  80  000  000  gal.  It  is 
mostly  cut-and-cover  work,  and  was  built  in  1842.  The  other,  com- 
pleted in  1891,  is  31  miles  long,  is  practically  all  in  tunnel,  and  has 
a  daily  capacity  of  300  000  000  gal.  Plans  for  filtering  the  Croton 
water  have  been  perfected,  a  plant  having  a  maximum  daily  capacity 
of  400  000  000  gal.  is  to  be  built  soon  at  Jerome  Park  Reservoir,  in 
The  Bronx.  This  rapid  sand  filtration  plant  will  be  the  largest  of  the 
type  in  the  world.  Since  the  removal  of  color  and  odor  is  an  im- 
portant function  in  treating  Croton  water,  coagulant  is  to  be  used. 
In  the  plant  there  will  be  a  house  for  preparing  the  chemicals,  a  mix- 
ing chamber,  six  covered  settling  basins,  of  a  combined  capacity  of 
88  000  000  gal.,  extending  over  12  acres,  five  gate-chambers,  80  covered 
mechanical  filters  having  together  a  net  filtering  surface  of  2.7  acres, 
and  a  350  000  000-gal.  filtered-water  reservoir,  with  groined  arch  roof, 
occupying  55  acres.  The  filtering  medium  is  specified  to  comprise  not 
less  than  8  in.  of  gravel  in  four  layers,  and  2^  ft.  of  sand  having  an 
effective  size  between  0.60  and  0.70  mm.,  with  a  uniformity  coefficient 
not  greater  than  1.65.  The  rate  of  filtration  is  to  be  125  000  000  gal. 
per  acre  daily.  About  800  000  cu.  yd.  of  excavation  are  required,  and 
350  000  cu.  yd.  of  concrete  masonry. 

City  Water  Tunnel. 

To  deliver  the  great  quantity  of  water  obtained  from  the  Catskill 
Mountain  water-sheds  into  the  distribution  pipe  systems  of  the  City, 
advantage  has  been  taken  of  the  favorable  geological  conditions.  From 
Hill  View  Equalizing  Reservoir,  at  the  northerly  city  boundary,  a 
pressure  tunnel  18  miles  long  is  being  driven  in  a  generally  southerly 
direction  through  The  Bronx  and  Manhattan  into  the  heart  of  Brook- 
lyn. By  successive  steps,  the  diameter  of  the  tunnel  is  reduced  from 
15  ft.  for  the  first  40  760  ft.  to  14  ft.  for  the  next  26  190  ft.,  to  13  ft. 
for  4  540  ft.,  to  12  ft.  for  9  050  ft.,  and  finally  to  11  ft.  for  the  remain- 
ing 15  090  ft.  It  is  being  driven  in  solid  ledge  rock,  at  depths  below 
the  earth's  surface  ranging  from  200  to  750  ft.,  with  a  rock  roof  nowhere 
less  than  150  ft.  thick. 

For  constructing  the  tunnel  twenty-four  shafts  have  been  sunk, 
the  most  southerly  seven  requiring  pneumatic  caissons  of  heavily  rein- 
forced concrete  to  reach  the  bed-rock,  which  is  overlaid  by  porous  water- 
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l)Onrin^r  nialciMjil.  Ilciicnlli  the  Ilni-lcm  luNcr  the  tiiiiiicl  i>  1 .'»  ft.  in 
(liiuiu'tor  juid  3.30  ft.  below  tlic  wutcr  siirl'acc.  It  crosses  the  East  Kiver, 
near  tlii'  Manhattan  l)ri(lfj:(',  at  a  (l('|)tli  of  700  ft.,  with  a  dianictfr  of 
11  ft.  All  hnt  thfce  of  the  shafts  arc  located  in  puMic  parks  or  other 
public  property,  and  suhstiintially  all  the  tuiniers  lenprth  is  benealli 
streets  and  i)arUs,  thus  avoidinpr  the  expensive  acquisition  of  real  estate. 
To  have  delivered  the  Catskill  water  throu^-h  pipes  would  have  re- 
quired thirty-two  48-in.  cast-iron  pipes  or  sixteen  66-in.  steel  pipes. 
With  most  of  the  north-south  avenues  already  overcrowded  with  sub- 
surface structures  or  needed  for  rapid  transit  subways,  it  would  not 
have  been  feasible  to  find  suitable  locations  for  .so  many  large  water 
pipes;  but  even  if  room  for  them  could  have  been  found,  their  cost 
would  have  been  nearly  twice  as  great;  they  could  not  have  been  per- 
manent, and  the  annoyances  caused  by  laying  them  in  the  busy 
streets  would  have  been  unbearable. 

With  two  exceptions,  the  shafts,  besides  their  use  for  construction, 
will  be  the  connections  between  the  tunnel  and  the  street  mains.  In 
each  connection  shaft,  from  the  chamber  at  its  top  to  a  point  at  least 
95  ft.  below  the  top  of  sound  rock,  one  or  two  steel  pipes,  some  57  and 
others  81  in.  in  diameter,  are  to  be  embedded  in,  and  lined  with,  con- 
crete; their  finished  waterway  diameters  will  be  48  and  72  in.  At  the 
top  of  each  of  these  riser  pipes  there  will  be  a  bronze  pipe  cross,  or  shaft 
cap,  with  two  horizontal,  flanged  openings,  30,  36,  or  48  in.  in  diameter, 
for  the  pipe  connections.  To  each  of  these  will  be  bolted  an  all-bronze 
gate-valve,  ordinarily  to  be  kept  open,  but  closed  in  case  of  injury  or 
repairs  to  the  valves  beyond.  For  routine  control  operations,  a  heavy, 
cast-iron,  bronze-mounted  gate-valve  will  be  attached  close  to  the  bronze 
valve.  In  the  top  of  each  shaft  cap  an  opening  of  the  same  diameter 
as  the  riser  is  to  be  made  to  give  access  to  the  tunnel,  whenever  un- 
watered,  for  inspection  or  repairs.  A  Venturi  water  meter  in  each 
pipe  connection,  outside  of  the  chamber  but  near  it,  will  m.easure  the 
water  delivered  at  that  point.  Automatic  pressure  regulating  valves 
are  provided  for  many  of  the  connections,  where  the  gravity  pressure 
of  the  Catskill  supply  will  be  greater  than  the  pressure  desired  in  the 
street  pipes. 

As  an  ultimate  means  for  closing  any  riser  so  that  the  bronze  valves 
or  shaft  cap  could  be  removed  without  putting  the  tunnel  out  of  service, 
an  all-bronze  valve  of  special  design  is  to  be  placed  at  the  lower  end 
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of  the  riser.  As  a  safeguard  against  great  loss  in  the  event  of  an  acci- 
dent, such  as  a  serious  break  in  one  of  the  large  water  mains,  or  an  ex- 
plosion, which  might  injure  the  top  of  a  shaft  so  as  to  permit  a  great 
rush  of  water,  these  riser  valves  are  to  be  constructed  so  as  to  close 
automatically  whenever  the  velocity  of  water  flowing  through  them  ex- 
ceeds materially  a  certain  predetermined  value.  Their  design  provides 
for  ready  removal  from  the  shaft,  and  they  will  be  shaped  so  as  to  cause 
minimum  hydraulic  losses  when  wide  open,  which  will  be  their  ordinary 
position.  To  prevent  water  ram  so  violent  as  to  be  dangerous  to  the 
street  pipes  and  the  shaft  tops,  the  automatic  closing  of  the  valve  will 
be  controlled  by  an  internal  dash-pot,  so  that  no  riser  valve  can  close  in 
less  than  about  10  min. 

Rapid  progress  is  being  made  in  excavating  this  City  water  tunnel. 
In  two  years  about  3  000  000  lb.  of  dynamite  ha,ve  been  used  in  blast- 
ing out  the  solid  rock.  It  is  to  be  lined  throughout  with  concrete.  The 
distances  between  shafts  range  from  2  500  to  5  000  ft.  Two  shafts  will 
be  suitably  constructed  for  pumping  out  or  unwatering  the  tunnel.  At 
two  places  great  bronze  valves  (66  in.  in  diameter)  will  be  placed  across 
the  tunnel,  so  that  a  portion  of  it,  instead  of  the  whole,  can  be  put  out 
of  service  for  cleaning  or  repair.  This  tunnel  is  so  unusual  a  fea- 
ture of  a  water-works  system  that  it  has  been  described  at  some 
length.  Besides  the  advantages  already  mentioned  or  suggested,  this 
tunnel  with  its  pipe  line  extensions  will  interconnect  all  the  boroughs. 
The  existing  systems  are  for  the  most  part  independent  of  one  another. 

Records  show  that  periods  of  greatest  excess  or  deficiency  of  avail- 
able quantity  of  water  do  not  occur  coincidentally  on  the  three  principal 
groups  of  water-sheds  (Long  Island,  Croton,  and  Catskill)  from  which 
the  City  obtains  its  water  supply.  Consequently,  another  advantage 
arises  from  interconnecting  these  systems  by  the  City  water  tunnel, 
which  may  prove  of  great  value  in  the  future,  namely,  that  each  system 
can  be  depended  on  for  a  somewhat  greater  supply  than  would  be 
permissible  if  each  were  limited  to  its  absolutely  safe  capacity  standing- 
alone.  In  other  words,  in  the  event  of  an  extreme  drought  on  any  one 
water-shed,  the  others  will  be  able  to  make  up,  at  least  in  part,  for  the 

deficiency. 

High-Pressure  Fire  System. 

For  better  protection  against  fire  in  the  most  valuable  business 
portions  of  Manhattan  and  Brookljai,  high-pressure  fire-service  systems 
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ot  water  iiiaiii-^  and  iximpiiiL;  stalioiis  have  hccn  const  nirtcd  and  aro 
luMiij^  extended.  'I')ies<'  nniins  are  from  (I  to  24  in.  in  diameter,  of  cast 
iron,  (\\tra  heavy,  and  strong-  enon^di  for  service  pressures  U[)  to  300 
11).  |)(M-  s(i.  in.  All  tile  hydrants  are  of  special  desifzii,  and  the  hraneh 
pipes  connecting  them  with  the  main  pipes  are  s  in.  in  diameter,  fn 
Manhattan  there  are  now  lOG  miles  of  pipes  and  18  miles  are  under 
construction ;  in  lirooklyn  there  are  40  miles.  Both  suction  and  do- 
livery  piping-  arc  arranged  in  loop  systems,  thus  avoiding  dead  ends, 
and  interconnecting  the  pumping  stations  so  that  each  station  in  a 
system  can  supply  all  hydrants  and  draw  from  all  sources  of  supply. 

Five  pumping  stations,  constantly  manned,  are  ready  on  a  moment's 
notice  to  force  water  into  the  pipes  in  large  quantities.  Water  can  be 
drawn  by  these  pumps  from  either  the  city's  water  supply  system  or 
from  the  harbor,  the  latter  to  be  used  only  in  emergency.  Manhattan 
has  two  stations,  costing  about  $240  000  each,  exclusive  of  land,  one 
on  the  North  River  front  near  Gansevoort  Market  (not  far  from  13th 
Street),  and  the  other  on  the  East  River  shore  at  the  Brooklyn  Bridge. 
Brooklyn  has  two  stations  somewhat  smaller  than  those  in  Manhattan, 
one  on  St.  Edwards  Street  near  Fort  Greene  Park  and  the  other  on 
Joralemon  Street  near  the  East  River.  There  is  also  a  small  station  at 
Coney  Island,  which  can  pump  4  500  gal.  per  min.  against  150  lb. 
pressure. 

Each  Manhattan  station  hag  six  pumping  units,  of  an  individual 
capacity  somewhat  in  excess  of  3  000  gal.  per  min.,  with  a  pressure  of 
300  lb.  per  sq.  in.  On  test,  each  station  has  pumped  more  than  23  000 
gal.  per  min.  using  the  five  units  which  constituted  the  original  installa- 
tion. Each  unit  consists  of  a  five-stage  centrifugal  pump  and  an  elec- 
tric motor  of  the  induction  type.  All  parts  are  interchangeable.  Each 
motor  is  of  approximately  1 000  h.p.  Electric  current  for  them  is 
obtained  from  the  New  York  Edison  Company,  which  has  six  inter- 
connected supply  stations,  with  an  aggregate  power  generating  capacity 
of  about  210  000  kw.,  in  Manhattan,  and  feeders  connecting  with  the 
Brooklyn  Edison  Company.  In  addition,  the  pumping  stations  are 
connected  electrically  to  eighteen  sub-stations  of  the  Edison  Company, 
equipped  with  converters  and  storage  batteries,  which  constitute  a  great 
power  reserve.  Therefore  it  is  extremely  improbable  that  the  high- 
pressure  fire  systems  will  ever  be  without  power  or  unable  to  supply 
water  whenever  demand  is  made. 


/SU 


Fig.    112. — Test    of    High-Pressure    Fire    Service.      Fifteen    Streams    are 
Playing  from  the  Street  Surface.     There  are  also  Streams  from 
the   Roof   of   the    Fifteen-story   Building,   fed   by   Con- 
necting to  Stand-pipes  in  the  Building. 


Fig.   113.- 


-High-Pressure   Fire   Service  at  a  Winter   Fire,    November   4th, 
1910.     Working  Under  Difficulties. 
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Construction  Camps. 

In  creating  its  stupendous  modern  physical  structures  and  mechan- 
isms, the  metropolis  has  not  been  wholly  unmindful  of  the  humani- 
tarian aspects  of  its  engineering  activities.  Not  only  have  "labor 
laws"  been  enacted  by  the  State  Legislature  in  greater  or  lesser  wisdom, 
but  into  many  contracts  engineers  and  executive  officers  have  written 
requirements  for  the  better  housing  of  the  men,  the  more  complete  safe- 
guarding of  life  and  limb,  and  the  sanitary  regulation  of  construction 
camps,  not  alone  for  the  benefit  of  the  dwellers  therein,  but  also  for  the 
greater  protection  of  the  communities  affected  directly  and  indirectly. 

In  constructing  the  works  for  its  new  Catskill  water  supply,  the  City 
has  set  a  high  standard  in  several  particulars.  Sanitarians,  physicians, 
and  surgeons  have  been  engaged  to  assist  the  engineers  and  contractors 
in  caring  for  the  health  of  the  men  and  guarding  from  pollution  all 
public  and  private  water  supplies.  In  each  of  the  numerous  principal 
camps  have  been  housed  from  a  few  hundred  to  several  thousand  human 
beings,  besides  hundreds  of  draft  animals.  Stables  for  the  animals  have 
been  kept  at  a  distance  from  the  quarters  for  the  men.  In  social  classifi- 
cation, occupants  of  the  camps  have  ranged  from  common  laborers  to 
superintendents  and  engineers.  Many  men,  of  all  ranks,  have  been 
accompanied  by  their  families.  For  the  latter,  separate  cottages  have 
been  built.  In  general,  the  City  has  provided  land  for  the  camps  and 
has  insisted  that  they  be  built  on  well-drained,  healthful  sites,  with 
ample  spaces  between  houses  and  liberal  allowance  of  air  and  light 
for  each  occupant.  All  camps  have  had  provisions  for  sewage  and 
garbage  disposal,  depending  on  the  size  and  location.  Commonly, 
garbage  and  excreta  have  been  incinerated.  Ample  water  supplies  of 
good  quality,  and  fire-fighting  facilities,  have  been  required.  Physical 
examinations  of  employees  and  applicants  have  been  made  in  order 
to  detect  communicable  diseases.  Food  supplies  have  been  inspected. 
All  large  camps  have  had  hospitals,  with  surgeons  and  nurses  in  attend- 
ance. Camp  City,  at  Ashokan  Reservoir,  although  temporary,  is  a 
completely  equipped  modern  community,  having,  in  addition  to  the 
public  utilities  already  alluded  to,  day  and  evening  schools,  a  bank, 
post-office,  general  store,  bakery,  streets,  electric  lights,  telephones, 
churches.  Young  Men's  Christian  Association,  and  an  amateur  band 
of  music. 
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As  tlu'  ('nlskill  A(|m'(lu('(,  for  ncMrly  10  miles,  is  locntcd  on  tlic 
('roton  cMtclimciil  ;ir<;i.  mik]  crosses  tlie  i)rin(:ii)a]  reservoir  in  ;i  <loep 
tunnel,  wilh  a  shall  on  either  shore,  ahoiit  2  000  ft.  from  the  intakes 
to  the  two  Croton  Aqueducts,  six^cial  sanitary  precautions  were  taken. 
All  camps  were  surrounded  by  man-proof  fences  and  illuminated  by 
ni^ht,  for  better  control.  Filters  and  ehemieal  treatment  were  pro- 
vided for  all  sewag'e  and  for  draina^^e  from  camp  areas,  tunnels,  and 
six)il  banks;  incinerators,  of  types  similar  to  those  devised  originally 
for  the  United  States  army,  were  provided  for  defecation  in  the  camps, 
and  small  shanties  with  water-tight  removable  receptacles  were  placed 
at  convenient  points  on  the  works.  Garbage  was  separately  incinerated. 
That  these  precautions  were  effective  is  proven  by  the  prevailing  good 
health  in  the  camps  and  the  absence  of  epidemics  of  water-borne  dis- 
eases in  the  City  and  the  other  communities  within  the  water-sheds  of 
which  the  operations  have  been  situated.  That  labor  forces,  reaching 
a  maximum  total  of  5  000  men,  could  have  been  resident  for  three 
years  or  more  in  camps  on  the  most  important  catchment  area  of  the 
City's  water  supply,  and  there  employed  in  heavy  excavation  and 
masonry  construction,  without  once  causing  sanitary  troubles,  is  an 
achievement  worthy  of  more  than  passing  reference. 

The  total  capital  expenditure  for  water-works  has  been  about 
$300  000  000,  including  the  portion  of  the  Catskill  system  now  in  hand. 

Conclusion. 

In  this  relatively  young  country,  still  only  partly  developed,  and 
with  many  of  its  earlier  constructions  of  temporary  character,  its 
engineers  and  architects,  in  all  the  branches  of  these  constructive 
professions,  have  constantly  great  tasks  to  perform.  Nowhere 
are  more  works  of  noteworthy  magnitude  concentrated  than  within 
100  miles  from  New  York  City  as  a  center.  It  is  no  exaggeration  to 
state  that,  at  all  times  during  the  past  few  years,  private,  public,  and 
semi-public  undertakings,  aggregating  $1 000  000  000,  have  been  in 
various  stages  of  progress  within  this  area.  The  promise  for  the  imme- 
diate future  is  for  a  continuance  of  these  achievements  and  activities. 
The  forces  which  have  made  New  York  continue  in  operation,  and  new 
forces  are  contributing  to  the  City's  further  expansion.  All  these 
engineering  achievements  and  activities  of  this  great  young  City  grew 
from  the  humble  beginning  at  the  southerly  tip  of  Manhattan  Island, 
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Fort  New  Amsterdam.  Most  of  the  modern  greatness  of  the  Metropolis 
has  been  created  within  the  memory  of  men  not  yet  40  years  old,  the 
parents  of  some  of  whom  can  well  remember  carrying  lanterns  when 
going  to  "evening  meeting"  up  to  14th  Street,  and  others  of  whom  once 
pastured  their  cows  where  Central  Park  now  is,  whose  homes  and 
churches  have  been  supplanted  by  many-storied  towering  hives  of  com- 
merce and  industry.  ■•,;-;/ 
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It  is  the  purpose  of  this  paper  to  present  the  more  interesting 
features  of  the  work  of  abolishing  grade  crossings  on  the  line  of  the 
Philadelphia,  Germantown,  and  Norristown  Railroad,  a  leased  line 
of  the  Philadelphia  and  Reading  Railway,  in  the  City  of  Philadelphia, 
between  Green  Street  and  the  Richmond  Branch  Crossing  near  Wayne 
Junction. 

The  Philadelphia  and  Reading  Railway  enters  the  heart  of  the 
City  of  Philadelphia,  to  the  Reading  Terminal  at  Twelfth  and  Market 
Streets,  by  two  principal  routes : 

First. — From  the  main  line  on  the  Schuylkill  River  through  the 

Subway  on  Pennsylvania  Avenue. 
Second. — From    Wayne    Junction    via   private    right    of   way    and 
Ninth   Street. 
The   avoidance  of   grade   crossings   on  the  first   line  has  been   de- 
scribed in  the  Transactions. j-     It  is  the  purpose  of  this  paper  to  describe 
the  second,  which  has  recently  been  completed. 

*  Presented  at  the  meeting  of  June  4th,  1913. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  XLIV,  p.  1;  and  Vol.  XLVIII,  p.  470. 
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Both  these  lines  are  part  of  the  Philadelphia  Division  of  the  Phila- 
delphia and  Reading  Railway. 

The  tracks,  at  the  time  work  was  started,  were  elevated  from  the 
Reading  Terminal  as  far  north  as  Green  Street,  where  a  descent  was 
made  to  the  street  level  at  Fairmount  Avenue.  From  this  point  to 
Wayne  Junction,  a  distance  of  4.3  miles,  there  existed  in  1906  no  less 
than  28  grade  crossings,  some  of  them  being  very  dangerous. 

The  Philadelphia,  Germantown,  and  Norristown  Railroad  was  built 
in  1833,  at  which  time  the  major  part  of  the  territory  traversed  was 
open  fields.  As  the  City  grew  and  new  streets  were  opened,  new 
grade  crossings  were  being  constantly  created,  and  conditions  became 
very  bad  on  account  of  very  heavy  and  rapid  train  movements  over 
the  line. 

Previous  to  1900  the  exceptionally  bad  crossings  existing  at  Colum- 
bia Avenue  and  Broad  Street  were  abolished,  under  a  city  ordinance 
of  December  26th,  1890,  which  authorized  the  construction  of  the 
Reading  Terminal.  In  both  these  cases  the  street  grades  were  raised 
and  the  highways   carried   over  the   railroad. 

Prior  to  1906  a  number  of  studies  looking  toward  the  abolishment 
of  these  grade  crossings  were  made,  both  by  the  City  and  the  Railway 
Company,  all  being  based  on  the  elevation  of  the  tracks  as  the  best 
and  most  economical  method  of  accomplishing  the  desired  end.  The 
total  estimated  cost  of  the  work  was  as  follows: 

Green  to  Broad  Streets $5  779  740 

Seventeenth  Street  to  Richmond  Branch 1  880  000 

Total $7  659  740 

Legislation. 

Between  1903  and  1906  a  number  of  conferences  were  held  between 
the  Mayor  of  the  City  and  the  management  of  the  Railway  Company 
for  the  purpose  of  reaching  an  agreement  as  to  the  general  plan  to 
be  followed  and  the  division  of  cost  of  the  work.  At  first  it  was 
the  intention  to  do  away  with  the  grade  crossings  only  between  Green 
and  Broad  Streets,  but,  as  the  work  developed,  the  section  north  of 
Broad    Street   was   included,   by   mutual   consent. 

After  considerable  discussion,  a  form  of  ordinance  authorizing  the 
Mayor  to  enter  into  an  agreement  with  the  Railway  Company  for  the 
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work  was  introduced  into  ('oinicils  and,  alter  discussion  in  tiial  hody, 
was  finally  agreed  to  by  both  interests,  passed  by  Councils  on  October 
4th,  190G,  and  approved  by  the  Mayor  on  October  13th,  1906.  This 
ordinance  also  included  the  abolishment  of  certain  grade  crossings  on 
the  Richmond  Branch  of  the  same  railway  between  Somerset  and 
Richmond  Streets,  which  work  will  not  be  described  here. 

On  March  28th,  1907,  the  agreement  authorized  by  Councils  was 
formally  signed  by  the  proper  officials  of  the  City  and  the  Railway 
Company.     This  agreement,  among  other  things,  provided,  as  follows : 

1st.  The  legal  authority  for  the  City  to  revise  the  city  plans,  on 
account  of  the  changes  of  grade  of  the  streets,  etc. 

2d.  Authorization  of  the  city  officials  to  prepare  plans,  specifica- 
tions, and  contracts  for  the  change.3  of  grade  of  the  street,  and 
the  opening  of  new  streets,  said  plans  and  contracts  to  be  ap- 
proved by  the  Railway   Company. 

3d.  Authorization  of  the  Railway  Company  to  prepare  plans  and 
contra.cts  for  the  work  of  raising  its  tracks,  with  the  bridges 
and  all  other  appurtenances,  said  plans  and  contracts  to  be  ap- 
proved by  the  City. 

4th.  Authorization  of  both  the  City  and  the  Railway  Company  to 
employ  engineers  and  inspectors ;  also  to  provide  for  emergency 
work  in  the  maintenance  of  railroad  and  highway  travel,  not 
covered  by  contract,  by  force  account  on  the  part  of  the  Rail- 
way Company  and  the  City. 

5th.  Division  of  the  cost  equally  between  the  Railway  and  the  City 
as  long  as  the  Railway  Company  does  not  increase  its 
facilities  over  and  above  what  it  had  at  the  time  of  passage 
''  of  the  ordinance ;  all  other  additional  expenses  incurred  by  the 

Railway  Company  to  be  at  its  sole  expense.  The  cost  of  the 
work  ,to  be  equally  divided  includes  all  consequential  damages 
caused  by  the  change  of  street  grades. 

6th.  For  the  proper  disposal  (and  proper  credit  to  both  parties) 
of  all  old  material  or  real  estate  purchased  and  not  used. 

7th.  That  the  representatives  of  the  City  and  the  Railway  Com- 
pany shall  be,  respectively,  the  Director  of  the  Department 
I—.  of  Public  Works  and  the  Chief  Engineer. 
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General  Description. 

The  following  is  a  general  description  of  the  work:  Beginning 
at  Green  Street,  to  which  point  from  the  south  the  tracks  had  already 
been  elevated,  they  run  level  at  an  elevation  of  57.44  to  a  point 
near  Brown  Street.  A  slight  hump  is  placed  in  this  profile  to  cross 
the  engine  passageway  in  the  Green  Street  Yard.  As  far  as  Brown 
Street,  the  four  main  tracks  are  carried  on  fill  between  concrete  re- 
taining walls  with  steel  plate-girder  bridges  crossing  the  engine  passage- 
way and  Fairmount  Avenue  at  four  different  levels.  At  Fairmount 
Avenue  the  grade  of  the  street  was  lowered  so  as  to  allow  14  ft.  beneath 
the  bridges  leading  to  the  engine  yard  on  the  east  and  west  sides  of 
the  main  tracks.  A  new  locomotive  coaling  station,  with  a  storage 
capacity  of  2  000  tons,  is  located  in  the  east  yard. 

At  Brown  Street  the  tracks  are  over  the  bed  of  Ninth  Street  and 
are  carried  on  a  four-tra,ck,  steel  viaduct  with  plate-girder  spans,  gen- 
erally 50  ft.  long,  supported  by  transverse  girders  and  three  lines  of 
columns,  and,  in  turn,  supporting  a  solid  steel  floor,  which  is  water- 
proofed. This  viaduct  is  on  a  grade  of  0.5%,  and  is  on  a  tangent 
as  far  as  Master  Street.  At  Girard  Avenue  a  new  elevated  station 
is  supported  over  the  street. 

Between  Thompson  and  Master  Streets,  and  Eighth  and  Ninth 
Streets,  the  old  freight  yard  is  raised  to  the  new  level  with  a  ramp 
approach  from  Eighth  and  Master  Streets. 

At  Jefferson  Street  the  tracks  are  supported  on  earth  fill  with 
third-class,  masonry  retaining  walls  and  concrete  abutments,  and  this 
type  of  construction  continues  to  the  end  of  the  line  at  the  Richmond 
Branch  Crossing.  At  Jefferson  Street  the  line  leaves  Ninth  Street  and 
occupies  its  own  right  of  way.  This  right  of  way,  Q6  ft.  in  width, 
formerly  extended  as  far  south  as  Girard  Avenue,  but,  under  the 
ordinance  authorizing  the  work,  it  was  released  to  the  City  for  street 
purposes  beneath  the  viaduct. 

The  0.5%  grade  extends  about  to  Oxford  Street,  where  the  tracks 
are  level  at  an  elevation  of  74.5,  to  a  point  near  Montgomery  Street. 

Between  Oxford  Street  and  Columbia  Avenue  is  the  Columbia 
Avenue  Station,  having  island  platforms  with  stairways  leading  to 
the  main  waiting-  and  baggage-rooms  at  the  southwest  comer  of  Ninth 
Street  and  Columbia  Avenue. 
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U'lie  tracks  cross  IJorks  and  Norris  Streets  (jii  concrete  arr:lie.s,  re- 
placing old  iron  plate-girder  bridges  which  formerly  carried  the  low- 
level  tracks  over  these  streets. 

Between  Berks  and  Norris  Streets  on  the  west  side  is  a  freight 
yard  raised  nearly  to  the  new  level,  with  a  ramp  approach  parallel  to 
Tenth  Street,  and  on  the  east  side,  on  property  of  the  Railway  Com- 
pany, there  are  two  large  commercial  coal  yards.  At  the  northeast 
corner  of  Tenth  and  Norris  Streets  there  is  a  smaller  coal  yard. 

Between  Berks  and  Norris  Streets  the  tracks  ascend  on  a  0.7% 
grade  to  the  summit  at  York  Street  and  then  descend  on  a  1%  grade 
to  Broad  Street,  where  the  old  level  is  reached. 

Between  Norris  and  Cumberland  Streets  there  are  five  tracks  cross- 
ing a  large  number  of  streets,  at  very  acute  angles,  on  steel  bridges 
of  plate-girder  type  with  solid  water-proofed  floors.  Between  York 
and  Cumberland  Streets  there  are  two  elevated  freight  yards,  and 
north  of  Cumberland  Street  there  is  a  car-cleaning  yard  on  the  east 
side. 

Between  Broad  Street  and  a  point  near  Seventeenth  and  Indiana 
Streets  no  work  was  required,  as  there  were  no  grade  crossings  in 
this  territory. 

From  Seventeenth  and  Indiana  Streets  to  Tioga  Street,  the  grade 
is  1.06%,  and  there  are  five  tracks  as  far  as  Westmoreland  Street 
and  four  north  of  that  point.  In  order  to  obtain  the  1.06%  grade,  it 
was  necessary  to  raise  a  truss  bridge  of  the  Philadelphia,  Germantown, 
and  Chestnut  Hill  Railroad  (Pennsylvania  System)  about  4  ft.  This 
was  done  at  a  cost  of  $18  384.47. 

The  new  elevation  required  changes  in  the  grades  of  Allegheny 
Avenue,  Westmoreland  Street,  Ontario  Street,  and  Hunting  Park 
Avenue,  and  slight  changes  at  Atlantic  and  Venango  Streets.  The 
changes  at  Allegheny  Avenue  and  Westmoreland  and  Ontario  Streets 
necessitated  those  in  a  number  of  other  streets  shown  on  the  general 
plans.  Plates  LXVI  and  LXVII. 

New  stations  were  constructed  at  Tioga  and  Nicetown,  and  a  coal 
yard   of  the  Railway   Company   was   reconstructed   at  Hunting   Park 

x\venue.  _,  -r.  /^ 

Preparation  of  Plans  and  Contracts. 

Plans  and  specifications  for  the  various  contracts  were  duly  pre- 
pared for  the  work  by  the  Railway  Company  and  the  City,  and  were 
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submitted  for  approval  to  the  other  interest  before  asking-  for  bids. 
All  work  was  advertised  publicly,  and  awards  were  made  to  the  lowest 
bidder. 

Division  Into  Contracts. 

In  the  summer  of  1906,  it  was  decided  to  divide  the  work  into 
contracts  so  that  it  could  be  attacked  from  the  greatest  number  of 
points  at  one  time,  and  so  that,  as  far  as  possible,  the  work  requiring 
special  skill  could  be  separated  in  order  to  reduce  the  number  of 
contracts  to  a  minimum.  All  track  work  was  done  by  Railway  Com- 
pany's forces  on  what  were  known  as  emergency  orders. 

Tables  1  and  2  show  the  contracts  into  which  the  work  was  divided. 
All  numbers  from  1  to  100  were  executed  by  the  Railway  Company; 
those  above  100  by  the  City. 

Emergency  Orders. 

The  ordinance  provided  that  in  case  of  emergency  work  in  main- 
taining railroad  or  highway  travel,  and  in  other  cases  where  necessary — 
not  covered  by  contract — either  the  Railway  Company  or  the  City 
should  have  authority  to  employ  laborers,  hire  machinery,  and  pur- 
chase materials  to  perform  such  work.  Such  work,  when  jointly  agreed 
upon,  constituted  what  was  known  as  an  emergency  order.  On  the 
part  of  the  Railway  Company,  these  orders  generally  applied  to  the 
construction  of  temporary  and  permanent  tracks,  the  work  being  done 
by  the  Operating  Department;  and  on  the  part  of  the  City  to  work 
connected  with  the  maintenance  of  underground  municipal  structures. 
They  were  also  used  for  keeping  account  of  numerous  minor  additional 
betterment  items  desired  by  the  Railway  Company  during  the  progress 
of  the  work,  and  paid  for  entirely  by  them.  All  labor  on  pay  rolls  was 
carefully  checked,  and  all  prices  of  materials  were  approved  prior  to 
purchase. 

Temporary  Yards. 

Besides  the  heavy  passenger  business  conducted  over  the  line  which 
was  to  be  elevated,  involving  about  467  train  movements  in  21  hours, 
the  Railway  Company  operated  freight  yards  at  Eighth  and  Master, 
Tenth  and  Berks,  and  Thirteenth  and  Huntingdon  Streets,  and  a  loco-; 
motive  coaling  station  and  engine  repair  yard  at  Ninth  and,  Gr.een| 
Streets.  .     :Si  5    f2     i! 
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In  order  to  provide  for  the  car  load  freight  business  of  the  freight 
yards  during  construction,  a  temporary  freight  yard  was  constructed 
on  property  of  the  Kailway  Company  at  Nineteentli  Street,  ca])ahle  of 
holding  10.3  cars,  aiui  a  temporary  engine  yard  at  Wayne  Junction. 
Work  on  the  freight  yard  was  begun  in  October,  1907,  and  finished  on 
May  30th,  1908.  Tlie  total  cost  of  grading,  drainage,  and  paving,  ex- 
clusive of  the  track  work,  was  $40  380.40.  Work  f)n  the  engine  yard 
was  begun  on  January  7th,  and  finished  on  June  30th,  1908.  The 
total  cost  of  grading,  drainage,  engine  house,  coaling  station,  water 
tanks,  ash  pits,  etc.,  exclusive  of  the  track  work,  was  $46  501.60. 

On  the  completion  of  the  elevation  of  the  tracks,  the  City  was  cred- 
ited with  the  amounts  which  it  had  paid  for  the  construction  of  these 
yards,  less  an  amount  agreed  on,  representing  the  depreciation  of  the 
tracks,  in  the  case  of  the  freight  yard,  and  of  the  tracks  and  buildings, 
in  the  case  of  the  engine  yard. 

Sewers. 

In  August,  1907,  work  was  begun,  practically  at  the  same  time,  on 
the  construction  of  by  far  the  majority  of  the  sewer  work  connected 
with  the  change  in  grades  of  the  streets.  The  work  is  described  very 
briefly  under  the  following  contracts : 

Contract  No.  101. — Sewer  on  Thirteenth  Street  from  Dauphin  t-o 
Cumberland:  This  was  required  to  drain  the  depression  caused  by  the 
lowering  of  the  intersection  at   Thirteenth   and   Cumberland   Streets. 

Contract  No.  102. — Clearfield  Street  east  of  Sixteenth;  Sixteenth 
Street  from  Clearfield  Street  to  Allegheny  Avenue,  and  on  Allegheny 
Avenue  to  Seventeenth  Street:  This  was  the  outlet  section  of  the  main 
system  for  draining  the  depressed  streets  in  the  Tioga  District,  extend- 
ing as  far  north  as  Nicetown  Station. 

Contract  No.  103. — Allegheny  Avenue  from  Seventeenth  Street  to 
Nineteenth  Street,  and  Nineteenth  Street  from  Allegheny  Avenue  to 
Westmoreland:  This  is  the  second  section  of  the  main  sewers  for 
draining  the  Tioga  District. 

Contract  No.  lOJf. — On  Nineteenth  Street  from  Westmoreland  to 
Venango,  and  on  Venango  from  Nineteenth  to  Twentieth:  This  is  the 
third  section  of  the  main  system  for  draining  the  depressed  streets  in 
the  Tioga  District. 
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Contract  No.  105. — On  Venango  Street  from  Twentieth  to  Twenty- 
first,  on  Twenty-first  Street  from  Venango  to  Blabon,  on  Blabon  from 
Twenty-first  Street  to  Hunting  Park  Avenue;  on  Hunting  Park  Ave- 
nue from  Blabon  to  the  railroad:  This  is  the  last  section  of  the  main 
sewers  in  the  Tioga  District,  and  taps  the  depression  on  Hunting  Park 
Avenue  under  the  railroad. 

The  sizes,  costs,  and  other  data  in  reference  to  the  sewers  built 
under  Contracts  101  to  105  are  shown  in  Table  3. 

In  addition  to  these,  sewers  were  constructed  in  conjunction  with 
Contracts  Nos.  108,  109,  110,  and  111,  covering  the  smaller  sewers  in 
connection  with  the  work  of  lowering  the  streets  along  the  whole  line 
of  the  work.  Table  3  contains  a  summary  of  the  entire  cost  of  the 
sewer  work,  including  inlets,  connections,  etc.,  and  showing  for  each 
contract  the  length  of  the  sewers  and  the  total  cost  of  the  sewer  work. 

The  construction  of  these  sewers  presented  no  unusual  features. 
The  work  was  executed  in  accordance  with  the  standard  plans  and 
specifications  of  the  Department  of  Public  Works,  Bureau  of  Surveys, 
of  the  City  of  Philadelphia. 

Method  of  Construction. 

The  general  character  of  the  construction  consists:  First,  of 
masonry  walls  and  fill,  between  Green  and  Brown  Streets,  between 
Jefferson  and  Broad,  and  between  Seventeenth  and  Indiana  and  the 
Richmond  Branch,  with  steel  bridges  over  the  streets,  carrying  four 
and  five  tracks,  respectively;  and,  second,  a  four-track  steel  viaduct 
over  Ninth  Street  between  Brown  and  Jefferson  Streets. 

Work  was  begun  between  Columbia  Avenue  and  Broad  Street  in 
January,  1907,  by  diverting  the  temporary  travel  to  two  temporary 
tracks  located  as  closely  as  possible  to  the  west  side  of  the  66-ft.  right 
of  way.  The  retaining  walls  on  the  east  side,  with  the  eastern  halves 
of  the  bridge  abutments,  were  next  built,  and  a  temporary  trestle  for 
two  tracks  was  constructed  alongside  of  them;  and  approximately  one- 
half  of  the  permanent  bridges  were  erected,  so  that  two  tracks  on  the 
new  high  level  could  be  placed  in  operation.  Access  to  this  high  level 
was  made  by  the  permanent  1%  grade  from  Broad  Street  and  a  tem- 
porary 2.5%  grade  from  Columbia  Avenue  to  Norris  Street.  Crib- 
work  was  placed  along  the  western  edge  of  the  trestle  to  a  height  of 
about  8  ft.,  and  as  much  fill  as  possible  was  made  between  the  crib 
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and  the  wall  around  tlio  trestle  before  travel  was  placed  on  the  trestle. 
On  the  completion  of  the  temporary  tracks  on  the  hi^h  level,  schedule 
travel  was  transferred  to  them  and  abandoned  on  the  low  level.  The 
western  retaining  walls  and  tlie  rest  of  the  abutments  were  then  com- 
pleted with  the  fill  and  the  remainder  of  the  bridges.  The  fill  was 
generally  made  by  carting  in  from  the  cross  streets  before  the  abut- 
ments were  finished,  and  completed  after  the  abutments  were  built  by 
raising  it  over  them  with  a  clam-shell  bucket  and  derrick.  The  perma- 
nent tracks  were  then  laid  on  the  new  fill  on  the  west  side,  and  sched- 
ule travel  was  transferred  to  them;  the  temporary  tracks  on  the  trestle 
were  removed ;  the  ties,  guard-rails,  and  stringers  of  the  trestle  were 
taken  out  for  use  at  other  points;  the  fill  was  completed,  and  the  per- 
manent tracks  were  laid  in  their  final  position.  This  same  method  was 
followed  at  all  other  points  where  masonry  and  fill  construction  was 
used,  except  that,  in  the  Tioga  District,  between  Seventeenth  Street 
and  the  Richmond  Branch,  the  method  was  reversed,  the  work  being 
started  on  the  west  side  first. 

TABLE  3. — Sizes  and  Shapes  of  Sewees,  and  Costs  on 

Each  Contract. 


Contract 

No. 

Size, 

in 
feet. 

Shape. 

Invert. 

Other 
particulars. 

Cost 

per 

linear 

foot. 

Length. 

in 

feet. 

Total 
length, 

in 
feet. 

Total 
cost. 

101  ] 
102 

103  -j 

104  \ 

105  \ 

5 

4 

6 

6 

6 

6 

6 

6 

5^ 

5 

4 
3 

Circular 

Shale  brick. 

$24.67 
17.26 
27.00 
29.00 
30.00 
31.00 
54.00 
42.00 
30.00 
24.00 
20.00 
21.50 
18.00 
16.50 

572.80 
512.50 
1070.50 
868.89 
531.11 
88.00 
170.00 
297.89 
550.00 
552.83 
413.67 
530.40 
610.00 
687.64 

1  085.30 
1  070.50 

1  400.00 

2  072.39 

1  827.04 
5  155.27 

2  040.60 
2  834.50 

820.47 

Stone  block 
Shale  brick 

829  497.98 

Rock   section 

11                  1.1. 

Reduced  cradle. 
In  tunnel 

Rock  section 

Ik            11 

Earth  or  rock 

.1                  b( 

33  861.39 
46  927.39 

71  100.92 

36  602.56 

108 

25  913.77* 

109 

14  842.50* 

110 

■ 

14  872.97* 

111 

3  059.15* 

Totals.. 

18  306.07 

$276  678.63 

*  Does  not  include  cost  of  inlets  or  similar  details. 
In  the  construction  of  the  steel  viaduct  between  Brown  and  Jeffer- 
son Streets,  the  foundations  for  the  two  outside  lines  of  columns  were 
constructed    with    the    two    tracks    carrying    schedule    travel    in    the 


Fig.   2. — Abutment  and  Dry  Stone  Packing,   East  Side. 
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center  of  the  70-ft.  street.  One  track  was  then  placed  on  the  west  side 
of  the  street,  as  close  to  the  houses  as  possible,  the  other  was  moved 
to  the  east,  and  the  center  line  of  foundations  placed.  A  third  track 
was  then  built  on  the  west  side,  and  schedule  travel  was  abandoned 
on  the  eastern  track,  which  was  allowed  to  remain,  to  be  used  in  the 
erection  of  the  eastern  half  of  the  steelwork  which  was  next  com- 
pleted. Two  permanent  tracks  were  then  placed  on  the  completed 
eastern  half  of  the  viaduct,  and  schedule  travel  was  transferred  from 
the  low  to  the  high  level.  The  western  side  was  then  erected,  com- 
pleted, and  the  remaining  two  tracks  were  laid. 

Temporary  Tracks. 

Before  beginning  work,  the  Railway  Company  had  two  tracks  on 
which  schedule  trains  were  operated  between  Green  and  Cumberland 
Streets  and  four  tracks  from  that  point  to  Wayne  Junction.  There 
were  also  two  additional  tracks  used  for  siding  purposes  between  Girard 
Avenue  and  Cumberland  Street. 

From  the  time  that  the  main  tracks  on  the  street  level  were  dis- 
turbed for  construction  purposes,  until  the  permanent  tracks  were  laid 
on  the  high  level,  all  the  charges  and  maintenance  were  considered  as 
temporary  tracks.  The  instructions  of  the  management  were  that  there 
must  be  at  all  times  two  tracks  in  proper  condition  to  operate  schedule 
trains.  Only  enough  material  was  ordered  to  carry  out  the  necessary 
transfers  of  traffic  and  to  replace  that  which  was  not  fit  for  relaying 
as  the  tracks  were  taken  up  and  moved.  The  general  method  for  pro- 
viding for  temporary  traffic  has  already  been  described,  and  it  is  fair 
to  say  that,  owing  to  the  care  exercised  by  the  contractors,  engineers, 
and  the  Operating  Department,  there  was  no  interference  with  sched- 
ule traffic. 

Retaining  Walls  and  Abutments. 

The  part  of  the  construction  with  masonry  walls  and  fill  consisted 
generally  of  retaining  walls  on  each  side  of  the  66-ft.  right  of  way, 
with  vertical  faces  on  the  lines.  It  was  absolutely  necessary  to  place 
these  walls  vertically  on  the  right-of-way  lines  between  Columbia  Ave- 
nue and  Broad  Street,  as  the  plans  provided  for  five  tracks  with  13-ft. 
centers  in  this  territory,  and  the  same  construction  was  used  at  other 
points.  As  private  property  adjoined  the  right  of  way,  there  was  not 
room  to  erect  forms  for  concrete  work  without  trespassing,  and  large 
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rubble  masonry  was  indicated  and  nsod.  Where  retnininp  walls  faced 
on  streets,  they  wore  built  of  1:3:G  concrete  with  f,^ranolithic  washed 
faces  and  scored  with  horizontal  linos.  The  same  construction  was 
used  for  bridge  abutments.  The  typical  retaining  wall  was  as  shown 
by  Fig.  5. 

The  rubble  work  (known  as  third-t-lass  masonry)  was  built  under 
the  following  specification,  the  mortar  being  of  1 :  3  Portland  cement, 
the  stone  being  bedded  in  mortar,  and  the  vertical  joints  grouted  with 
1 :  3  grout : 

"Third-class  masonrs^  shall  be  formed  of  approved  quarry  stone  of 
good  shape  and  good  flat  beds.  No  stone  shall  be  used  in  the  face  of 
the  walls  less  than  G  in.  thick,  or  less  than  12  in.  in  their  least  hori- 
zontal  dimensions. 

"Headers  shall  generally  form  at  least  one-fifth  of  the  faces  and 
backs  of  the  walls,  with  a  similar  proportion  throughout  the  mass 
when  they  do  not  interlock,  and  the  face  stones  shall  be  well  scabbled 
or  otherwise  worked,  so  that  they  may  set  close,  and  chinking  with 
small  stones  be  avoided. 

"In  walls,  5  ft.  thick  or  less,  the  stones  used  shall  average  from 
6  to  8  cu.  ft.  in  volume,  and  the  length  of  the  headers  shall  be  equal 
to  two-thirds  of  the  thickness  of  the  wall;  in  walls  more  than  5  ft. 
in  thickness,  the  stones  used  shall  average  12  cu.  ft.  in  volume,  and 
the  headers  shall  not  be  less  than  4  ft.  long.  Generally,  no  stones 
shall  be  used  having  a  less  volume  than  4  cu.  ft.,  except  for  filling  the 
interstices   between    the   larger   stones. 

"In  no  case  shall  stones  be  used  having  a  greater  height  or  build 
than  30  in.,  and  these  stones  must  bond  the  joints  above  and  below 
at  least  18  in.;  in  all  other  cases  the  smaller  stone  used  must  bond 
the  joints  above  and  below  at  least  10  in. 

"The  stones  in  the  foundation  shall  generally  not  be  less  than  10  in. 
in  thickness,  and  contain  not  less  than  10  sq.  ft.  of  surface.  The 
foundation  shall  consist  of  1:3:6  concrete  if  so  directed  by  the 
Chief  Engineer." 

The  concrete  used  was  of  two  kinds,  1:2:4  in  bridge  seats, 
pedestal  blocks,  etc.,  and  1:3:6  for  main  walls,  foundations,  cop- 
ings, etc.  The  important  and  specially  interesting  points  in  the 
concrete  specifications  were  as  follows :  Stone  to  be  run  of  crusher, 
from  i  in.  to  1^  in.  Sand  graded  from  fine  to  coarse  from  i  in. 
down.  Preference  for  machine  mixing  with  cubical  box  type.  Con- 
sistency to  be  such  that  when  dumped  in  place,  concrete  will  not 
require  much  tamping,  but  not  wet  enough  to   cause  the  mortar  to 
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DIAGRAM   SHOWING  CONSTRUCTION   OF  MASONRY  SECTION 
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separate  from   iho   stone.      Spaded    down    ntid    tntnpcc]    siifficiontly   to 

level  off  and  <piake  freely  like  jelly. 

With  speeiid  face  exposed  to  the  street,  the  speeificatioiis  were  as 
follows : 

"Surface  of  concrete  exposed  to  tiie  street  shall  be  composed  of  1 
part  cement,  2  parts  coarse  sand  or  gravel,  and  2  parts  granolithic 
grit  made  into  a  stiff  mortar.  Granolithic  grit  shall  be  granite  or  trap 
rock  crushed  to  pass  a  .}-in.  sieve  and  screened  of  dust.  For  vertical 
surfaces  the  mixture  shall  be  deposited  agaiuHt  the  face  forms  to  a 
least  thickness  of  1  in.,  by  skilled  workmen,  as  the  placinj^  of  the 
concrete  proceeds,  and  thus  form  a  part  of  the  body  of  the  work.  Care 
shall  be  taken  to  prevent  the  occurrence  of  air  spaces  or  voids  in  the 
surface.  The  face  forms  shall  be  removed  as  soon  as  the  concrete  has 
sufficiently  hardened,  and  any  voids  that  may  appear  shall  be  filled  up 
with  the  mixture. 

''The  surface  shall  then  be  immediately  washed  with  water  until  the 
grit  is  exposed,  and  rinsed  clean  and  protected  from  the  sun  and 
kept  moist  for  3  days.  For  horizontal  surfaces,  the  granolithic  mixture 
shall  be  deposited  on  the  concrete  to  a  least  thickness  of  1.5  in.  imme- 
diately after  the  concrete  has  been  tamped  and  before  it  has  set,  and 
shall  be  troweled  to  an  even  surface,  and  after  it  has  set  sufficiently 
hard,  shall  be  washed  until  the  grit  is  exposed. 

"All  concrete  surfaces  exposed  to  the  street  shall  be  marked  off 
into  courses  in  such  detailed  manner  as  may  be  directed  by  the  Chief 
Engineer." 

The  usual  clauses  regarding  strength  and  finish  of  forms  were  used, 
and  special  fillets  for  the  top  edges  of  copings,  pedestal  blocks,  and 
bridge  seats  were  required.  No  reinforcement  was  placed  in  walls  for 
temperature  changes,  but  expansion  joints  were  placed  generally  from 
30  to  50  ft.  apart.  These  were  made  with  tongued  and  grooved  joints, 
on  the  faces  of  which  there  were  corrugated  asbestos  boards.  The  use  of 
embedded  stone  in  the  mass  concrete  was  allowed,  the  stone  not  to  ex- 
ceed 6  to  8  cu.  ft.  in  the  foundations  and  2  cu.  ft.  in  the  neat  work. 
These  were  thoroughly  cleaned  selected  stone  embedded  in  the  con- 
crete immediately  after  it  was  placed.  The  stones  were  also  used  to  form 
dowels  bonding  each  day's  work.  The  use  of  these  stones  was  optional 
with  the  contractor,  and  though  the  quantity  varied  very  much,  they 
were  generally  put  in.  All  copings  were  of  concrete  poured  in  place  on 
top  of  the  walls. 

The  prices  obtained  for  the  various  kinds  of  rubble  and  concrete  are 
shown  in  Table  4. 
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TAVAAi    1. 


Coiitnu't  immhcrs 

1 

4 

5 

9 

$5.25 
5.50 
6.25 
5.68 
7.25 
6.40 
7.50 
2.45 

6!48 

10 

12 

14 

$6.50 
5.00 
6.45 
6.00 
6.75 
6.70 
7.75 
3.75 

oiso 

82 

Third -clsss — npat 

$6.00 
6.(K) 
5.  HO 
5.50 
7.25 
6.50 
7.25 
2.50 

6.65 

$5.75 
5.00 
6.25 
5.(«) 
7.50 
6.50 
7.50 
2.50 

6!56 

$6.50 
5.00 
6.4.-) 
6.(K) 
6.75 
6.70 
7.75 
8.75 
7.50 
0.50 

$5.70 
5.25 
5.55 
5.25 
7.75 
7.45 
8.25 
2.90 

6!95 

$5.70 
5.fK) 
6.25 
5.50 
7.fK) 
6.50 
7.50 
2.50 

oiso 

$6^80 
6.80 
7.50 
6.30 
7.75 
2.75 

6.'46 

"        "    — foundations 

1:8:6  concrete -neut  work 

"             "         — foundations 

$6.50 
5.75 

"             "         — copiiiK!^ 

6.75 

"            '•         — waslied  face 

6.W 

1:2:4  concrete 

7.75 

Dry  stone  packinf? 

2.75 

Arch  concrete— 1  :  2  :  4 

Unclassified  excavati<^u 

6!96 

Drainage  Back  of  Walls. 

On  account  of  the  walls  facing  immediately  on  private  property, 
or  on  the  streets,  it  was  decided  to  carry  the  drainage  back  of  them, 
a  step  farther  than  the  usual  practice,  in  order  to  guard  as  far  as 
possible  from  leakage  through  them  to  adjoining  property  or  to  the 
street,  and  the  entire  back  of  each  wall,  up  to  the  subgrade  of  the 
tracks,  was  filled  with  a  minimum  thickness  of  dry-stone  packing,  the 
stone  being  from  |  to  2  cu.  ft.  in  volume,  and  placed  by  hand  after 
the  walls  were  finished  and  before  the  embankment  was  placed.  As 
the  third-class  masonry  walls  were  built,  their  backs  were  thoroughly 
dashed  with  1 :  3  cement  mortar.  At  the  bottom  of  the  dry-stone  pack- 
ing, 6-in.  vitrified  clay  pipes  with  open  joints  were  laid,  with  grades 
of  about  1%,  leading  to  the  cross  streets  and  there  connected  to  the 
sewers.     This  drainage  has  proved  very  effective. 

Temporary  Trestle  and  Crib. 

In  the  sections  of  the  work  constructed  with  masonry  and  fill,  it 
was  necessary  to  support  two  tracks  between  the  bridges  on  trestle 
and  then  fill  in  as  much  as  possible,  using  a  crib  about  8  ft.  high 
with  its  face  5  ft.  from  the  nearest  running  rail.  The  temporary 
trestle  was  built  on  concrete  footings  so  as  to  reduce  the  settlement 
to  a  minimum  and  prevent  wedging  at  the  top  in  order  to  maintain 
proper  track  surface.  It  was  constructed  for  two  tracks  in  accordance 
with  the  general  design  shown  on  Plate  LXVIII. 

Long-leaf  pine  was  used  in  the  ties,  guard-rails,  and  stringers,  and 
these  were  all  recovered  when  the  fill  was  entirely  completed  and  be- 
fore the  permanent  track  was  laid.  The  caps,  sills,  posts,  and  bracing 
were  of  short-leaf  pine,  and  remained  buried  in  the  fill. 
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The  prices  paid  for  this  work  are  shown  in  Table  5,  and  included 
everything  above  the  concrete  footings  ready  to  lay  track. 


TA 

BLE  5. 

Contract  numbers 1 

1 

1 

4 

5              7 

9 

10 

Lonff-leaf  yellow  pine,  per  1  000  ft.  b.  m.  . . 
Short-leaf  yellow  pine,   "    1  000  "       "■    ... 
Wrought  iron  or  steel,  pei'  pound 

$43.00 

41.00 

0.03 

$44.50 

38.00 

0.03 

$40.00 

36.00 

0.04 

$43.00 

41.00 

0.03 

$44.50 

37.00 

0.03 

$42.00 

38.00 

0.03 

The  average  height  of  the  double-track  trestle  was  about  17  ft.,  and 
its  average  cost  per  linear  foot  was  about  $18.50,  exclusive  of  the  con- 
crete footings. 

The  cribwork  was  covered  by  the  following  specifications: 

"Where  cribwork  is  required,  it  shall  cover  all  temporary  lumber 
work  with  the  necessary  filling  and  tamping  required  to  retain  slopes 
along  partly  made  embankments  or  at  other  places,  as  may  be  directed. 

"The  lumber  used  in  cribwork  shall  be  placed  as  shown  on  the 
plans.  It  shall  consist  of  second-hand  lumber  which  is  sufficiently 
sound  to  hold  the  drift-bolts. 

"As  the  lumber  is  laid  and  drift-bolted,  the  embankment  shall  be 
filled  in  and  thoroughly  rammed.  This  work  shall  be  paid  for  at  the 
item  price  given  in  the  proposal  for  cribwork  per  1 000  ft.  board 
measure,  which  price  shall  include  all  drift-bolts  and  the  placing  and 
ramming  of  the  necessary  embankment  within  the  crib." 

The  prices  obtained  for  the  cribwork  were  as  follows: 


Contract  numbers 

Cribwork  per  1  000  ft.  b.  m. 


10 


$15.00  $15.00  $20.00  $24.00  $25.00  $20.00 

Embankment. 

Embankments  were  built  as  soon  as  the  footings  for  the  temporary 
trestle  were  begun,  and  all  excavated  material  from  the  foundations  of 
walls  and  abutments  was  placed  around  them  and  in  the  crib,  payment 
being  made  for  excavation  only.  On  the  completion  of  the  sections  of 
the  trestle  between  streets,  the  crib  was  carried  up  to  its  full  height, 
embankment  material  was  delivered  on  the  cross  streets,  raised  over 
the  abutments  with  derrick  and  clam-shell  buckets,  and  the  fill  com- 
pleted around  the  trestle  to  its  finished  lines. 

In  some  cases  where  excavation  was  available  from  the  depressed 
streets,  the  trestle  was  planked,  and  the  street  grading  contractor 
hauled  the  excavated  material  over  it,  and  dumped  it  as  part  of  his 
cost   of   excavation.     With   the   exception   of   this,    all   material  going 
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into  embankments  was  furnished  from  outside  the  work  and  placed  by 
the  contractor  at  fixed  prices,  measurement  being  made  on  carts  or 
wagons  on  delivery,  each  wagon  load  being  measured  by  a  representa- 
tive of  the  contractor  and  an  inspector  who  checked  at  the  close  of 
each  day's  work. 

After  schedule  travel  was  placed  on  the  temporary  trestle,  the  re- 
mainder of  the  fill  was  made  with  teams  hauling  in  from  the  adjoining 
streets,  and  after  the  abutments  were  completed  the  remaining  ma- 
terial was  raised  over  the  abutment,  as  was  done  on  the  other  side. 

All  material  for  embankment  was  inspected  carefully  and  no  ashes, 
cinders,  or  perishable  material  were  allowed.  Nearly  all  of  it  came  from 
various  building  operations  throughout  the  city. 

The  prices  paid  for  embankment,  delivered  and  placed  by  the  con- 
tractor, were  as  follows: 

Contract  numbers..         14  5  7  9  10         12         14         .32 

Embankment SO. 20    $0.14    $0.45    $0.52    SO. 10    SO. 15    80.10    $0.45    $0,175 

Bridges. 

All  the  bridges  on  the  improvement  carried  railroad  tracks,  there 
being  not  a  single  highway  bridge.  Wherever  possible,  they  were  of 
deck  construction,  and,  where  through  girders  were  required,  the  top 
of  the  girder  was  kept  as  low  as  possible,  or  the  distance  between  tracks 
was  spread  to  14  ft. — the  standard  being  13  ft.  All  bridges  were  of 
the  plate-girder  type  with  solid  steel  floors  either  of  built-up  troughs 
or  buckle-plates.  The  top  of  the  steel  on  the  floors  was  protected  in 
all  cases  by  some  kind  of  water-proofing  described  later.  Generally, 
all  spans  crossing  streets  had  columns  on  the  curb  lines.  The  under- 
side clearance  over  the  streets  established  by  ordinance  was  14  ft.  All 
masonry  for  supporting  the  steelwork  was  executed  under  separate 
contracts,  the  bridge  contracts,  however,  covering  all  water-proofing 
and  painting  ready  for  the  ballast. 

The  design  of  all  the  bridges  was  complicated  seriously  by  the  fact 
that  they  had  to  be  planned  so  as  to  be  erected  in  two  sections,  in 
order  to  carry  travel  on  the  high  level  on  one  side  while  the  other  side 
was  under  construction.  This  was  specially  difficult  where  the  skews 
of  the  street  crossings  were  great,  and,  in  two  cases,  it  was  necessary 
to  erect  part  of  the  steel  over  travel  on  the  low  level.  The  problem 
of  water-proofing  was  also  made  more  difficult  on  account  of  the  pro- 
vision for  the  double  erection  and  the  necessary  joint. 


Fig.  6. — Building  Walls,  West  Side, 


Fig.   7. — Finishing   Bkidges,   West   Side. 
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Location. 


Type. 


U  c8 


o  Jr!  '^ 

0)  Q^  cS 


(U  o 
o  to 


Contract  No.  8. — Broad  to  Xorris  Streets. 


Norris  St.  Ceast) 

Norris  St.  (west) 

Tenth  and  Diamond -j 

I 

Susquehanna 

Colona 

Eleventh  and  Nevada 

Dauphin 

Twelfth  and  York , . 

Thirteenth  and  Cumberland. . 


Deck.    6-in.  Z-Aoor 

Deck.    6-in.  ZAoor 

Part  deck.    Buckle-plate  floor. . .  ] 
Part  half  through.     12-in.  trough  }- 

tloor J 

Half  through.    Deep  trough  floor. 

Longitudinal  trough  floor 

Half  through.    12-in.  trough  floor. 

Deck.    Buckle-plate  floor 

Half  through.    Trough  floor 

Half  through.    Trough  floor 


3  130 

2  450 

13  325 

5160 

3  340 
8  680 

4  100 
7  750 

11415 


115.5 
130.8 

136.5 

141.2 
126.0 
1.57.0 
117.0 
148.5 
134.1 


^4.92 
5.60 

5.45 

5.85 
4.74 
6.40 
4.61 
6.30 
5.63 


$15  400 
13  700 

72  600 

30  200 
15  800 
55  500 
18  900 
48  700 
64  300 


Contract  No.  6. — Montgomery  to  Oxford  Streets. 


Oxford  St.* 

Columbia  Ave.* 
Montgomery... 


Special  half  through.  Trough  floor. 
Special  half  through.  Trough  floor. 
Half  through.    Trough  floor 


3  740 

18  000 

3  700 


97.6 
103.4 
125.0 


$3.50 
3.55 
4.25 


$13  150 
64  067 
15  740 


Contract  No.  1. — Jefferson  to  Green  Streets. 


Green  St 

Engine  passageway. . .  . 

Fairmount  (west) 

Fairmount  (main) 

Fairmount  (coal  track) 

Fairmount  (east) 

Master  St 


Half  through.    Trough  floor, 

T-beams  and  trough  floor 

Half  through.    Trough  floor. 

Deck.    6-in.  Z-Aoor.. 

Deck.    6-in.  Z.-^oor 

Half  through.    Trough  floor, 
Deck.    Buckle-plate  floor 


1660 

186.0 

$6.20 

3  630 

103.0 

3.60 

750 

159.0 

5.85 

3  000 

116.0 

3.80 

750 

110.0 

3.87 

960 

134.0 

6.10 

3  050 

109.0 

4.00 

$10  300 
13  100 

4  400 
11400 

2  900 

5  864 
12  200 


Contract    No.    11.— Seventeenth    and    Indiana    to    Richmond 
Branch. 


Allegheny  Ave 

Westmoreland 

Nineteenth , 

Ontario 

Tioga  and  Twentieth 

Atlantic 

Venango 

Erie 

Hunting  Park 


Half  through. 
Half  through. 
Half  tnrough. 
Half  through. 
Half  through. 
Half  through. 
Half  through. 
Half  through. 
Half  through. 


Trough  floor, 
Trough  floor. 
Trough  floor. 
Trough  floor. 
Trough  floor. 
Trough  floor. 
Trough  floor. 
Trough  floor, 
Trough  floor. 


9  165 

153 

$4.94 

3  320 

125 

4.32 

7  910 

150 

4.91 

3  495 

120 

4.13 

11070 

146 

4.81 

3  535 

120 

4.10 

3  440 

149 

4.10 

7  380 

140 

4.57 

7  195 

157 

5.08 

$45  393 
14  345 
38  920 
14  413 
53  282 
14  652 
14  096 
33  697 
36  527 


*Part  of  these  bridges  occupied  by  passenger  station  platforms. 

At  two  points  only  was  it  possible  to  construct  concrete  arches. 
These  will  be  described  separately. 

The  designs  and  specifications  were  of  the  Philadelphia  and  Read- 
ing standard,  which  generally  provide  for  a  live  load  about  equivalent 
to  Cooper's  E-55. 

The  dead  weights  assumed  for  the  design  of  the  ballasted  floors  were 
as  follows,  all  in  pounds  per  cubic  foot:  Ballast,  120;  concrete,  140; 
asphalt,  90;  lumber,  54. 
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riic  iinpMct  WMs  l)y  iho  following  forinula: 

L    I    ;{()0 

/  =  amount  to  be  added  to  live-load  stress; 

S  =  calculated  live-load  stress; 

L  =  length,    in    feet,   of   the   loading   which   produces   maximum 

stress  in  the  member. 
Unit  stress  =  15  000  lb.  per  sq,  in.,  in  tension. 
In  compression,  15  000  reduced. 

All  steel  was  to  be  made  by  the  open-hearth  process,  with  a  desired 

ultimate  strength  of  60  000  lb.  for  structural  steel  and  50  000  lb.  for 

,         ,-       •    o  •  1  500  OOP 

rivets;  miininuni  elongation  in  8  in.  =  . 

ultimate  tensile   strength 

Very  few  of  the  bridges  were  distinctly  of  deck  construction,  on 
account  of  the  lack  of  sufficient  head-room,  caused  by  the  usual  close 
clearances  in  grade-crossing  work,  where  the  procedure  seems  to  be  to 
squeeze  the  bridge  construction  out  of  existence.  Where  deck  con- 
struction was  impossible,  half  through  spans  were  resorted  to,  with  the 
top  flange  of  the  girders  as  close  to  the  rail  level  as  possible.  In  a 
number  of  cases  it  was  necessary — especially  on  that  part  of  the 
structure  carrying  five  tracks — to  introduce  a  deep  transverse  floor, 
so  as  to  provide  for  necessary  cross-overs  in  the  tracks.  The  general 
type  of  one  of  the  two  styles  of  construction  is  shown  on  Plate  LXIX. 

Table  6  shows  the  general  data  regarding  the  bridges  on  four 
different  contracts,  and,  in  examining  them,  the  conditions  under  which 
they  were  designed  and  the  peculiar  locations  of  many  of  them  must 
be  considered. 

All  columns  located  on  the  sidewalks  were  required  by  the  City 
authorities  to  have  their  base-plates  far  enough  below  the  surface  of 
the  street  to  show  only  the  main  section  of  the  column.  All  gussets 
were  to  be  below  the  surface.  The  masonry  contractors  built  the  floor- 
ings up  to  the  level  of  the  base-plates,  the  bridge  contractors,  after 
setting  the  columns  and  lining  up  the  steel  work,  encased  the  entire 
base  of  the  columns  in  concrete  which  formed  part  of  the  surface 
of  the  sidewalk  and  a  section  of  the  curb. 

Most  of  the  bridges  were  erected  with  the  usual  derrick  car,  either 
by  jacking  it  up  to  the  high  level,  as  was  necessary  in  one  case,  or  by 
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running  it  in  on  the  completed  high-level  approach,  in  others.  When  in 
position  to  command  part  of  the  bridge,  the  main  steel  members  were 
run  in  between  schedule  trains  on  the  low  level,  on  cars  as  loaded 
at  the  shops,  picked  off  quickly,  and  either  put  in  place  at  once, 
if  opportunity  offered,  or  temporarily  placed  in  the  street  and  raised 
afterward.  In  some  cases  the  contractors  arranged  for  the  railroad 
wrecker  to  assist  in  handling  and  placing  the  heavier  girders,  the  time 
consumed  in  lifting  from  the  cars  and  placing  in  position  being  veiy 
short. 

The  first  halves  of  the  bridges  were  always  located  in  their  per- 
manent positions,  no  matter  what  the  temporary  alignment  of  the 
tracks  was  after  leaving  them,  so  that,  when  once  placed,  they  re- 
quired no  further  attention.  In  erecting  the  final  half  of  each  bridge, 
the  same  methods  were  used. 

One  of  the  requirements  of  the  City,  in  approving  the  plans  of  the 
bridges,  was  the  use  of  a  solid  shield  or  screen  over  the  streets  to 
prevent  horses  from  seeing  the  moving  parts  of  the  locomotives.  The 
height  of  these  shields  was  finally  agreed  on  as  5  ft.  above  the  top 
of  the  rail,  and,  after  considerable  study,  it  was  decided  to  use  a  cast- 
iron,  ribbed  plate,  supported  on  a  steel  framework  attached  to  the 
main  bridge  structure.  In  a  number  of  cases  where  there  were  vacant 
lots  adjoining  the  streets,  these  shields  were  run  back  on  the  retaining 
walls  for  a  distance  of  50  ft.  or  more,  depending  on  the  location.  In 
all  cases  the  shields  were  made  part  of  the  bridge  contracts,  and 
the  costs  were  included  in  the  lump-sum  prices  for  the  bridges. 

Viaduct. 

Under  the  terms  of  the  ordinance.  Ninth  Street  was  vacated  from 
Brown  Street  to  Fairmount  Avenue,  and  was  opened  to  its  full  width 
of  70  ft.  from  Girard  Avenue  to  Jefferson  Street.  Prior  to  the  pas- 
sage of  the  ordinance,  the  Philadelphia,  Germantown,  and  Norristown 
Railroad  owned  a  strip  occupied  by  two  tracks  between  Fairmount 
Avenue  and  Girard  Avenue,  and  a  right  of  way,  66  ft.  wide,  north  of 
Girard  Avenue.  By  the  terms  of  the  ordinance,  all  rights  on  the  street 
surface  owned  by  this  Company  were  given  over  to  the  City,  and  the 
Railroad  Company  retained  only  the  right  to  enter  on  the  street  at 
all  times  for  renewals  or  repairs.  The  ordinance  provided  for  a 
four-track   steel   viaduct   through   this   territory,   with   a   paved   street 
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beneath.  The  Railway  Company  paid  the  entire  cost  of  the  addi- 
tional structure  for  the  two  extra  tracks  where  it  originally  had  but  two. 
The  structure  as  built  is  a  four-track  steel  viaduct  supported  on 
three  lines  of  columns,  just  inside  each  curb  line  and  in  the  center 
of  the  street.  The  columns  support  transverse  girders  joined  over 
the   center  column,   which   in  turn   carry  eight   lines   of   longitudinal 
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girders,  spaced  6  ft.  6  in.  on  centers,  and  framing  into  the  transverse 
girders.  On  the  longitudinal  girders,  and  at  right  angles  to  them,  is 
a  solid  floor  of  6-in.  steel  Z-bars  and  plates,  which  is  cut  longitudinally, 
at  about  the  center  of  the  street,  to  allow  the  viaduct  to  be  erected 
in  halves.  This  floor  has  its  troughs  fllled  with  concrete  and  is  covered 
with  1.5  in.  of  asphalt  mastic  in  turn  supporting  the  ballast  and  stand- 
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nrd  track.  Sidewalks  4  ft.  wide  are  carried  on  brackets  on  both  sides 
outside  of  the  dam  plates.  These  have  open  floors  with  i-in.  open  joints. 
The  structure  is  designed  to  allow  cross-overs  to  be  placed  in  the  tracks 
at  any  point,  and  the  outside  line  of  longitudinal  girders  is  made  of 
the  same  section  as  the  others,  so  as  to  make  it  readily  possible  to  pro- 
vide in  the  future  for  siding  connections. 

The  foundations  for  the  columns  of  the  viaduct  were  started  under 
Contract  2,  but  the  contractor  abandoning  his  work,  it  was  relet  under 
Contract  2,  Keletting. 

With  the  tracks  in  the  center  of  the  street,  the  foundations  for  both 
outside  lines  of  columns  were  constructed.  The  tracks  were  then  moved 
as  close  to  the  west  side  of  the  street  as  possible,  which  just  left 
room  for  entrance  to  the  houses  on  the  west  side  and  for  the  execution 
of  the  work  on  the  center  foundations.  These  foundations  were  trouble- 
some, not  only  on  account  of  water  which  was  encountered  in  consider- 
able quantity  between  Girard  Avenue  and  Brown  Street,  but  also  on 
account  of  the  limited  space  available  for  their  construction  and  the 
close  proximity  to  passing  trains.  Comparatively  little  work  was  done 
under  Contract  2  before  it  was  abandoned,  and  therefore  the  prices 
given  are  those  for  Contract  2,  Reletting.  The  bottom  of  the  founda- 
tions was  stopped  between  Girard  Avenue  and  Brown  Street  generally 
on  mixed  gravel,  and  between  Girard  Avenue  and  Jefferson  Street  on 
gravel  or  hard  clay.  Throughout  the  length  of  the  viaduct  the  depth 
of  the  foundations  was  controlled  to  a  certain  extent  by  the  depth 
of  a  sewer  which  was  required  in  the  street  before  the  permanent  pave- 
ment was  laid,  and  which  could  not  be  constructed  before  the  founda- 
tions were  built.  The  total  cost  of  the  foundation  work  was  $151  631.20, 
which,  reduced  to  the  unit  of  square  feet  of  viaduct,  amounts  to  $0.76 
as  the  cost  of  the  substructure.     The  principal  unit  prices  were: 

Excavation $1.65  per  cu.  yd. 

1:3:6  concrete   5.50     "     "      " 

After  the  completion  of  the  foundations,  the  eastern  half  of  the 
viaduct  was  erected,  starting  from  Brown  Street  and  working  north. 
On  account  of  the  very  close  proximity  to  passing  travel,  the  erection 
was  a  matter  requiring  the  most  careful  consideration,  and  the  man- 
ner adopted  was  one  for  which  the  contractors  should  receive  much 
credit.     On  account  of  the  condition  of  the  work  at  the  ends  of  the 
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viaduct,  a  considerable  time  elapsed  between  the  erection  of  the  iirst 
half  and  the  completion  of  the  whole  structure.  All  steel  for  both 
sections  was  brought  to  the  work  on  the  street  level,  and  the  rate  of 
progress,  which  under  average  conditions  was  3  spans  per  day,  was 
very  good.  Better  time  in  erection  would  have  been  made  but  for  the 
expansion-joint  detail  requiring  riveting  at  the  transverse  girders  be- 
fore other  spans  could  be  raised. 

In  the  layout  of  the  viaduct,  a  standard  span  of  50  ft.  was  adopted, 
and  this  was  used  wherever  possible,  the  odd  span  being  placed  adja- 
cent to  street  intersections,  which  were  always  special. 

On  account  of  the  light  grades  on  the  viaduct,  and  the  expansion 
joints  at  intervals  of  about  150  ft.,  it  was  difficult  to  arrange  for  drain- 
age. Low  places  were  provided  with  cast-iron  inlet  boxes,  to  which 
6-in.  wrought-iron  pipes  were  attached,  following  down  the  column  and 
connecting  directly  with  the  sewer. 

The  method  of  erection  of  the  viaduct  planned  by  the  McClintic- 
Marshall  Construction  Company  was  based  on: 

First.  The  determination  of  a  method  that  would  come  as  nearly 
as  possible  to  being  absolutely  safe  for  the  passage  of  trains ;  and 
Second.  Economy  of  time  and  money. 

The  method  proposed,  approved,  and  adopted  was  the  use  of  a  steel 
cantilever  traveler  running  on  top  of  the  erected  viaduct,  the  erection 
being  accomplished  with  the  aid  of  two  15-ton  traveling  electric  cranes 
with  one  intermediate  bridge  carrying  four  12-ton  hoists.  The  trav- 
eler had  been  remodeled  from  a  steel  cantilever  traveler  previously 
used  for  viaduct  erection,  a  few  of  the  truss  members  having  to  be 
reinforced,  and  an  entirely  new  system  of  top  construction  made.  The 
total  weight  of  structural  steel  in  the  traveler  was  150  tons.  The 
power  used  was  alternating  current  furnished  by  the  Philadelphia  Elec- 
tric Company,  which  established  connections  where  convenient,  ap- 
proximately 800  ft.  apart.  Four  heavily  insulated  flexible  wire  cables 
were  connected  at  these  stations,  and  these  cables  were  carried  on  a 
reel  suspended  from  the  rear  of  the  traveler,  the  reel  being  paid  out  as 
the  traveler  advanced,  and  rewound  when  new  connection  was  estab- 
lished. The  traveler  was  erected  and  taken  down  with  a  heavy  loco- 
motive crane,  which  also  erected  enough  of  the  viaduct  to  provide 
a  platform  on  which  to  build  the  traveler  and  on  which  to  start  work. 
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This  locdinotivc  crinu'  also  (M-cctcd  the  |)<)rti()n  of  tile  viaduct,  wicicr  than 
four  tracks,  between  Brown  and  Parrish  Streets.  A  50-ft.  boom  placed 
on  the  front  end  of  the  traveler  erected  the  extra  width  of  steel  between 
blaster  and  Jefferson  Streets.  On  the  second  half,  it  was  necessary 
to  run  the  traveler  on  a  slight  curve  between  Master  and  Jefferson 
Streets,  and  there  was  no  difficulty  in  accomplishing  this.  The  trav- 
eler had  a  70-ft.  anchor  arm  and  a  120-ft.  cantilever  arm.  When  mov- 
ing ahead,  the  cranes  were  at  the  extreme  rear  end  of  the  traveler, 
thus  helping  to  furnish  counterweight  against  overturning.  The  trav- 
eler was  moved  with  the  aid  of  a  heavy  hoisting  engine  placed  on  a 
platform  on  the  rear  of  the  traveler,  and  a  single  set  of  double  wire-cable 
falls  moved  it  with  ease.  The  reaction  on  the  wheels  at  the  main 
point  of  support,  when  moving,  was  very  heavy,  being  272  000  lb.  on 
the  heavier  side.  After  the  traveler  was  moved  ahead,  and  before  the 
crane  could  move  to  pick  up  any  load,  the  columns  or  front  post  ex- 
tension in  front  of  the  traveler  had  to  find  a  bearing  on  blocking  pre- 
viously placed  on  the  street  at  the  point  to  which  it  was  being  moved. 
The  actual  moving,  including  knocking  out  the  blocking,  the  moving 
itself,  and  the  reblocking,  did  not  take  more  than  15  or  20  min.,  that  is, 
15  or  20  min.  after  picking  up  iron  in  one  position  the  traveler  could 
be  moved  ahead  and  be  ready  to  pick  up  iron  for  a  new  span;  in 
general,  two  spans,  or  about  100  ft.,  being  erected  for  each  move. 

The  structural  steel  was  shipped  from  the  contractor's  Pottstown 
plant,  being  loaded  on  cars  in  the  exact  order  in  which  it  was  wanted, 
so  that,  when  delivered  to  the  traveler,  the  first  car  received  contained 
the  longitudinal  girders,  the  next  car  contained  the  transverse  girders, 
columns,  and  cross-frames  for  the  girders,  and  the  third  car  contained 
the  trough  floor,  railing,  etc.,  all  for  the  span  being  erected.  These 
cars  were  delivered  on  an  abandoned  track  directly  under  the  work  to 
be  erected — the  track  being  approximately  midway  between  the  two 
lines  of  columns  on  which  the  work  was  being  placed.  As  the  material 
was  unloaded  the  empty  cars  were  dropped  down  under  the  viaduct 
already  erected,  the  overhead  clearance  permitting  this,  though  in 
many  cases  it  would  not  permit  a  loaded  car  to  pass  beneath  the 
viaduct. 

The  method  of  erecting  in  detail  was  as  follows:  The  rear  electric 
crane  would  pick  up  a  longitudinal  girder  and  hang  it  on  one  of  the 
chain  hoists  carried  on  the  trolley  on  the  intermediate  bridge.     The 
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rear  end  of  the  girder  would  be  connected  immediately  to  the  transverse 
girder  of  the  previous  bent  before  the  electric  crane  cut  loose — thus 
the  rear  electric  crane  would  set  the  four  longitudinal  girders.  Mean- 
time, the  forward  electric  crane  would  erect  the  two  columns  and  pick 
up  the  transverse  girder  preparatory  to  connecting  it  to  the  longitudi- 
nal girders  being  erected.  The  transverse  girder  would  be  brought  in 
against  the  ends  of  the  longitudinal  girders  and  set  on  top  of  columns, 
there  being  in  general  about  2  in.  play  between  the  tops  of  the  longi- 
tudinal girders  and  the  top  flange  of  the  transverse  girder,  thus  not 
requiring  the  longitudinal  to  be  hung  at  the  precise  height.  The  four 
chain  hoists  supporting  the  forward  ends  of  the  longitudinal  girders 
would  then  be  slacked  off,  one  man  to  each  chain  hoist,  so  that  the 
girders  would  be  seated  on  the  longitudinal  girders  and  the  fitting-up 
bolts  entered.  The  forward  crane  would  then  pick  up  the  cross-frames 
and  place  them  on  the  longitudinal  girders  just  erected,  when  both 
cranes  would  place  the  frames  in  position.  The  forward  crane  would 
then  pick  up  the  trough  floor,  while  the  rear  crane  attended  to  moving 
ahead  any  timbers  required  for  the  track,  these  having  been  snaked 
ahead  with  line  from  the  hoisting  engine.  When  handling  the  61-ft. 
girders  across  Girard  Avenue,  one  crane  was  used  on  each  end  of  the 
girder,  this  being  also  necessary  on  a  few  of  the  other  special  girders. 
The  use  of  the  intermediate  bridge,  carrying  the  four  chain  hoists, 
obviated  the  use  of  temporary  bents  on  which  to  set  the  longitudinal 
girders,  and,  in  addition,  was  much  better,  as  it  readily  gave  move- 
ment in  all  three  directions,  as  desired,  as  the  bridge  was  carried  on 
the  trucks  on  the  crane  runway  beams,  and  each  hoist  was  hung  from 
a  trolley  running  on  the  bottom  flange  of  an  IE,  and  the  chain  hoists 
themselves  permitted  the  small  vertical  movement  required  for  adjust- 
ment with  little  labor. 

In  general,  three  spans  were  raised  per  day,  requiring  gangs  work- 
ing ordinarily  6  hours.  Where  there  were  four  spans,  without  encoun- 
tering expansion  joints,  these  were  raised  in  less  than  7  hours.  In  one 
day  it  was  impossible  to  raise  more  steel  than  between  two  expansion 
joints,  as  the  longitudinal  girders  had  to  be  riveted,  as  explained 
previously. 

The  general  figures  of  interest  in  connection  with  the  viaduct  were 
as  follows: 

The  contract  price  was  $772  000,  including  everything  from  the  top 
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of   tlio   cuiUTcto    lootings    to    the   ballast.      This    included    all    drainn^'O, 
water-prooling,  and  steel  KriHa^es  for  the  top  of  tlio  fr)otin^^s. 

Total  weight  of  st(vl 30  010  000  lb. 

Floor  area  of  viaduct 197  300  sq.  ft. 

Weight  of  steel  per  square  foot 152  lb. 

Cost  of  water-proofing  per  square  foot..  .  $0.24 

Total  cost  of  work  per  square  foot $3.91 

CoNCRKTK  Arches. 

There  were  only  two  points  on  the  line  where  arches  over  the 
streets  were  possible,  namely,  at  Berks  and  Norris  Streets,  the  streets 
being  50  ft.  wide  and  the  bridges  carrying  five  tracks  at  Berks  and 
six  tracks  at  Xorris  Street.  These  arches  were  of  concrete,  and,  like 
all  the  other  bridges,  were  constructed  in  two  sections  longitudinally, 
and  were  water-proofed.     The  general  dimensions  were  as  follows: 

Berks    Street :  Span    50  ft. 

Rise   10  ft.  9i  in. 

Thickness    at    crown 3  ft. 

Width    65  ft.  8     in. 

Norris  Street :  Span    50  ft. 

Rise   11  ft.  li-  in. 

Thickness    at    crowTi 3  ft. 

Width    82  ft.  7     in. 

At  Berks  Street,  five  layers  of  Genasco  Positive  Seal  Felt  in 
Genasco  Compound  were  used  for  water-proofing,  protected  with  a 
layer  of  1 :  3  cement  mortar  1  in.  thick.  At  Norris  Street,  there  was 
used  1.5  in.  of  asphalt  mastic,  made  by  mixing  1  part  of  Barber  Asphalt 
Company's  Compound  No.  483  with  4  parts  of  sand  and  screen- 
ings. This  was  laid  in  two  |-in.  layers,  each,  breaking  joints.  The 
compound  had  the  following  properties :  Bitumen  soluble  in  CSg, 
97%;  not  more  than  0.5%  volatile  at  a  temperature  of  350°  Fahr.  for 
5  hours;  does  not  flow  at  212°  Fahr.  nor  become  brittle  at  —  15° 
Fahr.;  not  acted  on  by  HgSO^  in  7  hours  (25%  solution).  The  water- 
proofing of  both  these  bridges  has  been  very  satisfactory.  It  cost  as 
follows : 

Berks    Street 23  cents  per  sq.  ft. 

Norris  Street 30       "        "      "      " 
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The  prices  for  the  concrete  in  the  arches  were  as  follows : 

1:2:4  concrete  in  arch  ring,  including  centers $7.50  per  cu.  yd. 

1:3:6  concrete  in  copings    6.75     "      '•      " 

1:3:6  concrete  in  abutments — ^street  finish 6.70     "      "      " 

1:3:6  concrete  in  foundations 6.00     "      "      " 

Water-Proofing  Bridges  and  Viaduct. 

All  the  bridges  and  the  viaduct  cross  City  streets  or  are  over 
stations,  as  is  the  case  at  Columbia  Avenue,  and  it  was  very  desirable 
that  they  should  be  impervious  to  water,  not  .only  for  the  protection 
of  the  public,  but  also  for  the  preservation  of  the  metal.  In  a  large 
number  of  cases,  the  elevation  of  the  curbs  of  the  streets  beneath, 
and  the  profile  of  the  tracks  above,  was  fixed  within  such  close  limits 
as  to  make  it  difficult  to  provide  proper  water-proofing  details.  The 
writer  believes  that  one  of  the  most  important  features  of  water- 
proofing design  is  to  get  the  water  away  from  the  structures  as  fast 
as  possible,  and,  where  the  grades  of  the  track  are  light,  this  is  dif- 
ficult without  using  up  valuable  head-room. 

In    the    first    bridges    designed    and    erected,    where    trough    floors 
were  required,  the  whole  of  the  upper  surface  of  the  metal  was  covered 
with  1.5  in.   of   asphalt  mastic,  applied  in  two  layers  to  the  vertical 
and   horizontal   surfaces   of   the   steel  floor.      This   was   sloped   in   the 
troughs  to  carry  the  water  to  a  nipple  passing  through  the  steel  floor 
emptying  into   a  wrought-iron  trough  beneath  the  floor,  and  then  to 
down-spouts  to  the  street  gutters.     If  the  structure  was  a  deck  bridge, 
the  steelwork  was  first  leveled  up  with  Portland  cement  concrete,  made 
of  |-in.   stone  and  mixed  1:3:6,  on  which  was  placed  five  layers  of 
"Hydrex"  or  similar  water-proofing  felt,  laid  in  asphalt  compound  and 
protected  with  a  course  of  hard  brick  laid  flat  in  the  compound.     After 
laying  the  brick,  the  compound  was  poured  in  the  joints  and  mopped 
over  their  tops.     The  drainage  from  this  type  of  water-proofing  was 
taken  over  the  back-walls   and  through  the  dry  packing,   already  de- 
scribed, to  the  sewers  in  the  streets.     The  nipple  proved  to  be  a  some- 
what troublesome  detail,  and  it  was  difficult  to  get  it  tight,  the  water 
frequently  finding   its  way  around  it.     These  bridges   also   developed 
some  leaks  along  the  main  girders,  due  to  the  separation  of  the  mastic 
from  the  girder  webs;  but  the  leaks  were  bad  in  only  a  few  cases, 
and  have  been  largely  corrected  by  mopping  hot  pure  asphalt  on  the 
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iiKistic  al»iii{4-  tlic  ^inlcr  webs,  s|)r('a(liii^^  burlap  over  it,  and  then  ai)j)ly- 
in^,-  another  nioppinp:  of  asphalt.  The  deck  bridges  with  the  folt 
and  compound  arc  niucli  tigliter. 

'liie  second  lot  of  bridges  designed  and  erected  differed  from  the 
foregoing  in  that  the  troughs  were  filled  with  cement  concrete  to  the 
top  of  the  rivet  heads,  and  a  smooth  coat  of  asphalt  mastic,  1.5  in. 
thick,  was  i)ut  on  in  two  layers  and  ha.unched  up  against  the  girder 
webs  and  under  a  flashing  angle  riveted  to  the  webs.  The  same 
method  was  used  on  the  viaduct.  The  drainage  on  the  bridges  is  to 
one  or  both  ends,  and  over  the  back-walls,  depending  on  the  grades. 
On  the  viaduct,  it  is  to  cast-iron  inlet  boxes  and  thence  through 
wrought-iron  down-spouts  to  the  street  level,  and  in  vitrified  clay  pipes 
to  the  sewer.  These  bridges  have  generally  been  tight,  except  in  a  few 
cases  where  there  has  been  a  separation  of  the  mastic  from  the  flash- 
ing angles  and  webs,  and  these  defects  have  been  remedied  by  cutting 
out  the  cracks,  filling  them  with  hot  pure  asphalt,  and  finally  covering 
them  with  burlap  mopped  with  asphalt,  as  previously  described.  On  a 
portion  of  the  viaduct,  the  mastic  cracked  badly  on  the  haunching, 
and  required  considerable  repairing.  This,  it  is  believed,  was  due  to 
the  improper  proportioning  of  the  ingredients,  as  it  occurred  when 
the  work  was  first  started.  In  several  other  cases,  leaks  have  occurred 
where  it  was  necessary  during  construction  to  push  the  work  irre- 
spective of  the  weather  conditions,  and  in  other  places  where  it  was 
difficult  to  make  a  good  joint  between  old  and  new  work.  It  was  found 
to  be  very  difficult  to  clean  properly  the  surfaces  on  which  either  the 
new  compound  or  the  new  mastic  was  added,  and  it  is  thoroughly 
believed  that  without  adequate  cleaning  and  drying  it  is  impossible  to 
bond  surfaces  with  any  asphaltic  water-proofing  material.  The  neces- 
sity of  using  an  asphalt  material  which  has  a  very  low  brittle  point 
and  a  sufficiently  high  melting  point  simply  to  prevent  running  in  hot 
weather,  has  been  apparent  in  this  work,  and  is  indicated  especially  for 
similar  work  where  the  structure  is  subject  to  vibration.  Recent 
work  has  also  shown  the  necessity  of  using  a  joint,  between  the  asphalt 
mastic  and  the  metalwork  of  the  structure,  consisting  of  a  pocket  of 
pure  elastic  asphalt. 

The  estimated  costs  of  the  water-proofing  were  obtained  by  a  care- 
ful   analysis   of   the   lump-sum   figures   for   the   bridges,    and    show    a 


Fig.  10. — Water- Proofing  Bridges  :   Forms   for   Mastic. 


Fig.  11. — Water-Proofing  Bridges,   Susquehanna  Avenue. 
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%  Layer  of  Aaphalt  Maetlo 
Water-proofing 

Top  of  Rail 

Base  of  Rail 


3J^"x  S}4  X  ^'Flashing  L(bent)bot"h 
Bides  of  Girclers"C  and  D  and 
inside  of  Girders" A  and  B"2 ' 
above  Base  of  Rail 


2  "inside  Biam. Bituminized  Conduits 
Spaced  3"ctrs.  (Not  less) 


G.P.    NIPPLE  TO  BE  THREADED  FOR  A 
DISTANCE  OF  V'ABOVE  BOTTOM  FLOOR-PLATE 


2  Is  3^  3.1^  X  % 


1  Tbp.PI.  9  X  ^ 
"Floor   J  Web  PLll'x  %"         Max.  Pitch  4(3 at  ends) 
Section^  Bott.  PL  \2''x^' „  6"x  3^"x  %"Conn.  La 

'  4"x  3J^"x  >^"Ls  (4  leg  horiz.)  5-field  rivs.,  6-shop  pivs. 


%  Gusset  Pis.  Abt. 
le'o'ctrs.  for  all  Gir's. 

Bituminlzed  Fiber  Conduits-2J.^  Inside  Diam. 

3?4"ctrs.-not  less 


Top  of  Rail 


DETAIL  OFTELEGRAPH  AND 
TELEPHONE  CONDUITS 


13^"*  G.P.Nipple  Perforated 
^"  0  holes 


CARNEGIE  SECTION  Mjo 

16.3  lb.  per  ft. 


DETAIL  OF  FLOOR 


J4  Layer  of  Asphalt  Mastic 

Water-prooflng  where  thickness 
of  Water-prooflng  becomes  less  than 
2J^  j'  entire  mass  to  be  made  up  of 
Asphalt  Mastic. 

3"x  'Vj"  strap  to  be  botted  on  from 
bottom. 

Top  and  sides  of  Trough  Floor  to 
be  ccvert'l  with  IJ^ 'of  Asphalt  Mast!! 


TYPICAL  CROSS-SECTIONS  OF  WATER-PROOFING  WHERE    IT 
WAS  IMPOSSIBLE  TO  TAKE  CARE  OF  DRAINAGE  OFF  THE 
ENDS  OF  THE  BRIDGE. 
Fig.  12. 
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cost    per    square    foot    for    all    wator-prooliiig    work    and    drainage    aH 
follows : 

CoKt  per 
Bquan-  foot. 

Special  deep  floors  with  nipples;  1.5  in.  of  asphalt $0.42  to  $0.55 

Hydrex  felt  on  doek  bridges;  five  layers  and  brick 0.25  to     0.26 

Viaduct;  G-in.  Z  iloor;  1.5  in.  of  mastic 0.24 

Standard   troufrh   floor,   filled   with    concrete;    1.5   in.    of 

asphalt    0.24  to     0.30 


„Max.  Pitch  4  ti  4t  end«) 
.  "leg  horiz.)  C"x  SJ^'x  ^"Conn-Ls 
^'  5  field  rlv«.,  6  Bhop  rivs. 


TYPICAL  CROSS-SECTION   OF  WATER-PROOFING 
WHERE  THE  DRAINAGE  IS  TAKEN   OFF  THE 

ENDS  OF  THE  BRIDGE. 
THE  TROUGHS  FILLED  WITH   CONCRETE. 

Fig.   13. 


The  specifications  for  this  work  may  be  briefly  abstracted  as  follows : 

''Wherever  called  for  on  the  plans,  the  decks  of  the  bridges  shall  be 
protected  as  follows: 

"First. — By  placing  1:3:6  concrete,  |-in.  stone  or  gravel,  troweled 
on  top,  as  shown  on  the  plans.  The  cement  concrete  thus  placed  shall 
be  allowed  to  dry  thoroughly  so  as  to  prevent  the  formation  of  steam 
when  the  asphalt  mastic  is  applied.  All  vertical  surfaces  of  concrete 
or  steel  shall  be  prepared  by  first  painting  with  the  asphalt  hereafter 
described,  melted  and  diluted  with  62°  Baume  naphtha  to  the  proper 
consistency.  The  paint  shall  not  be  applied  to  horizontal  surfaces 
except  where  specially  directed. 

"Second. — The  cement  concrete  thus  prepared  shall  be  water- 
proofed with   asphalt   mastic   equal   in   quality,   for   the   intended  pur- 
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Fig.   14. — Traveler  Starting  Erection  of  Viaduct. 


Fig.  15. — Bast  Half  of  Viaduct  Completed. 
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Fig.  16. — Erecting  West  Half  of  Viaduct, 


Pig.  17. — Water-Proofing  South  End  of  Viaduct. 
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Fig.   18. — Erecting  Bridges,  Tioga  Section,   West    Side. 


Fig.   19. — Water-Proofing   Bridges,   Tioga   Section. 
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pose,  as  to  ingredients  used  and  resistence  to  water,  to  the  following 
specifications,  and  be  approved  as  such: 

"Neufchatel,  Seyssel,  or  Sicilian  rock  mastic.  ..   60  parts. 
"Clean  sharp  grit  and  sand  to  pass  a  sieve  of 

8  meshes  per  inch 30       " 

"Refined  Bermudez  or  Trinidad  asphalt 10       " 

"These  proportions  shall  be  varied  where  required  by  special  condi- 
tions on  the  work. 

"The  mixture  shall  be  made  at  the  site  of  the  work,  and  heated  to 
a  temperature  of  from  250  to  300°  Fahr.,  and  stirred  until  all  the 
ingredients  are  thoroughly  incorporated.  It  shall  then  be  spread  and 
thoroughly  worked,  to  free  it  from  voids,  and  ironed  to  a  smooth  sur- 
face with  hot  smoothing  irons,  if  so  directed.  All  mastic  shall  be 
applied  to  the  work  in  two  coats,  making  the  total  thickness  shown 
on  the  plans.  The  coats  shall  break  joints,  and  the  mastic  shall  be 
distributed  evenly.  Where  the  thickness  of  the  water-proofing  ma- 
terials is  less  than  2.25  in.,  the  full  thickness  shall  be  made  up  of 
asphalt  mastic. 

"Great  care  shall  be  taken  around  expansion  joints,  drain  pipes, 
and  other  similar  places,  and  the  methods  to  be  followed  shall  be  as 
specified  on  the  plans  or  as  directed  by  the  Chief  Engineer. 

"The  cost  of  the  water-proofing  specified  herein  shall  be  included 
in  the  lump-sum  prices  for  the  bridges." 

The  asphalt  mastic  used  on  this  work  was  prepared  from  Sicilian 
Natural  Rock  Mastic,  which  averaged  from  13  to  16%  of  bitumen 
soluble  in  carbon  bisulphide. 

Passenger  Stations. 

Four  passenger  stations  required  rebuilding  on  account  of  the 
elevation  of  the  tracks,  namely,  Girard  Avenue  Central,  Columbia 
Avenue,  Tioga,  and  Nicetown.  As  all  have  been  built  considerably 
larger  than  the  old  stations,  the  greater  part  of  the  cost  has  been 
borne  by  the  Railway  Company,  the  City  simply  paying  one-half  of 
what  it  would  have  cost  to  raise  to  the  new  track  level  structures 
with  the  accommodations  of  those  existing  at  the  time  the  work  was 
started. 

Girard  Avenue  Central. — The  four-track  viaduct,  with  its  straight 
alignment  at  this  point,  made  it  possible  to  provide  platforms  only 
on  the  two  outside  or  local  tracks,  the  station  buildings  on  each  side 
being  erected  on  a  steel  structure  over  the  bed  of  Girard  Avenue 
supported  by  columns  on  the  curb  lines.  The  lengths  of  the  platforms 
at   this  point   are  controlled  by  existing  industrial   sidings,   and,  un- 
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fortunately,  nro  Dot  as  loii^*-  ns  desired.  Tliis  station  had  very  deep 
foundations  for  tlio  colunms,  they  being  in  the  bed  of  an  old  oreek, 
and  cost  $54  602.40.  tlic  entire  cost  being  assumed  l>y  tlie  liailway 
Company,  as  the  old  building  was  very  small. 

Columbia  Ai'enue. — This  station  is  an  important  one,  as  all  trains 
on  the  main  line  and  to  New  York  stop  there.  The  tracks  cross  the 
street  at  about  the  elevation  of  the  old  .street,  making  a  very  severe 
change  of  grade.  A  number  of  studies  were  made  for  the  new 
station,  involving  very  different  schemes,  all  of  which,  however, 
included  the  spreading  of  the  tracks  so  as  to  place  island  platforms 
between  the  north-  and  south-bound  tracks,  and  in  so  doing  entailed 
the  purchase  of  additional  right  of  way.  It  was  finally  decided  to 
purchase  a  lot  at  the  southwest  corner  of  Ninth  and  Columbia  Atc- 
nues,  and  place  on  it  the  main  waiting-  and  baggage-rooms,  locating 
the  other  necessary  facilities  beneath  the  tracks,  which  are  carried 
on  a  steel  structure  for  this  purpose. 

The  main  building  has  a  frontage  of  170  ft.  on  the  south  side  of 
Columbia  Avenue,  150  ft.  on  the  west  side  of  Ninth  Street,  and  150  ft. 
on  the  east  side  of  Hutchinson  Street.  The  exterior  walls  are  of  gray 
brick  with  granite  base,  and  Indiana  limestone  and  terra  cotta  trim- 
mings. The  passageway  to  the  trains  and  the  stairways  to  the  elevated 
platforms  are  lined  with  white  enameled  brick.  The  interior  is  de- 
signed with  complete  accommodations  for  handling  heavy  traffic.  The 
main  waiting-room  is  52  ft.  by  79  ft.,  and  is  35  ft.  high,  with  polished 
Italian  marble  wainscot  9  ft.  high.  The  floors  are  of  marble 
terraza  with  marble  panels.  A  ticket  office,  smoking-room,  men's  toilet, 
barber  shop,  women's  waiting-room,  telegraph  and  telephone  service, 
news  stands,  baggage-  and  express-rooms,  are  also  provided. 

The  two  platforms  on  the  high  level  are  800  ft.  long.  They  are  of 
concrete  with  concrete  curbs  on  the  earth-filled  portion  and  with  con- 
crete curbs  with  asphalt  mastic  over  the  steel  portion.  They  are  cov- 
ered with  heavy  sheds  of  the  umbrella  type.  The  entrance  stairways 
to  the  platforms  are  from  a  passageway  at  right  angles  to  and  beneath 
the  track,  and  between  the  main  waiting-room  and  the  baggage-room. 
This  passageway  can  be  reached  from  the  main  waiting-room  or  from 
either  Ninth  or  Hutchinson  Streets  directly.  There  are  exit  stairways 
from  each  platform,  with  turnstiles.  These  lead  to  Columbia  Avenue 
and  also  to  Oxford  Street. 
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F^G.  20. — Completed  Viaduct  From  Above. 
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Fig.  21. — Old  Stone  Ties,  P.,  G.  &  N.  R.  R.,  in  Place. 


Pig.  22. — Engine  "Rocket"  in  Columbia  Avenue  Station. 
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Pig.   23. — Columbia  Avenue  Station. 


Fig.  24. — Interior  View,  Columbia  Avenue  Station. 
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Fig.  25. — GiRARD  Avenue  Station. 


Fig.  26. — Tioga  Station. 
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There  are  two  baggage  elevators  on  each  platform,  and  they  are 
located  so  as  to  be  accessible  from  the  passageway  previously  referred 
to.  They  are  of  the  hydraulic-plunger  type,  the  pumps  being  operated 
by  a  20-h.p.  electric  motor.  The  cars  are  5  ft.  10  in.  by  15  ft.  9  in., 
and  the  vertical  lift  is  about  17  ft.  6  in.  Each  elevator  has  a  capacity 
of  4  000  lb.  in  addition  to  its  own  weight,  and  travels  at  the  rate  of 
100  ft.  per  min.,  with  an  average  load  of  2  500  lb.  and  with  a  main- 
tained water  pressure  of  160  lb. 

On  the  abandonment  of  the  old  station,  a  temporary  building  was 
erected  on  the  street  level  at  Oxford  Street.  This  was  used  while 
travel  was  on  the  low  level,  and  also  when  it  was  on  the  high  level  on 
the  east  side.  Access  to  it  at  this  stage  was  maintained  by  a  stair- 
way from  Oxford  Street  and  a  temporary  baggage  lift  between  Oxford 
Street  and  Columbia  Avenue.  On  the  completion  of  the  main  waiting- 
and  baggage-rooms,  the  temporary  buildings  were  removed,  and  all 
travel  was  handled  from  the  east  platform  until  all  four  tracks  were 
placed  in  service.  The  cost  of  the  station  building,  platforms,  shelters, 
etc.,  was  $217  134.15. 

Engine  "Rochet". — Facing  on  the  passageway  to  the  trains,  in  the 
Columbia  Avenue  Station,  there  is  an  inclosed  room,  electrically 
lighted,  in  which  the  Engine  "Rocket"  rests  on  the  original  stone  ties, 
cast-iron  chairs,  and  wrought-iron  rails  which  were  recovered  from  the 
excavations  made  along  the  line  of  the  elevated  work,  and  which  con- 
stituted the  original  roadbed  of  the  Philadelphia,  Germantown,  and 
Norristown  Railroad.  A  large  number  of  the  ties  were  found,  a  few 
of  the  chairs,  and  only  a  small  quantity  of  the  rails. 

The  "Rocket"  was  one  of  a  number  ordered  by  the  Philadelphia 
and  Reading  Railroad  in  1836  from  Braithwaite  and  Millner,  of  Lon- 
don, England,  and. was  built  in  1838.  It  was  delivered  at  the  Port  of 
Philadelphia,  and  conveyed  by  canal  to  the  foot  of  Penn  Street,  Read- 
ing. From  this  point,  it  was  hauled  on  its  own  wheels,  through  the 
streets,  by  horses,  and  placed  on  the  tracks  of  the  Philadelphia  and 
Reading  Railroad  at  Seventh  and  Penn  Streets,  Reading.  The  rail- 
road was  completed  at  that  time  between  Reading  and  Norristown.  It 
was  placed  in  passenger  service  in  May,  1838,  and  was  retired  in  March, 
1879,  having  run  310  164  miles.  It  was  placed  on  exhibition  at  the 
World's  Fair  at  Chicago  in  1893,  and  also  at  the  St.  Louis  Exposition 
in  1904.    It  weighs  8.4  tons. 
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Tiof/a  and  Nicelnwn. — These  two  stations  may  he  rct'crrcd  to  to- 
gether, jis  they  are  in  in:niy  respects  similar.  They  iire  in  si  semi- 
auburhan  section  of  the  City,  nnd  iire  used  oidy  for  local  [)assenffer 
business.  They  are  one-story  buildings  above  the  track  level,  with  an 
additional  story  on  the  street  level.  The  larger  station  at  each  point 
is  on  the  south-bound  side,  in  which  is  also  the  ticket  office.  They  are 
built  of  brick  with  terra  cotta  trimmings,  and  are  neatly  finished 
throughout.  The  platforms  can  be  reached  by  several  flights  of  steps 
or  by  paths  through  the  station  grounds.  Electric  lifts  are  provided 
on  both  sides  of  the  tracks  for  baggage  and  express  service,  and  tun- 
nels connect  the  north-  and  south-bound  stations  beneath  the  tracks. 
The  elevators  have  a  lifting  capacity  of  2  000  lb.  at  a  speed  of  50  ft. 
per  min.     The  dimensions  of  the  cars  are  5  ft.  by  10  ft. 

The  new  station  at  Tioga,  including  the  grading  of  the  grounds, 
the  cement  platforms,  and  the  driveways,  cost  $62  886.64.  That  at 
Nicetown,  with  similar  appurtenances,  cost  $43  554.57. 

While  the  two  tracks  on  the  west  side  were  being  elevated,  the  sta- 
tion buildings  on  this  side  were  being  erected,  and  when  travel  was 
placed  on  that  side,  a  temporary  platform  was  erected  to  care  for 
the  north-bound  business,  while  the  two  tracks  on  the  east  side  and  the 
north-bound  station  were  being  completed. 

Freight  and  Car  Cleaning  Yards. 

The  Railway  Company  operated  freight  yards  at  Eighth  and  Master, 
Tenth  and  Berks,  and  Broad  and  Lehigh  Streets,  before  the  elevated 
work  was  started,  as  well  as  car  cleaning  yards  at  Twelfth  and  York 
and  Thirteenth  and  Lehigh  Streets.  The  finished  general  plans  pro- 
vided for  the  retention  of  the  first  two  freight  yards  and  the  rearrange- 
ment of  the  other  so  as  to  consolidate  the  car  cleaning  yards  at  Broad 
and  Lehigh  Streets.  The  yards  between  York  and  Cumberland  Streets 
were  designed  for  freight  purposes.  All  were  designed  as  elevated 
yards  except  that  for  the  car  cleaning,  in  which  there  was  but  slight 
change  in  grade.  A  number  of  studies  were  made  to  determine  the 
best  and  most  economical  method  of  arranging  the  grades  of  the  tracks 
in  these  yards,  as  well  as  the  grades  of  the  driveway  approaches;  and 
the  final  plans,  it  is  believed,  embody  the  most  economical  arrange- 
ment that  could  be  made.  The  yards  in  all  cases  were  thrown  entirely 
out  of  service  during  construction.     Concrete  walls  were  built  on  the 


/I7y/^ 


Jl Ik, 


MASTER  STREET  YARD 

GENERAL  PLAN 


TRACK  ELEVATION,    PHILADELPHIA,   PA.  1875 

street  lines,  the  embankments  placed  to  the  new  level,  and  all  driveways 
provided  with  5-in.  bluestone  curbs,  and  paved  with  granite  blocks  on 
a  sand  base.  As  a  general  rule,  all  ramp  driveways  leading  to  the 
streets  had  4%  grades,  and  the  maximum  grade  on  the  tracks  was 
3  per  cent.  All  track  work  was  done  by  Company  forces  on  emer- 
gency orders.  The  contracts  for  the  freight  yards  were  as  follows, 
and  show  all  the  cost  except  the  track  work: 

Location.  Total  cost.  Car  capacity 

Master   Street    $97  868.30 66 

Berks   Street    70  350.03 55 

York  Street  Yards 67  059.23 104 

Car  Cleaning  Yard. — This  yard  has  a  capacity  of  230  passenger 
cars,  and  is  provided  with  a  service  building,  a  small  car  repair  and 
paint  shop,  a  power-house  building  for  furnishing  steam,  air,  and 
lighting,  and  the  yard  is  equipped  with  complete  piping  for  the  deliv- 
ery of  steam,  air,  and  water  to  any  point.  All  pipes  are  placed  in 
creosoted  wooden  conduits,  readily  accessible  for  necessary  repairs. 
The  mechanical  equipment  of  the  power-house  was  furnished  by  the 
Motive  Power  Department,  and  its  cost  is  not  included.  The  entire 
cost,  exclusive  of  the  track  work  and  the  mechanical  equipment,  was 

$53  326.82. 

Green  Street  Engine  Yard. 

Practically  all  the  engines  operating  in  the  Heading  Terminal  are 
cared  for  in  the  Green  Street  Yard.  The  four  main  tracks  and  a  track 
for  the  delivery  of  coal  to  the  coaling  station  run  through  this  yard 
on  an  elevated  structure  of  concrete  walls  and  fill.  Engines  coming 
from  the  Terminal  run  north  to  about  Brown  Street  and  back  down  a 
3%  grade  on  the  east  side  of  the  yard  to  the  original  level  beneath  the 
coaling  station,  where  they  receive  coal,  water,  and  sand,  and  dump 
ashes.  They  then  run  south,  turning  if  necessary  on  a  75-ft.  turn-table 
operated  by  an  electric  motor,  and  pass  through  a  tunnel  beneath  the 
main  tracks  to  the  west  side  of  the  yard  where  they  can  proceed  to 
the  engine-houses  for  repairs  and  cleaning,  or  up  a  second  3%  grade 
to  the  high-level  storage  yard  from  which  they  run  out  on  the  main 
tracks  and  back  to  the  Terminal.  Thus  all  crossing  of  the  main  tracks 
is  avoided.  There  are  two  turn-tables  on  the  west  side  of  the  yard. 
This  arrangement  makes  four  bridges  over  Fairmount  Avenue  at  dif- 
ferent levels.    Beginning  on  the  west  side,  one  track  for  engines  leaving 
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t\w  ynnl;  four  main  tracks;  ono  ooaliii^'-  track  for  the  conling  station; 
mill  one  track  for  engines  ontoriii^  tlic  yard.  'I'his  arraii^omcnt  made 
it  unnecessary  to  raise  tlie  whole  of  the  yard,  with  the  (Mij^ine-houses 
and  turn-tahle  on  tlio  west  side,  to  the  new  elevation,  and  lluis  effected 
a  material  saving-  in  tlie  cost  of  the  work. 

COAL-POCKKT    "lAUDS. 

The  Railway  (^ompany  owns  and  leases  several  large  coal  yards, 
one  on  the  ca^t  side  of  the  tracks  between  Berks  and  Norris  Streets, 
and  one  on  the  west  side  at  Tenth  and  Norris  Streets.  Only  the  first 
will  be  described,  the  other  being  similar  but  smaller. 

Originally,  the  tracks  in  the  yards  were  about  15  ft.  above  the  street 
level.  Due  to  the  elevation  of  the  main  tracks,  the  difference  in  level 
was  increased  to  about  41  ft.,  and  it  was  decided  to  construct  pocket 
yards,  on  account  of  the  great  height.  There  are  two  double-track 
pockets,  parallel  to  the  main  tracks,  each  with  a  capacity  of  10  000 
tons  in  the  pockets.  Each  is  about  46  ft.  wide  and  500  ft.  long.  The 
two  pockets  are  separated  by  a  driveway  about  37  ft.  wide.  The  bottoms 
of  the  pockets  are  about  10  ft.  above  the  paved  surface  of  the  yards, 
thus  allow^ing  delivery  teams  to  be  driven  under  them  and  loaded 
through  chutes. 

The  type  of  construction  was  determined  only  after  very  careful 
study.  Designs  were  made  for  all  steel,  reinforced  concrete,  and  all 
wood,  and  the  costs  were  carefully  estimated;  a  number  of  different 
combinations  were  also  tried.  It  was  found,  finally,  that  the  composite 
design  finally  constructed  was  cheaper,  both  in  first  and  capitalized  cost, 
than  either  all  steel  or  reinforced  concrete,  and  as  cheap  in  first  cost 
as  all  wood.  It  consists  essentially  of  a  covered  double-track  steel  plate- 
girder  viaduct,  wooden  longitudinal  pocket  walls,  and  wooden  pocket 
floors,  supported  on  vertical  concrete  transverse  partition  walls  of  full 
height,  without  reinforcement.  Each  complete  pocket  is  divided  into 
20  panels  by  the  concrete  walls,  which  are  placed  at  25-ft.  centers. 
These  walls  are  46  ft.  long,  about  3.5  ft.  thick  at  the  base,  where  they 
rest  on  footings  of  reinforced  concrete  4  ft.  deep,  10  ft.  wide,  and 
about  49  ft.  long. 

Coal  is  delivered  to  the  pockets  by  standard-g^^uge  cars  on  each 
side  of  the  longitudinal  partition,  each  track  bein^  supported  by  two 
lines  of  30-in.  steel  plate  girders,  at  5-ft.  centers.  The  tracks  are 
enclosed  bv  a  monitor  of  frame  and  corrugated  iron  with  a  slag  roof. 
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There  are  about  5  000  cu.  yd.  of  concrete,  and  1  244  000  ft.  b.  m.  of 
lumber  in  each  line  of  pockets. 

The  cost  of  the  yard  covering  the  pockets,  stables  for  114  horses, 
paving,  drainage,  etc.,  was  $273  578.29. 

The  yard  at  Tenth  and  Norris  Streets,  which  is  of  similar  construc- 
tion, but  with  a  total  capacity  of  1 170  tons,  and  stable  room  for  30 
horses,  cost  $42  884.33. 

Locomotive  Coaling  Station. 

The  original  locomotive  coaling  station  and  ash-handling  plant 
in  the  Green  Street  Yard  consisted  of  a  mechanical  plant  with  a 
wrought-iron  frame  building  supporting  a  steel-frame  coal  pocket  with 
a  storage  capacity  of  about  400  tons,  the  coal  being  dumped  into 
hoppers  beneath  the  tracks  and  raised  into  the  pocket  by  Hunt  con- 
veyors. It  was  constructed  about  1894.  The  ashes  were  raised  by  a 
similar  arrangement  and  loaded  from  small  pockets  into  cars  placed 
beneath.  The  metal  in  the  framework  was  almost  entirely  destroyed 
by  the  lomocotive  fumes,  and  the  pocket  was  temporarily  shored  up 
when  the  work  of  elevating  the  tracks  required  its  removal  to  the  east 
side  of  the  yard. 

During  the  construction  of  the  elevated  work  on  the  east  side, 
requiring  the  entire  abandonment  of  that  portion  of  the  engine  yard,  a 
temporary  yard  was  built  at  Wayne  Junction  and  kept  in  service  until 
the  new  one  was  constructed. 

Bids  and  detailed  general  plans  were  asked  for  the  new  station, 
based  on  a  general  plan  of  the  pocket  located  at  right  angles  to  the 
main  tracks  and  provided  with  ashes-  and  sand-handling  facilities  in 
addition  to  the  handling  of  coal.  The  specifications  called  for  the  fol- 
lowing essentials  in  the  design  to  be  submitted: 

Building. — Foundations  of  concrete,  and  all  pits  below  the  surface 
of  the  ground  to  be  connected  with  adjacent  sewers,  or  a  sump  and 
pumps  provided  for  caring  for  the  drainage.  From  the  level  of  the 
tracks  up  to  and  including  the  floor  of  the  pockets,  the  construction 
to  be  of  steel  protected  throughout  with  concrete;  from  the  floor  up, 
to  be  of  steel  protected  with  concrete,  or  reinforced  concrete  containing 
no  exposed  metal.  The  building  to  cover  seven  tracks,  one  for  receiv- 
ing ashes  from  a  pocket  above,  and  six  for  delivering  coal  to,  or 
receiving  ashes  from,  engines.  Coal  to  be  delivered  from  a  special 
elevated  track  to  the  east  of  the  main  tracks,  and,  at  the  same  level. 
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to  be  duinpod  into  hoppers  and  raised  into  the  pocket.  The  pockets  to 
be  twelve  in  number,  two  over  each  coaling  track.  The  combined 
storage  to  be  2  000  tons.  Each  pocket  to  be  provided  with  aj)proved 
chutes,  and  with  steam  pipes  and  valves  to  thaw  the  coal  when  frozen. 
Ash  pits  to  be  arranged  so  as  to  enable  engines  to  coal  and  dump 
ashes  at  the  same  time,  and  be  supplied  with  water  for  quenching 
the  ashes.  Provision  to  be  made  for  pockets  for  storing  250  cu.  yd.  of 
ashes.  Hoppers  with  a  storage  of  8  cu.  yd.  of  dry  sand  delivered  from 
the  high-level  coaling  track,  and  the  necessary  piping  to  transport 
the  sand  by  air  pressure  to  the  delivery  pockets,  each  of  4  cu.  yd. 
capacity,  one  over  each  coaling  track. 

Machinery. — Duplicate  machinery  to  be  provided  throughout,  and 
designed  for  economy  in  operation  and  maintenance;  also,  to  be  as 
noiseless  as  possible.  Each  coal-handling  unit  to  have  a  guaranteed 
capacity  of  100  tons  per  hour.  Machinery  for  handling  ashes  to  have 
a  capacity  of  250  cu.  yd.  in  10  hours  from  the  six  coaling  tracks. 

Power. — All  power  to  be  electricity,  which  will  be  brought  to  the 
building  by  the  Railway  Company  from  a  power-house  on  the  west  side 
of  the  yard. 

A  number  of  bids  were  received,  based  on  different  methods  of 
handling  both  coal  and  ashes,  and  the  contract  was  finally  awarded  to 
the  Link  Belt  Company.  The  total  cost  of  the  work  was  $96  670.13. 
The  principal  items  entering  into  this  cost  were  as  follows: 

Building,  drainage,  etc $48  090 

Coal-handling  machinery i, ..,,  ,^22  200 

Ashes-handling    machinery 8  590 

Sand-handling  machinery 2  270 

The   proposals   required   the   bidders   to   name   the   following   esti- 
mated figures,  which  in  the  accepted  bid  were  as  follows: 
Cost  of  handling  coal  from  cars  to  loco- 
motive, based  on  700  tons  in  10  hours.  .$0.0225  per  ton. 
Repairs    and   maintenance    on    coal-han- 
dling machinery 0.007        "       " 

Cost  of  handling  ashes  from  pits  to  cars, 

based  on  250  cu.  yd.  per  10  hours 0.059       "     cu.  yd. 

Repairs  and  maintenance,  ashes-handling 

machinery   0.012       "       "     " 

The  general  arrangement  of  the  plant  is  shown  on  Plate  LXXV. 
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Fig.  27. — Cumberland  Street  Before  Work  Was  Started. 


Fig.  28. — Cumberland  Street  After  Work  Was  Completed. 
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Fig.  29. — Coaling  Station  ;  and  East  Side  of  Green  Stkeet  Yard. 


Fig.  30. — Machinery  Floor,  Interior  of  Coaling  Station. 
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The  coal-handling  machinery  consisted  of  reciprocating  feeders 
to  two  Link  Belt,  gravity-discharge,  combined  elevators  and  conveyors. 
On  the  horizontal  runs  the  roller  chains  travel  on  steel  tracks  placed 
on  the  conveying  runs  so  as  to  suspend  the  buckets  above  the  cast-iron 
trough  along  which  the  coal  is  conveyed.  Each  machine  has  a  chain 
speed  of  75  ft.  per  min.,  and  is  actuated  by  a  25-h.p.  General  Electric 
motor,  the  motive  power  being  located  in  the  machinery  room. 

The  fire-boxes  of  engines  are  cleaned  into  concrete  brick-lined 
pits,  and  scraped  through  funnel-shaped  cast-iron  hoppers,  with  duplex 
gates  and  operating  valves,  to  duplex-pivoted  overlapping  bucket  car- 
riers following  rectangular  paths  and  discharging  into  the  storage 
pockets.  These  buckets  are  overlapping  and  of  malleable  iron,  pivotally 
secured  to  two  strands  of  heavy  malleable-iron  roller  chain. 

Dry  sand  is  delivered  from  the  receiving  hopper,  through  pipes  with 
reinforced  bends,  under  an  air  pressure  of  TO  lb.  Special  chutes  lead 
from  the  delivery  hoppers  to  the  engines,  supplying  sand  by  gravity. 

The  entire  foundation  of  the  pockets  is  of  reinforced  concrete,  and 
this  material  is  used  for  the  construction  above  the  floor  of  the  pockets, 
and  is  properly  designed  according  to  the  requirements  of  the  Bureau 
of  Building  Inspection,  City  of  Philadelphia.  The  drainage  is  ar- 
ranged so  as  to  lead  directly  to  the  city  sewers. 

The  high-level  delivery  track  is  constructed  on  a  1%  grade,  the 
station  being  located  midway  in  its  length,  so  that  ten  loaded  coal 
cars  can  be  placed  at  the  upper  end  of  the  grade,  dropped  by  gravity 
to  the  hoppers,  there  unloaded,  and  dropped  out  of  the  way,  without 
reaching  the  main  tracks. 

Permanent  Tracks. 

The  main  running  tracks,  previous  to  starting  work,  were  laid  with 
rails  of  90-lb.  Am.  Soc.  C.  E.  Section,  the  side  tracks  and  yards  with 
lighter  and  varying  sections.  A  complete  survey  and  joint  inventory 
was  made  of  all  the  existing  track  materials,  by  representatives  of  the 
City  and  the  Railway  Company,  before  the  work  was  started.  This 
was  for  the  purpose  of  eventually  determining  the  respective  shares 
of  each  in  the  cost  of  the  permanent  tracks,  as  the  number  of  tracl« 
on  the  completed  work  was  in  excess  of  the  original  number,  and  in 
many  cases  the  new  tracks  were  laid  with  heavier  rails  and  fittings. 
The  City  only  joined  in  the  cost  of  replacing  the  original  weight,  all 
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excess  bein^  a  belterineiit  to  the  Railway  Conii)an.y  and  paid  for  en- 
tirely by  them.  All  track  details  were  furnished  according  to  the 
standard  i)laiis  and  specifications  of  the  Ilailway  Company. 

The  most  interesting  details  of  these  specifications  are  given 
herewith : 

Rails.— dO-]h.  Am.  Soc.  C.  E.  Section.  Shrinkage,  0.5  in.  in  33  ft. 
Chemical  composition : 

Carbon 0.55  to  0.65%,  averaging  0.58^^. 

Phosphorus    not  to  exceed  0.075% 

Silicon   not  to  exceed  0.20% 

Manganese 0.90  to  1.15%,  with  average  above  1.00% 

Drop  test :  3  ft.  between  centers  of  supports ;  tup,  2  000  lb. ;  anvil  block, 
20  000  lb. ;  striking  face  of  tup,  not  more  than  5  in. ;  height  of  drop, 
18  ft. 

Ties. — First-class  ties  of  w^hite  or  rock  oak.  Dimensions,  8  ft.  6  in. 
long,  7  in.  thick,  and  not  less  than  7  in.  nor  more  than  14  in.  on  the 
narrowest  face. 

Ballast. — Good,  hard,  durable,  broken  trap  rock,  crushed  so  that  it 
will  not  be  larger  than  will  pass  through  a  2.5-in.  ring. 

Specials. — 100%  joint-plates;  Verona  nut-locks;  hard-steel,  centered 
frogs;  Wharton  guard-rail  clamps;  Ramapo  or  Pennsylvania  Steel 
Company  switch  stands;  O'Brien  insulated  joints. 

Temporary  SigjCals. 
During  the  changes  in  the  tracks,  temporary  block  signals  were 
erected  and  maintained  throughout  the  entire  length  of  the  line,  using 
old  material,  as  far  as  possible,  and  adapting  it  temporarily  to  the 
new  conditions.  Where  lead-outs  to  the  important  yards  were  main- 
tained, or  where  it  was  necessary  to  pass  from  a  two-track  to  a  four- 
track  condition,  temporary  towers  were  erected  and  connected  with 
the  necessary  switches  and  signals  wuth  manual  interlocking.  All 
this  was  done  by  Company  forces,  on  emergency  orders  covering  the 
temporary  track  work,  thus  keeping  the  operation  of  trains  at  all  times 
under  the  control  of  the  Operating  Department,  and  avoiding  all  possi- 
bility of  interference  with  the  safe  movement  of  trains. 

Permanent  Signals. 
Before    the    work    of    elevation    was    started,    the    entire    line    was 
equipped   with  Hall   automatic  block  signals,   and  two   small  manual 
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interlocking  plants  were  located  at  Fairmount  Avenue  and  Hunting- 
don Street,  respectively,  to  control  the  shifting  into  the  yards  at  these 
points.  After  the  elevated  track  plans  were  completed,  it  was  decided 
to  operate  all  the  switches  between  Broad  and  Green  Streets  affecting 
the  four  main  tracks  from  electro-pneumatic  interlocking  plants,  ag- 
gregating 98  w^orking  levers.     These  are  as  follows:  ''1 

Cumberland  Street   11  working  levers. 

Tenth   Street 39 

Jefferson  Street   . 21         "  " 

Brown  Street 27         "  " 

98  working  levers. 

The  new  signaling  apparatus  was  put  in  by  the  Union  Switch  and 
Signal  Company,  and  embodied  the  latest  practice,  such  as  the 
following : 

1.  The  auxiliary  control  of  all  signals  by  all  switches  by  means  of 

the  duplications  of  positions  of  both  switches  and  signals  with 
relays ; 

2.  Approach  and  route  locking; 

3.  Detector  circuits; 

4.  Federal  switch  guards. 

The  high  signals  are  semi-autoniatic,  three-position,  lower-quadrant 
type,  with  a  short  "all  route"  or  "call-on"  signal  beneath,  on  the  same 
mast.  All  these  signal  masts  are  carried  on  signal  bridges. 
•  The  short-arm  signal  is  a  two-position  signal — horizontal  for  "stop" 
and  45°  below  the  horizontal  for  "caution— proceed."  It  is  used  to  call 
trains  on  past  the  high  signal  or  signals  on  the  same  mast,  if,  for 
any  reason,  the  proper  high  signal  cannot  be  displayed  in  the  "pro- 
ceed" position,  and  this  "call-on"  feature  is  accomplished  by  a  push- 
button placed  directly  under  the  signal  lever.  In  addition  to  its 
"call-on"  functions,  the  short-arm  signal  governs  all  the  remaining 
routes,  other  than  the  tw^o  most  important  ones  controlled  by  the  two 
high  signals  above  it.  The  maximum  number  of  high  arms  on  any 
one  mast  is  two,  governing  only  one  route  each. 

The  Federal  switch  guards  are  55  ft.  in  length,  and  are  placed  on 
every  switch,  movable-point  frog,  derail,  etc.,  over  the  entire  territory. 
The  detector  circuits  are  an  average  of  130  ft.  in  length.  ..•  ;,--, 
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'Vhc  routo-lockin^  on  tlic  various  plants  Ih  iirrjin^'-od  witli  :i  rfloiittin^ 
feature,  whcrcliy  nil  switches  in  the  n^nr  of  n  train  on  tlic  ronto  Mre 
released  as  fast  as  tlic  entirr  train  clears  tli<>  respective  foulinp  limits 
of  the  several  switches  involved  in  the  route.  Thus  a  route  cannot 
be  chanjjed  ahead  of  a  train,  hut  may  be  changed  behind  one,  provided 
the  home  signal  has  been  i)ut  to  the  "stop"  position.  Hand  time  re- 
leases are  installed  for  the  release,  when  necessary,  of  signal  levers 
affected  by  the  approach  locking  feature. 

Electric  lights  (incandescent)  of  ^-c.p.  are  applied  to  all  switch 
levers,  this  being  supplementary  to  the  detector  circuit  locking. 
Each  light  is  encased  in  an  iron  box  with  a  separate  iron  cover  in  which 
there  is  a  frosted-glass  disc.  This  iron  box  is  directly  under  the 
levers,  and  is  at  all  times  in  view  of  the  signalman.  These  indicating 
lights  are  normally  lighted  up,  illuminating  the  small  white  frosted- 
glass  disc  with  number  thereon  corresponding  to  its  respective  switch 
lever  number,  thus  showing  the  signalman  that  there  is  no  train  on  the 
track  circuit  governing  the  switch,  and  the  lever  is  free  to  be  thrown. 
The  extinction  of  the  Wfxht  indicates  the  presence  of  a  train  on  the 
switch,  and  that  lever  is  locked  and  cannot  be  thrown. 

Approach  and  home  indicators  are  provided  in  the  tower.  The  ap- 
proach indicator  is  of  the  disc  type,  and  the  home  indicator,  indicating 
from  the  home  signal  entirely  through  the  interlocking,  is  of  the  sema- 
phore type. 

The  semi-automatic  high  semaphore  signals  at  the  entrance  to 
the  interlocking  provide  the  signal  aspect  for  automatic  indication 
through  the  interlocking  block,  that  is,  these  signals  will  assume  the 
"proceed — caution"  (45°)  position  when  the  interlocking  block  is  unoc- 
cupied, and  when  the  track  and  switches  are  right  for  the  route  gov- 
erned, and  w^hen  the  signalman  throws  the  signal  lever,  that  is,  these 
signals  will  go  on  from  the  "caution"  to  the  "proceed  full  speed"  (90°) 
position,  if  conditions  are  right  for  two  blocks  ahead.  They  will  go 
automatically  to  the  stop  position,  after  the  train  has  passed  them  and 
entered  the  interlocking  block. 

The  automatic  signal  aspect  at  the  end  of  the  interlocking  block — 
governing  the  territory  between  and  up  to  the  next  interlocking  plant — 
is  a  double-head  "home"  and  "distant."  normal  danger,  Hall  disc  signal. 
These  disc  signals  are  wired  in  conjunction  with  the  semi-automatic 
semaphore  signals,  so  that,  in  all  cases,  for  all  kinds  of  signals,  the 
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Fig.  31. — Westmoreland  and  Nineteenth  Streets  Before  Work  Was  Started. 


Fig.  32. — Westmoreland   and    Nineteenth   Streets    After    Work 

Was  Completed. 
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proper  home  and  distant  indications  are  given,  and  also  so  that  the  disc 
signals  through  the  interlocking  will  only  clear  if  the  proper  route, 
leading,  to  them,  is  set  up. 

At  Broad  Street  the  new  signaling  connects  up  with  three-position 
semi-automatic  signals,  and  with  home  and  distant  disc  signals,  as 
above  explained.  The  signaling  at  the  Green  Street  end  joins  up  with 
two-position  normal  clear  automatic  pneumatic  semaphore  home  and 
distant  signals,  governing  into  the  Reading  Terminal. 

Eight  iron  signal  bridges  on  the  elevated  carry  the  signal  masts 
for  the  high  semi-automatic  semaphore  signals,  short-arm  signals,  and 
side  signals.  Table  7  gives  the  location,  number  of  tracks  crossed, 
and  cost  of  same.  At  Columbia  Avenue  Station,  where  the  tracks 
spread  apart  on  account  of  the  station  platforms,  there  is  a  two-track 
signal  bridge  north  of  the  station  carrying  signals  for  the  south-bound 
tracks,  and  a  two-track  bridge  south  of  the  station  with  the  signals  for 
the  north-bound  movement.  In  all  cases  the  clearance  from  underside 
of  signal  bridge  to  top  of  rail  is  23  ft.  8  in. ;  and  the  side  clearance 
from  leg  of  bridge  to  center  line  of  nearest  track  is  an  average  of 
7  ft. 

Throughout  the  entire  territory,  between  Broad  and  Green  Streets, 
all  switches  are  interlocked  and  controlled  by  machine. 

TABLE  7. 


Contract  No. 


47. 


33. 


Location. 


South  of  Fairmount  Avenue 

North  of  Poplar  Street 

North  of  Master  Street 

North  of  Oxford  Street — two  bridges 

North  of  Columbia  Avenue 

North  of  Norris  Street 

Twelfth  and  York  Streets 

Thirteenth  and  Cumberland  Streets  . 


Number  of 
tracks. 

Cost, 

5 

SI  684 

4 

1  558 

4 

1  444 

4 

1489 

5 

1595 

8 

1503 

5 

1  100 

5 

1  174 

Power  plants,  at  Huntingdon  and  Wallace  Streets,  supply  the  com- 
pressed air  (100  lb.  per  sq.  in.  at  the  power-house)  to  the  towers  through 
a  2-in.  main  air  pipe,  which  is  buried  6  in.  in  the  ballast  alongside 
the  track.  There  are  reservoirs  in  the  main  air  pipe  for  drainage,  and 
also  auxiliary  reservoirs  in  the  |-in.  branch  pipes  between  the  functions 
operated  and  the  main  air  pipe. 

Electric  current  is  furnished  from  the  power  plant  at  Huntingdon 
Street  at  650  volts  and  25  amperes  (D.  C.)  for  charging  the  necessary 
storage  batteries  at  the  various  interlocking  towers. 
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The  charging  win\  etc.,  und  nil  si^nml  wires  and  cables,  nrc  hiid  in 
trunking  on  top,  at  the  side,  and  between  the  tracks  of  the  elevated 
Rtriictiin\  There  is  a  main  switch-board  mid  rheostat  at  the  power 
house  at  Huntingdon  Street  controlling  the  current  for  the  charging  of 
the  storage  batteries,  and  also  a  switch-board  at  each  plant  for  the 
control  of  charging  and  discharging.  These  switch-boards  at  the  several 
plants  are  wired  so  that,  if  desired,  all  the  batteries  at  all  four  plants 
can  be  charged  in  a  series  at  one  time,  or,  on  the  other  hand,  any  bat- 
tery or  batteries  desired  can  be  cut  off  from  charge  and  put  on  discharge. 

Electricity  is  used  for  the  lighting  of  all  signals,  towers,  etc.  The 
signal  lanterns  are  specially  designed,  each  containing  two  2-c.p.  in- 
candescent electric  lights,  and,  for  emergency  use,  an  oil  fount,  wick, 
etc.  The  high-tension  (1 100  volts,  A.  C.)  wire  for  the  electric  lighting 
is  carried  in  a  separate  conduit  from  the  trunking  used  for  the  signal 
wires,  and  this  current,  by  means  of  transformers  on  the  ground  at 
each  signal  group,  is  stepped  down  and  changed  to  110  volts  (D.  C.) 
for  the  signal  lamps.  Separate  trunking  is  also  run  for  these  110-volt 
wires. 

Communication  between  the  towers  is  provided  for  by  train  de- 
scriber  and  telephones.  These  train  describers  consist  of  sending  and 
receiving  instruments  for  each  track,  and  the  description  of  traffic  is 
accomplished  by  the  signalman  pressing  certain  numbered  ,  buttons 
(according  to  code)  on  the  sending  instrument  for  a  certain  track. 
This  action  appears  on  a  corresponding  receiving  instrument  at  the  next 
tower,  giving  full  information  to  this  signalman  of  coming  train  move- 
ment. ' 

The  signal  tower  at  Cumberland  Street  is  set  back,  from  the  center 
line  of  the  track  10  ft.,  and  is  a  brick  building,  three  stories  from  the 
street — two  stories  above  the  elevated  structure.  It  has  brick  facings 
and  an  overhanging  tile  roof.  The  inside  dimensions  are  21  ft.  9  in. 
by  11  ft.  8  in.  The  machine  is  in  the  top  story;  on  the  track  level 
are  the  relay  racks  and  relays  and  the  storage  batteries.  On  the 
street  level  the  room  is  used  for  the  signal  maintainer  and  for  the 
furnace. 

The  tower  at  Tenth  Street  is  the  largest  of  the  four.  It  is  triangu- 
lar in  plan,  with  the  hypotenuse  running  parallel  with  the  railroad. 
The  arrangement  of  the  rooms  is  similar  to  that  at  Cumberland  Street. 

The  tower   at   Jefferson   Street   is   built   on   the  viaduct   and  back 
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10  ft.  from  the  center  line  of  the  track.  It  is  a  copper-sheathed,  steel 
structure,  with  overhanging  tile  roof.  The  inside  dimensions  are  26  ft. 
by  11  ft.     It  is  two  stories  high. 

The  tower  at  Brown  Street  is  set  back  from  the  center  line  of  the 
track  9  ft.  It  is  of  brick,  two  stories  high,  and  similar  to  that  at 
Cumberland  Street.  The  inside  dimensions  are  25  ft.  10  in.  by  11  ft. 
3  in.  In  this  tower  is  placed  a  temporary  six-lever  frame  machine, 
with  four  working  levers  to  take  care  of  the  converging  of  the  new 
four-track  line  into  the  old  two-track  line  at  Green  Street.  This  will 
be  removed  when  the  four-tracking  is  completed  into  the  Eeading 
Terminal. 

The  cost  of  the  signal  towers  was  as  follows: 

Location.  Cost. 

Cumberland   Street .   $3  990 

Tenth  Street 5  990 

Jeiferson   Street 4  114 

Brown    Street 3  760 

The  entire  cost  of  the  interlocking  work,  exclusive  of  the  signal 
towers  and  bridges,  was  $127  462.90. 

Locomotive  Water  Supply. 

On  account  of  the  changed  conditions  in  the  Green  Street  Engine 
Yard,  it  was  necessary  to  lay  new  pipe  lines,  making  connections 
with  the  existing  water  tanks  on  the  west  side  of  the  yard;  furnish 
and  erect  three  new  12-in.  Poage  automatic  water  columns;  re-erect 
an  old  8-in.  column  on  the  west  of  the  main  tracks;  and  construct 
the  pits  and  drainage  to  the  city  sewers.  The  total  cost  of  this  work 
was  $6  107.27. 

Changing  Grades  of  City  Streets. 

All  the  plans  for  the  necessary  changes  to  the  city  streets  were 
prepared  by  the  Bureau  of  Surveys  and  approved  by  the  Kailway  Com- 
pany.   The  work  was  divided  into  five  contracts. 

The  work  under  these  contracts  included  the  underpinning  of  the 
adjoining  buildings,  where  the  changes  in  the  streets  affected  their 
foundations;  the  excavation  between  house  lines  to  the  new  street 
level;  the  renewal  and  reconstruction  of  all  gas  and  water  mains^ 
electrical  conduits,  and  other  underground  structures;  provision  for 
temporary  access  to  all  buildings,  and  the  repaving  of  driveways  anJ 
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sidewalks.  It  also  covered  tlie  necessary  adjustments  and  repaying 
of  streets,  where  there  was  no  change  of  grixlc.  hut  where  tlie  previous 
existence  of  tlic  tracks  of  the  railroad  and  tlu'ir  removal  madf  such 
adjustments  necessary.  It  also  covered  the  construction  of  the  smaller 
sewers,  the  work  on  which  could  be  deferred  until  the  streets  were 
excavated.     The  work  covered  was  generally  as  shown  in  Table  8. 

TABLE  8. 


Contract 

No. 


108. 

109. 
110. 
111. 
115. 


Description, 


Cost. 


Changes  of  grade,  Fairmoimt  Avenue  and  other  ad joiniug  afreets ; 

paving  Ninth  Street  from  Brown  to  Jefferson  Streets  ;  changes  of 

grade  on  Columbia  Avenue  and  adjoining  streets S122  833.27 

Adjustments  of  streets,  Berks  to  York  Streets;  changes  of  grade  of 

Cumberland,  Thirteenth  and  adjoining  streets 110  75C.42 

Changes  of  grade  on  Allegheny  Avenue,  Westmoreland,  Ontario  and 

adjoining  streets  affected 1-^4  33R.6f) 

Changes  of  grade  of  Huutmg  Park  Avpnue  and  adjustments  of  alij 

streets  from  Tioga  Street  to  Richmond  Branch '      43  125.00 

Adjustments  on  Montgomery  Street |        2  1H5.75 


Total 3f413  239.04 


The  principal  prices  and  the  quantities  of  the  most  important  items 
are  given  in  Table  9. 

TABLE  9 — Price^s  and  Quantities  of  Principal  Items 
OF  Street  Contracts  for  Grading  and  Paving. 


Kind  of  Work. 


Contract 
No.   108. 


Rate. 


Excavation,  cubic  yards.. 
Rubble    underpinning. 

cubic  yards 

Granite   block   paving. 

square  yards 

Sheet  asphalt  paving, 

square  yards 

Cement    sidewalk    paving, 

square  yards 

6-in,    cement    curb,  linear 

feet 

8-in.  cement    curb,  linear 

feet 

Granite     block    repaving 

sand  base,  square  yards 
Granite  block  paving,  6-in 

concrete     base,    square 

yards • 


SO.  54 
14.00 
3.15 
1.37 
1,19 
0.75 
0.80 
0.4^ 

0.85 


Amount. 


24  0.o0 

44 

3  676 

17  281 

12  815 

1097 

8  940 

1964 

2  788 


Contract 
No.   109. 


Elate. 


Amount. 


fO.45 
20.00 
2.90 
1.85 
1,25 
1.50 
1,50 
0,40 

1.15 


30  547 
358 

2  350 
9  478 
8  782 

3  837 
3  609 
1410 

1351 


Contract 
No.   110. 


Contract 
No,  111. 


Rate. 


Amount, 


$0.54 
14.00 
3.15 
1.87 
1.19 
0.75 
0.80 
0.45 

0.85 


64125 
1460 

309 
9  014 

6  329 
1032 
1  437 
5  497 

7  528 


Bate. 


Amount. 


$0.54 
14.00 
3.15 
1.37 
1.19 
0.75 
0.80| 
0,45 

0,85 


20  918 

36 

1066 

7  144 

3194 


1959 
2324 


12 


to 


Industrial  Connections. 
Before  the  work  was  begun,  there  were  many  industrial  connections 
the  existing  tracks,  leading  to  coal  yards  of  retail  dealers,  to  factories, 
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and  for  general  industrial  purposes.  Under  the  law,  the  burden  of 
the  reconstruction  of  these  connections  falls  principally  on  the  owner, 
as  the  Railway  Company  cannot  assist  in  the  cost  of  reconstruction 
on  private  property.  The  cost  of  making  the  connections  from  the 
main  tracks  to  the  right  of  way  was  borne  jointly  by  the  City  and  the 
Railway  Company  as  part  of  the  work  of  elevation  of  the  tracks,  where 
industrial  connections  formerly  existed.  Owing  to  the  requirements 
of  the  safety  appliance  clauses  of  the  Interstate  Commerce  Commission, 
the  Railway  Company  established  a  minimum  radius  of  150  ft.  for 
the  new  connections,  and,  further,  decided  on  a  minimum  length  of 
siding  to  accommodate  two  cars.  The  radii  of  many  of  the  former 
sidings  was  as  small  as  50  ft.,  in  many  cases  requiring  the  insertion  of 
special  extra  links  between  cars  in  operating,  and  even  then  attended  by 
frequent  derailments.  In  minimum  cases,  in  the  new  work,  a  No.  4 
curved  frog  was  used,  and,  with  the  minimum  radius,  this  made  it 
possible  to  maintain  many  connections  where  the  frontage  on  the  rail- 
road was  small.  However,  the  more  important  connections  have  been 
maintained,  although  suits  are  pending  where  the  new  conditions  have 
made  their  continuance  impossible.  Where  coal  yard  sidings  have  been 
reconnected,  the  additional  height  has  made  it  possible  for  the  owners 
in  many  cases  to  build  pockets  and  load  directly  into  wagons  without 
extra  handling. 
;  Railings  and  Picket  Fence. 

Careful  studies  were  made  for  the  design  of  railings  to  be  placed 
along  the  retaining  walls,  and  finally  the  gas-pipe  railing  with  cast-iron 
posts  was  adopted.  The  specifications  for  the  pipe  required  that  it  be 
dipped  at  the  shops  in  red  lead  paint  containing  95%  of  red  oxide  of  lead. 
The  cost  of  this  type  of  railing,  including  the  attachment  to  the  walls, 
was  as  follows: 

Contract  numbers.  . .  5  7  14  32 

Cost  per  linear  foot..       SO. 58  $0.75  S0.o8  $0.68 

After  the  work  was  well  under  way,  the  management  of  the  Railway 
Company  decided  to  enclose  its  property  throughout,  so  as  to  pre- 
vent trespassing,  and  plans  were  prepared  for  a  picket  fence  (Fig.  33), 
designed  so  as  to  make  it  very  difficult  to  scale  and  at  the  same  time  be 
as  economical  as  possible.  Gates  of  the  same  type  were  also  required  at 
all  the  industrial  connections. 
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All  the  gas-pipe  railing  which  had  been  furnished  was  stored  and 
used  on  other  contracts  where  the  walls  required  merely  protection 
for  railway  operatives,  and  were  not  on  property  lines. 

Most  of  the  picket  fence  was  furnished  under  Contract  No.  36,  but 
prices  were  obtained  in  a  number  of  other  contracts.  These  prices 
included  the  priming  with  red  lead  and  the  erection  and  painting  with 
two  coats  of  standard  Philadelphia  and  Reading  paint.  The  prices  were 
as  follows : 

Contract  numbers  ...       3  4  6  9  10        12         36 

Fence  per  linear  foot.  S1.21  S1.15  S0.90  $1.15  $1.15  $1.50  $1.05 

The  work  under  Contract  No.  36  included  a  number  of  iron  gates  for 
the  entrances  of  the  various  freight  yards,  an  item  of  $2  580  for  raising 
the  Huntingdon  Street  foot  bridge,  and  8  819  ft.  of  picket  fence. 

The  result  of  placing  the  picket  fences  has  been  a  complete  shut- 
ting out  of  trespassers  from  the  tracks,  as  the  only  approach  to 
them  is  from  the  freight  yards  or  stations. 

Telegraph  and  Telephone. 

Before  the  elevation  of  the  tracks,  the  telegraph  and  telephone  sys- 
tem was  carried  on  pole  lines  throughout  the  entire  extent  of  the  work. 
In  addition  to  the  wires  of  the  Railway  Company,  those  of  the  Western 
Union  Telegraph  Company  (operated  under  a  lease)  had  to  be  cared  for. 

As  overhead  wires  during  construction  would  have  required  con- 
stant changing,  and  would  have  been  much  in  the  way,  it  was  decided 
to  remove  all  through  wires  entirely  from  the  line.  Accordingly,  ar- 
rangements were  made  to  carry  them  in  cables  through  city  conduits 
to  Thirty-first  Street  and  Girard  Avenue,  and  thence  in  a  temporary 
cable  attached  to  the  existing  pole  line  along  the  main  line  to  West 
Falls,  and  thence  by  the  Richmond  Branch  to  Wayne  Junction. 
The  wires  to  yards  and  stations  required  for  operation  were  car- 
ried through  the  city  streets,  by  leased  attachments  on  poles  of  private 
corporations,  to  the  several  yards  and  stations,  and  in  a  few  cases 
along  the  line  during  construction  in  underground  temporary  trunking. 
The  Railway  Company  elected  to  place  these  wires  underground 
permanently  on  the  solid  elevated  structure,  by  cables  in  vitrified  clay 
ducts  surrounded  with  concrete  and  in  cables  attached  to  the  steel  via- 
duct between  Brown  and  Jefferson  Streets.  As  the  City  was  not  will- 
ing to  do  more  than  join  in  the  cost  of  an  overhead  pole  line,  it  was 
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decidrd  to  have  the  Rnilwiiy  Company  arnin^^e  niid  i)ay  f'»r  the  perma- 
nent installation,  the  City  to  join  only  in  tlie  cost  of  replacing  an 
overhead  pole  line.  In  crossing  the  bridgres,  the  cables  are  either  car- 
ried beneath  the  steelwork,  passing'  throuph  openings  provided  in  the 
back  walls  or  above  the  floor  carried  through  the  hauncliing  against 
the  girders  through  bituminized  fiber  conduits  laid  in  the  concrete. 
Concrete  manholes  with  steel  covers  are  located  at  such  intervals  as 
the  drawing  of  the  cables  makes  necessary.  The  laying  of  the  ducts 
and  the  drawing  of  the  cables  was  done  by  Company  forces,  after 
travel  w^as  on  the  tracks  and  as  soon  as  the  fill  was  sufficiently 
consolidated. 

Permanent  Electric  Lighting. 
The  original  lighting  of  the  line  and  the  stations  was  by  no  means 
complete.  The  stations  and  yards  were  lighted  either  by  gas  or  elec- 
tricity, provided  by  outside  corporations.  The  lighting  of  the  new 
work  is  complete,  not  only  in  the  yards  and  at  the  stations,  but  also 
along  the  entire  line,  the  current  being  furnished  by  the  power-houses 
of  the  Company  at  Wallace  and  Huntingdon  Streets.  The  wires  are 
carried  from  the  power-houses  along  the  line  in  ducts  of  bituminized 
fiber,  laid  in  concrete  on  the  masonry  and  fill  sections,  and  by  over- 
head poles  attached  to  the  steel  viaduct.  As  this  work  was  an  entire 
betterment,  it  was  carried  out  by  Company  forces  in  conjunction  w'ith 
the  Motive  Power  Department,  and  the  entire  cost  borne  by  the  Rail- 
way  Company. 

General  Data. 

Total  number  of  grade  crossings  abolished 28 

Total  number  of  bridges,  not  including  viaduct .  28 

Length  of  four-track  viaduct,  in  feet 3  365 

Square  feet  of  bridges,  including  viaduct 352  400 

Total  weight  of  structural  steel  in  bridges  and  viaduct,  in  tons.  27  180 

Number  of  signal  bridges 11 

Third-class  masonry  in  retaining  walls,  in  cubic  yards 67  500 

Concrete  masonry  in  abutments  and  walls,  in  cubic  yards 151  800 

Barrels  of  cement  used 231  800 

Embankment,  in  cubic  yards 430  400 

Lumber  in  temporary  trestle,  in  thousands  of  feet 4  322 

Number  of  contracts 47 

Number  of  emergency  orders 52 
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Station  and  other  buildings 16 

Miles  of  single  track,  permanent 30.1 

Number  of  reconstructed  industrial  connections 46 

Miles  of  telegraph  and  telephone  conduit 3.8 

Miles  of  electric  light  conduit 3.2 

Excavation  for  changes  in  street  grades,  in  cubic  yards 139  620 

Total  length  of  sewers,  in  feet 17  835 

Street  driveway  paving,  all  kinds,  in  square  yards 73  192 

Street  sidewalk  paving,  all  kinds,  in  square  yards 31 120 

Plans  prepared  by  Railway  and  approved  by  City 347 

Plans  prepared  by  City  and  approved  by  Railway 50 

Total  number  of  plans  prepared  by  Railway  Company 3  200 

Principal  Construction  Dates. 

July  6th,  1907.    Work  begun  on  Engineer's  office,  Huntingdon 

Street. 
October  2d,  1907.    Work  begun  on  temporary  freight  yard,  Nine- 

teenth and  Indiana. 
August  ,  1907.     Work  begun  on  sewer  contracts. 

Between  Berks  and  Broad  Streets. 

November  ,  1907.     Work  begun  on  temporary  tracks,  low  level. 

January      15th,  1908.     Work  begun  on  retaining  walls,  etc.,  east  side. 
January      30th,  1909.     Two   temporary   tracks    in   service,   high   level, 

east  side. 
November  27th,  1909.    Two  permanent  tracks   in  service,  high   level, 

west  side. 
January        4th,  1911.     Schedule  trains  on  all  four  tracks. 
Between  Seventeenth  and  Indiana  and  Richmond  Branch. 
October         4th,  1909.    Work  begun  on  walls,  west  side. 
October         22d,  1910.     Two    temporary   tracks    in    service,    west    side, 

high  level. 
June  4th,  1911.    Full  schedule  travel  over  whole  section. 

Between  Green  and  Berks  Streets. 

June  2d,  1909.    Work  begun  on  foundations  for  viaduct. 

January         1st,  1911.    Two  tracks  in  service  on  east  side,  high  level, 

on  viaduct  and  trestle.     All  grade  crossings 

gone. 
December    17th,  1911.    Full  schedule  travel  on  all  tracks. 
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ACKNOW  I.KrKJMENT. 

Tli(^  (^rdiiinnco  authorizing  tlic  work  providfrl  tliiit  it  be  carried  out 
by  the  Thief  Engfineer  of  tho  Philadolpliia  and  Koading  Railway  Com- 
pany and  the  Director  of  the  n('i)artin('nt  of  Public  Works  of  the  City 
of  Philadelphia.  The  oriprinal  plans  wore  si^rned  on  "Nfaroh  2!^th,  1007, 
by  William  ]Tunt(>r,  ^f.  Am.  Soc.  C.  E.,  as  Chief  Engineer  of  tho 
Railway  Company,  and  ^Fr.  John  R.  Hathaway,  as  Director  of  the 
Department  of  Public  Works;  also  by  Theodore  Voorhees,  ^1.  Am. 
Soc.  C.  E.,  Vice-President  of  the  Railway  Company,  and  George  S. 
Webster,  ^f.  Am.  Soc.  C.  E.,  Chief  Eng-ineer,  Bureau  of  Surveys,  City 
of  Philadelphia.  Since  that  time  the  same  officials  of  the  Railway 
Company  have  continued  in  office,  while  the  Directors  serving  the  City 
have  been  Messrs.  George  R.  Stearns,  Harry  A.  Mackey,  and  Morris  L. 
Cooke.  Mr.  George  F.  Baer  has  been  President  of  the  Railway  Com- 
pany, and  the  ]\'^ayors  of  the  City  have  been,  the  Hon.  John  Weaver, 
the  Hon.  John  E.  Reyburn,  and  the  Hon.  Rudolph  Blankenburg. 

The  engineering  work,  in  the  preparation  of  the  plans  and  specifi- 
cations, as  well  as  the  work  of  construction,  was  carried  out  by  the 
Railway  Company  under  the  direction  of  William  Hunter,  M.  Am. 
Soc.  C.  E.,  as  Chief  Engineer,  with  the  writer  and  Messrs.  E.  Chamber- 
lain and  Charles  H.  Hitchcock  as  Assistant  Engineers;  and  by  the 
City  under  the  direction  of  George  S.  Webster,  M.  Am.  Soc.  C.  E., 
as  Chief  Engineer,  Bureau  of  Surveys,  by  Mr.  James  W.  Phillips  as 
Assistant  Engineer  in  charge,  and  Assistant  Engineers  D.  Jones  Lucas, 
M.  Am.  Soc.  C.  E.,  Silas  G.  Griffith,  H.  T.  Shelley,  Arthur  G.  Singer, 
and  Charles  H.  Stevens. 

During  the  entire  time,  all  bridge  plans  were  passed  upon  by  W.  B. 
Riegner,  M.  Am.  Soc.  C.  E.,  Engineer  of  Bridges,  Philadelphia  and 
Reading  Railway,  and  George  E.  Datesman,  M.  Am.  Soc.  C.  E.,  was 
Principal  Assistant  Engineer,  Bureau  of  Surveys. 

The  Operating  Department  of  the  Railway  Company  rendered  most 
valuable  assistance  throughout  the  entire  work.  Mr.  Agnew  T.  Dice, 
General  Manager,  and  the  following  officers  of  the  Philadelphia  Divi- 
sion, J.  B.  Warrington,  Superintendent;  H.  C.  Smith,  M.  Am,  Soc. 
C.  E.,  Division  Engineer;  Geo.  W.  Snook,  Supervisor;  and  J.  E. 
Peters  and  H.  Mansfield,  Trainmasters. 

To  Mr.  A.  H.  Yocum,  Signal  Engineer,  and  to  Mr.  David  S.  Gendell, 


TRACK  ELEVATION,  PHILADELPHIA,  PA.  1899 

Engineer  of  Erection,  McClintic-Marshall  Construction  Company,  the 
writer  desires  to  express  his  appreciation  for  assistance  in  the  prepara- 
tion of  details  of  this  paper. 

To  all  these  gentlemen,  the  writer  begs  to  acknowledge  kind  as- 
sistance, advice,  and  courtesy  rendered  at  all  times,  and  to  his  superior 
officers  for  permission  to  present  the  data  contained  in  this  paper. 
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DISCUSSION 


Lewis 


Mr.  J.  P.  Snow,  M.  Am.  Soc.  C.  E. — It  will  be  of  interost  to  learn  from 

^"""  the  author  if  tlie  scheme  for  this  work  was  decreed  by  some  public 
board,  as  is  customary  in  some  of  our  States,  or  by  agr(»ement  between 
the  City  and  the  Railroad;  also,  if  all  matters  of  detail,  like  handling 
telegraph  wires,  which  it  is  stated  the  City  would  not  help  pay  for, 
were  settled  on  in  the  orig'inal  agreement  or  decided  on  as  the  work 
proceeded;  also,  if  the  Railroad  was  compelled  to  pay  one-half  the  total 
cost  of  widening  streets,  where  that  was  done. 

In  connection  with  building  the  temi)orary  trestle,  would  it  not 
have  been  entirely  safe  to  have  used  timber  sills  resting  directly  on 
the  street  surface,  and  much  cheaper  than  to  build  concrete  footings? 
Where  there  was  any  question  of  the  bearing  value  of  the  ground, 
cross-planks  could  have  been  placed  under  the  sills.  Apparently,  this 
trestle  was  built  along  the  street,  the  surface  of  which  must  have  been 
well  compacted  and  probably  much  better  able  to  sustain  loads  than 
the  soil  beneath.  The  load  per  square  foot  under  a  simple  sill  would 
not  much  exceed  5  tons  per  sq.  ft.,  and,  with  30-in.  cross-planks  under 
the  sills,  it  would  reduce  to  about  2  tons,  which  is  a  safe  load  on  very 
ordinary  soil. 

For  temporary  work,  it  is  good  practice  to  use  timber  in  contact  with 
the  ground,  and  oftentimes  the  top  crust  of  soil  is  capable  of  carrying 
a  greater  concentrated  load  than  the  material  below. 
Mr.  E.  W.  Lewis,  M.  Am.  Soc.  C.  E. — The  speaker  would  like  to  ask  ]\lr. 

Wagner  how  near  the  original  estimate  the  total  cost  of  the  work  has 
proved  to  be,  if  he  is  permitted  to  give  the  figures.  Some  railroad  cor- 
porations are  averse  to  giving  out  any  figures  of  actual  cost  of  im- 
provements, and  the  speaker  does  not  wish  to  place  the  author  in  an 
embarrassing  position.  The  cost  of  extensive  improvements,  in  a  num- 
ber of  cases  which  have  come  under  the  speaker's  observation,  has 
largely  exceeded  the  estimates,  in  some  cases  as  much  as  100  per  cent- 
It  is  a  matter  of  considerable  interest,  particularly  to  those  engineers 
directly  involved,  to  have  a  comparison  between  the  estimated  and  the 
ultimate  actual  cost. 
Mr.  Charles  Rufus  Harte,  M.  Am.  Soc.  C.  E. — It  would  be  interesting 

to  know  the  details  of  the  drainage  system  of  those  bridges  in  which 
the  troughs  were  filled  with  concrete. 

On  the  Boston  elevation  of  the  New  York,  New  Haven  and  Hart- 
ford Railroad,  hollow  trough  bridges,  similar  to  those  described  in  this 
paper,  were  used  to  a  considerable  extent,  and,  as  in  Mr.  Wagner's 
case,  there  was  quite  a  little  difficulty  in  the  matter  of  drainage. 

Each  trough  had  a  drainage  hole  in  which  a  copper  thimble  was 
expanded.     ISTot  only  was  it  very  difficult  to  keep  this  thimble  tight. 


Harte. 
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but  other  and  entirely  unexpected  troubles  developed.  The  thimbles  Mr. 
were  intended  to  discharge  into  a  copper  trough  running  parallel  with  H^''*'^"- 
the  street,  which  in  turn  emptied  through  leaders  into  the  sewer.  The 
trough  was  suspended  from  the  bridge  by  wires  attached  to  the  centers 
of  spanners  over  the  top  of  the  trough,  and  in  the  first  installation 
these  spanners  were  highest  in  the  center.  Condensed  moisture  gath- 
ered on  the  steel,  ran  down  the  wires  to  the  spanner  and  then,  instead 
of  decently  dropping  into  the  trough,  flowed  on  top  of  the  spanner  and 
over  the  edge  of  the  trough  and  then  dropped  into  the  street.  It  was 
remarkable  how  often  this  occurred,  and  on  what  valuable  clothing  the 
water  managed  to  fall.  Until  the  cause  was  located  and  the  trouble 
corrected  by  depressing  the  spanner  at  the  center  below  the  level  of  the 
ends,  the  Claims  Department  vras  kept  busy  with  complaints. 

George  S.  Webster,  M.  Am.  Soc.  C.  E.   (by  letter). — During  the      Mr. 
past  twenty-five  years,  grade  crossings  in  the  City  of  Philadelphia  have 
been    abolished    by    the    co-operation    of    the    City    with    the    railroad 
companies. 

An  Act  of  the  General  Assembly  of  the  State  of  Pennsylvania, 
approved  June  9th,  1874,  authorizes  cities  and  towns  of  the  State  to 
enter  into  contracts  with  railroad  companies,  whereby  the  lines  of  rail- 
roads may  be  relocated,  reconstructed,  or  elevated,  with  the  view  of 
abolishing  grade  crossings  and  furnishing  better  railroad  service. 

Under  authority  of  this  general  act,  city  ordinances  are  passed, 
authorizing  the  mayor  to  enter  into  such  contracts  with  railroad  com- 
panies on  whose  lines  it  is  desired  to  abolish  grade  crossings.  These 
ordinances  are  not  general,  but  apply  to  the  particular  line  of  railroad 
on  which  the  work  is  to  be  undertaken. 

The  Department  of  Public  Works  conducts  the  negotiations  with 
the  railroad  companies,  prepares  the  ordinances,  in  co-operation  with 
the  same,  has  charge  of  the  preparation  of  plans  and  contracts  for 
changes  of  streets  and  other  municipal  work,  and  exercises  the  right 
of  general  supervision  and  inspection  of  all  construction. 

There  is  no  absolute  rule  which  can  be  laid  down  as  to  the  best 
solution  in  matters  of  the  depression  or  elevation  of  railroad  lines. 
It  will  depend  on  the  physical  condition  and  the  character  of  improve- 
ment of  the  section  through  which  the  line  passes. 

In  the  abolishment  of  grade  crossings  in  Philadelphia  the  method 
adopted  in  every  case  has  been  one  which  seemed  to  suit  best  the 
particular  problems  under  consideration. 

Practically  all  the  passenger-carrying  lines  have  been  elevated  or 
depressed,  the  exception  being  branch  lines  carrying  purely  local  traffic. 
The  lines  of  the  Philadelphia  and  Heading  Eailway  Company  and  the 
Pennsylvania  Railroad  Company  enter  their  terminal  stations  over  ele- 
vated tracks.  The  Baltimore  and  Ohio  Railroad  Company  enters  its 
station  by  tracks  depressed  below  the  streets. 


1002  i)is(!ii.ssiON  ON   ri{\(K   i:m;vati()N 

Mr  (Jonorall.v.   tlic  elovation   of  ihv  trjicks  is   prcfcrrod   hv   tfi"   niilroarl 

\\  <M).stor.  •Ill 

conii)niiics.  hut  tlie  (iepression  is  somrwluit,  more  to  tlu-  ii'lvaiitjiire  of 
tho  (^it.v.  MS  tli('  rnilrond  is  i)racl  iciilly  concealed,  though  I  Ik*  niiisanoe 
caused  hy  snioUe  is  greater  tlian  with  an  elevated  line. 

As  a  rule,  the  noise  from  a  depressed  line  is  much  less  tlian  from 
an  elevated  line,  and  where  the  streets  pass  helow  the  railroad  there 
is  more  temptation  for  the  commission  of  nuisances  than  where  the 
streets  pass  overhead  in  the  o|)en. 

The  method  which  seems  to  affect  property  most  seriously  is  that 
which  involves  a  partial  elevation  of  the  tracks  and  a  partial  depres- 
sion of  the  streets,  in  which  cases  the  adjoining  property  is  damaged 
to  a  considerable  extent  by  the  change  of  grade  of  streets,  and  a  long 
time  usually  elapses  before  these  properties  recover  their  value  and 
desirability. 

The  State  of  Pennsylvania  does  not  contribute  to  work  of  this  kind. 
It  has  been  the  general  practice  for  the  city  and  the  railway  company 
interested  to  pay  equal  proportions  of  the  cost,  although  this  is  not  an 
invariable  rule.  In  only  one  instance  has  the  street  railway  company 
contributed. 

The  work  of  abolishing  grade  crossings  in  Philadelphia  commenced 
about  1887,  and  since  that  time  three  grade  crossings  of  important 
railway  lines  have  been  abolished  and  about  one  hundred  and  twenty 
street  and  railway  grade  crossings  have  been  eliminated. 

The  first  ordinance  authorizing  the  abolishment  of  grade  crossings 
was  approved  on  March  29th,  1887.  This  provided  for  the  gradual 
abolishment  of  grade  crossings  and  the  opening  of  new  streets  along 
the  New  York  Division  of  the  Pennsylvania  Railroad,  in  the  north- 
eastern section  of  the  city.  The  Railroad  Company  elevated  its  tracks 
approximately  9  ft.,  and  the  grades  of  the  streets  were  depressed  a  like 
amount,  so  as  to  permit  of  the  construction  of  undergrade  bridges. 
The  Railroad  Company  paid  the  cost  of  changing  the  elevation  of  the 
tracks,  the  construction  of  the  bridges,  and  all  work  incident  thereto 
within  its  right  of  way.  The  City  graded  the  street  approaches  to  the 
bridges  and  paid  the  damages  to  property  due  to  the  change  of  street 
grades.  The  work  has  extended  over  a  considerable  period  of  years, 
and  is  not  yet  entirely  completed,  therefore  the  ultimate  cost  to  the 
City  or  the  railway  companies  has  not  been  determined,  but  when  the 
agreement  was  entered  into  it  was  estimated  that  the  cost  of  the  work 
would  be  approximately  equally  divided. 

An  ordinance  of  December  26th,  1890,  provided  for  the  construc- 
tion of  the  Reading  Terminal  Railroad  to  Market  Street,  by  an  ele- 
vated line  from  Green  Street  and  the  abolishment  of  grade  crossings 
at  Columbia  Avenue  and  at  Broad  Street  and  Lehigh  Avenue,  those 
streets  being  carried  above  the  railroad.  The  Railway  Company  paid 
all  the  cost  of  these  improvements  and  changes. 
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An  ordinance  of  February  4th,  1892,  provided  for  the  abolishment  Mr. 
of  grade  crossings  of  the  North  Pennsylvania  Kailroad  and  the  Con-  Webster, 
necting  Kailway  Company,  together  v^ith  four  grade  crossings  of 
streets,  at  a  cost  of  $300  000,  $200  000  being  paid  by  the  City  and 
$100  000  by  the  Pennsylvania  Railroad  Company,  lessee  of  the  Con- 
necting Kailway.  The  Philadelphia  and  Reading  Railway  Company, 
lessee  of  the  North  Pennsylvania  Railroad,  did  not  contribute. 

In  abolishing  the  grade  crossings  on  Pennsylvania  Avenue,  under 
the  ordinance  of  March  17th,  1894,*  the  railroad  was  depressed  below 
the  streets  and  carried  partly  in  tunnel.  Seventeen  grade  crossings 
were  abolished,  at  a  cost  of  $5  487  000,  the  cost  being  equally  divided 
between  the  City  and  the  Railway  Company. 

Under  an  ordinance  of  1897,  thirty  grade  crossings  were  abolished 
on  the  Philadelphia  and  Trenton  Railroad.  In  this  instance  the  rail- 
road was  elevated  in  such  a  manner  that  street  grades  were  not  dis- 
turbed. The  City  contributed  $800 101  toward  the  cost  of  the  work 
and  the  Pennsylvania  Railroad  Company,  lessee  of  the  Philadelphia 
and  Trenton  Railroad,  paid  the  remainder,  amounting  to  $667  541.60. 

An  ordinance  of  1900  provided  for  the  abolishment  of  four  grade 
crossings  on  the  line  of  the  Chestnut  Hill  Branch  of  the  Philadelphia 
and  Reading  Railway.  In  this  case  the  contract  price  was  $216  000. 
The  City  appropriated  $70  000  and  assumed  the  liability  for  land  dam- 
ages, which  amounted  to  $82  035.75,  making  the  total  cost  to  the  City 
$152  035.75.     The  Railway  Company  paid  the  remainder,  $146  000. 

The  elevation  of  the  tracks  of  the  Philadelphia,  Germantown  and 
Norristown  Railroad,  authorized  by  ordinance  of  October  13th,  1906, 
which  has  been  described  so  fully  and  clearly  by  Mr.  Wagner,  involves 
an  expenditure  of  approximately  $7  000  000.  The  cost  of  elevating  the 
tracks  in  order  to  give  the  railway  company  "as  good  accommodations 
and  as  complete  and  convenient  facilities  as  existed  prior  to  the  com- 
mencement of  the  work,  for  conducting  business  and  operating  said 
railroad,"  was  borne  equally  by  the  City  and  the  Railway  Company, 
the  Railway  Company  bearing  the  expense  of  all  betterments  to  its 
line. 

The  Philadelphia  Rapid  Transit  Company  (operating  the  street 
passenger  railway  system  of  the  city)  contributed  $400  000  to  the  City 
as  a  part  of  the  cost  of  abolishing  grade  crossings  in  this  instance. 

In  the  work  of  abolishing  grade  crossings  described  in  Mr.  Wagner's 
paper  it  w^as  necessary  in  several  instances  to  lower  the  grade  of  a  num- 
ber of  important  streets  in  order  to  carry  them  under  the  railroad. 
The  properties  fronting  on  these  streets  were  used  for  both  manu- 
facturing and  residential  purposes,  and  were  of  moderately  high  class; 
and,  as  some  of  the  streets  were  important  thoroughfares  leading  from 
one  populous  district  to  another  and  carried  heavy  traffic,  the  problem 

*  Described  in  Transactions,  Am.  Soc.  C.  E.,  Vol.  XLIV,  p.  1,  and  Vol.  XLVIII,  p.  470. 
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Mr.       of   ncljustinp  prndcs   was   difficult.      It    was   decided   that   on    all    main 
*  thoroiijrlifarcs  the  gradients  should  not  exeeed  3%,  and  that  on  minor 
ivsidontial   streets  steeper  grades,   generally   not   exeeedinp:  o^r,   would 
be  permissible,  and  on  this  ba.sis  the  street  grades  were  established. 

Where  streets  were  depressed  to  carry  them  under  the  railroad,  a 
total  reconstruction  of  the  sewer  system  was  made  necessary.  This 
reciuirod  the  laying  of  new  trunk  sewers  (in  many  cases  with  flat 
tiradients)  to  distant  points  where  outlets  could  be  obtained.  To  pre- 
vent overflows  in  these  depressions  during  heavy  rain  storms,  the  sizes 
of  the  sewers  were  designed  with  an  ample  factor  of  safety. 

The  writer  heartily  endorses  Mr.  Wagner's  statement  that  one  of 
the  most  important  features  in  water-proofing  is  to  get  the  water  away 
from  the  structure  as  fast  as  possible.  As  all  viaducts  and  bridges 
carrying  the  railroad  over  streets  are  required  to  have  solid  floor  con- 
struction, it  is  important,  not  only  for  the  maintenance  of  the  steel- 
work, but  also  for  the  protection  of  pedestrians  passing  under  the 
bridge,  that  care  should  be  taken  to  water-proof  the  structure  properly. 

The  City  of  Philadelphia  has  recently  reached  an  amicable  under- 
standing with  the  Pennsylvania  Railroad  Company  and  the  Baltimore 
and  Ohio  Railroad  Company  for  the  abolishment  of  grade  crossings 
and  the  readjustment  of  their  freight  lines  in  the  southern  section 
of  the  city,  the  cost  of  which  is  estimated  to  be  about  $20  000  000, 
which,  under  the  terms  of  the  tentative  agreement,  will  be  paid  for 
approximately  one-half  by  the  City  and  one-half  by  the  Railroad  Com- 
panies. The  City's  contribution  in  this  case  is  predicated  upon  the 
Railroad  Companies  agreeing  that  the  railroad,  to  be  constructed 
around  the  southern  section  of  the  city,  to  replace  the  existing  lines, 
shall  form  an  "Open  Gateway"  for  the  entrance  of  other  railroads 
into  the  city,  on  the  payment  of  an  equitable  share  of  the  costs. 

A  minimum  clearance  of  14  ft.  is  required  under  all  bridges  carry- 
ing railroads  above  streets,  whether  or  not  occupied  by  street  railroad 
cars,  but  it  has  been  found  that  a  greater  clearance  is  desirable  on  wide 
avenues,  even  at  an  increased  cost. 

There  has  been  little  or  no  difficulty  in  obtaining  the  co-operation 
of  the  railroad  companies  in  this  work.  Negotiations  sometimes  move 
slowly,  on  account  of  legal  and  financial  obstacles  to  be  overcome, 
but,  as  a  rule,  the  companies  are  as  anxious  to  abolish  their  grade 
crossings  as  the  City  is  to  have  them  do  so,  and  the  work  has  been 
planned  so  that  both  railway  and  highway  travel  has  been  maintained 
during  construction.  In  all  cases  the  total  cost,  including  land  dam- 
ages, has  been  less  than  the  engineers'  estimates  prepared  prior  to  the 
commencement  of  the  work. 
Mr.  Samuel  Tobias  Wagner,  M.  Am.  Soc.  C.  E.  (by  letter). — Replying 

"  to    Mr.    Snow's    questions,    the    abolition    of    these    grade    crossings 
had    been    under    discussion    between    the     City     and    the    Railway 
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Company  for  a  number  of  years  prior  to  the  beginning  of  the  work  and  Mr. 
was  the  result  of  a  number  of  conferences  terminating  in  the  passing 
of  the  ordinance  by  the  City  Councils  and  the  signing  of  the  agreement, 
authorized  by  the  ordinance,  by  the  officials  of  the  City  and  the  Rail- 
way Company.  During  this  time  the  general  plan,  as  finally  con- 
structed, was  decided  on,  and  the  scheme  for  the  division  of  cost,  as 
well  as  the  necessary  legislation  required  by  the  City  to  carry  on  its 
part  of  the  work,  was  perfected. 

The  ordinance,  while  general  in  its  scope,  covered  some  points  with 
considerable  detail,  such  as  fixing  the  limits  of  the  four-track  viaduct; 
the  main  points  of  the  railroad  construction  in  which  the  City  would 
join;  and  some  specific  details  of  what  were  to  be  considered  as  better- 
ments for  the  Kailway  Company,  such  as  the  cost  of  the  construction 
of  two  tracks  of  the  steel  viaduct  between  Brown  Street  and  Girard 
Avenue,  where  the  Railway  Company  had  but  two  tracks  prior  to 
beginning  work  and  where  it  was  desired  to  have  four  in  the 
completed  work.  The  majority  of  the  cases  in  which  the  division 
of  cost  had  to  be  determined,  was  decided  on  after  the  work  was  com- 
pletely planned  and  placed  under  contract.  This  was  done  after  the 
most  careful  preparation  of  plans  and  estimates,  based  on  accurate  and 
checked  data,  as  to  the  dimensions  and  character  of  the  structures 
existing  before  the  work  was  started.  Conferences  on  each  subject 
were  held,  and  the  matters  decided  on  were  made  of  final  record  by  the 
signatures  of  the  Director  of  the  Department  of  Public  Works  of  the 
City  and  the  Chief  Engineer  of  the  Railway  Company,  who  were  the 
specially  designated  officials  under  the  terms  of  the  agreement.  In 
this  way,  before  any  payments  were  made  on  a  contract  executed  by 
the  Railway  Company,  the  amounts  to  bo  paid  by  each  interest  were 
definitely  determined.  As  the  ordinance  did  not  provide  for  any  better- 
ments to  the  City,  the  division  of  the  estimates  on  the  contracts 
executed  by  the  City  was  always  into  two  equal  shares. 

Where  streets  were  widened,  the  Railway  Company  paid  for  one- 
half  of  the  cost  of  the  widening.  This  widening  was  shown  on  the 
general  plans  of  the  work,  which  were  made  part  of  the  original 
agreement. 

The  agreement  specially  provided  that  the  Railway  Company  could 
not  recover  for  damages,  caused  by  changes  of  the  grades  of  streets, 
to  any  of  its  property  held  prior  to  the  date  of  the  ordinance,  and, 
therefore,  whatever  amount  was  necessary  to  place  the  property  in 
usable  condition  was  divided  equally  between  the  two  interests.  This 
work  was  always  done  under  contract  on  properly  approved  plans. 

The  question  of  the  design  of  the  temporary  trestle  was  one  which 
required  much  study  in  order  to  determine  the  most  economical  con- 
struction combined  with  its  maintenance  under  heavy  and  rapid  travel. 
One  of  the  requirements  of  the  Operating  Department  was,  that  there 
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Mr  should  1)0,  at  all  tiiiuis.  two  tracks  entirely  iiMoi)struct(.'d,  on  which  all 
trains  could  be  run  on  schedule  time.  'J'his  meant  that  a  perfect  track 
must  bo  maintained,  and  the  piiiuaiy  thought  in  the  design  was  that 
of  niininiuin  maintenance.  As  one  of  the  two  tracks  carried  by  the 
trestle  was  half  sui)i)orted  by  the  masonry  wall,  and  as  a  portion  of  it 
was  over  a  part  of  the  excavation  for  the  foundations,  it  was  considered 
wise  to  endeavor  to  have  a  specially  secure  footing  for  the  remainder 
of  the  trestle.  The  section  ol  the  work  where  the  trestle  was  built  was 
formerly  occupied  by  four  tracks,  12-ft.  centers,  on  a  right  of  way 
(!t)  ft.  in  width,  with  drainage  ditches  on  the  sides,  and  was  not  on  a 
street  surface.  The  bottom  of  the  foundation  of  the  concrete  footing 
was  but  12  in.  below  the  old  low-level  rail,  and  therefore  not  downi  to 
the  original  sub-grade.  It  is  believed  that  any  increased  cost  in  the 
placing  of  this  concrete  was  more  than  offset  by  the  saving  in  main- 
tenance. In  one  or  two  cases  where  the  footings  were  on  a  fill,  and 
where  settlement  had  occurred,  the  maintenance  of  the  track  by  blocking 
up  the  stringers  was  very  expensive  on  account  of  the  continuous  traffic. 
Mr.  Harte's  remarks  about  the  water-proofing  of  the  bridges  are 
interesting  as  being  further  proof  of  the  perversity  of  water  in  finding 
its  own  way  and  not  following  one  which  has  been  provided  by  the 
engineer.  As  already  explained,  the  use  of  drainage  nipples  was 
found  to  be  bad,  and  the  troughs  on  later  designs  were  entirely  filled 
with  concrete  and  the  mastic  placed  on  top.  The  grades  were  either 
toward  both  ends  of  the  span,  or  all  to  one  end,  depending  on  the 
grade  of  the  track.  The  only  difficulty  with  this  method  is  that  if  the 
sub-drainage,  behind  the  back  walls,  is  not  good,  the  water,  in  case  of  a 
heavy  rainfall,  will  back  up,  and  it  is  difficult  to  prevent  it  from  work- 
ing under  the  apron-plate  and  down  the  face  of  the  abutment.  Further, 
it  is  often  difficult  to  get  sufficient  grade  on  even  a  short  span  to  carry 
the  water  off  the  bridge  as  rapidly  as  is  desired,  especially  after  the 
ballast  has  become  dirty.  In  recent  designs,  the  detail  arrangement 
of  the  steel  above  the  top  of  the  floor  has  been  made  with  special 
reference  to  the  water-proofing,  and  the  principle  has  been  estab- 
lished that  it  is  not  wise  to  allow  the  water  to  run  off  the  ends 
of  the  span.  It  should  be  caught  by  inlets  placed  near  the  ends  and 
carried  into  the  sewers  by  wrought-iron  piping  with  suitable  clean- 
outs.  Intermediate  inlets  are  also  provided  on  the  concrete  floor,  with 
grades  as  steep  as  possible.  In  these  designs  the  membrane  method  of 
water-proofing  was  adopted  as  being  preferable  to  the  asphalt  mastic. 
In  a  number  of  spans  of  this  character  just  completed,  the  wisdom  of 
this  method  seems  to  be  indicated  as  the  results  so  far  have  been  very 

good. 

It  will  be  noticed  that  the  majority  of  the  bridges  described 
in  the  paper  were  "water-proofed  with  a  natural  rock  asphalt  mastic, 
without  any  protection  from  the  ballast.     In  spite  of  what  would  be 
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now  considered  indifferent  details,  these  bridges  are  giving  fairly  „  Mr. 
satisfactory  service,  and  to  the  writer's  knowledge,  there  has  not  been  a 
single  complaint  from  any  one  as  to  leakage.  It  is  true  that  they  are 
not  all  tight,  but  the  average  seems  to  be  good.  When  it  is  remem- 
bered that  there  are  more  than  350  000  sq.  ft.  of  bridge  surface  over 
streets,  or  more  than  8  acres  in  all,  it  is  believed  that  this  is  a  fair 
record,  when  the  usual  ability  of  the  public  to  complain,  is  considered. 

The  question  of  the  proper  material  for  use  in  the  water-proofing 
•of  solid  floor  bridges  is  a  most  interesting  one,  not  only  on  account  of 
the  cost  involved,  and  the  uncertainty  of  the  durability  of  the  materials, 
but  also  because  there  are  two  widely  different  materials  in  very  general 
use  for  such  work,  namely,  coal-tar  pitch  and  materials  of  an  asphaltic 
nature,  and  it  behooves  the  engineer  to  use  the  best.  The  whole 
■cjuestion  is  also  complicated  by  the  proper  design  of  the  steelwork 
for  the  water-proofing,  as  well  as  the  workmanlike  application  of  the 
materials,  both  of  which  are  of  the  utmost  importance.  With  careful 
observation  during  the  past  four  years  no  cases  have  been  discovered 
where  the  asphalt  mastic  has  been  cut  into  by  the  ballast  in  such  a 
manner  as  to  injure  it  in  any  way,  and  considering  the  large  areas 
involved,  there  have  been  very  few  cases  of  the  mastic  cracking  on  the 
main  surfaces.  Where  cracks  have  occurred,  they  have  generally  been 
along  the  webs  of  the  girders  or  at  the  ends  of  the  spans,  and  even  these 
have  been  surprisingly  few.  In  new  work  where  the  V-shaped 
wedge  of  pure,  low  melting  point  asphalt  has  been  used  along  the 
girders,  there  has  been  no  cracking  or  leaking.  In  asphalt  mastic,  the 
writer  believes  that  the  use  of  a  ductile,  low  melting  point  asphalt  as 
a  flux  is  desirable,  and  also  that  the  proportions  be  such  as  will  produce 
a  mastic  which  is  soft  rather  than  one  which  is  hard. 

During  the  summer  of  1913,  asphalt  mastic,  made  of  Val  de  Travers 
natural  rock,  was  uncovered  on  a  brick-filled  arch  carrying  a  railroad 
over  a  street  in  Philadelphia.  The  arch  had  been  built  by  the  City 
in  1892.  The  mastic  was  1  in.  thick  and  placed  on  cement  mortar  over 
the  top  of  the  brick.  The  dry  stone  packing  for  drainage  was  placed 
immediately^  on  the  mastic.  Inspection  showed  that  in  many  cases 
the  stone  had  cut  down  into  the  mastic,  but  in  four  openings  made  at 
different  parts  of  the  bridge,  every  case  of  such  cutting  showed  suf- 
ficient mastic  remaining  to  give  adequate  protection.  At  the  end  of 
21  years  of  service,  the  surfaces  of  this  mastic  were  bright  and  showed 
no  signs  of  disintegration  of  the  asphalt.  A  small  sample  removed 
showed  surprising  ductility  and  uniformity  of  the  fractured  surface. 

Replying  to  the  question  asked  by  Mr.  Lewis,  comparisons  between 
the  original  estimates  of  the  total  cost  of  any  work  and  the  final  cost 
are  always  interesting,  and  of  great  value  to  the  engineer  who  has 
much  of  this  kind  of  work  on  which  to  estimate.  In  this  case,  it 
is  possible  to  give  but  rough  figures  at  the  present  time,  for  though 
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Mr.  till'  work  of  construction  is  completed,  there  are  a  nuniher  of  suits  for 
>NftKiui.  (ij^j^jjjg^.q  which  are  still  pending,  and  until  these  have  been  disposed 
of,  final  figures  cannot  be  given.  It  is  quite  safe  to  state,  however,  that 
the  work  will  be  completed  well  within  the  original  estimated  cost 
of  $7  (159  740,  as  at  the  present  time  the  total  expenditures  amount  to 
about  $0  800  000,  and  the  total  amount  of  the  unsettled  claims  is 
far  less  than  the  dilference. 
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THE    INFILTRATION   OF   GROUND-WATER 
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By  John  N.  Brooks,  Jun.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  John  H.  Gregory,  Edward  S.  Rankin, 
Kenneth  Allen,  G.  L.  Christian,  E.  Kuichling,  E.  G.  Bradbury, 
Marshall  R.  Pugh,  and  John  N.  Brooks. 


An  examination  of  the  Index  to  the  Transactions  of  the  American 
Society  of  Civil  Engineers,  published  recently,  shows  that  the  Society 
has  never  published  a  paper  on  the  infiltration  of  ground-water  into 
sewers.  Some  recently  collected  data  on  the  subject  are  presented 
in  Table  1,  and  a  glance  shows  that  the  information  is  incomplete  in 
most  cases,  and  that  there  is  a  wide  variation  in  the  form  in  which 
it  is  presented. 

The  writer,  therefore,  has  attempted  to  prepare  a  comprehensive 
and  compact  form  for  the  presentation  of  data  on  infiltration,  and 
to  suggest  rational  units  for  the  measurement  of  its  quantity. 

The  factors  governing  the  total  quantity  of  infiltration  into  a 
sewer  are: 

1. — The  diameter  and  length  of  the  sewer. 
2. — The  material  of  which  the  sewer  is  constructed. 
a. — In  vitrified  pipe  sewers,  the  type  of  joint  used. 
'  h. — In    concrete   or   brick   sewers,    the   type   and   quantity    of 

water-proofing  used. 
3. — The  skill  and  care  used  in  laying  the  sewer. 
4. — The  character  of  the  materials  traversed  by  the  sewer. 
5. — The  relative  positions  of  the  sewer  and  the  ground-water  level 
*  Presented  at  the  meetings  of  February  5th  and  19th,  1913. 
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Reference  to  Table  1  shows  that  in  every  case  data  on  some  of  these 
factors  are  missing.  As  it  is  evidently  impossible  to  express  all  these 
factors  in  precise  terms,  it  becomes  necessary  to  agree  upon  terms  for 
their  expression,  and  the  writer  suggests  the  following : 

For  the  material  of  which  the  sewer  is  constructed,  in  the  case 
of  pipe  sewers,  use  the  term  "Vitrified  Pipe."  In  the  case 
of  concrete  sewers,  state  the  thickness  of  the  wall,  the  mixture, 
and  whether  crushed  stone,  gravel,  or  slag  was  used  in  the 
aggregate.  For  brick  sewers,  state  the  thickness  of  the  wall, 
the  quality  of  the  brick,   and   the  bond. 

The  type  of  joint  is  usually  easily  described.  If  the  joints  are 
of  cement,  it  should  be  noted  whether  they  are  finished  with 
a  bevel  or  flush  with  the  bell  of  the  pipe. 

For  the  type  and  quantity  of  water-proofing,  if  a  fabric  is  used, 
the  percentage  of  the  total  length  of  sewer  treated  may  be 
stated,  together  with  the  number  of  plys  of  fabric  and  the 
kind  of  paint.  In  cases  where  a  water-proofing  compound 
is  mixed  with  the  concrete,  a  statement  of  the  kind  and 
quantity  of  compound  will  be  sufiicient. 

For  skill  and  care  used  in  laying,  use  such  terms  as  "Little," 
"Ordinary,"  and  "Unusual." 

For  the  character  of  the  materials  traversed,  use  such  terms  as 
"Wet,"  or  "Dry,"  "Rock,"  "Gravel,"  "Sand,"  or  "Clay." 

For  the  relative  positions  of  the  sewer  and  the  ground-water  level, 
reference  may  be  made  to  the  daily  reports  of  the  engineer 
or  inspector;  and  the  length  of  wet  trench  reported  may  be 
expressed  as  the  percentage  of  the  total  length  of  the  trench, 
assuming  that  where  w^et  trench  is  reported  the  sewer  will  be 
below  the  ground-water  level. 

The  foregoing  descriptive  terms  will  inevitably  have  different 
shades  of  meaning  for  different  engineers,  but  the  writer  believes  that 
they  are  sufficiently  definite  to  present  the  salient  features  of  a  sewer 
described  by  them  with  a  degree  of  accuracy  sufiScient  for  an  intelligent 
comparison  with  other  sewers. 

Reference  to  Table  1  shows  that  there  is  a  wide  variation  in  the 
units  chosen  for  the  measurement  of  the  quantity  of  infiltration,  and 
that  none  of  them  is  altogether  satisfactory.     Expressing  the  quantity 
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of  infiltration  as  a  perccntii;;o  of  the  ninxinuuu  capacity  of  the  sewer 
is  irrational,  because  the  maximum  capacity  depends  in  part  on  the 
gradient  of  the  sewer,  which  has  no  relation  whatever  to  the  quantity 
of   infiltration. 

Gallons  per  day  per  niilo  of  sewer  is  a  useful  unit  only  when  the 
size  of  the  pipe  and  the  length  of  each  size  are  stated,  and  in  a  collect- 
ing system  with  many  laterals  such  a  statement  becomes  decidedly 
cumbrous. 

Gallons  per  day  per  capita  of  tributary  population  appears  to 
be  the  favorite  measure  of  the  quantity  of  infiltration,  but  this  unit 
is  entirely  irrational,  for  there  is  no  conceivable  relation  between  the 
number  of  people  contributing  sewage  and  the  quantity  of  ground- 
water percolating  into  a  sewer. 

The  total  quantity  of  infiltration,  in  gallons  per  day,  is  a  statement 
which  is  evidently  entirely  useless  in  making  comparisons  between 
systems  unlike  in  diameter  and  length  of  conduit. 

In  view  of  the  unsatisfactory  form  of  the  data,  and  of  the  units 
thus  far  considered,  the  writer  suggests  the  presentation  of  such  data 
in  the  manner  shown  in  Table  2,  and  the  following  units  for  the 
measurement  of  the  quantity  of  infiltration.  These  units  are  used  by 
Mr.  N'icholas  S.  Hill,  Jr.,  and  are  believed  by  the  writer  to  be  both 
simple  and  rational. 

For  vitrified  pipe  sewers,  the  unit  is  gallons  per  day  per  foot  of 
joint.  Table  3  shows  the  total  length  of  joints  per  100  ft.  of  sewer 
for  the  commercial  sizes  of  pipe,  for  which  the  total  length  of  joints 
for  any  length  of  sewer  is  obtained  by  a  single  multiplication.  Evi- 
dently, in  a  vitrified  pipe  sewer  free  from  cracks,  infiltration  can 
occur  only  at  the  joints.  An  examination  of  Table  1  shows  that  suf- 
ficient data  for  the  computation  of  infiltration,  in  gallons  daily  per 
foot  of  joint,  are  presented  in  only  four  cases,  namely.  Items  8  and  9, 
and  in  two  sewers  under  Item  11.  The  data  for  these  cases  are  re- 
peated in  Table  2,  with  the  computed  infiltration  expressed  in  gallons 
per  da.y  per  foot  of  joint;  this  is  seen  to  vary  from  0.3  to  5.0. 

For  concrete  and  brick  sewers,  the  unit  is  gallons  per  day  per 
square  yard  of  interior  surface.  Table  4  shows  the  interior  surface 
area,  in  square  yards  per  100  ft.  of  sewer,  for  circular  sewers,  from 
3  ft.  8  in.  to  6  ft.  in  diameter,  and  a  single  multiplication  gives  the 
interior   surface   area  for   any  length   of  sewer.     For   sewers   of   egg- 


INFILTRATION   OF  GROUND-WATER   INTO  SEWERS 


1913 


i-i        to       GO 


Item  No. 


o 


OJ  0»  W  4i.  *.  (^  >U.        00 
.-    ^    r    ^    ^    ^    ^       J-^        o  •<?       05  to 


Diameter. 


to  to  CO  or  —  I-' -}  iC 

-5«DmQ005DlO  ,^ 

-^  O -<l  OS  05  O  to  05 

?D  h-i  >U  00  0>  *«.  O  »0 


I-*-  OS      i;©  m 
Oi  OS      — ?  00 


05   O 

o  ® 
psrT3 

CO 


Length,  in  feet. 


Skill  and  care  in 
laying. 


Type  of  joints. 


Water-proofing ; 

type  and 

percentage  of 

total  length. 


o 
^' 

I— c 
-^ 

M 

W 

o 
o 

o 

w 
o 


Wet  trench;  percentage 
of  total  length. 


<^  P  J3 

CC  0,  o 


or  too 

005  OS 


Per  scjuare  yard  of 
inside  surface. 


So? 

^  >  >^ 

flf"  fo 
r  t"  f 

.^  ^  o 


1!>1  I 


iNKii;i'i;  A  rioN  oi"  ciioind-w  \ri;i{  into  s  i:\vk  its 


shaped  or  haskot-liandle  cross-section  it  is  necessary  to  compute  tlie 
circumference  for  the  special  sections  involved,  but  these  computa- 
tions will  have  been  made  in  the  design  of  the  sewer  long  before 
the  engineer  is  ready   to  make  infiltration  tests. 

TABLE  3.— Vitrified  Pipe. 


Nominal  diameter, 
in  inches. 

Laying  length,  in 
feet. 

Length  of  each  joint, 
in  feet. 

Length  of  joint  per 

100  fin.  ft.  of  sewer, 

in  feet. 

(1) 

(2) 

(3) 

(4) 

4 

2 

1.05 

52.5 

6 

2 

1.57 

78.5 

8 

2 

2.09 

104.5 

10 

2 

2.62 

131.0 

12 

2 

3.14 

157.0 

15 

2 

3.93 

196.5 

18 

2 

4.71 

235.5 

21 

2 

5.50 

275.0 

24 

2 

6.28 

314.0 

27 

2)^ 

7.09 

283.6 

36 

2H 

9.42 

376.8 

TABLE  4. — Circular  Sewers. 


Diameter. 

Inside  area  per  100  lin.  ft 

in  square  yards. 

(1) 

(2) 

3  ft.  8  in. 

127.99 

4  "    0  " 

139.63 

4  u    3  " 

148.35 

4  "    6  " 

157.08 

4  "    9  " 

165.81 

5  "    0  " 

174.53 

5  "    3  " 

183.26 

5  "    6  " 

191.99 

5  "    9  " 

200.71 

6  "    0  '* 

209.44 

Item  16  of  Table  2  gives  the  results  of  a  test  for  quantity 
of  infiltration,  recently  made  by  the  writer,  under  the  direction  of 
Mr.  Hill,  on  a  new  reinforced  concrete  trunk  sewer.  Triangular 
weirs  were  set  at  two  points,  47  745  ft.  apart,  and  each  weir  was 
provided  with  an  automatic  head-recording  device,  giving  a  con- 
tinuous record  of  change  in  head,  and  reading  to  the  nearest  yo^o^  ^^• 
From  these  records  the  average  head  on  each  weir  for  a  period 
of  one  week  was  computed,  by  obtaining  with  the  planimeter  the 
area  between  the  curve  of  change  in  head  and  an  arbitrary  base  line, 
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and  dividing  by  the  proper  length.  From  this  average  head  the  cor- 
responding average  rate  of  discharge  was  computed,  making  allowance 
for  velocity  of  approach.  The  average  time  of  flow  between  the  weirs 
was  obtained  by  the  comparison  of  maxima  and  minima  points  on 
the  respective  curves  showing  decided  change  of  head. 

The  interval  or  lag  between  the  time  of  corresponding  discharges 
having  been  determined  as  described,  the  total  discharge  at  the  up- 
stream weir  for  a  period  of  one  week  was  then  subtracted  from  the 
total  discharge  at  the  down-stream  weir  during  the  corresponding 
period.  The  difference  in  discharge  thus  determined  is  a  very  close 
measure  of  the  quantity  of  infiltration  between  the  weirs  during  one 
"week.  The  conditions  for  this  test  were  ideal,  as  no  sewage  entered 
the  trunk  lines  between  the  weirs  during  the  test.  The  infiltration 
found  was  at  the  rate  of  0.8  gal.  per  day  per  sq.  yd.  of  interior  surface. 

A  careful  inspection  of  the  length  of  sewer  tested  revealed  no 
visible  cracks,  and  the  work  in  general  appeared  to  be  first-class, 
hut  the  quantity  of  infiltration  measured  appears  to  be  much  smaller 
than  may  in  general  be  expected  in  work  of  this  class. 

The  writer  hopes  that  discussion  of  this  paper  may  bring  out 
improvements  in  the  form  suggested  for  the  presentation  of  data  on 
the  infiltration  of  ground-water  into  sewers,  as  well  as  additional 
data  on  the  subject. 

He  wishes  also  to  acknowledge  his  indebtedness  to  Mr.  Nicholas  S. 
Hill,  Jr.,  for  valuable  criticism  and  suggestion  in  the  preparation  of 
this  paper. 
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Mr.  John  IT.  (ii{i:(;(>i{V,   M.  A\i.  Soc.  ('.   K. — 'Hie  jmtlior  \\i\^  jji-c'^ontcd  u 

paper  on  a  Buhject  wliicli  is  of  especial  interest  to  engineers  who  arc 
called  on  to  design,  construct,  or  maintain,  a  system  of  sewers  or  a 
sewage  disposal  works.  Leaky  sewers  are  objectionable  from  rnaiiy 
standpoints.  It  is  not  the  intention  of  the  speaker  to  mention  all  their 
objectionable  features,  but  to  call  attention  to  one  of  the  most  im- 
portant, that  is,  the  consequent  increased  cost  of  construction,  mninte- 
nance,  and  operation.  Due  to  the  infiltration  of  ground-water,  not  only 
must  the  sewers  be  larger  than  would  otherwise  be  required,  but  also 
the  sewage  disposal  works,  if  the  sewage  receives  treatment  before  final 
disposal. 

The  author  has  opened  a  way  by  which  many  data  on  the  quantity 
of  ground-water  leakage  into  sewers  can  be  obtained  if  each  engineer 
having  any  data  on  the  subject  will  contribute  the  same  in  the  form  of 
a  brief  discussion  of  this  paper.  The  author  will  then  have  material 
which  can  be  tabulated  in  concise  form  in  his  closing  discussion,  and 
should  be  of  much  service.  The  speaker  believes  that  many  engineers 
have  some  data  on  this  subject,  but  hardly  enough  to  justify  them  in 
writing  a  paper  thereon,  and,  therefore,  have  not  given  the  information 
to  the  Engineering  Profession. 

With  reference  to  the  author's  headings  under  which  such  data 
should  be  tabulated,  the  speaker  has  one  or  two  suggestions  to  make. 
It  would  be  desirable  to  include  a  column  for  the  date — the  year  alone 
is  sufficient.  The  engineer  will  then  know  how  recent  is  the  informa- 
tion he  is  examining.  There  should  also  be  a  statement  of  just  how  the 
sewer  was  constructed;  if  of  sewer  pipe,  cement  pipe,  or  reinforced 
concrete  pipe,  the  lengths  of  the  pipes,  whether  of  2,  2^,  or  3-ft.  sec- 
tions, etc.  Similarly,  with  monolithic,  or  other  construction,  data 
should  be  given  as  to  both  horizontal  and  cross-joints. 

The  speaker,  however,  is  especially  interested  in  the  unit  in  which 
the  leakage  is  to  be  reported.  Perhaps  the  unit  most  commonly  used 
is  gallons  per  24  hours  per  mile  of  sewer.  This  is  very  convenient, 
but  it  does  not  go  quite  far  enough — it  takes  into  account  the  length 
of  the  sewer,  but  not  the  diameter.  The  author  presents  a  unit  which 
has  much  to  commend  it,  namely,  gallons  per  24  hours  per  square 
yard  of  inside  surface.  The  unit  is  a  rational  one,  but,  unfortunately, 
is  not  a  very  convenient  one  to  use. 

The  speaker  suggests:  gallons  per  24  hours  per  inch  of  diameter  of 
sewer  per  mile  of  sewer.  A  consideration  of  this  unit  will  show  that 
it  takes  into  account  not  only  length  but  diameter.  He  has  used  it  to 
record  the  leakage  of  water  pipes,  which  have  been  tested  under  his 
direction,   and  has   found   it  extremely  convenient.     It    also   has  the 
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advantage  that,  in  designing  a  system  of  sewers,  calculations  of  ground-      Mr. 
water  leakage  can  b.e  made  very  rapidly. 


To  show  the  application  of  this  unit.  Table  5  is  presented, 
has  been  computed  from  the  author's  data  in  Tables  1  and  2. 


This 


TABLE  5. — Infiltration  of  Ground-Water  into  Sewers. 


Item 
No. 

Place. 

Diam- 
eter, in 
inches. 

Length, 
in  feet. 

Leakage, 

in  gallons 

per  24  hours 

per  mile 

of  sewer. 

Leakage,  in 
gallons  per 

24  hours 

per  inch  of 

diameter  per 

mile  of  sewer. 

(I) 

(2) 

(3) 

(4) 

(S) 

(6) 

8 

North  Brookfleld,  Mass 

12 

6 

27 

30 

(  3  ft.  8  ) 

i    to    [ 

6  ft.  0  i 
42 

1  584 

5  976 

6  336 
3  168 
5  016 

47  744 

1  744 

17  000 

1  240 

40  814 

86  592 

264  000 

7  280 

6  340 

1  420 

9 

Rogers  Park,  111 

210 

11 

Altoona,  Pa 

1  510 

11 

2  890 

11 

it,           a 

6  830 

16 

123 

17 

Columbus,  Ohio .-,..,».;.. 

151 

Item  No.  17  in  Table  5,  gives  the  result  of  a  leakage  test  on  a 
3  ft.  6-in.  by  3  ft.  6-in.  concrete  sewer  of  horse-shoe  section,  built  under 
the  speaker's  direction  at  Columbus,  Ohio,  in  1906.  The  construction 
of  the  sewer  was  in  charge  of  Mr.  E.  A.  Kemmler,  Resident  Engineer, 
and  the  test  was  made  under  his  immediate  direction.  This  is  the 
speaker's  humble  contribution  to  the  data  which  he  would  like  to  see 
tabulated  in  the  author's  closing  discussion. 

It  will  be  seen  from  Table  5  that  the  infiltration  into  the  sewers 
listed  varies  from  123  to  6  830  gal.  per  inch  of  diameter  per  mile  of 
sewer. 

To  illustrate  the  convenience  of  the  unit  suggested  herein,  assume 
that  300  gal.  per  24  hours  per  inch  of  diameter  per  mile  of  sewer  is 
a  reasonable  quantity  (but  the  speaker  does  not  care  to  go  on  record  as 
stating  that  this  is  or  is  not  a  reasonable  quantity).  The  leakage 
into  a  sewer,  say,  18  in.  in  diameter,  would  then  be  5  400  gal.  per  24 
hours  per  mile  of  sewer,  a  figure  very  quickly  and  easily  obtained. 

Edward  S.  Rankin,  M.  Am.  Soc.  C.  E. — Ten  years  ago  it  was  the  Mr. 
speaker's  privilege  to  listen  to  a  paper  on  this  subject  by  Mr.  A.  P. 
Folwell,  before  the  American  Society  of  Municipal  Improvements."^ 
In  that  paper  there  was  a  table  giving  all  the  data  Mr.  Folwell 
was  able  to  collect ;  it  included  gaugings  on  sixteen  sewers.  Mr.  Brooks 
gives  seventeen  gaugings,  of  which  six  appear  in  Mr.  Folwell's  paper, 
the  net  total  being  twenty-seven. 


*  "Perviousness  of  Sewers,"  Proceedings,  Am.  Soc.  Mun.  Impvts.,  1903. 
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Mr.  Considering  only  I)ii3e  sewers — to  which  alone  this  discussion   will 

'  refer — and  omitting  those  in  which  the  leakage  is  only  exi)re.sRe«l  in 
terms  of  population  or  percontagc  of  capacity,  neither  of  which  units, 
as  pointed  out  in  the  papc^r,  has  any  direct  hearing  on  the  (piestion, 
there  remain  hut  nineteen,  and  even  these  are  so  incomplete  as  to  he 
practically  useless  in  comparing  the  leakage  of  the  several  sewers 
mentioned. 

The  speaker  is  unahle  to  agree  with  Mr.  Brooks  that  the  single  unit 
of  gallons  per  100  ft.  of  joint  would  form  an  accurate  basis  for  com- 
parison. Although  this  includes  the  two  factors  of  length  and  diame- 
ter, it  omits  the  highly  important  factor  of  head  of  ground-water  men- 
tioned on  the  first  page  of  his  paper.  The  speaker  would  suggest  that 
the  true  unit  of  comparison  be  expressed  by  the  formula,  n  d^  y  h, 
in  which  n  represents  the  number  of  joints,  d  the  diameter  of  the  pipe, 
in  inches,  and  h  the  head  of  water  above  the  invert.  From  the  data 
available,  it  would  seem  to  be  impossible  at  this  time  to  determine  with 
any  degree  of  accuracy  the  values  of  x  and  y. 

Mr.  Brooks  considers  the  leakage  as  directly  proportional  to  the 
diameter.  Alexander  Potter,  Assoc.  M.  Am.  Soc.  C.  E.,  in  his  report 
on  the  Joint  Outlet  Sewer,  states  that,  from  his  observation,  the  leak- 
age varies  as  the  square  of  the  diameter.  The  speaker  is  of  the  opinion 
that  the  true  value  is  less  than  unity,  approximating  to  the  square 
root  of  the  diameter,  and  that  the  greater  leakage  in  the  larger  pipes  of 
a  system  is  due  to  these  pipes  being  in  most  cases  laid  at  a  lower  level, 
and  consequently  being  under  a  greater  head  of  ground-water.  He  is 
unable  to  support  this  opinion  by  figures,  but  it  is  reasonable  to  sup- 
pose that  the  leakage  is  not  uniform  throughout  the  joint,  but  is  con- 
fined largely  to  the  weakest  point,  the  few  inches  in  the  extreme  bottom, 
most  difficult  to  make,  and  practically  impossible  to  inspect.  If  this 
theory  is  correct,  the  approximate  value  of  the  term,  d^,  would  become: 

For  an     8-in.  pipe 2|  in. 

12  "       "    H    " 

18  "       "    H    " 

24  "       "    5      " 

In  regard  to  the  other  factor,  li,  there  is  abundant  evidence  to  show 
its  importance.  In  soil  which  is  at  all  porous,  every  rain  storm  creates 
or  increases  the  head,  and  the  most  casual  inspection  of  the  flow  in 
most  sanitary  sewers  will  reveal  a  decided  difference  before  and  after 
a  heavy  rain. 

A  gauging  of  about  4  miles  of  8  to  15-in.  pipe  sewer  in  Newark,  in 
March,  when  the  ground  was  saturated  with  melting  snow,  showed  a 
leakage  of  38  000  gal.  per  mile,  while  in  May  only  13  500  gal.  were 
found. 
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The  diag:ram,  Fig.  1,  shows  the  total  annual  rainfall,  in  inches,  and  ^^^^^ 
the  estimated  avernge  daily  leakage,  in  gallons  per  mile,  on  the  Newark 
sections  of  the  Joint  Outlet  Sewer  for  the  past  eight  years.  Automatic 
records  are  kept  of  the  daily  flow,  and  the  leakage  was  obtained  by 
deducting  from  the  total  a  quantity  equal  to  500  gal.  for  each  house 
connection.  This  is  close  to  the  actual  quantity,  as  found  in  the  dryest 
section  of  the  sewer. 

It  will  be  noted  that  the  curves  follow  each  other,  showing  clearly 
the  close  relationship  between  leakage  and  ground-water.  In  the  speak- 
er's opinion,  the  co-efficient,  y,  would  approximate  unity,  so  that  the 
formula  would  become  n  h  sjd. 

Although  this  formula  is  believed  to  be  theoretically  correct,  and  is 
useful  in  comparing  the  leakage  in  existing  sewers,  yet,  for  practical 
purposes  in  designing  new  work,  the  more  simple  form,  expressed  in 
gallons  per  mile  or  per  acre,  is  to  be  preferred. 


Fig.  1. 

Kenneth  Allen,  M.  Am.  Soc.  C.  E. — In  designing  a  system  of  Mr. 
sewers,  it  is  often  difficult  for  the  engineer  to  ascertain  what  allow- 
ance should  be  made  for  ground-water.  The  speaker  believes  that  it 
is  high  time  that  those  who  have  the  opportunity  to  note  the  conditions 
affecting  the  flow  due  to  infiltration  do  this  for  the  benefit  of  the 
Profession. 

Data  up  to  the  present  have  been  expressed  generally  in  volumes 
per  mile  of  sewer,  or  per  capita  daily,  but  such  all-important  elements 
as  head  of  subsoil  water,  perviousness  of  the  ground,  and  the  size  and 
character  of  the  sewer  itself,  are  either  ignored  or  stated  in  such  a 
general  way  as  to  be  of  little  value. 


Allen 
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Mr.  TluTo  arc  those  who  believe  that  sewers  laid  in  a  porous  soil,  above 

the  Iev(^l  of  the  frrouiid-wntcr,  may  be  expected  to  lose  an  ai)preciable 
proportion  of  their  contents  by  leakage,  so  that,  instead  of  making 
an  allowance  for  infiltration,  one  should  more  properly  make  a  d(Mliic- 
tion  in  the  estimated  flow  due  to  such  leakage.  The  speaker  believes 
such  conditions  to  be  exceptional,  and  that  the  ordinary  pores  left  in 
well-made  joints  will  fj^radually  clog  up;  thus  far,  however,  there  ap- 
l)ears  to  be  no  consensus  of  opinion  on  the  subject. 

It  is  desirable  to  forecast  sewage  volumes  as  closely  as  possible,  in 
order  to  avoid  spending  money  unnecessarily  on  sewers  which  will  be 
too  large,  on  the  one  hand,  and  from  danger  of  damage  due  to  backing 
up  of  sewage  if  the  sewers  are  too  small,  on  the  other.  In  any  case,  ex- 
cessive infiltration  should  be  prevented,  as  it  not  only  increases  the 
first  cost  of  the  sewers,  but,  if  the  sewage  is  to  be  pumped  or  treated, 
it  may  increase  the  annual  charges  by  a  very  large  sum. 

In  Table  2  the  author  attempts  to  standardize  the  data  relative  to 
infiltration.  This  is  a  move  in  the  right  direction.  The  speaker  would 
suggest,  however,  the  addition  of  a  column  headed  "Depth  of  Invert 
below  Ground-Water  Level,"  an  important  matter  that  seems  to  have 
been  overlooked.  The  column,  "Type  of  Section,"  should  be  omitted, 
as  irrelevant. 

'No  mention  is  made  of  one  of  the  most  prolific  sources  of  in- 
filtration, namely,  the  intersection  of  the  sewer  barrel  with  junc- 
tions, slants,  and  bulkheads.  Moreover,  house  connections,  if  not 
laid  with  unusual  care,  are  much  more  likely  to  contain  imperfect 
joints,  and  even  fractures,  than  the  sewer  itself,  and  their  frequency, 
therefore,  is  an  important  consideration  in  estimating  the  quantity  of 
ground-water  to  be  expected. 

During  storms  and  thaws  an  appreciable  quantity  of  surface  water 
may  be  admitted  through  perforated  manhole  covers.  In  the  case  of 
the  Joint  Trunk  Sewer  of  Essex  and  Union  Counties,  New  Jersey, 
this  was  estimated  to  enter  at  the  rate  of  about  1  600  gal.  per  manhole 
daily.* 

With  a  system  of  well-constructed  sewers,  the  initial  infiltration  is 
likely  to  decrease  as  the  pores  and  crevices  in  the  joints  gradually  be- 
come clogged  by  silt  or  deposits  of  salts,  introduced  by  the  ground- 
water itself  or  contained  in  the  cement  forming  the  joint.  For  exam- 
ple, in  a  pipe  sewer  recently  laid  in  Batavia,  N.  Y.,  with  a  patent 
gasket  composed  of  cement  and  sand  placed  in  pockets  of  muslin 
dipped  in  glue,  the  infiltration  at  first  was  about  1  000  000  gal.  per  day 
in  31  miles  of  sew^er,  or  32  260  gal.  per  mile,  with  the  ground-water 
standing  from  3  to  5  ft.  above  the  pipe;  but  later,  after  connecting 
900  houses  with  the  sewer,  this  rate  fell  to  about  22  580  gal.  per  mile.f 


*  Engineering  N^'ws,  February  11th,  1905. 
t  Engineering  Record.  November  9th,  1912. 
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The   rates  of  infiltration   in   Table   6   are   abstracted  from  discus-    Mr. 
sions  on  the  subject  by   George   T.   Hammond,   M.   Am.   Soc.   C.   E.,  ' 
and  the  speaker,*  and  may  be  added  to  the  list  given  by  the  author 
in  Table  1. 

TABLE  6. 


Place. 


Rate  of  Infiltration,  in  Gallons  Per  Day. 


Per  mile  of  sewer. 

Per  capita. 

195  000 

32  500 
43  000 

62.4 

31  180 

45  875 
48  000 

65 
156 

50  000 
59  540 

40  000 

65  to  70 
144 

77  420  to  100  000 
31  800  to  60  000 

209 

100  000 

5  172"" 

47 

1  320  000 

31  700  to  800  000 

Alliance,  Ohio.    15-in.  pipe 

Clinton,  Mass 

Concord,  Mass.  18  %  of  sewers  from  0  to  16 
ft.  below  ground-water  level 

Framinghaxn,  Mass 

Gardner,  Mass 

Madison,  Wis.    Trunk  sewer.    Dry  weather.. 

Maiden,  Mass.    60%  of  sewers  in  wet  ground. . 

Marlboro,  Mass 

Metropolitan  (Boston)  System,  before  mak- 
ing connections 

Natick,  Mass 

New  Orleans,  La.  Good  construction.  Wet  soil. 

Peoria,  111.  Vitrified  pipe  with  brick  sewers 
15  gal.  per  sq.  ft 

Providence,  R.  I 

Reading,  Pa 

Westboro,  Mass.  15-in.  sewer  in  wet  ground. . 

Worcester,  Mass.  14  gal.  per  day  per  sq.  ft. 
of  interior  brickwork 


For  Baltimore,  Md,,  F.  P.  Stearns,  Past-President,  Am.  Soc.  C.  E., 
recommended  from  30  000  to  80  000  gal.  per  mile  per  day,  but  in  the 
actual  design  of  the  system  it  is  understood  that  a  per  capita  rate — 
usually  20  gal.  per  day — was  used. 

It  was  the  opinion  of  the  late  Freeman  C.  Coffin,  M.  Am.  Soc.  C.  E., 
that,  with  6-in.  pipe,  and  with  careful  work,  the  infiltration  could  be 
kept  down  to  4  000  gal.  per  mile  per  day. 

In  the  case  of  a  large  system  of  sewerage,  it  is  often  more  conveni- 
ent, for  general  purposes,  to  assume  the  daily  volume  of  infiltration 
per  square  mile.  In  the  preliminary  studies  for  the  sewerage  of  Balti- 
more, the  speaker  used,  as  suggested  by  the  Consulting  Engineers, 
Messrs.  Rudolph  Hering  and  Samuel  M.  Gray,  Members,  Am.  Soc. 
C.  E.,  the  quantity,  100  000  gal.  per  sq.  mile,  increased  to  750  000 
gal.  in  the  low  areas  bordering  the  water  front. 

More  recently,  in  some  studies  for  the  Metropolitan  Sewerage  Com- 
mission of  New  York,  the  capacity  of  sewers  has  been  estimated  to 
provide  for  450  000  gal.  per  sq.  mile  daily  in  partly  developed  dis- 
tricts and  1 000  000  gal.  per  sq.  mile  in  completely  built  up  terri- 
tory. Assuming  15  miles  of  sewer  per  sq.  mile  in  the  former  case 
and  25  in  the  latter  gives :  for  suburban  areas,  30  000  gal.,  and  for 
urban  areas  40  000  gal.,  per  mile  of  sewer. 

*  Proceedings,  Nat.  Assoc,  of  Cement  Users,  Vol.  VII,  pp.  690-707. 
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Mr.  Assuin|)tioiis  or  results  in  otlior  cities  arc  shown   in  Table  7. 

Allen. 

TAIJLE  7. 


LouisvillP,  Ky 

New  Orleans,  La 

Peoria,  111.     (observed) 

San  Francisco,  Cal.     (pipf^  sewers) 

San  Francisco,  Cal.    (brick  sewers) ,. . 

Union  and  Essex  Cos.,  N.  J.  (observed). 
Washington,  D.  C.  (very  wet  weather). . 
Worcester,  Mass , 


Infiltration,  in  (rallonH  per  day 
per  square  mile. 


1  250  000 

1  250  000 

50  000  to  IOC  (XX) 

5")  300 

l()f>  f)00 

350  000 

620  (XX) 

450  UX) 


The  quantity  of  infiltration,  especially  for  poorly  laid  brick  sewers 
in  a  pervious,  saturated  soil,  may  be  very  great.  The  speaker  recalls  one 
case  where  the  water  spurted  up  through  the  invert  of  such  a  sewer 
in  a  number  of  places  in  jets  at  least  the  size  of  a  pencil.  On  the 
other  hand,  concrete  sewers  may  be  made  practically  impervious  by  the 
proper  proportioning  and  placing  of  the  ingredients. 

Although  such  sewers  will  be  practically  impervious  under  ordinary 
heads,  it  has  been  thought  safer,  in  some  cases,  to  resort  to  water- 
proofing. The  first  3  590  ft.  of  the  West  Low-Level  Interceptor  at 
Baltimore  was  constructed  of  concrete  with  a  4-in,  lining  of  brick. 
Between  the  concrete  and  the  brick  lining  was  placed  membrane  water- 
proofing consisting  of  two  layers  of  10-oz.  burlap  saturated  with 
asphalt.  The  sewer  varied  from  74  to  84  in.  in  diameter,  was  provided 
with  numerous  house  connections  aggregating  2  700  ft.  in  length  and 
was  bulkheaded  with  timber  at  the  upper  end.  It  was  laid  on  a 
marginal  street  along  the  water-front  with  the  invert  from  11  to  13  ft. 
below  tide,  and  included  a  section  of  100  ft.  passing  just  below  the 
bed  of  a  tidal  stream.  Wlien  completed,  the  infiltration  amounted  to 
about  16  000  gal.,  or  0.223  gal.  per  sq.  ft.  of  interior  surface,  per  day, 
probably  half  of  which  leaked  in  around  the  bulkhead. 

With  pipe  sewers,  the  only  trouble,  except  with  fractures,  lies  at 
the  joint,  and  in  wet  ground  such  joints  should  be  made  with  special 
care.  In  yielding  ground,  there  should  be  a  special  foundation,  unless 
the  joint  is  made  of  some  substance,  like  bitumen,  that  will  remain 
to  a  certain  degree  plastic.  For  this  purpose,  the  speaker  has  used 
cement,  kneaded  with  tar  pitch,  with  success.  About  ^  mile  of  from 
8  to  20-in,  pipe  laid  in  this  way  was  tested  by  filling  with  water  and 
found  practically  impervious  under  a  head  varying  from  3  to  4  ft. 

In  hard  ground,  a  mixture  of  sulphur  and  sand,  or  "leadite,"  may 
be  preferred. 

Whatever  material  is  used  should  not  be  subject  to  deterioration 
or  be  either  so  plastic  as  to  flow  from  the  joint  or  so  rigid  as  to  crack 
under  the  conditions  in  which  it  is  placed. 
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The  entire  subject  is  one  involving  so  many  factors,  some  of  them  Mr. 
obscure,  that  probably  nothing  closer  than  a  fair  approximation  for 
considerable  lengths  of  sewer  can  ever  be  hoped  for;  and,  for  short 
lengths,  a  larger  margin  for  error  must  be  allowed.  With  a  knowl- 
edge of  the  local  conditions,  however,  and  more  complete  data  regard- 
ing existing  sewers,  the  engineer  should  be  able  to  avoid  any  serious 
error  of  design  due  to  this  cause. 

G.  L.  Christian,  M.  Am.  Soc.  C.  E. — The  infiltration  of  ground-  Mr. 
water  into  a  sewer  depends  on  so  many  variable  conditions,  none  of  ^Jhristian. 
which  is  exactly  similar  in  any  two  sewers,  that  it  would  seem  to  be 
quite  impossible  to  establish  a  standard  of  construction  from  which 
to  determine  definitely  the  degree  of  impermeability  of  any  two  sewers 
constructed  in  exactly  similar  ground,  the  depth  of  the  ground-water 
being  the  same  in  both  cases.  It  also  makes  a  great  difference  whether 
the  sewer  is  a  sanitary  one,  pure  and  simple,  or  is  part  of  a  combined 
system.  If  the  former,  it  is  usually  desirable  to  reduce  the  infiltration 
to  a  minimum,  the  joints  being  generally  tightly  caulked  with  oakum, 
then  filled  with  cement  mortar,  and  wound  with  cheese-cloth  to  hold 
the  mortar  in  position  until  it  is  well  set;  spurs  with  loose  covers  are 
the  exception,  rather  than  the  rule.  In  a  combined  system,  the  ends 
sought  are,  in  a  measure,  quite  different,  part  of  its  province  being 
to  lower  the  ground-water  level  permanently;  the  joints  in  pipe  sewers 
are  not  caulked,  being  filled  with  mortar  only.  For  many  years  it  was 
the  custom  in  the  Borough  of  The  Bronx,  New  York  City,  to  put  in 
a  spur  on  all  sewers  every  3  ft.,  except  at  block  intersections.  Some 
years  ago  this  practice  was  changed,  and  the  distance  is  now  6  ft. 
These  spurs  have  loose  vitrified  covers,  and  are  capable  of  lowering  the 
ground-water  level  permanently,  regardless  of  the  impermeability  of 
the  concrete  or  brick,  or  of  the  joints  in  pipe  sewers. 

The  design  of  a  combined  system  of  sewers  is  based,  primarily, 
on  the  intensity  and  duration  of  the  maximum  rain  storm,  or  on  the 
average  of  a  series  of  heavy  storms,  in  a  given  locality,  and  it  is  evident, 
therefore,  that  the  quantity  of  ground-water  infiltration  in  such  a 
design  is  so  small  that  it  becomes  negligible.  As  to  the  skill  in  doing 
the  work,  cementing  the  joints,  mixing  and  placing  the  concrete,  and 
the  character  of  the  aggregate,  etc.,  if  one  is  to  depend  on  the  con- 
tractor's opinion,  it  will  be  first-class  in  every  particular.  On  the 
other  hand,  if  the  decision  is  left  to  the  engineers  in  charge  of  the 
work,  there  are  apt  to  be  as  many  opinions  as  there  are  engineers.  The 
character  of  the  trench,  as  to  whether  it  is  wet  or  dry,  is  also  a  relative 
term,  and  is  apt  to  be  colored  by  local  conditions,  that  is,  what  would 
be  termed  a  wet  trench  in  a  region  where  ground-water  is  generally 
high,  might  mean  something  quite  different  if  recorded  by  an  engineer 
doing  work  in  a  region  where  the  ground-water  seldom  appears  in  the 
trenches. 


(Mirlstiau 
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Mr.  A  little  more  than  ten  years  ago,  the  Sevvera^?e  and  Water  Board  of 

New  Orleans,  La.,  made  some  careful  observations,  from  which  it  was 
found  that  the  actual  infiltration  into  the  sewers  practically  checked 
previous  assumptions — that  the  quantity  of  ground-water  to  be  pro- 
vided for  would  be  equal  to  0.003  cu.  ft.  j)er  sec.  per  acre,  which  is 
equal  to  1  250  000  gal.  per  sq.  mile  in  24  hours.  It  might  be  said,  in 
passing,  that  the  ground-water  level  in  New  Orleans  is  very  high,  and 
all  the  sewers  are  below  it.  On  the  foregoing  basis,  there  would  be 
32  miles  of  streets  in  1  sq.  mile,  assuming  it  to  be  laid  out  in  blocks 
400  ft.  long  and  200  ft.  wide,  with  streets  uniformly  60  ft.  wide.  The 
infiltration,  therefore,  would  average  39  000  gal.  per  mile  per  24  hours. 
This  figure  is  also  used  by  the  Borough  of  Brooklyn,  New  York  City; 
in  the  Borough  of  Queens,  the  assumption  is  75  000  gal.  per  mile  per 
day.  Since  these  observations  were  made.  New  Orleans  has  built  some 
hundreds  of  miles  of  pipe  sewers,  and  as  all,  or  substantially  all,  of  its 
sewage  has  to  be  pumped,  it  is  possible  to  measure  quite  accurately  the 
quantity  of  infiltration.  It  was  the  speaker's  good  fortune  to  witness 
the  laying  of  some  of  the  pipe,  and  he  noted  that  the  utmost  care  was 
taken  to  make  the  work  w^ater-tight.  It  was  also  noted  that  spurs  were 
put  in  on  each  side,  every  30  ft.,  opposite  vacant  property,  the  covers 
being  tightly  cemented  inside  the  bell.  Notwithstanding  the  care  used, 
there  is  still  considerable  infiltration,  the  actual  quantity  being  shown 
in  the  following  extract: 

Ground-Water  Flow,  Station  A.* 

Ground-water  per  mile  of 
Year  beginning.  sewer,  per  day,  in  gallons, 

1907 55  000 

1908 53  000 

1909  51 000 

1910 51  000 

1911 48  000 

1912  42  000 

The  author  describes  a  concrete  sewer  in  which  the  infiltration 
amounted  to  0.8  gal.  per  day  per  sq.  yd.  of  interior  surface,  which 
amounts  to  7  300  gal.  per  mile  per  24  hours.  From  the  speaker's  experi- 
ence with  the  construction  of  concrete  sewers,  he  would  regard  this 
as  rather  high,  unless  there  was  some  leakage  at  the  joints,  or  where 
each  day's  work  joins  that  previously  laid;  and  he  suggests  that  a 
careful  inspection  would  find  that  to  be  true. 

In  conclusion,  it  may  be  said  that  the  design  of  a  system  of  sani- 
tary sewers  in  any  town  is  a  law  unto  itself;  and,  in  designing  such 
a  system,  it  is  wise  to  consider  that  the  ground-water  may  have  to  be 
taken  care  of  whether  one  wants  to  or  not.    Indeed,  in  the  early  stages 

*Twenty-fourth  Semi-annual  Report  of  the  Sewerageand  Water  Board  of  New  Orleans, 
La.,  p.  100. 
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of  such  a  system,  with  only  a  few  connections,  and  many  of  the  sewered  Mr. 
streets  sparsely  populated,  it  is  often  desirable  to  have  many  uncon-  "^"*"- 
nected  spurs  through  which  water  may  enter,  in  order  to  assist  in 
flushing  the  sewer.  As  the  district  is  built  up  and  the  houses  one  by 
one  are  connected  with  these  spurs,  the  need  for  the  ground-water  will 
cease,  the  house  sewage  taking  its  place.  Coincident  with  the  building 
up  of  the  district,  it  might  be  assumed  that  the  paving  of  streets  and 
of  court  yards  is  taking  place,  which  would  probably  mean  a  correspond- 
ing lowering  of  the  ground-water  and  a  reduction  of  infiltration  into 
the  sewer. 

E.  KuiCHLiNG,  M.  Am.  Soc.  C.  E. — A  number  of  useful  suggestions,  Mr. 
in  regard  to  the  form  in  which  data  pertaining  to  infiltration  should 
be  presented,  have  been  made  by  the  preceding  speakers,  so  that  little 
further  remains  to  be  said.  The  principal  factors  are  the  character 
of  the  soil,  the  extent  to  which  it  is  saturated  with  ground-water,  the 
elevation  of  the  surface  of  this  water  above  the  top  of  the  sewer,  and 
the  manner  in  which  the  sewer  itself  is  built.  An  extensive  stratum 
of  sandy  or  gravelly  soil  often  contains  and  yields  a  large  volume  of 
water,  whereas  little  is  delivered  from  clayey  deposits;  and  in  rocky 
strata  seams  are  frequently  encountered  which  deliver  water  very  copi- 
ously. The  quantity  of  water  in  the  subsoil  also  varies  with  the  daily 
and  seasonal  rainfall  and  the  magnitude  of  the  absorptive  territory 
exposed  thereto.  It  is  obvious  that  much  more  ground-water  will  be 
found  in  the  sandy  soil  at  the  bottom  of  a  broad  valley  than  in  a 
similar  soil  on  a  narrow  ridge. 

One  of  the  benefits  usually  claimed  as  resulting  from  a  compre- 
hensive system  of  sewers  in  a  community  is  the  permanent  lowering 
of  the  existing  ground-water  table  to  the  level  of  the  sewers,  thereby 
attaining  dry  cellars  automatically  and  much  less  dampness  of  the  air 
in  dwellings.  Observation  has  proved  that  this  claim  is  well  founded, 
and  that  in  most  cases  shallow  wells,  in  premises  adjacent  to  streets 
provided  with  comparatively  deep  sewers,  become  permanently  dry,  even 
when  the  utmost  care  has  been  taken  to  make  the  sewers  water-tight. 
Various  reasons  for  this  occurrence  have  been  given  in  the  case  of 
sewers  not  equipped  with  under-drains.  A  common  explanation  is 
that  the  ground-water  escapes  by  flowing  along  the  smooth  exterior 
surface  of  the  main  and  lateral  sewers  and  finally  reaches  the  outfall; 
another  one  is  that  much  less  care  is  given  to  the  construction  of  the 
numerous  small  lateral  sewers,  whereby  the  ground-water  is  enabled 
to  enter  through  many  defective  joints  and  thus  find  its  way  into  the 
well-built  main  sewer;  and  a  third  one  is  that,  in  the  course  of  a  year 
or  two,  many  small  cracks  will  develop  in  the  entire  sewer  system,  in 
consequence  of  settlements  and  unavoidable  changes  of  temperature, 
thereby   affording  the  ground-water   access  to   the  interior.      Each   of 
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Mr.  tlieae  explanations  is  satisfactory  in  some  measure,  l)iit  it  is  more  likely 
that  all  the  causes  mentioned  combine  to  accomplish  the  result. 

In  former  years  it  was  a  frotnicnt  practioo  to  l)uil(l  sewers  with  open 
joints  at  the  bottom  to  admit  the  ground-water.  An  interestiiiK  meas- 
ure of  the  quantity  of  such  infiltration  into  an  extensive  sewer  system 
built  in  this  manner  is  given  by  Ernest  Adam,  Engineer  of  the  Depart- 
ment of  Streets,  of  Newark,  N.  J.,  in  the  discussion  of  a  paper  on  the 
subject  before  the  American  Society  of  Municipal  Improvements,  on 
October  21st,  1903.  He  stated  that  many  of  the  old  brick  sewers  of 
Newark  were  made  without  mortar  joints  in  the  bottom,  the  result 
being  a  sewage  flow  of  48  000  000  gal.  per  day,  though  the  water  supply 
of  the  city  was  only  25  000  000  gal.  per  day.  It  may  be  remarked  that 
in  1903  the  population  of  Newark  was  about  268  500,  and  that  on 
December  31st,  1903,  the  total  length  of  all  public  and  private  sewers 
in  that  city  was  198.7  miles  *  The  total  area  of  Newark  was  then 
14  9T6  acres,  of  which  10  C79  acres  was  dry  land  surface,  the  remaining 
4  297  acres  being  tidal  meadows  and  water.f  From  these  figures,  it  will 
be  found  that  the  stated  daily  infiltration  of  23  000  000  gal.  of  ground- 
water into  the  sewer  system  of  Newark  corresponds  to  average  rates 
of  85.7  gal.  per  capita,  115  752  gal.  per  mile  of  sewer,  and  2  154  gal. 
per  acre,  or  1  378  401  gal.  per  sq.  mile  of  dry  land  surface,  per  day. 

It  is  reasonable  to  consider  that  the  soil  under  and  adjacent  to 
inhabited  buildings  will  eventually  be  drained  in  some  manner,  either 
directly  by  special  systems  of  tiles,  or  indirectly  by  defective  joints  in 
the  lateral  sewer  pipes;  and  it  is  also  fair  to  assume  that  in  most  cases 
the  ground-water  thus  intercepted  will  be  discharged  into  the  public 
sewers.  The  total  area  of  the  sewered  territory,  therefore,  becomes  a 
factor  that  must  be  taken  into  account,  together  with  the  adjacent  up- 
lands which  may  contribute  to  the  flow  of  ground-water  in  the  populous 
districts.  In  some  cases  much  of  the  flow  from  the  uplands  is  inter- 
cepted by  the  highest  line  of  sewer,  thereby  greatly  relieving  the  satura- 
tion of  the  lower  ground ;  but  in  most  instances  the  sewers  are  built  in 
streets  which  cross  the  contours  more  or  less  at  right  angles,  so  that 
ample  space  is  left  between  such  streets  for  much  of  the  upland  ground- 
water to  flow  down  to  the  lower  districts  and  seek  an  entrance  into  the 
sewers  there. 

Some  notion  of  the  quantity  of  flowing  ground-water  per  unit  of 
tributary  area  may  be  gained  from  measurements  of  the  yield  of  nat- 
ural springs  which  have  a  well-defined  water-shed.  Numerous  observa- 
tions of  this  kind  in  central  Switzerland  have  shown  that  the  normal 
minimum  yield  of  such  springs  is  154  gal.  per  acre  of  tributary  water- 
shed  per   day,   when   derived   from   the   fine-grained   sandstone    called 

♦Annual  Report,  Board  of  Street  and  Water  Commissioners,  Newark,  N.  J.,  1903,  p.  118. 
t  U.  S.  Census,  Report  on  Cities,  1935,  p.  111. 


I 


DISCUSSION    ON   GROUND-WATER   IN    SEWERS  1927 

"molasse";  from  four  to  six  times  that  quantity  when  derived  from  Mr. 
moraines ;  and  from  eight  to  ten  times  that  quantity  when  derived  from 
the  gravelly  soils  of  valleys.  Similar  observations  in  Germany*  indi- 
cate a  minimum  yield  ranging  from  154  to  924  gal.  per  acre  of  tribu- 
tary water-shed  per  day ;  an  average  yield  ranging  from  462  to  1  232 
gal. ;  and  a  maximum  yield  ranging  from  770  to  4  620  gal.  and  upward, 
depending  on  the  nature  of  the  subsoil  and  the  distance  traversed  by 
the  percolating  water.  These  yields  from  flowing  springs  may  also  be 
compared  with  the  observed  dry-season  flow  of  rivers.  In  the  New 
England  and  Middle  States,  the  least  monthly  flow  of  streams  having 
a  drainage  area  of  more  than  100  sq.  miles  usually  ranges  from  0.10  to 
0.25  cu.  ft.  per  sq.  mile  per  sec,  which  is  equivalent  to  a  yield  of 
from  101  to  253  gal.  per  acre  per  day.  This  quantity  is  less  than  the 
aforesaid  minimum  yield  of  springs,  but  it  must  be  remembered  that 
in  a  considerable  portion  of  a  large  water-shed  the  soil  is  generally 
unfavorable  for  absorption  and  percolation. 

A  better  estimate  of  the  quantity  of  ground-water  that  may  reach 
a  system  of  sewers  is  afforded  by  the  results  of  numerous  land-drainage 
experiments  in  England,  France,  Germany,  and  the  United  States. 
It  was  found  that  the  quantity  of  rainfall  which  would  be  absorbed 
by  the  soil  and  percolate  to  the  under-drains  varied  greatly  with  the 
character  of  the  soil,  the  nature  of  its  surface  with  regard  to  plant 
growth,  the  season  of  the  year,  and  the  magnitude  of  the  rainfall 
during  one  or  more  days.  A  few  references  to  such  data  may  be  of 
interest.  J.  Bailey  Denton,  a  well-known  English  authority,  statesf 
that  the  maximum  discharge  measured  by  him  from  the  under-drains 
of  a  large  tract  of  free-soil  land  at  Hinxworth  took  place  in  January, 
and  was  at  the  average  rate  of  0.16  cu.  ft.  per  acre  per  min.,  which 
corresponds  to  1710  U.  S.  gal.  per  acre  per  day;  and  Charnock's 
observations,  of  the  discharge  of  field  under-drains  at  Holmfield  dur- 
ing 1842-46,  exhibit  a  maximum  rate  of  0.24  cu.  ft.  per  acre  per  min., 
or  2  585  gal.  per  acre  per  day.  French  authorities,  like  Herve-Mangon 
and  Delacroix,  state  that  the  system  of  under-drains  should  have  a 
capacity  to  remove  a  depth  of  at  least  0.24  in.  of  water  per  day  on 
the  entire  area,  which  corresponds  to  6  517  gal.  per  acre  per  day.  In 
Germany,  the  Silesian  Agricultural  Commission  recommended  that  the 
under-drains  should  remove  not  less  than  2  845  gal.  per  acre  per  day 
from  low-lying  flat  areas,  and  3  390  gal.  from  higher  flat  areas.  Other 
German  authorities  on  land  drainage,  like  Vincent  and  Perels,  advise 
the  removal  of  6  983  gal.  per  acre  per  day. 

In  the  United  States  the  subject  of  land  drainage  has  recently 
been  investigated  by  the  Department  of  Agriculture,  and  in  the  re- 


*  Keilhack,  "  Grundwasser  und  Quellenkunde,"  Berlin,  1912,  p.  447. 
+  "  Sanitary  Engineering,"  London,  1883  (?),  p.  53. 
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Mr.  port  of  such  obaervations  in  Illinois  and  Iowa,  published  in  1908* 
it  IS  stated  tluit  tlio  tile  undcr-drains  ol  nrcns  ranging  from  -lOO  to 
1  040  [iCYCs  of  black  open  loam  with  a  clay  subsoil  frequently  gave  a 
maximum  discharge  of  0.1(1  in.  of  depth  in  24  hours,  or  4  345  gal. 
per  acre  per  day;  also,  that  in  some  cases  the  under-drains  were  en- 
gorged, and  that  it  would  be  better  to  remove  a  depth  of  0.25  in.  of 
water  in  24  hours,  or  G  788  gal.  per  acre  per  day.  It  may  be  noted 
that  the  lines  of  lateral  drains  were  here  from  100  to  250  ft.  apart, 
and  it  was  recommended  that  in  heavier  or  more  clayey  soils  they 
should  be  placed  from  40  to  80  ft.  apart. 

The  foregoing  discharges  from  the  under-drains  of  agricultural  land 
were  all  carefully  measured,  and  can  be  regarded  as  a  good  indication 
of  the  quantity  of  ground-water  to  be  expected  in  the  outskirts  of  a 
city.  The  figures  range  from  1 700  to  7  000  gal.  per  acre  per  day, 
or  from  1  088  000  to  4  480  000  gal.  per  sq.  mile  per  day,  and  relate  to 
surface  strata  of  ground  from  3  to  4  ft.  thick.  It  is  very  probable 
that  much  larger  quantities  would  be  found  at  times  in  strata  8  ft. 
or  more  in  thickness,  corresponding  to  sewered  territory.  Larger 
figures  would  also  be  obtained  by  using  the  results  of  the  numerous 
percolation  experiments  which  have  been  made  with  lysimeters  of 
small  area.  The  data  submitted,  however,  suffice  to  show  that  much 
water  is  present  in  the  subsoil  after  a  period  of  heavy  rainfall,  and 
that  it  will  enter  the  sewers  under  considerable  head  if  opportunity 
is  offered,  as  in  the  aforesaid  case  of  the  Newark  sewers. 

Two  very  instructive  measurements  of  the  infiltration  into  a  system 
of  earthenware  pipe  sewers  were  made  at  Stamford,  Conn.,  a  number  of 
years  ago.  An  aggregate  of  13.38  miles  of  such  sewers,  ranging  from 
6  to  18  in.  in  diameter,  had  been  laid  in  1888  under  the  direction  of  the 
late  Col.  George  E.  Waring,  Jr.,  in  a  wet  gravelly  soil  under  an  area 
of  746  acres,  or  1.16  sq.  miles,  of  that  city,  and  the  infiltration  was 
measured  in  May,  1889,  when  only  215  house  connections  had  been 
made.  The  quantity  was  found  to  be  885  gal.  per  acre  per  day,  or 
566  400  gal.  per  sq.  mile  per  day,  or  49  340  gal.  per  mile  of  pipe  per 
day,  on  the  average.  In  September,  1892,  when  530  house  connections 
had  been  made,  it  was  measured  again  by  Col.  Waring  and  John 
Bogart,  M.  Am.  Soc.  C.  E.,  and  was  found  to  have  increased  to  1  689 
gal.  per  acre,  or  1 080  960  gal.  per  sq.  mile,  or  94 170  gal.  per 
mile  of  pipe  per  day.f  The  reason  for  this  large  increase  is  doubt- 
less that  numerous  joints  had  become  defective,  in  the  course  of 
three  years,  and  thus  facilitated  the  admission  of  the  ground-water. 

*  Cited  also  in  "  Engineering  for  Land  Drainage."  by  Charles  G.  Elliot.  M.  Am.  Soc.  C.  E.. 
Chief  of  Drainage  Investigations,  U.  S.  Dept.  of  Agriculture.  Second  Edition,  New  York, 
1912. 

t  Engineering  Record,  1892,  II,  p.  247. 
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Numerous  other  data,  not  given  in  Table  1,  will  be  found  in  two  Mr. 
papers*  on  the  subject  by  Mr.  A.  P.  Folwell  and  E.  D.  Kich,  M.  Am.  Kuichiin?. 
Soe.  C.  E.  In  Mr.  Folwell's  paper  it  is  stated  that  in  many  sewer 
systems  the  infiltration  is  from  50  to  100%  of  the  volume  of  house 
wastes;  also  that  in  Boston,  Mass.,  Howard  A.  Carson,  M.  Am.  Soc. 
C.  E.,  estimated,  from  extensive  measurements  of  the  flow  in  the  main 
sewerage  system  in  1889,  that  the  infiltration  was  at  the  rate  of  45  gal. 
per  head  of  population  per  day,  and  in  Maiden,  Mass.,  and  Providence, 
R.  I.,  it  was,  respectively,  65  and  47  gal.  per  head  per  day.  It  is  also 
stated  in  the  same  paper  that,  in  a  length  of  about  4  000  ft.  of  brick 
sewer  in  East  Orange,  N.  J.,  the  rate  of  infiltration  was  570  000  gal. 
per  mile  per  day,  while  in  21  miles  of  8-in.  pipe  sewer  it  was  only 
about  9  000  gal.  per  mile  per  day;  that  in  Maiden,  Mass.,  it  was 
50  000  gal.  per  mile  per  day  on  the  average  for  38  miles  of  sewer, 
and  that,  if  only  the  length  laid  in  wet  ground  were  taken  into  account, 
it  would  be  83  000  gal.  per  mile  per  day;  that  in  Westboro,  Mass.,  in 
1899,  the  infiltration  into  1  950  ft.  of  15-in.  vitrified  pipe  sewer  was 
489  000  gal.  per  day,  or  at  the  rate  of  1  320  300  gal.  per  mile  per  day, 
and  in  another  section  of  the  same  sewer,  1  060  ft.  long,  it  was  at  the 
rate  of  610  000  gal.  per  mile  per  day;  that  in  New  York  City  the 
infiltration  into  a  system  of  5  miles  of  sewers,  ranging  from  8  to  24  in. 
in  diameter,  was  found  to  be  about  1300  000  gal.  per  mile  per  day; 
and  that,  according  to  a  report  made  in  1900  by  X.  H.  Goodnough, 
M.  Am.  Soc.  C.  E.,  to  the  State  Board  of  Health  of  Massachusetts, 
about  137  miles  of  sewers,  ranging  from  8  to  36  in.  in  diameter,  had 
recently  been  constructed  in  and  near  Boston,  in  which  the  infiltra- 
tion was  at  the  average  rate  of  40  000  gal.  per  mile  per  day  before 
any  buildings  had  been  connected  thereto. 

In  Professor  Rich's  paper  it  is  stated  that  in  a  20-in.  pipe  sewer 
in  Canton,  Ohio,  the  infiltration  was  at  the  rate  of  70  000  gal.  per  mile 
per  day;  and  that  in  a  12-in.  pipe  sewer  in  New  Bedford,  Mass.,  it  was 
17  000  gal.  per  mile  per  day.  These  two  papers  also  refer  to  some  of 
the  other  data  given  in  Table  1.  In  describing  the  sewage  works  of 
Fond  lu  Lac,  Wis.,f  George  S.  Pierson,  M.  Am.  Soc.  C.  E.,  stated 
that  the  soil  in  which  the  sewers  were  laid  was  a  very  retentive  red 
clay,  and  that  the  infiltration  into  the  new  24-in.  vitrified-pipe  outlet 
sewer  was  carefully  measured  before  the  old  sewers  were  connected 
thereto.  This  new  sewer  had  been  laid  below  the  level  of  low  water  in 
the  river,  and  was  a  little  more  than  7  000  ft.  long.  The  infiltration 
was  found  to  be  less  than  3.0  cu.  ft.  per  min.,  and  was  regarded  as 
very  slight.  From  these  figures  we  obtain  in  said  24-in.  pipe  a  rate  of 
24  370  gal.  per  mile  per  day. 


*  Engineering  Record,  November  7th,  1903,  p.  564,  and  October  1st,  1910,  p.  377,  re- 
spectively. 

t  Engineering  News,  May  22d,  1902,  p.  411. 
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In  TiiMo  2,  Itom  No.  KJ.  tlio  author  ^ivo.s  llic  avcrn^^c  rate  of  infiltra- 
tion into  a  reinforced  concrete  trunk  sower,  47  744  ft.  lonff  and  ranprinj? 
from  3.67  to  0.00  ft.  in  diameter,  a.s  beinp  O.S  ijal.  per  day  per  sq.  yd. 
of  inside  surface.  This  information  is  interestinpr,  hnt  it  sliould  he 
supplemented  by  naming  the  locality  and  descrihinp:  the  natnre  of  the 
subsoil  along-  the  route.  It  would  also  have  been  useful  if  the  author 
had  stated  explicitly  that  the  ap-prrenrate  interior  surface  of  that  sewer 
was  82  123  sq.  yd.,  and  that  the  measured  infiltration  was  about  6.5  700 
gal.  per  day,  or  at  an  average  rate  of  7  266  gal.  per  mile  per  day,  which 
he  leaves  his  readers  to  ascertain.  In  comparison  with  the  other  obser- 
vations cited  herein,  this  rate  of  infiltration  is  extremely  \ow,  and  indi- 
cates either  great  water-tightness  of  the  concrete,  or  an  unusually  dry 
subsoil  at  the  time  of  measurement. 

Reference  was  made  in  the  foregoing  to  the  probable  increase  in 
the  quantity  of  infiltration  in  the  course  of  time.  This  is  to  be  ex- 
pected, as  small  settlements  of  a  sewer  usually  occur  in  soft  ground, 
whereby  cracks  are  produced.  In  the  case  of  large  pipes,  such  cracks 
are  often  due  to  the  rapid  settlement  of  the  back-fill  after  a  thorough 
saturation  with  water.  The  speaker  has  seen  many  miles  of  pipe  sewer 
laid  truly  to  line  and  grade  originally,  and  has  found  them  after  ten  or 
more  years  showing  numerous  irregularities  of  both  line  and  grade,  as 
well  as  many  fractures.  The  same  is  also  true  of  large  brick  and  con- 
crete sewers.  In  structures  of  this  kind  in  wet  ground,  few  have  ever 
been  built  that  did  not  exhibit  considerable  infiltration  in  the  outset, 
and  it  is  not  likely  that  they  became  tighter  subsequently  if  the  external 
head  of  water  remained  unchanged.  Cracks  are  likewise  formed  by  the 
unavoidable  contraction  of  the  material  when  the  temperature  is  low- 
ered for  a  long  period.  It  must  be  presumed,  therefore,  that  the  infiltra- 
tion into  old  sewers  will  be  greater  than  into  new  ones,  other  external 
conditions  remaining  the  same. 

The  subject  is  important,  notwithstanding  that  it  has  been  treated 
very  briefly  in  most  textbooks  on  sewerage.  It  becomes  specially 
prominent  in  a  separate  system  when  the  sewage  has  to  be  pumped 
or  treated  in  disposal  works,  and  much  of  the  initial  capacity  of  the 
pipes  is  taken  up  by  infiltering  ground-water.  It  is  hoped,  therefore, 
that  the  author  will  succeed  in  eliciting  and  arranging  in  convenient 
form  many  additional  trustworthy  data.  The  proposition  to  estimate 
the  infiltration  by  the  square  yard  of  interior  surface  is  good,  but  it 
will  probably  be  more  convenient  to  express  it  in  terms  of  per  foot 
of  diameter  and  a  length  of  100  ft.,  or  even  1  000  ft.  In  any  event, 
the  nature  of  the  subsoil  and  the  height  of  the  ground-water  surface 
above  the  top  of  the  sewer  should  be  given,  together  with  the  date  of 
the  observation,  and  a  brief  description  of  the  construction,  and  its  age. 
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E.  G.  Bradbury,  M.  Am.  Soc.  C.  E.  (by  letter). — A  sewer  which  Mr. 
does  not  carry  a  much  larger  flow  during  heavy  rains  than  in  dry  ^''^^^"**y- 
weather  is  an  exception,  and,  as  the  maximum  flow  must  be  provided 
for  in  the  design,  it  is  important  that  information  regarding  leakage 
should  state  the  weather  conditions.  Probably  most  of  the  data  on 
systems  in  use  are  based  on  the  difference  between  the  storm  flow 
and  that  of  dry  periods.  There  is  danger,  however,  of  obtaining  mis- 
leading figures  from  observations  of  leakage  in  new  sewers,  or  in  sewers 
without  connections,  when  the  ground-water  is  comparatively  low,  for 
they  may  show  nothing  more  than  the  quantity  of  water  which  can 
make  its  way  through  the  soil  to  the  sewer.  This  should  be  borne  in 
mind  in  comparing  gaugings  of  leakage  in  the  same  sewer  at  different 
dates. 

Under  average  conditions,  few  sewers  are  built  which  fail  to  per- 
mit the  entrance  of  ground-water  as  fast  as  it  can  get  to  them,  except 
during  a  heavy  rain.  This  is  demonstrated  by  the  fact  that  water 
is  seldom  encountered  in  making  connections  to  public  sewers;  it  is 
also  shown  by  the  usual  great  increase  of  leakage  coincident  with  storm 
conditions. 

Unless  the  tightness  of  the  work,  rather  than  the  imperviousness 
of  the  soil,  is  the  controlling  factor  in  the  quantity  of  leakage,  the 
size  of  the  sewer  evidently  makes  no  difference.  As  this  is  seldom 
the  case,  it  is  not  strange  that  there  has  been  great  difficulty  in  estab- 
lishing any  relation  between  diameter  and  leakage. 

The  writer  has  become  convinced,  much  against  his  will,  that,  in 
the  average  location,  with  the  ordinary  method  of  making  cement 
joints  in  pipe  sewers,  even  with  the  most  thorough  supervision  and 
careful  inspection,  the  ground-water  level  immediately  along  the  line  of 
the  sewer  is  invariably  lowered  to  the  level  of  the  pipe,  sloping  upward 
from  it  at  a  gradient  depending  on  the  porosity  of  the  soil,  the  surface 
topography,  and  other  conditions.  Under  these  circumstances,  the 
original  height  of  the  ground-water  enters  into  the  problem  of  leakage 
only  as  it  affects  the  flow  toward  the  sewer. 

It  is  seldom  possible  to  determine  without  great  effort  the  actual 
head  on  a  sewer  under  working  conditions.  The  writer  believes  that 
if  data  were  limited  to  observations  in  time  of  heavy  storm,  when  the 
tightness  of  the  sewer  is  really  put  to  test,  something  more  remotely 
suggestive  of  a  relation  between  size  and  leakage  than  has  yet  been 
produced,  might  result,  although  the  surreptitious  connection  of  roof 
drains,  the  inflow  at  manholes,  and  other  possible  means  for  the  en- 
trance of  surface  water,  render  this  one  of  the  most  difficult  subjects 
on  which  to  obtain  reliable  information. 

In  the  consideration  of  disposal  plant  design,  it  is  necessary  to 
have  in  mind  both  the  ordinary  inflltration,  which  is  a  function  of  soil 
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and  groini(l-\v!il(M-  coiulitions,  mikI  tlio  leakngc  in  lime  of  storm,  which 
is  governed  more  directly  by  the  tightness  of  tlie  con.struction.  The 
one  will  cause  a  continuous  flow,  usually  of  small  consequence,  and  the 
other  an  occasional  heavy  dischargci  which  may  overtax  the  capacity  of 
piping,  weirs,  etc.,  and  perhaps  derange  seriously  the  operation  of  ta.nk8 
and  filters.  If  the  writer's  views  are  correct,  it  is  of  course  entirely 
fruitless  to  attempt  to  reduce  normal  infiltration  to  terms  of  diameter 
of  pipe;  but  it  should  be  possible,  as  already  suggested,  to  establish 
some  general  relation  which  would  be  of  value  in  estimating  the 
maximum  leakage  during  storm  periods. 

Mr.  Marshall  R.  Pugh,  M.  Am.  See.  C.  E.  (by  letter.) — The  informa- 

^"^^*  tion  contributed  as  a  result  of  this  timely  paper  is  most  interesting; 
and,  in  the  hope  that  it  may  give  the  author  material  which  will  be 
of  use  in  his  closing  discussion,  the  writer  submits  some  observations 
made  by  him  recently  at  Ocean  Grove,  N.  J.  South  of  Asbury  Park 
is  Neptune  Township,  the  eastern  part  of  which,  known  as  Ocean 
Grove,  is  owned  by  the  Camp  Meeting  Association.  West  of  this  are 
West  Grove  and  Bradley  Park,  the  greater  part  of  which  are  included 
in  what  is  known  as  "Sewer  District  No.  1."  About  a  year  after  the 
construction  of  the  sewerage  system,  the  writer  was  retained  to  design 
sewage  disposal  works.  The  infiltration  v^as  so  important  a  factor 
that  a  number  of  observations  were  made  in  the  effort  to  determine 
it,  and  though  the  results  are  discordant  in  one  or  two  particulars,  it 
is  thought  that  this  is  due  chiefly  to  the  impossibility  of  determining 
accurately  the  sewage  flow  as  distinguished  from  the  infiltration  flow, 
other  than  by  an  estimate  based  on  the  houses  sewered;  there  is  also 
the  great  probability  that  one  portion  of  the  system  is  badly  blocked 
up  by  sand,  as  will  be  noted  later. 

The  system  is  divided  into  two  parts,  joining  at  a  pumping  sta- 
tion, which  is  being  supplanted  by  a  gravity  outfall  now  under  con- 
struction.    The  lengths  and  sizes  of  the  sewers  are  shown  in  Table  8. 

TABLE  8. 


Item. 

Length  of 

north 

section, 

in  feet. 

Length  of 

south 

section, 

in  feet. 

Lensth  of 
entire 
system, 
in  feet. 

Remarks. 

12-in.  terra  cotta  sewer  . 
10-in.      "        "         "       . 

8in.      "        "         "      . 

4  in   laterals 

1525 

13  325 

2  300 

17150 

36 

3  400 
lOUO 

23  460 
5  140 

33  000 
72 

4  925 
1  000 

36  785 
7  440 

50  150 
108 

System  built,  1909-1911. 
Pipe    in  3-ft.  lengths, 
with    cement    joints. 
Two   laterals   or  Y  's 

Total  pipe     

every  50  ft.    Soil  wet, 

Brick  manholes 

sandy  loam. 

It  will  be  noted  that  the  number  of  linear  feet  of  joint  in  the  total 
length   of  the  4,   10,   and   12-in.   pipes,   in  both  the   north   and  south 
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sections  of  the  system,  corresponds  so  closely  to  the  number  of  linear    Mr. 
feet  of  joint  in  an  equal  length  of  8-in.  pipe,  that,  for  all  practical    ^^ 
purposes,  the  system  may  be  considered  as  consisting  of  the  following: 

North  section 3.25  miles  of  8-in.  pipe. 

South  section 6.25       "       "      " 

Entire  system 9.50       "       "      " 

The  sewers  are  laid  in  a  soil  consisting  partly  of  sandy  loam  and 
partly  of  sandy  clay,  or  clayey  sand,  underlaid  by  gravel,  and  at  times 
there  may  be  a  head  of  from  3  to  5  ft.  of  water  on  the  pipes  a.t  the 
lower  end  of  the  system,  and  from  1  to  2  ft.  at  the  upper  end.  The 
pipes  are  in  3-ft.  lengths,  with  the  ordinary  cement  joint,  and  have 
a  slant  or  lateral  on  each  side  about  every  50  ft.  They  were  probably 
laid  with  only  very  ordinary  care,  and  about  76  of  the  manholes  were 
not  brought  quite  up  to  street  grade,  being  from  4  to  12  in.  too  low, 
and  9  of  them  still  have  temporary  wooden  covers.  Some  of  the 
manholes  were  very  leaky,  and  two  of  them  had  powerful  jets  of  water 
shooting  through  the  sides. 

As  nearly  as  could  be  ascertained,  the  infiltration  at  times  was 
approximately  900  000  gal.  per  day,  and  the  house  sewage,  with  the 
few  connections  as  yet  made  to  the  system,  amounts  to  about  50  000 
gal.  per  day,  divided  fairly  equally  between  the  two  sections.  A  sewage 
ejector  which  was  placed  at  the  pumping  station  has  been  discontin- 
ued, and,  during  construction,  a  temporary  pumping  plant  has  been 
erected.  From  the  records  of  this  plant  the  following  details  have  been 
obtained.  The  rainfall  data  are  given  in  Table  9,  and  show  what  an 
all-important  factor  is  the  precipitation. 

TABLE  9. — Monthly  Averages  of  Precipitation. 


Month. 
1912. 


April 

May 

June 

July 

August 

September 

October 

November. 
December. 


Total, 
in  inches. 


4.41 
6.47 
1.12 
4.33 
3.04 
3.46 
6.95 
3.82 
5.49 


Greatest  in 
24  hours, 
in  inches. 


1.06 
3.21 
0.70 
2.53 
1.46 
1.42 
3.12 
2.27 
1.94 


Total  snow 
fall  unmelt- 
ed,  in  inches. 


11.2 


Table  10  shows  the  infiltration  in  the  entire  system,  in  a  dry  time, 
before  any  attempt  had  been  made  to  diminish  the  ground-water  flow 
into  the  pipes. 

Table  11  shows  the  results  after  the  tops  of  76  manholes  had  been 
raised,  and  the  leaky  ones  had  been  made  tight. 
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TABl.E  10. — Infiltration  in  Entirp:  Systkm  I^kfohk  Kei»airs, 
AND  IN  A  Dry  Pkrioi). 


Infiltration, 

Approxi- 

Infiltration, 

in  tfallons 

Precipita- 

Hours of 
pumping. 

Gallons 

mate 

in  giillcjns 

per  <ijiy  per 

Date. 

tion,  in 

pumped 
per  aay. 

infiltration. 

p<'r  (lay  per 
mile  of 

inch  diam- 

inches. 

in  gallcnis 

eter  of  pii>e 

I)er  day. 

sewer. 

per  mile  of 

1912. 

sewer. 

July   20 

7 

112  000 

62  000 

0  520 

816 

21 

1.21 

8.80 

1.%  COO 

86  000 

9  052 

1  131 

22 

17 

272  000 

222  000 

2:^368 

2  921 

28 

14.40 

235  (KX) 

ia5  0oo 

19  473 

2  484 

24 

10.80 

168  000 

118  000 

12  421 

1  552 

25 

7 

112  000 

02  000 

6  526 

816 

26 

8 

128  000 

78  000 

8  210 

1028 

27 

8.80 

136  OCX) 

86  000 

9  052 

1  131 

28 

0.05 

8.80 

136  000 

86  000 

9  052 

1  131 

29...    . 

0.01 

8 

128  000 

78  000 

8  210 

1  fi28 

80 

8 

128  000 

78  000 

8  210 

1  028 

81 

Trace. 

8.15 

182  000 

82  000 

8  632 

1079 

At  the  time  the  repairs  were  made,  the  south  section  was  dis- 
comiected,  and  Table  12  gives  the  infiltration  in  the  north  section  alone. 

The  much  higher  infiltration  per  mile  in  the  north  section  may 
be  due  to  the  fact  that  a  large  part  of  the  south  section  is  in  territory 
which  is  not  built  up,  and  there  is  reason  to  believe  that  a  great  many 
stoppages  are  caused  by  sand  which  is  washed  in  at  the  manholes  (the 
tops  of  50  being  below  the  grade  of  the  streets),  thus  blocking  off  the 
escape  of  the  ground-water  through  the  sewers. 

Then,  too,  the  outlet  of  the  north  section  is  about  2  ft.  lower  than 
that  of  the  south  section,  and  is  under  a  greater  head  of  water.  A  part 
of  the  north  section,  also,  runs  through  filled-in  land  which  was  for- 
merly a  swamp. 

TABLE  11. — Infiltration  in  Entire  System  After  Kepairs, 
AND  IN  A  Dry  Period. 


Date. 
1912. 

Precipitation, 
in  inches. 

•5^ 

ri 

Gallons 
pumped 
per  day. 

Approxi- 
mate 
infiltration, 
in  gallons 
per  day. 

Infiltration, 

in  gallons 

per  day  per 

mile  of 

sewer. 

Infiltration, 
in  gallons 
per  day  per 
inch  diam- 
eter of  pipe 
per  mile  of 
sewer. 

Sept.  20. . 
21.. 
22.. 
23.. 
24.. 
25.. 
26.. 
27.. 

Oct.     7-^ 

0.01 

Trace. 
0.76 
1.42 

Trace. 
No  rain  in  Oc-    ) 
tober  prior      V 
to  this.          ) 

4.85 

5 

5.20 

5.10 

6.50 

7.10 

7.30 

6.20 

5.55 

73  300 

80  000 

85  300 

82  650 

109  300 

114  600 

120  000 

101  300 

94  700 

23  300 
30  000 
35  000 
32  000 
59  300 
64  600 
70  000 
51300 

44  700 

2  452 

3  158 
3  684 

3  368 
6242 

6  800 

7  368 
5  400 

4  705 

306 
395 
460 
421 
780 
850 
921 
675 

588 
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July    20  21  22  23  24  25  20  27  2g  29  30  31 


Tnflltration,  in  Gallons  per  Day 
Per  Mile  of  Sewer. 


Infiltration,  in  Gallons  per  Day 
Per  Inch  Diameter  of  Pipe 
Per  Mile  of  Sewer. 

Precipitation,  in  Inches. 


Oct.      8    9  10  111213  141a 


2 

1 
'A 


e3  '^ 


Dec.  15  IG  17  18  1920  21 22  23  24  25  2C  27  28  29  30  31 


2 
1 


Fig.  2. 


I 
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Mr.  It  will  be  noted  that  the  infiltration  sliown  in  'J'ablc  12  was   for  a 

^*"^''*  somewhat  drier  time  than  that  in  Table  11. 


TABLE   12. — Infiltration   in   North   Section  After  Repairs, 

AND  in  a  Dry  Period. 


Infiltration, 

Approxi- 

Infiltration, 

in  gallons 

Precipita- 

Gallons 

mate 

in  gallons 

per  clay  per 

Date. 

tion,  in 
inches. 

pumping. 

pumped. 

infiltration, 
in  gallons 
per  day. 

per  day  per 
mile  of 
sewer. 

inch  diam- 
eter of  pipe 
per  mile  of 

1912. 

sewer. 

4.45 

72  000 

47  000 

Oct.    8 

14  461 

1808 

9 

4.40 

74  600 

49  600 

15  261 

1907 

10 

4.45 

72  000 

47  000 

14  461 

1  808 

11 

0 

76 

5.0 

80  000 

55  000 

16  930 

2116 

12 

0 

01 

4.40 

74  600 

49  600 

15  261 

1  9^17 

13 

4.30 

73  300 

48  300 

14  861 

18.57 

14 

4.40 

74  600 

49  600 

15  261 

1  907 

15 

4.45 

72  000 

47  000 

14  461 

1808 

It  is  obvious  that  there  cannot  be  more  infiltration  in  the  north 
section  than  in  the  entire  system;  which  shows  that  the  estimated 
sewage  flow  is  open  to  suspicion,  and,  in  all  likelihood,  is  not  properly- 
proportioned  between  the  two  sections.  The  fact  that  the  total  pump- 
age  only  fell  off  from  94  700  to  72  000  when  two-thirds  of  the  system 
was  cut  out,  showed,  however,  the  general  correctness  of  the  higher 
infiltration  figures  in  the  north  section. 

TABLE  13.— Infiltration  in  North  Section  After  Repairs. 

Winter  Conditions. 


Date. 


1912. 


Dec.  15.. 

"  16.. 

"  17.. 

"  18.. 

"  19.. 

''  20.. 

"  21.. 

"  22.. 

^-  23.. 

"  24., 

"  25., 

•'  26., 

"  27. 

'•  28., 

*'  29. 

••  30. 

•'  31. 


Precipitation, 

in 

inches. 


0.26 
0.57 


0.86 

Trace. 
1.05 


1.94 


Hours 

of 

pumping. 


Gallons 
pumped. 


Approximate 

intiltration, 

in  gallons 

per  day. 


6.80 
11. 

8.10 

9. 

7.30 
12.25 

9.30 

9.30 

8. 

8.40 

8.45 

9.25 
11.35 
11. 
11.05 
22. 
16. 


104  000 
176  000 
130  600 
144  000 
120  000 
198  600 
152  000 
152  000 
128  000 
138  600 
140  000 
150  600 
185  300 

176  000 

177  300 
352  000 
256  000 


79  000 
151000 
105  600 
119  000 

95U00 
173  600 
127  000 
127  000 
103  000 
113  600 
115  000 
125  600 
160  300 
151000 
152  300 
327  000 
201000 


Infiltration, 
in  gallons 

per  day 

per  mile  of 

sewer. 


24  308 
46  461 
32  432 
36  615 
29  230 
53  414 
39  077 
39  077 
31600 

34  900 

35  300 
38  600 
49  300 
46  400 
46  800 

100  615 
61800 


Infiltration, 

in  gallons 

per  day 

per  inch 

diameter  of 

pipe  per 

mile  of 

sewer. 


3038 
5808 
4  061 
4  577 

3  654 

6  676 

4  760 
4  760 

3  950 

4  362 
4  412 
4825 
6162 
5800 
5850 

12  577 

7  725 
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ei   The  latter  part  of  October  was  wet,  and  the  flows  shown  in  Table  13    Mr 
clearly    demonstrate    the    effect    of    the    rise    in    the    ground-water    in 
winter. 

At  first  sight  it  appears  strange  that  the  0.86  in.  of  precipitation 
on  December  24th  did  not  show  in  the  sewer  flow,  but  it  is  easily 
accounted  for,  as  it  consisted  of  a  10-in.  fall  of  snow,  on  frozen  ground, 
followed  on  the  27th  by  a  cold  rain,  which  increased  the  flow  somewhat. 
On  the  29th  there  was  a  thaw,  and  a  heavy  downpour  on  the  30th, 
the  result  being  at  once  visible.  The  cause  of  the  increase  on  Decem- 
ber 16th  is  difficult  to  explain. 

Fig.  2  shows  graphically  the  precipitation,  and  the  infiltration,  in 
gallons  per  day  per  mile  of  sewer,  and  in  gallons  per  day  per  inch  of 
diameter  of  pipe  per  mile  of  sewer. 

These  units  appeal  to  the  writer  as  the  most  convenient  and  satis- 
factory for  general  use,  although  the  latter  is  open  to  the  serious 
objection  that  manholes,  slants,  and  laterals  are  frequently  as  numer- 
ous on  the  smaller  sewers  as  on  the  larger  ones,  and  they  undoubtedly 
are  responsible  for  much  leakage. 

John  N.  Brooks,  Jun.  Am.  Soc.  C.  E.  (by  letter). — In  Table  14,  Mr. 
which  is  a  summary  of  the  data  presented  in  the  discussion  of  this 
paper,  the  writer  has  included  all  the  sewers  mentioned,  where  suffi- 
cient data  were  given  to  permit  of  expressing  the  infiltration  in  gallons 
per  mile  of  sewer.  Four  sewers  in  Table  1,  for  which  the  infiltration 
was  stated  only  as  a  percentage  of  the  total  capacity  of  the  sewer, 
have  been  omitted. 

The  writer  has  examined  the  original  sources  of  the  data  presented 
and  has  checked  the  figures  in  Table  14  with  the  original  statements. 

From  the  very  complete  data  on  the  sewers  of  Ocean  Grove,  N.  J., 
presented  by  Mr.  Pugh,  the  writer  has  selected  the  quantities  given  in 
Tables  12  and  13  as  representative  results,  and  the  figures  in  Table  14 
for  the  Ocean  Grove  sewers  are  averages  of  the  quantities  in  those 
tables. 

In  order  to  reduce  Table  14  to  a  convenient  size,  certain  abbrevia- 
tions have  been  used,  as  noted  at  the  bottom  of  that  table. 

In  Columns  15,  16,  and  17  the  quantity  of  infiltration  is  expressed 
in  three  units. 

In  Column  15  it  is  given  in  gallons  per  24  hours  per  foot  of  joint. 
This  is  the  rational  unit  for  pipe  sewers,  as  suggested  in  the  paper. 

In  Column  16  it  is  expressed  in  gallons  per  24  hours  per  inch  of 
diameter  per  mile  of  sewer.  This  unit  is  suggested  by  Mr.  Gregory, 
as  an  improvement  on  that  proposed  by  the  writer  for  concrete  and 
brick  sewers.  The  writer  accepts  Mr.  Gregory's  unit  as  rational  and 
convenient  for  both  pipe  and  concrete  or  brick  sewers.  In  examining 
the  figures  in  Column  16  it  should  be  borne  in  mind  that  though  this 
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Mr.  unit  pivos  a  lair  coiMjjanson  l)»,'tvvi'(;ii  tlic  infiltration  iii  two  sewers 
ot  Similar  type,  vitnried  pipe  or  concrete,  it  does  not  give  a  tair  com- 
parison l)('tW(M'ii  sewers  oi"  ditferent  tyjx's,  because  tlio  entire  length  of 
a  concrete  sewer  is  porous,  and,  in  a  pipe  sewer,  infiltration  is  sii[)i)osed 
to  take  place  only  at  the  joints. 

In  Table  5  Mr.  Gregory  computes  the  quantity  of  infiltration  ex- 
pres.<5ed  in  this  unit  for  seven  sewers,  two  of  which  (Items  11  and  17) 

TABLE  14. — Data  on  the  Infiltration 


Place. 

Date  of 
construction. 

Date 

of 
test. 

1 

w 

O 

>, 

Material. 

Diameter 

or 
dimensions, 
in  inches. 

c  c 

Spacing 
and  type 
of  jouits. 

(1)                           (2) 

(3) 

(1) 

(5) 

(6) 

(7) 

(8) 

(9) 

Boston,  Mass 

Cr. 

V.   P. 

8  to  36 
Various. 

137.00 

700.00 

11.00 

16.00 

29.00 

1 

1 

Mass  State        . .             ' 



Canton,  Ohio 

T^rni'kf  on    Mjms                  .    . . ' 

E   Oranere   N   .T           .... 

E  Orange  N  J     

V.  P. 

8  to  24 

25.00 

150.00 

0.3 

1.7 

1.2 
0.6 

Joint  Trunk  Sewer  N  J 

N  Brookfield   Mass      . 

1 

12 

6 

27 
30 
15 

Rogers  Park,  111 

Un. 

I    Deep 
1  sockets. 

Altoona   Pa        . .          ... 

Altoona    Pa 

Alliance,  Ohio 

Cr. 

V.  p. 

Clinton    Mass 

Concord    Mass                        

Framingham  Mass                

Gardner,  I\lass   

Mad  ison    Wis ' 

Maiden,  Mass ' 

Cr. 

V.  p. 

38.00 

Marlboro,  Mass ' 

Natick,  Mass ' 

New  Orleans,  La 

Reading,  Pa 

Westboro  Mass 

1899 
1889 
1892 

15 
6  to  18 
6  to  18 

20 

12 

24 
10  to  24 

4  to  12 
4  to  12 

0.37 
13.38 
13.38 

Stamford   Conn 

i888* 
1888 

Cr. 
Cr. 
Cr. 
Cr. 
Cr. 
Cr. 

Cr. 

Cr. 

.    V.  p. 
V.  p. 
V.  p. 
V.  p. 
V.  p. 
V.  p. 

V.  p. 
V.  p. 

Stamford   Conn 

New  Bedford  Mass   . 

Fond  du  Lac  Wis 

1.33 

E  Orange  N  J 

Ocean  Grove,  N.  J 

1911 
1911 

1912 

1912 
1903 

3.25 

3.25 
198.7 

Or. 
Or. 

j       3  ft. 

Ocean  Grove,  N.  J 

1  cement. 

\       3  ft. 

Newark,  N   J 

/  cement. 

E.  Orange,  N  J 

R. 

B. 

B. 

B.  &  C. 

B.  &  V.  P. 

24  by  36 

Westboro,  Mass 

Altoona,  Pa 



R. 

33^  by  44 

'"8  to  24" 
42  by  42 

44  to  72 

0.95 

""5!66 

0.33 
9.04 

Peoria,  111 



New  York  City 



1 

Columbus  Ohio                     '  i^fi 

1906 
1912 

H.S. 
Cr. 

C. 

C.  1:2:4 

, 

Bronx  Valley,  N.  Y 

1909 

or. 

None. 

The     following     abbreviations    have    been    used    in    this     table :    Cr.    =    Circular, 
Un.  =   Unusual,   Or.   =   Ordinary,   G.  =  Gravel,   Q.    =    Quicksand,  S.   C.  =    Sandy  clay, 
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have  cross-sections  other  than  circular.  In  these  two  cases  he  uses 
the  average  of  the  dimensions  of  the  cross-section  stated.  If  the  re- 
sulting infiltration  is  to  be  compared  with  that  found  in  sewers  of 
circular  cross-section,  a  fairer  comparison  will  be  made  by  using  the 
diameter  of  a  circle  having  a  circumference  equal  to  the  perimeter  of 
the  sewer.  Assuming  the  sewers  (Items  11  and  17,  Table  5)  to  have 
rectangular  cross-sections  of  the  dimensions  given,  and  using  the  diame- 
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OF  Ground- Water  into  Sewers. 


Size  and 

spacing  of 

laterals. 

Wet 
trench, 
percent- 
age of 

total 
length. 

Average 
head  of 
ground- 
water, 
in  feet. 

Charac- 
ter of 
sub- 
grade. 

Infiltration,  in  Gallons 
PER  24  Hours. 

Water-prooting, 

type  and 

percentage  of 

length. 

Per  foot 
of  joint. 

Per  inch 
of  diam- 
eter per 
mile  of 
sewer. 

Per  mile 
of  sewer. 

(10) 

(11) 

(12) 

(13) 

(14) 

(15) 

(16) 

(17) 

! 

2.6 

1818 

40  000 

:::::;::::!:::::::::::;:;::;:;: 

80  000 

26  500 

25  000 

10               Q. 

22  400 

0.8 

540 

8  650 

G.  &Q. 

25  000 

2.0 

0.3 

2.6 
5.0 

18.7 

1420 

207 

1510 

2  890 

13  000 

17  000 

i 

1  240 

i 

1 

40  814 

86  592 

195  000 

32  500 

18 

8 

43  000 

81  180 

i: 

45  875 

48  000 

60 

50  000 

59  540 

88  710 

30  ft.  c.  to  c. 

45  900 

5  172 

100 

88  100 
4110 
7  850 
3  500 
1417 
1010 
2  540 

1890 
5  480 

1  320  300 

6.0 
11.3 
5.0 
2.1 
1.5 
4.7 

2.7 
7.9 

49  340 

94  170 

70  000 

17  000 

100 
100 

j-   100 

i  100 

5 

C. 

24  370 

43  250 

{ 

f 

(2-4in. 
50ft.  c.  toe. 
(2 -4  in. 
( 50ft.  0.  toe. 

3 
4 

S.  C. 

S.  c. 

15  126 

43  764 
115  752 

100 

1 

570  000 

1 

415  850 

1 

5  390 

264  000 

100  000 

81400 
120 

123 

1  300  000 

r     None. 

80 

6  340 

13  ply  felt  and 
1     pitch  4%..., 

*.'J:*i":'at?* 

G. 

7  266 

H,  S.  =  Horse  shoe,  R.  =  Rectangular,  B.  —  Brick,  C.  =  Concrete,  V.  P.  =  Vitrified  pipe, 
C.  =  Clay. 
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Mr.     tor  of  an  eqiiivalnit  circle  in  computing  the  (juantity  ol   infiltration, 
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wo  have,  for  the  Altoona  sewer,  5  390  ^al.  per  day  per  incii  of  diameter 
l)(^r  mile  of  sewer,  and  120  for  the  Columbus  sewer,  instead  of  G  830 
and  151,  ns  computed  by  Mr.  Gregory. 

In  (\thinni  17  the  infiltration  is  given  in  gallons  per  24  hours  per 
mile  of  sewer.  This  unit  is  retained  as  the  most  useful  in  cases  where 
insufficient  data  are  j)resented  for  the  use  of  the  preceding  units. 

Mr.  Allen  calls  attention  to  the  fact  that  in  a  collecting  system  a 
large  proportion  of  the  infiltration  will  come  from  laterals.  An  at- 
tempt has  been  made  to  recognize  this  factor  by  the  addition  of  Col- 
umn 11  in  Table  14,  stating  the  size  and  spacing  of  laterals. 

In  an  impervious  soil  it  may  happen  that  a  sewer,  however  care- 
fully built,  will  be  sufficiently  porous  to  admit  ground-water  as  fast 
as  the  soil  can  carry  it.  That  is  to  say,  the  infiltration  will  be  limited, 
not  bj'  the  imperviousness  of  the  sewer,  but  by  the  quantity  of  ground- 
water transmitted  to  it  by  the  surrounding  soil.  Mr.  Bradbury  states 
that  this  is  usually  the  case.  In  such  a  case  the  infiltration  must  be 
estimated  as  equal  to  the  ground-water  flow,  data  on  which  are  pre- 
sented by  Messrs.  Kuichling  and  Christian. 

The  data  presented  by  Mr.  Rankin,  for  the  Joint  Outlet  Sewer, 
in  Newark,  and  by  Mr.  Pugh,  for  the  sewers  of  Ocean  Grove,  N.  J., 
show  that  the  quantity  of  infiltration  follows  closely  the  rainfall,  indi- 
cating the  direct  dependence  of  the  quantity  of  infiltration  on  the  head 
of  ground-water.  The  greatly  increased  infiltration  into  the  Ocean 
Grove  sewers  in  winter  with  a  high  ground-water  level,  as  compared 
with  that  of  the  same  sewers  in  summer,  illustrates  the  same  point. 

The  divergence  of  opinion  among  engineers  as  to  the  quantity  of 
infiltration  to  be  expected  is  well  illustrated  by  a  comparison  of  the 
comments  of  Mr.  Christian  and  Mr.  Kuichling  on  the  infiltration  re- 
ported by  the  writer  for  the  Bronx  Valley  Sewer.     Mr.  Kuichling  says : 

"In  comparison  with  the  other  observations  cited  herein,  this  rate 
of  infiltration  [0.8  gal.  per  day  per  sq.  yd.  of  interior  surface]  is  ex- 
tremely low,  and  indicates  either  great  water-tightness  of  the  concrete, 
or  an  unusually  dry  subsoil  at  the  time  of  measurement." 

Mr.  Christian  says: 

"From  the  speaker's  experience  with  the  construction  of  concrete 
sewers,  he  would  regard  this  [infiltration]  as  rather  high,  unless  there 
was  some  leakage  at  the  joints,  or  where  each  day's  work  joins  that 
previously  laid;  and  he  suggests  that  a  careful  inspection  would  find 
that  to  be  true." 

As  noted  in  the  paper,  such  an  inspection  was  made,  and  no  leakage 
was  observed;  and,  further,  the  subsoil  could  not  have  been  "unusually 
dry"  because  the  sewer  for  its  entire  length  lay  beside,  and,  for  a  con- 
siderable portion  of  its  length,  directly  beneath,  a  flowing  stream.  The 
low  infiltration,  therefore,  is  apparently  due  to  tight  concrete. 
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The  data  collected  in  Table  14  indicate  that  the  quantity  of  infiltra-  Mr. 
tion  is  dependent  on  so  many  conditions,  and  may  vary  between  such 
wide  limits  under  apparently  similar  conditions,  that  the  estimate  of 
this  flow  in  a  sewer  to  be  constructed,  is  a  matter  calling  for  the  exer- 
cise of  judgment  enlightened  by  experience,  rather  than  an  attempt  to 
apply  a  mathematical  formula. 
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FREMANTLE  GRAVING  DOCK : 
STEEL  DAM   CONSTRUCTION  FOR  NORTH  WALL.* 

By  Joshua  Fielden  Ramsbotham,  Assoc.  M.  Am.  Soc.  C.  E. 


With   Discussion  by  Messrs.   A.  R.  Archer,   Herbert  E.   Bellamy, 
AND  Joshua  Fielden  Ramsbotham. 


Toward  the  end  of  1910,  the  writer  was  appointed  by  the  Western 
Australian  Government  to  design  and  carry  out  departmentally  the 
Fremantle  Graving  Dock,  the  construction  of  which  was  in  hand 
under  the  Engineer-in-Chief  of  the  Public  Works  Department,  Mr. 
James  Thompson.  When  the  writer  took  charge,  an  area  had  been 
dredged  for  the  dock  to  a  depth  of  49  ft.  below  low-water  mark,  the 
ordinary  rise  of  tide  being  about  3  ft.  6  in.  and  extraordinary  tides 
rising  only  6  ft.  The  tidal  rise  and  fall  are  irregular  and  intermit- 
tent, and,  to  a  large  extent,  depend  on  the  direction  of  the  wind. 

The  whole  policy  of  future  work  depended  on  the  core  borings, 
which  had  been  taken  previous  to  the  writer's  appointment.  From  these 
73  core  borings  (two  typical  bores  are  shown  on  Fig.  3)  it  will  be 
noted  that  the  ground  consisted  generally  of  a  calcareous  sandstone 
containing  pockets  of  sand,  with  a  bed  of  clay  at  a  lower  level. 

After  careful  consideration  and  examination  of  the  dredged  spoil, 
the  writer  advised  the  Engineer-in-Chief  to  recommend  the  Govern- 
ment to  abandon  the  site.  From  the  plan,  Fig.  1,  it  will  be  noted  that 
by  doing  this,  the  entrance  and  fairway  to  the  harbor  would  be  con- 

*  Presented  at  the  meeting  of  April  2d,  1913. 
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siderably  improved,  and  the;  work  already  done  (rould  be  turned  to 
advantage. 

However,  costlj'  enterprises  and  large  undertakings  are  not  to  be 
clianged  lightly,  and  it  was  decided  to  put  down  a  shaft,  make  an 
examination  of  the  bottom,  and  thoroughly  test  the  porosity  of  the 
ground.  For  this  purpose  a  shaft,  8  ft.  6  in.  square,  was  built,  con- 
sisting of  12-in.  steel  piles,  60  ft.  long,  manufactured  by  the  United 
States  Steel  Products  Company,  the  minimum  head  being  48  ft. 

This  shaft  or  dam  was  unwatered  successfully  by  two  7-in.  pulso- 
meter  pumps,  no  puddled  clay  being  used  on  the  outside.  On  pump- 
ing do\vn  to  26  ft.  below  low  water,  a  burst  or  "blow"  occurred  under 
the  root  of  the  piles,  which,  to  a  large  extent,  choked  itself;  but  it 
was  sufficiently  sealed  finally  by  a  "swab"  of  Italian  gasket  attached 
to  a  sinker,  which  enabled  the  shaft  to  be  pumped  out.  On  examina- 
tion it  was  found  that,  at  48  ft.  below  low  water,  the  rock  was  hard 
on  the  north  side,  but  very  soft  in  the  remainder  of  the  area,  and 
it  had  been  noticed  that  three  of  the  piles  had  refused  to  drive  home  on 
the  north  side,  while  the  remainder  drove  easily,  a  few  so  easily  (li  in. 
at  a  blow)  that,  although  they  were  not  driven  to  a  set,  driving  had 
to  be  stopped  or  they  would  have  been  under  water. 

This  variation  of  ground  in  such  a  small  area  was  very  marked, 
and,  in  his  report,  the  writer  pointed  out  that  it  was  problematical 
whether  it  would  be  safe  to  found  a  dock  in  this  particular  locality, 
and,  further,  that  there  were  indications  that  heavy  pumping  would 
be  necessary. 

On  drawing  the  piles  it  was  noticed  that  they  had  penetrated 
a  bed  of  clay,  thus  confirming  the  borings,  and  also  showing  that  the 
clay  was  of  good  quality. 

The  writer  again  advised  the  Government,  on  the  grounds  of  the 
uncertainty  of  the  bottom  and  of  the  initial  cost,  to  change  the  site. 
It  was  decided  finally  by  the  Government  to  curtail  the  sphere  of 
operations  to  the  north  wall  of  the  dock,  and,  in  the  event  of  the  ground 
being  found  unsatisfactory  and  the  ultimate  cost  prohibitive,  to 
abandon  the  dock  and  construct  a  quay  for  commerce.  At  the  same 
time  the  spit  of  rock  was  to  be  dredged  out,  thereby  considerably  im- 
proving the  harbor. 

In  work  of  this  character  prime  cost  is  very  often  not  sufficiently 
realized,  but  in  this  case  estimates  were  prepared,  from  data  obtained 
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Fig.  2. — View  of  Dam  for  Fremantle  Graving  Dock. 
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from  similar  work,  accounting  for  every  item  except  pumping,  which, 
considering  that  it  was  deemed  impossible  to  ascertain,  was  left  as  an 
unknown  quantity,  with  the  intimation  that  the  cost  would  be  excessive. 
Prom  the  borings  it  will  be  seen  that  the  material  in  which  the  piles 
were  driven  consisted  of  a  hard  limestone  cap,  coral,  clay,  and  sand- 
stone, the  limestone  cap  being  particularly  hard  in  a  portion  of  the 
pumping  station,  where  a  total  of  60  ft.  of  driving  had  to  be  done, 
or,  in  other  words,  each  pile  had  to  be  driven  60  ft.  into  the  ground. 

Public  tenders  were  called  for,  and  the  lowest,  that  of  the  United 
States  Steel  Products  Company,  was  accepted. 

It  is  worthy  of  record  that,  in  driving  one  of  the  steel  piles,  a 
45-lb.  per  yd.  steel  rail  was  cut  into  two  pieces,  one  section  being 
found  subsequently  on  excavating  within  the  dam. 

From  a  driving  point  of  view,  these  piles  are  admirable,  as  the 
cross-sectional  area,  or  displacement,  is  small  compared  with  the  cover- 
ing area  of  the  face  of  the  pile,  it  being  very  much  like  driving 
a  knife  into  a  pat  of  butter,  and  yet,  although  whippy,  with  care  very 
few  piles  were  damaged ;  and,  further,  in  shipping  1  900  piles,  60  ft. 
long,  from  the  United  States  to  Western  Australia,,  not  one  was 
damaged,  and  only  two  were  damaged  in  handling  for  driving.  In 
handling  from  the  steamer  it  was  found  best  to  have  8  by  S^-in.  fish- 
plates of  Oregon  pine,  10  ft.  long,  with  a  sling  chain  around  them, 
placed  20  ft.  from  one  end. 

In  handling,  preparatory  to  driving,  a  single  piece  of  7  by  3-in. 
Oregon  pine,  8  ft.  long,  was  found  best,  and  was  slung  one-third  from 
one  end. 

Design  of  Dam. — The  design  of  the  dam,  to  a  large  extent,  was 
assisted  by  the  results  attained  in  the  small  trial  shaft.  The  object 
was  to  have  as  few  sets  of  timber  as  possible,  consistent  with  safety, 
and  as  all  the  shoring  had  to  be  done  by  divers,  both  from  the  point 
of  view  of  economy  and  speed,  this  was  most  important. 

The  points  that  require  careful  watching  in  designing  a  dam  are: 

1. — Strength  of  skin  (which  can  be  taken  as  a  beam  supported 
at  several  points,  and  to  an  extent  this  is  advantageous,  as 
benefit  is  derived  from  contraflexure) ; 

2. — Strength  of  walings  or  longitudinal  beams; 

3. — Strength  of  shores  or  transverse  columns;  and, 

4. — Factor  of  safety  on  the  dam. 
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Great  benefit  may  be  derived  from  working  in  water,  as  it  is  pos- 
sible to  calculate  exactly  the  loads  which  the  various  members  of 
the  structure  have  to  carry;  and,  needless  to  say,  the  object  is  to  place 
the  walinge  and  shores  so  that  they  and  also  the  skin  will  have  an 
ample  factor  of  safety. 

For  many  reasons,  it  was  decided  to  use  jarrah  for  the  walings  and 
shores,  and,  as  the  writer  had  no  previous  knowledge  of  this  timber, 
it  was  with  no  small  interest  that  he  watched  its  behavior.  As  jarrah 
is  a  product  of  Western  Australia,  a  supply  could  be  obtained  at  the 
reasonable  price  of  2  shillings  per  cu.  ft.  delivered  in  railway  trucks 
on  the  job.  It  is  nearly  always  heavier  than  water,  and  consequently 
will  sink,  which  is  an  advantage  for  divers'  work;  its  strength  lies  in 
its  outer  fibers,  therefore  it  is  safer  to  use  hewn  than  sawn  jarrah, 
as  hewers  will  always  hew  with  the  grain. 

As  heart  timber  was  being  accepted  in  this  case,  the  heart  was  in 
the  neutral  axis  or  center  of  the  log;  further,  as  jarrah  is  short  in 
grain,  it  is  certainly  advisable  not  to  accept  sawn  logs,  as  there  is 
danger  of  the  grain  running  out  unless  great  care  is  exercised.  In 
addition  to  this,  as  the  dam  was  being  built  in  sections,  the  divers 
keeping  ahead  of  the  pumped-out  sections,  the  Teredo  navalis  had  to 
be  guarded  against,  and  jarrah  is  the  best  local  timber  for  resisting 
this  pest. 

In  designing  the  dam,  a  maximum  tide  of  6  ft.  6  in.  above  low- 
water  mark  was  considered  (this  is  seldom  if  ever  reached),  and  the 
dredged  bottom  was  taken  at  49  ft.  0  in.  below  low-water  mark,  thus 
giving  a  total  calculated  head  of  55  ft.  6  in.,  which  in  actual  work 
could  be  taken  at  51  ft.  Further,  clay  puddle  was  tipped  to  a  mini- 
mum height  of  9  ft.  at  the  skin  of  the  dam,  in  order  to  make  a  seal 
of  the  porous  rock,  and,  at  the  same  time,  reduce  considerably  the 
head  on  the  dam.  Assuming  that  the  shores  are  placed  at  10-ft. 
centers  horizontally,  the  pressure  on  a  strip  of  dam,  10  ft.  wide,  is: 

55  ft.  6  in.  X  10  X  55  ft.  6  in.  X  64        ^  ^^  ^ 

=  440  tons. 

2X2  240 

The  s-trength  of  a  jarrah  beam,  loaded  uniformly  and  supported 
at  each  end,  is  given  by  the  following  formula,  in  which  ^  is  a  con- 
stant which  has  been  ascertained  to  be  13;  B  is  the  breadth,  and  is 
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assumed  to  be  14  in.;  D  is  the  depth,  and  is  assumed  to  be  14  in.; 
and  L  is  the  length,  which  is  9  ft.,  or  108  in.: 


Breaking  weight,  in  hundredweights  = 


L 

8  X  13  X  14  X  14  X  14 


108 
=  2  642  cwt. 

=  132  tons. 

132 
Thus,  using  a  factor  of  safety  of  3,  the  safe  load  =  — ^ —  —  44  tons. 

3 

440 

Thus  the  number   of   walings  or  beams  required  is =  10. 

44 

It  is  worthy  of  note  that,  in  calculating  the  strength  of  walings, 
no  allowance  was  made  for  the  fact  that  the  beams  were  continuous 
over  several  supports,  thus  giving  a  greater  margin  of  safety  than  is 
shown.  The  shores  or  columns  were  12  in.  square  and  22  ft.  8  in. 
long,  and  were  worked  out  by  Gordon's  formula  in  a  similar  manner, 
one  end  being  considered  rounded  and  the  other  fixed,  the  factor  of 
safety  being  slightly  less  than  3. 

When  the  driving  of  the  piles  was  completed,  it  was  found  that 
it  was  impracticable  to  keep  them  absolutely  vertical  or  in  line,  due 
to  the  hard  nature  of  the  ground;  and,  although  the  divers  packed 
between  all  piles  and  the  back  of  the  walings,  a  certain  amount  of 
unquestionable  bridging  or  arching  took  place.  This  was  so  marked 
that,  without  any  further  delay,  additional  shores  were  placed  along- 
side those  already  in,  the  factor  of  safety  of  the  walings  thus  being 
increased  to  3|  and  the  shores  to  almost  4^. 

The  skin  of  the  dam  is  important,  and  the  largest  span  was  settled 
empirically  from  observations  taken  while  pumping  out  the  small 
trial  shaft,  and  was  a  clear  span  of  8  ft.  8  in.,  subjected  to  an  actual 
head  of  17  ft.  7  in.  of  water.  In  the  dam  in  question,  the  span  was 
8  ft.  7  in.  between  the  second  and  third  shores.  Between  the  first  and 
second  shores  the  clear  span  is  9  ft.  11  in.,  and,  although  allowance 
was  made  for  a  high  tide  of  6  ft.  6  in.,  it  is  seldom  if  ever  reached. 
From  the  writer's  experience,  a  clear  span  of  8  ft.  8  in.,  subjected  to  a 
mean  head  of  16  ft.  8  in.,  is  quite  satisfactory,  the  total  load  on  a 
pile  being  4.88  tons,  and  the  maximum  stress  about  10  tons  per  sq.  in. 
From  the  foregoing  it  may  be  noted  that  uniformity  has  been  reached 
in  the  temporary  dam,  and  certainly  not  at  the  expense  of  "safety. 
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The  unibnyniciit  lor  the  puini)iiig"  station  offered  difliculties  out- 
side tlie  ordinary  section  of  the  dam,  and  the  writer  proposes  to  touch 
on  it  briefly  at  this  stage. 

The  niaxinunn  lc'n{>th  of  the  shores  (shown  on  Fig.  3)  is  57  ft.  They 
were  built  up  of  14  by  14-in.  jarrah  logs,  with  fish-plates  at  top  and 
bottom  consisting  of  20-ft.  half  timbers  of  jarrah  (14  by  7  in.),  without 
heart,  held  together  with  fourteen  1-in.  bolts.  Care  was  taken  to 
alter  the  lengths  of  the  timbers  in  each  line  of  shores  so  as  to  alter 
the  position  of  the  joint;  this  is  important. 

In  turn,  these  shores  were  subdivided,  by  vertical  and  horizontal 
"toms",  into  small  shores  18  ft.  in  length.  Each  tier  of  shores  was 
carefully  anchored  to  the  line  below  by  long  bolts,  and,  during  excavat- 
ing, they  were  invariably  kept  packed  down  to  the  ground  by  relieving 
"toms".  Further,  a  deflection  of  1^  in.  in  the  center  was  allowed  so  as 
to  overcome  any  tendency  of  the  shore  to  bend  upward  or  break,  and, 
in  addition,  there  was  always  considerable  weight  on  the  top  setting, 
due  to  the  staging  carrying  the  crane  and  railway  tracks.  No  trouble 
was  experienced  in  any  way  from  these  shores,  the  factor  of  safety 
on  them  being  5.27. 

Practical  Points  on  Construction. — Important  points  were  observed 
during  the  construction,  and  perhaps  the  writer  may  be  pardoned  for 
stating  them  in  some  detail. 

First,  it  is  of  the  utmost  importance  that  the  female  end  of  the 
pile  should  always  be  driven  over  the  male,  and  not  the  male  in  the 
female.  If  the  latter  is  done,  a  column  of  spoil  will  be  compressed 
under  the  male  in  the  jaws  of  the  female  which  will  finally  end  in 
the  bursting  of  the  structure.  To  enable  rapid  progress  two  piles 
were  split  down  the  center  and  a  double  male  pile  manufactured,  rivet- 
ing a  6  by  3  by  i-in.  T-iron  on  the  back  for  stiffness.  By  this  means 
two  piling  machines  were  utilized;  one  was  built  on  an  outrigger,  with 
one  end  supported  on  staging  and  the  other  end  on  a  log  on  the 
ground,  the  piling  frame,  winch,  boiler,  etc.,  being  self-contained  and 
easily  moved.  The  other  machine  was  on  a  barge,  and  was  also  self- 
contained. 

In  passing,  it  may  be  mentioned  that  the  piling  winches  were 
made  by  the  Lidgerwood  Manufacturing  Company  (No.  72:^),  and  were 
capable  of  working  a  2-ton  "tup"  or  hammer.  A  30-cwt.  tup  was 
found  to  be  best  in  practice,  and  a  good  man  can  get  20  blows  per 
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mill.,  a  5-ft.  drop  being  quite  sufficient.  From  the  plan  it  will  be 
noticed  that  provisions  were  made  for  subdividing  the  dam  every  100  ft. 
by  using  T-piles,  a  male  and  female  T-pile  being  left  opposite  each 
other;  this  was  done  in  accordance  with  the  catalogue  of  the  makers 
of  the  piling.  When  the  time  came  to  drive,  however,  difficulties 
arose,  and  as  they  could  be  overcome  very  easily  by  the  manufacturers 
of  the  piles,  the  writer  mentions  them,  hoping  that  he  may  thus  assist 
others. 

First. — By  having  a  female  T-pile,  it  would  mean,  in  the  ordinary 
course,  driving  a  male  pile  in  it;  as  previously  mentioned,  if  this  is 
done,  it  will  end  in  disaster,  unless  the  spoil  in  which  it  is  driven 
is  a  fluid  mud.  To  overcome  this,  a  double  female  pile  was  made,  and 
on  one  side  a  strip  of  iron,  1  in.  wide  and  ^  in.  thick,  was  tapped  on 
the  outside  on  one  jaw  in  order  to  make  a  lock.  The  jaws  were 
then  interlocked,  and  the  pile  was  driven,  there  being  clearance  for 
any  displacement  of  spoil  between  the  jaws. 

Second. — Great  care  must  be  exercised  in  keeping  the  two  T-piles 
parallel,  otherwise  obvious  difficulties  will  arise  in  closing.  The  manu- 
facturers could  overcome  this  by  making  an  expanding  pile  with 
slotted  holes,  so  as  to  enable  the  closing  pile  to  vary  its  width  from 
the  top  to  the  bottom. 

Third. — Even  with  parallel  piles,  it  is  extremely  hard  to  marry  in 
with  the  closing  pile,  and  it  is  desirable  to  have  a  few  piles  of  dif- 
ferent width. 

Fourth. — If  a  male  T-pile  is  used  at  each  side  of  the  dam,  as 
should  be  done,  a  double  female  pile  is  required  with  which  to  end, 
and  such  should  be  supplied  by  the  manufacturers. 

Fifth. — If  a  male  T-pile  is  urgently  required,  it  can  easily  be 
made,  and  at  small  cost,  by  riveting  an  ordinary  45-lb.  rail  to  an 
ordinary  pile. 

Sixth. — In  driving  the  piles,  the  moment  one  seems  to  be  harden- 
ing up  and  has  not  reached  the  required  depth,  another  should  be 
driven  ahead  of  it,  and,  if  necessary,  this  should  be  repeated  until 
there  are  signs  of  having  reached  soft  ground  again.  It  is  then 
possible  to  exert  more  force,  but  even  then  abuse  must  not  be 
resorted  to,  as  there  is  grave  danger  of  parting  the  piles,  but  if  this 
does  happen  by  having  driven  ahead,  that  danger  is  limited  in  extent 
and  is  only  local. 


DAM   1  OR   FREMANTLE   GRAVING    DOCK  1953 

From  the  cross-section  it  will  be  noted  that  the  piles  toward  the 
shore  were  driven  on  the  side  of  a  cliff,  which  had  been  left  in  a  very 
irregular  condition  by  the  dredging,  and  added  considerably  to  the 
difficulties  of  the  piling  gang;  it  also  rather  retarded  the  progress,  as 
some  piles  had  to  be  drawn.  A  fair  month's  work  for  the  two  ma- 
chines, there  being  two  8-hour  shifts  on  each  machine,  averaged  370 
piles,  representing  9  361  lin.  ft.  of  driving. 

The  first  steel  pile  was  driven  on  July  14th,  1911,  and  pumping 
was  started  in  Dam  Section  No.  1  on  November  16th,  the  entire  dam 
being  framed  by  the  end  of  that  year. 

It  is  interesting  to  note  that  1  872  steel  piles  were  used,  repre- 
senting 47  385  lin.  ft.,  or  9  miles  of  actual  driving.  In  the  first  dam 
section  there  were  401  piles,  which  gives  24  060  lin.  ft.  of  joint,  repre- 
senting very  nearly  5  miles  of  joint. 

Constructional  Work. — At  the  top  of  the  piles  it  will  be  noted  that 
a  substantial  back-strap  is  provided,  consisting  of  a  12  by  12-in. 
jarrah  log.  This  strap  was  bolted  through  every  fourth  steel  pile  and 
the  inside  waling  by  a  1-in.  bolt.  Although  no  trouble  was  experienced, 
the  writer  would  recommend  l:|-in.  bolts  for  this  purpose. 

The  walings  were  hung  by  two  1-in.  bolts  from  the  top  timber, 
breaking  joint,  and  between  each  there  were  placed  distance  pieces  or 
"toms",  cut  to  the  required  lengths ;  in  this  way  the  necessary  accuracy 
of  placing  the  walings  by  the  divers  was  assured,  and  the  progress 
was  rapid. 

Owing  to  the  fact  that  the  piles  were  over  at  the  heads  and  out  of 
plumb,  there  was  a  tendency  to  lift  the  walings,  so  that  the  "toms" 
and  through  bolts  play  an  active  part,  and  require  most  careful  watch- 
ing, as  in  the  event  of  any  small  movement,  a  disaster  of  great 
magnitude  to  life  might  result,  and  almost  without  any  warning.  No 
movement  was  observed,  but  careful  examinations  were  made  and 
soundings  were  taken  every  10  ft.  daily  on  the  clay  outside  the  dam. 

When  necessary,  packings  were  placed  between  the  walings  and 
the  steel  piles  by  the  divers,  and,  when  the  dam  was  pumped  dry,  their 
work  was  found  to  have  been  done  both  creditably  and  satisfactorily. 

Across  the  embayment  to  the  pumping  station  some  interesting 
work  was  done.  As  there  was  only  a  sloped  bank  to  which  to  shore, 
it  was  obvious  that  some  other  method  would  have  to  be  adopted. 
Accordingly,   half  timbers   were   bolted   on   the   long   shores,   top   and 
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bottom,  and  piiokcd  against  the  top  and  bottom  of  tlie  fish-plates 
which  served  to  build  up  the  long  shores  and  for  wliich  purpase  four- 
teen 1-in.  bolts  were  nsod.  Tliis  is  shown  clearly  by  the  section  at 
B  B,  Fig.  :•>. 

I\ing  j)ilt's.  composed  of  two  14  by  1  l-in.  jarrah  logs,  JKjlted  side 
by  side,  were  driven  into  the  ground,  and  shores  were  then  placcHJ 
by  the  diver  from  the  waling  to  the  king  i)ile,  and  again  sliored  to  the 
bolted  half  timbers,  as  i)ro\Ionsly  moTition(Hl.  when  tbf  dnm  wns  otiniMcd 
down. 

As  soon  as  the  water  was  below  each  setting,  the  long  shores  were 
put  in,  and  all  "tomming"  and  "lacing"  done  at  once. 

Pumping  Plant. — Three  15-in.,  centrifugal  pumps  were  used,  each 
capable  of  working  as  follows : 


Total  head, 
in  feet. 

Revolutions 
per  minuie. 

Capacity,  in  eralJons 
per  minute. 

40 

500 

4  900. 

50 

500 

4  400. 

60 

500 

3  800. 

The  weight  of  the  pumps  and  engine  combined  was  about  4  tons, 
so  that  they  were  within  convenient  compass  of  the  5-ton  cranes  in  use. 

Allen  "Conqueror"  centrifugal  pumps  were  used,  and  were  direct- 
coupled  to  "Allen"  enclosed  two-cylinder  compound  engines.  Each 
engine  developed  110  h.p.  at  450  rev.  per  min.  and  a  steam  pressure  of 
110  lb.  per  sq.  in.,  the  diameter  of  the  cylinders  being  10  and  14  in.,  and 
the  length  of  the  stroke  6^  in. 

The  boilers  were  made  by  E-uston,  Proctor  and  Company,  Limited,  of 
Lincoln,  England,  and  at  first  consisted  of  two  semi-portable,  multi- 
tubular boilers,  each  having  a  grate  area  of  26  sq.  ft.,  capable  of 
evaporating  4  000  lb.  of  steam  per  hour,  with  a  pressure  of  150  lb.  per 
sq.  in.,  the  heating  surface  being  814  sq.  ft.  Their  length  over  all 
was  20  ft.  1  in.,  their  diameter,  4  ft.  6^  in.,  and  each  contained  105  2^-in. 
tubes.  The  weight  of  each  boiler  without  fittings  was  9  tons  2  cwt., 
and  with  fittings,  11^  tons. 

Pumping  was  started  on  November  16th,  1911,  and  continued  with- 
out intermission  until  July  23d,  1912.  It  was  found  necessary  to  add 
another  boiler,  due  partly  to  the  low  calorific  value  of  the  coal  used, 
but  mainly  on  account  of  the  necessity  for  cleaning  and  washing  out 
the  boilers,  such  operations  being  prejudicial  to  the  continuous  running 
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Fig.  4. — Excavation  for  Pumping  Station,  Frrmantle  Graving  Dock. 


Fig.  5. — Method  of  Shoring  Dam  for  Fremantle  Graving  Dock. 
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of  three  pumps.     In   addition,   one  7-in.   steam  pulsometer  pump  was 
used  for  well  sinking,  etc. 

The  Imperial  Electric  and  Engineering  Company,  of  Perth,  West- 
ern Australia,  was  the  local  agent  for  the  above  firms,  and  it  is  satis- 
factory to  note  that  from  start  to  finish  there  were  no  breakdowns,  a 
result  which  is  most  satisfactory  when  the  entire  work  is  at  the  mercy 
of  the  pumps. 

Work  Done  Under  Cover  of  the  Temporary  Dams. — The  pumps 
were  first  placed  in  the  bays  by  the  bulkhead,  one  pump  taking  up  one 
bay  of  the  dam.  They  were  supported  on  a  staging  well  braced,  checked, 
and  bolted  to  timber  piles  driven  inside  the  dam.  At  first  all  three 
pumps  were  engaged,  but  gradually  a  reduction  in  the  pumping  took 
place.     The  area  to  be  unwatered  was  10  453  sq.  ft. 

After  excavating  some  20  ft.,  it  was  found  that,  due  to  the  hardness 
of  the  rock  in  that  locality,  some  of  the  piles  had  not  driven.  On  reach- 
ing a  level  of  20  ft.  below  low-water  mark,  it  was  decided  to  excavate 
a  10  by  7i-ft.  well  for  the  temporary  pumps,  down  to  43  ft.  below 
low-water  mark,  within  steel  piles,  and  in  the  center  of  the  main  pump- 
ing station,  as  shown  on  Fig.  6.  This  was  done,  using  a  7-in.  pulso- 
meter for  sinking  purposes.  Sulphureted  hydrogen  gas  was  en- 
countered, which  caused  very  great  discomfort  to  the  workmen,  some 
of  whom  became  temporarily  blind,  others  developed  eczema,  and  every 
one  concerned  had  a  bad  yellow  color  and  became  "as  lean  as  crows", 
suffering  from  severe  attacks  of  cramps  and  general  debility.  A  silver 
coin  placed  in  the  water  became  of  a  bronze  color  in  a  few  seconds.  In 
front  of  the  well,  the  piles  were  of  steel  cut  into  5-ft.  lengths,  and  a  grat- 
ing was  provided  which  worked  in  a  groove,  so  that,  when  excavating  in 
the  body  of  the  dam,  a  5-ft.  length  would  be  removed,  and  the  pumps 
were  protected  by  the  grating.  This  answered  admirably,  and  no  in- 
convenience was  caused  by  the  silting  up  of  the  rose  on  the  pumps. 

Unfortunately,  after  everything  had  been  completed  in  the  shaft, 
a  blow  occurred  in  the  bottom  of  the  well,  and,  although  not  serious, 
it  was  necessary  to  discover  its  source.  The  first  thought  was  that 
the  flow  might  be  coming  under  the  ground  where  the  piles  had  not 
driven  satisfactorily,  or,  in  other  words,  the  hydraulic  gradient  had  not 
been  cut  off.  To  ascertain  this,  holes,  30  ft.  deep,  were  drilled  5  ft. 
away  from  the  skin  of  the  chamber  opposite  the  gap  in  the  piling 
and  5  centers  apart;  on  drilling  to  a  depth  of  28  ft.,  or  48  ft.  below 
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low-water  mark,  tlie  drill  dropped  2  ft.  nnd  water  spurted  up  through 
the  hole.  It  wns  thought  that  the  source  of  the  trouMo  liad  been 
found. 

I'd  try  and  trace  the  flow  of  water,  a  strong  solution  of  potassium 
porninnganate  (KMn  O^)  was  forced  under  pressure  down  the  drilled 
holes,  but  no  results  were  observed.  On  mentioning  the  matter  to 
Mr.  E.  A.  Mann,  the  Government  Analyst,  he  pointed  out  that  the 
sulphureted  hydrogen  would  change  the  purple  color  of  the  per- 
manganate rapidly  to  brown,  and  then  to  a  colorless  solution,  this 
being  due  to  the  sulphureted  hydrogen  (H^  S)  changing  the  per- 
manganate to  an  oxide  of  manganese  with  a  deposition  of  pure  sulphur. 
Some  sulphate  due  to  the  formation  of  sulphuric  acid  (H.^  S  0^)  is 
also  probably  formed. 

Mr.  Mann  kindly  gave  this  question  of  the  presence  of  sulphureted 
gas  his  attention,  as  it  was  very  noticeable  that  there  was  considerable 
corrosion  on  the  steel  piling,  in  addition  to  the  other  features  men- 
tioned previously.     The  writer  will  refer  to  this  matter  later. 

For  tracing  the  flow  of  water,  Mr.  Mann  recommended  fluorescein 
or  resorcinolphthalein  (C^B^^^O^),  a  few  grains  of  which  gave  an  ex- 
tremely bright  green  fluorescence,  which  did  not  lose  its  color  even  in 
a  considerable  volume  of  water. 

Almost  immediately  a  flow  of  water  was  traced  in  the  main  dam,  a 
few  seconds  only  elapsing  after  putting  in  a  few  grains  of  fluorescein 
before  its  presence  was  apparent.  Accordingly,  systematic  drilling 
and  grouting  under  x)ressure  was  adopted,  and,  as  it  was  novel  to  the 
writer,  he  may  be  pardoned  for  referring  to  the  subject  in  some 
detail. 

''^  Dialling. — It  was  found  advisable,  from  experience,  first  to  procure 
a  4-in.  iron  pipe,  from  18  to  24  in.  long,  and  concrete  it  flush  with  the 
ground  with  a  12-in.  cube  of  concrete,  as  shown  on  Fig.  6.  This  was 
used  for  drilling  purposes,  and  prevented  the  ground  from  being 
fretted  by  the  drill;  it  also  stopped  any  leakage  during  grouting  under 
pressure.  Machine  drills  and  conapressed  air  were  available  for  drill- 
ing, but  the  strata  were  such  as  to  render  them  useless,  and  it  was 
found  to  be  cheaper  to  jump  the  holes  down  by  hand.  A  chisel  drill, 
3  in.  across  the  bit,  was  used,  and,  in  the  pumping-station  area, 
30  ft.  was  the  minimum  depth  of  hole  drilled.  On  reaching  a  level 
of  48  ft.  below  low-water  mark,  as  previously  mentioned,  a  cave  2  ft. 
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deep  was  entorcHl,  and  a  strong'  ilow  of  water  iiihIct  preasure  was  set 
free.  The  hole  having  been  drilled  to  the  requisite  level,  an  iron  pipe, 
3  ft.  long  and  2  in.  in  diameter,  was  hammered  in.  This  pipe  had  been 
previously  roughened  on  the  outside  and  tightly  wound  with  strips  of 
soft  bagging,  making  a  tapered  shape  very  much  like  an  ordinary 
top;  this  was  well  tallowed  and  tightly  bound  with  strong  twine;  on 
the  upper  end  of  the  pipe  was  a  thread  on  which  was  screwed  an 
ordinary  2-in.  straight-way  valve.  In  some  cases  tapered  wooden  plugs 
were  used  until  immediately  previous  to  grouting,  when  they  were 
replaced  by  the  pipe  valve.  It  may  be  mentioned  that  there  was  no 
trouble  from  leakage,  even  under  a  pressure  of  75  lb.  per  sq.  in. 

Grouting  Machine. — A  grouting  machine,  Fig.  9,  similar  to  the  Can- 
niff  tank  grouting  machine*  was  made.  Small  modifications,  which  pos- 
sibly might  be  regarded  as  improvements  were  introduced,  such  as  having 
no  bends  in  the  pressure  pipes,  such  bends  being  obviated  by  having 
T's  fitted  with  plugs  and  used  for  cleaning  purposes.  When  the  pipe? 
became  blocked,  these  plugs  were  found  to  be  invaluable.  The  CanniS 
machine  consisted  of  a  steel  tank,  2  ft.  7^  in.  high  and  18  in.  in 
diameter,  fitted  with  a  movable  hopper  on  top  of  a  hinged  door,  a 
grating  9  in.  from  the  bottom,  to  prevent  lumps  from  going  through 
the  pressure  pipes,  and  an  air  diffuser  again  below,  which  also  served 
the  purpose  of  a  grating.  The  pressure  was  admitted  to  a  T  again 
by  an  ordinary  coupling,  and  had  a  screw-down  valve  on  each  side 
and,  in  addition,  a  straight-way  valve  on  the  grout  exit  pipe.  By  a 
simple  regulation  of  these  valves,  air  pressures  could  be  admitted 
either  at  the  top  or  bottom,  by  which  means  the  grout  was  prevented 
from  settling  and  the  clogging  of  the  pipes  was  reduced  to  a  mini- 
mum. Legs  were  provided  on  the  bottom,  and  on  the  top  flange 
rings  for  slinging,  so  that  the  machine  could  be  moved  readily  by  a 
crane.  The  tank  was  built  in  the  Government  workshops,  and  tested 
at  a  pressure  of  100  lb.  per  sq.  in.,  the  maximum  working  pressure 
being  75  lb.  per  sq.  in. 

Grouting  Under  Pressure. — A  systematic  plan  of  grouting  was  ar- 
ranged (Fig.  6).  By  using  fluorescein,  a  flow  of  water  had  been 
indicated  in  a  cave  subsequently  found  near  the  locality  of  the  tempo- 
rary pumps   (first  position) ;  in  addition  to  this,  a  flow  of  water  was 


*  Transactions,  Am.  Soc,  C.  F..  VoJ.  LXXIII,  p.  404. 
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also    toimd    o|)j)()site    the    temporary    puriip-vvell    in    grouting?    the    bore 
marked  C  on  Fip:.  0. 

On  grouting  the  west  bores  next  to  the  sheeting,  it  was  found  that 
the  flow  of  water  had  been  entirely  stopped.  This  was  proved  con- 
clusively by  the  fact  that  when  grouting  holes  were  drilled  2  ft.  6  in. 
behind  them,  no  water  spouted  up,  and,  further,  the  drilling  was 
done  through  layers  of  hard  cement;  this  was  most  encouraging. 

As  regards  grouting  the  east  side:  A  strong  flow  of  water  was 
observed,  particularly  in  those  grouting  holes  near  the  northeast  corner, 
and  the  entire  line  was  grouted  up  solid  by  the  machine  working  from 
one  hole  in  the  center,  showing  that  considerable  penetration  could 
be  had  for  the  cement. 

^  As  a  precaution,  all  valves  on  the  grouting  pipes  in  the  vicinity 
of  the  pipe  being  grouted  were  left  open  unless  they  were  running 
freely.  In  the  latter  case  one  valve  nearest  the  pipe  being  grouted 
was  left  partly  open.  The  reason  for  this  was  that  with  a  grouting 
pressure,  of  75  lb.  per  sq.  in.,  there  would  have  been  grave  danger  of 
blowing  up  the  ground  which  was  being  grouted,  and  a  valve  in  the 
vicinity  left  open  would  act  as  a  safety  valve.  In  actual  practice  it  was 
observed  that  the  surface  ground  started  to  crack,  due  to  being  in  ten- 
sion, and,  but  for  turning  off  the  pressure  promptly,  trouble  would  have 
been  experienced,  everything  indicating  the  formation  of  a  miniature 
volcano. 

On  an  average,  each  hole  took  43  cu.  ft.  of  grout  (equal  parts  of 
cement  and  water),  and,  when  the  machine  ran  very  freely,  saw-dust 
was  added.  From  subsequent  excavations  it  was  shown  that  the  results 
were  most  satisfactory,  and  the  penetration  of  the  cement  most  marked. 

An  appreciable  decrease  in  pumping  was  now  observable,  but  the 
flow  in  the  well  was  still  considerable.  It  was  decided  to  put  down 
some  trial  holes  in  the  neighborhood  of  the  burst,  and  Holes  A  and  B, 
were  drilled,  as  shown  on  Fig.  6.  While  drilling  Hole  A,  the  drill 
dropped  20  ft.  6  in.  without  any  warning,  indicating  that  a  fissure  or 
cave  had  been  entered,  the  invert  being  67  ft.  5  in.  below  low-water 
mark.  Hole  B,  which  was  4  ft.  9  in.  from  Hole  A,  indicated  by  a 
sudden  drop  of  the  drill  that  the  cave  entered  was  at  that  place  10  ft. 
deep,  the  invert  being  57  ft.  5  in.  below  low-water  mark. 

A  larger  hole  was  then  drilled  into  the  cave  and  a  4-in.  pipe  was 
inserted.     The  water  rose  in   this  pipe  to  within   a  few  feet  of  the 
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h'vol  of  tlio  wat(^r  in  tlie  rivor.  aiul  tlio  prossuro  was  foimd  to  he 
9.53  lb.  per  sq.  in. 

In  one  of  tlio  ffrouting-  bores  a  prassure  of  5  lb.  per  sq.  in.  had  been 
recorded.  It  was  realized  that,  unless  this  cave  could  be  pouted, 
the  chances  of  goiiic:  on  with  the  dock  successfully  were  remote,  and, 
further,  that  the  utmost  caution  would  be  necessary  in  proceeding 
with  the  work.  A  sudden  blow  might  very  easily  have  meant  a 
disaster  to  all  the  men  working  below.  Careful  preparations  were 
made  for  filling  the  cave.  A  swab  of  Italian  gasket  with  a  sinker 
attached  to  marline  was  forced  down  the  pipe  into  the  cave,  and 
there  it  was  taken  by  the  current  and  jammed  into  the  exit  or  burst 
in  the  well.  Altogether,  sixty  of  these  swabs  were  used,  and  in  this 
way  the  burst  into  the  well  from  the  cave  was  sealed.  Then  the  task 
of  filling  the  cave  was  commenced.  As  previously  mentioned,  there 
were  two  pipes  into  the  cave,  on  one  of  which  a  gravity  pipe  was 
fixed  above  ground  level,  consisting  of  a  1-yd.  skip  fitted  with  a  pipe 
and  valve  in  the  bottom,  and  on  the  other  the  grouting  machine  was 
attached  with  the  usual  valve. 

The  fight  was  started  in  the  early  hours  of  the  morning  and  was 

continued   without   stopping   until  midnight.     Altogether,   29   tons   of 

cement  were  forced  into  the  cave;   and,   at  midday,  ashes  and  water 

were  forced  through  the  gravity  machine  with  a  view  of  saving  cement, 

6  tons  of  ashes  being  Used.  5     v  • 

P     " 
A  sounding  was  taken  in  the  well  at  midnight,   and  rio  progress 

at  all  was  observed.     On  sending  a  diver  down  to  inspect  the  well,  he 

reported  that  there  was  practically  no  leakage,  so  that  some  benefit  had 

been  attained  indirectly. 

At  this  stage  several  crucial  points  had  been  definitely  established : 

1. — The  job  would  have  to  be  dealt  with  in  small  sections. 

2. — That  being  the  case,  with  the  pumping  plant  available,  it  would 
take  at  least  8  years  to  complete  the  work,  and  to  overcome  this  it 
would  be  necessary  to  multiply  the  pumping  plant  in  order  to  get 
several  sections  imder  way  at  a  time. 

3. — The  cave  would  either  have  to  be  grouted  up  or  opened  out  and 
filled  with  concrete.  As  the  former  had  failed,  the  latter  would  have 
to  be  attempted,  and  would  be  extremely  difficult. 

4. — The  ground  was  of  such  a  doubtful  character  as  to  render  it 
necessary  to  grout  all  over  the  site,  which  having  been  done,  the  safe 


Fig.  10. — Drilled  Holes  Subsequently  Grouted  Successfully. 
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permissible  load  that  it  would  carry  would  be  low,  and  the  writer  was 
doubtful  whether  3  tons  per  sq.  ft.  could  be  exceeded. 

5. — Corrosion  due  to  sulphureted  hydrogen  gas  was  going  on  so 
rapidly  as  to  render  the  re-using  of  the  front  steel  piles  more  than 
doubtful. 

6. — Steps  would  have  to  be  taken  to  decrease  the  pressure  of  the 
sulphureted  hydrogen  gas.  This  gas  caused  the  writer  considerable 
anxiety,  and  it  is  necessary  to  remember  that  the  stability  of  the  floor 
depended  on  the  concrete  being  fortified  by  steel,  and  such  fortified 
concrete  had  to  be  designed  to  withstand  a  hydrostatic  pressure  from 
below  and  a  statical  load  due  to  a  vessel  on  the  keel  blocks. 

This  latter  was  necessary  owing  to  the  ascertained  uncertainty 
of  the  ground  and  the  presence  of  caves.  Therefore,  if  this  steel 
in  the  ferro-concrete  was  attacked  by  corrosion  accelerated  by  sul- 
phureted hydrogen  gas,  the  consequences  would  be  serious. 

A  supplementary  estimate  was  given  to  the  Government,  which 
brought  the  estimated  cost  of  the  dock  from  its  inception  up  to 
£725  000,  and  the  writer  advised  the  Engineer-in-Chief  to  recommend 
the  Government  to  abandon  the  site  and  look  elsewhere. 

From  a  harbor  point  of  view,  the  site  was  a  bad  one,  and  if, 
as  the  writer  firmly  believes  will  happen,  liners  in  the  Australian 
trade  materially  increase  in  size,  it  is  more  than  probable  that  either 
the  dock  or  the  Port  of  Fremantle  would  have  to  be  moved. 

Bearing  in  mind  that  a  great  deal  of  the  work  done  on  the  site, 
such  as  dredging,  would  be  reproductive,  the  Government  decided: 

1. — To  look  elsewhere  for  a  dock  site; 

2. — To  build  a  quay  on  the  north  side  of  the  dock  site  capable  of 
berthing  any  mammoth  liner  afloat,  and  as  such  berth  was  at 
the  mouth  of  the  river,  it  would  entail  the  minimum  amount 
of  dredging  for  an  entrance  to  the  deep-water  berth ;  and 

3. — To  dredge  away  everything  to  the  south  and  west  and  so  very 
materially  improve  the  harbor. 

It  is  never  satisfactory  to  abandon  any  engineering  work;  never- 
theless, it  is  the  duty  of  the  engineer  to  keep  a  careful  watch,  and  fore- 
cast the  ultimate  expenditure  of  the  work. 

Taking  all  items  into  consideration,  everything  indicated  that  the 
ultimate  cost  of  the  dock  would  be  exceptionally  heavy,   and,  at  the 


1970 


DAM    10l{    KUKMA.V'ILK   (il{AVIN(i    DOCK 


same  time,  tlio  probable  return  on  tbo  money  expended  through 
steamers  utilizing  the  dock  would  be  small;  consequently,  the  Govern- 
ment was  fortunate  in  being  able  to  take  advantage  of  the  alternative 
scheme  luul  \itilize  the  work  already  done. 

The  latent  resources  of  Western  Australia,  such  as  timber,  mining, 
agriculture,  dairying,  wool,  and  fruit,  are  being  rapidly  developed 
by  a  progi'essive  Ciovernment,  and  a  further  extension  of  the  Tlnrbor 
of  Fremantle  has  been  authorized. 

Table  1  is  a  schedule  of  the  rates  of  pay  for  the  various  classes  of 
workmen  engaged  on  the  work,  and  may  be  of  interest.  The  hours 
worked  totaled  48  per  week,  and,  in  addition,  there  were  lOi  paid 
holidays  per  annum. 

TABLE  1. — Rates  of  Pay  of  Workmen. 


Class. 


Shift  foreman 

Foreman  laborer 

Sub  foreman  laborer 
Foreman  carpenter. , 
Foreman  shipwright. 

Foreman  fitter 

Ijeading:  hand  fitter. . 

Yard  watchman 

Chainmen 

Storekeeper 

Storeman 

Timekeepers 

Clerks 

Carpenters 

Blacksmiths 

striker. 

Fitters 

*'       laborers 

Firemen 

Trimmers 

Crane  attendants 


Rate  per  day, 
in  shillings. 


20 
14 
11 
14 
14 
1.5 
13 
8 

and  10 
12 
10 

and  13 
and  11 
12 

9^ 
12 

9 
10 
10 


Class. 


Engine  drivers 

Crane  drivers 

Loco,  drivers 

Loco,  firemen 

Sawyer 

Sawyer's  laborer '..'. 

Wire  splicer ■.,.,•< 

Sailormen ....'. 

Plate-layers 

Dam  watchmen 

Divers 

"      tender 

"      assistants 

"      pumpers 

Plumber 

"         laborer 

Timbermen 

Foremen  pile-drivers 

Pile-drivers 

Laborers 

Drillers 


Rate  per  day, 
in  shillings. 


12 
12 
12 
10 
11 
9 
10 

9H 
9^ 
20 

!10 

9^ 
9^ 
13 

9H 
914 

9^ 

9 

9 
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DISCUSSION 


A.  K.  Archer,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  work  de-     Mr. 
scribed  by  Mr.  Ramsbotham  is  noteworthy  by  reason  of  the  unusual 
conditions  surrounding-  the  driving  of  the  steel  sheet-piling,  the  varied 
character  of  the  ground  through  which  it  was  driven,  and  the  extreme   ^'*'**"-'' 
penetration  obtained  on  the  shore  side,  that  is,  at  the  back  of  the  embay- 
ment  for  the  pumping  station. 

In  designing  the  bracing  the  author  evidently  desired  to  use  a 
uniform  size  of  timber  throughout,  with  as  little  framing  as  possible, 
and,  had  it  been  necessary  to  brace  the  dam  for  the  full  depth  of  the 
diagram  shown  in  Fig.  6,  the  spacing  of  the  wales  near  the  bottom  . 
would  have  been  too  close,  as  far  as  the  strength  of  the  steel  skin 
was  concerned.  Within  the  limits  to  which  excavation  actually 
progressed,  the  spacing  approximated  very  closely  to  that  which  the 
manufacturers  of  the  piling  recommended,  but  at  greater  depths  this, 
necessarily,  depends  more  on  the  character  of  the  ground  than  on  any 
theoretical  considerations.  The  details  of  the  bracing  are  in  accord- 
ance with  modern  American  practice,  but  the  hardness  of  the  jarrah 
wood  used  evidently  permitted  the  omission  of  short  foot-blocks  at 
each  end  of  the  shores,  in  the  lower  tiers  of  bracing,  such  as  are  com- 
monly used  in  the  United  States  to  reduce  the  span  of  the  wales  and 
prevent  the  end  of  the  shore  from  cutting  into  the  face  of  the  waling, 
something  which  the  writer  has  observed  several  times  in  relatively  deep 
coffer-dams  in  which  these  foot-blocks  were  omitted.  The  bracing  as 
a  whole  was  designed  for  water  pressure,  but,  from  the  conditions 
shown  in  the  diagrams,  that  portion  of  the  coffer-dam  forming  the 
shore  side  of  the  embayment  for  the  pumping  station  was  subjected  to 
earth  pressure,  and  it  would  be  interesting  to  learn  whether  there  was 
any  indication  of  this  exceeding  the  calculated  water  pressure.  That 
something  of  the  sort  was  anticipated  is  shown  by  the  use  of  the  con- 
crete anchors  with  wire  cable  ties  shown  on  Figs.  3  and  8. 

The  author  has  made  several  suggestions  to  the  manufacturers 
of  the  steel  sheet-piling,  and  in  justice  to  the  latter  it  should  be  stated 
that  the  pamphlet*  published  by  them  in  1912,  covers  most  of  the  points 
to  which  attention  has  been  drawn.  A  copy  of  this  pamphlet  is  in 
the  Library  of  the  Society,  and  therefore  available  for  reference  by 
members. 

In  view  of  the  large  area  to  be  unwatered — 10  453  sq.  ft. — and  the 
severe  leakage  from  the  bottom,  one  might  assume  that  leakage  through 
the  joints  of  the  steel  sheet-piling  was  not  a  serious  factor;  some  in- 
formation on  this  point  would  be  of  value.  It  is  also  to  be  assumed 
that  the  rapid  corrosion  of  the  steel  by  the  discharge  of  sulphureted 
hydrogen  would  rapidly  check  any  leaks  which  might  exist. 

*  "  Steel  Sheet  Piling  :  Tables  and  Data  on  the  Properties  and  Uses  of  Sections." 
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Mr.  The  author  should  liavf;  the  ihsinks  of  the  entire  I'rofesaion  for  his 

very  careful  descripl  ion  of  ^Toutiut;:  the  bottoiii,  as  this  is  a  subject  on 
which  but  scant  infDrniatidn  can  be  gleaned  from  published  engineer- 
ing works. 
Mr.  Hkrhkut   Iv   Hia.LAMV,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— The 

*"^^"  writer  has  read  Mr.  Kamsbotham's  paper  witli  much  interest,  and  is 
glad  that  a  matter  of  such  importance  has  been  presented  before  the 
Society. 

As  the  writer  has  had  considerable  experience  with  jarrah  timber 
for  walings  and  shores,  as  referred  to  by  the  author,  the  following 
remarks  may  not  be  considered  out  of  place. 

Jarrah  (Eucalyptus  marginata)  is  one  of  the  most  valuable  of 
Western  Australian  timbers,  and  one  of  the  best  in  the  Australian 
Colonies.  It  is,  perhaps,  more  widely  known  to  engineers  outside 
Australia  than  any  other  timber  grown  there.  It  is  exceedingly  dura- 
ble, whether  exposed  so  as  to  be  alternately  wet  and  dry,  or  used  as 
piles  in  sea-water  or  damp  ground.  Its  weight  varies  from  56  to  68  lb. 
per  cu.  ft.    Recent  tests  of  this  timber  afford  the  following  information : 

Transverse  strength  per  square  inch. 1  800  lb. 

Tension :  direct  cohesion  on  1  sq.  in 2  940    " 

Crushing  strain  on  2-in.  cubes 3.198  tons. 

It  is  a  singular  fact,  however,  that  the  majority  of  engineers 
throughout  Australia  do  not  view  with  favor  the  use  of  hard  woods 
for  walings. 

One  particular  instance,  in  which  absolutely  nothing  but  jarrah 
was  used  for  timbering,  was  in  the  excavation  for  the  main  pumping 
station  executed  under  the  writer's  supervision  in  connection  with  the 
Colombo  (Ceylon)  Main  Drainage  Works,  for  which  works,  Messrs. 
James  Mansergh  and  Sons  were  the  Consulting  Engineers.  All  the 
walings  and  struts  were  12  by  12-in.  and  fixed  at  4-ft.  centers.  Fig.  11 
illustrates  the  system  adopted.  All  sets  were  independent  and  in 
20-ft.  lengths,  so  as  to  facilitate  the  easy  striking  of  the  timbers  as  the 
masonry  arose  from  the  bottom. 

When  the  excavation  was  down  to  formation  level  and  all  timbers 
were  in,  heavy  monsoonal  rains  set  in,  and  the  trench  was  allowed  to 
be  flooded  for  several  weeks.  After  the  rains  had  ceased,  pulsometer 
pumps  were  fixed,  and  the  water  was  pumped  out  so  that  the  bottom 
concrete  could  be  put  in.  On  several  subsequent  occasions,  the  trench 
was  fiooded  and  pumped  out  again.  This  alternate  wetting  and  dry- 
ing would  naturally  tax  any  timber,  but  the  writer  can  state  with  every 
confidence  that  every  waling  and  strut  removed  from  this  excavation 
after  being  in  use  for  about  12  months,  was  in  practically  the  same 
good   condition   as   when   first   put   in.      Indeed,   the   majority   of   the 
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timbers  taken  out  were  sawn  into  12  by  6-in.  and  12  by  3-in.  scantlings      Mr,.?.- 
and  used  in  other  parts  of  the  work.-jjiiixjt, 

The  writer  has  also  used  jarrah  extensively  for  side-trees,  head- 
trees,  and  sills  in  tunnels,  which  have  been  flooded  on  several  occasions, 
and  not  in  a  single  instance  was  there  failure  or  disappointment. 

Steel  sheet-piling  has  been  used  so  extensively  and  successfully, 
and  in  so  many  different  classes  of  work,  that  the  author's  elaborate 
description  calls  for  no  further  comment. 

Joshua  Fielden  Ramsbotham,  Assoc.  M.  Am.  Soc.  C.  E.  (by  Mr 
letter). — Mr.  Archer  has  referred  to  the  penetration  of  the  piles  ob- 
tained on  the  shore  side  of  the  pumping  station,  and  as  it  may  be 
of  interest  the  writer  submits  Fig.  12,  showing  a  pile  which  failed; 
altogether,  there  were  eight  piles  which  went  astray.  It  is  only  fair 
to  state  that  the  rock  in  the  locality  was  as  hard  as  bell-metal,  and 
the  behavior  of  the  piles  in  no  wise  contributed  to  the  abandonment 
of  the  work.  The  writer  would  again  emphasize  the  advisability  of 
not  forcing  the  piles  until  soft  ground  has  been  found  ahead  of  piles 
which  have  encountered  a  hard  patch. 

Mr.  Archer  is  quite  correct  in  his  surmise  that  the  hard  wood 
(jarrah)  permitted  the  omission  of  short  foot-blocks. 

For  the  information  of  the  members  the  writer  has  forwarded, 
for  the  Library  of  the  Society,  two  books*  which  give  all  details  about 
the  various  timbers  of  Western  Australia,  and  he  ventures  to  suggest 
that  that  country  has  been  singularly  blessed  by  Providence  in  this 
respect. 

No  doubt  Mr.  Archer  has  observed  that  a  larger  factor  of  safety 
was  allowed  on  the  pumping  station  shores;  this  was  because  of  the 
additional  weight  due  to  earth  pressure  and  any  surcharge  from 
cranes,  etc.,  and  also  on  account  of  their  length. 

As  regards  the  suggestions  to  the  manufacturers,  the  writer  begs 
to  state  that  he  gave  freely  any  benefits  of  his  experience  at  the  time 
to  Mr.  U.  V.  Burke,  Agent  for  the  United  States  Steel  Products  Com- 
pany, and  also  Consul  for  the  United  States  of  America,  and  Mr. 
Burke  reciprocated  with  all  particulars  from  the  manufacturers:  by 
this  means  the  Engineering  Profession  is  best  served. 

Mr.  Archer  is  quite  correct  in  assuming  that  there  were  no  leaks 
in  the  joints;  the  skin  was  quite  tight,  and  this  tightness  was  obtained 
by  the  following  method :  Steel  rods,  20  ft.  long  and  5  in.  in  diameter, 
were  procured,  their  lower  ends  were  made  an  inverted  V  shape,  and 
their  upper  ends  a  wedge  shape  with  a  small  hole  drilled  through. 
A  loop  was  made  in  one  end  of  a  strand  of  Italian  gasket,  the 
diameter  not  being  increased.     The  inverted   V   end  of  a  rod  was  in- 

*  "  Western  Australian  Timber  Tests,  1906:  The  Physical  Characteristics  of  the  Hard- 
woods of  Western  Australia,''  by  G.  A.  Julius. Second  Edition,  1908  ;  and  "Notes  re  Timbers 
of  Western  Australia  Suitable  for  Railways,  Engineering  Works,  and  Constructional  Pur- 
poses Generally,"  Second  Edition,  1908. 
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Mr.  sorted   in  this  loop  nud  the  rod  lowenvl  in  the  spnco  between  tlu'  male 

KainslK^thHin.  i     r  i  -i         i  /•  i  i        ■  rrw  ■ 

and  lemalo  piles  by  a  nne  .string  I)ut  through  the  eye.  ihis  was  re- 
peated by  lowering  another  rod  on  a  separate  string  with  an  additional 
length  of  gasket,  nntil  the  entire  length  of  joint  was  traversed.  The 
gasket  mn<le  a  eomploto  seal  and,  of  conrse,  the  rods  were  removed. 

In  the  first  instance  Oregon  pine  fillets  were  inserted  when  driv- 
ing the  pile,  but  there  is  no  exaggeration  in  stating  that  they  were 
completely  eaten  iij)  by  the  teredo  in  one  month. 

Any  small  trickles  can  be  cured  instantly  by  throwing  in  a  mix- 
ture of  saw-dust,  ashes,  and  horse  manure. 

The  writer  is  glad  to  hear  that  Mr.  Bellamy  has  used  jarrah  with 
success,  and  this  opportunity  is  taken  to  supplement  his  remarks  on 
this  head. 

Jarrah  (Eucalyptus  marginata)  trees  average  90  or  100  ft.  in 
height  and  from  2  to  3  ft.  in  diameter  at  the  base.  Tlie  wood  is  very 
hard  and  dense,  weighing  when  seasoned  60  lb.  per  cu.  ft.  It  is  used 
economically  for  railway  sleepers,  jetties,  bridges,  marine  and  engi- 
neering works  of  all  kinds,  building  construction,  flooring,  wood  block- 
ing, boat  building,  fencing,  furniture,  etc. 

Its  strength  is  as  follows :  Shearing,  2  010  lb.  per  sq.  in. ;  end 
compression,  9  050  lb.  per  sq.  in. ;  cross-bending,  15  000  lb.  per  sq.  in. ; 
tension,  15  500  lb.  per  sq.  in.  Additional  information  regarding  this 
wood  may  be  found  in  the  books  previously  quoted. 
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Fig.  12.— Steel  Piles  Driven  on  West  Side  of  Pumping  Station,  North 
Wall,  Fremantle  Graving  Dock. 
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TIDAL  PHENOMENA 
3^  IN  THE  HARBOR  OF  NEW  YORK.* 

irfj  '>-.i  .  ..  w   ,,  By,H.  de  B.  Parsons,  M.  Am.  Soc.  C.  E. 

With   Discussion   by  Messrs.   Allen  Hazen,   T.   Kennard   Thomson, 
James  Owen,  Kenneth  Allen,  and  H.  de  B.  Parsons,   tibnoo 

•  — — — ■ noHibaoo 

rasd  sYfifi  ^BfU  £*jj  The  Harbor.  '^^^ 

For  the  purpose  of  this  paper,  the  harbor  of  New  York  is  taken  to 
include  the  Lower  Bay,  the  Upper  Bay,  the  Hudson  River  to  Mount 
St.  Vincent,  the  East  River  to  Throgs  Neck,  the  Harlem  River,  Newark 
Bay,  the  Kill  van  Kull,  the  Arthur  Kill,  and  Jamaica  Bay.  Each  of 
these  divisions  can  be  considered  a  distinct  branch,  although  the  tidal 
phenomena,  taken  as-  a  connected  whole,  are  affected  by  the  character- 
istics of  each.  .«A-ror.  -:  H77ot;  .ubni-2 

A  map  of  the  harbor.  Fig.  1,  shows  the  positions  of  these  different 
parts  and  their  relations  to  each  other.  '^^'"'  ^^"^ 

It  is  difficult  to  describe  the  tidal  actions  clearly  and  concisely  be- 
cause the  movements  of  the  water  in  all  parts  of  the  harbor  are  not 
synchronous.     This  is  due  to  the  following  causes:         -■''  '  '     '    '    '  :-'■    ' 
"'■'"'I'J-^The  harbor  is  so  extended  that  there  is  a  considerable  dinerence 
in  time  between  the  periods  of  high  water  at  various  points; 
2. — The  variation  in  the  range  of  tides; 

3. — Some  of  the  currents  being  produced  by  progressive  tidal  wave 
■        '      motion,  some  by  hydraulic  conditions   (that  is,  difference  in 
••\&  ^.aoi     ^2Xq^  levels),  and  some  by  the  interference   of  two  distinct 
tidal  waves; 

*  Presented  at  the  meeiing  of  May  7th.  1913. 
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4. — The  variable  ilow  of  frosli-water  into  the  harbor  from  the  rivers 

(that  is,  seasonal  variation) ; 
5. — The  under-run,  caiised  by  the  inertia  of  the   flowing  stream, 

the    difference    in    specific    ^avity    between    sea-water    and 

land-water,   and   possibly  by  the  confi^ration   of  the  harbor 

bottom.  ,  I 

Average  conditions  exist  only  occasionally.  Variations  in  tidal  range 
at  any  station  are  caused  by  the  relative  positions  of  the  moon  and 
sun,  and  by  other  factors.  The  winds  also  have  a  great  temporary 
influence  on  the  rise  and  fall  of  the  tides.  Outside  of  temporary  in- 
fluences, such  as  wind,  the  regular  changes  are  periodic;  therefore,  the 
difficulty  of  describing  the  phenomena  will  be  apparent,  because  the 
conditions  which  exist  on  one  day  will  not  exist  on  the  days  preceding 
or  following.  As  the  general  phenomena  will  depend  closely  on  average 
conditions,  the  tidal  phenomena  described  herein  will  be  based  on  mean 
conditions  of  tidal  range,  velocities,  and  volumes  of  tidal  flow. 

Where  velocities  have  been  observed  on  a  given  date  they  have  been 
corrected  to  what  they  would  have  been  had  the  mean  conditions  existed 
on  that  date.  The  method  for  the  correction  of  velocities  is  the  multi- 
plication of  the  observed  velocity  by  the  ratio  of  the  mean  tidal  range 
to  the  tidal  range  on  the  day  in  question,  in  accordance  with  the  con- 
ditions given  for  the  different  parts  of  the  harbor,  as  stated  under  the 
heading  "Effect  of  Tidal  Range  on  Velocity,"  page  1996. 

The  water  gradually  shallows  toward  the  shores.  If  the  water  sur- 
face was  lowered,  the  boundary  of  the  land  w^ould  be  changed  in  form. 
These  changes  are  interesting  and  instructive,  in  studying  the  tidal 
phenomena  of  the  harbor,  and  are  shown  in  Figs.  2,  3,  and  4,  in  which 
the  water  surface  is  drawn  at  mean  low  water,  and  at  6  ft.  and  12  ft. 
below  this  level,  respectively. 

These  figures  show  that,  of  the  aggregate  of  water  surfaces  at  mean 
low  water,  only  about  58%  has  a  depth  of  more  than  12  ft.  If  the  water 
level  was  lowered  to  24  ft.,  the  only  water  surfaces  left  would  be  the 
Hudson  and  East  Rivers,  which  uniting  just  below  the  Battery,  would 
flow  through  the  main  channel  to  the  Atlantic  Ocean.  That  is,  only 
the  important  channels  would  remain.  Taking  the  harbor  divisions  as 
defined  in  Appendix  A,  the  water  surfaces  at  different  planes  would 
be  approximately  as  given  in  Table  1.  
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TABLE  1. — Areas  of  Water  Surfaces,  in  Square  Miles. 


Part   of   harbor. 


At 
M.  L.  W. 


Lower  Bay 

Upper  Bay 

Hudson  River,  Battery  to  Mt.  St.  Vincent 

East  River,  Battery  to  Throgs  Neck 

Harlem  River 

Newark   Bay 

Kill  van  Kull 

Arthur   Kill 

Jamaica  Bay,  excluding  islands 


124.30 

20.74 

14.49 

15.20 

0.59 

8.35 

1.12 

4.63 

21.61 


211.03 
100% 


At  Depths  Below  M.  L.  W. 


6  ft. 


106.20 

14.88 

13.73 

10.30 

0.47 

3.28 

0.97 

3.34 

4.40 


157.57 

74.bO/o 


12   ft. 


83.60 
12.36 
12.88 
8.54 
0.38 
0.64 
0.88 
2.31 
2.20 


123.79 
58.6% 


The  phenomena  of  "under-run"  and  "inertia"  are  well  confined 
within  areas  having  a  depth  of  water  greater  than  12  ft.  below  mean 
low-water  level. 

Profiles  of  the  harbor  bottom  are  shown  in  Figs.  5  and  6.  The 
former  is  a  profile  through  the  Lower  Bay,  Upper  Bay,  East  River,  and 
Hudson  River,  along  the  line  of  the  channel;  the  latter  is  a  profile  of 
average  depths  of  sections  across  the  stream  along  the  same  line.  Be- 
tween the  Atlantic  and  the  Sound  entrances  of  the  harbor,  the  depths 
of  the  sections  in  general  tend  to  vary  inversely  as  their  widths. 

TiDx^L  Currents. 

The  normal  currents  in  the  harbor  are  produced  by  progressive  or 
periodic  waves,  by  hydraulic  conditions,  or  by  a  combination  of  these 
two  causes. 

The  progressive  wave  is  the  natural  motion,  due  mainly  to  the  at- 
tractions of  the  moon  and  sun.  When  the  wave  is  unobstructed,  the 
maximum  flood  and  ebb  velocities  occur  at  about  the  times  of  high  and 
low  water,  respectively.  The  profile  of  a  true  tidal  wave  is  a  sinusoid. 
The  velocities,  as  well  as  the  heights  (stages)  of  the  water,  are  pro- 
portional to  the  ordinates  of  a  sinusoid  the  abscissas  of  which  have  time 
values. 

When  hydraulic  conditions  obtain,  a  current  flows,  on  account  of 
the  difference  in  head  which  exists  temporarily  between  the  bodies  of 
water  connected.  In  this  case  the  maximum  velocities  occur  at  some 
time  between  local  high  and  low  waters,  depending  on  the  time  of 
greatest  hydraulic  slope  and  the  characteristics  of  the  channel. 
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When  a  combination  of  progressive  wave  and  hydraulic  condition3 
obtains,  the  greatest  flood  and  ebb  velocities  occur  irregularly,  de- 
pending on  which  condition  predominates.  When  the  wave  is  re- 
stricted by  interference  or  other  causes,  the  curves  (having  ordinates 
which  represent  velocities  or  heights  of  water  surface  at  different 
periods  of  time)  depart  from  true  sine  curves,  in  amounts  depending 
on  the  restriction. 

The  time  of  a  complete  tidal  period,  comprising  a  flood  and  an  ebb, 
is  12  lunar  hours.  Under  normal  conditions,  the  flood  and  ebb  flow 
during  6  lunar  hours  each,  except  for  the  small  time  lost  at  slack 
waters. 

A  lunar  hour  is  equivalent  to  1.03505  solar  hours,  or  6  lunar  hours 
are  equivalent  to  about  6  hours,  12.6  min.,  solar  time. 

In  a  channel  where  the  current  follows  closely  a  true  tidal  wave 
action,  which  is  harmonic  in  character,  a  floating  object  will  be  carried, 
during  a  complete  flood  or  ebb  period,  a  distance  of 

2  ,        12.4206  , 

—  X  ^  X knots, 

Tf  2 

or  nearly  4:A  knots,  in  which  A  denotes  the  maximum  velocity  of  the 
current,  in  knots  per  solar  hour. 

Similarly,  the  velocity  at  which  a  floating  particle  will  be  carried 
by  the  current  at  any  time  can  be  estimated  from  the  formula, 

A  COS.  30^, 
where  t  denotes  the  number  of  lunar  hours  after  the  time  of  strength; 
or  A  COS.  28.98^, 

where  t  denotes  the  number  of  solar  hours  after  the  time  of  strength. 

By  computing  and  plotting  a  number  of  these  velocities  at  different 
stations  in  a  selected  locality,  it  is  possible  to  make  an  estimate  of 
how  a  floating  object  will  be  drifted  by  the  currents. 

There  is  some  difference,  however,  due  to  the  following  causes: 

1. — The  under-run  at  the  times  of  tidal  changes; 

2. — The  inertia  of  the  flowing  stream  when  it  changes  from  ebb 

to  flood; 
3. — The  shore  currents  not  being  the  same  as  the  channel  currents ; 
4. — Variations  due  to  wind; 
5. — Variations    due   to   land-water   flow   coming   down   the   rivers 

from  drainage  areas  above; 
6. — Variations  in  tidal  ranges. 
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Owing  to  variations  in  channel  sections  and  directions,  which  cause 
side  currents,  it  is  not  safe  to  predict  the  course  which  a  floating  particle 
will  take.  It  is  safer  to  rely  on  observations  with  floats,  many  of  which 
have  been  made  by  the  Metropolitan  Sewerage  Commission,*  and  will 
be  referred  to  later. 

It  must  be  remembered  that  the  surface  velocities  do  not  readily  in- 
dicate the  mean  velocities  of  tidal  streams.  Although  the  surface  par- 
ticles may  have  a  known  velocity  in  one  direction,  the  velocity  and  di- 
rection of  the  particles  beneath  the  surface  often  differ  materially. 

To  determine  accurately  the  mean  velocity  of  a  tidal  current,  it 
would  be  necessary  to  take  synchronous  observations  at  many  points 
across  a  stream  and  at  many  points  in  depth  below  the  surface.  Such 
observations  should  extend  over  a  considerable  period  of  time  in 
order  to  obtain  fair  averages. 

Interference  Tides. 

When  separate  tidal  waves  enter  a  strait  from  opposite  ends,  there 
results  in  the  strait  an  "interference"  tide.  This  is  not  necessarily 
the  algebraic  sum  of  the  two  separate  tides.  In  other  words,  when  the 
two  waves  meet  and  overlap,  the  result  of  the  overlap  is  not  necessarily 
a  superposition  of  one  wave  upon  the  other. 

The  actual  tidal  rise  or  fall  above  or  below  mean  sea  level,  other 
things  being  equal  and  not  acting  as  disturbing  factors,  at  any  hour 
of  the  tidal  interval,  is  equal  to  a  coefficient  multiplied  by  the  algebraic 
sum  of  the  rises  or  falls  of  the  two  tides.f  The  difference  in  times 
between  high  and  low  water  at  each  end  of  the  strait  is  an  important 
factor. 

Interference  tides  occur  in  the  harbor  because  separate  tidal  waves 
enter,  one  from  the  sea  past  Sandy  Hook  and  the  other  from  Long 
Island  Sound  past  Willets  Point.  These  separate  tidal  waves  are  not 
synchronous,  that  is,  their  periods  of  high  or  low  water  do  not  occur 
at  the  same  time. 

The  Sound  tide:}:  (through  Hell  Gate)  is  distinctly  traced  to  Gov- 
ernors Island,  where,  although  much  reduced  in  range,  it  is  frequently 
found  to  affect  the  observed  tide,  mostly  in  the  way  of  reducing  the 

♦Report,  April  30th,  1910. 

t Henry  Mitchell,  Chief  Physical  Hydrographer,  used  0.65  for  the  coefficient  in  com- 
puting the  composite  tide  in  the  East  River.  Thus,  the  predicted  tide  was  estimated  by 
taking  0.05  times  the  algebraic  sum  of  the  difference  in  heights  of  the  tides  measured  from 
mean  sea  level.    U.  S.  Coast  and  (Jeodetic  Survey,  1867.  Appendix  No.  13. 

t  U.  S.  Coast  and  Geodetic  Survey,  1866.  Appendix  No.  0. 
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rise  and  fall.  The  southern  tide  from  Tlu^  Narrows  meets  a  small 
propagation  of  the  Sound  tide,  the  lunar  interval  of  which  differs 
nearly  6  hours;  the  result  is  a  reduction  in  range.  This  is  the  prin- 
cipal reason  why  the  tidal  range  at  Governors  Island  is  less  than  that 
at  Sandy  Hook.  The  tidal  range  is  also  reduced  by  the  expansion 
of  The  Narrows'  tidal  wave  in  Ui^per  New  York  Bay.* 

The  East  Kiver  is  a  strait,  at  one  end  of  which  the  tidal  range  is 
4.4  ft.,  and  at  the  other  7.2  ft.  Where  the  high  range  occurs 
(Willets  Point)  the  tidal  wave  enters  3  hours,  5  niin.  later  than  the 
tidal  wave  at  the  other  end  (Governors  Island).  The  two  tides  meet 
and  cross  or  overlap  each  other  at  Hell  Gate;  and  as  they  differ  in 
times  and  heights,  they  cause  contrasts  of  water  elevations  which  call 
into  existence  violent  currents. 

The  volume  of  water  flowing  through  the  strait  in  one  direction 
is  not  necessarily  equal  to  that  flowing  in  the  opposite  direction,  but 
depends  on  the  relative  times  when  each  wave  enters  its  respective  end 
of  the  strait,  as  well  as  on  the  total  range  at  each  end. 

If  one  wave  enters  later  than  the  other,  and  has  a  greater  range, 
the  mean  height  of  the  water  when  the  current  is  flowing  one  way  will 
be  higher  than  the  mean  height  when  the  current  is  flowing  contrari- 
wise. Consequently,  the  sectional  area  of  the  stream  in  one  case  will 
be  greater  than  in  the  other,  and  a  larger  volume  of  water  is  likely  to 
pass  during  a  tidal  variation. 

Suppose  curves  for  the  waves  entering  at  each  end  of  a  strait 
be  drawn,  and  then  that  the  two  curves  be  superimposed  so  that  the 
distance  between  the  peaks  will  represent  the  difference  in  time  between 
high  waters  at  each  end,  as  shown  in  Fig.  7.  The  upper  curves  are  true 
sinusoids,  representing  the  mean  ranges  of  tide  at  each  end  of  the  East 
River,  namely  Governors  Island  and  Willets  Point.  The  lower  curves 
show  the  East  River  conditions  for  one  set  of  observations,  as  recorded 
in  the  Report  of  the  IT.  S.  Coast  and  Geodetic  Survey  for  1888, 
Appendix  No.  9. 

Lunesf  will  be  formed  at  A  and  B.  When  the  curves  are  true 
sinusoids,  their  areas  are  equal;  but,  under  actual  tidal  conditions, 
their  a.reas  are  only  approximately  equal.  These  lunes  are  unbalanced, 
for  the  center  of  one  is  higher  than  that  of  the  other,  as  shown  by  the 
crosses  on  Fig.  7. 


*U.  S.  Coast  and  Geodetic  Survey,  1867,  Appendix  No.  13. 
+  U.  S.  Coast  and  Geodetic  Survey,  1886,  Appendix  No.  13. 
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During:  the  time  of  the  formation  of  Lune  A,  the  water  surface 
at  Willets  Point  is  higher  than  that  at  Governors  Island,  thus  tending 
to  produce  a  current  from  the  former  toward  the  latter.  Conversely, 
during  the  time  of  the  formation  of  Lune  B  the  tendency  is  to  pro- 
duce a  current  in  the  opposite  direction. 

The  centers  of  these  lunes  are  at  the  mean  levels  of  the  water 
during  the  times  the  water  has  the  hydraulic  conditions  represented 
by  Lunes  A  and  B,  respectively.  Therefore,  the  mean  cross-sectional 
area  of  one  stream  is  greater  than  that  of  the  other.  If  the  mean 
velocities  of  the  currents  are  the  same  in  each  direction,  then,  as  the 
hydraulic  slopes  are  equal,  a  greater  volume  will  flow  in  one  direction 
than  in  the  other,  on  account  of  the  larger  area  of  the  stream  section. 

In  the  case  of  the  East  River,  the  greater  section  and  the  tendency 
toward  a  greater  volume  of  flow  is  for  the  current  running  from  Willets 
Point  to  Governors  Island. 

The  Harlem  River  conditions  are  the  result  of  interference  tides, 

with  waves  entering  from  the  Hudson  River  and  the  East  River  at 

different  times.     The  Harlem  River  is  really  a  strait,  and  what  has 

been  said  about  the  East  River  would  also  apply  in  a  modified  way 

to  it.  ^  _^ 

Tidal  Prisms. 

A  tidal  prism  is  the  volume  of  water  contained  between  low-water 
and  high-water  levels.  The  tidal  prisms  were  calculated  by  multiply- 
ing the  area  of  the  water  surface  by  the  mean  range  of  the  tide.  The 
areas  of  the  water  surfaces,  the  tidal  ranges,  and  the  volumes  of  the 
tidal  prisms  are  given  in  Table  2. 

For  equal  ranges  of  tide,  the  percentage  which  the  tidal  prism  is 
of  the  volume  below  mean  low  water  will  increase  inversely  as  the 
average  depth  below  mean  low  water;  therefore,  the  shallower  the 
water  the  greater  will  be  the  ratio  of  change  of  volume  during  each 
tide.  The  least  ratio  of  change  is  in  the  Hudson  River,  and  the  greatest 
in  Newark  Bay,  as  shown  in  the  last  column  of  Table  2. 

Quantity  of  Water  in  Harbor. 

The  water  surface  of  the  harbor  was  calculated  from  the  Govern- 
ment charts.*  This  surface  is  65.12  sq.  miles,  exclusive  of  the  Lower 
Bay  and  Jamaica  Bay.     The  areas  of  the  several  divisions  are  given 

*  The  boundaries  of  the  harbor  divisions  are  given  in  Appendix  A. 
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in  Table  2.     The  area  of  the  Lower  Bay  is   124.3  sq.  miles,   and  of 
Jamaica  Bay  21.61  sq.  miles. 

TABLE  2. — Areas,  Depths,  Tidal  Kanges,  Volumes,  and 

Tidal  Prisms. 


Part  of  harbor. 

i 
p. 

^^ 

> 

< 

"43  fl 
S  be 

Volume  below 
M.  L.  W.,  in 
millions  of 
cubic  feet. 

Tidal  prism,  in 
millions  of 
cubic  feet. 

* 

CO 

a 

o 

Oh 

Upper  Bay 

20.74 

14.49 

3.50 

9.12 

2.58 
0.59 
8.35 
1.12 
4.63 

22.4 
30.7 
31.7 

22.3 

38.8 
11.3 
6.6 
23.4 
13.1 

4.4 
4.2 
4.7 

6.2 

7.1 
5.3 
4.6 

4.8 
5.4 

12  970 

12  330 

3  091 

5  680 

2  791 
189 

1542 
728 

1690 

2  541 

1697 

459 

1575 

511 
88.2 
1071 
149.8 
697 

19.6 

Hudson  River,  Battery  to  Mt.  St.Vincent. 

East  River,  Battery  to  East  88th  Street. . 

East  River,  East  88th  Street  to  Old  Ferry 

Point 

13.7 
14.8 

27.7 

East    River,  Old  Ferry  Point  to  Throgs 
Neck 

18.3 

Harlem  River 

46.6 

Newark  Bay 

69.5 

Kill  van  KuU 

20.6 

Arthur  Kill 

41.2 

Totals 

65.12 

41011 

8  789.0 

*  Ratio  of  tidal  prism  to  volumes  below  M.  L.  W.  expressed  as  a  percentage. 

An  estimate  of  the  volumes  of  water  below  mean  low  water  was 
made  in  the  following  manner:  For  the  Upper  Bay,  Newark  Bay,  and 
the  East  River  between  East  88th  Street,  Manhattan,  and  Throgs  Neck, 
the  chart  areas  were  divided  into  squares,  and  the  depths  as  given  on 
the  chart  were  averaged  for  each  square  or  fraction  thereof.  The 
shore  lines  were  taken  as  marked  on  the  charts  for  mean  low  water. 
The  volumes  under  each  square  were  found  and  added.  For  the  Hud- 
son River,  East  River  south  of  88th  Street,  Harlem  River,  Arthur  Kill, 
and  Kill  van  Kull,  cross-sections  were  drawn  at  regular  intervals,  from 
information  on  Government  charts  of  large  scale,  and  cross-sectional 
areas  were  obtained.  From  these  areas  and  their  distances  apart  the 
volumes  were  calculated.    The  results  are  given  in  Table  2. 

At  any  hour,  there  is  more  water  in  the  harbor  than  is  given  by  the 
NySum  of  these  figures,  because  mean  low  water  does  not  occur  at  the 
same  hour  in  all  its  parts. 

The  volume  of  water  is  variable  from  hour  to  hour,  and  the  approxi- 
mate mean  value  is  nearly  the  sum  of  the  quantity  of  water  below 
mean  low  water  and  one-half  of  the  mean  tidal  prism.  The  tidal 
prisms  are  given  in  Table  2.  The  average  quantity  of  water,  there- 
fore, is  not  far  from  the  sum  of  41011000  000  and  4  394  500  000,  or 
45  405  500  000  cu.  ft.,  exclusive  of  the  Lower  Bay  and  Jamaica  Bay.     . 
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The  tidal  ranges,  or  the  rise  and  fall  of  the  tides,  are  not  tlie  same 
at  all  points  in  the  harbor;  also,  the  hours  at  which  high  and  low  water 
occur  at  different  points  vary  considerably.  These  statistics  are  given 
in  Table  3. 

TABLE  :]. — ^Iean  Range  of  Tides,  and  Toies  of  High  and 

Low  Water.* 


Station. 


Sandy  Hook  (Horseshoe) . . . . . 

Canarsie.  Jamaica  Bay 

Tottenville,  Arthur  Kill 

Shooters  Island,  Newark  Bay 
Passaic  Light,  Newark  Bay. . . 

Fort  Hamilton,  Narrows 

Governors  Island 

Blackwells  Island  Light 

Throgs  Neck 

Spuyten  Duy vil 


Mean 

tidal  range. 

in  feet. 


Times. t 


Differences 
IN  Times. t 


H.  W. 


4.7 
4.2 
5.6 
4.6 
4.7 
4.6 
4.4 
5.3 
7.3 
4.0 


7.35 
8.34 
7.55 
8.20 
8.41 
7.41 
8.04 
9.54 
11.09 
8.49 


L.  W. 


1.27 
2.35 
1.59 
2.28 
2.59 
1.38 
2.05 
3.39 
5.14 
2.51 


H.  W. 


-0.29 
0.30 

-0.09 
0.17 
0.38 

-0.23 
0.00 
1.50 
3.05 
0.45 


L.  W. 


—0.38 
0.30 

—0.06 
0.23 
0.54 

—0.28 
0.00 
1.33 
3.09 
0.46 


*Tide  Tables,  U.  S.  Coast  and  Geodetic  Survey. 

+  Solar  time,  in  Lours  and  minutes,  after  transit  of  moon. 

tFrom  that  at  Governors  Island,  in  hours  and  minutes. 

Current  Velocities. 

The  current  velocities  are  variable  throughout  the  harbor,  and  are 
dependent  on  the  conditions  existing  at  the  time  of  observation.  Lender 
normal  conditions,  the  coefficient  which  expresses  the  relation  between 
the  swiftest  surface  thread  of  a  current  and  the  mean  cross-sectional 
velocity  is  probably  fairly  constant  for  any  one  section,  although  it 
is  affected  by  inertia  and  the  reversal  of  the  currents  due  to  change  of 
direction,  which  reversal  does  not  take  place  simultaneously  throughout 
a  section. 

Under  normal  conditions,  the  swiftest  surface  velocities  (or  the 
velocities  just  under  the  surface)  of  the  tidal  currents,  when  flowing 
at  strength,  are  given  in  Table  4,  in  knots  per  solar  hour,  as  well  as 
the  normal  duration  of  surface  currents,  in  lunar  hours.  These  veloci- 
ties and  duration^  were  obtained  from  records  of  the  Coast  and 
Geodetic  Survey  and  from  float  observations  made  by  the  Metropolitan 
ISewerage  Commission. 
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The  mean  surface  velocity  of  the  swiftest  thread  is  approximately 

2  .     ,  . 

—  times  the  velocity  at  strength,    as  the  wave   formation  is  harmonic 

Tt 

in  character. 

TABLE  4. — Normal  Swiftest  Surface  Velocities  at  Strength, 
IN  Knots  ;  and  Normal  Duration  of  Surface  Currents, 
IN  Lunar  Hours. 


station. 

Velocity  at 
Strength. 

Duration,*  in 
Lunar  Hours. 

Ebb. 

2.1 
3.0 
3.8 
3.0 
2.9 
4.8 
1.3 
2.2 
2.0 
1.0 
1.9 

Flood. 

Ebb. 

■  '  .  :    J.- 

Flood. 

The  Narrows 

1.8 
2.0 
3.6 
2.9 
2.6 
4.7 
1.3 
1.9 
1.8 
1.0 
1.8 

6.7 
6.7 
6.6 
6.1 
6.0 
5.9 
5.8 
6.3 
6.4 
5.9 
6.0 

5.3 

Hudson  River,  ofif  39th  Street 

5.3 

East  River,  Brooklyn  Bridge 

5.4 

"         "       off  11th  Street 

5.9 

"         "       off  31st  Street 

6.0 

"       at  Hell  Gate 

6.1 

"         "       off  Old  Ferry  Point 

6.2 

Kill  van  Kull,  off  Port  Richmond 

5.7 

"      ''        "     0.1  mile  S.  of  Bergen  Point 

5.6 

Harlem  River,  off  114th  Street 

6.1 

"          "        600  ft.  N.  of  High  Bridge 

6.0 

*The  durations  of  slack-water  are  not  the  same  in  all  parts  of  the  harbor,  nor  does  the 
current  change  at  the  same  time  in  all  parts  of  a  section.  The  slack-water  periods  are  in- 
cluded in  the  duration  of  the  currents,  which  add  to  12  lunar  hours. 

Some  observations  of  the  velocities  of  the  currents  at  different  depths 
have  been  made  in  a  few  sections  in  the  harbor.*  They  were  made 
at  one  or  at  only  a  few  stations  in  a  section,  and  the  records  are  not 
sufficiently  full  to  be  of  material  value  in  determining  the  mean  cross- 
sectional  velocity,  or  the  value  of  the  coefficient  expressing  the  rela- 
tion between  the  velocity  of  the  swiftest  surface  thread  and  the  mean 
velocity  of  the  section.  They  show,  however,  that  the  currents  do  not 
reverse  simultaneously  in  a  section,  and  also  that  the  period  of 
time  occupied  by  a  complete  change  of  current  is  not  the  same  for 
ebb  to  flood  as  for  flood  to  ebb.  Generally  speaking,  the  period  is 
longer  in  the  former  case  and  shorter  in  the  latter. 

The  surface  of  some  parts  of  the  bottom  of  the  harbor  is  much  freer 
from  fine  silt  and  light  deposits  than  others.  It  also  appears  that 
when  the  velocities  exceed  \\  ft.  per  sec,  the  finer  and  lighter  materials 
are  washed  away  and  deposited  in  the  deeper  or  quieter  parts. 


I. 


•Reports  of  U.  S.  Coast  and  Geodetic  Survey. 
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Effect  of  Tidal  Range  on  Velocity. 

In  the  East  River  the  tidal  currents  are  nearly  hydraulic,  that  is, 
they  flow  from  the  body  having  temporarily  the  higher  water-surface 
level  to  the  one  having  temporarily  the  lower.  In  other  words,  the 
flow  is  caused  by  the  difference  in  height  which  temporarily  exists 
between  the  bodies  connected.  In  consequence,  the  velocities  in  the 
East  River  vary  closely  as  the  square  root  of  the  range  of  tide. 

In  the  Hudson  River  the  tidal  currents  are  due  chiefly  to  the  pro- 
gressive wave  motion,  as  is  shown  by  the  fact  that  the  greatest  flood 
and  ebb  velocities  occur  at  nearly  the  times  of  local  high  and  low 
waters.  In  the  Hudson,  therefore,  the  velocities  vary  directly  as  the 
range  of  tide. 

In  the  Kill  van  Kull  and  in  the  Arthur  Kill  the  tidal  currents  are 
nearly  hydraulic,  and  in  them,  as  in  the  East  River,  the  velocities  vary 
closely  as  the  square  root  of  the  range  of  tide. 

In  The  Narrows  the  tidal  currents  are  partly  hydraulic  and  partly 
due  to  the  progressive  wave  motion.  In  consequence,  the  velocities 
there  vary  approximately  midway  between  the  square  root  of  and  di- 
rectly as  the  range  of  tide. 

In  the  Harlem  River  the  tidal  currents  are  nearly  hydraulic,  and 
are  due  to  a  temporary  difference  in  water  level  in  the  East  River 
and  in  the  Hudson.  Therefore,  the  velocities  vary  approximately  as  the 
square  root  of  the  range  of  tide. 

In  Rockaway  Inlet,  joining  Jamaica  Bay  and  the  Atlantic  Ocean, 
the  currents  are  hydraulic.  The  velocities,  therefore,  vary  as  the  square 
root  of  the  range  of  tide,  the  greatest  velocities  occurring  about  3  hours 
before  high  or  low  water. 

Currents  at  Each  Lunar  Hour. 

The  currents  which  exist  in  the  harbor  at  each  lunar  hour  of  a 
tidal  cycle  are  given  below.  The  directions  of  the  currents  were 
obtained  chiefly  from  the  float  experiments  of  the  Metropolitan  Sewer- 
age Commission,  and  were  checked  from  the  curves  shown  on  Fig.  8. 
Other  observations  were  also  made,  for  purposes  of  verification.  The 
construction  of  the  curves  in  Fig.  8  is  explained  on  page  2056. 

/  Lunar  Hour. — The  water  is  flowing  out  of  the  Upper  Bay,  through 
The  Narrows,  toward  the  sea;  into  the  Upper  Bay,  through  the  Kill 
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Flow  In  Millions  of  Cubic  Feet  per  Lunar  Hour. 
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van  Kull,  the  East  River,  and  the  Hudson  River;  and  the  water  level 
in  the  Upper  Bay  is  falling. 

II  Lunar  Hour. — The  water  is  flowing  out  of  the  Upper  Bay, 
through  The  Narrows,  toward  the  sea;  into  the  Upper  Bay  through  the 
East  River  and  the  Hudson  River;  the  Kill  van  Kull  is  nearly  slack; 
and  the  water  in  the  Upper  Bay  is  at  about  mean  low  water. 

///  Lunar  Hour. — The  water  is  flowing  out  of  the  Upper  Bay, 
through  The  Narrows,  toward  the  sea;  out  of  the  Upper  Bay,  through 
the  Kill  van  Kull;  into  the  Upper  Bay,  through  the  East  River  and 
the  Hudson  River;  and  the  water  in  the  Upper  Bay  is  rising. 

IV  Lunar  Hour. — The  water  is  flowing  into  the  Upper  Bay, 
through  The  Narrows,  from  the  sea;  into  the  Upper  Bay,  from  the 
Hudson  River;  out  of  the  Upper  Bay  and  Hudson  River,  into  the 
East  River;  out  of  the  Upper  Bay,  into  the  Kill  van  Kull;  and  the 
water  in  the  Bay  is  rising. 

V  Lunar  Hour. — The  water  is  flowing  into  the  Upper  Bay,  through 
The  Narrows,  from  the  sea;  the  Hudson  River  is  nearly  slack;  the  water 
is  flowing  out  of  the  Upper  Bay,  through  the  East  River  and  the  Kill 
van  Kull;  and  the  water  in  the  Bay  is  rising. 

VI  Lunar  Hour. — The  water  is  flowing  into  the  Upper  Bay, 
through  The  Narrows,  from  the  sea;  out  of  the  Upper  Bay,  through 
the  Hudson  River,  East  River,  and  Kill  van  Kull;  and  the  water  in 
the  Bay  is  rising. 

VII  Lunar  Hour. — The  water  is  flowing  into  the  Upper  Bay, 
through  The  Narrows,  from  the  sea ;  out  of  the  Upper  Bay,  through  the 
Hudson  River,  East  River,  and  Kill  van  Kull;  and  the  water  in  the 
Bay  is   rising. 

VIII  Lunar  Hour. — The  water  is  flowing  into  the  Upper  Bay, 
through  The  Narrows,  from  the  sea;  out  of  the  Upper  Bay,  through 
the  East  River  and  the  Hudson  River;  the  Kill  van  Kull  is  nearly 
slack;  and  the  water  in  the  Bay  is  at  about  mean  high  water. 

IX  Lunar  Hour. — The  water  is  flowing  into  the  Upper  Bay, 
through  The  Narrows,  from  the  sea;  into  the  Upper  Bay,  through 
the  Kill  van  Kull;  out  of  the  Upper  Bay,  through  the  Hudson  River 
and  the  East  River;  and  the  water  in  the  Bay  is  falling. 

Z  Lunar  Hour.— The  water  is  flowing  out  of  the  Upper  Bay, 
through  The  Narrows,  toward  the  sea;  out  of  the  Upper  Bay,  through 
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the  Hudson  River;  into  the  Upper  Bay  and  Hudson  River,  through 
the  East  River;  into  the  Upper  Bay,  through  the  Kill  van  Kull;  and 
the  water  in  the  Bay  is  falling. 

:  XI  Lunar  Hour. — The  water  is  flowing  out  of  the  Upper  Bay, 
through  The  Narrows,  toward  the  sea;  the  Hudson  River  is  nearly 
slack ;  the  water  is  flowing  into  the  Upper  Bay,  through  the  East  River 
and  the  Kill  van  Kull;  and  the  water  in  the  Bay  is  falling. 

XII  Lunar  Hour. — The  water  is  flowing  out  of  the  Upper  Bay, 
through  The  Narrows,  toward  the  sea;  into  the  Upper  Bay,  through 
the  Hudson  River.  East  River,  and  Kill  van  Kull;  and  the  water  in 
the  Bay  is  falling. 

Water  Levels  at  Each  Lunar  Hour. 

The  water  surfaces  are  changing  continually  throughout  the  tidal 
cycle,  and  the  differences  in  elevation  create  slopes  which  are  influen- 
tial in  causing  the  water  to  flow  first  in  one,  and  then  in  a  reverse, 
direction. 

Eigs.  9  to  20,  inclusive,  show  the  water  surfaces  at  each  lunar  hour 
during  the  cycle.  By  comparing  one  figure  with  those  for  the  pre- 
ceding and  subsequent  hours,  the  rapid  changes  in  levels  are  apparent. 
The  figures  show  the  cause  of  the  violent  currents  through  Hell  Gate, 
and  the  steep  slopes  which  exist  at  this  interesting  place.  These  fig- 
ures were  drawn  from  information  contained  in  Appendix  15,  Report 
of  1887,  and  Appendix  9,  Report  of  1888.  of  the  U.  S.  Coast  and 
Geodetic  Survey,  with  the  elevations  for  some  additional  points  calcu- 
lated by  the  writer  from  Tide  Table  information. 

Land- Water  Discharges. 

The  land-water  discharged  into  the  harbor  comes  from  the  rivers 
and  their  contributing  basins.  The  U.  S.  Coast  and  Geodetic  Survey 
\made  an  estimate*  of  this  land-water,  based  on  the  records  of  the  gaug- 
ing stations  maintained  by  the  U.  S.  Geological  Survey  and  the  New 
York  State  Engineer  and  Surveyor  at  Mechanicsville  on  the  Hudson 
(1890  to  1905),  and  at  a  point  about  4  miles  below  Rexford  Flats  oii 
the  Mohawk  River  (1901-1905).  The  quantity  of  land-water  running 
off  areas  jbelow  these  stations  has  been  assumed  to  be  related  to  these 

*  Letter  from  Survey  to  Metropolitan  Sewerage  Commission  of  New  York,  August 
14th,  190«. 
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areas  as  the  measured  discharg-es  are  to  the  areas  above  the  gauging 
stations.  The  results  thus  obtained  were  then  multiplied  by  factors 
representing  the  ratios  of  the  annual  rainfalls  over  the  regions  under 
consideration  to  the  annual  rainfall  over  the  regions  above  the  gauging 
stations.  These  rainfall  ratios  were  obtained  from  Professor  A.  J. 
Henry's  "Climatology  of  the  United  States."  The  final  results  or  esti- 
mates of  the  land-water  discharges  are  given  in  Table  5. 

Current  Phenomena. 

The  turn  of  the  tide  takes  place  first  along  the  shore,  so  that  the 
shore  currents  often  flow  contrariwise  to  the  channel  currents.  In  The 
Narrows,  the  first  change  of  current  appears  on  the  east  side  of  the 
channel. 

When  the  tidal  currents  turn  from  flood  to  ebb  or  from  ebb  to  flood, 
the  inertia  of  the  moving  stream  plays  a  very  important  part.  As  the 
specific  gravity  of  the  sea  outside  of  New  York  bar  is  about  1.024,  the 
sea-water  is  approximately  2i%  heavier  than  the  fresh-water  dis- 
charged from  the  rivers.  As  the  tide  begins  to  flood,  there  is  a  tend- 
ency for  this  lighter  fresh-water  to  flow  out  over  the  top  of  the  incom- 
ing heavier  salt-water,  and  for  the  formation  of  top  and  bottom  cur- 
rents flowing  in  opposite  directions.  Consequently,  an  "under-run"  is 
formed.  The  "under-run"  of  salt-water  up  the  Hudson  River  extends 
above  Poughkeepsie,  where  the  water  is  often  found  brackish  during 
seasons  when  the  river  discharge  of  land-water  is  small. 

The  Metropolitan  Sewerage  Commission  made  more  than  ninety 
float  experiments  during  1907,  1908,  and  1909.  The  floats  were  made 
deep,  in  order  that  they  might  not  be  influenced  by  the  wind,  and  were 
of  two  kinds :  a  submerged  can  supported  by  a  wire  to  a  can  float,  and 
a  wooden  post  carrying  vanes  at  the  lower  end  supported  by  a  wooden 
float  at  the  upper  end.  The  can  float  was  made  in  the  following  way: 
The  submerged  can  was  Ql  in.  in  diameter  and  14  in.  high,  and  had 
a  ring  at  the  top  to  which  was  fastened  a  copper  wire  connecting  it  to 
the  float  proper.  The  length  of  this  wire  could  be  varied,  but  was 
usually  about  4  ft.  The  float  was  a  can,  5|  in.  in  diameter  and  5  in. 
high,  hermetically  sealed,  and  had  a  socket  on  the  cover  in  which  could 
be  placed  a  staff  for  a  small  flag.  The  submerged  can  had  an  opening 
in  the  cover  through  which  sand  could  be  introduced  so  as  to  weight 
the  apparatus  until  the  float  became  almost  submerged. 
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The  second  float  consisted  of  a  4  by  4-in.  wooden  standard,  vary- 
ing in  leng-th,  but  usually  about  6  ft.  long.  At  the  lower  end,  four 
18  by  18-in.  vanes  of  No.  14  B.  w.  g.  sheet-iron  were  bolted.  At  the 
upper  end  a  12  by  12  by  24-in.  w^ooden  block  was  fastened  vertically, 
and  the  whole  was  weighted  so  that  it  was  nearly  submerged.  On  the 
upper  end  of  the  float  there  were  iron  straps  which  carried  two  heavy 
hooks  for  fastening  the  lifting  tackle,  and  a  light  rod  on  which  could 
be  put  a  flag  during  the  day  or  a  lantern  at  night.  The  second  type 
of  float  gave  the  greater  satisfaction,  as  it  was  the  more  substantial 
for  this  heavy  service,  and  its  motion  was  not  affected  appreciably  by 
the  wind. 

Floats  were  set  adrift  in  different  parts  of  the  harbor  and  at  differ- 
ent stages  of  the  tide.  They  were  followed  by  observers  who  noted 
their  position  at  frequent  intervals,  generally  using  the  sextant,  and 
the  positions  were  plotted  on  a  large-scale  chart.  Many  of  the  paths 
thus  traced  were  duplicated  by  other  floats.  Broadly  speaking,  the 
floats  showed  a  general  trend  toward  the  sea,  past  Sandy  Hook; 
although,  naturally,  they  were  carried,  forward  and  backward  with  the 
ebb  and  flood  tides.  Figs.  21  to  32,  inclusive,  show  the  paths  of  twelve 
representative  floats,  as  observed  by  the  Metropolitan  Sewerage  Com- 
mission. Fig.  33  shows  the  paths  of  floats  at  the  entrance  to  Jamaica 
Bay  as  observed  under  the  direction  of  Col.  John  G.  D.  Knight,  Corps 
of  Engineers,  U.  S.  Army,  in  December,  1908.  Some  were  started  in 
the  ocean  and  entered  the  bay  on  flood  tide,  others  were  set  adrift  in 
the  entrance  and  passed  out  on  ebb  tide.  The  tendency  is  for  the 
currents  to  flow  into  and  out  of  the  bay  around  Rockaway  Point.  The 
flow  is  chiefly  to  and  from  the  ocean,  and  less  directly  past  Coney 
Island. 

The  paths  of  the  floats  show  the  general  behavior  of  the  currents 
in  the  harbor;  the  general  drift  toward  the  Atlantic  Ocean;  the  back- 
ward and  forward  paths  in  the  Upper  Bay  and  rivers;  the  tendency  to 
hug  the  Staten  Island  shore  at  The  Narrows;  the  tendency  of  a  parti- 
cle to  remain  in  Newark  Bay  and  Kill  van  Kull;  and  the  tendency  of 
a  particle  to  remain  in  the  East  River  (Figs.  27,  28,  29,  and  30) ;  which 
substantiates  the  conclusion  that  the  southerly  resultant  flow  of  the 
East  River  is  not  great. 

When  velocity  data  are  worked  out  from  float  experiments,  a  cor- 
rection should  be  made  for  the  range  of  tide  existing  on  the  day  of 
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PATH  OF  A  FLOAT  FROM  THE  HUDSON  RIVER  TO  THE  LOWER  Bfi 

Fig.  22. 
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PATH  OF  A  FLOAT  FROM  THE  EAST  RIVER  TO  THE  SEA 
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PATH   OF  A  FLOAT  FROM  THE   EAST  RIVER  TO  THE   LOWER  BAY 

Fig.  25. 
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PATH  OF  A  FLOAT  IN  THE  UPPER  BAY  AND  EAST  RIVER 


Fig.  26. 


TIDAL  PHENOMENA  IN   NEW   YORK  HARBOR 


2021 


^        t/       F      P      i;        i? 


PATH   OF  A  FLOAT  IN  THE    UPPER  BAY  TO  THE  EAST  RIVER 
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PATH  OF  A  FLOAT  IN  THE   EAST  RIVER 
Fig.  28. 
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PATH   OF  A  FLOAT  IN  THE   EAST  RIVER. 
Fig.  29. 
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PATH  OF  A  FLOAT  IN  THE  EAST  RIVER  AND  LONG  ISLAND  SOUND 


Fig.  30. 
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PATH  OF  A  FLOAT  IN  THE  HARLEM  RIVER 

Fig.  31. 
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Fig.  33. 
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observation,  in  order  to  change  the  observed  velocity  to  that  which 
would  have  existed  for  a  normal  range,  as  discussed  under  the  heading, 
"Eifect  of  Tidal  Range  on  Velocity,"  page  1996. 

Calculations  were  made  of  the  theoretical  paths  which  particles 
would  take  during  successive  tides,  as  explained  on  page  1988.  Such 
paths  are  shown  in  Fig.  34  for  a  particle  starting  in  the  Hudson  Kiver, 
off  Grant's  Tomb,  on  a  flood  tide;  and  in  Fig.  35,  starting  off  College 
Point,  in  the  East  River,  one  on  flood  and  one  on  ebb  tide.  The  paths 
were   worked  out  by   calculating  the   distance   traveled  by   a   particle 

during  a  complete  flood  or  ebb  period  by  substituting  in  the  formula, 

2 

—   A  t.)  in  which  A  denotes  the  velocity,  in  knots  at  strength,  and  t 
It 

the  duration  of  the  current,  in  solar  hours,  both  as  given  in  the  Tide 
Tables.  The  distances  traveled  on  both  ebb  and  flood  currents  were 
thus  determined  for  each  mile,  and  the  results  arranged  in  proper 
order.  The  plottings  of  the  paths  in  Figs.  34  and  35  were  then  made 
by  using  the  average  of  the  results  of  the  calculated  distances  for  the 
miles  which  the  particle  would  pass  during  the  current  being  consid- 
ered. The  path  calculated  for  the  Hudson  River  and  Upper  Bay,  Fig. 
34,  agrees  closely  with  that  actually  traversed  by  a  float,  as  shown  in 
Fig.  22.  The  paths  calculated  for  the  East  River  were  longer  than  the 
distances  traversed  by  the  floats  on  each  current,  which  was  to  be  ex- 
pected, as  the  calculation  is  based  on  the  particle  remaining  in  the 
swiftest  thread.  However,  Fig.  35  indicates  that  a  particle  set  adrift 
in  the  East  River  near  College  Point  is  likely  to  remain  in  the  river, 
as  was  the  result  with  a  float,  Fig.  28,  which  was  followed  for  nearly 
3-J  days  and  never  passed  farther  south  than  the  Brooklyn  Bridge,  nor 
farther  east  than  Whitestone  Point. 

Volumes  of  Water  Flowing  on  Flood  and  Ebb  Currents. 

The  volume  flowing  on  each  tidal  current  can  be  estimated  in  ac- 
cordance with  the  principles  deduced  for  calculating  the  flow  of  rivers. 
The  estimates  will  be  approximately  correct,  and,  considering  the  daily 
variations,  will  be  sufliciently  accurate  for  all  practical  purposes.  These 
estimates  are  based  on  the  area  of  a  selected  section  below  the  mean 
level  of  the  water  surface,  the  mean  velocity  of  the  current,  and  the 
time  during  which  the  current  flows. 

It  is  neither  a  simple  nor  an  easy  matter  to  make  gaugings  of  the 
volumes  flowing  on  the  tidal  currents,  because  the  volumes  are  so  large. 
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and  the  measurements  would  have  to  extend  over  long  periods,  in 
order  to  average  out  the  daily  variations;  and  they  would  have  to 
be  made  at  stations  located  so  closely  together  as  to  interfere  with  navi- 
gation. For  exact  results,  current  velocity  measurements  would  have 
to  be  taken  at  many  different  depths  at  each  station.  Such  measure- 
ments should  be  made  nearly  coincident  at  each  station,  and  repeated 
at  short  intervals  of  time,  because  the  velocities  of  the  threads  at  dif- 
ferent depths  may  vary,  and  are  subject  to  changes  in  direction  which 
are  not  synchronous,  due  to  the  reversals  of  the  tidal  currents.  The 
work  of  making  actual  gauge  measurements  of  such  large  volumes  as 
flow  in  the  East  River,  the  Hudson  River,  and  through  The  Narrows 
would  be  very  costly. 

The  volumes  of  the  currents  passing  any  selected  section  during 
a  tidal  interval  are  not  constant,  because  of  lunar  and  seasonal  vari- 
ations. The  average  or  mean  volumes,  however,  can  be  estimated  with 
sufficient  accuracy  for  all  practical  purposes. 

With  the  exception  of  the  East  River  and  the  Harlem  River,  where 
the  currents  are  purely  hydraulic,  that  is,  produced  by  a  difference  in 
level  of  the  water  surfaces  at  each  end,  the  main  currents  are  com- 
plicated by  the  discharges  of  the  land-waters  from  the  water-sheds 
above.  In  consequence,  the  ebb  currents  exceed  the  flood  currents  in 
volume  by  just  the  discharges  of  land- water.  This  is  true  under  mean 
conditions,  that  is,  when  the  ranges  of  consecutive  tides  are  the  same. 

Therefore,  each  tidal  flow  is  composed  of  a  periodic  portion  due 
to  the  true  tidal  wave,  and  a  non-periodic  portion  due  to  the  land-water 
discharge.  These  two  portions  are  mixed  into  one  volume,  but,  for 
purposes  of  estimate,  must  be  kept  distinct.  It  will  be  clear,  then, 
that  the  resultant  discharge  from  the  harbor  to  the  sea  will  be  the 
land-water  discharges  of  the  rivers,  and  no  more,  except  the  southerly 
net  flow  of  the  East  River,  which,  as  will  be  shown  later,  is  not  great. 

The  rise  and  fall  of  the  tides  and  the  current  velocities  may  be  as- 
sumed to  vary  according  to  the  ordinates  of  a  sinusoid.  Any  deviation 
is  due  to  local  conditions  or  to  temporary  irregularities.  The  true  tidal 
actions  are  periodic,  and  each  tide  extends  over  a  period  of  6  lunar 
hours  or  (nearly)  6.21  solar  hours. 

The  U.  S.  Coast  and  Geodetic  Survey  has  made  estimates  of  the 
volumes  of  the  tides  flowing  past  selected  sections,  for  each  month,  by 
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using  the  inontlily  mean  discharge  of  hind-water,  and  then  averaging 
these  monthly  results  for  the  yearly  mean. 

Draw  a  line,  ABC,  Fig.  36,  and  divide  it  into  lunar  hours.  Draw 
a  curve  of  sines,  A  M  B  C,  such  that  M  N  represents  the  maximum 
rate  of  flow  due  to  the  periodic  portion.  Its  value  is  found  by  multi- 
plying the  area  of  the  section  below  mean  water  level  by  the  mean 
sectional  velocity  of  the  current  at  the  time  of  strength.  The  result 
is  usually  given  in  cubic  feet  per  second.  The  mean  sectional  velocity 
is  about  0.75  tipies  the  velocity  at  the  surface.  Distances  along  ABC 
represent  lunar  hours  and  also  degrees  of  angles.  Thus  A  B  is  6  lunar 
hours  and  180  degrees. 

Parallel  to,  and  above,  A  B  C,  draw  a  line,  D  E  F,  so  that  the  dis- 
tance between  the  two  will  represent  the  rate  of  flow  of  the  non-peri- 
odic portion,  or  the  river  discharges  of  land-water. 


Fig.  36. 
Let  R   denote  the   rate   of  flow   of  the  periodic   portion   at  maximum 

strength,  or  M  N,  in  cubic  feet  per  second  (or  per  solar  hour)  ; 
"  R^  denote  the  rate  of  flow  of  the  periodic  portion  at  any  time,  N  N\ 
r    after  strength,  or  i¥'  N\  in  cubic  feet  per  second  (or  per  solar 

hour) ; 
"     t    denote  the  time  after  strength,  or  N  N\  in  seconds  (or  in  solar 

hours) ; 
"     a   denote  a  constant,  so  that  a  t  equals  the  number  of  degrees  in 

the  angle  between  N  and  N^ ; 
"  K  denote  the  rate  of  flow  of  the  non-periodic  portion,  or  0  N,  in 

cubic  feet  per  second  (or  per  solar  hour) ; 
"     6  denote  the  number  of  degrees  in  the  angle  between  0  and  E,  oi' 

where  R^  equals  K. 
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Then : 

M'  N'  =  R'  =  B  COS.  at 

M'   S   =  y  =  R  COS.  at  —  K. 

As  6  is  the  angle  at  which  It  cos.  a  t  =^  it,  cos,. 6  ^r:  -— . 

B 
0  E  =  half  duration  of  flood  =-  — . 

a 

Therefore, 

/»(?    -  re 

the  area,  0  M  M'  E  =    I    y  dt  =    /     {B  cos.  a  t  —  K)  dt. 


*9 

or,  the  volume  of  half  flood  =    I     B  cos.  a  t  dt  —  K  dt 

0 


=        — sin.  at  —  AM 
Lo   a  J 


^  B 


=  — sin.  0  —  K  — -sin.  0  +  A  — (1) 

a  a  a  a 


As    sin.    0    =        1  —  cos,^  0,  or       1  —  ^^i  ^^^^  ^^  ^  i^   ^^^^  angle 


the  cosine  of  which  is-—,  Equation  (1)  becomes 

B 


J 


a     >J  it''  a 


For  time  in  seconds, 

7t  It 

a  = 


(2) 


number  of  seconds  in  6  luuar  hours       22  357' 
or,  for  solar  hours, 


a  = 


number  of  solar  hours  in  6  lunar  hours       6.21  ' 


therefore,  the  volume  flowing  on  the  total  flood  is  twice  Equation  (2). 
After  substituting  the  value  of  a,  for  the  time  in  seconds,  the  total 
(lood  volume 


r       I       K^  -^  zr  "I 

=  14  2.'«[7?^l-^,-/fcos.       ^J.. 


Ill  1\>  ill!  rii«.»' 


.(3) 
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The  volume  flowing  on  the  total  ebb  is  the  flood  volume  plus  the 
run-off  for  12  lunar  hours.     This  latter  quantity  is  represented  by  the 

area,  AB  C  FE  B.ovhy  ?_^  as  ^  0  =  ^. 

a  a 

The  volume  flowing  on  the  ebb,  therefore,  is 


-^  +  14233[ijJl--,-ircos.      -] 


=  44  714  A"  +  14  233[i?     Il—  ^^— i^cos.    ^  ^] (4) 

Taking  a  section  between  Sandy  Hook  and  Coney  Island,  the  value 
of  ^  is  1  685  812  cu.  ft.  per  sec.,*  being  the  product  of  the  mean  cross- 
sectional  area  and  0.75  of  the  average  surface  velocity.  The  value  of 
K,  or  the  rate  of  run-off,  is  variable  for  each  month,  but  the  monthly 
means  are  given  in  Table  5.     Substituting  these  values  in  Equations 

(3)  and  (4),  and  working  out  the  volumes  of  flood  and  ebb  for  each 
month;  the  mean  flood  and  ebb  volumes  can  be  estimated  by  averaging 
the  monthly  results. 

The  mean  total  ebb  volume  is  24  658  499  000  cu.  ft. 
The  mean  total  flood  volume  is  23  322  888  000    "     " 

A  section  was  taken  across  The  Narrows,  and  Equations   (3)   and 

(4)  were  solved  for  each  monthly  result;  the  details  are  given  in 
Table  6.  In  this  way  the  flood  and  ebb  volumes  for  each  month 
can  be  ascertained.  The  mean  result  for  the  year  has  been  calculated, 
and  the  averages  for  the  12  months  are  also  given. 

The  velocities  of  current  at  strength  have  been  taken  from  Table 
4.  The  values  of  K  have  been  found  by  adding  the  resultant  flow  of 
the  East  River,  which  is  about  40  000  000  cu.  ft.  per  6  lunar  hours 
(page  2041),  to  the  total  of  the  land-water  entering  the  Upper  Bay 
above  The  Narrows,  as  given  in  Table  5,  and  dividing  the  sum  by 
22  357,  or  the  number  of  seconds  in  6  lunar  hours. 

The  mean  volumes  of  the  normal  tidal  flows  past  any  section  can 
be  estimated  closely  by  a  shorter  process :  Eind  the  mean  height  of 
the  curve,  AMB,  Eig.  36,  for  both  flood  and  ebb  currents ;  then  multiply 
this  average  rate  of  flow  by  the  area  of  the  section  and  by  the  duration 
of  the  current  in  time,  and  the  result  will  be  the  mean  of  the  volumes 

*  From  information  received  from  the  U.  S.  Coast  and  Geodetic  Survey,  January  22d.  1910. 
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flowing  through  the  section  on  both  ebb  and  flood  currents.  The  flood 
volume  will  be  the  mean,  thus  found,  less  one-half  of  the  land-water 
discharged  during  12  lunar  hours;  and  the  ebb  volume  will  be  the  mean 
volume  plus  one-half  of  the  land-water. 

The  writer  thus  estimated  the  volumes  flowing  on  the  tidal  cur- 
rents past  various  sections  of  the  harbor,  chiefly  based  on  investiga- 
tions made  by  the  Metropolitan  Sewerage  Commission.  These  re- 
sults agree  fairly  well  with  the  estimates  made  by  the  United  States 
Coast  and  Geodetic  Survey. 

For  comparison,  the  tidal  volumes  at  The  Narrows  are  given  in 
cubic  feet:  ^,.  ^,.     ^ 

Ebb.  Flood. 

By  short  method 12  041  200  000  10  778  800  000 

"     Equations  (3)  and  (4)  .   12  024  200  000  10  762  000  000 

.    "     U.  S.  C.  and  G.  Survey.   12  211  187  000  11028  853  000 

The  U.  S.  Coast  and  Geodetic  Survey  results  were  calculated  by 
Equations  (3)  and  (4),  but  were  based  on  a  mean  velocity  at  strength 
of  2  knots,  with  no  allowance  for  any  resultant  discharge  from  the 
East  River. 

Volumes  of   Tidal  Discharges. 

The  Narrow^s. 

The  section  between  Fort  Wadsworth  and  Fort  Hamilton  is  5  280  ft. 
wide,  and  its  average  depth  below  mean  water  level  is  61  ft.,  so  that 
its  area  is  322  000  sq.  ft.  i      o^     j 

The  average  velocity  of  the  swiftest  surface  thread  during  the  tidal 
period  on  ebb  is  1.34  knots,  and  on  flood  1.17  knots.  These  velocities 
were  obtained  by  plotting  the  results  of  the  float  observations  of  the 
Metropolitan  Sewerage  Commission  and  drawing  a  smooth  curve 
through  the  points.  The  areas  below  these  approximate  sinusoids  were 
then  divided  by  their  lengths,  giving  the  average  velocities.  The  mean 
of  the  ebb  and  flood  average  velocities  of  the  swiftest  surface  thread 
is  1.255  knots,  or  7  631  ft.  per  solar  hour. 

The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75.  The  mean  cross-sectional  velocity,  there- 
fore, is  5  723  ft.  per  solar  hour.  Multiplying  the  area  of  the  section 
by  the  mean  cross-sectional  velocity  gives  1 837  000  000  cu.  ft.  per 
solar  hour  as  the  mean  rate  of  flow  through  the  section. 
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The  length  of  time  that  each  current  flows  was  taken  at  6  lunar 
hours,  or  6.21  solar  hours.  The  mean  volume  flowing  on  ebb  and  flood 
currents  is  11 410  000  000  cu.  ft.,  obtained  by  multiplying  the  mean 
rate  of  flow  through  the  section  by  the  length  of  time. 

The  mean  yearly  discharge  of  land-water  run-off  past  The  Narrows 
for  6  lunar  hours  is  591200  000  cu.  ft.,  or  1182  400  000  cu.  ft.  per 
tidal  cycle  of  12  lunar  hours.  These  figures  are  from  the  records  of 
the  U.  S.  Coast  and  Geodetic  Survey  and  the  New  York  State  Engineer 
and  Surveyor.     See  Table  5. 

In  addition  to  this  run-off,  there  is  a  net  discharge  through  the 
East  River  from  the  Sound  into  the  Upper  Bay  which  passes  out 
through  The  Narrows.  This  net  discharge  is  about  80  000  000  cu.  ft. 
per  tidal  cycle,  as  explained  on  page  2041. 

The  total  net  discharge,  therefore,  is  1 262  400  000  cu.  ft. ;  and, 
from  what  has  been  stated  on  page  2034,  the  average  ebb  volume 
will  be  approximately  the  mean  given  above  plus  one-half  of  this  net 
discharge,  and  the  average  flood  volume  will  be  the  mean  less  one-half 
of  this  net  discharge,  or : 

Average   volume   of   ebb    current,  12  041  200  000  cu.  ft. 
Average  volume  of  flood  current,  10  778  800  000    "     " 

Hudson   River. 

The  section  of  the  river  opposite  West  39th  Street,  Manhattan,  is 
3  900  ft.  wide,  and  its  average  depth  below  mean  water  level  is  37.44  ft., 
so  that  its  area  is  146  000  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the  tidal 
period  on  ebb  is  1.86  knots,  and  on  flood  1.26  knots.  These  velocities 
were  obtained  by  plotting  curves  from  information  obtained  from  the 
U.  S.  Coast  and  Geodetic  Survey  and  from  the  U.  S.  Coast  Pilot,  in 
the  same  manner  as  those  for  The  Narrows.  The  mean  of  the  ebb  and 
flood  average  velocities  of  the  swiftest  surface  thread  is  1.56  knots,  or 
9  485  ft.  per  solar  hour. 

The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75.  The  mean  cross-sectional  velocity,  there- 
fore, is  7  113  ft.  per  solar  hour.  Multiplying  the  area  of  the  section 
by  the  mean  cross-sectional  velocity  gives  1  038  000  000  cu.  ft.  per  solar 
liour  as  the  mean  rate  of  flow  through  the  section. 
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The  mean  volume  flowing  on  ebb  and  flood  currents  is  6  447  000  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section 
by  the  length  of  time,  or  6.21  solar  hours. 

The  mean  yearly  discharge  of  land-water  run-off  past  Battery  Place 
for  6  lunar  hours  is  543  600  000  cu.  ft.,  or  1  087  200  cu.  ft.  per  tidal 
cycle  of  12  lunar  hours.  These  figures  are  from  the  records  of  the 
U.  S.  Coast  and  Geodetic  Survey  and  the  New  York  State  Engineer 
and  Surveyor.     See  Table  5. 

From  what  has  been  stated  on  page  2034,  the  average  ebb  flow 
will  be  the  mean  given  above  plus  one-half  of  this  net  discharge,  and 
the  average  flood  volume  will  be  the  mean  less  one-half  of  this  net 
discharge,  or: 

Average  volume  of    ebb    current,  6  990  600  000  cu.  ft. 
Average  volume  of  flood  current,  5  903  400  000    "      " 

East  River. 

The  run-off  from  the  areas  which  naturally  drain  into  the  East 
River  is  small  compared  with  the  volumes  of  the  tidal  discharges.  As 
the  East  River  is  a  strait,  the  flow  is  subject  to  the  actions  of  the  sepa- 
rate tidal  waves  entering  at  each  end,  Throgs  Neck  and  Governors 
Island. 

The  difference  in  water  level  creates  a  hydraulic  flow  through  the 
strait  or  river.  As  the  "westerly  and  southerly"  and  the  "northerly 
and  easterly"  hydraulic  slopes  are  equal,  there  would  be  no  reason  to 
expect  a  greater  flow  in  one  direction  than  in  the  other. 

A  sufficient  number  of  actual  measurements  of  velocity,  and  ex- 
tending over  sufficiently  long  periods  of  time,  have  not  been  made  to 
determine  positively  the  mean  volumes  flowing  on  the  two  tidal  cur- 
rents; therefore,  the  difference  between  the  volumes  can  only  be  esti- 
mated by  theoretical  reasoning. 

If  a  base  line  is  drawn  and  divided  into  equal  spaces,  each  of  which 
represents  a  lunar  hour,  and  if  a  sinusoid  be  drawn  on  this  base  line 
to  represent  the  rise  and  fall  of  the  water  above  and  below  mean  water 
level  off  Willets  Point,  then  each  ordinate  would  represent  the  surface 
level  of  the  water  above  or  below  mean  water  level  at  each  lunar  hour. 

If  a  second  sinusoid  be  drawn  in  a  similar  manner  for  the  rise  and 
fall  of  the  tide  at  Governors  Island,  then,  by  placing  it  so  as  to  be 
spaced  at  the  proper  interval   of  time  relative   to   the   Willets  Point 
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sinusoid,  a  comparison  can  be  made  of  the  elevations  of  the  water 
surface  at  both  ends  of  the  strait  for  every  lunar  hour.  These  curves 
are  represented  in  Fig.  7,  and  from  a  study  of  them  it  will  be  noted 
that,  from  the  lunar  hours  of  IX  to  III  after  the  transit  of  the  moon, 
the  surface  of  the  water  at  Willets  Point  is  above  that  at  Governors 
Island,  and  a  reverse  condition  is  maintained  from  the  lunar  hours 
of  III  to  IX.  These  two  sinusoids  form  lunes,  the  ordinates  of  which 
represent  the  difference  of  the  water  levels  between  the  ends  of  the 
straits  at  each  lunar  hour.  If  the  centers  of  these  lunes  are  deter- 
mined, it  will  be  noted  that,  during  the  time  when  the  current  is  flow- 
ing from  Willets  Point  to  Governors  Island,  the  water  level  is  0.74  ft. 
above  mean  water  level.  For  the  reverse  current,  from  Governors 
Island  to  Willets  Point,  the  average  water  level  is  the  same  distance 
below  mean  water  level.  In  other  words,  the  cross-sectional  area  of  the 
stream  during  the  "westerly  and  southerly"  flow  would  be  greater  than 
during  the  "northerly  and  easterly"  flow;  or,  a  greater  flow  would 
occur  from  the  Sound  to  the  Upper  Bay  than  in  the  reverse  direction, 
if  the  velocities  were  the  same  in  each  direction. 

Assuming  that  the  average  depth  of  the  river  below  mean  water 
level  is  38  ft.,  then  the  average  depth  during  the  southerly  flow  would  be 

38  +  0.74  =  38.74  ft., 
and   in   a  similar  way  the  average   depth   during  the   northerly  flow 
would  be 

38  —  0.74  =  37.26  ft. 

If  the  velocities  are  the  same  in  each  direction,  and  the  lengths 
of  time  during  which  the  currents  flow  are  equal,  then  the  mean 
volumes  flowing  on  a  southerly  current  would  be 

'-^  =  1.04 
37.26 

times   the  volume  flowing  on  a  northerly  flow.     In  other  words,  the 

southerly  discharge  of  the  river  would  be,  from  this  reasoning,  about 

4%  greater  than  the  northerly  discharge. 

If,  at  different  sections  of  the  river  between  Willets  Point  and  the 

Battery,   sinusoids   are  drawn   to   represent  the  surface   of   the  water 

above  and  below  mean  water  level,  and  on  these  diagrams  the  northerly 

and  southerly  currents  are  marked,  and  the  average  water  levels  are 

determined  for  each  current,  it  will  be  found  that  the  cross-sectional 
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area  of  the  river  is  gTeater  on  the  southerly  current  for  those  sections 
between  Willets  Point  and  some  place  at  about  GOth  Street;  but  for 
the  sections  between  the  Battery  and  about  60th  Street,  the  reverse 
condition  obtains.  From  this  it  would  seem  as  if  the  southerly  flow 
did  not  exceed  the  northerly  flow  by  the  quantity  which  would  be 
expected  from  the  diiference  in  water  level  at  each  end  of  the  strait. 

Observations  made  by  the  U.  S.  Coast  and  Geodetic  Survey  indi- 
cate that,  generally  speaking,  the  current  having  the  larger  section 
has  the  smaller  velocity,  and  vice  versa,  thus  leaving  the  question  of 
the  quantity  of  net  discharge  uncertain. 

Henry  Mitchell*  gives,  as  the  result  of  some  of  his  observations,  the 
volumes  passing  through  a  section  opposite  Wall  Street,  4  341 100  000 
cu.  ft.  on  flood  and  4  383  500  000  cu.  ft.  on  ebb,  or  a  difference  of  only 
1%  in  favor  of  the  southerly  flow. 

The  Coast  Survey's  observations  for  sections  between  Wallabotit 
Bay  and  the  southern  extremity  of  Blackwells  Island  indicatef  that 
the  flood  volume  is  quite  a&  great  as  that  of  the  ebb.  These  observa- 
tions covered  work  done  at  18  stations.  The  Survey's  observations 
between  Blackwells  Island  Light  and  Throgs  Neck,  taken  at  21  sta- 
tions, indicate!  that  the  easterly  current  is  decidedly  stronger  than  the 
westerly,  but  that  the  average  cross-sectional  area  of  the  currents  is 
greater  on  the  westerly  flow.  Thus  the  westerly  net  discharge  cannot 
be  great,  for  these  figures  would  indicate  a  small  net  discharge  easterly 
into  the  Sound. 

The  Survey's  observations  around  Blackwells  Island,  taken  alone, 
indicate:}:  a  small  net  southerly  discharge,  the  west-and-south-going 
volume  being  about  3%  greater  than  the  north-and-east-going  volume. 
As  Blackvrells  Island  is  about  midway  between  the  ends  of  the  strait, 
and  as  the  stream  is  well  defined  at  this  point,  these  observations  seem 
to  be  important  in  deciding  the  question  of  whether  there  is  or  is  not 
a  net  westerly  and  southerly  discharge. 

Although  Henry  Mitchell  lays  great  stress  on  the  difference  in  cross- 
sectional  areas,  which  at  Hell  Gate  amounts  to  nearly  8%,  and  thus 
reasons  that,  the  westerly  discharge  is  about  that  much  greater  than 
the  easterly  discharge,  the  theoretical  state  of  the  conditions  indicates 

♦Report  of  the  U.  S.  Coast  and  Geodetic  Survey,  1871,  p.  131. 
t  U.  S.  Coast  and  Geodetic  Survey,  Letter  of  February  6th,  1909. 
t  U.  S.  Coast  and  Geodetic  Survey,  February  6th,  1909. 
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that  the  volume  flowing  on  the  currents  will  not  vary  directly  as  the 
cross-sections  of  the  two  streams  at  Hell  Gate.  This  is  true,  because, 
.the  smaller  the  section  at  the  Gate,  the  greater  must  be  the  velocity 
at  that  point,  as  the  length  through  the  Gate  is  a  small  fraction  of  the 
lengths  of  the  other  reaches  of  the  river.  This  result  can  be  shown 
by  Bernoulli's  theorem  applied  to  a  strait,  which  becomes,  when  friction 
is  taken  into  account,* 

. 2  g  (C.  -  c..) 

in  which  C;  and  C//  denote  the  heights  of  the  surface  of  the  water,  at 
the  Gate  and  beyond,  above  half-tide  level  ;  C'  a  friction  factor  ;  P 
the  wetted  perimeter  ;  £1  the  area  of  the  section,  and  L  the  length  of 
the  channel.  The  subscript,  1,  refers  to  the  Gate,  and  subscripts,  2,  3, 
etc.,  refer  to  other  portions  of  the  channel.  The  resistance,  as  expressed 
in  the  denominator,  increases  if  the  cross-section  at  the  Gate,  £1^,  in- 
creases, the  other  sections,  ilg,  ilg,  etc.,  remaining  the  same.  The  velocity 
then  would  vary  inversely  as  fly  Because  the  other  sections,  jQg,  /Ig, 
do  not  remain  the  same  for  both  streams,  the  real  velocity  will  vary  less 
than  changes  in  fl^. 

Taking  into  account  the  information  thus  briefly  outlined,  for  the 
whole  length  of  the  river,  it  "seems  probable  that  the  volume  trans- 
mitted westerly  can  be  not  more  than  one  or  two  per  cent,  greater  than 
the  volume  transmitted  easterly."! 

As  the  volume  flowing  on  each  tidal  current  is  about  4  000  000  000 
cu.  ft.,  the  net  or  resultant  flow  from  the  Sound  to  the  Upper  Bay 
would  be,  at  2%,  80  000  000  cu.  ft.  per  tidal  cycle. 

East  River  at  Broohlyn  Bridge. — The  section  of  the  river  at  Brook- 
lyn Bridge  is  1  500  ft.  wide,  and  its  average  depth  below  mean  water 
level  is  44.20  ft.,  so  that  its  area  is  6G  300  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the  tidal 
period  on  ebb  is  2.42  knots,  and  on  flood  2.22  knots.  These  velocities 
were  obtained  by  plotting  the  results  of  the  float  observations  of  the 
Metropolitan  Sewerage  Commission,  in  the  same  manner  as  those  for 
The  Narrows.  The  mean  of  the  ebb  and  flood  average  velocities  of  the 
swiftest  surface  thread  is  2.32  knots,  or  14  105  ft.  per  solar  hour. 


*  See  Appendix  C. 

t  Letter,  U.  S.  Coast  and  Geodetic  Survey,  August  14th,  1908. 
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The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75,  the  same  as  for  The  Narrows  and  Hudson 
River.  The  mean  cross-sectional  velocity,  therefore,  is  10  504  ft.  per 
solar  hour.  Multiplying  the  area  of  the  section  by  the  mean  cross- 
sectional  velocity  gives  696  500  000  cu.  ft.  as  the  mean  rate  of  flow 
through  the  section. 

The  mean  volume  flowing  on  ebb  and  flood  currents  is  4  330  000  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section 
by  the  length  of  time,  or  6.21  solar  hours. 

On  page  2041  it  is  shown  that  there  is  a  net  discharge  through  the 
East  River  from  the  Sound  into  the  Upper  Bay,  and  that  it  is  about 
80  000  000  cu.  ft.  per  tidal  cycle.  This  figure  includes  the  mean  yearly 
discharge  of  land-water  run-off,  which  amounts  to  about  3  400  000  cu. 
ft.  per  tidal  cycle  of  12  lunar  hours.  From  what  has  been  stated  on 
page  2034,  the  average  ebb  flow  will  be  the  mean  given  above  plus  one- 
half  of  this  net  discharge,  and  the  average  flood  volume  will  be  the 
mean  less  one-half  of  this  net  discharge,  or: 

Average  volume  of    ebb   current,  4  370  000  000  cu.  ft. 
Average  volume  of  flood  current,  4  290  000  000    "     " 

East  River  off  11th  Street.— The  section  of  the  river  off  East  Uth 
Street,  Manhattan,  is  2  235  ft.  wide  and  its  average  depth  below  mean 
water  level  is  36.13  ft.,  so  that  its  area  is  80  750  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the 
tidal  period  on  ebb  is  1.91  knots,  and  on  flood  1.85  knots.  These  veloci- 
ties were  obtained  by  plotting  the  results  of  the  float  observations  of 
the  Metropolitan  Sewerage  Commission,  in  the  same  manner  as  those 
for  The  Narrows.  The  mean  of  the  ebb  and  flood  average  velocities 
of  the  swiftest  surface  thread  is  1.88  knots,  or  11  430  ft.  per  solar  hour. 

The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75,  the  same  as  for  The  Narrows  and  Hudson 
River.  The  mean  cross-sectional  velocity,  therefore,  is  8  572  ft.  per 
solar  hour.  Multiplying  the  area  of  the  section  by  the  mean  cross- 
sectional  velocity  gives  692  200  000  cu.  ft.  per  solar  hour,  as  the  mean 
rate  of  flow  through  the  section. 

The  mean  volume  flowing  on  ebb  and  flood  currents  is  4  299  000  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section 
by  the  length  of  time,  or  6.21  solar  hours. 
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As  shown  on  page  2041,  the  net  discharge  toward  the  Upper  Bay 
is  about  80  000  000  cu.  ft.  per  tidal  cycle.  The  average  volumes  of 
ebb  and  flood  currents  were  obtained  in  the  same  manner  as  those  for 
the  East  Kiver  at  Brooklyn  Bridge. 

Average  volume  of    ebb   current,  4  339  000  000  cu.  ft. 
Average  volume  of  flood  current,  4  259  000  000    "     " 

East  River  off  31st  Street. — The  section  of  the  river  off  East  31st 
Street,  Manhattan,  is  3  180  ft.  wide,  and  its  average  depth  below  mean 
water  level  is  39.07  ft.,  so  that  its  area  is  124  250  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the 
tidal  period  on  ebb  is  1.13  knots,  and  on  flood  1.29  knots.  These  veloci- 
ties were  obtained  by  averaging  a  number  of  observations,  made  near 
this  section  by  the  U.  S.  Coast  and  Geodetic  Survey,  of  the  surface 
velocities   at   strength.     It   was   assumed   that   the   velocities   vary   as 

ordinates  of  a  sinusoid,  and  the  average  velocities  were  obtained  by 

2 
multiplying  the  velocities  at  strength  by  — . 

The  mean  of  the  ebb  and  flood  average  velocities  of  the  swiftest 
surface  thread  is  1.21  knots,  or  7  357  ft.  per  solar  hour. 

The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75,  the  same  as  for  The  Narrows,  Hudson 
River,  and  the  other  sections  on  the  East  Kiver.  The  mean  cross - 
sectional  velocity,  therefore,  is  5  518  ft.  per  solar  hour.  Multiplying 
the  area  of  the  section  by  the  mean  cross-sectional  velocity  gives 
685  600  000  cu.  ft.  as  the  mean  rate  of  flow  through  the  section. 

The  mean  volume  flowing  on  ebb  and  flood  currents  is  4  258  000  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section  by 
the  length  of  time,  or  6.21  solar  hours. 

As  shown  on  page  2041,  the  net  discharge  toward  the  Upper  Bay  is 
about  80  000  000  cu.  ft.  per  tidal  cycle.  The  average  volumes  of  ebb 
and  flood  currents  were  obtained  in  the  same  manner  as  those  for  the 
East  River  at  Brooklyn  Bridge. 

Average  volume  of    ebb   current,  4  298  000  000  cu.  ft. 
Average  volume  of  flood  current,  4  218  000  000    "     " 

East  River  off  81st  Street."^ — The  west  channel  is  800  ft.  wide,  and 
its  average  depth  below  mean  water  level  is  39  ft.,  so  that  its  area 


♦The  data  for  this  estimate  are  from  a  letter  of  the  U.  S.  Coast  and  Geodetic  Survey 
dated  August  14th,  1908. 
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is  31  200  sq.  ft.    Similar  figures  for  the  east  channel,  a  little  southward 

from  Graham  Avenue  are  600,  26.5  and  15  900,  respectively.     In  the 

former  section  the  maximum  surface  velocity  is  4.9  knots  and  in  the 

latter  4.0  knots,   according  to  observations   made   in   1857   and   1874. 

Multiplying  these  velocities  by  0.75  to  reduce  them  to  cross-sectional 

2 
velocities  at  time  of  strength,  and  by  —  to  reduce  them  to  mean  cross- 

sectional  velocities  during  each  tide,  and  by  the  area  of  the  section,  the 
following  volumes  were  obtained: 

2  756  295  600  cu.  ft.  passing  western  section. 
1146  685  915    "      "         "         eastern         " 

The  sum  of  these  two  volumes  is  3  902  981  515  cu.  ft.,  which  is  the 
mean  volume  flowing  on  ebb  and  flood  currents.  Dividing  this  figure 
into  the -average  volume  flowing  on  ebb  and  on  flood,  in  the  same 
manner  as  for  the  East  River  off  Brooklyn  Bridge,  the  following  figures 
were  obtained: 

Average  volume  of  ebb  current,  3  943  000  000  cu.  ft. 
Average  volume  of  flood  current,  3  863  000  000    "     " 

Tlast  River  off  Old  Ferry  Point. — The  section  of  the  river  off  Old 
Ferry  Point  is  3  000  ft.  wide,  and  its  average  depth  below  mean  water 
level  is  43.88  ft.,  so  that  its  area  is  131  650  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the 
tidal  period  on  ebb  is  0.88  knot,  and  on  flood  1.09  knots.  These  veloci- 
ties were  obtained  by  averaging  a  number  of  observations  of  the  surface 
velocities  at  strength  at  this  point,  made  by  the  U.  S.  Coast  and 
Geodetic  Survey.  Assuming  that  the  velocities  vary  as  the  ordinates 
of  a  sinusoid,  the  average  surface  velocity  at  strength  was  multiplied 

2 

by  —  to  obtain  the    average   velocity  of  the   swiftest   surface  thread. 

The  mean  of  the  ebb  and  flood  average  velocities  of  the  swiftest  surface 
thread  is  0.985  knot  or  5  989  ft.  per  solar  hour. 

The  coefiicient  to  reduce  the  surface  velocity  to  cross-sectional  ve- 
locity was  taken  at  0.75,  the  same  as  for  The  Narrows,  Hudson  River, 
and  the  other  sections  on  the  East  River.  The  mean  cross-sectional 
velocity,  tlierefore,  is  4  491  ft.  per  solar  hour.  Multiplying  the  area 
of  the  section  by  the  mean  cross-sectional  velocity  gives  591  300  000 
cu.  ft.  as  the  mean  rate  of  flow  through  the  section. 
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The  mean  volume  flowing  on  ebb  and  flood  currents  is  3  672  000  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section 
by  the  length  of  time,  or  6.21  solar  hours. 

As  shown  on  page  2041,  the  net  discharge  toward  the  Upper  Bay  is 
about  80  000  000  cu,  ft.  per  tidal  cycle.  The  average  volumes  of  ebb 
and  flood  currents  were  obtained  in  the  same  manner  as  those  for  the 
East  Kiver  at  Brooklyn  Bridge. 

Average  volume  of   ebb   current  (westerly),  3  712  000  000  cu.  ft. 
Average  volume  of  flood  current  (easterly),   3  632  000  000    "     " 

Reason  for  the  Volumes  of  Flow  Diminishing  from  the  Southerly  End 
to  the  Easterly  End  of  the  East  River. 

The  average  volumes  of  flow  for  the  ebb  and  flood  currents  at  differ- 
ent sections  of  the  East  River,  in  cubic  feet,  are  as  follows : 

Ebb.  Flood. 

Off  Brooklyn  Bridge 4  370  000  000  4  290  000  000 

Off  East  11th  Street 4  339  000  000  4  259  000  000 

Off  East  31st  Street 4  298  000  000  4  218  000  000 

Off  East  81st  Street 3  943  000  000  3  863  000  000 

Off  Old  Ferry  Point 3  712  000  000  3  632  000  000 

Jt  will  be  seen  from  this  statement  that  the  volumes  of  flow  de- 
crease from  the  southerly  end  to  the  easterly  end  of  the  river.  A  reason 
for  this  decrease  was  sought,  with  the  following  result: 

On  Fig.  37  curves  are  drawn  for  each  lunar  hour,  with  distances 
as  abscissas  and  velocities  as  ordinates,  flood  velocities  being  plotted 
above,  and  ebb  velocities  below,  the  datum  lines.  Another  curve  is 
plotted  to  the  right  showing  the  average  elevation  of  the  water  in  the 
East  River  for  each  lunar  hour.  This  latter  curve  is  cross-hatched 
for  the  times  when  the  water  is  rising,  and  is  left  blank  when  falling. 

It  will  be  noted  that,  during  the  6  lunar  hours  when  the  average 
level  of  the  water  is  rising,  practically  for  the  entire  length  of  the 
river,  the  current  is  flowing  flood  (north  and  east).  In  order  that  the 
level  of  the  water  may  rise,  it  is  necessary  for  more  water  to  flow  in 
at  the  Battery  than  flows  out  at  Throgs  Neck,  in  order  to  make  up 
this  rise.  In  the  same  way,  for  the  6  lunar  hours  when  the  average 
elevation  of  the  water  is  falling,  the  current  is  ebb  (flowiu^  west  and 
south)  for  practically  the  entire  length  of  the  stream. 
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In  order  that  the  elevation  of  the  water  may  fall,  it  is  necessary 
that  a  greater  quantity  should  flow  out  of  the  river  at  the  Battery 
than  flows  in  at  Throgs  Neck. 

In  discussing  this  subject,  it  must  be  kept  clearly  in  mind  that  the 
velocities  of  the  currents  are  due  to  the  heads  produced  by  the  varying 
hydraulic  slopes,  and  that  the  rise  and  fall  of  the  water  are  due  to 
the  progress  of  the  tidal  waves  entering  the  East  River  from  each  end. 

The  advance  of  the  tidal  waves  is  retarded  by  the  shallowness  of  the 
waters  and  by  the  natural  obstructions.  The  tidal  wave  entering  the 
East  River  at  Governors  Island  is  about  3  hours,  5  min.  ahead  of  the 
wave  entering  at  Throgs  Neck.  As  these  waves  progress  through  the 
river  in  opposite  directions,  there  is  a  superposition  and  a  consequent 
interference.  This  interference  and  the  natural  obstructions  of  the 
river  have  the  effect  of  making  the  wave  vary  from  a  true  sinusoid. 

As  the  Governors  Island  wave  enters  the  river  before  the  Throgs 
Neck  wave,  greater  quantities  of  water  have  to  flow  past  points  on 
the  lower  reaches  of  the  river  than  points  farther  up  (northerly  and 
easterly)  so  as  to  provide  for  the  tidal  prism,  for,  if  not,  there  would 
be  some  point  in  the  river  (near  its  mid-length)  where  the  water  would 
not  rise  or  fall. 

Kill  van  Kull. 

Kill  van  Kull  off  Port  Richmond. — The  section  of  the  river  off  Port 
Richmond  is  1  380  ft.  wide,  and  its  average  depth  below  mean  water 
level  is  28.30  ft.,  so  that  its  area  is  39  060  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the 
tidal  period  on  ebb  is  1.48  knots,  and  on  flood  1.24  knots.  These 
velocities  were  obtained  by  plotting  the  results  from  the  float  observa- 
tions of  the  Metropolitan  Sewerage  Commission,  in  the  same  manner 
as  those  for  The  Narrows.  The  mean  of  the  ebb  and  flood  average 
velocities  of  the  swiftest  surface  thread  is  1.36  knots,  or  8  269  ft.  per 
solar  hour. 

The  coefficient  to  reduce  the  surface  velocity  to  cross-sectional 
velocity  was  taken  at  0.75,  the  same  as  for  The  Narrows,  Hudson 
River,  and  East  River.  The  mean  cross-sectional  velocity,  therefore,  is, 
6  202  ft.  per  solar  hour.  Multiplying  the  area  of  the  section  by  the 
mean  cross-sectional  velocity  gives  242  200  000  cu.  ft.,  as  the  mean 
rate  of  flow  through  the  section. 
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EAST  RIVER. 

DIAGRAM  SHOWING  W"HY  THE  VOLUMES  OF  FLOW  DIMIN 
FROM  THE  SOUTHERLY  END  TO  THE  EASTERLY  END... 
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The  mean  volume  flowing  on  ebb  and  flood  currents  is  1  502  000  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section 
by  the  length  of  time,  or  6.21  solar  hours. 

The  mean  yearly  discharge  of  land-water  run-off  through  Kill  van 
Kull  for  6  lunar  hours  is  44  100  000  cu.  ft.,  or  88  200  000  cu.  ft.  per 
tidal  cycle  of  12  lunar  hours.  These  figures  are  from  the  records  of 
the  U.  S.  Coast  and  Geodetic  Survey  and  the  New  York  State  Engineer 
and  Surveyor.     See  Table  4. 

From  what  has  been  stated  on  page  2034,  the  average  ebb  volume 
will  be  the  mean  given  above  plus  one-half  of  this  net  discharge,  and 
the  average  flood  volume  will  be  the  mean  less  one-half  of  this  net 
discharge,  or: 

Average  volume  of  ebb  current,  1  546  100  000  cu.  ft. 
Average  volume  of  flood  current,  1  457  900  000    "      " 

Kill  van  Kull  Between  Constable  Point  and  New  Brighton.^ — The 
section  is  1  425  ft.  wide,  and  its  average  depth  below  mean  water  level 
is  26  ft.,  so  that  its  area  is  38  475  sq.  ft.  The  maximum  surface 
velocity  for  this  section  is  2.3  knots  at  time  of  strength,  according  to 
observations  made  in  1856  and  in  1885.  Multiplying  these  velocities  by 
0.75  to  reduce  them  to  cross-sectional  velocities  at  time  of  strength,  and 

2 

by  —  to  reduce  them  to   mean   cross-sectional   velocities   during   each 

tide,  and  by  the  area  of  the  section,  the  mean  volume  flowing  through 
the  section  was   obtained,  namely,   1  595  475  341   cu.  ft. 

As  a  check  on  this  figure,  the  U.  S.  Coast  and  Geodetic  Survey* 
made  the  following  calculation :  The  area  of  the  waters  above  this 
section,  including  most  of  Kill  van  Kull,  Newark  Bay,  the  Passaic 
River  as  far  as  the  Falls,  and  the  Hackensack  River  and  branches,  is 
15.3  sq.  statute  miles,  or  426  539  520  sq.  ft.  The  level  of  Newark 
Bay  and  near-by  branches  rises  and  falls  about  4.5  ft.  The  tidal 
volume,  therefore,  is  426  539  520  X  4.5  =  1  919  427  840  cu.  ft. 

A  few  observations  in  the  Arthur  Kill  off  Elizabethport,  just  above 
the  mouth  of  the  Elizabeth  River,  in  1856  and  1885,  indicate  a  maxi- 

18 
mum  surface  velocity  of  1.8  knots,  or  --  of  the  value  observed  in  the 
-^  23 

*  These  calculations  are  from  a  letter  of  the  U.  S.  Coast  and  Geodetic  Survej',  dated 
August  14th,  1908. 
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Kill  van  Kull.     The  section  of  the  Arthur  Kill  is  about  600  X  1^  = 

IS 
9  600  sq.  ft.,  which  would  be  equivalent  to  -—  of  9  600,  or  7  613  sq.  ft., 

23 

if  the  velocity  were  2.3  knots,  instead  of  1.8  knots.  Hence,  the  propor- 
tion of  the  volume  flowing  through  the  mouth  of  the  Kill  van  Kull 
would  be 

^^  ^^^  =  0.8366313.* 


38  475       +       7  513 

This  proportion,  0.8366313,  multiplied  by  1919  427  840,  gives 
1  605  853  409  cu.  ft.  for  the  mean  volume  entering  and  leaving  Kill  van 
Kull.  This  agrees  well  with  the  results  from  the  determination  first 
given. 

Averaging  the  two  figures  given  by  the  U.  S.  Coast  and  Geodetic 
Survey  for  the  flow  of  water  through  Kill  van  Kull  between  Constable 
Point  and  New  Brighton,  1  600  000  000  cu.  ft.  is  obtained  as  the  mean 
volume  flowing  on  ebb  and  flood  currents.  This  figure  was  divided 
into  volumes  flowing  on  ebb  current  and  flood  current  in  the  same  man- 
ner as  for  Kill  van  Kull  ofl  Port  Richmond,  using  88  200  000  cu.  ft. 
per  tidal  cycle  for  the  mean  yearly  discharge  of  land-water  run-off. 

Average  volume  of  ebb  current,  1  644  100  000  cu.  ft. 
Average  volume  of  flood  current,  1  555  900  000.  "      " 

The  tidal  prism  (or  the  area  multiplied  by  the  mean  range  of  tide) 
between  the  section  off  Port  Richmond  and  the  section  from  Constable 
Point  to  New  Brighton  is  about  100  000  000  cu.  ft. 

The  mean  volume  flowing  through  the  section  off  Port  Richmond 
would  be  less  than  the  quantity  flowing  past  the  section  at  Constable 
Point  by  the  tidal  prism  between  these  two  places,  as  that  much  water 
would  be  used  in  increasing  the  level  of  the  water.  Subtracting  the 
tidal  prism  from  the  flow  through  the  section,  1 600  000  000  — 
100  000  000  =  1  500  000  000  cu.  ft.  This  figure  agrees  well  with  the 
mean  volume  flowing  on  ebb  and  flood  currents,  1  502  000  000,  as  calcu- 
lated for  Kill  van  Kull,  off  Port  Richmond,  as  stated  on  page  2048. 

Harlem  River. 
Harlem  River  off  IJ^J^th  Street. — The  section  of  the  river  off  West 
144th  Street,  Manhattan,  is  460  ft.  wide  and  its  average  depth  below 
mean  water  level  is  15.67  ft.,  so  that  its  area  is  7  210  sq.  ft. 


*  The  proportion  flowing  through  the  Arthur  Kill  would  be  0,1633687. 
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The  average  velocity  of  the  swiftest  surface  thread  during  the  tidal 
period  on  ebb  is  0.71  knot,  and  on  flood  0.C9  knot.  These  velocities 
were  obtained  by  plotting  the  results  of  the  float  observations  of  the 
Metropolitan  Sewerage  Commission,  in  the  same  manner  as  those  for 
The  Narrows.  The  mean  of  the  ebb  and  flood  average  velocities  of  the 
swiftest  surface  thread  is  0.70  knot,  or  4  256  ft.  per  solar  hour. 

The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75,  the  same  as  for  The  Narrows,  Hudson 
River,  East  Eiver,  and  Kill  van  Kull.  The  mean  cross-sectional 
velocity,  therefore,  is  3  192  ft.  per  solar  hour.  Multiplying  the  area 
of  the  section  by  the  mean  cross-sectional  velocity  gives  23  010  000 
cu.  ft.  as  the  mean  rate  of  flow  through  the  section. 

The  mean  volume  flowing  on  ebb  and  flood  currents  is  142  900  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section 
by  the  length  of  time,  or  6.21  solar  hours. 

At  144th  Street  the  average  water  level  during  ebb  (northerly)  cur- 
rent is  0.98  ft.  above  mean  water  level,  and  during  flood  (southerly) 
current  is  0.98  ft.  below  mean  water  level.  The  average  area  of  cross- 
section  during  ebb  current,  therefore,  is  the  mean  area  of  the  section 
plus  the  width  multiplied  by  0.98,  or  7  660  sq.  ft. ;  and  the  average  area 
of  cross-section  during  flood  current  is  the  mean  area  of  the  section 
minus  the  width  multiplied  by  0.98,  or  6  760  sq.  ft.  The  mean  volume 
flowing  on  ebb  and  flood  was  divided  in  proportion  to  the  average  area 
of  cross-sections  on  the  ebb  current  and  on  the  flood  current. 

Average   volume  of    ebb    current,  151  800  000  cu.  ft. 
Average  volume   of  flood  current,  134  000  000    "     " 

Harlem  Eiver  600  Feet  North  of  High  Bridge. — The  section  of  the 
river  600  ft.  north  of  High  Bridge  is  410  ft.  wide,  and  its  average 
depth  below  mean  water  level  is  11.71  ft.,  so  that  its  area  is  4  800  sq.  ft. 

The  average  velocity  of  the  swiftest  surface  thread  during  the  tidal 
period  on  ebb  is  1.30  knots,  and  on  flood  1.22  knots.  These  velocities 
were  obtained  by  plotting  the  results  of  the  float  observations  of  the 
Metropolitan  Sewerage  Commission,  in  the  same  manner  as  those  for 
The  Narrows.  The  mean  of  the  ebb  and  flood  average  velocities  of 
the  swiftest  surface  thread  is  1.26  knots,  or  7  661  ft.  per  solar  hour. 

The  coefficient  to  reduce  the  surface  velocities  to  cross-sectional 
velocities  was  taken  at  0.75,  the  same  as  for  The  Narrows,   Hudson 
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Kiver,  East  Kiver,  and  Kill  van  Kull.  The  mean  cross-sectional 
velocity,  therefore,  is  5  746  ft.  per  solar  hour.  Multiplying  the  area 
of  the  section  by  the  mean  cross-sectional  velocity  gives  27  580  000 
cu.  ft.  as  the  mean  rate  of  flow  through  the  section. 

The  mean  volume  flowing  on  ebb  and  flood  currents  is  171  200  000 
cu.  ft.,  obtained  by  multiplying  the  rate  of  flow  through  the  section  by 
the  length  of  time,  or  6.21  solar  hours. 

At  this  section  the  average  water  level  during  ebb  (northerly)  cur- 
rent is  0.58  ft.  above  mean  water  level,  and  during  flood  (southerly) 
current  is  0.58  ft.  below  mean  water  level.  The  average  area  of  cross- 
section  during  ebb  current,  therefore,  is  the  mean  area  of  the  section 
plus  the  width  multiplied  by  0.58,  or  5  040  sq.  ft. ;  and  the  average 
area  of  cross-section  during  flood  current  is  the  mean  area  of  the 
section  minus  the  width  multiplied  by  0.58,  or  4  560  sq.  ft.  The  mean 
volume  flowing  on  flood  and  ebb  was  divided  in  proportion  to  the 
average  area  of  cross-sections  on  the  ebb  current  and  on  the  flood 
current. 

Average  volume  of    ebb    current,  179  800  000  cu.  ft. 
Average  volume  of  flood  current,  162  600  000    "     " 

Reason   for   the  Volumes   of   Flow   Diminishing   from    the    Northerly 
End  to  the  Southerly  End  of  the  Harlem  River. 

Although  it  was  not  possible  to  calculate  accurately  the  flow  of 
water  in  the  Harlem  River  at  places  other  than  144th  Street  and  600  ft. 
north  of  High  Bridge,  because  enough  float  observations  were  not  made 
at  other  points,  it  is  apparent  that  the  quantity  of  water  flowing  past 
any  section  decreases  from  the  northerly  to  the  southerly  end. 

The  float  observations  by  the  Metropolitan  Sewerage  Commission 
near  Wards  Island,  in  the  Harlem  River,  show  small  velocities  and  a 
tendency  of  the  floats  to  eddy  and  drift  toward  the  shore. 

The  few  float  observations  in  the  Harlem  River  near  Spuyten 
Duyvil  show  velocities  considerably  greater  than  those  at  the  southerly 
end. 

Fig.  38  was  made  to  show  why  the  volumes  of  flow  diminish  from 
the  northerly  to  the  southerly  end.  This  diagram  is  similar  in  con- 
struction to  Fig.  37  for  the  East  River.  The  distance  from  Spuyten 
Duyvil  to  Wards  Island  is  laid  ofl  for  the  lunar  hours  as  abscissas  and 
the  velocities  as  ordinates.    The  flood  velocities,  or  those  flowing  south. 
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are  laid  off  to  scale  below  the  datum  lines,  and  the  ebb  velocities,  or 
those  flowing  north,  are  laid  off  to  scale  above  the  datum  lines. 

A  curve  is  drawn  at  the  left  to  show  the  average  elevation  of  the 
water  in  the  Harlem  River  at  each  lunar  hour.  This  curve  is  cross- 
hatched  for  the  times  when  the  water  is  rising,  and  is  left  blank  when 
falling. 

It  will  be  noted  that,  during  the  6  lunar  hours  when  the  average 
level  of  the  water  is  rising,  the  current  is  flowing  flood  for  the  entire 
length  of  the  river.  In  order  that  the  level  of  the  water  may  rise,  it 
is  necessary  that  a  greater  quantity  should  flow  in  through  Spuyten 
Duyvil  than  flows  out  at  Wards  Island,  to  make  up  this  increase  of 
elevation. 

In  the  same  way,  for  the  6  lunar  hours  during  which  the  average 
level  of  the  water  is  falling,  the  current  is  flowing  ebb  for  the  entire 
length  of  the  river.  In  order  that  the  level  of  the  water  may  fall, 
it  is  necessary  that  more  water  flow  out  through  Spuyten  Duyvil  than 
flows  in  at  Wards  Island.  If  the  same  quantities  should  pass  Wards 
Island  and  Spuyten  Duyvil  during  these  6  lunar  hours,  the  average 
elevation  of  the  water  in  the  river  would  not  fall,  but  would  remain 
practically  constant.  The  converse  is  also  true.  This  is  the  reason 
that  the  volumes  of  flow  diminish  from  the  northerly  to  the  southerly 
end  of  the  Harlem  River. 

Resultant  Flows. 

The  volumes  flowing  on  ebb  currents  exceed  those  flowing  on  flood 
currents,  so  that  there  is  a  resultant  flow  during  each  tidal  period 
through  the  harbor  toward  the  sea. 

In  the  rivers  discharging  into  the  harbor,  the  mean  resultant  flow 
equals  the  mean  fresh-water  run-off  from  the  water-sheds  above.  When 
the  ranges  (rise  and  fall)  of  two  successive  tides  are  equal,  a  quantity 
equal  to  the  fresh-water  run-off  must  flow  out  and  not  return,  so  as 
to  keep  the  elevation  of  the  water  the  same  on  the  next  tide.  As  the 
ranges  change  from  tide  to  tide,  this  will  not  be  true  in  each  individual 
instance,  but  will  be  true  under  mean  conditions. 

The  following  resultant  flows  are  true  only  for  mean  conditions; 
this  is,  when  the  range  of  tide  is  normal  and  the  mean  quantity  of 
land-water  run-off  is  flowing.  They  are  the  difference  between  the 
flood  and  ebb  discharges,  as  shown  in  the  preceding  paragraphs. 
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HARLEM   RIVER, 

"DIAGRAM  SHOWING  WHY  THE  VOLUMES  OF  FLOW  DIMINISH 
FROM  THE  NORTHERLY  END  TO  THE  SOU  FHERLY  END.. 
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The  Narrows. — The  resultant  flow  through  The  Narrows  is  made 
up  of  the  resultant  flows  of  the  Hudson  River,  the  East  River,  and  the 
Kill  van  Kull.     It  amounts  to  1  262  400  000  cu.  ft.  per  tidal  cycle. 

Hudson  River. — The  resultant  flow  in  the  Pludson  River  is  the  fresh- 
water run-off  from  the  water-sheds  above,  namely,  1  087  200  000  cu.  ft. 
per  tidal  cycle. 

East  River. — The  resultant  flow  in  the  East  River  is  small,  and  is 
caused  probably  by  the  average  cross-sectional  area  being  slightly 
greater  when  the  water  is  flowing  ebb  (south)  than  when  it  is  flowing 
flood  (north).  As  shown  on  page  2041,  the  resultant  flow  (south) 
amounts  to  about  80  000  000  cu.  ft.  per  tidal  cycle. 

The  Kill  van  Kull. — The  resultant  flow  in  the  Kill  van  Kull  is 
made  up  of  its  proportionate  share  of  the  fresh-water  run-ofl  of  the 
rivers  tributary  to  Newark  Bay.  By  proportionate  share  is  meant 
83.66313%  of  the  total.     The  other  16.33687%  flows  out  through  the 


TABLE  7. — Estimates  of  Tidal 
Volumes  of  Ebb  and  Flood  Currents, 


No. 


(1) 

(2) 
(3) 
(4) 

(5) 

(6) 

(7) 

(8) 
(9) 

(10) 

(11) 

(12) 

(13) 


(14) 
(15) 
(16) 


Elements  of  Problem. 


Width  of  section,  in  feet 

Average  depth  below  M.  W.  Level,  in  feet 

Area  of  section,  in  square  feet 

Average,  velocity  of  swiftest  surface  thread: 

Ebb,  in  knots 

Average,  velocity  of  swiftest  surface  thread: 

Flood,  in  knots 

Average,  velocity  of  swiftest  surface  thread : 

Mean,  in  knots 

Average,  velocity  of  swiftest  surface  thread : 

Mean,  in  feet  per  solar  hour 

Coef.,  to  reduce  (7)  to  cross-sectional  velocity. 
Mean  cross-sectional  velocity,  in  feet  per  solar 

hour 

Mean  rate  of  flow  through  section,  in  millions 

of  cubic  feet  per  solar  hour  (3)  X  (9) 

Number  of  solar  hours  in  6  lunar  hours 

Mean  volume  flowing  on  ebb  and  flood  cur- 
rents, in  millions  of  cubic  feet  (10)  x  (11) .  • . 
Mean  yearly  discharge  of  land-water  run-off 

per  6  lunar  hours,  in  millions  of  cubic  feet. . . 
Resultant  from  East  River,  80  million  cubic 

feet 

Average  volume  flowing  through  section,  in 
millions  of  cubic  feet  per  tide  : 

On  ebb 

On  flood 

Resultant  flow,  excess  of  ebb  over  flood,  in 

millions  of  cubic  feet  (14)  —  (15) 
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Arthur  Kill  (page  2048).  The  resultant  flow  through  the  Kill  van 
Kull  amounts  to  88  200  000  cu.  ft.  per  tidal  cycle. 

Harlem  River. — The  resultant  flow  in  the  Harlem  Kiver  is  probably 
due  to  the  greater  average  cross-sectional  area  which  obtains  on  the 
ebb  (northerly  flow)  than  when  the  flow  is  in  the  reverse  direction. 
Calculations  gave  17  800  000  cu.  ft.  ofl  144th  Street,  and  17  200  000 
cu.  ft.  at  a  section  600  ft.  north  of  High  Bridge.  The  mean  resultant 
flow  throughout  the  length  of  the  river  is  about  17  400  000  cu.  ft.  per 
tidal  cycle. 

Under  conditions  of  maximum  net  outflow  toward  the  sea,  the  re- 
sultant flow  is  a  little  more  than  twice  that  under  normal  conditions. 
Under  conditions  of  minimum  net  outflow,  the  resultant  flow  is  about 
one-half  of  that  under  normal  conditions. 

In  Table  7  are  given  the  various  steps  by  which  the  ebb  and  flood 
discharges,  and  the  resultant  flows,  were  calculated.     This  table  is  a 

Discharges,  in  Cubic  Feet. 
Harbor  of  New  York. 
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summary  of   the  matter   contained  under  the  heading,   "Volumes  of 
Tidal  Discharges,"  pages  2030  to  2049. 

It  is  self-evident  that,  under  the  conditions  which  obtain  for  the 
East  and  Harlem  Rivers,  especially  the  former,  there  may  be  great 
variations  from  day  to  day  in  the  resultant  flow  as  given  in  the  pre- 
ceding paragraphs.  It  is  possible  that  in  the  East  River  the  resultant 
flow  on  some  days  may  be  many  times  greater  than  that  stated  for  the 
normal,  and  on  other  days  it  is  possible  that  it  is  in  the  opposite  direc- 
tion, or  northerly  and  easterly.  These  variations  are  brought  about 
by  various  causes,  the  principal  one  being  the  wind  inducing  abnormal 
tides  in  the  Upper  Bay  and  in  Long  Island  Sound. 

Volumes  of  Tidal  Flow  Into  and  Out  of  the  Upper  Bay. 

Taking  the  Upper  Bay  as  a  central  basin,  the  entrances  and  exits 
are  the  East  River,  Hudson  River,  Kill  van  Kull,  and  The  Narrows. 
Into  the  Upper  Bay  there  is  a  discharge  of  water  from  the  Hudson 
and  a  proportion  of  the  discharge  of  the  Hackensack  and  Passaic 
Rivers,  as  well  as  the  resultant  flow  from  the  Sound  through  the  East 
River.  This  resultant  flow  through  the  East  River  toward  the  Upper 
Bay  may  or  may  not  be  great,  but,  under  normal  conditions,  there  is 
a  small  resultant  discharge  into  the  Bay.  In  consequence,  there  is  a 
net  flow  of  water  seaward  through  The  Narrows,  and  the  effect  of  this 
seaward  flow  is  felt  possibly  some  60  miles  off  Sandy  Hook.* 

While  the  water  is  flowing  into  and  out  of  the  Upper  Bay  during 
a  full  tidal  cycle,  the  volume  of  water  in  the  Upper  Bay  is  changing, 
as  is  shown  by  the  rise  and  fall  of  its  water  surface.  In  order  to  cre- 
ate this  rise,  more  water  must  flow  into  the  Upper  Bay  during  approxi- 
mately 6  lunar  hours  than  runs  out  during  the  same  hours.  The  con- 
verse also  is  true.  As  the  water  surface  of  the  Upper  Bay  is  nearly 
21  sq.  miles,  and  the  mean  range  of  tide  is  4.4  ft.,  the  tidal  prism  and 
also  the  volume  of  tidal  change  between  any  two  periods  of  time  can 
be  estimated. 

The  rates  or  volumes  of  flow,  in  millions  of  cubic  feet  per  lunar 
hour,  are  shown  graphically  by  Fig.  8.  To  determine  the  volumes  of 
flow  through  any  one  of  the  entrances  to  the  Upper  Bay  at  any  given 
lunar  hour,  measure  the  ordinate  to  the  proper  curve  in  accordance 

*  U.  S.  Coast  and  Geodetic  Survey,  Vol.  VII,  1859-60,  Appendix  26. 


TIDAL   PHENOMENA  IN   NEW   YORK  HARBOR  2057 

with  the  scale  marked  at  the  side  of  the  figure.  These  rates  of  flow 
are  those  under  mean  conditions,  and  are  sufficiently  accurate  for  all 
practical  purposes. 

Fig.  8  was  constructed  by  estimating  that  the  rates  of  flow  vary  as 
the  ordinates  of  a  curve  of  sines.  Therefore,  for  each  tidal  flow,  a 
sine  curve  was  drawn  to  scale,  so  that  its  length  would  represent  the 
number  of  lunar  hours  that  the  current  would  flow  on  either  ebb  or 
flood;  and  its  area,  between  the  curve  and  the  base  line,  would  repre- 
sent the  volumes  of  flow  transmitted,  as  estimated  under  the  heading, 
"Volumes  of  Tidal  Discharges,"  page  2036.  Dividing  any  volume 
of  tidal  discharge  by  six  will  give  the  average  flow  for  one  lunar  hour. 
Multiplying  this  result  by  tt  -^  2,  which  is  the  ratio  that  the  maxi- 
mum ordinate  of  a  sine  curve  bears  to  its  average  ordinate,  will  give 
the  maximum  flow  for  the  current  selected.  This  point  was  plotted 
to  scale,  and  a  sine  curve  was  drawn  through  it.  This  work  was  re- 
peated for  each  branch  of  the  harbor. 

In  drawing  the  curves  on  Fig.  8  the  lunar  times  were  advanced  by 
the  number  of  minutes  that  the  tidal  waves  required  to  progress  from 
the  Upper  Bay  to  the  sections  selected  for  estimating  the  volumes  of 
flow. 

The  rates  of  flow,  in  millions  of  cubic  feet  per  lunar  hour,  were 
calculated,  and  the  results  are  given  in  Table  9  for  each  branch  of  the 
harbor.  The  results  for  each  lunar  hour  were  obtained  by  multiplying 
the  maximum  flow  for  the  current  selected,  as  determined  previously, 
by  the  cosine  of  the  angle,  which  represents  in  degrees  the  difference 
between  the  lunar  time  of  maximum  strength  and  the  limar  time  for 
which  the  calculation  was  made. 

By  way  of  illustration,  the  calculation  for  the  first  lunar  hour  is 
given  in  Table  8. 

The  figures  in  Table  9  are  the  calculated  rates  of  flow  at  each 
lunar  hour.  The  rates  of  flow  are  not  the  volumes  flowing  throughout 
a  full  lunar  hour,  although  they  approximate  to  the  latter.  In  conse- 
quence, the  columns  add  up  only  approximately  to  the  ebb  and  flood 
discharges,  as  given  in  the  preceding  paragraphs. 

The  quantity  of  water  flowing  in  at  any  lunar  hour  should  equal 
that  flowing  out,  when  allowance  is  made  for  the  tidal  prism  in 
the  Upper  Bay.  The  accuracy  of  the  work  is  shown  by  taking 
the  algebraic  sum   of  the  ordinates  in  Fig.   8,  which  should  be  zero, 
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or  by  adding  the  horizontal  lines  at  each  lunar  hour  in  Table  9,  which 
should  give  equal  quantities  of  water  flowing  into  and  out  of  the  Upper 
Bay.  The  error  is  small,  considering  the  assumptions  made,  in  view 
of  the  lack  of  actual  current  observations  extending  over  long  periods 
of  time. 

TABLE  8.— For  Lunar  Hour  L 
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In  Column  8  the  minus  sign  indicates  that  the  water  is  flowing  out  of,  and  the  plus 
sign  that  it  is  flowing  into,  the  Upper  Bay. 

TABLE  9. — Bates  of  Flow,  in  Millions  of  Cubic  Feet 
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Division  of  Sea-  and  Land-Water. 

The  salinity  of  the  water  in  different  parts  of  the  harbor  was 
observed  by  the  Metropolitan  Sewerage  Commission  from  September, 
1908,  until  December,  1909,  inclusive.  Eleven  observation  stations  were 
established,  as  shown  in  Fig.  1.  At  each  station  observers  were  trained 
during  the  last  months  of  1908,  and  a  complete  record  was  made  for 
every  day  of  the  year,  1909.  Samples  of  water  were  taken  each  day  at 
three  different  times,  usually  at  8.00  a.  m.,  12.0O  Noon,  and  4.00  p.  m. 

The  term  "land-water,"  as  used  in  this  investigation,  represents 
any  water  between  fresh-water  and  water  containing  approximately 
300  parts  of  chlorine  per  1 000  000  parts.  Between  these  limits  the 
observers  would  record  the  water  as  being  100%  of  land-water.  The 
standard  for  "sea-water"  was  a  water  containing  a  salinity  of  18  000 
parts  of  chlorine  per  1  000  000  parts,  assuming  that  the  chlorides  repre- 
sent 88.6%  of  the  total  specific  gravity  of  sea-water.  Under  this  con- 
dition, the  salinometer  reading  would  be  1.025  when  corrected  to  a 
standard  temperature  of  60°  Fahr. 

The  instruments  were  all  calibrated,  and,  as  a  further  check,  their 
readings  were  compared  with  results  obtained  by  chemical  analyses. 
The  indicated  chlorine  and  the  actual  chlorine,  as  found  by  analysis, 
agreed  very  closely.* 

The  quantity  of  land-water  discharged  into  the  harbor  varies  accord- 
ing to  the  season,  being  greatest  during  April  and  least  during  August. 
When  the  discharge  of  land-water  is  at  a  maximum,  the  salt-water  of 
the  sea  is  driven  down  the  Hudson,  so  that  the  river  at  Tarrytown 
is  practically  fresh.  When  the  discharge  of  land-water  is  at  a  minimum, 
the  salt-water  w^orks  its  way  up  the  Hudson  as  far  as  Poughkeepsie. 

K  no  land-water  entered  the  harbor,  the  water  therein  would  be 
as  salty  as  that  of  the  sea.  As  the  record  shows  that  the  harbor  water 
is  salty,  but  less  salty  than  sea-water,  it  is  evident  that  the  former 
is  a  mixture  of  sea-water  and  land-water.  It  was  considered 
that  these  salinometer  records  could  be  used  in  finding  the  proportions 
of  sea-  and  land-water  in  the  harbor  waters,  and  a  study  was  made  of 
them  for  this  purpose. 

About  13  000  observations  for  salinity  were  made  in  the  harbor 
during  1909.     Additional  observations  were  made  at  different  depths 

*  Report,  Metropolitan  Sewerage  Commission,  April  30th.  1910,  p.  519. 
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below  the  surface.  These  indicated  that,  usually,  the  water  was  slightly 
more  salty  as  the  depth  from  the  surface  increased,  that  the  dif- 
ference was  small,  and  that  the  difference  in  salinity  at  the  surface 
and  at  various  depths  depended  on  the  currents  at  the  place  of  observa- 
tion. If  the  currents  were  irregular  in  character,  the  difference  in 
salinity  was  very  small. 

These  observations  were  tabulated.  The  monthly  averages  of  land- 
water  are  given  in  Table  10  for  the  different  stations.  In  this  table, 
the  figures  in  the  columns  headed  "All"  are  the  averages  of  all  the 
observations  taken  during  a  month.  The  figures  in  the  column  headed 
"Out"  and  "In"  are  the  averages  of  all  the  observations  taken  during 
inflowing  or  outflowing  currents.  Some  observations  were  taken  when 
the  direction  of  the  current  was  doubtful,  as  at  slack  water,  and  these 
are  not  included  under  either  "In"  or  "Out,"  but  under  "All." 

A  study  was  made  of  the  records  of  the  Weather  Bureau,  U.  S. 
Department  of  Agriculture,  so  as  to  compare  the  rainfall  of  1909  with 
the  normal.  The  monthly  and  yearly  precipitation  at  Albany,  Carmel, 
Wappinger  Falls,  West  Point,  and  New  York,  were  averaged.  The 
results  of  these  averages  are  given  in  the  last  line  of  Table  10,  and 
show  the  percentage  of  precipitation  above  or  below  the  normal  for 
each  month  of  1909. 

The  volumes  of  water  flowing  on  ebb  and  flood  currents,  for  different 
parts  of  the  harbor,  are  stated  under  the  heading,  "Volumes  of  Tidal 
Discharges."  From  these  data  the  volumes  flowing  at  intermediate 
places  were  estimated  (see  Appendix  B).  These  volumes  are  given  in 
Table  11. 

Additional  information  regarding  specific  gravities  and  tempera- 
tures of  the  water  is  given  in  Appendix  D,  as  recorded  by  the  salinity 
observations  made  by  the  Metropolitan  Sewerage  Commission. 

The  Upper  Bay  and  Hudson  River. — A  longitudinal  section  was 
taken  from  The  Narrows,  through  the  Upper  Bay  and  Hudson  River 
as  far  as  Tarrytown,  the  distance  between  the  places  being  laid  off  as 
abscissas  in  Fig.  39.  At  the  places  named,  the  mean  tidal  flows  of  ebb 
tide,  in  cubic  feet,  were  laid  off  as  ordinates,  and  a  smooth  curve  was 
drawn  through  these  points. 

This  mean  quantity  of  water  flowing  on  ebb  tide  was  then  divided 
into  land-  and  sea-water,  using  the  salinometer  percentages  given  in 
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Table  10,  and  a  smooth  curve  was  drawn  through  these  points,  allow- 
ance being  made  if  the  precipitation  was  above  or  below  the  annual 
normal.  This  gave  the  middle  line  in  the  diagram,  dividing  land- 
water  from  sea-water. 

TABLE  11. — Volumes  Flowing  on  Ebb  and  Flood  Currents,  Harbor 
OF  'RvAV  York,  in  Millions  of  Cubic  Feet. 


Part  of  Harbor. 


The  Narrows 

Hudson  River,  off  The  Battery 

"    39th  Street 

"  "        "■    Fort  Washington  Point.. 

"  "        "    Tarrytown 

East  River,  off  Brooklyn  Bridge 

"■         "        "  East  1 1th  Street,  Manhattan 
"        '^        "      "    31st  Street,  " 

"         '^         ''      "     81st  Street, 

"        "       ""  Old  Ferry  Point 

Newark  Bay 


Yearly  Means. 


Ebb. 


Flood. 


12  041 
7  430 
6  990 
6  230 

3  980 

4  370 
4  339 
4  298 
3  943 
3  712 
1972 


10  779 
6  343 
5  903 
5  143 

2  893 
4  290 
4  259 
4  218 

3  863 
3  632 
1866 


The  land-water  was  then  divided  into  "land-water  which  will  return" 
and  "land-water  which  will  not  return."  This  was  done  by  plotting 
to  scale  at  the  different  places  the  mean  discharge  of  land-water  for 
12  lunar  hours  above  the  middle  line.  The  remainder  of  the  land-water 
is  "land-water  which  will  return."  The  discharge  of  land-water  is 
the  same  as  that  given  in  Table  5.  The  land-water  is  held  back  by  flood 
tide,  so  that  the  discharge  for  12  hours  has  to  pass  out  during  ebb 
tide.  The  principle  on  which  this  division  was  made  is,  that  if  the 
density  of  the  water  in  two  successive  ebb  tides  is  to  remain  constant, 
the  same  quantity  of  land-water  must  flow  out  and  not  return  on  each 
ebb  tide. 

The  sea-water  was  divided  into  "sea-water  which  will  return" 
and  "sea-water  which  will  not  return"  by  making  the  "sea-water  which 
will  not  return"  the  same  proportion  of  the  total  sea-water,  as  the  "land- 
water  which  will  not  return"  is  of  the  total  land-water.  This  is  so 
because  the  land-  and  sea-waters  are  mixed,  and  the  quantity  of  "land- 
water  which  will  not  return"  will  take  with  it  its  proportionate 
quantity  of  sea-water.  ■  ■•■•*■'•' 

The  division  of  sea-  and  land-water  in  a  flood  tide,  when  the  yearly 
mean  quantity  of  land-water  is  flowing,  is  shown  in  Fig.  40.  This 
diagram  was  constructed  by  laying  off  the  tidal  flow  of  the  mean  flood, 
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UPPER  BAY  AND   HUDSON    RIVER. 

DIVISION   OF  SEA-  AND    LAND-WATER. 
WHEN  AVERAGE   LAND-WATER   IS  FLOWING. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 


12000000000 


10000000  000 


Is, 

.2  8000000000 


;  000  000  000 


EBB  CURRENT 


O" 


1000  000  ooa 


2000000000 


Fig.  39. 


UPPER  BAY  AND   HUDSON    RIVER. 

DIVISION   OF  SEA-  AND    LAND-WATER. 
WHEN  AVERAGE   LAND-WATER   IS  FLOWING. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 
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in  cubic  feet,  as  ordinates,  and  drawing  a  smooth  curve  through  the 
points.  This  result  is  the  same  as  subtracting  from  the  top  curve 
of  Fig.  39,  the  quantity  of  "land-water  which  will  not  return."  The 
"returning  land-water"  was  obtained  by  laying  off,  from  this  top  curve, 
the  "land-water  which  will  return,"  as  given  in  Fig.  39.  Below  the 
second  curve,  the  "sea-water  which  will  return"  was  laid  off,  as  given 
in  Fig.  39,  and  marked  "returning  sea-water."  The  remaining  part  of 
the  figure,  the  "new  sea-water,"  is  the  same  in  quantity  as  the  "sea- 
water  which  will  not  return,"  as  given  in  Fig.  39. 

In  order  to  show  the  variation  from  mean  conditions.  Figs.  41,  42, 
43,  and  44  were  constructed  to  show  the  division  of  sea-  and  land-water 
in  ebb  and  flood  tides  during  August  and  April,  when  the  minimum 
and  maximum  quantities  of  land-water  are  flowing. 

The  division  of  sea-  and  land-water  in  ebb  tide  during  August, 
when  the  minimum  quantity  of  land-water  is  flowing,  is  shown  in  Fig. 
41,  which  was  constructed  in  a  similar  manner  to  Fig.  39,  except  that 
the  salinometer  records  for  August,  as  given  in  Table  10,  were  used, 
and  the  quantity  of  land-water  flowing  from  the  water-sheds  was  taken 
for  August,  instead  of  the  yearly  mean. 

The  division  of  sea-  and  land-water  in  flood  tide  during  August, 
when  the  minimum  quantity  of  land-water  is  flowing,  is  shown  in 
Fig.  42,  which  was  constructed  from  Fig.  41,  in  a  similar  manner  to 
Fig.  40. 

The  division  of  sea-  and  land-water  in  ebb  tide  during  April,  when 
the  maximum  quantity  of  land-water  is  flowing,  is  shown  in  Fig.  43, 
which  was  constructed  in  a  similar  manner  to  Fig.  39,  except  that  the 
salinometer  records  for  April,  as  given  in  Table  10,  were  used,  and  the 
quantity  of  land-water  flowing  from  the  water-sheds  was  taken  for 
April,  instead  of  the  yearly  mean. 

The  division  of  sea-  and  land-water  in  flood  tide  during  April, 
when  the  maximum  quantity  of  land-water  is  flowing,  is  shown  in 
Fig.  44,  which  was  constructed  from  Fig.  43,  in  a  similar  manner  to 
Fig.  40. 

The  East  River. — In  like  manner,  a  longitudinal  section  was  taken 
through  the  East  Kiver  from  Governors  Island  to  Throgs  Neck,  and 
figures  illustrating  this  section  were  drawn  to  the  same  scale  as  those 
for  the  Upper  Bay  and  Hudson  River. 
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UPPER  BAY  AND   HUDSON    RIVER. 

DIVISION   OF  SEA-  AND   LAND-WATER. 
DURING  AUGUST,  WHEN   MINIMUM   LAND-WATER  IS  FLOWING. 
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UPPER  BAY  AND  HUDSON   RIVER. 

DIVISION  OF  SEA- AND   LAND-WATER   DURING  APRIL, 
WHEN    MAXIMUM   LAND-WATER  IS  FLOWING. 

FROM  SAUNOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 
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UPPER  BAY  AND  HUDSON   RIVER. 

DIVISION  OF  SEA- AND  LAND-WATER   DURING  APRIL, 
WHEN   MAXIMUM   LAND-WATER  IS  FLOWING. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 
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The  division  of  sea-  and  land-water  in  ebb  tide  when  the  yearly 
mean  quantity  of  land-water  is  flowing,  is  shown  in  Fig.  45.  This 
diagram  was  constructed  by  laying  off  the  mean  flow,  in  cubic  feet  per 
tide,  as  ordinates,  and  dividing  these  ordinates  according  to  the  salino- 
meter  records,  as  given  in  Table  10,  allowance  being  made  if  the  precipi- 
tation was  above  or  below  the  annual  normal. 


EAST  RIVER. 

DIVISION  OF  SEA- AND  LAND-WATER   DURING  APRIL, 
WHEN   MAXIMUM   LAND-WATER  IS  FLOWING. 

FROM  SALINOMETER  RECORDS  MADE   BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 
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The  division  of  sea-  and  land-water  in  flood  tide  when  the  yearly 
mean  quantity  of  land-water  is  flowing,  is  shown  in  Fig.  46. 

The  division  of  sea-  and  land-water  in  ebb  tide  during  August, 
when   the  minimum   quantity   of   land-water   is   flowing,   is   shown   in 
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Fig.  47.  The  division  of  sea-  and  land-water  in  flood  tide  during 
August,  when  the  minimum  quantity  of  land-water  is  flowing,  is  shown 
in  Fig.  48. 

The  division  of  sea-  and  land-water  in  ebb  tide  during  April, 
when  the  maximum  quantity  of  land-water  is  flowing,  is  shown  in 
Fig.  49.  The  division  of  sea-  and  land-water  in  flood  tide  during  April, 
when  the  maximum  quantity  of  land-water  is  flowing,  is  shown  in 
Fig.  50. 

The  results  shown  graphically  in  Figs.  39  to  50,  inclusive,  are  given 
in  Tables  12  to  17,  inclusive.  These  tables  also  give  the  percentages 
which  the  division  of  sea-  and  land-water  are  of  the  total  tidal  flows. 

TABLE  12. — Division  of  Sea-  and  Land- Water  in  Ebb  Current  when 
Yearly  Average  Quantity  of  Land-Water  is  Flowing. 

Figures    in   Millions   of    Cubic   Feet    and   in   Percentage   During 

Ebb  Current. 


Part  of  Harbor. 


Land- Water  : 


Sea-Water 


which  will 
return. 


which  will 
not  return. 


which  will 
return. 


*  Upper  Bay  and  Hudson  River. 
The  Narrows 

The  Battery 

Fort  Washington  Point 

Tarrytowu 

t  East  River. 

Governors  Island 

Black  wells  Island 

Throgs  Neck 


3  010 
25.0% 

1480 
19.90/0 

3  040 
48.8% 

2  320 
58.30/0 


1  180 
9.80/0 
1090 

14.70/0 
1090 

17.50/0 
1  090 

27.40/0 


5  640 
46.8<% 

2  800 
37.70/0 

1550 

24.90/0 

390 

9.8% 


which  will 
not  return. 


2  210 

18. 40/0 

2  060 

27.70/0 

550 

8.80/0 

180 

4.50/p 


Total 
ebb  flow. 


12  040 
1000/0 
7  430 
100o^ 
6  230 
1000/0 
3  980 
1000/0 


1520 
34.60/0 

1  320 

31.9% 

660 

18.1% 


2  870 
65.40/0 

2  830 
68.10/0 

3  000 
81. 90/0 


4  390 
1000/0 
4  150 
1000/0 
3660 
100o^ 


*  Shown  graphicallj'  on  Fig.  39. 
t  Shown  graphically  on  Fig.  45. 


Division  of  Sea-  and  Land- Water  by  Months. 


A  study  was  made  of  the  division  of  sea-  and  land-water  in  both 
ebb  and  flood  tides,  to  show  the  monthly  variations  at  difl^erent  places 
in  the  harbor. 
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TABLE   13. — Division  of   Sea-  and  Land- Water  in  Flood  Current 

WHEN  Yearly  Average  Quantity  of  Land- Water  is  Flowing. 

Figures    in    Millions   of    Cubic   Feet    and    in   Percentage   During 

Flood  Current. 


Part  of  Harbor. 

Land- Water 
returning. 

Sea- Water  : 

Total 
flood 
flow. 

Returning. 

New. 

*  Upper  Bay  and  Hudson  River. 
The  Narrows 

3  010 
27.90/0 

1480 
23.30/0 

3  040 
59.10/0 

2  320 
80.3% 

5  560t 
51.60/0 

2  800 
44.20/0 

1550 

30.20/0 

390 

13.50/0 

2  210 

20.50/0 

2  060 

32.50/0 

550 

10.70/0 

180 

6.2% 

10  780 

The  Battery 

Fort  Washington  Point 

Tarrytown 

1000/0 
6  340 
1000/0 
5  140 
1000/0 
2  890 

1000/0 

t  East  River. 

Governors  Island 

1590 
37.00/0 

1  300 

31.90/0 

650 

18.2% 

2  720 
63. 00/0 

2  770 
68.10/0 

2  930 

4  310 

Blackwells  Island 

1000/0 
4  070 

Throgs  Neck 

1000/0 
3  580 

81. 

B% 

1000/0 

*  Shown  graphically  on  Fig.  40.  t  Shown  graphically  on  Fig.  46. 

t  This  figure  is  80  000  000  cu.  ft.  less  than  the  "  sea- water  which  will  return,"  as  given  in 
Table  12.  because  this  is  the  mean  resultant  flow  through  the  East  River. 

TABLE    14. — Division   of    Sea-   and   Land-Water   in   Ebb   Current, 
During  August,  when  Minimum   Quantity  of  Land-Water 

IS  Flowing. 
Figures    in   Millions   of    Cubic    Feet    and   in   Percentage   During 

Ebb  Current. 


Land- Water  : 

Sea-Water  : 

Total  ebb 

flow. 

Part  of  Harbor. 

which  will 
return. 

which  will 
not  return. 

which  will 
return. 

which  will 
not  return. 

*  Upper  Bay  and  Hudson  River. 
The  Narrows 

2  830 
23.50/0 

1  200 
16. 10/0 

2  700 
43.30/0 

2  420 
60.9^ 

620 
5.2% 

570 
7.70/0 

570 

7  050 
58.50/0 

3  830 
51.6% 

2  450 

1540 
12.80/6 

1830 

24.60/0 

510 

12  040 

The  Battery 

1000/0 
7  430 

Fort  Washington  Point 

Tarrytown 

1000/0 
6  230 

9.10/0 

570 

14.3% 

39.30/0 

800 

20.10/0 

8.3% 

190 

4.7% 

100% 
3  980 

1000/0 

t  East  River, 

Governors  Island 

1040 

23.80/0 

1  100 

26.nO/o 

620 

3  350 

76.20/0 
3  050 

73.50/0 
3  040 

4  390 

Blackwells  Island 

Throgs  Neck 

1000/0 
4  150 
1000/0 
3  660 

17. ( 

)% 

83. ( 

)% 

1000/0 

*  Shown  graphically  on  Fig.  41. 


t  Shown  graphically  on  Fig.  47, 
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TABLE  15. — Division  of  Sea-  and  Land- Water  in  Flood  Current, 
During  August,  when  Minimum  Quantity  of  Land- Water 

IS  Flowing. 
Figures    in   Millions   of    Cubic   Feet    and   in   Percentage   During 

Flood  Current. 


Part  of  Harbor. 


*  Upper  Bay  and  Hudson  River. 
The  Narrows 

The  Battery 

Fort  Washington  Point 

Tarry  town 

+EAST  River. 

Governors  Island 

Blackwells  Island 

Throgs  Neck 


Land-Water 
returning. 


2  830 
24.90/0 

1200 
17.50^ 

2  700 
47.70/0 

2  420 
71.00/0 


1120 
26. 00/0 

990 
24.40/0 

630 
17.70/0 


Sea- Water. 


Returning. 


6  970t 
61. 50/0 

3  830 
55.8o^ 

2  450 

43.30^ 

800 

23.4% 


New. 


1540 

13.60/0 

1  830 

26.70/0 

510 

9.00/0 

190 

5.6% 


3190 
74.00/0 

3  080 
75.60/0 

2  950 
82.30/0 


Total 
flood  flow. 


11  340 
lOOO/o 
6  860 
100o^ 
5  660 
1000/0 
3  410 
100% 


4  310 
1000/0 
4  070 
1000^ 
3  580 
1000/0 


*  Shown  graphically  on  Fig.  42.  t  Shown  graphically  on  Fig.  48. 

t  This  figure  is  80  000  000  cu.  ft.  less  than  the  "sea-water  which  will  return,"  as  given  in 
Table  14,  because  this  is  the  mean  resultant  flow  through  the  East  River. 

TABLE    16. — Division   of    Sea-   and   Land- Water   in   Ebb   Current, 
During  April,  when  Maximum  Quantity  of  Land- Water 

IS  Flowing. 
Figures    in   Millions   of    Cubic   Feet   and   in   Percentage   During 

Ebb  Current. 


Part  of  Harbor. 


♦Upper  Bay  and  Hudson  River. 
The  Narrows 

The  Battery 

Fort  Washington  Point 

Tarrytown 

tEAST  River. 

Governors  Island 

Blackwells  Island 

Throgs  Neck 


Land-Water: 


which  will 
return. 


4  610 
38.30/0 

2  090 
28.10/0 

3  520 
56.50/0 

1  600 
40.2% 


which  will 
not  return. 


2  590 
21.5% 

2  380 
32. 00^ 

2  380 
38.20-5 

2  380 
59.8o^ 


2  640 
60.1% 

1880 

45.30/0 

890 

24.20/b 


Sea-Water: 


which  will 
return. 


3  100 
25.70/0 

1380 

18.60^ 

200 

3.2% 


which  will 
not  return. 


1740 
14.50,5 

1  580 

21.3% 

130 

2.10/0 


1  750 
39.90/0 

2  270 
54.7% 

2  770 
75.8% 


Total 
ebb  flow. 


12  040 
1000/0 
7  430 
1000/0 
6  230 
1000/0 
3  980 
lOOO/o 


4  390 
1000/0 
4  150 
1000/0 
3  660 
1000/0 


*  Shown  graphically  on  Fig.  43. 


t  Shown  graphically  on  Fig.  49. 
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TABLE  17. — Division  of  Sea-  and  Land- Water  in   Flood  Current, 
During  April,  when  Maximum  Quantity  of  Land- Water 

IS  Flowing. 
Figures    in    Millions   of    Cubic   Feet   and   in   Percentage   During 

Flood  Current. 


Land-Water 
returning. 

Sea- Water: 

Total 

Returning. 

New. 

flood  flow. 

*  Upper  Bay  and  Hudson  River. 
The  Narrows 

4  610 
49.20/0 

2  090 
41.40/0 

3  520 
91.40/0 

1  600 
100% 

3  020$ 
38.20/0 

1380 

27.3% 

200 

5.2% 

1740 
I8.60/0 

1580 

31.3% 

130 

3.4% 

9  370 

The  Battery 

1000/0 
5  050 

Fort  Washington  Point 

Tarry  town 

1000/0 
3  8.50 
1000/0 
1  600 

looo^ 

t  East  River. 

Governors  Island 

2  900 
67.2% 

1830 

44.90/0 

840 

23.5o^ 

1410 
32.8% 

2  240 
55.10/0 

2  740 

4  310 

Blackwells  Island 

1000/0 
4  070 

Throgs  Neck 

1000/0 
3  580 

76.5% 

100% 

*  Shown  graphically  on  Fig.  44. 

t  Shown  graphically  on  Fig.  50. 

J  This  figure  is  80  000  000  cu.  ft.  less  than  the  "sea  water  which  will  return,"  as  given  in 
Table  16,  because  this  is  the  mean  resultant  flow  through  the  East  River. 

The  Narrows. — The  division  of  sea-  and  land-water  in  ebb  tides  by 
months  is  shown  in  Fig.  51.  This  diagram  was  constructed  by  laying 
off  monthly  divisions  as  abscissas,  and  the  mean  quantity  of  water 
flowing  in  ebb  tide  as  ordinates.  The  curves  dividing  the  "land-water 
which  will  return"  and  the  "land-water  which  will  not  return"  and  the 
"sea-water  which  will  return"  and  the  "sea-water  which  will  not  re- 
turn," were  drawn  in  a  similar  manner  to  the  curves  shown  on  Fig.  39 ; 
except  that  the  salinometer  records  were  taken  for  each  month  from 
Table  10,  instead  of  the  mean  for  the  year,  and  also  the  quantities 
of  land-water  flowing  were  taken  for  the  different  months,  instead  of 
the  yearly  mean. 

The  division  of  sea-  and  land-water  in  flood  tides  by  months  is 
shown  in  Fig.  52.  This  diagram  was  constructed  by  deducting  from 
Fig.  51  the  quantity  of  "land-water  which  will  not  return."  This  gives 
the  upper  curve  of  the  diagram.  The  returning  land-water  was  plotted 
by  laying  off,  from  this  upper  curve,  the  quantity  of  "land-water  which 
will  return,"  as  given  in  Fig.  51.     In  a  similar  manner,  the  "returning 
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THE  NARROWS. 

DIVISION  OF  SEA- AND  LAND-WATER  BY  MONTHS. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 

EBB  CURRENT. 
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TABLE  18.— The  Narrows. 

Division  of  Sea-  and  Land- Water  in  Ebb  Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Ebb  Current.* 


Month. 


January 

February  

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Yeart 


Land-Water 


which  will 
return. 


3  530 
5  430 

3  510 

4  610 

5  400 
3  480 
3  330 
2  840 
2  280 
1600 
1760 
1770 


3  010 


which  will 
not  return. 


880 

690 

2  500 

2  590 

1340 

1090 

700 

620 

710 

990 

910 

1070 


1180 


Sea-Water  : 


which  will 
return. 


6  400 
5  250 
3  520 

3  100 

4  250 

5  690 

6  930 

7  060 
6  900 

5  840 

6  180 
5  730 


which  will 
not  return. 


2  240 

670 

2  510 

1740 

1  050 
1780 

2  180 

1  520 

2  150 

3  610 
3  190 
3  470 


5  640 


2  210 


Total 
ebb  flow. 


12  040 
12  040 
12  040 
12  040 
12  040 
12  040 
12  040 
12  040 
12  040 

12  040 

13  040 
12  040 


12  040 


♦Shown  graphically  on  Fig.  51. 
t  Average  of  daily  readings. 

TABLE  19.— The  Narrows. 

Division  of   Sea-  and  Land-Water  in   Flood   Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Flood  Current.* 


Month. 


January 

February , 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Y'ear  + 


Land- Water 
returning. 


2  520 
5  430 

3  510 

4  610 

5  400 
3  480 
2  230 

840 
280 
600 
760 
770 


3  010 


Sea- Water  : 


Returning. 


6  320 1 


170 
440 
020 
170 
610 
850 
6  980 
6  820 

5  760 

6  100 
5  650 


5  560 


New. 


2  240 
670 
2  510 
1  740 
1  050 

1  780 

2  180 
1  520 

3  150 
3  610 
3  190 
3  470 


2  310 


Total 
flood  flow. 


11  080 

11  270 

9  460 

9  370 

10  620 

10  870 

11  260 
11  340 
11  250 

10  970 

11  050 
10  890 


10  780 


*  Shown  graphically  on  Fig.  52. 
t  Average  of  daily  readings. 

t  These  figures  are  80  000  000  cu.  ft.  less  than  the  "sea-water  which  will  return,"  as  given 
in  Table  18,  because  this  is  the  mean  resultant  flow  through  the  East  River. 
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HUDSON   RIVER,  OFF  THE  BATTERY. 

DIVISION  OF  SEA- AND  LAND-WATER  BY  MONTHS. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 


EBB  CURRENT. 
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sea-water"  was  laid  off,  and  the  difference  (the  quantity  to  complete 
the  diagram)  is,  therefore,  "new  sea-water,"  which  is  the  same  in  quan- 
tity as  the  "sea-water  which  will  not  return,"  as  given  in  Fig.  51.  The 
results  shown  graphically  in  Figs.  51  and  52  are  given  in  Tables  18 
and  19. 

The  Hudson  River,  off  the  Battery. — The  division  of  sea-  and  land- 
water  in  ebb  tides,  by  months,  is  given  in  Fig.  53,  and  in  flood  tides 
in  Fig.  54.  These  diagrams  were  constructed  in  a  similar  manner  to 
Figs.  51  and  52.  The  results  shown  graphically  in  Figs.  53  and  54  are 
given  in  Tables  20  and  21. 

The  Hudson  River,  off  Fort  Washington  Point. — The  division  of 
sea-  and  land-water  in  ebb  tides,  by  months,  is  given  in  Fig.  55,  and  in 
flood  tides  in  Fig.  56.  These  diagrams  were  constructed  in  a  similar 
manner  to  Figs.  51  and  52.  The  results  shown  graphically  in  Figs.  55 
and  56  are  given  in  Tables  22  and  23. 

The  Hudson  River,  off  Tarrytown. — The  division  of  sea-  and  land- 
water  in  ebb  tides,  by  months,  is  given  in  Fig.  57,  and  in  flood  tides, 
in  Fig.  58.  These  figures  were  constructed  in  a  similar  manner  to 
Figs.  51  and  52.  The  results  shown  graphically  in  Figs.  57  and  58  are 
given  in  Tables  24  and  25. 

The  East  River,  off  Blachwells  Island. — The  division  of  sea-  and 
land-water  in  ebb  tides,  by  months,  is  given  in  Fig.  59.  This  diagram 
was  constructed  by  laying  off  monthly  divisions  as  abscissas,  and  the 
average  quantity  of  water  flowing  in  ebb  tide  as  ordinates.  The 
average  quantity  of  water  flowing  in  ebb  tide  was  then  divided  into 
land-  and  sea-water  by  the  salinometer  percentages  for  the  different 
months,  as  given  in  Table  10,  and  a  smooth  curve  was  drawn  through 
these  points,  allowance  being  made  if  the  precipitation  was  above  or 
below  the  normal  for  that  month. 

The  division  of  sea-  and  land-water  in  flood  tides,  by  months,  is 
given  in  Fig.  60.  This  diagram  was  constructed  in  a  similar  manner 
to  Fig.  59,  excepting  that  the  salinometer  percentages  for  flood  tide 
were  used.  The  results  shown  graphically  in  Figs.  59  and  60  are  given 
in  Tables  26  and  27. 

Newark  Bay. — The  figures  illustrating  the  division  of  the  waters 
in  Newark  Bay  are  not  drawn  to  the  same  scale  as  the  preceding  ones. 
The  scale  was  increased  in  order  to  show  more  clearly  the  division  of 
the  waters. 
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TABLE  20. — Hudson  Kiver,  off  the  Battery. 

Division  of  Sea-  and  Land- Water  in  Ebb  Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Ebb  Current.* 


Land-Water  : 


Month. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Yeart 


which  will 
retxirn. 


1370 
3  260 

1  3.50 

2  090 
2  980 
1  880 
1  190 
1  200 

810 

780 

950 

1010 


1480 


which  will 
not  return. 


810 

640 

2  300 

2  880 

1230 

1000 

640 

570 

650 

910 

840 

1080 


1090 


Sea- Water 


which  will 
return. 


3  300 
3  530 
1400 
1380 
2  280 

2  970 
3640 

3  830 
3  310 
2  650 
2  990 
2  580 


2  800 


which  will 
not  return. 


1950 
1000 
2  380 
1580 
940 
1580 
1960 
1830 

2  660 

3  090 
2  650 
2  760 


Total 
ebb  flow. 


2  060 


7  480 
7  430 
7  430 
7  430 
7  430 
7  430 
7  430 
7  430 
7  430 
7  430 
7  430 
7  430 


7  430 


*  Shown  graphically  on  Fig.  53. 
t  Average  of  daily  readings. 


TABLE  21. — Hudson  Eiver,  off  the  Battery. 

Division  of   Sea-  and  Land-Water  in   Flood   Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Flood  Current.* 


Month. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Yeart 


♦Shown  graphically  on  Fig.  54. 
+  Average  of  daily  readings. 


Land- 
Water 
returning. 


1370 

2  260 

1350 

2  090 

2  980 

1880 

1190 

1200 

810 

780 

950 

1010 


1480 


Sea- Water  : 


Returning. 


3  800 
3  530 
1400 
1380 
2280 

2  970 
8  640 

3  830 
3  310 
2  650 
2  990 
2  580 


2  800 


New. 


1950 
1000 
2  380 
1580 
940 
1580 

1  960 
1830 

2  660 

3  090 
2  650 
2  760 


2  060 


Total  flood 
flow. 


6  620 
6  790 
5130 

5  050 

6  200 
6  430 
6  790 
6  860 
6  780 
6  520 
6  590 
6  350 


6  340 
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TABLE  22. — Hudson  River,  off  Fort  Washington  Point. 

Division  of  Sea-  and  Land-Water  in  Ebb  Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Ebb  Current.* 


Month. 


January 

February 

March 

April., 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Year.+ 


Land-Water  : 


which  will 
return. 


2  970 
4  540 

2  930 

3  520 

4  420 
3  640 
2  850 
2-^^00 
2  400 
2  170 
2  260 
2  220 


3  040 


which  will 
not  return. 


810 

640 

2  300 

2  380 

1230 

1000 

640 

570 

650 

910 

840 

1  080 


1090 


Sea-Water  : 


which  will 
return. 


1930 
920 
560 
200 
450 

1  250 

2  240 
2  450 
2  500 
2  220 
2  280 
1  970 


1550 


which  will 
not  return. 


520 
130 
440 
130 
130 
340 
500 
510 
680 
930 
850 
960 


550 


Total 
ebb  flow. 


6  230 
6  230 
6  230 
6  230 
6  230 
6  230 
6  230 
6  230 
6  230 
6  230 
6  230 
6  230 


6  230 


*  Shown  graphically  on  Fig.  55. 
t  Average  of  daily  readings. 


TABLE   23. — Hudson  River,   off  Fort   Washington  Point. 

Division  of   Sea-  and  Land-Water  in   Flood   Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Flood  Current.* 


Month. 


January  

February ; . . . 

March 

April 

May 

June •. 

July 

August 

September 

October 

November 

December 

Average  for  Yeart 


Land-Water 
returning. 


2  970 
4  540 

2  930 

3  520 

4  420 
3  640 
2  850 
2  700 
2  400 
2  170 
2  260 
2  220 


3  040 


Sea- Water  : 


Returning. 


1  930 
920 
560 
200 
450 

1250 

2  240 
2  450 
2  500 
2  209 
2  280 
1970 


1550 


New. 


520 
130 
440 
130 
130 
340 
500 
510 
680 
930 
850 
960 


550 


Total 
flood  flow. 


5  420 
5  590 
3  930 
3  850 
5000 
5  230 
5  590 
5  660 
5580 
5  300 
5  390 
5  150 


5  140 


♦Shown  graphically  on  Fig.  56. 
t  Average  of  dailj'  readings. 
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TABLE  24. — Hudson  Eiver,  off  Tarrytown. 

Division  of  Sea-  and  Land-Water  in  Ebb  Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Ebb  Current.* 


Month. 


Land- Water  ; 


which  will 
return. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Yeart 


2  570 

3  240 
1620 

1  600 

2  740 
2  720 
2  560 
2  420 
2  280 
2  050 
2  090 
1970 


2  32C 


which  will 
not  return. 


810 

640 

2  300 

2  880 

1  230 

1000 

640 

570 

650 

910 

840 

1080 


1090 


Sea- Water  ; 


which  will 
return. 


460 
80 
25 


190 
620 
800 
820 
710 
750 
600 


390 


which  will 
not  return. 


Total 

ebb  flow. 


140 
20 
35 

'"3 

70 
160 
190 
230 
310 
300 
330 


180 


3  980 
3  980 
3  980 
3  980 
3  980 
3  980 
3  980 
3  980 
3  980 
3  980 
3  980 
3  980 


3  980 


♦Shown  graphically  on  Fig,  57. 
t  Average  of  daily  readings. 


TABLE  25. — Hudson  Kiver,  off  Tarrytown. 

Division  of   Sea-   and  Land- Water  m   Flood   Current,  by   Months. 

Figures  in  Millions  of  Cubic  Feet  During  Flood  Current.* 


Month. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Year  t 


Land -Water 
returning. 


2  570 

3  240 
1620 

1  600 

2  740 
2  720 
2  560 
2  420 
2  280 
2  050 
2  090 
1970 


2  320 


*  Shown  graphically  on  Fig.  58. 
tAverage  of  daily  readings. 


Sea-Water 


Returning. 


460 
80 
25 

"7 
190 
620 
800 
820 
710 
750 
600 


390 


New. 


140 
20 
35 

"3 

70 
160 
190 
230 
310 
300 
330 


180 


Total 
flood  flow 


3  170 
3  340 
1680 

1  600 

2  750 

2  980 

3  340 
3  410 
3  330 
3  070 
3  140 
2  900 


2  890 
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TABLE  26. — East  Kiver,  okf  Blackwells  Island. 

Division  of  Sea-  and  Land-Water  in  Ebb  Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Ebb   Current.* 


Month. 


Land-Water. 


Sea-Water. 


January. . . 
February. . 

March 

April 

May 

June 

July 

August 

September. 

October 

November. 
December . . 


1  100 
1  530 
1580 
1880 
1730 
1410 
1  110 
1  100 
1010 
1050 
1  020 
1060 


Average  for  Year.t. 


1320 


3  050 
2  620 
2  570 
2  270 
2  420 

2  740 

3  040 
3  050 
3  140 
3  100 
3  130 
3  090 


2  830 


Total 
ebb  flow. 


4  150 
4  150 
4  150 
4  150 
4150 
4150 
4  150 
4  150 
4  150 
4150 
4  150 
4  150 


4  150 


*  Shown  graphically  on  Fig.  59. 
t  Average  of  daily  readings. 

TABLE  27. — East  River,  off  Blaokwells  Island. 

Division  of   Sea-   and  Land-Water  in   Flood   Current,   by   Months. 

Figures  in  Millions  of  Cubic  Feet  During  Flood  Current.* 


Month. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Yeart 


Land -Water. 


1060 

1410 

1530 

1830 

1750 

1360 

1150 

990 

970 

1070 

970 

1  050 


Sea-Water,      i 


3  010 
2  660 
2  540 
2  240 
2  320 
2  710 

2  920 
8  080 

3  100 
3  000 
3  100 
3  020 


Total  flood 
flow. 


4  070 
4  070 
4  070 
4  070 
4  070 
4  070 
4  070 
4  070 
4  070 
4  070 
4  070 
4  070 


1300 


2  770 


4  070 


*  Shown  graphically  on  Fig.  60. 
t  Average  of  daily  readings. 

The  division  of  sea-  and  land-water  in  ebb  tides,  by  months,  is 
shown  in  Fig.  61,  and  in  flood  tides,  in  Fig.  62.  These  figures  were 
constructed  in  a  similar  manner  to  Figs.  51  and  52.  The  results  shown 
graphically  in  Figs.  61  and  62  are  given  in  Tables  28  and  29. 
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HUDSON   RIVER,  OFF  FT.  WASHINGTON   POINT. 

DIVISION  OF  SEA- AND  LAND-WATER  BY  MONTHS. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 

EBB  CURRENT. 
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FLOOD  CURRENT. 
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HUDSON   RIVER,  OFF  TARRYTOWN 

DIVISION   OF  SEA- AND   LAND-WATER  BY  MONTHS. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 

EBB  CURRENT 
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EAST  RIVER,  OFF  BLACKWELL  S  ISLAND 

DIVISION  OF  SEA- AND   LAND-WATER  BY  MONTHS. 

FROM  SALINOMETER  RECORDS  MADE  BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 

EBB  CURRENT 
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NEWARK  BAY 

DIVISION  OF  SEA- AND   LAND-WATER  BY  MONTHS. 

FROM  SALINOMETER  RECORDS   MADE   BY  THE  METROPOLITAN  SEWERAGE  COMMISSION. 

EBB  CURRENT 
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TABLE  28.— Newark  Bay. 

Division  of  Sea-  and  Land- Water  in  Ebb  Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Ebb  Current.* 


Land-Water  : 

Sea- Water  : 

Total 
ebb  flow . 

Month. 

which   will 
return. 

which  will 
not  return. 

which  will 
return. 

which  will 
not  return. 

January 

1  179 

1535 

1424 

1549 

1570 

1210 

924 

973 

870 

823 

799 

999 

79 

62 

223 

231 

120 

97 

62 

56 

63 

88 

81 

105 

669 
360 
281 
167 
262 
616 
924 
892 
969 
959 
992 
785 

45 
15 
44 
25 
20 
49 
62 
51 
70 
102 
100 
83 

1972 

February  

1972 

March 

1972 

April 

1972 

May 

1972 

J  une 

1972 

July 

1972 

August 

1972 

September 

1972 

October 

1972 

November 

1972 

December '..,• 

1972 

Average  for  Yeart 

1152 

106 

654 

60 

1972 

♦Shown  graphically  on  Fig.  61. 
t  Average  of  daily  readings. 


TABLE  29.— Newark  Bay. 

Division  of   Sea-  and  Land-Water  in   Flood   Current,  by  Months. 

Figures  in  Millions  of  Cubic  Feet  During  Flood  Current.* 


Month. 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Average  for  Year.t 


Land -Water 
returning. 


1179 

1535 

1424 

1549 

1570 

1210 

924 

978 

870 

823 

799 

999 


1165 


Sea-Water 


Returning 


669 
360 
281 
167 
262 
616 
924 
892 
969 
959 
992 
785 


644 


New. 


45 
15 
44 
25 
20 
49 
62 
51 
70 
102 
100 


57 


Total 
flood  flow. 


1893 
1910 
1  749 
1741 
1852 
1875 
1910 
1916 
1909 
1884 
1  891 
1867 


1  866 


♦Shown  graphically  on  Fig.  62. 
+  Average  of  daily  readings. 
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Inteiu'retation  of  Diagrams. 

The  sudden  rise  in  the  curve  at  the  Battery,  in  Figs.  39,  40,  41,  42, 
43,  and  44,  is  caused  by  the  discharge  from  and  into  the  East  River  at 
the  Battery,  and  also  by  the  discharge  from  and  into  the  Kill  van  Kull 
at  Staten  Island  near  The  Narrows. 

The  salinometer  readings  at  the  station  on  Governors  Island  v^^ere 
used  for  the  Battery,  as  it  was  the  nearest  observation  station  to  this 
place.  The  salinometer  readings  at  this  station  were  affected  more 
by  the  discharge  from  the  East  River  than  by  that  from  the  Hudson. 
In  consequence,  it  is  possible  that  more  land-water  should  be  shown 
at  the  Battery  than  in  Figs.  39,  40,  41,  42,  43,  and  44. 

The  diagrams  showing  the  conditions  existing  in  the  East  River, 
namely.  Figs.  45,  46,  47,  48,  49,  and  50,  are  not  divided  up  like  the 
others  to  show  the  "water  which  will  return"  and  the  "water  which 
will  not  return."  It  was  not  possible  to  divide  them  in  this  manner, 
first,  because  the  East  River  is  a  strait,  open  at  both  ends  to  bodies 
of  salt-water,  and  second,  because  the  water-sheds  draining  into  it 
were  so  small  that  if  a  division  had  been  attempted,  as  was  done  with 
the  Hudson  River,  the  "land-water  which  will  not  return"  would  have 
been  so  small  that  it  would  appear  to  be  scarcely  thicker  than  a  line 
on   the   diagrams. 

Conclusions. 

A  study  of  these  diagrams  shows  that  the  flushing  action  of  the 
waters  of  the  harbor  is  not  as  great  as  the  large  volumes  flowing  on  the 
tides  would  seem  to  warrant.  All  the  diagrams  show  that  the  quantity 
of  "sea-  and  land-water  which  will  not  return"  is  not  a  large  pro- 
portion of  the  quantity  flowing  on  an  ebb  tide.  There  is  always  a 
large  quantity  of  "water  which  will  return"  on  the  succeeding  flood 
tide. 

The  quantity  of  "new  sea-water"  is  never  a  large  proportion  of  the 
total  quantity  flowing  on  a  flood  tide.  This  "new  sea-water"  is  only 
new  ofl  places  situated  near  the  ocean,  and  is  not  new  at  such  places 
as  the  Upper  Bay,  Fort  Washington  Point,  Tarrytown,  East  River, 
or  Newark  Bay.  At  these  places  the  "new  sea-water"  is  really  water 
which  has  not  been  at  the  place  on  the  previous  tide,  but  comes 
from  some  other  part  of  the  harbor.  For  instance,  at  Fort  Washington 
Point,  the  "new  sea-water"  would  be  from  the  lower  reaches  of  the 
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Hudson,  or  Upper  Bay,  or  perhaps  some  from  the  East  River  entering 
the  Hudson  at  the  Battery. 

The  water  which  has  a  seaward  trend  and  will  not  return  is  the 
quantity  of  land-water  from  the  water-sheds.  For  places  near  the 
ocean,  this  seaward  trend  is  increased  by  some  "sea-water  which  will 
not  return";  but,  for  places  well  within  the  harbor,  such  "sea-water 
which  will  not  return"  is  replaced  by  sea-water  (as  explained  previously) 
which  comes  from  some  other  part  of  the  harbor,  and  is  not  clean 
ocean-water. 

The  diagrams  indicating  the  division  of  sea-  and  land-water  by 
months  show  that  the  "sea-water  which  will  return"  is  always  greatest 
during  the  summer  and  least  during  the  spring. 

The  "sea-  and  land-water  which  will  not  return"  is  least  during 
February  and  the  summer,  and  greatest  during  the  spring. 

The  flushing  out  of  the  harbor,  or  the  seaward  trend,  is  greatest 
during  the  spring  and  least  in  February,  under  normal  conditions. 
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APPENDIX  A. 

Harbor  Divisions. 

The  boundaries  for  the  several  divisions  of  the  harbor  were  selected 
as  follows:  At  the  entrance  to  the  Lower  Bay,  by  a  line  from  Hook 
Beacon,  on  Sandy  Hook,  tangent  to  the  westerly  end  of  Rockaway 
Beach,  to  Barren  Island.  At  the  month  of  the  Raritan  River,  by  a 
line  from  Ferry  Point  to  the  extreme  easterly  point  of  South  Amboy. 
At  the  entrance  to  the  Shrewsbury  River,  by  a  line  from  the  Post 
Light  at  Spermaceti  Cove  southwesterly  to  Highlands.  At  The  Nar- 
rows, by  a  line  drawn  from  the  point  at  the  south  of  Fort  Hamilton 
Reservation  to  the  dock  about  i  mile  south  of  Fort  Wadsworth  Light. 
At  the  south  end  of  the  East  River,  by  a  line  drawn  from  the  Battery 
to  the  foot  of  State  Street,  Brooklyn.  At  the  south  end  of  the  Hud- 
son River,  from  Castle  Garden  to  the  south  end  of  the  docks  at  Com- 
munipaw.  At  the  east  end  of  Kill  van  Kull,  from  Constable  Point 
to  the  northerly  point  at  New  Brighton,  Staten  Island.  At  the  west 
end  of  Kill  van  Kull,  from  the  extreme  end  of  Bergen  Point  southerly 
to  Port  Richmond.  At  the  northerly  end  of  Arthur  Kill,  by  a  line 
drawn  from  the  railroad  dock  just  east  of  Port  Avenue,  Elizabethport, 
southerly  to  Staten  Island.  At  the  south  end  of  Arthur  Kill,  by  a  line 
drawn  from  Ferry  Point  to  the  extreme  southwest  end  of  Staten  Island. 
At  the  upper  end  of  Newark  Bay,  by  lines  drawn  from  the  extreme 
southerly  end  of  the  Meadows,  between  the  mouths  of  the  Passaic  and 
Hackensack  Rivers,  westerly  across  the  Passaic  and  southesasterly 
across  the  Hackensack  to  the  point  of  the  Meadows.  At  the  east  end 
of  the  East  River,  by  a  line  from  the  light  on  Throgs  Neck  to  the 
northerly  end  of  Willets  Point.  At  the  southerly  end  of  the  Harlem 
River,  by  a  line  from  the  foot  of  East  126th  Street  to  the  northerly 
corner  of  the  Bronx  Kills.  At  the  northerly  end  of  the  Harlem  River, 
by  the  New  York  Central  and  Hudson  River  Railroad  bridge.  The 
Bronx  Kills,  Little  Hell  Gate,  the  west  branch  between  Manhattan  and 
Randalls  and  Wards  Islands,  Newtown  Creek,  and  Wallabout  Bay  are 
included  in  the  East  River.  The  areas  of  all  islands  have  been 
subtracted. 
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APPENDIX  B. 

Calculation  of  Volumes  Flowing  on  Tides. 

Figures  in  Cubic  Feet  per  Tidal  Flow. 

Hudson  River,  off  the  Battery: 

The  ebb  flow  equals  the  ebb  off  39th  Street  plus  the  tidal  prism  be- 
tween the  Battery  and  39th  Street,  Manhattan. 

Ebb :  6  990  000  000  +  3.7  sq.  miles  X  (5  280)2  X  4.3 

ft.,  mean  rise  of  tide 7  430  000  000 

Mean  discharge  of  fresh  water  in  12  lunar  hours ....    1  087  000  000 

Flood :  Taken  as  the  difference 6  343  000  000 

Hudson  River,  off  Fort  Washington  Point: 

The  ebb  flow  equals  the  ebb  off  39th  Street,  minus  the  tidal  prism 
between  Fort  Washington  Point  and  39th  Street,  Manhattan. 

Ebb :  6  990  000  000  —  6.6  sq.  miles  X  (5  280) ^  X  4.15 

ft.,  mean  rise  of  tide 6  230  000  000 

Mean  discharge  of  f  i-esh  water  in  12  lunar  hours ....    1  087  000  000 

Flood:  Taken  as  the  difference 5  143  000000 

Hudson  River,  off  Tarry  town: 

The  ebb  flow  equals  the  ebb  off  Fort  Washington  Point,  minus  the 
tidal  prism  between  Tarrytown  and  Fort  Washington  Point. 

Ebb:  6  230  000  000  —  21.0  sq.  miles  X   (5  280)2  X 

3.85  ft.,  mean  rise  of  tide 3  980  000  000 

Mean  discharge  of  fresh  water  in  12  lunar  hours ....    1  087  000  000 

Flood :  Taken  as  the  difference.  . .  X  .  .[.I 2  893  000  000 

Newark  Bay: 

The  figures  were  taken  from  those  of  the  Coast  and  Geodetic 
Survey,  August  14th,  1908,  as  they  contained  an  estimate  of  the  flow 
through  Arthur  Kill. 

The  average  of  flood  and  ebb : 

Through  Kill  van  Kull 1  600  000  000 

Through  Arthur   Kill 319  000  000 

(1)  Total,  average  for  Newark  Bay 1  919  000  000 

(2)  Mean  fresh  water  discharged  into  Newark  Bay 

during  6  lunar  hours 52  757  000 

Mean  ebb  flow,  (1)  +  (2) 1  972  000  000 

Mean  flood  flow,  (1)  —  (2) 1866  000  000 
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APPENDIX  C. 

Bernoulli's  Theorem. 

Bernoulli's  theorem,  applied  to  a  strait  connecting  two  large  bodies 
of  water,  becomes,  where  friction  is  taken  into  account, 


F2 

p. 

K'    -. 

^2 

F^ 

2 

=  ^(C. 

-  C.)  - 

-  c  - — 

2^- 

2     ^^- 

Where  F^  =  the  velocity  at  the  smallest  section; 

Fg,  etc.  =  the  velocities  at  other  sections; 

C/  and  C//  =  the  heights  of  the  water  each  side  of  the  smallest 

section; 

C  =  a  friction  factor; 

P  =  the  wetted  perimeter; 

/2j  1=  the  area  of  the  smallest  cross-section; 

il27  6tc.  =  areas  of  other  cross-sections; 

^■'  -Lj  =  the  length  of  the  channel  for  the  smallest  section; 

L^,  etc.  =  lengths  of  other  parts  of  the  channel. 

0' 

The  conditions  of  continuity  require,  with  the  same  volume  flow- 
ing, the  velocity  to  vary  inversely  as  the  cross-sections, 

St'.  F.  n,      Vo  n. 

— —  =  ■ — -:  — —  =  — -:  etc. 
Fi  n.^ '    Fj  n^ ' 


3  first  equation, 
ng  for 


Substituting  in  the  first  equation, 
F^  P       F^  P       F^  /  O    -^   2 

Solving  for  F^, 

2  S'  (C,  -  C,.) 


1   +  C  — ^  ^,  +  C  ^  Xo    (  — ^  ) 


Note.— The  value  of  C  is  about  0.007,  according  to  report  of  U.  S.  Coast  and  Geodetic 
Survey,  1907,  Appendix  6,  page  425. 
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DISCUS  sioisr 


Mr. 
Hazen. 


Allen  Hazen,  M.  Am.  Soc.  C.  E.— It  is  extremely  fortunate  that 
the  observations  recorded  in  this  paper  have  been  made,  and  that 
they  have  been  compiled  and  put  in  convenient  and  readily  under- 
stood shape.  The  author's  method  of  analysis  follows  closely  that 
used  by  the  speaker  in  discussing  the  same  problem*  seven  years  ago. 
At  that  time  the  data  for  salinity,  tidal  flow,  and  fresh-water  flow, 
were  meager,  and  there  was  no  information  as  to  the  extent  of  under- 
run.  The  figures  then  obtained,  with  limited  data,  in  comparison 
with  those  of  the  author,  are  given  in  Table  31.  The  author's  figures 
afford  a  striking  confirmation  of  the  substantial  accuracy  of  those 
used  by  the  speaker  in  discussing  the  sewage  disposal  problem  in  the 
harbor  at  that  time,  and  in  a  professional  report  made  soon  afterward. 

TABLE  31. 


Annual  Average  Figures  : 

Hazen,  1906. 

Parsons,  1913. 

Ebb  Tide  : 
Percentage  of  river- water  on  its  last  trip  out 

7 
28 
14 
51 

23 

9  8 

Percentage  of  river-water  which  will  come  back 

Percentage  of  sea- water  on  its  last  trip  out 

25.0 
18  4 

Percentage  of  sea- water  which  will  come  back 

46  8 

Flood  Tide  : 
Percentage  of  new  sea- water  which  has  never  been  in 
the  harbor  before 

20.5 

The  figures  in  Tables  18  and  19,  containing  corresponding  data 
by  months,  are  most  interesting.  The  quantity  of  new  water  passing 
The  Iv]  arrows  at  each  tide  by  months,  from  these  tables,  and  the  corre- 
sponding flow  of  a  stream  necessary  to  furnish  an  equal  quantity  of 
new  water  in  the  course  of  the  24  hours,  are  as  shown  in  Table  32. 

The  figures  in  Table  32  show  that  65%  of  the  new  water  in  the 
harbor  throughout  the  year  is  sea-water,  and  that  35%  is  land-water. 
Eor  every  cubic  foot  of  water  that  goes  through  The  Narrows  from  all 
the  rivers  draining  14  395  sq.  miles,  2  cu.  ft.  of  water  come  in  from 
the  ocean,  circulate  up  and  down  the  harbor,  and  go  out  to  sea  again. 
The  exchange  of  water  in  the  harbor  is  as  great  as  that  which  would 
result  from  the  fresh  water  from  an  area  of  41  000  sq.  miles.  Prac- 
tically, it  is  equivalent  to  much  more,  because,  in  a  river,  the  flow 
is  variable,  and  there  is  a  period  in  summer  when  it  is  much  less, than 
the  average.  In  New  York  Harbor  there  is,  practically  speaking,  no 
dry-weather  period.  When  the  flow  of  fresh  water  is  less,  the  flow 
of  sea-water  is  greater,  and  the  total  flow  is  maintained  so  that  the 

*  Journal,  Assoc,  of  Eng.  Societies,  Vol.  XXXVI,  p.  293. 


DISCUSSION  :   TIDAL  PHENOMENA  IN  NEW  YORK  HARBOR      2095 


minimum  is  a  larger  percentage  of  the  average  than  would  be  the  case    Mr. 

,        1      •  Hazen. 

m  any  natural  river. 

The  author's  figures  indicate  a  minimum  flow  for  February  of 
30  000  cu.  ft.  per  sec,  between  much  larger  values  for  January  and 
March.  The  low  figure  for  February  is  due  to  a  very  low  figure  for 
sea-water  exchanged  during  that  month.  The  reasons  for  fluctuations 
in  the  volume  of  land-water  are  obvious,  but  there  is  no  apparent 
reason  why  the  quantity  of  sea-water  should  fluctuate  to  as  great  an 
extent  as  is  indicated  by  Table  32.  The  tide  must  have  risen  and 
fallen  during  that  month  as  in  other  months,  and  the  opportunities 
for  exchange  of  sea-water  were  the  same  as  at  other  times.  When  the 
rivers  are  in  flood,  the  quantity  of  fresh  water  entering  the  harbor 
is  greatly  increased,  and  tends  to  take  the  place  of,  and  keep  out, 
an  equal  volume  of  salt  water.  For  the  February  in  question  no  such 
condition  existed.  On  the  other  hand,  the  land-water  was  nearly 
down  to  the  low  figure  for  the  year.  The  speaker  thinks  that  the  ex- 
planation of  this  apparently  low  February  flow  is  to  be  found  in  some 
matters,  not  sufliciently  taken  into  account  in  the  calculation,  which, 
perhaps,   cannot  be  taken  into  account  at  the  present  time. 

TABLE  32. — New  Water  in  the   Harbor  with   Each   Tide,  in 
Millions  of  Cubic  Feet,  During  Ebb  Tide. 


Month. 


January 

February 

March 

April 

May , 

June 

July 

Augrust 

September.. , 

October 

November . . . 
December.... 

Averages 


Land- water. 


880 

690 

2  500 

2  590 

1  340 

1  090 

700 

620 

710 

990 

91 U 

1070 


Sea-water. 


2  240 
670 
2  510 
1740 
1050 

1  7H0 

2  180 

1  520 

2  150 

3  610 
3  190 
3  470 


1180 


2  210 


Total. 


3  120 
1360 
5  010 

4  330 
2  390 
2  870 
2  880 
2140 
2  860 
4  600 
4  100 
4  540 


Totals,  in 
cubic  feet 
per  second. 


70  000 
30  000 
112  000 
97  000 
54  000 

64  000 

65  000 
48  000 
64  000 

103  000 

92  000 

102  000 


3  390 


76  000 


The  assumption  is  made,  if  the  speaker  understands  correctly,  that 
the  quantity  of  water  passing  through  The  Narrows  during  each  month 
is  the  same  as  that  of  the  fresh  water  flowing  in  all  the  tributary 
rivers.  This  assumption  must  be  more  or  less  in  error,  because,  ob- 
viously, there  is  retardation  of  the  flow  of  fresh  water  through  the 
large  and  variable  reservoir  of  brackish  water  between  The  Narrows 
and  the  farthest  points  to  which  salt  water  extends.  This  retardation 
must  have  the  effect  of  modifying,  probably  to  a  substantial  extent, 
the  quantity  of  fresh  water  flowing  through  The  Narrows  during  any 
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Mr.  caleiular  month.  If  these  difforeiicea  could  he  adequately  taken  into 
■  account  and  allowed  for,  the  speaker  sug-gests  that  the  monthly  varia- 
tion of  the  combined  flow  might  he  found  to  be  more  nearly  constant 
than  is  indicated  by  the  author's  tables.  Taking  this  matter  into 
account  probably  would  not  greatly  change  the  annual  average  figure. 
It  would  have  a  steadying  effect  on  the  monthly  flows,  and  reduce  the 
fluctuations. 

If  it  is  assumed  that  the  lowest  months  in  the  author's  tables  may 
be  accounted  for  in  this  way,  it  appears  that  the  exchange  of  water 
in  the  harbor  is  equivalent  to  a  steady  flow  of  between  50  000  and 
100  000  cu.  ft.  per  sec,  averaging  76  000  cu.  ft.  per  sec.  In  comparison 
with  this,  the  speaker,  in  1906,  on  the  basis  of  the  few  data  then 
available,  estimated  the  corresponding  flow  at  68  000  cu.  ft.  per  sec. 
No  river  in  the  United  States  has  a  minimum  flow  as  great  as  this. 
Probably  no  other  great  city  in  the  world  is  as  favorably  situated  as 
New  York  on  rivers  having  currents  of  such  volume  and  strength. 

It  has  been  sometimes  assumed  that  a  flow  of  3  cu.  ft.  per  sec. 
would  suffice  to  dilute  the  sewage  from  1  000  people  enough  to  make 
it  inoffensive.  This  ratio  is  not  everywhere  accepted,  but,  taking  it 
as  a  basis,  if  the  flow  through  The  Narrows  could  be  fully  utilized 
for  dilution,  it  would  serve  to  carry  off  the  sewage  of  from  17  000  000 
to  34  000  000  people.  Even  if  a  larger  relative  dilution  is  assumed 
to  be  necessary,  as,  for  instance,  4,  or  even  5  cu.  ft.  per  sec,  per  1  000 
of  population,  it  is  still  adequate  to  serve  a  population  which  will 
not  be  attained  for  many  years. 

One  of  the  practical  difficulties,  in  the  utilization  of  this  great 
water  quantity  for  dilution,  is  to  arrange  matters  so  that  the  sewage 
will  be  mixed  evenly  with  it.  At  present  more  than  a  proportionate 
quantity  of  sewage  is  discharged  into  some  branches  of  the  harbor, 
as,  for  instance,  into  the  East  Eiver  and  the  Harlem  Eiver,  and  these 
branches  have  a  higher  relative  pollution  and  are  nearer  to  a  per- 
missible limit  than  is  the  harbor  as  a  whole. 

The  figures  for  tidal  fiow,  put  in  convenient  and  accessible  form 
in  this  paper,  will  be  of  the  greatest  service  in  future  discussions 
of  this  most  important  question. 

Mr.  T.   Kennard  Thomson,   M.  Am.   Soc.   C.  E. — The   Society  owes  a 

omson.  tiggj-ty  vote  of  thanks  to  Mr.  Parsons  for  this  very  valuable  and 
interesting  paper.  It  is  especially  interesting  to  the  speaker  on  ac- 
count of  his  plan  for  relieving  the  congestion  in  New  York  Harbor. 
This  plan  has  already  been  brought  to  the  attention  of  the  Society,* 
and  this  opportunity  is  taken  to  show  the  same  plan  with  an  addi- 
tion. Fig.  63,  which  has  been  seriously  suggested  by  a  very  able  man. 


*'-Thp  Problem  of  the  Lower  West  Side  Manhattan  Water-Front  of  the  Port  of  New 
York.'"  by  B.  F.  Cresson,  Jr.,  M.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E.,  Vol. 
LXXV,  p.  268. 
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Mr. 
Thomson. 


ATLANTIC 
O  C  E  A  N 


Fig.  63. 
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Mr.  The  plan  consists  of  the  reclamation  of  the  East  River,   and  the 

Thomson,  ^j^jj^jjjjg  ^f  ^  serviceable  channel  between  Flushing  and  Jamaica  Bays. 
This  would  reclaim  about  10  sq.  miles  between  Manhattan  and  Brook- 
lyn, and  also  solve  many  of  the  rapid  transit  problems,  as  well  as  the 
dock  problems. 

Mr.  Parsons'  paper  proves  that  the  speaker's  original  proposition 
would  have  a  very  insignificant  effect  on  the  waters  passing  through 
The  Narrows,  stated  to  be  75  000  cu.  ft.  per  sec,  as  referred  to  by 
Mr.  Hazen.  The  Mohawk  River,  alone,  during  the  floods  of  March, 
1913,  discharged  96  000  cu.  ft.  per  sec.  into  the  Hudson  River,  though 
its  discharge  in  summer  is  often  less  than  2  000  cu.  ft.  per  sec.  This, 
of  course,  is  unusual,  but  the  ordinary  variation  in  the  quantity  of 
water  entering  the  Hudson  River  from  its  tributaries  makes  the  dis- 
placement, suggested  by  the  speaker's  plans,  insignificant. 

The  carrying  out  of  this  plan  would  insure  the  greatest  boom  that 
has  ever  been  thought  of  for  New  York  City  and  State,  and  the  popu- 
lation of  the  city  would  increase  to   12  000  000  and  more  in  a  very 
short  time. 
Mr.  James  Owen,  M.  Am.  Soc.  C  E. — The  speaker  has  been  interested 

Owen,  -j^  ^]^g  tidal  flow  in  New  York  Harbor  for  some  years,  and  there  seems 
to  be  an  element  in  the  whole  question  which  has  not  been  considered 
by  any  one  except  Mr.  Thomson,  who  is  rather  ahead  of  the  proposition, 
that  is,  the  gradual  closing  of  the  harbor  itself. 

Some  years  ago  the  speaker  had  occasion  to  take  some  evidence 
and  make  some  tests  on  the  encroachment  on  the  shores  on  the  New 
Jersey  Coast,  and  incidentally  he  examined  into  the  question  of  the 
opening  of  New  York  Harbor.  It  was  found  that  two  elements  entered 
into  that  question,  namely  the  deposit  by  fresh  water  from  the  high 
grounds  above,  and  the  gradual  throwing  up  of  the  sands  by  the  storms 
on  the  coast.  It  was  found  that  the  accretion  at  the  estuaries  of  the 
New  Jersey  Coast  amounted  to  about  3  ft.  in  30  years. 

At  some  prehistoric  period,  the  Jersey  Meadows  were  covered  with 
water,  and  they  have  all  been  filled  up.  It  was  found  that  there  were 
some  21  estuaries  on  the  Jersey  Coast  which  have  been  closed  up  in  the 
last  150  years,  and  that  Sandy  Hook  was  at  one  time  merely  a  cluster  of 
islands. 

The  report  of  the  Jamaica  Bay  Commission  showed  that  the  Rock- 
away  Spit  had  encroached  to  the  east  about  1  mile  in  30  years.  Con- 
sidering this  encroachment  and  that  of  the  Sandy  Hook  Spit,  which 
is  about  in  the  same  ratio,  one  may  note  the  probability  of  the  gradual 
closing  up  of  New  York  Harbor,  not  only  by  the  deposits  of  the  waters 
themselves — which  are  very  small  from  the  Hudson  River — but  by  the 
encroachment  of  the  sea. 

Whatever  experiments  are  made  will  have  to  be  carried  along  year 
by  year,  counting  on  the  encroachments  of  the  ocean.     It  is  a  very 
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important  question,  this  gradual  closing  up  of  New  York  Harbor  by   Mr. 
the  encroachment  of  the  sea.  Owen. 

Kenneth  Allen,  M.  Am.  Soc.  C.  E.  (by  letter). — The  author  has    Mr. 
described  the  tidal  condition  existing  in  New  York  Harbor  so  fully 
that  little  remains  to  be  added.     The  special  application  of  tidal  studies 
to  those  of  sewage  disposal  is  obvious.     Dilution  of  a  sewage  effluent 
may  be  secured  by  the  variable  currents  induced  by  winds  and  differ- 
ences of  temperature,  as  in  cities  discharging  sewage  into  a  lake;  but, 
in  general,  dependence  is  placed  on  the  much  more  reliable  and  effective 
currents  due  to  the  flow  of  upland  waters  in  rivers  or  the  tides  of  the 
sea.    In  the  case  of  New  York  City,  though  large  dependence  is  placed 
on  the  upland  waters  discharged  by  the  Hudson  Eiver,  the  condition 
of  the  East  Eiver  and  Upper  Bay  depends  in  a  great  degree  on  the 
refreshing  influence  of  the  new  sea  water  brought  in  twice  a  day  by 
the  tides.     To  a  much  greater  extent  is  this  true  of  the  two  shallow 
bays — Newark  and  Jamaica — the  waters  of  which  receive  large  volumes 
of  sewage,  but  yet  contain  a  fair  amount  of  dissolved  oxygen  brought  in 
by  the  proportionately  large  tidal  prism  at  every  tide.     Owing  to  the 
existence  of  such  connecting  waterways  as  the  East  and  Harlem  Rivers, 
Little  Hell  Gate,  Bronx  and  Arthur  Kills,  and  Kill  van  Kull,  com- 
bined with  the  varying  conditions  of  flow  in  the  Hudson  River,  the 
tidal  phenomena  of  New  York  Harbor  are  as  complex  as  could  well  be 
imagined,   and   a  reasonable  approach  to  true  average  conditions   can 
only  be  found  by  a  long  series  of  observations.     In  the  case  under 
discussion,  much  information  was  available  from  past  observations  of 
the  U.  S.  Coast  Survey  and  the  War  Department,  but,  especially  with 
reference   to   the   East   and   Harlem  Rivers,   this  was   incomplete   and 
has  but  recently  been  secured  by  Col.  W.  M.  Black,  Corps  of  Engineers, 
U.  S.  A. 

Aside  from  velocities  and  discharges  at  certain  points  or  cross- 
sections,  information  was  desired  by  the  Metropolitan  Sewerage  Com- 
mission as  to  the  probable  dispersion  and  drift  of  floating  solids  if 
set  adrift  at  specific  points,  and  though  the  float  observations  which 
were  undertaken  provided  a  certain  amount  of  general  information 
regarding  probable  velocities,  on  which  discharges  might  be  estimated, 
dependence  could  not  be  placed  on  these  alone  for  the  latter  purpose, 
owing  to  the  manifest  discrepancies  due  to  local  or  temporary  conditions. 
Float  observations,  however,  are  valuable  as  an  indication  of  the 
probable  trend  of  sewage  (which  in  salt  water  rises  to  near  the  surface), 
its  oscillation  back  and  forth  with  the  tides,  and  of  the  shores  on  which 
its  floating  constituents  may  strand. 

In  1897  the  writer  made  a  series  of  float  observations  for  the  Balti- 
more  Sewerage  Commission*  in  Chesapeake  Bay  off  North  Point,  to 

*  Report,   Baltimore  Sewerage  Commission,   1897,   Mendes  Cohen,  Past-President, 
Am.  Soc.  C.  R,  Chairman. 
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Mr.    dotermiiio  the  in()yt  favorable  location  for  the  discharge  of  sewage.     At 

*  six  selected  points,  about  ^  mile  apart  and  from   |  to  2^  miles  from 

shore,  poles  were  set   in   the   bottom,  which   was   nowhere  more   than 

about   20  ft.   from   the  surface   at  low  water,   the  tidal   range  being 

about  1  ft. 

A  30-ton  schooner  was  chartered  and  anchored  in  the  vicinity  of 
the  work  as  headquarters  for  the  party,  which  consisted  of  an  observer, 
a  recorder,  the  captain,  mate,  and  cook.  A  small  steam  launch,  with 
captain  and  engineer,  was  secured  with  which  to  follow  the  floats.  For 
communication  with  the  party  a  tug  was  engaged. 

The  floats  consisted  of  2  by  2-in.  by  7-ft.  yellow  pine  sticks  weighted 
on  the  lower  end  by  cast-iron  washers  strung  on  a  wire  until  only 
5  or  6  in.  of  the  other  end  were  left  above  water.  A  :|-in.  iron  rod  was 
inserted  in  this  upper  end  on  which  a  12  by  12-in.  red  or  black  flag 
was  attached  bearing  a  serial  number  in  white.  These  were  set  adrift 
at  the  several  points  in  succession,  beginning  at  about  6  a.  m.  and  con- 
tinuing at  stated  intervals,  by  a  man  in  a  rowboat.  They  were  ob- 
served by  sextant  as  often  as  practicable  from  the  launch,  passing 
from  one  float  to  another  until  dark.  No  attempt  was  made  to  recover 
the  floats,  which  finally  went   down   the  bay  or  grounded   on   shoals. 

In  this  way  150  floats  were  set  adrift  during  an  entire  month. 
May  27th  to  June  26th,  so  as  to  include  all  phases  of  the  moon  and 
tide. 

A  tide  gauge  was  set  up  at  a  neighboring  light-house  and  a  record 
of  the  tides  and  wind  was  kept  during  the  work. 

The  cost  of  these  observations  was: 

Schooner,  crew,  and  launch $296.98 

Salaries 378.50 

Provisions 53.91 

Coal  for  launch 32.00 

Floats 70.05 

Supplies,  fares,  and  miscellaneous 53.44 

Plotting  traces  of  floats  on  charts 54.50 

Total $939.38 

On  account  of  the  unseaworthiness  of  the  launch  in  bad  weather 
104  days  were  lost. 

By  this  method,  a  large  number  of  observations  were  made  during 
the  day  of  floats  set  out  at  different  points,  at  different  times,  and  at 
different  stages  of  the  tide.  The  records  of  individual  floats  were  not 
very  complete,  nor  were  they  often  continued  beyond  the  day  they  were 
set  adrift,  but,  taken  together,  they  indicated  very  graphically  the 
points  likely  to  be  reached  by  floating  matter  starting  from  any  one 
of  the  six  assumed  points  of  outfall. 


Fig.   64. — Spar  Float. 


Fig.   65. — Sai.inometer. 


^i  ^^ 
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They  also  indicated:  (1)  a  general  trend  off  shore  toward  the  main  Mr. 
ship  channels  and  away  from  the  oyster  beds  which  were  farther  down  ^^^^' 
the  bay  and  near  the  shores,  or  in  the  estuaries;  (2)  that  under  rare 
conditions  would  floating  material  set  out  at  the  point  finally  recom- 
mended (2  miles  from  shore)  be  carried  up  the  Patapsco  Kiver  as  far 
as  Sparrows  Point;  and  (3)  that  after  a  continuous  discharge  for  33 
consecutive  hours  sewage  would  be  dispersed  in  all  probability  over 
an  area  of  some  16  sq.  miles,  and  hence  become  thoroughly  diluted. 

The  type  of  float  selected  was  inexpensive  and,  on  the  whole,  satis- 
factory, being  convenient  to  handle  and  but  little  affected  by  the  wind. 
Tests  were  made  with  black,  white,  and  red  flags,  and.  contrary  to 
expectations,  the  black  was  generally  discovered  most  easily  and  white 
the  least  so,  although  this  depended  on  the  weather.  Red  or  black 
flags,  appearing  the  same  in  the  distance,  were  usually  first  seen  with 
low-power  field  glasses  at  distances  ranging  from  i  to  1  mile. 

The  New  York  experiments,  taken  up  by  the  writer  in  1908,  were 
conducted  under  quite  different  conditions.*  Considerable  populations 
occupy  the  shores  for  many  miles  along  the  several  watercourses,  and 
the  currents  are  so  swift  as  to  render  useless  any  attempt  to  follow 
any  number  of  floats  with  one  boat.  It  was  decided,  therefore,  to  set 
out  only  one  float  at  a  time  and  observe  its  position  at  frequent  in- 
tervals throughout  the  day.  To  avoid  the  loss  of  the  float  by  the 
absorption  of  water,  the  double-can  type,  described  by  the  author,  was 
devised.  This  was  found  convenient,  inexpensive,  and  in  general  satis- 
factory, except  that  it  was  easily  destroyed  by  being  run  down  by  tugs 
in  the  crowded  waterways.  Also,  the  small  flag  which  it  was  intended 
should  be  carried  by  the  upper  can  made  it  top-heavy,  and,  as  the 
observer  was  never  far  from  the  float,  the  flag  was  finally  omitted  as 
unnecessary. 

During  the  following  year  the  longer  "spar"  float,  Fig.  64,  was 
adopted  and  found  well  suited  to  the  conditions  to  be  met.  It  was 
open  to  the  objection  found  with  the  Baltimore  float  of  absorbing  M^ater, 
but,  having  large  submerged  vanes,  the  influence  of  the  wind  was 
relatively  small,  and  there  was  no  objection  in  allowing  the  top  to 
project  above  the  water  sufficiently  to  prevent  loss  from  this  cause. 
The  size  of  this  float,  moreover,  permitted  two  lanterns  to  be  carried 
on  a  f-in.  steel  rod  supported  by  a  light  frame  at  a  height  of  some  3  ft. 
or  more  above  the  water  surface,  and  so  it  was  possible  to  follow  the 
float  by  night  as  well  as  by  day.  This  was  found  essential  in  order 
to  secure  the  information  desired. 

Locations  in  the  open  water  of  the  bay  were  generally  made  with 
a  sextant,  as  on  the  Chesapeake  Bay  work;  but,  in  the  strong  currents 
of  the  rivers,  and  when  near  the  shore,  where  locations  could  be  identi- 

♦  Report,  Metropolitan  Sewerage  Commission  of  New  York,  1910,  George  A. 
Soper,  M.  Am.  Soc.  C.  E.,  President. 
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Mr.  fied,  an  estimate  of  the  position  noted  briefly  in  the  recorder's  book 
was  found  more  reliable.  The  azimuth  compass  was  used  to  a  limited 
extent  in  taking  bearings  up  or  down  stream  to  objects  not  too  distant, 
such  as  bridge  piers,  but  was  found  unreliable  where  the  plotted  posi- 
tion depended  on  the  accuracy  of  the  bearing  from  a  distant  point,  and 
considerable  care  was  required  to  see  that  the  dial  swung  free. 

Although  these  experiments  were  intended  primarily  to  indicate 
the  possible  drift  of  floating  matter,  the  results  have  been  utilized 
in  confirming  or  modifying  existing  values  for  the  velocity  at  strength 
of  tide,  and  for  the  tidal  flow  at  different  points  in  the  harbor. 

Where  current  velocities  at  specific  locations  were  desired,  these 
were  obtained  by  anchoring  at  such  locations  and  noting  the  time 
taken  by  a  double-can  float  to  drift  100  ft.  The  distance  was  measured 
by  a  fine  cord  attached  to  the  float,  and  the  time  by  a  stop-watch. 

In  order  to  obtain  continuous  night-and-day  observations,  three 
motor  boats  were  chartered,  each  with  an  observer  who  was  to  follow 
the  float  for  an  8-hour  shift,  but  the  long  distances  traveled  during  a 
tide,  the  inaccessible  location  of  much  of  the  work,  and  the  prevailing 
fogs  caused  so  great  a  loss  of  time,  and,  in  addition,  it  was  found  so 
difficult  to  maintain  operations  with  small  boats  during  stormy  winter 
weather  in  the  crowded  thoroughfares,  that  a  seaworthy  tug  was  finally 
secured  and  provisioned  for  a  week's  continuous  work.  In  this  way 
floats  were  followed  well  out  into  the  Lower  Bay,  and  there  was  little 
loss  of  time. 

In  studying  the  circulation  of  water  in  New  York  Harbor  the 
salinometer*  (Fig.  65)  proved  to  be  an  important  adjunct,  indicating 
at  the  same  time  the  specific  gravity  of  the  water  and  its  temperature, 
by  which  the  proportion  of  "normal"  sea  water  could  be  determined 
at  once  by  reference  to  a  diagram.  By  a  series  extending  from  the 
eastern  end  of  Long  Island  Sound  through  the  East  Kiver  to  the  Upper 
Bay,  for  instance,  it  was  shown  by  the  high  salinity  east  of  Hell  Gate 
that  the  waters  of  the  Sound  were  not  those  which  had  come  from  the 
Upper  Bay,  where  the  Hudson  Eiver  causes  the  proportion  of  sea  water 
to  drop  to  60  or  70%,  but  were  essentially  those  of  the  Atlantic  enter- 
ing from  the  east,  and  hence  that  there  exists  a  definite  net  discharge 
to  the  west  and  south  through  the  East  Eiver — a  fact  difficult  to  prove 
before  Col.  Black's  more  recent  gaugings  were  made. 
Mr.  H.  DE  B.  Parsons,  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  is 

Parsons,  pj^^g^^  ^^  ^^^^  ^j^g  ^j^gg  approximation  between  the  percentages  ob- 
tained by  Mr.  Hazen  in  1906  and  those  shown  in  the  paper,  as  indicated 
in  Table  31. 

Referring  to  Mr.  Hazen's  criticism  of  Table  32,  the  writer  is  of 
the  opinion  that  the  dips  in  the  curves  for  February  are  due  to  the 

*  "The  Use  of  the  Salinometer  in  Studies  of  Sewage  Disposal,"  by  Kenneth 
Allen,  M.  Am.   Soc.  C.  E.,  Journal,  Assoc,  of  Eng.   Societies,  April,  1911. 
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Mr. 
Parsons. 
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PROPORTION  OF  SEA-  AND  LAND-WATER 
THROUGH  LONG  ISLAND  SOUND  AND  NEW  YORK  HARBOR 
APRIL  13TH  AND  15TH.  1909. 

Fig,  66. 
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Mr.  salinometer  readings  being  taken  throughout  the  year  1909  and  used 
in  connection  with  the  average  monthly  discharges  of  the  rivers.  If 
salinometer  readings  could  have  been  taken  for  as  many  years  as  the 
stream-gauging  record,  the  diagrams  shown  in  the  paper  would  have 
had  smoother  curves,  and  the  corresponding  tables  would  have  shown 
less  variation  from  month  to  month.  It  happened  that  February,  1909, 
was  a  month  of  great  river  discharge,  and  March,  1909,  a  month  some- 
what below  the  normal. 

Mr.  Hazen  refers  to  an  assumption  made  by  the  writer.  This  as- 
sumption, more  correctly  speaking,  is  a  condition,  namely,  that  the 
resultant  flow  of  water  passing  any  section,  such  as  The  Narrows, 
during  each  month,  is  the  same  as  that  of  the  land-water  discharged 
during  such  month.  The  resultant  flow  is  the  difl'erence  between  the 
ebb  and  flood  volumes.  This  condition  is  self-evident.  The  only  varia- 
tion is  the  resultant  flow  of  the  East  River,  as  explained  in  the  paper, 
which  will  affect  The  Narrows. 

Mr.  Allen  refers  to  a  series  of  salinometer  readings  extending  from 
the  eastern  end  of  Long  Island  Sound  through  the  East  River  and 
Upper  Bay.  Fig.  6Q  shows  graphically  the  results  of  these  salinometer 
readings  and  the  proportions  of  sea-water  and  land-water. 
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KINETIC  EFFECTS  OF  CKOWDS.* 
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With  Discussion  by  Messrs.  Frazer  C.  Hilder,  Henry  H.  Quimby, 
K.  D.  Coombs,  J.  B.  French,  and  C.  J.  Tilden. 


For  nearly  a  century  the  accepted  value  for  the  weight  of  a  dense 
crowd  of  people  has  been  about  100  lb.  per  sq.  ft.,  conservative  de- 
signers often  assuming  a  slightly  higher  figure,  and  their  more  daring 
brethren  a  considerably  lower  one.:|:  The  investigations  of  Stoney,§ 
Kernot,||  and  others,  long  ago  showed  that  this  was  by  no  means  the 
maximum  value,  and  the  elaborate  work  of  Johnson,*[[  published  in 
1904,  showed  that  an  intensity  of  183  lb.  per  sq,  ft.  was  within  the 
range  of  possibility.  The  effect  of  Johnson's  investigations  was  to 
raise  slightly  the  load  intensities  prescribed  by  some  specifications, 
but  this  effect  was  by  no  means  general. 

Thus  far,  the  purely  static  effect  of  a  crowd  is  the  only  one  that 
has  received  careful  study  by  engineers,  and  the  "dead  weight"  is 
the  loading  assumed.  The  fact  that  this  is  not  sufficient  in  con- 
sidering the  load  that  may  come  on  a  bridge  or  other  structure  was 

*  Presented  at  the  meeting  of  April  16th,  1913. 

t  Now  M.  Am.  Soc.  C.  E. 

t  "  A  Memoir  on  Suspension  Bridges.''    Charles  S.  Drewry,  London,  1832,  p  113. 

"  Treatise  on  Bridge  Building."    S.  Whipple,  Utica,  N.  Y..  1847,  Essay  No.  II,  p.  115. 

"  Encyclopedia  of  Architecture."    Gvvilt.  p.  429. 

For  modern  load  requirements  in  specifications  of  highway  bridges,  etc.,  see  Trans- 
actions^  Am.  Soc.  C.  E..  Vol.  LIV,  p.  479 :  Engineering  News,  Vol.  65,  p.  392,  pp.  440  and  460; 
Vol.  66,  pp.  61  and  643;  Vol.  68,  p.  824,  etc.,  etc.;  Illinois  Highway  Commission.  Third 
Report,  p.  121.  >i       ) 

§  "  Theory  of  Strains  in  Girders  and  Similar  Structures."  B.  B,  Stoney,  London,  Revised 
Edition,  1886,  p.  616.  (( 

II  See  Editorial,  Engineering  Nevs.  Vol.  89  (March  16th,  1893),  p.  252. 

H  Engineering  News,  Vol.  51,  p.  360;  Transactions,  Am.  Soc.  C.  E.,  Vol.  LlV,' p.  441  : 
Harvard  Engineering  Journal,  Vol.  IV  (April,  1905),  p.  29. 
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recognized  by  Robert  Stevenson  in  the  early  part  of  the  last  century. 
In  his  paper  entitled  "An  Account  of  Suspension  Bridges",  published 
in  1821,*  is  the  following  interesting  paragraph: 

"But  the  effect  we  have  to  provide  against  in  bridges  of  suspension, 
is  not  merely  what  is  technically  termed  dead  weight.  A  more  power- 
ful agent  exists  in  the  sudden  impulses,  or  jerking  motion  of  the 
load,  *  *  *.  The  greatest  trial,  for  example,  which  the  timber 
bridge  at  Montrose,  about  500  ft.  in  extent,  has  been  considered  to 
withstand,  is  the  passing  of  a  regiment  of  foot,  marching  in  regular 
time.  A  troop  of  cavalry,  on  the  contrary,  does  not  produce  corre- 
sponding effects,  owing  to  the  irregular  step  of  the  horses.  The  same 
observations  apply  to  a  crowd  of  persons  walking  promiscuously,  or 
a  drove  of  cattle,"  etc. 

Stevenson,  however,  does  not  suggest  any  definite  values  for  this 
"more  powerful  agent"  which  he  recognizes  and  describes  with  such 
clear  appreciation. 

Shortly  after  Johnson's  paper  was  published,  a  letter  signed  by 
Mr.  R.  Moreland  appeared  in  London  Engineering, j;  in  which  a  sug- 
gestive experiment  was  reported: 

"In  1900  my  firm  had  a  contract  for  the  Manchester  Racecourse  for 
some  large  stands,  and  to  gain  information  we  put  as  many  men  as 
possible  on  our  10-ton  weigh-bridge,  and  we  found  that  we  could  get 
ninety  men  as  close  as  possible  into  a  space  14  ft.  by  8  ft.,  or  112 
square  feet,  and  they  weighed  115  cwt.  1  qr.,  which  would  equal  1  cwt. 
per  square  foot.  We  then  asked  them  to  jump,  and  the  load  went  up 
to  1^  cwt.;  they  then  ran  four  abreast  across  the  machine,  but  no  ex- 
cess was  recorded  over  the  1^  cwt.  per  square  foot." 

Details  of  this  experiment  are  meager,  but  it  is  the  only  one,  so 
far  as  the  writer  is  aware,  in  which  a  determination  is  sought  of 
the  increased  load  effect  due  to  motion  in  a  group  of  human  beings. 
In  general,  in  structural  work  at  least,  this  increase  is  assumed  to  be 
cared  for  by  the  "factor  of  safety",  that  pernicious  and  misnamed 
offspring  of  ignorance. 

The  study  of  kinetic  effect  is  far  more  complex  than  that  of  static 
effect,  for  the  movements  of  a  crowd  of  people  may  take  place  in 
infinite  variety,  and  each  change  of  motion  must  be  accompanied  by 
some  exertion  of  force  other  than  the  purely  static  condition.  The 
problems  suggested,  therefore,  are  capable,  at  best,  of  only  approximate 
solution.     The  following  study  is  an  attempt  to  throw  some  light  on 


*  Edinburgh  Philosophical  Journal,  No.  10,  p.  255. 
+  Vol.  LXXIX  (April  28th,  1905),  p.  551. 
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the  question  of  determining  and  analyzing  as  far  as  possible  the  forces 
exerted  by  an  individual  under  certain  simple  conditions  of  motion 
The  extent  to  which  such  observations  apply  to  crowds,  and  the  limita- 
tions of  such  an  application  are  then  considered. 

The  subject  is  divided  naturally  into  two  parts:  first,  the  vertical 
effect,  as  in  the  experiment  described  by  Moreland  and  quoted  above, 
manifested  as  an  increase  over  the  static  or  dead  load;  and,  secondly, 
the  horizontal  effect  which  appears  as  a  lateral  force.  The  first  is 
due  to  changes  of  motion  in  a  vertical  direction,  the  second  to  similar 
changes  in  a  horizontal  direction.  The  experiments  described  are 
simple   and   direct,   and   though 


the  results  may  not  be  scientific- 
ally exact,  they  are  at  least  in- 
structive, and  furnish  a  basis  for 
modifying  somewhat  our  views 
on  the  possible  effect  of  crowds. 
Vertical  Effect. — 1. — Rising 
Suddenly  from  a  Crouching 
Posture. — In  this  experiment  the 
subject  was  asked  to  assume  a 
crouching  position,  as  shown  by 
Fig.  1,  on  an  ordinary  plat- 
form scale.  His  weight  was  de- 
termined and  recorded.  The 
counterpoise  was  then  moved 
out  on  the  scale-beam  until 
it  registered  a  load  40  or  50  lb. 
in    excess    of    the    static    load, 
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Fig.   1. 


the  hooked  end  of  the  scale-beam  resting,  of  course,  against  the 
lower  stop.  The  subject  was  then  asked  to  rise  smartly  to  a  stand- 
ing position,  as  shown  by  the  dotted  lines  in  Fig.  1,  whereupon 
the  scale-beam  shot  up  momentarily,  showing  a  sudden  large  in- 
crease in  the  downward  load  effect  of  the  man,  as  a  result  of  the 
upward  acceleration  given  to  his  body.  A  somewhat  larger  load  wiis 
then  registered  on  the  scale-beam  and  the  operation  repeated.  A  great 
deal  of  care  was  exercised  to  prevent  the  motion  from  becoming  a 
jump,  and  the  subject  was  warned  not  to  let  his  feet  leave  the  plat- 
form.    The  movement  was  smart  and  quick,  however,  occupying,  per- 
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haps,  i  or  i  sec.  Each  repetition  of  the  movement  was  recorded,  and 
the  words  "Kaised"  or  "Not  raised",  referring  to  the  scale-beam,  were 
written  after  the  number  representing  the  load  registered  on  the  scales. 
The  following  is  a  sample  of  the  record  sheet  kept  of  each  experiment : 
(Name  of  subject.)     Static  weight  =  155   lb.     (Date.) 

Scales  set  at  220  lb Eaised. 

"     "     240  " Raised. 

"     "     260" Barelyraised? 

"         «>.c^^...  260  " Raised. 

"         "     "     265  " Raised. 

"     "     270  " Raised. 

"     "     275  " Notraised. 

"         "     "     275  " Raised. 

u        u     u     280  " ? 

"     "     280  " Notraised. 

"     "     280" Barelyraised? 

It  is  seen  that  this  man,  weighing  155  lb.,  exerted  a  momentary 
downward  pressure  of  275  lb.,  as  shown  by  the  scale-beam  lifting 
from  the  stop,  as  a  result  of  the  movement  described.  As  there  was 
some  question,  even  after  three  trials,  as  to  whether  280  lb.  had  been 
exerted,  the  figure  taken  was  275  lb.  or  an  increase  of  77%  over 
the  static  load.  (See  Line  D,  Fig.  2,  I.)  Eight  experiments  of  this 
sort  were  tried  on  seven  different  men,  weighing  from  139  to  233  lb. 
The  results  are  shown  graphically  by  Fig.  2,  I,  in  which  the  black 
portion  of  each  line  represents  the  static  weight  and  the  shaded  portion 
the  increase  due  to  rising  suddenly  from  a  crouching  position.  It  is 
interesting  to  note  that  the  greatest  increase  recorded,  80%,  occurs 
for  the  heaviest  man,  Q,  a  former  tennis  champion  who  is  very  active 
on  his  feet. 

The  two  lines  marked  A  and  A^,,  one  showing  58%  increase  and 
the  other  67%,  are  for  the  same  man.  The  result  shown  at  A  was 
obtained  in  the  usual  way,  as  illustrated  by  Fig.  1  and  previously  de- 
scribed. The  case,  A^,  differed  from  A  in  that  a  timber,  about  11  in. 
deep  and  weighing  108  lb.,  was  put  on  the  scale  platform  on  which 
the  subject  stood.  While  it  is  not  likely  tha.t  the  interposition  of 
this  heavy  mass  had  anything  to  do  with  the  slight  increase  (from 
58  to  67%)  shown  in  A^,,  it  obviously  did  not  tend  to  diminish  the 
kinetic  effect. 
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//. — Rising  Suddenly  from  a  Sitting  Position. — This  experiment 
was  similar  to  I,  and  was  conducted  in  the  same  manner,  the  only 
difference  being  that  the  subject  rose  suddenly  from  the  chair  in 
which  he  was  seated,  instead  of  getting  up  from  a  crouching  position. 
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A 
B 
c 

D 
E 
F 
G 


A 
B 
C 
D 
E 
F 
G 


Standing  up,  from  crouching  posture; 


139  lb.  220  lb. 

M<^^t^>;^i^:t:»;g^;^^  increase,       58^ 

UA  lb.  230  lb. 

—  I  60% 

155  lb. 260  lb. 

■■^^^^^^^^  685? 

155  lb. 275  lb. 

172  lb.              250  lb. 
§■■■1^^^^^^^  45% 

186  lb. 320  lb, 

233  lb. 4201b. 

139  lb.  232  lb. 

6r/o 


^^^^^^^ 


Average,  66% 


Standing  up,  from  sitting  posture; 


115  lb.  240  lb. 

144  lb.  259  lb. 


155  lb. 250  lb. 

Iffilb.    2901b. 

172  Ib^ 289  lb. 

186  lb. 


65% 

80% 
61% 

87% 
68% 


II 


414  lb. 


233  lb. 4021b. 

■I  I 


122% 
72% 


Average,  79% 


Aa 

B 
C 
D 
F 


Standing  and  "jouncing' 

139  lb 


332  lb. 


144  lb.                                                                     400  lb. 
155  lb. 4401b. 


139  i 

178% 
184  5^« 


III 


155  lb. 


360  lb. 


155 

186  lb, 625  lb. 

236% 


Average,  174% 


Fig.  2. 


The  movement  is  indicated  clearly  by  the  photograplis,  Figs. 
3  and  4,  in  which  the  two  successive  positions  of  the  subject  are  shown 
by  a  double  exposure  of  the  negative.  The  records  were  made  in 
precisely  the  same  manner  as  for  Experiment  I,  with  the  results  as 
shown  in  Fig.  2,  II.     The  letters,  A,  B,  C,  etc.,  refer  to  the  same  in- 
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tlividuals  as  in  1.    The  following-  is  a  sample  "log-sheet"  for  this  experi- 
ment, being  the  record  for  B: 

(Name  of  subject.)     Scale  reading  =  155  lb.     (Date.) 
Weight  of  chair  =     11  lb. 

Static   weight   of   subject  =  144  lb. 

Scales  set  at  200  lb Raised. 

"     "  220  " Raised. 

"     "  240  " Raised. 

"     "  250  " Raised. 

''        "     "  260  " Not  raised.    -  •'•^  '  "'^ 

"     "  260  " Not  raised. 

"         "     "  260  " Raised— third  trial. 

"     "  265  ''  . . . Raised— first  trial. 

'f .,      "     "  270  " Raised— first  trial. 

"         "     "  275  " Not  raised  in  three  trials. 

270  —  11  =  259  lb.,  total  net  effect,   static   +   kinetic;  || 

=:  115  lb.  increase,  or  80  per  cent. 


It  is  interesting  to  note  that  this  movement,  which  may  readily 
occur  in  a  theater,  grand-stand,  or  other  place  where  a  large  audience 
is  gathered,  gives  distinctly  higher  values  than  are  found  in  Experi- 
ment I,  the  average  increase  being  nearly  80%,  and  no  individual 
case,  of  the  seven  recorded,  falling  below  60  per  cent. 

///. — Jouncing. — In  this  experiment,  the  results  of  which  are 
shown  by  III,  Fig.  2,  an  attempt  was  made  to  get  an  approach  to  a 
maximum  individual  effect.  The  subject,  standing  on  the  scale  plat- 
form, suddenly  bent  the  knees  and  as  quickly  straightened  them  again, 
at  the  same  time  jerking  the  arms  and  shoulders  downward  to  intensify 
the  effort  exerted.  The  instructions  were  to  get  as  vigorous  a  move- 
ment as  possible  without  letting  the  feet  leave  the  scale  platform. 
The  vertical  movement  of  the  body  did  not  probably  exceed  2  or  3  in. 
The  experiment  is  interesting  and  suggestive,  but  hardly  of  much  im- 
portance, as  the  time  during  which  the  greatest  effort  acts  is  neces- 
sarily exceedingly  short.  The  effort  is  more  in  the  nature  of  a  quick 
blow.     Its  bearing  in  relation  to  I  and  II  will  be  discussed  later. 

Horizontal  Ejfect. — 7. — Some  idea  of  the  horizontal  effort  exerted 
in  Experiment  II  (rising  from  a  sitting  posture)  may  be  obtained  by 
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Studying  the  movement  of  the  center  of  gravity  of  the  subject  (Figs. 
3  and  4).  If  the  ratio  of  the  movements,  horizontal  to  vertical,  is 
taken  as  measuring  approximately  the  relative  intensities  of  the  re- 
spective forces,  it  gives  a  fairly  good  indication  of  the  backward  shove 
exerted  by  a  man  when  he  jumps  up  to  cheer  a  spectacular  play  on 
the  football  field,  or  to  shout  welcome  to  his  political  favorite.  In 
Fig.  3  the  movement  shown  is  from  an  erect  sitting  posture  to  a 
standing  position;  Fig.  4  shows  a  similar  movement  from  a  less  alert 
sitting  position.  The  first  movement  is  probably  more  nearly  typical 
than  the  second,  but,  in  jumping  up  suddenly,  as  in  Fig.  3,  the  final 
standing  posture  would  probably  have  a  somewhat  greater  forward 
inclination  than  is  shown  in  the  photograph,  so  that  a  ratio  of  hori- 
zontal to  vertical  motion  of  about  0.75  might  fairly  be  assumed.  Al- 
though this  ratio  of  movements  may  not  show  the  relative  force  values 
exactly,  owing  to  complexities  of  motion  not  taken  into  account  in 
the  simple  geometry  of  the  figure,  it  is  undoubtedly  fairly  indicative. 
On  such  a  basis,  taking  the  increase  in  vertical  effect  at  about  two-thirds 
of  the  static  weight,  it  appears  that,  in  rising  suddenly  from  his  seat,  a 
man  may  exert  a  backward  horizontal  shove  about  one-half  as  great  as 
his  weight,  say  from  70  to  80  lb.  for  an  ordinary  man. 

Figs.  5,  6,  and  7  are  introduced  to  show  the  method  of  determining 
the  centers  of  gravity  of  the  standing  and  sitting  figures.  For  the  stand- 
ing figure  (Figs.  3  and  4)  the  vertical  eentroidal  line  was  readily 
drawn  on  the  photograph  by  eye.  The  position  of  the  horizontal 
eentroidal  line  was  then  determined  as  in  Fig.  5,  by  getting  the  reac- 
tions at  head  and  heels  on  the  two  platform  scales  when  the  man  was 
stretched  out  horizontally.  A  simple  proportion  between  the  two  ob- 
served scale-weights  then  serves  to  fix  the  position  of  the  line,  and  this 
is  transferred  to  the  photographs  (Figs.  3  and  4)  by  the  construc- 
tion shown  at  the  right  of  the  figures.  Similarly,  for  the  sitting 
figure,  a  vertical  eentroidal  line  was  obtained  by  the  method  shown  in 
Fig.  6,  and  an  inclined  eentroidal  line  as  in  Fig.  7,  the  angle  of  inclina- 
tion of  the  latter  being  determined  by  the  two  measurements,  24  in.  hori- 
zontal and  21  in.  vertical,  shown  in  the  sketch.  The  intersection  of 
these  two  lines,  when  properly  transferred  to  the  sitting  figure  in  the 
photograph  (geometrical  construction  on  the  right),  locates  the  center 
of  griivity  of  the  seated  man.  The  scale  for  the  photographs  was 
fixed  by  the  two  meter  sticks  seen  clearly  in  Figs.  3  and  4,  one  laid 
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horizontally  on  the  scale  platform  between  the  feet  of  the  subject 
and  the  other  standing  vertically  in  the  same  plane.  The  vertical 
and  horizontal  components  of  the  movement  of  the  center  of  gravity 
were  then  measured  directly  on  the  photograph  with  this  scale. 

//. — Horizontal  Forces  Exerted  hy  a  Man  Walking. — The  motion 
of  a  man  who  is  walking  on  a  level  floor,  sidewalk,  etc.,  at  ordinary 
speed,  is  not  perfectly  uniform.  The  changes  ir  velocity — whether 
acceleration  or  retardation — must  be  accompanied  by  some  manifesta- 
tion of  horizontal  force,  this  force  urging  the  man  forward  when  his 
velocity  is  being  increased,  and  holding  him  back  when  it  is  being 
diminished.  As  these  forces  act  on  the  man,  his  action  (or  reaction) 
on  the  floor  must  be  equal  and  opposite  to  them;  therefore,  he  will 
exert  a  backward  horizontal  push  when  his  speed  is  increasing  and  a 
forward  horizontal  thrust  when  that  speed  is,  for  the  moment,  partly 
checked.  The  investigation  which  is  summarized  in  Fig.  8  is  an 
attempt  to  determine  approximately  what  values  these  momentary 
forward  and  backward  forces  may  have. 

The  twelve  figures  shown  in  the  lower  half  of  Fig.  8  were  traced 
from  a  series  of  photographs,  taken  at  intervals  of  yV  ^^^-i  ^f  ^^i  athlete 
walking.*  The  man  walked  directly  in  front  of  and  parallel  to  a 
screen  which  was  marked  off  by  horizontal  and  vertical  lines  into 
squares  of  5  cm.  on  a  side.  The  subject  was  about  30  in.  in  front  of 
this  background,  and  the  camera  some  50  ft.  from  the  subject,  so  that 
the  distance  interval  covered  in  each  interval  of  time  might  be  de- 
termined with  a  close  degree  of  approximation  by  counting  the  squares 
passed  over  by  the  man  in  each  successive  position.  In  making  this 
count,  the  horizontal  line,  AB,  was  chosen  as  the  base,  as  it  passes 
very  close  to  the  center  of  gravity  of  the  man  for  all  positions,  and  the 
"reading"  on  the  background  squares  was  made  at  the  intersection  of 
this  line  with  the  buttocks  of  the  naked  figure.  The  total  interval 
found  in  this  way,  from  the  first  to  the  twelfth  figure,  was  nearly 
1.7  m.,  or  about  5.5  ft.,  giving  an  average  velocity  of  6  ft.  per  sec. 
(a  trifle  more  than  4  miles  per  hour)  for  the  complete  stride  shown  in 
the  diagram.     The  average  velocity  during  each  interval  (^2  see.)   of 


*  This  series  of  figures  was  traced  from  Plate  2  of  Volume  I  of  "Animal  Locomotion," 
bv  Eadweard  Muybridge  (Philadelphia,  1887) .  This  remarkable  work,  published  in  eleven 
great  volumes,  shows  Uterally  thousands  of  photographs  of  human  bemgs  and  animals  in 
Ireat  variety  of  motion.  A  smaller  edition,  containing  a  few  of  the  series,  much  reduced 
in  size,  has  been  published  under  the  title  "The  Human  Figure  in  Motion."  (London, 
Chapman  and  Hall,  1901.) 
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Fig.  5. 


Fig.  7. 
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time   may    also   be   determined,    and   this   has   been   done   in   the   last 

column  of  Table  1. 

TABLE  1. 


Photographs. 

Reading  off  back- 
ground, in  meters. 

Distance  Interval  : 

Velocity  during 

interval,  in 
feet  per  second. 

Meter. 

Foot. 

1 

2  

3 

0.18 
0.36 
0.50 
0.82 
0.77 
0.9-3 
1.12 
1.28 
1.42 
1.55 
1.68 
1.85 

0.18 
0.14 
0.12 
0.15 
0.15 
0.20 
0.16 
0.14 
0.13 
0.13 

o.ir 

0.59 
0.46 
0.39 
0.49 
0.49 
0.65 
0.53 
0.46 
0.43 
0.43 
0.56 

7.1 
5.5 

4  

5 

6 

4.7 
5.9 
5.9 

7 

7.8 

8 

6.4 

9 

10 

5.5 
5.2 

11 

5.2 

12 

6.7 

In  interpreting  and  applying  these  results,  the  uncertainties  at- 
tendant on  their  computation  must  be  kept  in  mind;  they  give,  how- 
ever, an  interesting  and  instructive  indication  of  the  way  in  which  the 
velocity  varies.  Thus,  the  velocity  is  well  below  the  average  between 
Positions  3  and  4,  well  above  between  Positions  6  and  7  and  well 
below  again  between  Positions  9  and  10.  This  is  shown  graphically 
in  the  upper  curve  of  Fig.  8,  which  gives  the  velocity-time  curve  drawn 
as  indicated  by  the  computed  values,  not  exactly  through  the  plotted 
points  but  "smoothed  out"  to  give  an  even,  continuous  curve.  The 
average  velocity  for  the  stride  is  shown  by  the  heavy  dotted  line. 

To  measure  the  force  exerted,  it  is  necessary  to  know  the  accelera- 
tion, and  this  is  obtained  by  differentiating  graphically  the  velocity 
curve.  This  acceleration  curve,  or  "first-derived"  of  the  velocity  curve, 
is  shown  immediately  below  the  latter.  The  ordinates  of  the  accelera- 
tion curve  were  obtained  by  actual  geometric  construction  for  the  slope 
of  the  tangent  to  the  velocity  curve  at  a  number  of  points.  It  is  seen 
that  the  high  and  low  points  of  this  acceleration  curve  have  values, 
plus  and  minus,  respectively,  of  16  or  18  ft.  per  sec.  per  sec,  which 
would   correspond   to   a   horizontal   accelerating  or   retarding  force   of 
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80  or  90  lb.  for  a  man  weighing  about  IGO  lb.*  These  force  values 
urge  the  man  forward  for  the  high  points  of  the  curve,  and  backward 
for  the  low  points;  note,  in  this  connection,  the  backward  shove  or 
kick  of  the  right  foot  in  Positions  5  and  6  and  of  the  left  foot  in 
Positions  11  and  12,  and  the  forward  thrust,  retarding  the  body's 
motion,  of  the  right  foot  in  Positions  1  and  2  and  of  the  left  foot 
in  Positions  7  and  8.  Although  these  forces  are  impulsive  in  their 
nature  and  act  for  only  a  fraction  of  a  second,  there  seems  to  be  no 
doubt  of  their  existence,  and  although  the  amount  is  not  determinable 
exactly  (varying' as  it  must  with  different  individuals  and  conditions), 
it  may,  apparently,  equal  or  even  exceed  half  the  static  weight  of 
the  man. 

III. — Horizontal  Forces  Exerted  hy  a  Man  Running  Across  a 
Bridge. — Approaching  from  a  slightly  different  viewpoint  this  problem 
of  horizontal  force  exerted,  some  experimental  data  were  collected 
bearing  on  the  lateral  effect  which  may  be  produced  on  a  bridge.  At 
the  time  of  a  boat  race,  river  pageant,  or  similar  exhibition,  a  crowd 
of  people  will  naturally  gather  on  a  bridge,  ranging  themselves  along 
one  side.  As  the  spectacle  moves  under  the  bridge  the  entire  crowd 
will  cross  to  the  other  side  (Fig.  9),  and  the  motion  is  likely  to  be 
fairly  rapid.     What  effect  has  it  on  the  structure? 

As  in  the  previous  cases,  the  experimenting  was  on  an  individual. 
The  observer,  with  a  stop-watch,  noted  the  time  of  the  subject  as  he 
turned  from  the  rail  on  one  side  of  the  bridge  and  ran  quickly  to  the 
other.  This  time  included  the  start  from  rest  at  one  rail  and  coming 
to  rest  again  at  the  other.  The  suggestion  was  made  that  the  sub- 
ject imagine  he  was  watching  an  exciting  boat  race,  and  did  not  want 
to  miss  any  of  it  as  the  contestants  pulled  under  the  bridge.  The 
tests  were  carried  out  on  three  bridges,  in  three  different  localities, 
the  widths  between  rails  being  17,  49i,  and  68  ft.,  respectively,  the 
second  and  third  bridges  having  sidewalks  on  both  sides.  Three  men 
took  part  as  subjects,  one  a  vigorous  active  man  of  sixty-seven,  weigh- 
ing 160  lb.,  another,  thirty-nine  years  old,  and  weighing  about  140  lb., 
and  the  third,  twenty-six  years  old,  and  weighing  144  lb.  The  results 
are  given  in  Table  2,  and  show,  as  might  be  expected,  the  higher 
average  velocities  for  the  wider  bridges. 


♦Force  (in  pounds)  =  Mass  X  Acceleration,  the  mass  being  measured  in  "engineers' 
units"  (1  unit  =  32.2  lb.)  and  the  acceleration  in  feet  per  second  per  second. 


'^^1/  'I?  ]^. 


=^\ 


"fet^- 
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Remembering  that  these  figures  for  the  velocity  are  average  values 
and  not  the  maximum,  we  may  obtain  an  approximation  to  the  hori- 
zontal force  exerted  by  the  man,  first  as  he  started  on  his  journey 
across  the  bridge  and  secondly  when  he  stopped  at  the  other  side. 
Take,  for  example,  the  second  bridge  noted  in  Table  2  and  the  first 
experiment.  The  maximum  speed  may  be  safely  assumed  as  about 
12  ft.  per  sec. — more,  probably,  rather  than  less — and  the  "mass"  of 
the  moving  man  at  5  units  (160  -^-  g).  The  familiar  expression  for 
kinetic  energy,  ^  MV^,  then  yields, 

i  X  5  X  144  =  360  ft-lb.  of  kinetic  energy, 

and  this  energy  must  be  given  to  the  man  at  the  start  of  his  trip  and 
destroyed  at  the  end.  If  this  is  accomplished  in  the  space  of  2  or  3  ft. 
(^  to  ^  sec),  as  seems  reasonable,  the  impulsive  starting,  or  stopping, 
force  has  a  value  of  about  150  lb.,  nearly  equal  to  the  weight  of  the 
man.  If  it  takes  a  longer  time  to  attain  the  maximum  velocity  from 
the  standing  start — say,  about  -|  sec. — the  effort  may  be  extended  over 
a  distance  of  5  or  6  ft.,  and  will  amount  to  perhaps  60  or  70  lb.  This 
effort,  of  course,  must  be  exerted  both  at  the  start  and  at  the  finish,  as 

TABLE  2. 


Width  of  bridge, 
in  feet. 


17 


17 


49.5 


49.5 


68 


Weight  of  subject, 
in  pounds. 


144 


140 


160 


140 


160 


140 


Time  of  running  across 
bridge,  in  seconds. 


1.6  (down-stream) 
1.4  (up-stream) 
1.6  (down-stream) 
1.6  ( up- stream) 

Average. . 

1.4  (up-stream) 
1.6  (down-stream) 
1.8  ^up-stream) 
1.6  (down-stream  i 
A-verage. . 

4.8  (up  stream) 
4.4  (down-stream) 
Average . . 

4.0  (up-stream) 
4.4  (down-stream) 
Average . . 

6.0  (up-stream) 
5.4  (down-stream) 
Average  . 

5.2  (up-stream) 
4.8  (down -stream) 
Average . . 


Average  velocity  for 

one  trip, 

in  feet  per  second. 


10.6 
12.1 
10.6 
10.6  _. 

11  ft-sec. 

12.1 

10.6 

9.4 

10.6 

10.7  ft-sec. 

10.8 
11.2 

10.8  ft-sec." 

12.3 
11.2 
11.8  ft-sec. 

11.3 
12  6 

12  ft-sec.—' 

13.1 
14.2 
13.7  ft-sec. 
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the  Start  is  from  rest  and  the  subject  comes  to  rest  again  at  the 
opposite  rail.  If,  as  may  happen  when  he  brings  up  sharply  against 
the  rail,  the  whole  amount  of  kinetic  energy  is  destroyed  in  a  space  of 
C  in.  or  1  ft.,  the  effort  will  amount  to  several  hundred  pounds. 

In  applying  these  experimental  results  to  determine  the  probable 
effect  of  crowds,  several  points  must  receive  careful  consideration. 
In  the  first  place,  the  object  of  the  whole  inquiry  is  to  get  some  sort 
of  answer  to  the  question :  Against  what  loads,  horizontal  and  vertical, 
should  an  engineer  design  a  structure  which  is  likely  to  have  to  carry 
a  dense  crowd  of  human  beings?  It  is  with  respect  to  their  bearing 
on  this  question  that  the  experiments  will  be  discussed. 

Direct  multiplication  of  individual  effect  by  the  probable  number 
of  units  in  the  crowd  is,  of  course,  wrong.  In  the  first  place,  the  forces 
exerted  are  impulsive  in  their  nature,  being  exerted  for  only  a  small, 
though  finite  and  measurable,  fraction  of  a  second.  In  order  to  get 
the  full  effect  of  such  impulsive  efforts  from  a  crowd  of  people, 
it  is  necessary  to  have  perfect  synchronism  of  motion  in  every  in- 
dividual, a  condition  practically  out  of  the  question.  Further,  the 
denser  a  throng  of  people,  the  more  individual  motion  is  restricted, 
so  that  in  the  more  closely  packed  crowds,  giving  the  higher  static 
loads  per  square  foot,  the  increase  resulting  from  kinetic  effect  is 
much  reduced.  On  the  other  hand,  that  the  static  load  only  shall 
operate,  perfect  quiescence  must  be  secured,  a  condition  quite  as  im- 
possible in  any  crowd  as  that  of  absolute  synchronism  in  movement; 
and  the  duty  of  the  engineer  is  to  provide  in  every  case  for  the  maxi- 
mum possible  load-effect  to  which  his  structure  may  be  subjected,  a 
duty  which  is  immeasurably  emphasized  when  the  safety  of  human 
beings  is  at  stake. 

The  first  experiment — that  of  rising  from  a  crouching  position — 
although  suggestive  and  interesting,  hardly  has  a  practical  bearing. 
That  particular  form  of  motion  could  take  place  only  in  a  sparse 
crowd,  and  even  then  would  be  highly  improbable.  Its  main  value 
lies  in  showing  rather  strikingly  the  importance  of  some  considera- 
tion of  kinetic  effect. 

The  case  of  a  man  rising  suddenly  from  his  seat,  however,  is  of 
considerable  importance.  No  one  who  has  watched  a  grand-stand 
full  of  enthusiastic  football  "fans"  can  doubt  that  a  spectacular  play 
may  bring  nine-tenths  of  them  to  their  feet  with  such  a  close  approxi- 
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mation  to  unanimity  of  motion  that  the  total  kinetic  effect  must 
be  considerable.  However,  if  the  usual  allowance  of  3  sq.  ft.  per  sitting 
is  made,  and  each  spectator  is  assumed  to  weigh  165  lb.,  or  55  lb. 
per  sq.  ft.  over  the  whole  structure,  an  increase  of  65  or  70%  (over 
the  55  lb.  per  sq.  ft.)  may  be  assumed  without  reaching  the  static 
value  of  100  lb.  per  sq.  ft.  for  which  such  a  stand  would  probably 
be  designed.  Provision  against  horizontal  effect,  however,  is  not  com- 
monly made,  and  the  importance  of  some  such  provision  is  illustrated 
by  the  experiment.  To  be  on  the  safe  side,  a  backward  horizontal 
impulse  of  70  or  80  lb.  for  each  sitting  might  wisely  be  guarded 
against. 

The  "jouncing"  movement,  while  it  has  a  high  kinetic  intensity 
and  is  possible  in  a  much  denser  throng  than  are  the  motions  of 
Experiments  I  and  II,  is  nevertheless  of  much  shorter  duration;  the 
effect  is  that  of  a  rather  sharp,  quick  blow.  On  this  account,  practically 
perfect  synchronism  of  movement  is  necessary  to  get  the  maximum 
effect,  and  this,  of  course,  is  quite  impossible  in  any  ordinary  crowd. 

The  horizontal  effect  resulting  from  a  man  walking  is  probably  not 
of  general  importance,  except  in  the  case  of  a  large  number  of  men 
marching  in  cadence,  as  a  body  of  soldiers.  The  evil  effect  of  this  on 
bridges  has  been  recognized  for  generations,  and  the  tactical  require- 
ment of  "breaking  step"  during  the  passage  of  a  bridge  by  infantry  is 
well  known.*  Mention  might  be  made  of  the  obvious  slight  variations 
in  vertical  load  effect  during  the  phases  of  a  stride  (in  Fig.  8  it  is  seen 
that  4  and  9  are  high  positions  and  1,  6,  and  12  are  low  positions  of 
the  man's  center  of  gravity),  but  these  movements  are  small  compared 
with  those  of  Figs.  1  and  3. 

The  experiment  of  running  across  a  bridge  is  perhaps  rather  more 
difficult  of  application  to  a  crowd.  If  a  line  of  men,  each  weighing 
150  lb.,  was  distributed  at  intervals  of,  say,  18  in.  along  the  railing 
of  a  bridge,  and,  at  a  given  signal,  turned  and  ran  to  the  other  side, 
bringing  up  sharply  against  the  opposite  rail,  the  lateral  force  exerted 
might  even  exceed  the  usual  allowance  made  for  wind.  Something  of 
the  kind,  undoubtedly,  may  occur  under  certain  conditions,  but  to 
what  extent  it  should  be  guarded  against  is  again  a  matter  of  indi- 
vidual judgment  based  on  the  exigencies  of  a  particular  problem.  A 
further  application  of  this  experiment,  however,  might  be  mentioned. 
*  See  quotation  from  Robert  Stevenson,  cited  previously. 


21CG  KINKTIC  EFFECTS  OF  CKOWDS 

A  wharf  or  pier,  used  for  excursion  boats,  may  collect  a  large  number 
of  people  who  enter  from  the  land  singly  or  in  groups  and  come  to 
rest  on  the  structure.  In  coming  to  rest  a  horizontal  force  is  exerted, 
that  is,  kinetic  energy  is  destroyed,  tending  to  push  the  wharf  out  into 
the  water;  and  this  force  is  applied  after  the  manner  of  a  succession  of 
blows,  of  varying  magnitude,  but  all  in  the  same  direction. 

The  same  is  true  of  any  elevated  platform,  or  structure,  built  for 
the  accommodation  of  men  and  women,  the  entrance  to  which  is  re- 
stricted to  only  one  line  of  movement.  Such  a  structure  is  bound  to 
receive  shocks  or  impulsive  horizontal  forces  in  the  manner  indicated. 
That  these  effects  are  generally  so  small  as  to  be  of  no  importance  is 
quite  true;  but  that  they  may  also  on  occasion  reach  considerable  pro- 
portions, and  especially  that  the  cumulative  effect  may  be  serious,  seems 
to  be  equally  beyond  question.  It  may  be  that  a  bridge,  or  pier,  or 
platform  may  be  fully  capable  of  carrying  all  ordinary  loads,  even  to 
a  densely  packed  crowd  of  people,  but  some  day  it  gives  way  under  a 
much  less  (static)  load.  Is  it  not  possible  that  the  failure  may  be  due 
to  a  peculiar  combination  of  movements,  on  the  part  of  the  individuals 
of  the  crowd,  timed  and  synchronized  so  that  a  force  effect  is  produced 
on  the  structure  far  greater  than  that  of  the  mere  dead  load? 

In  conclusion,  it  may  be  said  that  the  evidence  submitted  hardly 
warrants  any  dogmatic  statement  as  to  what  loads  should  be  considered 
in  providing  for  the  possible  effects  of  motion  in  crowds  of  people. 
The  results  of  the  experiments  are  not  scientifically  exact,  nor  are  the 
applications  definite  or  precise ;  but  that  some  provision  should  be  made 
against  effects  which  are  shown  to  be  probable  in  an  excited  gathering, 
there  can  be  no  doubt.  It  is  a  matter  for  the  individual  engineer  to 
determine,  in  solving  his  particular  problem.  The  facts,  albeit  with 
some  uncertainties  and  many  qualifications,  are  presented  as  they 
appeared  in  the  actual  experiments  described.  They  should  be  inter- 
preted and  used  in  the  light  of  sound  common  sense,  fair  and  impartial 
engineering  judgment,  and,  above  all,  a  due  sense  of  the  responsibility 
that  rests  on  the  architect  or  engineer  for  the  safety  of  those  who  must 
use  his  construction. 

In  closing,  the  writer  would  express  his  obligations  to  the  friends 
and  colleagues  whose  cordial  assistance  is  recorded  in  Fig.  2  and  in 
the  tables.  He  is  particularly  indebted  to  his  father,  to  whose  virile 
pencil  Figs.  1  and  9  and  part  of  Fig.  8  are  due. 
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D  IS  cu  ssioisr 


Frazer  C.  Hilder,  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — This  Mr. 
paper  is  a  valuable  addition  to  the  scanty  data  on  the  loads  to  be  ex- 
pected on  a  structure  crowded  with  moving  people.  It  would  seem  to 
the  writer  that  more  extended  experiments  along  these  lines  might 
well  be  undertaken  to  determine  the  horizontal  component  of  the  kinetic 
effect  produced  by  a  crowd  moving  in  unison  on  a  grand-stand  or 
similar  structure.  A  considerable  horizontal  force  is  evidently  exerted 
by  a  crowd  of  "rooters,"  not  only  by  springing  to  their  feet  at  the 
crucial  moment  of  an  exciting  game,  as  considered  by  Mr.  Tilden,  but 
by  moving  rhythmically  thereafter  so  as  to  produce  and  continually 
accentuate  a  rocking  motion  in  the  structure.  The  writer  has  in  mind 
an  instance  coming  under  his  observation  where  a  wooden  stand  was 
dangerously  racked  by  a  crowd  of  excited  students  swaying  in  unison, 
from  one  leg  to  the  other,  as  they  sang.  While  such  ebullitions  might 
well  be  suppressed  in  the  interests  of  safety,  it  is  evident  that  in  spite 
of  precautions  such  movement  may  occur,  and  that  the  possibility 
should  be  considered  in  the  design  of  a  grand-stand,  particularly  for 
a  college. 

While  such  an  investigation  would  indicate  the  need  of  excessively 
heavy  bracing,  if  an  ordinary  factor  of  safety  were  used,  it  would  seem 
that  a  structure  of  the  class  indicated  might  well  be  designed  to  resist 
the  possible  rocking  or  marching  of  a  crowd,  with  a  small  factor  of 
safety,  as  compared  with  that  calculated  for  static  loads. 

Henry  H.  Quimby,  M.  Am.  Soc.  C.  E.  (by  letter). — Any  sugges-  Mr. 
tion  of  new  forces  to  be  provided  for  in  the  design  of  structures  will  ^"'°^  ^' 
awaken  the  interest  of  a  structural  engineer,  and,  therefore,  the  experi- 
ments described  in  this  paper  command  attention.  The  statement  that 
a  man  in  rising  suddenly  from  a  seat  may  exert  a  horizontal  effect 
or  force  equal  to  one-half  his  weight,  is  somewhat  startling;  and 
that  a  grand-stand  should  be  figured  for  a  horizontal  force  equal  to 
one-half  of  all  its  vertical  live  load  is  a  new  proposition,  which, 
if  true,  is  important. 

In  order  to  test  the  proposition,  the  writer  rigged  up  a  means  of 
measuring  horizontal  impulses  by  attaching  adjustably  loaded  brack- 
ets to  a  light  swinging  platform;  he  also  experimented  with  the  swing 
disconnected  from  the  loads,  in  order  to  observe  the  amount  of  the 
induced  lateral  movement. 

The  greatest  backward  horizontal  force  produced  by  a  sudden 
rising  from  the  seat  with  the  consequent  shifting  forward  of  the  center 
of  gravity  of  the  body,  appeared  to  be  7%  of  the  body  weight,  and 
the  backward  swing  of  the  unrestrained  platform  indicated  only  5% 
when  the  weight  was  multiplied  by  the  tangent  of  the  angle  of  incli- 
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^  >ii*  nation  of  the  suspenders.  The  latter  is  probably  not  at  all  reliable, 
because  the  amount  oi  the  lateral  swing  is  not  likely  to  be  in  direct 
proportion  to  the  length  of  the  suspenders,  and,  without  doubt,  the 
backward  swing  was  always  interrupted  by  the  forward  impulse. 

It  was  immediately  observed  that  the  re-acting  forward  force  waa 
much  greater  than  the  rearward  force.  The  unrestrained  platform — 
disconnected  from  the  apparatus  and  free  to  swing — would  first  swing 
backward  about  4  in.,  and  then  about  8  in.  forward  of  the  neutral 
point.  When  it  was  restrained,  the  weight  lifted  by  the  second  or 
return  impulse  was  about  twice  as  great  as  that  lifted  by  the  first 
or  backward  impulse,  that  is,  about  14%  of  the  vertical  load. 

These  measurements  seem  to  indicate  that  there  is  something  wrong 
with  the  author's  method  of  computing  the  horizontal  effect.  The 
error  is  probably  in  the  assumption  that  the  horizontal  movement  is 
as  rapid  as  the  vertical  one.  A  study  of  the  movement  shows  that 
either  the  center  of  gravity  is  thrown  forward  before  rising,  or  the 
feet  are  drawn  under  the  body  and,  after  rising,  the  body  steps  for- 
ward, for  the  rise  could  not  be  made  in  the  inclined  direction  without 
a  "purchase"  to  the  rear  to  push  against.  Speed  of  movement  is 
essential  to  the  development  of  kinetic  energy. 

The  rearward  impulse  is  succeeded  so  quickly  by  the  forward  one 
that  the  bracing  of  the  structure  has  hardly  time  to  feel  it,  and  its 
energy  must  be  largely  absorbed  by  the  inertia  of  the  structure  if 
the  dead  weight  is  at  all  considerable,  and  this  is  likely  to  be  the  case 
always.  The  platform  used  in  the  experiment  described  was  very 
light — perhaps  one-fifth  of  the  live  load — as  probably  was  that  of 
the  scale  used  by  the  author  in  his  work.  Absorption  of  energy  of 
a  transitory  force  reduces  the  effect  and  the  attending  stress,  as  illus- 
trated by  the  old  magic  of  enduring  a  sledge-hammer  blow  on  one's 
chest  by  interposing  an  anvil.  It  is  suggested  that  the  author  repeat 
his  rising  experiment  on  the  scale  with  its  platform  loaded  with  a 
dead  weight  equal  to  the  live  load,  and  report  the  result. 

The  fact  that  the  second  or  forward  impulse  is  greater  than  the 
rearward  one,  is  probably  due  to  the  arrest  of  the  movement  being 
more  sudden  than  its  start.  The  energy  expended  in  the  movement 
must  be  divided  between  accelerating  it  and  retarding  it,  but  the 
kinetic  effect  will  be  proportioned  to  the  quickness  of  each  stage. 

The  stress,  or  the  effect  of  stress,  in  a  structure  is  not  directly 
proportional  to  the  speed  of  application  of  loads — it  is  not  necessarily 
increased  by  so-called  impact.  Within  limits,  the  rapid  application 
of  a  load  to  almost  any  material  will  find  a  higher  resistance  than 
a  slow  application,  and  if  the  dead  weight  be  equal  to,  say,  the  live 
load,  much  of  any  kinetic  effect  of  sudden  loading  will  be  lost  in  the 
mass  before  reaching  the  bracing. 
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The  effect  of  a  crowd  running  across  a  bridge  and  against  the  Mr. 
railing  is  a  more  menacing  force,  and  at  least  one  case  is  recalled 
where  a  footbridge  over  a  stream  collapsed  under  a  shifting  crowd 
of  spectators  at  a  boat  race.  A  well-designed  bridge  railing,  however, 
will  be  competent  to  resist  the  pressure  of  a  crowd,  for  if  the  strength 
of  the  rail  and  the  posts  be  computed  for  50  lb.  per  lin.  ft.  applied 
at  the  rail,  the  usual  allowed  unit  stress  will  provide  ample  margin 
for  a  push  against  it.  The  kinetic  effect  of  a  crowd  hurrying  across 
the  bridge  would  be  spent  in  the  floor  and  not  on  the  railing,  for  only 
one  rank  of  the  runners  could  fetch  up  against  the  rail — at  least,  at 
one  moment — and  a  bridge  wide  enough  to  permit  a  shifting  crowd 
to  get  up  any  speed  must  have  considerable  mass  or  inertia,  and  is 
likely  also  to  be  stiff  as  a  horizontal  beam. 

It  would  seem,  therefore,  that  we  hardly  need  to  revise  our  prac- 
tice in  the  design  of  structures  to  care  for  a  new  kind  of  impact. 
The  suggestions  in  the  paper,  however,  should  be  useful  in  direct- 
ing attention  to  the  necessity  for  intelligent  design  in  the  construc- 
tion of  all  parapet  railings,  but  the  most  formidable  impact  that 
railings  are  subject  to  nowadays  seems  to  be  that  of  straying  trolley 
cars  and  automobiles,  one  of  the  former  and  half  a  dozen  of  the 
latter  having  come  under  the  writer's  notice  recently,  and  engineers 
cannot  well  be  expected  to  design  for  such  contingencies. 

R.  D.  Coombs,  M.  Am.  Soc.  C.  E. — It  seems  to  the  speaker  that  ^  Mr. 
the  general  application  of  the  results  of  the  experiments  to  specifica- 
tions, by  the  addition  of  loading  requirements,  would  be  an  unneces- 
sary burden  to  structures  which  are  calculated  for  wind  load.  Such 
structures,  particularly  if  designed  for  the  venerable  loading  of  30  lb. 
per  sq.  ft.,  would  have  a  strength  more  than  sufficient  to  care  for  the 
lateral  stresses  due  to  the  movement  of  the  live  load.  In  fact,  the 
calculated  wind  load  would  not  occur  while  the  structure  was  occu- 
pied, as  the  load  presupposes  a  very  violent  wind  velocity.  Further, 
the  usual  so-called  "wind  loads"  really  include  a  vibration,  or  lateral 
imi)act  loading. 

Though  some  special  provision  for  lateral  and  vertical  impact 
forces  may  be  proper  for  light  temporary  grand-stands,  etc.,  which 
maj'  not  be  designed  for  the  usual  wind  loads,  the  speaker  believes 
any  such  addition  entirely  unnecessary  for  first-class  permanent  work. 

J.  B.  French,  M.  Am.  Soc.  C.  E. — The  author's  experiments  are  of  Mr. 
interest,  and  merit  discussion,  but,  as  has  been  pointed  out,  the 
effect  of  these  forces  on  structures  is  very  largely  dependent  on 
the  general  character  and  dimensions  of  the  structure,  independent 
of  its  strength.  If  the  intervals  of  time  between  the  successive  appli- 
cations of  even  a  very  small  force  correspond  to  the  rate  of  vibration 
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Mr.      of  the  structure   or  structural   niuiriber,   the  effect   will   he   cumulative 
^®"*^  ■  and  may  assume  serious  proportions. 

The  most  extensive  experiments  on  structures  to  determine  the 
kinetic  effect,  as  distinguished  from  the  static  effect,  of  moving  loads, 
are  undoubtedly  those  made  by  the  American  Kailway  Engineering  As- 
sociation by  running  trains  across  bridges,  the  length,  weight,  and  speed 
of  the  trains,  and  the  length  of  the  bridges  all  being  varied  within 
considerable  limits;  and,  in  these  experiments,  it  appeared  to  be  dem- 
onstrated that  the  kinetic  effect,  or  impact  produced,  depended  largely 
on  the  relation  of  the  span  length  to  the  speed  and  length  of  the  train, 
and  that  the  running  of  trains  over  bridges  at  a  speed  of  less  than 
10  miles  per  hour  produces  no  appreciable  effect  beyond  that  which 
would  be  produced  by  the  train  standing  still. 

The  effect  of  the  movement  of  crowds  over  bridges  would  certainly 
be  dependent  on  similar  laws,  and  it  does  not  seem  possible  that  a 
bridge  designed  to  carry  the  automobile  and  heavy  trucking  traffic  of 
to-day,  and  constructed  with  the  solid  floors  which  are  now  so  common, 
could  be  appreciably  affected   by  the  dynamic  effect  of  crowds  of  people. 

In  the  case,  however,  of  grand-stands  filled  with  spectators  of  a 
football  or  similar  game  appealing  to  their  enthusiasm,  all  might  arise 
at  one  time  and  engage  in  regularly  timed  cheering  or  stamping, 
thereby,  undoubtedly,  producing  a  considerable  effect,  and  this  should 
be  taken  into  account  in  the  design  of  such  structures.  Even  in  this 
case,  however,  it  is  evident  that  the  effect  would  be  more  dependent 
on  the  rigidity  of  the  structure,  or  what  might  possibly  be  called  its 
"vibratory  pitch,"  than  on  its  strength  under  static  loads,  or  the  weight 
of  the  spectators. 
Mr.  C.  J.  TiLDEN,  M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  Hilder  and  Mr. 

Tiiden.  _pj.gj-^(3li  raise  a  question  which  is  somewhat  outside  the  scope  of  the 
paper,  namely,  that  of  vibrations  set  up  in  a  structure  by  the  move- 
ments of  its  living  load.  This,  of  course,  is  one  possible  result  of  the 
kinetic  effect  of  crowds,  and  if  the  swaying  motion  of  the  crowd  is  in 
unison  with  the  vibration  period  of  the  structure,  disaster  may  follow. 
This  phase  of  the  question,  however,  has  to  do  more  with  the  building 
than  with  the  load  on  it,  and,  therefore,  was  intentionally  omitted  from 
the  original  investigation.  Nevertheless,  the  writer  is  glad  to  have 
the  point  raised,  and  does  not  by  any  means  underestimate  its 
importance. 

The  results  reported  by  Mr.  Quimby  of  his  experiments  with  the 
swinging  platform  are  not  at  all  convincing.  The  existence  of  a 
backward-shoving  force  is  clearly  shown  by  the  sudden  backward  swdng 
of  the  platform,  but  to  measure  it  by  calling  it  equal  to  the  force 
needed  to  hold  the  platform  the  same  degree  out  of  plumb,  is  surely 
a  serious  error.  The  immediate  force-effect  of  a  moving  body  on  a 
freely  swinging  structure  is  very  different  from  that  of  the  same  body. 
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moving  in  the  same  manner,  on  a  practically  rigid  structure.  The  Mr. 
writer  still  believes  that  the  maximum  possible  backward  push  on  a '^''^®"* 
grand-stand,  or  similar  structure,  is  much  more  likely  to  be  50%,  or 
more,  of  the  static  weight  than  the  7%  suggested  by  Mr.  Quimby. 
Keferring  to  the  writer's  computation,  Mr.  Quimby  says:  "The  error 
is  probably  in  the  assumption  that  the  horizontal  movement  is  as  rapid 
as  the  vertical  one." 

It  is  hard  to  see  just  where  this  "error"  lies,  as  the  two  movements 
are  made  in  precisely  the  same  time,  as  a  glance  at  Figs.  1  and  2,  with 
their  accompanying  explanations,  will  show. 

The  absorption  of  a  large  part  of  these  impulsive  forces  by  "the 
inertia  of  the  structure"  is,  of  course,  quite  probable  where  the  forces 
are  isolated  or  result  from  the  sudden  movement  of  small  and  sepa- 
rated groups.  It  is  when  the  movement  is  so  general  as  to  be  practi- 
cally unanimous  that  the  resulting  force  on  the  entire  structure  may 
reach  serious  proportions.  The  experiment  of  interposing,  between 
the  man's  feet  and  the  scale  platform,  a  mass  nearly  equal  to  the  weight 
of  the  man,  was  tried  by  the  writer,  and  the  results  reported  in  the 
last  paragraph  of  page  2110  and  the  lines  A^^,  of  Fig.  2. 

Mr.  French  is  quite  right  in  saying  that  a  heavy  modern  bridge, 
with  solid  floor,  could  hardly  be  seriously  affected  by  the  movements 
of  a  crowd  of  people.  Unfortunately,,  however,  such  bridges  are  a 
very  small  part  of  all  the  bridges  in  use.  It  is  not  the  "first-class 
permanent  work"  (to  quote  Mr.  Coombs'  expression)  which  needs  at- 
tention along  the  lines  suggested  by  the  paper,  but  the  much  more 
common,  more  or  less  flimsy  structures,  often  hastily  built,  and  some- 
times without  proper  supervision. 

The  writer  believes  that  a  general  increase  in  loading  require- 
ments— possibly  even  to  the  extent  of  50  or  60% — for  structures  likely 
to  carry  people  would  be  wise  and  proper.  Such  a  ruling  would  not 
materially  affect  first-class  design,  but  would  decidedly  benefi.t  the 
lighter  classes  of  work.  It  is  certainly  better  to  be  safe  than  to  be 
economical,  where  human  lives  are  concerned. 

Emphasis  is  lent  to  this  view  by  the  reports  of  accidents  of  vari- 
ous kinds  which  frequently  appear  in  the  press.  Two  recent  cases 
are  commented  on  briefly:*  The  first  of  these  was  the  accident  at 
Lnwrence,  Mass.,  on  June  30th,  when  a  dozen  boys,  from  9  to  15  years 
of  age,  lost  their  lives  through  the  failure  of  a  narrow,  wooden  walk 
leading  to  a  municipal  bath-house.  The  Associated  Press  report  said 
"the  boys  were  jumping  up  and  down  as  they  shouted  to  the  keeper 
to  open  up."  The  second  instance  was  that  of  the  second  floor  piazza 
of  a  tenement  house  at  Brookline,  Mass.,  which  collapsed  under  the 
weight  (plus  kinetic  effect?)  of  fourteen  children,  three  of  whom  were 
badly  injured. 

*  Engineering  News,  July  10th,  1913,  p.  90.  ' 
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jyjj.  The   recent   failure   of   the   floor   of   an   amusement   pier   at   Long 

Tilden.  Beach,  Cal.,  resulting  in  the  loss  of  35  or  40  lives,  was  fully  reported 
in  the  daily  and  engineering  press.  It  is  simply  another  instance  in 
which  it  is  not  hard  to  imagine  the  kinetic  effect,  or  impact,  of  the 
densely  packed  crowd  as  being  at  least  a  contributory  cause  of  the 
collapse.  At  the  ceremony  of  notifying  Governor  Marshall  of  his 
selection  as  Democratic  candidate  for  Vice-President,  which  took 
place  in  Indianapolis  in  August,  1912,  a  grand-stand  containing  several 
hundred  people  gave  way.  Fortunately,  no  lives  were  lost,  and  the 
incident  was  passed  over  briefly  by  the  press;  but,  here  again,  one  may 
imagine  movements  in  such  a  crowd,  inspired  by  political  enthusiasm, 
which  might  have  much  greater  effect  than  the  mere  dead  weight. 

These  are  simply  reports  of  facts,  serious  facts,  involving  the 
loss  of  many  lives  and  the  endangering  of  many  more.  It  would  be 
an  easy  matter  to  multiply  instances,  for  scarcely  a  month  passes  that 
some  accident  of  the  kind  is  not  reported.  It  is  difficult,  of  course, 
to  establish  any  direct  and  unquestioned  connection  between  them 
and  the  subject  of  the  paper.  We  naturally  look  for  weakness  in  the 
structure  rather  than  for  excess  in  the  load;  but  a  more  general  recog- 
nition of  the  possible  effects  of  motion  in  crowds  would,  the  writer 
believes,  result  in  safer  and  more  rational  design.  Even  practical 
builders,  who  might  not  be  able  to  compute  stresses  and  strains,  would 
quickly  "sense"  the  new  requirements  and  build  accordingly. 
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THE     DEPRECIATION     AND    MAINTENANCE    OF    ELECTRICAL    EQUIPMENT;      by 

George  W.  Cravens.  Electrical  Review  (New  York),  v.  56,  p.  853  (April  23, 
1910).  (Considers  the  different  methods  of  accounting  in  use  and  advocates 
the  sliding  scale  method;    four  pages.) 

DEPRECIATION  AND  REPAIRS.  (Editorial.)  Electrical  Review  and  Western 
Electrician,  v.  53,  p.  807  (Nov.  28,  1908).  (Allowance  made  for  electric  light- 
ing plants  for  annual  depreciation  and  repairs.) 

DEPRECIATION  AND  RESERVE  FUNDS  OF  ELECTRICAL  PROPERTIES;  by  Wil- 
liam B.  Jackson.  Journal,  Western  Society  of  Engineers,  v.  15,  p.  587  (Sep- 
tember, 1910).  (Discusses  methods  of  estimating  the  amount  to  be  charged 
for  depreciation  and  reserve  fund  and  how  the  principle  should  be  applied ; 
thirty-two  pages.) 

Abstracts.      Engineering-Contracting,   v.    33,    p.    487    (May    25,    1910)  ;    Electric 

Railway  Journal,  v.   35,   p.   903    (May   21,    1910). 

DEPRECIATION  AND   RESERVES  FOR  ANTIQUATION  AND  OBSOLESCENCE   FROM 

an  Engineering  Standpoint ;  by  C.  H.  Yeaman.  Electrician,  v.  59,  p.  475 
(July  5,  1907).  (Contains  table  of  estimated  life  of  electrical  appliances 
for    loan   purposes.) 

Electrical  Engineer    (London),  v.  40,  p.  46    (July  12,   1907). 

Electrical  Review    (London),   v.   61,  p.  44    (July   12,   1907). 

DEPRECIATION  AS  RELATED  TO  ELECTRICAL  PROPERTIES;  by  Henry  Floy. 
Proceedings,  American  Institute  of  Electrical  Engineers,  v.  30,  p.  1267  (1911), 
(A  long  article,  subdivided  under  application  of  terms,  classes  of  deprecia- 
tion, absolute  and  theoretical  depreciation,  depreciation  accounts  or  reserve 
funds,  50%  method,  depreciation  of  contingent  percentages  and  summary  and 
conclusions.) 

Abstracts.  Electric  Railway  Journal,  v.  38,  p.  21  (July  1,  1911)  ;  Deprecia- 
tion. Engineering-Contracting ,  v.  36,  p.  359  (Oct.  4,  1911)  ;  Notes  on  Depre- 
ciation.    Engineering  Record,  v.   64,   p.   282    (Sept.   2,   1911). 

Comments.       Absolute    and    Theoretical    Depreciation.       Engineering   Record,    v. 

64,  p.  333  (Sept.  16,  1911)  ;  Depreciation ;  by  H.  C.  D.  Nutting.  Electrical 
World,  V.  58,   p.  323    (Aug.  5,   1911). 

DEPRECIATION  OF  COMPANIES'  ASSETS.  (Letter.)  Electrician,  v.  59,  p.  146 
(May  10,   1907).       (On  depreciation  of  electric  light  plants;   very  brief.) 

DEPRECIATION  OF  ELECTRIC  LIGHT  PLANTS;  by  Alexander  C.  Humphreys. 
Munici/pality ,  v.  8,  p.  72  (March,  1908).  (The  elements  of  obsolescence,  in- 
adequacy and  actual  decay.) 

DEPRECIATION  OF  ELECTRIC  LIGHT  PLANTS;  by  Robert  Hammond.  Munici- 
pality, v.  8,  p.  69  (March,  1908).  (An  attempt  to  secure  data  on  actual  de- 
preciation,   rather    than   methods    used    in    appraisal.) 

DEPRECIATION  OF  ELECTRIC  LIGHT  PLANTS;  by  William  H.  Bryan.  Munici- 
pality, V.  8,  p.  74  (March,  1908).  (Brief  abstract  of  paper  read  before 
the   Engineers'    Club   of  St.   Louis.) 

THE  DEPRECIATION  OF  ELECTRICAL  PROPERTIES;  by  G.  W.  Bissell.  Electrical 
Age,  V.  36,  p.  459  (June,  1906).  (The  allowance  that  should  be  made  for 
depreciation.) 

DEPRECIATION  OF  POWER=PLANT  EQUIPMENT.  (Letter)  ;  by  Everard  Brown. 
Electrical  World,  v.  60,  p.  268  (Aug.  3,  1912).  (On  decrepitude  and  obso- 
lescence of   machinery   in    electrical   power  plants.) 

DEPRECIATION  OF  POWER  PLANT  EQUIPMENT;  by  F.  H.  Neely.  Power,  v.  30, 
p.  1028  (June  8,  1909).  (Concerning  depreciation  in  private  and  municipal 
plants  and  provision  which  should  be  made  against  it.) 

DEPRECIATION  ON  ELECTRIC  LIGHT  AND  POWER  PLANTS.  Electric  Railway 
Journal,  v.  40,  p.  60  (July  13,  1912).  (Analysis  of  depreciation  on  different 
elements  of  physical  property;   brief.) 

ELECTRIC  LIGHTING  RATES  AND  DEPRECIATION;  by  H.  H.  Crowell.  Munici/pal 
Journal  and  Engineer,  v.  23,  p.  698  (Dec.  18,  1907).  (Table  of  estimated 
life    of    apparatus,    depreciation    due    to    wear,    obsolescence    and    inadequacy.) 

ELECTRICAL  UNDERTAKINGS  AND  THE  LAW  OF  RATING.  (Serial.)  Electrical 
Review  (London),  v.  66,  p.  84  (Jan.  21,  1910).  (The  first  part  discusses 
the  rating  of  electric  light  and  power  companies.) 
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ELECTRIC  LIGHT  AND  POWER — GENERAL — (Continued). 
ELEMENTS  AFFECTING  THE  FAIR  VALUATION  OF  PLANT  AND  PROPERTY; 

by  W.  P.  Wells.  National  Electric  Light  Association,  Thirty-fourth  Conven- 
tion, 1911,  Papers,  Reports  and  Discussions,  v.  1,  p.  271.  (Analysis  of 
valuation    classification    of    electrical    properties.) 

ESTIMATING  THE  COST  OF  AN  ELECTRIC  PLANT.  Journal,  Franklin  Institute, 
V.  165,  p.  397  (May,  1908).  (Gives  years  of  life  as  estimated  by  different 
engineers  for  various   parts   of   the  plant.) 

MAKING  RATES  FOR  ELECTRIC  PLANTS;  by  Halford  Erickson.  Public  Service 
Regulation,  v.  1,  p.  579  (Sept.,  1912).  (Principles  of  valuation;  going 
value,    depreciation,    operating   expenses,    rates,    effect   of    demand    on    cost,    etc.) 

THE  OBSOLESCENCE  OF  ELECTRIC  LIGHTING  PLANT;  by  F.  Fernie.  Electrical 
Review  (London),  v.  63,  p.  516  (Sept.  25,  1908).  (Discusses  rate  of  depre- 
ciation   and   necessity    for   an    insurance    fund.) 

RATE=MAKING  FOR  PUBLIC  UTILITIES;  by  Halford  Erickson.  Electric  Railway 
Journal,  v.  33,  p.  775  (April  24,  1909).  (Relation  between  investment  and 
output  of  electrical  plants ;  paper  read  before  the  Wisconsin  Electric  and 
Interurban    Railway   Association.) 

RATE  REGULATION  OF  ELECTRIC  POWER;  by  S.  S.  Wyer.  Gassier' s  Magazine, 
V.   35,   p.   410    (Jan.,    1909).      (Considers   replacement   value   and   depreciation.) 

RATES  AND  RATE  MAKING;  by  John  F.  Druar.  Journal,  Association  of  Engineer- 
ing Societies,  v.  50,  p.  221  (May,  1913).  (Discusses  the  valuation  of  a 
combined  electrical  and  gas  property  to  determine  the  legitimate  capital, 
on   which   capital   a  certain   return   should   be   received.) 

STANDARD  HANDBOOK  FOR  ELECTRICAL  ENGINEERS,  p.  668.  Edition  3. 
McGraw-Hill  Book  Co.,  New  York,  1910.  (Contains  brief  data  on  cost  and 
depreciation  of  electric  plants.) 

UNIFORM  SYSTEM  OF  ACCOUNTING.  (Letter)  ;  by  F.  E.  Haskell.  Electrical 
World,  V.  53,  p.  928  (April  15,  1909).  (Rule  adopted  to  provide  for  monthly 
charge  to  cover  wear  and  tear,   obsolescence  and   inadequacy,   etc.) 

UPKEEP  CHARGES  ON  LARGE  ELECTRIC  GENERATING  SETS;  by  Robert  J. 
Burstall.  Electrical  Engineer  (London),  v.  39,  p.  866  (June  21,  1907). 
(Paper  read  before  the  Engineering  Conference,  Institution  of  Civil  Engineers; 
allowance  for  repairs   and   renewals.) 

Engineering,  v.  83,  p.   834    (June  21,   1907). 

VALUATION  OF  ELECTRIC  PLANTS.  (Editorial.)  Engineering  Record,  v.  58, 
p.   365   (Oct.   3,   1908).      (One  and  one-half  columns.) 

ELECTRIC  LIGHT  AND  POWER— SPECIAL  CASES. 

Aberdeen,  Scotland. 

ABERDEEN    AND    DEPRECIATION.      Municipal    Journal     (London),    v.    12,    p.    943 

(Oct.     23,     1903).       (Comparison    of    allowance    for    depreciation    of    electrical 

plants  at  Aberdeen,   Glasgow,   and   Bolton.) 

Beloit,  Wis. 

*CITY  OF  BELOIT  VS.  BELOIT  WATER,  GAS  AND  ELECTRIC  COMPANY;  Decided 
July  17,  1911.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
State  of  Wisconsin,  v.  7,  p.  216.  Madison,  Wis.,  1912.  (Details  of  the 
valuation   of  the   power  plant  and   going  value.) 

FIXING  NORMAL  OPERATING  COSTS;  by  Frank  A.  Newton.  Engineering  Record, 
V.  65,  p.  258  (March  9,  1912).  (Comments  on  the  decision  of  the  Wisconsin 
Railroad  Commission  in  the  case  of  the  City  of  Beloit  vs.  Beloit  Water,  Gas 
&  Electric  Co.) 

Boonville,  N.  Y. 

AMORTIZATION    RULE   OF  THE   NEW   YORK    PUBLIC    SERVICE    COMMISSION    OF 

the  Second  District.  Electrical  ll'orZd,  v.  54,  p.  1162  (Nov.  11,  1909).  (Com- 
putation of  amortization  of  property  of  the  Board  of  Light  Commissioners  of 
Boonville,  N.  Y.) 

Bristol,  England. 

REPORT  BY  SIR  WILLIAM  PREESE  ON  PROBABLE  LIFE  OF  PLANT  AT  BRISTOL. 

Electrician,  v.  57,  p.  704  (Aug.  17,  1906).  (Details  of  estimated  life  of 
electrical  plants;  figures  given  for  various  items  are  those  used  by  L.  R. 
Dicksee   in   his   report.) 

Editorial.     Depreciation.     Electrician,  v.  57,  p.  702    (Aug.   17,  1906). 

Burkhardt  Milling  &  Electric  Power  Co. 

*E.   G.    ROSS    ET   AL.   VS.   BURKHARDT   MILLING    AND    ELECTRIC    POWER   COM- 

pany  ;  Decided  April  8,  1910.  In  Opinions  and  Decisions  of  the  Railroad  Com- 
mission of  the  State  of  Wisconsin,  v.  5,  p.  139.  Madison,  Wis.,  1911.  (The 
value  of   property  and  the  method  of  determining  values  are   discussed.) 
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ELECTRIC    LIGHT    AND    POWER — SPECIAL    CASES— {Continued) . 
California. 
♦UNIFORM     CLASSIFICATION     OF     ACCOUNTS     FOR     ELECTRIC     CORPORATIONS 

prescribed  by  the  Railroad  Commission  of  the  State  of  California ;  Adopted 
Oct.   23,   1912,   Effective  Jan.   1,    1913.      Sacramento,   1912. 

Cardiff,  Wales. 

DEPRECIATION:  INTERESTING  REPORT  FROM  CARDIFF.  Municipal  Journal 
(London),  v.  16,  p.  1083  (Dec.  20,  1907).  (Allowance  for  depreciation  con- 
sidered  to    represent   fair   wear   and   tear.) 

DEPRECIATION    OF    CARDIFF     ELECTRIC    TRAMWAY     AND     LIGHTING     UNDER- 

takings.  Electric  Railway  Review,  v.  19,  p.  16  (Jan.  4,  1908).  (Details 
of   rates   of   depreciation    of   equipment   are   given.) 

Cashton,   Wis. 

*IN  RE  DETERMINING  AND   FIXING  JUST  COMPENSATION   TO   BE   PAID  TO  THE 

Cashton  Light  and  Power  Company  by  the  Village  of  Cashton  for  the  Taking 
of  the  Property  of  the  Said  Company  Actually  Used  and  Useful  for  the  Con- 
venience of  the  Public  in  Accordance  With  the  Provisions  of  Chapter  499, 
Laws  of  1907  ;  Submitted  Oct.  14,  1908,  Decided  Nov.  28,  1908.  In  Opinions 
and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v,  3,  p.  67. 
Madison,  Wis.,   1910.      (Discusses   going  value  of  public  utility  plants.) 

Chippewa  Falls,   Wis. 

*T.    J.    CUNNINGHAM     ET    AL.    VS.     CHIPPEWA    FALLS    WATER    WORKS    AND 

Lighting  Company ;  In  Re  Investigation  by  the  Railroad  Commission  of 
Wisconsin  of  Rates  Charged  by  the  Chippewa  Falls  Water  Works  and 
Lighting  Company ;  In  Re  Valuation  of  the  Property  of  the  Chippewa  Falls 
Water  Works  and  Lighting  Company  ;  Decided  June  14,  1910.  In  Opinions 
and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  5, 
p.  302.  Madison,  Wis.,  1911.  (Contains  data  on  the  value  of  the  electric 
plant.) 

Chippewa  Valley  Ry.,  Light  &  Power  Co. 

*IN    RE    APPLICATION    OF    THE    CHIPPEWA    VALLEY    RAILWAY,     LIGHT    AND 

Power  Company  for  Authority  to  Change  its  Rates  ;  Submitted  Feb.  19,  1908, 
Decided  Mar.  18,  1908.  In  Opinions  and  Decisions  of  the  Railroad  Commission 
of  the  State  of  Wisconsin,  v.  2,  p.  311.  Madison,  Wis.,  1909.  (Refers  to 
valuation    of    electric    plant.) 

Darlington,  Wis. 

*IN    RE    APPLICATION    OF    THE    DARLINGTON    ELECTRIC    LIGHT    AND    WATER 

Power  Company  for  Power  to  Increase  Rates  ;  In  Re  Darlington  Electric  Light 
and  Water  Power  Company,  Valuation  of  Property ;  Submitted  Sept.  2,  1909, 
Decided  June  17,  1910.  In  Opinions  and  Decisions  of  the  Railroad  Com- 
mission of  the  State  of  Wisconsin,  v.  5,  p.  397.     Madison,  Wis.,  1911. 

District  of  Columbia. 

♦UNIFORM  SYSTEM  OF  ACCOUNTS  FOR  GAS  CORPORATIONS  AND  ELECTRIC 
Corporations  in  the  District  of  Columbia  as  Prescribed  by  the  Interstate  Com- 
merce Commission,  pp.  29,  47,  55,  67.  Washington,  1909.  (Provision  for 
amortization  of  plant,  which  includes  monthly  charges  of  the  amount  estimated 
to   be   necessary  to   cover   wear,   tear   and   obsolescence.) 

Dodgeville,  Wis. 

*CITY  OF  DODGEVILLE  VS.   DODGEVILLE   ELECTRIC   LIGHT   AND  POWER   COM- 

pany  ;  Submitted  May  4,  1908,  Decided  June  2,  1908.  In  Opinions  and  Deci- 
sions of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  2,  p,  392. 
Madison,  Wis.,   1909.      (Data  relating  to  valuation  of  plant.) 

Edinburgh,  Scotland. 

DEPRECIATION,  ETC.,  ON  ELECTRICITY  SUPPLY  UNDERTAKINGS.  Electrician, 
V  57,  pp.  231,  350  (May  25,  June  15,  1906).  (Report  on  present  condition 
of  electric  light  and  machinery  plant  of  the  Edinburgh  Corporation.) 

Fareham,  England. 

DEPRECIATION.  (Editorial.)  Electrician,  v.  62,  p.  709  (Feb.  19,  1909).  (Depre- 
ciation in  connection  with  a  loan  for  an  electrical  plant  at  Fareham,  England.) 

Greenxoood,  Miss. 

REPORT  OF  THE  APPRAISERS  SELECTED  TO  ESTIMATE  THE  VALUE  OF 

property  of  the  Greenwood  Light  and  Water  Company  to  the  City  of  Green- 
wood and  the  Greenwood  Light  and  Water  Co.,  March  22,  1904.  Greenwood, 
Miss.,   1904.      (Eight  pages.) 

Oroton,  Mass. 

A  VALUABLE  MUNICIPAL  RATE  DECISION.  (Editorial.)  Engineering  Record, 
V.  66,  p.  2  (July  6,  1912).  (Comments  on  decision  by  the  Massachusetts  Gas 
and  Electric  Light  Commission  on  electrical  rates  at  Groton,  Mass;  very  brief.) 
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ELECTRIC    LIGHT    AND    POWER — SPECIAL    CASES— (Continued) . 
Kaukauma,   Wis. 

*IN    RE    DETERMINING    AND    FIXING    THE    JUST    COMPENSATION    TO    BE    PAID 

to  the  Kaukauma  Gas,  Electric  Light  and  Power  Company  by  the  City  of 
Kaukauma  ;  Submitted  Feb.  6,  1911,  Decided  Dec.  26,  1911.  In  Opinions  and 
Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  8,  p.  409. 
Madison,  Wis,,  1912.  (Physical  value  and  going  value  of  the  property  and 
value  of  the  water-power  lease.) 

La  Crosse.  Wis. 

*IN   RE  APPLICATION  OF  THE  LA  CROSSE  GAS  AND   ELECTRIC  COMPANY   FOR 

Authority  to  Increase  Its  Rates ;  Decided  Nov.  17,  1911.  In  Opinions  and 
Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  8,  pp.  138, 
156,  170,  179,  202,  224.  Madison,  Wis.,  1912.  (Physical  value  of  plants, 
original    cost   and    effect   of   allowance    of   going   value.) 

*IN  RE  APPLICATION  OF  THE  LA  CROSSE  GAS  AND  ELECTRIC  COMPANY  FOR 

Authority  to  Increase  Rates;  Submitted  Aug.  16,  1907,  Decided  Sept.  19,  1907. 
In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wiscon- 
sin, V.  2,  p.  3.  Madison,  Wis.,  1909.  (Gives  method  of  estimating  cost  of 
plant   before   physical   examination   can   be   made.) 

*THE  MEANING  OF  "ACTUAL  STATION  OPERATING  COSTS."  Engineering  Record, 
V.  65,  p.  191  (Feb.  17,  1912).  (Decision  of  the  Railroad  Commission  of 
Wisconsin   in   the   case  of  the   La    Crosse   Gas   &   Electric   Co.) 

Madison,   Wis. 

RATE  MAKING  FOR  PUBLIC  UTILITIES,  THE  MADISON  CASE;  by  Percy  H. 
Thomas.  Electric  Journal,  v.  7,  p.  560  (July,  1910).  (Discusses  the 
decision  of  the  Railroad  Commission  of  Wisconsin  in  the  case  of  the  State 
Journal  Printing  Co.  vs.  the  Madison  Gas  &  Electric  Co.,  rendered  March  8, 
1910.) 

Manitowoc,  Wis. 

*CITY  OF  MANITOWOC  VS.  MANITOWOC  ELECTRIC  LIGHT  COMPANY;  Sub- 
mitted Sept.  30,  1908,  Decided  June  14,  1910.  In  Opinions  and  Decisions  of 
the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  5,  p.  361.  Madison, 
Wis.,  1911.  (A  tentative  valuation  of  the  physical  property  of  the  respondent 
was  made ;  the  income  accounts  and  operating  expenses  for  a  term  of  years 
are  analyzed.) 

Marinette,  Wis.     See  Menominee,  Wis. 

Marquette,  Mich. 

A  STUDY  IN  CENTRAL=STATION  FINANCES  AND  OPERATION  FROM  MARQUETTE, 

Mich.  Electrical  World,  v.  53,  p.  403  (Feb.  11,  1909).  (Gives  estimates  of 
depreciation   for  an  electric  light  and  power  plant.) 

Massachusetts. 

DISTRIBUTION  COSTS  IN  SEVEN  CENTRAL=STATION  SYSTEMS.  Electrical  World, 
V.  52,  p.  1014  (Nov.  7,  1908).  (Figures  deduced  from  returns  to  the  Massa- 
chusetts Board  of  Gas  and  Electric  Light  Commissioners.) 

Menominee,  Wis. 

*IN    RE   VALUATION   OF   ELECTRIC   LIGHT   PLANT  OF    MENOMINEE   AND    MARI- 

nette  Light  and  Traction  Company ;  In  Re  Application  of  Menominee  and 
Marinette  Light  and  Traction  Company  for  Authority  to  Equalize  Rates ; 
In  Re  Menominee  and  Marinette  Light  and  Traction  Company,  Investigation 
of  Rates  on  Motion  of  the  Commission ;  Decided  Aug.  3,  1909.  In  Opinions 
and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  3, 
p.  778.  Madison,  Wis.,  1910.  (Data  on  valuation  of  electric  light  and  power 
plant.) 

Merrill  Ry.  &  Lighting  Co. 

*IN  RE  APPLICATION  OF  THE  MERRILL  RAILWAY  AND  LIGHTING  COMPANY 
for  Authority  to  Change  Its  Rates  for  Electric  Lighting;  Submitted  Sept.  17, 
1907,  Decided  Dec.  10,  1907.  In  Opinions  and  Decisions  of  the  Railroad 
Commission  of  the  State  of  Wisconsin,  v.  2,  p.  148.  Madison,  Wis.,  1909. 
(Discusses  value  of  the  plant,  including  water  power  and  dam,  electric  light 
plant,  and  railway  plant.) 

Minneapolis,  Minn. 

ELECTRIC  RATES  FOR  MINNEAPOLIS,  A  LONG  CONTROVERSY  OVER  BASING 
Rates  on  Expert  Analysis  or  Unreasonable  Comparisons ;  by  William  G. 
Deacon.  Public  Service,  v.  5,  p.  107  (Oct.,  1908).  (Contains  very  brief 
data  on   valuation.) 

MINNEAPOLIS  LIGHT  AND  POWER  RATES.  Electrical  World,  v.  51,  p.  651 
(March  28,   1908).      (Brief  data  on   the  elements  of  cost  of  plant.) 
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ELECTRIC    LIGHT    AND    POWER— SPECIAL    CASES— (Continued). 
New   York  Cily. 

ACCOUNTING  FOR  DEPRECIATION;  by  H.  M.  Edwards.  Electric  Railway  Journal, 
V.    37,    p.    972    (June   3,    1911).      (Method    used  by   the   New   York   Edison   Co.) 

REGULATED  ELECTRIC  LIGHT  ACCOUNTING;  by  H.  M.  Edwards.  National  Electric 
Light  Association,  Thirty-fifth  Convention,  1912,  Papers,  Reports  and  Discus- 
sions, V.  4,  p.  106.  (On  the  uniform  system  of  accounts  for  electrical  cor- 
porations as  prescribed  by  the  Public  Service  Commission,  State  of  New 
York,  First  District,   and  the  petition  to  modify  it.) 

Abstract.     Electric  Railway  Journal,  v.  39,  p.   1029    (June  15,    1912). 

Neio  York  State. 

NEW   YORK   PUBLIC   SERVICE   COMMISSION  TENTATIVE  ACCOUNTS    FOR   ELEC= 

trical  and  Gas  Corporations.  Electric  Railway  Review,  v.  19,  p.  532  (May 
2,  1908).  (Classification  for  accounts  prepared  by  W.  J.  Meyers;  abstract 
of  some  features  of  the  system.) 

PETITION    FOR    CHANGES    IN    TREATMENT    OF    DEPRECIATION    IN    NEW    YORK. 

Electrical  World,  v.  58,  p.  1420  (Dec.  9,  1911).  (Petition  filed  by  various 
lighting  companies  with  New  York  Public  Service  Commission,  Second  Dis- 
trict ;   one  page.) 

STANDARD  ACCOUNTING  CONFERENCE.  Progressive  Age,  v.  26,  p.  267  (May  1, 
1908).  (On  report  of  classification  of  accounts,  gas  and  electric  companies, 
by  the  Public  Service   Commission,   State  of  New  York,   Second   District.) 

*STATE  OF  NEW  YORK,  SECOND  ANNUAL  REPORT  OF  THE  PUBLIC  SERVICE 

Commission,  Second  District,  for  the  Year  Ending  Dec.  31,  1908  ;  v.  2,  Uni- 
form System  of  Accounts.  Albany,  1909.  (Classification  of  accounts  for 
street  railroads,  gas  and  electrical  corporations ;  general  amortization  account, 
including   amount  estimated  for  wear,   tear   and  obsolescence  of  plant.) 

Pacific  Gas  &  Electric  Co. 

PACIFIC  GAS  RATE  VALUATION;  by  John  A.  Britton.  Progressive  Age,  v.  30, 
p.  330  (April  15,  1912).  (Includes  cost  of  electric  energy,  depreciation  and 
administration. ) 

Pasadena,   Cal. 

PASADENA  MUNICIPAL  LIGHTING  PLANT.      Municvpal  Engineering,  v.   44,   p.   505 

(June,    1913).       (Capitalization,    depreciation    allowance,    etc.,    in    relation    to 

rate  regulation.) 

Red   Cedar   Valley,   Wis. 

*IN  RE  APPLICATION  OF  THE  RED  CEDAR  VALLEY  ELECTRIC  COMPANY  FOR 

Authority  to  Increase  its  Rates ;  Decided  June  14,  1911.  In  Opinions  and 
Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  6,  p.  717. 
Madison,  Wis.,  1912.  (Contains  Company's  statement  of  the  value  of  the 
physical  property  of  the  plant.) 

Rip  on.  Wis. 

*CITY  OF  RIPON  VS.   RIPON   LIGHT   AND   WATER  COMPANY;   Decided  March   28, 

1910.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State 
of  Wisconsin,  v.  5,  p.  1.  Madison,  Wis.,  1911.  (Data  on  vaulation  of  the 
water,  light  and  electric  plants.) 

St.  Louis,  Mo. 

REPORT    OF    ST.    LOUIS    PUBLIC    SERVICE    COMMISSION    TO    THE    MUNICIPAL 

Assembly    of    St.    Louis    on   Rates    for   Electric   Light   and    Power.      St.    Louis, 

1911.  (Contains  description  of  methods  of  appraisal  of  the  property  of  the 
Union  Electric  Light  &  Power  Co.) 

San  Francisco,  Cal. 

UNIT  GENERATING  AND  DISTRIBUTION  COSTS  OF  THE  PACIFIC  GAS  &  ELEC- 
tric  Company  in  San  Francisco.  Electrical  World,  v.  59,  p.  790  (April  13, 
1912). 

Sheboygan,  Wis. 

*CITY  OF  SHEBOYGAN  VS.  SHEBOYGAN  RAILWAY  AND  ELECTRIC  COMPANY; 
Submitted  Oct.  18,  1910,  Decided  Feb.  3,  1911.  In  Opinions  and  Decisions  of 
the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  6,  p.  353.  Madison, 
Wis.,  1912.  (Company's  estimate  of  investment  and  annual  expenses  charge- 
able to  street  lighting.) 

Superior  Water,  Light  &  Power  Co. 

*ESTIMATING  THE  RATE  OF  "REASONABLE  RETURN"  FOR  A  PUBLIC  UTILITY. 
Engineering  and  Contracting,  v.  39,  p.  482  (April  30,  1913).  (Argument 
submitted  to  the  Wisconsin  Railroad  Commission,  for  the  Superior  Water, 
Light  &  Power  Co.,  giving  analysis  of  the  rate  of  fair  return  for  capital 
invested.) 
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ELECTRIC    LIGHT    AND    POWER— SPECIAL    CASES— (Continued). 

*PUBLIC  SERVICE  COMMISSION  NEWS.  Electrical  World,  v.  60,  p.  1136  (Nov. 
30,  1912).  (Basis  of  valuation  of  electric  plant  in  investigation  of  the  reve- 
nues of  the  Superior  Water,  Light  &  Power  Co.) 

Wakefield,  Mass. 

DEPRECIATION  OF  MUNICIPAL  LIGHTING  PLANTS.  (Editorial.)  Electrical 
Review  and  Western  Electrician,  v.  53,  p.  493  (Oct  3,  1908).  (Inadequacy 
of  allowance  for  depreciation  in  plant  at  Wakefield,  Mass.) 

Waupaca,  Wis. 

*IN    RE  JOINT    APPLICATION   OF   THE  WAUPACA   ELECTRIC   LIGHT   AND    RAIL- 

way  Company  and  the  City  of  Waupaca  to  the  Effect  that  the  Railroad  Com- 
mission Act  as  Arbitrator  in  Certain  Matters  Pertaining  to  Street  Lighting 
in  the  City  of  Waupaca ;  Submitted  Dec.  15,  1910,  Decided  Feb.  21,  1912, 
In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wis- 
consin, V.  8,  p.  586.  Madison,  Wis.,  1912.  (Total  reproduction  cost,  present 
value  and  cost  of  operation  were  ascertained  and  apportioned  between  street 
lighting  and  all  other  service.) 

West  Ham,  England. 

IS  DEPRECIATION  AS  SUCH,  NEEDED?  (Editorial.)  Municipal  Journal  (Lon- 
don), V.  12,  p.  699  (July  31,  1903).  (Relates  to  West  Ham  Corporation 
electric  lighting  plant.) 

Wisconsin. 

*ADJUSTMENT  OF  ELECTRIC  LIGHTING  RATE.  Power,  v.  35,  p.  498  (April  9, 
1912).  (Extracts  from  the  reports  of  the  Wisconsin  Railway  Commission 
regarding  the  influence  of  various  fixed  charges  upon  the  rates.) 

METHODS    OF    OBTAINING    COST    OF    ELECTRIC    LIGHTING    SERVICE    TO    CON- 

sumers  Based  on  Decisions  of  the  Wisconsin  Railroad  Commission.  Engineer- 
ing and  Contracting,  v.  37,  p.  48  (Jan.  10,  1912).      (Four  pages.) 

*UNIFORM     CLASSIFICATION    OF    ACCOUNTS     FOR    ELECTRIC    UTILITIES    PRE- 

scribed  by  the  Railroad  Commission  of  Wisconsin,  Dec,  1908.  Edition  3. 
Madison,  Wis.,  1912.  (Treats  of  tangible  and  intangible  property,  reserve 
accounts,    etc.) 

WISCONSIN  CLASSIFICATION  OF  ELECTRIC  ACCOUNTS.  Electrical  World,  v.  53, 
p.  503  (Feb.  25,  1909).  (Classification  prepared  by  the  Wisconsin  Railroad 
Commission.) 

Worcester,  Mass. 

THE  APPRAISAL  OF  STREET  LIGHTING  SERVICE.  Engineering  Record,  v.  66, 
p.  104  (July  27,  1912).  (Decision  by  the  Massachusetts  Gas  and  Electric 
Light   Commission    in   the    Worcester   street   lighting   case.) 

York,  England. 

DEPRECIATION  IN  ELECTRIC  LIGHTING.  (Editorial.)  Municipal  Journal  (Lon- 
don), V.   12,  p.   12   (Jan.   2,   1903).      (Policy  of  York  Corporation;   very  brief.) 

GAS=WORKS— GENERAL. 

DEPRECIATION;  by  John  A.  Britton.  Progressive  Age,  v.  26,  p.  379  (June  15, 
1908).      (Depreciation  as  an  item  to  be  considered  in  fixing  gas  rates.) 

DEPRECIATION    ALLOWANCE    FOR    INCOME=TAX.      (Editorial.)      Journal    of    Gas 

Lighting,  v.    108,   p.   517    (Nov.    23,    1909).      (Protest   against   action   of   Inland 

Revenue   authorities   on   depreciation   in   gas  plants.) 
DEPRECIATION:   AN  ITEM   IN  THE  MANUFACTURE  AND  SALE  OF  GAS;  by  Royal 

Schacklette.      American    Gas    Light    Journal,    v.    93,    p.    106    (July    8,    1910). 

(Considers  depreciation  in  the  various  parts  of  the  plant.) 
DEPRECIATION    AND    INCOME=TAX.      Journal    of    Gas    Lighting,    v.    118,    p.    886 

(June  18,   1912).      (Refers  to  depreciation  in  gas  plants.) 

DEPRECIATION   AND   INCOME=TAX,    THE   CASE   OF   MUNICIPAL   UNDERTAKINGS. 

Journal  of  Gas  Lighting,  v.  121,  p.  48  (Jan.  7,  1913).  (Methods  of  allowing 
for  depreciation  in  gas,   water  and   electric  lighting  undertakings.) 

DEPRECIATION  AND  KINDRED  MATTERS;  by  Charles  H.  Armstrong.  Journal  of 
Gas  Lighting,  v.  102,  p.  223  (April  28,  1908).  (A  paper  read  at  a  meeting 
of  the  North  of  England  Gas  Managers'   Association.) 

DEPRECIATION  IN  GAS  PLANTS;  by  John  I.  Beggs.  American  Gas  Light  Journal, 
V.  89,  p.   5    (July  6,  1908).       (Address  before  the  Wisconsin  Gas  Association.) 

Maintenance    of    Plant ;    by    John    I.    Beggs.      Progressive    Age,    v.    26,    p.    427 

(July  15,   1908). 
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GAS-WORKS — GENERAL — (Continued). 
DEPRECIATION  IN  GAS  PLANTS;  by  R.  W.  Prosser.     American  Gas  Light  Journal, 
V.    7(;.    p.    7G7    (May    26,    1902).      (Gives   tables    of   life    of    apparatus   of   a   gas 
works   and   annual   charge  for  depreciation;    one   and   one-half   pages.) 

DEPRECIATION   IN  GAS  WORKS.     Progressive  Age,  v.   30,   p.   870    (Oct.   15,   1912). 

INAUGURAL  ADDRESS  OF  THE  PRESIDENT;  by  Alexander  Wilson.  Transactions, 
Institution  of  Gas  Engineers,  1911,  p.  51,  (Takes  up  the  question  of  depre- 
ciation;   four   pages.) 

Abstract.     Journal  of  Gas   Lighting,  v.   114,   p.   728    (June  13,    1911). 

THE  PRESENT  AND  GROWING  NEED  FOR  THE  GENERAL  ADOPTION  OF  A 

Uniforna  System  of  Records  and  Accounts  ;  by  A.  C.  Humphreys.  Proceedings, 
New  England  Association  of  Gas  Engineers,   1907,  p.  146. 

RATES  AND  RATE  MAKING;  by  John  F.  Druar.  Journal,  Association  of  Engi- 
neering Societies,  v,  50,  p.  221  (May,  1913).  (Discusses  the  valuation  of  a 
combined  electrical  and  gas  property  for  determining  the  legitimate  capital, 
upon   which   capital   a   certain   return   should   be   received.) 

REASONABLE  GAS  RATES  AND  THEIR  DETERMINATION;  by  C.  L.  Cory.  Pro- 
gressive Age,  V.  30,  p.  964  (Nov.  15,  1912).  (Discusses  rates  of  return  and 
value  of  gas  plant.) 

REVIEW    OF    RECENT    DECISIONS    OF    PUBLIC    SERVICE    COMMISSIONS    WHICH 

Affect  Gas  Companies  ;  by  A.  E.  Porstall.  Proceedings,  American  Gas  Institute, 
V.  5,  p.  460  (1910).  (Discusses  methods  of  valuation  considering  physical 
value,    cost  of   reproduction,   depreciation,   etc.) 

American  Gas  Light  Journal,  v.  94,  p.  148    (Jan.  3,  1911). 

QAS=WOKKS— SPECIAL  CASES. 

Baltimore,  Md. 

STOCK  AND  FAIR  VALUE.  Public  Service  Regulation,  v.  1,  p.  550  (Aug.,  1912). 
(Baltimore   gas    and    electric    rate   hearing,    before    the    Maryland    Commission.) 

Beloit,   Wis. 

BELOIT  UTILITY  DECISION  BY  RAILROAD  COMMISSION  OF  WISCONSIN.  Ameri- 
can Gas  Light  Journal,  v.  95,  p.  162  (Sept.  11,  1911).  (Gives  estimate  in 
valuation   of  the  property   of  the  Beloit  Water,   Gas  &  Electric  Co.) 

*CITY  OF  BELOIT  VS.  BELOIT  WATER,  GAS  AND  ELECTRIC  COMPANY;  Decided 
July  19,  1911.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
State  of  Wisconsin,  v.  7,  p.  220.  Madison,  Wis.,  1912.  (Value  of  gas  plant 
is   given.) 

FIXING  NORMAL  OPERATING  COSTS;  by  Frank  A.  Newton.  Engineering  Record, 
V.  65,  p.  258  (March  9,  1912).  (Comments  on  the  decision  in  the  case  of  the 
City   of   Beloit  vs.   the  Beloit   Water,   Gas   &   Electric   Co.) 

Brooklyn,  N.   Y. 

PAVING  OVER   GAS  MAINS  AND   CAPITALIZATION  OF    PROFITABLE   CONTRACTS 

as  Elements  in  Rate  Making :  Decision  of  the  New  York  Public  Service  Com- 
mission in  the  Kings  County  Lighting  Case.  Engineering  News.  v.  66,  p.  604 
(Nov.  16,  1911).  (Discusses  paving  over  mains  and  capitalization  of  con- 
tracts as  factors  in  the  valuation  of  the  property,  citing  Supreme  Court 
decisions.) 

*RE  MAYHEW  V.  KINGS  CO.  LIGHTING  CO.  (CASE  1273).  Reports  of  Decisions 
of  the  Public  Service  Commission  for  the  First  District,  of  the  State  of  New 
York,  V.  2,  p.  659.  New  York,  1912.  (Details  of  valuation  of  property  of  the 
Kings    County    Lighting   Co.    and   methods    of    estimating    it.) 

Califor7iia. 

PACIFIC  GAS  RATE  VALUATION;  by  John  A.  Britton.  Progressive  Age,  v.  30, 
p.  330  (April  15,  1912).  (Cost  of  gas  in  holder,  1911,  cost  of  gas  distribu- 
tion, cost  of  administration  and  depreciation,  and  cost  of  electric  energy, 
depreciation   and   administration.   Pacific  Gas  &  Electric   Co.) 

*UNIFORM    CLASSIFICATION    OF    ACCOUNTS    FOR     GAS    CORPORATIONS     PRE= 

scribed  by  the  Railroad  Commission  of  the  State  of  California ;  Adopted  Oct. 
23,  1912,  Effective,  Jan.  1,  1913.  Sacramento,  1912.  (Classification  of 
intangible  and  tangible  capital,  including  franchise,  patent  rights,  physical 
property,    etc.) 

Cedar  Rapids,  Iowa. 

FAIR  RATES  FOR  PUBLIC  SERVICE.  (Letter.)  Engineering  Record,  v.  59,  p.  699 
(May  29,  1909).  (Decision  of  Iowa  Supreme  Court  on  valuation  of  the  Cedar 
Rapids  Gas  Light  Co.) 
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GAS-WORKS— SPECIAL    CASES— (Continued). 
■Chicago,  III. 

APPRAISAL    OF    GAS    PROPERTIES    IN    CHICAGO,    AND    INVESTIGATION    AS    TO 

Reasonable  Rates  for  Gas :  Valuation  of  Physical  Property ;  by  William  J. 
Hagenah.  Engineering  and  Contracting,  v.  35,  p.  572  (May  17,  1911). 
(Twelve  pages.) 

• Editorial.      The   Chicago   Gas   Appraisal.      Engineering   and   Contracting,   v.   35, 

p.  557    (May   17,   1911).      (One  column.) 

INVESTIGATION  OF  THE   PEOPLES   GAS   LIGHT  AND   COKE   COMPANY   FOR   THE 

Council  Committee  on  Gas,  Oil  and  Electric  Light,  Chicago ;  by  William  J. 
Hagenah.  Journal  of  the  Proceedings  of  the  Council  of  Chicago,  July  10, 
1911,  p.  840.    (Gives  full  report  on  the  valuation  of  the  Company;   89  pages.) 

PRICE  OF  GAS  IN  CHICAGO.  Journal  of  the  Proceedings  of  the  City  Council  of 
Chicago,  July  10,  1911,  p.  820.  (Report  of  Edward  W.  Bemis  commenting 
on  report  by  W.  J.  Hagenah.) 

Editorial.      Gas    Rates    in    Chicago.      Municipal    Engineering,    v.    41,    p.    206 

(Sept.,  1911). 

■Chippewa  Falls,  Wis. 

*T.  J.  CUNNINGHAM  ET  AL.  VS.  CHIPPEWA  FALLS  WATER  WORKS  AND  LIQHT- 

ing  Company :  In  Re  Investigation  by  the  Railroad  Commission  of  Wisconsin 
of  Rates  Charged  by  the  Chippewa  Falls  Water  Works  and  Lighting  Company  ; 
In  Re  Valuation  of  the  Property  of  the  Chippewa  Palls  Water  Works  and 
Lighting  Company  ;  Decided  June  14,  1910.  In  Opinions  and  Decisions  of  the 
Railroad  Commission  of  the  State  of  Wisconsin,  v.  5,  p.  302.  Madison,  Wis., 
1911.      (Contains  data  on  the  value  of  the  Gas   Department.) 

District  of  Columbia. 

♦UNIFORM    SYSTEM    OF    ACCOUNTS    FOR    GAS    CORPORATIONS    AND    ELECTRIC 

Corporations  in  the  District  of  Columbia  as  Prescribed  by  the  Interstate 
Commerce  Commission,  pp.  29,  47,  55,  67.  Washington,  1909.  (Provision  for 
amortization  of  plant,  which  includes  monthly  charges  of  the  amount  estimated 
to  be  necessary  to  cover  wear,   tear  and  obsolescence.) 

GaJesburg,  III. 

THE  GAS  FIGHT  AT  GALESBURG.  Public  Service,  v.  4,  p.  67  (March,  1908). 
(Report  by  Byllesby  &  Co.  on  the  valuation  of  the  gas  plant  at  Galesburg,  111.) 

La  Crosse,   Wis. 

•DEPRECIATION  AS  A  FACTOR  IN  RATES.  (Editorial.)  Electric  Railway  Review, 
V.  18,  p.  752   (Nov.  9,  1907).      (Petition  of  La  Crosse  Gas  &  Electric  Co.) 

*IN  RE  APPLICATION  OF  THE  LA  CROSSE  GAS  AND  ELECTRIC  COMPANY  FOR 

Authority  to  Increase  Its  Rates ;  Decided  Nov.  17,  1911.  In  Opinions  and 
Decisions  of  the  Railroad  Commission  of  tLe  State  of  Wisconsin,  v.  8,  pp.  138, 
156,  170,  17&,  195,  224.  Madison,  Wis.,  1912.  (Physical,  value  of  plant,  origi- 
nal cost  and  effect  of  allowance  for  going  value.) 

*THE  MEANING  OF  "ACTUAL  STATION  OPERATING  COSTS."  Engineering  Rec- 
ord. V.  65,  p.  191  (Feb.  17,  1912).  (Decision  of  the  Railroad  Commission 
of  Wisconsin  in  the  case  of  the  La  Crosse  Gas  &  Electric  Co.) 

Madison,   Wis. 

THE  APPRAISAL  OF  THE  MADISON  GAS  AND  ELECTRIC  CO.  Engineering  and 
Contracting,  v.  35,  p.  747  (June  28,  1911).  (Appraisal  made  by  the  Wiscon- 
sin  State  Railroad   Commission  ;   three  pages.) 

GOING   VALUE  OF  PUBLIC   SERVICE   CORPORATIONS,   AS   DETERMINED   BY   THE 

Wisconsin  Railroad  Commission  in  the  Madison  Gas  and  Electric  Case.  Engi- 
neering and  Contracting,  v.  35,  p.  691  (June  14,  1911).  (On  the  decision 
rendered  in  the  case  of  the  State  Journal  Printing  Co.  et  al.  vs.  the  Madison 
Gas  &  Electric  Co.  ;  four  pages.) 

♦IMPORTANT    DECISION    BY     WISCONSIN     COMMISSION    ON     CENTRAL=STATION 

Valuation  and  Rate-Making.  Electrical  World,  v.  55,  p.  675  (March  17,  1910). 
(Decision  by  the  Wisconsin  Railroad  Commission  on  "going  value",  rate  of 
return,  etc.,  in  the  case  of  State  Journal  Printing  Co.  et  al.  vs.  Madison  Gas  & 
Electric  Co.) 

*IN    RE    INVESTIGATION,    ON    MOTION    OF    THE    COMMISSION,    OF    THE    RATES, 

Rules  and  Regulations  of  the  Madison  Gas  and  Electric  Company ;  Decided 
July  5,  1911.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
State  of  Wisconsin,  v.  7,  p.  152.  Madison,  Wis.,  1912.  (Gives  cost  of  repro- 
duction new  and  existing  value  of  the  Madison  gas  and  electric  lighting  plant.) 
REASONABLE  RATES  FOR  GAS  AND  ELECTRICITY  AS  DETERMINED  BY  THE 
Wisconsin  Railroad  Commission  for  the  City  of  Madison.  Engineering  News 
v.  63,  p.  380  (March  31,  1910).  (State  Journal  Printing  Co.  vs.  Madison 
Gas  &  EJectric  Co.  ;   gives  the  method  of  valuation  and  related  investigations.) 
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GAS-WORKS — SPECIAL   CASES — (Continued). 
♦STATE  JOURNAL   PRINTING   COMPANY    ET   AL.   VS.   MADISON   GAS   AND   ELEC- 

tric  Company;  Decided  March  8,  1910.  In  Opinions  and  Decisions  of  the 
Railroad  Commission  of  the  State  of  Wisconsin,  v.  4,  p.  501.  Madison,  Wis., 
1910.  (Method  of  arriving  at  valuation  of  gas  and  electric  plants;  also  method 
of  valuing  real  estate.) 

Manitoicoc,   Wis. 

*1N  RE  APPLICATION  OF  THE  MANITOWOC  GAS  COMPANY  FOR  AUTHORITY 
to  Equalize  Rates ;  Submitted  Sept.  28,  1908,  Decided  Dec.  17,  1908.  In 
Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin, 
V.  3,  p.  163.  Madison,  Wis.,  1910.  (Data  on  the  physical  valuation  of  the 
property.) 

*PHILOSOPHY   OF   GAS    RATES,    DECISION   OF    WISCONSIN    RAILROAD    COMMIS- 

slon  Authorizing  Manitowoc  Gas  Company  to  Increase  Its  Rates.  Public 
Service,  v.   6,  p.  58    (Feb.,   1909).      (Contains  brief  reference  to  depreciation.) 

Neenah,   Wis. 

*CITY  OF  NEENAH   VS.  THE  WISCONSIN  TRACTION,   LIGHT,   HEAT  AND   POWER 

Company ;  Decided  Aug.  4,  1911.  In  Opinions  and  Decisions  of  the  Railroad 
Commission  of  the  State  of  Wisconsin,  v.  7,  p.  479.  Madison,  Wis.,  1912. 
(Contains  a  tentative  valuation  of  the  physical  property  of  the  Gas  Depart- 
ment of  the  Wisconsin  Traction,   Light,   Heat  &   Power  Co.) 

New  Jersey. 

*GAS  RATE  DECISIONS  IN  NEW  JERSEY.     Electric  Railway  Journal,  v.  41,  p.   35 

(Jan.  4,   1913).      (Decision  of  New  Jersey   Public  Utilities  Commission;    relates 

to  valuation  of  property  of  the  Public  Service  Gas  Co.  in  the  Passaic  District.) 
*GOING  CONCERN  VALUE.      (Editorial  Note.)      American  Gas  Light  Journal,  v.  98, 

p.   208   (March  31,   1913).      (Brief  extract  from  decision  by  the  Board  of  Public 

Utility    Commissioners   of   New   Jersey.) 

Nev)   York  City. 

*DECISION  OF  THE  SUPREME  COURT  OF  THE  UNITED  STATES,  THE  PUBLIC 

Service  Commission  vs.  the  Consolidated  Gas  Company  of  New  York.  Na- 
tional Electric  Light  Association,  Thirty-second  Convention,  1909,  Papers, 
Reports  and  Discussions,  v.  3,  pp.  319,  324.  (Considers  valuation  of  franchises 
and  value  of  the  Company's  property.) 

THE    EIGHTY=CENT    GAS     DECISION    OF    THE    SUPREME    COURT.       (Editorial.) 

Engineering  Record,  v.   59,  p.   31    (Jan.  9,   1909). 
FULL  TEXT  OF  THE  OPINION  OF  THE  SUPREME  COURT  OF  THE  UNITED  STATES 

in  the  Matter  of  the  New  York  Legislature's  Order  Fixing  the  Gas  Rates  in 
New  York  City  at  80  Cents  per  1  000  Cubic  Feet.  American  Gas  Light  Journal, 
V.  90,  p.  99  (Jan,  18,  1909).  (Considers  value  of  property  and  franchise; 
three  pages.) 

New  York  State. 

*NEW  YORK  PUBLIC  SERVICE  COMMISSION  TENTATIVE  ACCOUNTS  FOR  ELEC- 

trical  and  Gas  Corporations.  Electric  Railivay  Review,  v.  19,  p.  532  (May  2, 
1908).  (Classification  prepared  by  W.  J.  Meyers;  abstract  of  some  features  of 
the  system.) 

*STANDARD  ACCOUNTING  CONFERENCE.  Progressive  Age,  v.  26,  p.  267  (May  1, 
1908).  (On  report  of  classification  of  accounts,  gas  and  electric  companies, 
by  Public  Service  Commission,   State  of  New  York,   Second   District.) 

*STATE  OF  NEW  YORK,  SECOND  ANNUAL  REPORT  OF  THE  PUBLIC  SERVICE 
Commission,  Second  District,  for  the  Year  Ending  Dec.  31,  1908 ;  v.  2,  Uni- 
form System  of  Accounts.  Albany,  1909.  (Classification  of  accounts  for 
street  railroads,  gas  and  electrical  corporations  ;  general  amortization  account, 
including  amount  estimated  for  wear,  tear  and  obsolescence  of  plant.) 

Passaic,  N.  J. 

PUBLIC  SERVICE  GAS  COMPANY  RATE  CASE;  by  Frank  Bergen.  Aera,  v.  1, 
p.  465  (Jan.,  1913).  (Valuation  of  the  property  of  the  Passaic  Division  of 
the  Public  Service  Gas  Co.,  and  discussion  of  methods.) 

Peoria,  III. 

IN  THE  CIRCUIT  COURT  OF  THE  UNITED  STATES,  NORTHERN  DISTRICT  OP 
Illinois,  Southern  Division,  Peoria  Gas  and  Electric  Company,  Complainant, 
vs.  City  of  Peoria,  Defendant,  in  Chancery  for  Injunction,  Etc.  :  Special  Master's 
Report.  Barnard  &  Miller,  Chicago,  1903.  (Contains  data  on  methods  of 
valuation  of  gas  plants.) 

Queens  Borough  Gas  &  Electric  Co. 

*RATES  OF  THE  QUEENS  BOROUGH  GAS  AND  ELECTRIC  CO.:  THE  FIRST  COM- 
modity-Rate  Case  of  the  Public  Service  Commission  for  the  First  District  of 
New  York.  Engineering  News,  v.  66,  p.  266  (Aug.  31,  1911).  (Method  of 
appraisal  of  property  ;  land  appraisal,  development  costs,  working  capital, 
going   value,   unimpaired   investment   and   annual   depreciation.) 


BIBLIOGRAPHY  I     VALUATION    OF    PUBLIC    UTILITIES  2153 

QAS-WORKS— SPECIAL    CASES— (Continued). 
*RE  RATES  OF  QUEENS  BOROUGH  GAS  AND  ELECTRIC  COMPANY   (CASES   1224 

and  1225).  Reports  of  Decisions  of  the  Public  Service  Commission  of  the 
First  District  of  the  State  of  New  York,  v.  2,  p.  544.  New  York,  1912. 
(Methods  of  determining  value  of  gas  property.) 

Racine,   Wis. 

*C1TV  OF  RACINE  VS.  RACINE  GAS  LIGHT  COMPANY;  Decided  Jan.  27,  1911. 
In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wis- 
consin, V.  6,  p.  229.  Madison,  Wis.,  1912.  (A  tentative  valuation  of  the 
physical  property  of  the  Racine  Gas  Light  Co.,  including  land,  breakwater, 
mains   and   paving,    and   the   going   value   of  the   plant.) 

DECISION    OF    THE    RAILROAD    COMMISSION    OF    WISCONSIN    IN    THE    RACINE 

Case.  American  Gas  Light  Journal,  v.  94,  p.  547  (March  20,  1911).  (Gives 
valuation  of  the  Racine  Gas  Light  Co.'s  plant.) 

Saginaw,  Mich. 

SAGINAW  GAS  DECISION.  Progressive  Age,  v.  26,  p.  722  (Dec.  15,  1908).  (Con- 
tains data  on  the  valuation  of  the  gas  plant.) 

St.   Paul,  Minn. 

THE  FAIR  PRICE  OF  GAS  AT  ST.  PAUL;  by  R.  S.  Feurtado.  PuUic  Service, 
v.  3,  p.  173  (Dec,  1907).  (Valuation  of  the  plant  of  the  St.  Paul  Gas 
Light  Co.) 

San  Francisco,  Gal. 

THE  COST  OF  GAS  IN  SAN  FRANCISCO,  REPORT  TO  THE  BOARD  OF  SUPER- 

visors.    May   18,    1908;    by   C.    D.    Stuart.      Public   Service,   v.    5,    p.    20    (July, 
1908).      (On  the  valuation  of  the  gas  plant.) 
Sheboygan,  Wis. 

THE  SHEBOYGAN,  WIS.,  GAS  CASE.  Public  Service  Regulation,  v.  1,  p.  695 
(Oct.,  1912).  (Opinion  in  case  of  Sheboygan  Gas  Light  Co.,  re  valuation  of 
the  property.) 

Superior,  Wis. 

*ESTIMATING  THE  RATE  OF  "REASONABLE   RETURN"  FOR  A   PUBLIC  UTILITY. 

Engineering  and  Contracting,  v.  39,  p.  482  (April  30,  1913).  (Analysis  of 
the  rate  of  return  ;  argument  submitted  to  the  Wisconsin  Railroad  Commission 
by  the  Superior  Water,  Light  &  Power  Co.) 

*WISCONSIN  RATES.  Progressive  Age,  v.  30,  p.  1075  (Dec.  16,  1912).  (Decision 
of  the  Railroad  Commission  of  Wisconsin  in  the  application  of  the  Superior 
Commercial  Club  et  al.  vs.  the  Superior  Water,  Light  &  Power  Co.) 


QAS=  WORKS    UNVERIFIED  REFERENCES. 

DEPRECIATION    USED    FOR    UNIFORM    ACCOUNTS.      Public   Service,    v.    2,    p.    147 

(May,   1907).      (On  depreciation  in  gas  plants.) 
DES   MOINES  GAS  CO.   VS.  CITY   OF  DES  MOINES   ET  AL.;   In   the   District   Court 

of    the    United     States     in     and    for    the    Southern    District    of    Iowa,     Central 

Division  :    Complainant's    Brief   on    Exception    to    Master's    Report. 
PRIVILEGE     BECOMES     PROPERTY     UNDER     THE     FOURTEENTH     AMENDMENT: 

The    Consolidated    Gas    Decision ;    by    Jesse    F.    Orton.      Independent,    p.    719 

(Oct.   12,   1911). 

MINING. 

AMERICAN  IRON=ORE  RESERVES;  by  Edwin  C.  Eckel.  Engineering  Magazine, 
V.   44,  p.  7    (Oct.,  1912).      (Bases  for  valuation  of  iron-ore  properties.) 

*APPRAISAL    OF    MINING    PROPERTIES    OF    MICHIGAN    BY    THE    STATE    BOARD 

of  Tax  Commissioners.  Lansing,  Mich.,  1911,  James  H.  Thompson,  Chairman, 
State  Board  of  Tax  Commissioners.  (Gives  inventory  and  appraisal  of  all  the 
mining  properties   of  the   State;   eighty- two  pages.) 

DEPRECIATION  AS  AFFECTING  COLLIERIES  AND  IRON  WORKS;  by  H.  A.  Foster. 
Iron  and  Coal  Trades  Review,  v.  65,  p.  1303  (Nov.  21,  1902).  (Some  of  the 
methods  of  treating  the  subject  of  depreciation.) 

STOCK  VALUE  AND  MINE  VALUE;  by  Alfred  C.  Lane.  Canadian  Mining  Journal, 
v.  32,  pp.  691,  729,  775  (Nov.  1,  15,  Dec.  1,  1911).  (Elements  to  be  con- 
sidered in  the  valuation  of  mines  ;  return,  stability,  marketability,  activity  and 
control.) 

THE    VALUATION    OF    MINES;    by    T.    A.    Rickard.      Mining    and    Scientific    Press 
V.   106,  p.  7G6  (May  24,  1913). 
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ACCOUNTING  DEPRECIATION.  Railroad  Age  Gazette,  v.  45,  p.  415  (July  3, 
1908).      (On  the   rclution   of  valuation  to  depreciation;    one  column.) 

AMERICAN  TRANSPORTATION  QUESTION,  p.  81  ;  by  Samuel  0.  Dunn.  D.  Apple- 
ton  &  Co.,  New  York,  1912.  (On  the  theory  of  railroad  valuation;  forty-two 
pases.) 

AN  AMERICAN  TRANSPORTATION  SYSTEM,  p.  316  ;  by  George  A.  Rankin. 
G.  P.  Putnam's  Sons,  New  York,  1909.  (Contains  a  discussion  of  the  appraise- 
ment of  railroads  ;   seventeen   pages.) 

APPORTIONMENT     BETWEEN     STATE     AND     INTERSTATE     TRAFFIC     OF     RAIL- 

way   Property  Devoted  to  the  Public  Service;   by  Thomas  D.  O'Brien.      Proceed- 
ings,   Annual    Convention    of    the    National    Association    of    Railway    Commis- 
sioners, 1909,  p.  306.      (Method  of  valuation  by  reproduction  cost;  three  pages.) 
APPRAISED   VALUE  OF  THE   RAILWAYS   IN   FIVE  STATES  AND  THE   PROBABLE 

Cost  of  Reproducing  All  Railways  in  America.  Engineering-Contracting,  v.  34, 
p.   89    (Aug.   3,   1910).      (Results   and   comparisons   of   State   valuations.) 

THE   ARBITRARY    DEPRECIATION    CHARGE;    by    F.    A.    Delano.      Railroad   Gazette, 

V.   44,  p.   681    (May   15,   1908).      (A  paragraph   from  the   Wall  Street  Journal.) 

ASSIGNMENT    OF     STEAM     AND     ELECTRIC     LOCOMOTIVES,     PASSENGER     AND 

Freight  Train  Cars  and  Work  Equipment  Cost  to  the  Several  States  and  to 
Operating  Divisions  Within  States.  Engineering  and  Contracting,  v.  39, 
p.  724  (June  25,  1913).  (Abstract  of  paper  by  A.  I.  T.  Thompson  read  before 
the   Mississippi   Valley   States   Conference.) 

THE  ASSIGNMENT  OF  VALUATION  OF  FACILITIES  TO  MORE  THAN  ONE  STATE. 

Engineering  and  Contracting,  v.  39,  p.  726  (June  25,  1913).  (A  plan  for 
apportioning  value  of  general  railroad  shops  between  States  ;  abstract  of  paper 
by   Hugh   H.   Bryant   read  before  the   Mississippi   Valley   States   Conference.) 

BASIS  OF  VALUATION  AS  BETWEEN  INTRASTATE  AND  INTERSTATE  BUSINESS. 

Railway  Age  Gazette,  v.  46,   p.   319    (Feb.   12,  1909).      (One  paragraph.) 

COMMERCIAL  VALUATION  OF  RAILWAY  OPERATING  PROPERTY  IN  THE 
United  States,  1904  ;  by  Henry  C.  Adams.  U.  S.  Bureau  of  the  Census,  Bul- 
letin No.  21,  Washington,  1905.  (Reports  by  Prof.  Henry  C.  Adams,  Prof. 
B.  H.  Meyer,  William  J.  Meyers  and  others;   eighty-eight  pages.) 

Abstract.      Railroads    Valuations    in    State    Reports.      Railroad    Gazette,    v,    39, 

p.   226    (Sept.   8,   1905). 

Editorial.      The    Census    OfRce    Railroad    Valuation.      Railroad    Gazette,    v.    39, 

p.   194    (Sept.    1,   1905). 

Criticism   on   Bulletin   No.   21    Issued  by  the  Census   Bureau,   Assuming  to   Give 

the   Commercial   Value   of   Railroads ;    by   E.   Frederick   Browne.      Omaha,    1905. 

A  COMPARATIVE  STATEMENT  OF  PHYSICAL  VALUATION  AND  CAPITALIZA- 
tion ;  by  the  Bureau  of  Railway  Economics.  Washington,  1911.  (Compares 
valuations  made  by  States  of  Washington,  South  Dakota,  Michigan  and 
Minnesota.) 

CONCERNING  RAILWAY  VALUATION.  (Letter)  ;  by  E.  Gray,  Jr.  Railway  and 
Engineering  Revieio.  v.  53,  p.  105  (Feb.  1,  1913).  (Criticism  of  paper  by  D.  F. 
Jurgensen  on  Reproduction  Costs.) 

COST,  CAPITALIZATION  AND  ESTIMATED  VALUE  OF  AMERICAN  RAILWAYS: 
An  Analysis  of  Current  Fallacies ;  by  Slason  Thompson.  Edition  3.  Bureau 
of  Railway  News,  Chicago,  1908.  (Aims  to  show  that  the  value  of  railway 
properties  in  the  United   States  exceeds  their  total  net  capitalization.) 

Editorial.      Cost,    Capitalization    and    Values    of    American    Railways.      Railway 

Age,  V.  44,  p.   710    (Nov.   22,  1907). 

THE  CROSBY  BILL  ON  RATE  REGULATION.  Electric  Railway  Journal,  v.  40, 
p.  94  (July  20,  1912).  (The  author  suggests  a  method  of  valuation  of  the 
properties  of  public  service  carriers,  and  outlines  a  suggested  scale  for  a  rate 
of  return  for  new  and  old  capital.) 

DEDUCTIONS  FOR  OBSOLESCENSE  JUSTIFIED.  Railway  Age  Gazette,  v.  49, 
p.  1093  (Dec.  2,  1910).  (Decision  of  the  Supreme  Court  of  New  York  re- 
garding  the   value    of   franchises    and    allowance    for    depreciation    in    taxation.) 

DEPRECIATION;  by  S.  M.  Hudson.  Railway  Age,  v.  44,  p.  175  (Aug.  9,  1907). 
(General  discussion  of  depreciation;   one   and  one-half  pages.) 

DEPRECIATION  IN  RAILWAY  ACCOUNTING.  Railway  Age,  v.  43,  p.  728  (May 
10,   1907).     (Recommendations  of  Interstate  Commerce  Commission;   one  page.) 

DEPRECIATION  IN  RAILWAY  ACCOUNTING.  Railway  Age,  v.  45,  p.  623  (May 
1,  1908).     (On  equipment  depreciation  accounts;  two  pages.) 

DEPRECIATION  IN  STEAM  RAILWAY  ACCOUNTING.  Electric  Railway  Journal, 
V.  32,  p.  748  (Oct.  3,  1908).  (Memorandum  compiled  by  Special  Committee 
on  Relations  with  Interstate  Commerce  Commission  of  the  American  Rail- 
way Association;  one  page.) 
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RAILROADS — GENERAL —  ( Continued) . 
DETERMINING     A     REASONABLE     RATE.       (Editorial.)       Railway     ^\■orld,    v.     56, 
p.  344    (April  19,   1912).      (Comments  on  opinion  of  Judge  Thomas  G.  Jones,  of 
Alabama,   on   the   cost   of   reproduction   of   a    railroad,    the   basis    for    reasonable 

rates.) 

DEVELOPMENT  OF  THE  FREIGHT  RATE  HEARING  REGARDING  THE  PHYSICAL 

Valuation  of  Railways.  (Editorial.)  Engineering-Contracting,  v.  34,  p.  263 
(Sept.   28,  1910).      (One  and  one-half  columns.) 

DISCUSSION    OF    REPORT   OF    COMMITTEE    ON    RATES    AND    RATE    MAKING;    by 

M.  R.  Maltbie.  Proceedings,  Annual  Convention  of  the  National  Association 
of  Railway  Commissioners,'^  1910,  pp.  200,  204.  (On  "market  value,"  deprecia- 
tion,  and  methods  of  making  valuation;   five  pages.) 

THE  ECONOMICS  OF  RAILROAD  CONSTRUCTION,  p.  41  ;  by  Walter  Loring  Webb. 
John  Wiley  &  Sons,  New  York,  1906.  (Contains  a  chapter  on  the  valuation  of 
railway  property.) 

EQUIPMENT  ACCOUNT  FOR  EACH  CAR  AND  LOCOMOTIVE.  Railway  Age  Gazette, 
V.    48,    p.    640    (Nov.    29,    1907).     (Method   of   keeping    a   depreciation    account.) 

ESTIMATING  THE  VALUE  OF  RAILROAD  PROPERTY.  Railroad  Gazette,  v.  37, 
p.    289    (Sept.    2,    1904).      (On   general   principles   of   valuation;    two    columns.) 

FAIR  RETURN  ON  THE  VALUE  OF  PROPERTY:  A  FALLACIOUS  STANDARD. 

Railway  Age  Gazette,  v.  48,  p.  1129  (May  6,  1910).  (From  an  address  by 
Walker  D.   Hines  before  the  Traffic   Club   of   Pittsburgh.) 

FEDERAL  REGULATION  OF  RAILROAD   SECURITIES   AND   VALUATION   OF   RAIL- 

road  Properties  ;  by  Henry  Fink.  Railway  World,  v.  55,  p.  390  (May  19, 
1911).  (Further  extracts  from  statement  to  the  Railway  Securities  Com- 
mission.) 

GOVERNMENT  SUPERVISION  OF  RAILWAY  ACCOUNTS;  by  Henry  C.  Adams. 
Electric  Railway  Review,  v.  19,  p.  43  (Jan.  11,  1908).  (Abstract  of  paper 
read   before  the   Association  of  American   Government   Accountants.) 

HEARINGS  OF  THE  RAILROAD  SECURITIES  COMMISSION.  (Editorial.)  Rail- 
way and  Engineering  Review,  v.  50,  p.  1175  (Dec.  24,  1910).  (Refers  to  ques- 
tion whether  valuation  of  railroad  should  be  used  as  a  basis  for  issuing  new 
securities.) 

HENRY    C.    ADAMS    ON    RAILWAY    VALUATION.      Railway    World,    v.    51,    p.    467 

(June  T,   1907).      (A  brief  analysis  of  the  elements  of  valuation.) 
HENRY    FINK    ON    DANGER    OF    RAILWAY    VALUATION.      Railway    Age,    v.    43, 

p.  680    (April  26,   1907).      (Declares  there  is  no  relation  between  valuation  and 

rate   regulation.) 
INCOME    ACCOUNT    OF    RAILWAYS.       (Letter)  ;    by    Frank    May.      Railway    Age, 

V.   45,   p.   560    (April   17,   1908).      (How  depreciation   charges   should  be  made.) 
INITIAL     COST,     COST     OF     MAINTENANCE     AND     DEPRECIATION     OF     WOODEN 

Passenger    Cars.       Engineering-Contracting,    v.     34,     p.     215     (Sept.     7,     1910). 

(Rate  of  depreciation  per  year  of  different  classes  of  cars.) 
LET    THE    GOVERNMENT    GO    AHEAD    AND    PROSECUTE    AND    APPRAISE    THE 

Railways.      (Editorial.)      Railway  Age  Gazette,  v.   49,   p.   566    (Sept.   30,   1910). 

(Relation  between  valuation  and  rates.) 
MAINTENANCE    CHARGES    AND    DIVIDENDS.       (Editorial.)       Engineering    Record, 

V.   55,   p.   86,    (Jan.   26,   1907).      (Alludes  to  comparison  of  repair  costs  in  rela- 
tion to  traffic  ;  one  column.) 
MAY  RESERVE  FUND  TO  RENEW  ABSOLUTE  EQUIPMENT.      (Editorial.)      Electric 

Traction   Weekly,  v.   6,  p.   1473    (Dec.  3,   1910).      (Decision  by  Supreme  Court; 

article  states  that  this  is  a  new  principle  on  valuation  of  special  franchises.) 
A    METHOD    OF    APPRAISING    NON=PHYSICAL    RAILWAY    VALUES.       (Editorial.) 

Engineering-Contracting,    v.     34,     p.     517     (Dec.     14,     1910).        (Comments     on 

paper  by  Henry  Earle  Riggs  on  valuation  of  public  utilities  and  on  the  method 

employed    by    Prof.    Henry    C.    Adams    in    valuation    of    railroads.) 
MR.   HANSEL  ON  VALUATION  OF  RAILWAYS.      (Editorials.)      Railway  Age,  v.  44, 

pp.   71,  277    (July  19,  Aug.   30,   1907).      (On  "State  Valuation  of  Railways",  by 

Charles  Hansel  in  North  American  Review  for  July  5,   1907.) 
Letter.      State   Valuation   of  Railroads ;    by   Carl   Tombo,     Railway  Age,  v.    44, 

p.   348    (Sept.   13,  1907). 
Letter.     State  Valuation  of  Railroads  ;  by  Charles  Hansel.     Railway  Age,  v.  44, 

p.  281    (Aug.  30,  1907). 
NATIONAL   VALUATION   CONVENTION  URGED,   CONCERTED   ACTION   SHOULD   BE 

Taken  to  Make  Appraisal  of  Railways  Economical,   Intelligent  and  Just ;  by  H. 

Portin.     Railway  Age  Gazette,  v.  54,  p.  836   (April  11,  1913). 
THE    NECESSITY    OF    DEPRECIATION    RESERVES;    by    Henry    L.    Gray.      Railwau 

Age  Gazette,  v.  48,   p.  1297    (May  27,  1910).      (Two  pages.) 
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EditoriaL     Depreciation  Reserves.     Raihoay  Age  Gazette,  v.  48,   p.   1290    (May 

27,   1910). 

Letters.      Depreciation   Reserves.     Railway  Age   Gazette,  v.   49,   p.   66    (July   8, 

1910). 

NOTES    ON    THE    APPLICATION    OF    A     DEPRECIATION     CHARGE    IN    RAILWAY 

Accounting;  by  Frederic  A.  Delano.  Railway  Age,  v.  45,  p.  471  (March  27, 
1908).  (Depreciation  of  equipment,  track,  bridges,  buildings,  shop  tools,  etc., 
of  the  plant  as  a  whole  and  limit  of  depreciation.) 

OBSOLESCENCE  AND  DEPRECIATION  FOR  LOCOMOTIVES.  (Editorial.)  Electric 
Railway  Journal,  v.  41,  p.  997  (June  7,  1913).  (Comparison  between  steam 
and  electric  locomotives.) 

PHYSICAL  VALUATION  AND  CAPITALIZATION.  Railway  Age  Gazette,  v.  50, 
p.  121  (Jan.  20,  1911).  (A  statement  of  Prof.  F.  H.  Dixon,  which  is  said  to 
refute  a  statement  made  by  Clifford  Thorne  to  the  effect  that  railways  in  the 
States  where  valuations  have  been  made   are  over-capitalized.) 

PHYSICAL  VALUATION  AND  CAPITALIZATION.  Railway  World,  v.  55,  p.  88 
(Feb.  3,  1911).  (Material  prepared  by  the  Bureau  of  Railway  Economics; 
four  pages.) 

PHYSICAL  VALUATION  OF  AMERICAN  RAILWAYS.  In  Railway  Library,  1910, 
p.  395  ;  edited  by  Slason  Thompson.  Bureau  of  Railway  News  and  Statistics, 
Chicago,   1911. 

PHYSICAL  VALUATION  OF  RAILROADS;  by  William  J.  Wilgus.  Proceedings, 
American  Society  of  Civil  Engineers,  v.  39,  p.  1109  (May,  1913).  (Discusses 
basic  principles,  land  values,  inventorying  and  pricing  measureable  items,  over- 
head cost,  interest  during  construction,  working  capital  and  depreciation.) 

Abstract.    Valuation  of  Steam  Railroads.    Railway  Age  Gazette,  v.  67,  pp.  654, 

692    (June  14,   21,   1913). 

PHYSICAL  VALUATION  VERSUS  RAILROAD  RATES;  by  Henry  Fink.  Railway 
World,  V.  55,.  p.  288  (April  14,  1911).  (Extracts  from  statement  made  to 
the  Railway  Securities  Commission.) 
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1910.  (Takes  up  the  physical  value  of  the  Santa  Fe  R.  R.  in  testimony 
before  the  Interstate  Commerce  Commission,  Chicago,   1910.) 

Beaumo7it  <&  Great  Northern  R.  R. 

VALUATION    OF    THE    RAILWAYS    OF    TEXAS.      Engineering-Contracting,    v.    33, 

p.   370    (April   20,    1910).     (Detailed  value  of  the   Beaumont   &   Great   Northern 

R.  R.,  with  brief  comments.) 

Boston  &  Maine  R.  R. 

*EVIDENCE   AS    TO    THE    VALUE   OF    NEW    HAMPSHIRE    ROADS    EMBRACED    IN 

the  Boston  &  Maine  System.  In  the  Report  of  the  Public  Service  Com- 
mission of  New  Hampshire  on  an  Investigation  of  Railroad  Rates,  p.  300. 
Concord,  N.  H.,  1912.  (Discussion  of  formula  for  determining  the  value  of 
railroad  properties :  Original  cost ;  amount  and  market  value  of  stocks  and 
bonds  ;  present  as  compared  with  original  cost  of  construction  ;  probable  earn- 
ing capacity.) 

California. 

*INSTRUCTIONS  TO  ASSISTANT  ENGINEERS   FOR   INSPECTING   RAILWAY   PROP- 

erty  for  Inventory  and  Appraisal,  California  Railroad  Commission.  Engineer- 
ing and  Contracting,  v.  37,  p.  619    (May  29,   1912). 

Chicago,  Milwaukee  <&  St.  Paul  R.  R. 

*A.    E.    BUELL   VS.    CHICAGO,    MILWAUKEE    &    ST.    PAUL    RAILWAY    COMPANY; 

Submitted  July  1,  1906,  Decided  Feb.  16,  1907.  In  Opinions  and  Decisions  of 
the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  1,  pp.  337,  478.  Madi- 
son, Wis.,   1908.      (Discusses  what  constitutes  a  fair  valuation  of  a  railroad.) 

ITEMIZED  COST  OF  THE  C,  M.  &  ST.  P.  R.  R.  IN  SOUTH  DAKOTA.  Engineer- 
ing-Contracting, v.  28,  p.  56  (July  24,  1907).  (Estimates  given  in  the 
Spokane  rate  case.) 

Great  Britain. 

THE   SERVICEABLE   LIFE  AND   COST  OF  RENEWALS  OF   PERMANENT  WAY   OF 

British  Railways ;  by  R.  Price-Williams.  Journal,  Iron  and  Steel  Insti- 
tute, V.  80,  p.  183  (1909,  Pt.  2).  (Gives  actual  figures  and  diagrams  of  cost 
of  maintenance  on  British  railways  for  a  number  of  years.) 

Great  Northern  Ry. 

ITEMIZED  COST  OF  THE  GREAT  NORTHERN  RAILWAY  SYSTEM  AS  ESTIMATED 

by  Its  Chief  Engineer.  Engineering-Contracting,  v.  29,  p.  271  (May  6, 
1908).  (Estimates  given  in  testimony  before  the  Interstate  Commerce  Com- 
mission in  the  Spokane  rate  case.) 

ORIGINAL    COST    AND    COST    OF    REPRODUCTION    OF    THE    GREAT    NORTHERN 

Railway  (768  Miles)  in  the  State  of  Washington,  Engineering -Contracting, 
v.  32,  p.  496  (Dec.  8,  1909).  (Data  as  to  the  original  cost,  given  by  Halbert 
P.    Gillette   before   the   Railroad    Commission.) 

Kansas. 

*KANSAS  RAILWAY  VALUATION,  REPORT  OF  IHE  WORK  OF  THE  ENGINEER- 
ing  Department,  Public  Utilities  Commission,  from  Date  of  Establishment  to 
Nov.,  1912 ;  by  C.  C.  Witt.  Public  Service  Regulation,  v.  2,  p.  217  (May, 
1913). 
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RAILROADS — SPECIAL    CASES — (  Continued) . 
Kansas  City  Southern  Ry. 

ACCOUNTING  FOR  ABANDONED  PROPERTY.  Electric  Railway  Journal,  v.  39, 
p.  247  (Feb.  10,  1912).  (Reply  of  Interstate  Commerce  Commission  to  the 
suit  brought  by  the  K.  C.  S.  Ry.,  in  regard  to  manner  of  accounting  for  value 
of  property   abandoned   in  the   reconstruction  of  track.) 

Louisiana. 

*REPORT    JVjADE    BY    THE    STATE     BOARD     OF    APPRAISERS     SHOWING     THE 

Assessments  Made  of  Property  Employed  in  the  Railway,  Telegraph,  Tele- 
phone, Sleeping  Car,  and  Express  Business  for  the  Year  1899.  (On  the 
methods  of  valuation,   and  actual  valuations  made.) 

Massachusetts. 

THE  FRANCHISE  IN  CAPITALIZATION.  (Editorial.)  Railroad  Gazette,  v.  37, 
p.  269  (Aug.  26,  1904).  (Discussion  of  bill  presented  to  Massachusetts  Legis- 
lature allowing  a  new  corporation  to  capitalize  on  a  basis  of  market  value  of 
absorbed  companies  and  to  capitalize  the  franchises.) 

Michigan. 

EXPERT    VALUATION    OF    RAILWAY    AND    OTHER    CORPORATE    PROPERTY    IN 

Michigan.      Engineering   News,   v.   44,   p.   430    (Dec.    20,    1900).      (Full    account 
of    the    valuation    made    by    the    Michigan    Board    of    State    Tax    Commissioners, 
',  describing   organization  for  the  work.) 

RAILROAD  TAXATION;  by  Robert  H.  Shields.  In  Sixth  Report  of  the  Board  of 
State  Tax  Commissioners,  Dec,  15,  1910,  p.  53.  Lansing,  Mich.,  1911.  (Dis- 
cusses   several   theories   for   valuation   of   railroads.) 

RAILWAY  CAPITAL  AND  VALUES;  by  W.  H.  Williams.  Railway  Age  Gazette, 
V.  46,  pp.  761,  805,  845,  903  (April  2,  9,  16,  23,  1909).  (Outlines  the  methods 
used  to   obtain   a  physical   valuation   of  railroad   property   in   Michigan.) 

Abstract.     Railway  and  Engineering  Review,  v.  48,  p.   1047    (Dec.   26,   1908). 

Minneapolis,  St.  Paul  &  Sault  Ste.  Marie  Ry. 

*IN  RE  INVESTIGATION  ON  MOTION  OF  THE  COMMISSION  OF  PASSENGER 
Rates  Charged  by  the  Minneapolis,  St.  Paul  &  Sault  Ste.  Marie  Railway  Com- 
pany ;  Submitted  April  9,  1907,  Decided  June  1,  1907.  In  Opinions  and  De- 
cisions of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  1,  pp.  543,  581. 
Madison,  Wis.,   1908.      (Contains  brief  reference  to  valuation  of  the  road.) 

Minnesota. 

CURRENT    RAILWAY    PROBLEMS;    by    Samuel    O.    Dunn.      Railway    Age    Gazette, 

New   York,   1911.       (Contains   an   article   on   valuation   of   railways   with   special 

reference  to  the  physical  valuation  in  Minnesota.) 

*FORMS   USED   IN   COMPILING   INFORMATION   IN  THE   1906  APPRAISAL  OF  THE 

Railways   of   Minnesota.      Engineering   and  Contracting,  v.    37,    p.    52    (Jan.    10, 
1912).      (Four  pages.) 
JUDGE    SANBORN    ON    STATE    INTERFERENCE    WITH    INTERSTATE    COMMERCE 

and  Valuation  of  Railways.  Railway  Age  Gazette,  v.  50,  p.  987  (April  28, 
1911).  (Opinions  of  the  U.  S.  Circuit  Judge  in  the  Minnesota  rate  case;  ab- 
stract of  the  discussion  on  the  correct  basis  for  the  valuation  of  railways  and 
a  "fair  return"  ) 

THE  MINNESOTA  COMMISSION'S  VALUATION  FORMS.  PuUic  Service  Regula- 
tion, V.  1,  p.  301  (May,  1912).  (Showing  headings  of  some  of  the  blanks  used 
for  detailed  railway  inventory  and  valuation  in  Minnesota,  contributed  by  D.  F. 
Jurgensen,  Engineer.) 

THE  MINNESOTA  RATE  CASE;  by  Charles  E.  Otis.  In  Railway  Library,  1910, 
p.  31  ;  edited  by  Slason  Thompson.  Bureau  of  Railway  News  and  Statistics, 
Chicago,  1911.  (Contains  analysis  of  valuation  of  property  devoted  to  public 
service.) 

THE    MINNESOTA    RATE    CASES,    OPINION    OF    THE    SUPREME    COURT    OF    THE 

United  States.  (63d  Congress,  1st  Sess.,  Senate  Doc.  No.  54).  Washington, 
D.  C,  1913.  (Opinion  of  Justice  Hughes  of  the  Supreme  Court  on  the  valua- 
tion of  railways.) 

Abstracts.  Decision  of  the  Supreme  Court  in  the  Minnesota  Rate  Cases.  Elec- 
tric Railway  Journal,  v.  41,  p.  1064  (June  14,  1913)  ;  Railway  Evaluation 
and  Depreciation.  Engineering  Record,  v.  67,  p.  687  (June  21,  1913)  ;  The 
Suprc^me  Court's  Comments  on  Railway  Valuation.  Railway  Age  Gazette, 
V.   54,   p.   1537    (June  20,   1913). 

Editorials.      Construction   Expenses    in   the   Minnesota   Rate    Decision.      Electric 

Raihvay  journal,  v.  41,  p.  1101  (June  21,  1913)  ;  Railway  Age  Gazette,  v.  54, 
p.  1304  (June  13,  1913)  ;  The  Minnesota  Rate  Decision.  Engineering  Record, 
V.  67,  p.  679  (June  21.  1913)  ;  The  United  States  Supreme  Court  on  Prin- 
ciples' of  Railway  Valuation.  Engineering  News,  v.  69,  p.  1338  (June  26, 
1913). 
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RAILROADS — SPECIAL  CASES — ( Continued) . 
MINNESOTA  RATE  LAWS  VOID.  Trarfic  World,  v.  7,  p.  646  (April  15,  1911). 
(Statement  is  made  that  apportionment  on  the  basis  of  revenue  to  the  various 
classes  of  its  business  in  order  to  determine  the  reasonableness  of  its  rate,  is 
the  most  reaonable  and  equitable  method  of  assigning  the  value  of  a  railroad 
property  in  a  State,  used  for  transportation ;  decision  in  case  Shepard  vs. 
Northern   Pacific  et  al.,  etc..   United   States   Circuit   Court.) 

*TWENTY-THIRD    ANNUAL    REPORT    OF    THE     RAILROAD      AND     WAREHOUSE 

Commission  of  Minnesota  to  the  Governor  for  the  Year  Ending 'November  .30, 
1907,   p.   14.      St.   Paul,    1908.      (On   method   of   making  valuation;    six   pages.) 

* 24th,   1908,   p.   12.      Minneapolis,   1909.      (Contains   report   on  valuation  of  the 

railways  of  the  State.) 

Abstracts.      An   Analysis   of   the   Appraisal   of   the   Railways   of  Minnesota    with 

Comments    on    the    Same.      Engineering -C ontracting ,    v.    31,    p.  172    (March    3, 

1909)  ;  Valuation  of  Railways  in  Minnesota.  Railway  Age  Gazette,  v.  46, 
p.    225    (Jan.   29,    1909). 

* 26th,  1910,  p.  94.     Minneapolis,  1911.      (Contains  findings  and   report  on  rate 

cases  by  Charles  E.  Otis,  including  valuations  of  property  devoted  to  public 
service.) 

Abstract.      Railway  and  Engineering  Review,  v.   49,   p.   297    (March   13,   1909). 

VALUATION  OF  RAILROAD  PROPERTY  IN  MINNESOTA;  by  A.  S.  Cutler.  Year 
Book,  Engineers'  Society,  University  of  Minnesota,  v.  16,  p.  69  (1908). 
(Method  of  making  valuation  of  railroad  property  in  Minnesota;  seven  and  one- 
half  pages.) 

VALUATION  OF  RAILWAYS  IN  MINNESOTA.  Railway  Age  Gazette,  v.  44,  p.  877 
(Dec.   20,    1907).      (Describes   methods   of  making  valuation.) 

VALUATION  OF  RAILWAYS  IN  MINNESOTA.  Railway  Age  Gazette,  v.  46,  p. 
269  (Feb.  5,  1909).  (Describes  the  work  of  the  Minnesota  Railroad  Com- 
mission.) 

Editorial.     Railway  Age  Gazette,  v.  46,  p.  245   (Feb.  5,  1909). 

Nebraska. 

*FOURTH  ANNUAL  REPORT  OF  THE  NEBRASKA  STATE  RAILWAY  COMMIS- 
sion  to  the  Governor,  Year  Ending  November  30,  1911,  p.  446.  Omaha,  1911. 
(Includes  statements  of  physical  value  of  the  various  railroad  and  transporta- 
tion facilities  of  the  stock  yards  properties  within  the  State  of  Nebraska,  being 
the  initial  appraisal  of  July  1st,  1909.) 

State  Railway  Valuation :  Nebraska  Commission  Reports  Progress  on  State- 
Wide  Appraisal  of  Physical  Values.  Public  Service  Regulation,  v.  1,  p.  445 
(July,  1912). 

ORGANIZATION  FOR  AND  METHODS  AND  RESULTS  OF  PHYSICAL  VALUATION 
in  Nebraska;  by  E.  C.  Hurd.  Engineering  and  Contracting,  v.  36,  p.  694  (Dec. 
27,    1911).      (Two  pages.) 

VALUATION  OF  RAILWAY  PROPERTY — THE  NEBRASKA  METHOD.  Railway 
Age,  V.  37,  p.  1219  (June  24,  1904).  (Valuation  for  purposes  of  taxation; 
one  page.) 

New  Jersey. 

THE  APPRAISAL  OF  THE  RAILWAYS  OF  NEW  JERSEY,  AND  PROGRESS  IN 
Other  States.  Engineering  and  Contracting,  v.  35,  p.  701  (June  21,  1911). 
(One  column.) 

♦PROGRESS  REPORT  OF  THE  BOARD  TO  RE=APPRAISE  RAILROADS  AND 
Canals  in  This  State,  March  9th.  1910.  Trenton,  N.  J.  (Gives  organization, 
methods,  and  some  data  on  actual  values.) 

RAILROAD  APPRAISAL  AND  TAXATION  IN  NEW  JERSEY;  by  Charles  Hansel. 
Engineering  News,  v.  68,  p.  334  (Aug.  22,  1912).  (Defense  of  the  method  of 
appraisal  of  railroads  for  taxation   in   New  Jersey.) 

*REPORT  ON  REVALUATION  OF  RAILROADS  AND  CANALS,  NEW  JERSEY,  1911; 
by  Charles  Hansel.  Trenton,  1912.  (Treats  of  value  of  property,  including  the 
franchise,  bonds  and  stocks,  organization,  operating  cost,  real  estate,  tangible 
personal   property,    depreciation,    etc.) 

THE  VALUATION  OF  RAILROADS  IN  NEW  JERSEY;  by  Charles  Hansel.  Engineer- 
ing Record,  V.   63,   p.   594    (May  27,   1911).      (Four  pages.) 

VALUATION  OF  RAILWAYS  IN  NEW  JERSEY.  Railway  Age  Gazette,  v.  53,  p. 
243  (Aug.  9,  1912).  (Methods  adopted  by  Charles  Hansel  to  ascertain  value 
in  accordance  with  State  statute;   results  obtained  by  the  work.) 

New  York,  New  Haven  &  Hartford  R.  R. 

DEPRECIATION  FUNDS  OF  THE  NEW  YORK,  NEW  HAVEN  AND  HARTFORD 

Railroad.  (Editorial.)  Railway  Age,  v.  43,  p.  133  (Feb.  1,  1907).  (One 
paragraph.) 
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RAILROADS — SPECIAL    CASES — ( Continued) . 
THE    NEW    HAVEN    VALUATION.      Railway    Age    Gazette,    v.    50,    p.    461     (March 
10,  1911).      (Review  of  the  valuation  of  the  N.  Y.,  N.  H.  &  H.  R.  R.  properties 
just   completed   under   the- order   of  the   Massachusetts   Legislature.) 

PRICES   EMPLOYED   IN   THE   PHYSICAL  VALUATION   OF  THE  NEW   YORK,   NEW 

Haven  &  Hartford  R.  R.  Engineering  and  Contracting,  v.  37,  p.  220  (Feb.  21, 
1912).  (The  unit  prices  adopted  were  based  on  the  average  ruling  prices  of 
the  various  elements  for  the  last  few  years  and  on  prices  actually  paid  by  the 
Railway  Company;  one  column.) 

THE  PRINCIPLES  GOVERNING  A  RAILROAD  APPRAISAL  OF  AN  UNUSUAL  NA- 
ture.  Engineering  Record,  v.  65,  p.  174  (Feb.  17,  1912).  (Gives  an  outline  of 
the  views  of  George  F.  Swain  on  the  valuation  of  the  N.  Y.,  N.  H.  &  H.  R.  R.) 

RAILROAD  REVALUATION — WITH  AN  EXAMPLE.  (Editorial.)  Railway  Age 
Gazette,  v.  45,  p.  1081  (Oct.  9,  1908).  (On  the  valuation  of  the  N.  Y.,  N.  H. 
&  H.  R.  R.) 

Letter.     Scientific  Valuation  in  Wisconsin  ;  by  Dwight  C.  Morgan.     Railway  Age 

Gazette,  v.  45,  p.  1242  (Oct.  30,  1908).  (Criticism  of  editorial  of  Oct.  9, 
1908.) 

*REPORT  OF  THE   BOARD   OF   RAILROAD   COMMISSIONERS,   THE   TAX   COMMIS- 

sioner  and  the  Bank  Commissioner,  Sitting  as  a  Commission,  Relative  to  the 
Assets  and  Liabilities  of  the  New  York,  New  Haven  &  Hartford  Railroad  Com- 
pany. Wright  &  Potter  Printing  Co.,  Boston,  1911.  (Contains  extensive  re- 
ports by  George  F.  Swain  and  Stone  &  Webster  on  the  valuation  of  the  rail- 
road.) 

VALUATION  OF  THE  SOUTH  STATION,  BOSTON.  (Editorial.)  Railvmy  Age 
Gazette,  v.  48,  p.  1243  (May  20,  1910).  (On  the  revaluation  of  the  South  Sta- 
tion at  Boston,  made  by  J.  F.  Stevens,  for  the  N.  Y.,  N.  H.  &  H.  R.  R.  Co. ; 
one-half  column.) 

Northern  Pacific  Ry. 

AVERAGE   COST  OF  REPAIRING   LOCOMOTIVES   IN  AMERICA,   COMPARED   WITH 

the  Cost  on  the  Northern  Pacific,  Together  with  Comments  on  Plant  Deprecia- 
tion and  Repairs.  Engineering -Contracting,  v.  30,  p.  150  (Sept.  2,  1908). 
(Discusses   depreciation  of  locomotives.) 

FINDINGS    OF   THE    INTERSTATE    COMMERCE    COMMISSION    AS    TO    THE    COSTS 

of  Constructing  the  Northern  Pacific  and  Great  Northern  Railways,  and  Its 
Decision  in  the  Spokane  Rate  Case.  Engineering-Contracting ,  v,  31,  p.  217 
(March  24,  1909).  (Discusses  a  decision  of  the  Interstate  Commerce  Com- 
mission  regarding   rate   reduction   on  the   N.   P.   and   G.   N.    Rys.) 

ITEMIZED    COST    OF    THE    NORTHERN    PACIFIC    RAILWAY    SYSTEM    AS    ESTI- 

mated  by  Its  Chief  Engineer.  Engineering-Contracting ,  v.  29,  p.  226  (April  15, 
1908).      (Estimates  given  in  the  Spokane  rate  case.) 

*0R1GINAL   COST    AND    COST   OF    REPRODUCTION    OF   THE    NORTHERN    PACIFIC 

Railway  (1  645  Miles)  in  the  State  of  Washington.  Engineering-Contract- 
ing, v.  33,  p.  44  (Jan.  12,  1910).  (Data  as  to  the  cost  given  by  Halbert  P. 
Gillette,    before   the   Railroad    Commission.) 

See  also  Minnesota. 

Oklahojna. 

*BEF0RE    the    corporation     COMMISSION,     STATE    OF    OKLAHOMA:    In    Re 

Proposed  Order  to  Promulgate  Rates  on  Wheat,  etc..  No.  1350.  Oklahoma 
City,  1912.  (Opinion  of  George  A.  Henshaw,  Commissioner;  contains  an 
extended  discussion  of  the  proper  elements  in  valuation.) 

Oregon. 

*ANNUAL   REPORT  OF   THE   RAILROAD   COMMISSION  OF   OREGON,    1908,   p.    20; 

1909,  p.  25.  Salem,  Ore.,  1909-10.  (Speaks  briefly  of  the  methods  used  and 
describes  the   organization   of  the  force.) 

Oregon  R.  R.  &  Navigation  Co. 

^VALUATION  OF  THE  OREGON  RAILROAD  &  NAVIGATION  COMPANY.  Railway 
Age  Ga-rette,  v.  45,  p.  1357    (Nov.  13,  190S).      (Actual  figures;   one  paragraph.) 

South  Dakota. 

♦NINETEENTH  ANNUAL  REPORT  OF  THE  BOARD  OF  RAILROAD  COMMISSION- 

ers  of  the  State  of  South  Dakota  for  the  Year  Ending  June  30,  1908,  p.  24. 
Huron,  S.  Dak.,  1908.  (On  method  of  making  valuation  of  railroads;  three  and 
one-half   pages.) 

THE  PHYSICAL  VALUATION  OF  THE  RAILROADS  IN  SOUTH  DAKOTA.  Engi- 
neering Record,  v.  63,  p.  174  (Feb.  11,  1911).  (Contains  a  table  giving  ap- 
praised value  per  mile  of  all  railways  in  South  Dakota,  reproduction  value 
new,  condition  per  cent,  and  present  value.) 
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*SOUTH    DAKOTA    RAILROAD    APPRAISAL    AS    OF    JUNE    30,    1909:    REPORT    OF 

Ccirl    C.    Witt,    Engineei-,    to    the    Board    of    Railroad    Conuuissioncrs   of   the    State 

of   South    Dakota.      In    Twenty-First   Annual    Report   of   the    Board   of    Railroad 

Commissioners  of  the   State   of   South   Dakota   for  the   Fiscal   Year  ending  June 

^;      30,  1910,  p.  25.     Sioux  Falls,  S.  Dak.,  1910.      (Actual  valuation  and  general  ex- 

—      planatory  notes.) 

Southern  Pacific  Co. 

EQUIPMENT  DEPRECIATION  AND  RENEWAL;  by  William  Mahl.  Railroad  Gazette, 
V.  43,  p.  418  (Oct.  1,  1907).  (Compiled  from  data  published  in  Annual  Report 
of  the   S.    P.   Co.) 

Raihoay  Age  Gazette,  v.  48,  p.  440   (March  4,  1910). 

Editorial.     Railroad  Gazette,  v.  43,  p.  406   (Oct.  11,  1907). 

EQUIPMENT  DEPRECIATION  AND  REPLACEMENT;  by  William  Mahl.  Railway 
Age  Gazette,  v.  48,  p.  1249  (May  20,  1910).  (Statement  of  the  per  cent,  of 
cost  of  equipment  vacated  to  total  original  cost  on  the  S.  P.  Co.) 

Abstract.  Equipment  Depreciation  and  Renewal  of  Railways.  Engineering- 
Contracting,  V.  34,  p.  193    (Aug.  31,  1910). 

Texas. 

*ANNUAL  REPORT  OF  THE  RAILROAD  COMMISSION  OF  THE  STATE  OF  TEXAS 

for  the  Year  1908,  pp.  32,  457.  Austin,  Tex.,  1908.  (Gives  a  detailed  state- 
ment of  the  value  of  the  different   railroads.) 

ESTIMATING  THE  VALUE  OF  A  RAILWAY.  Engineering  News,  v.  31,  p.  308 
(April  12,  1894).  (On.  the  work  of  the  Texas  Railroad  Commission;  one 
column.) 

Editorial.     Engineering  Neios,  v.   31,  p.  302    (April  12,   1894). 
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* 3d,    p.    267.      Madison,    Wis.,    1907.       (Report    of   Prof.    William    D.    Taylor,    on 

the  "Appraisal  of  the  Physical  Properties  of  Wisconsin  Railways,  1903" ; 
twenty-six  pages.) 
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Railroads  for  the  Year  ending  June  30,   1910".) 

WISCONSIN  RAILWAY  TAXATION  BILL.  Railway  Age,  v.  35,  p.  364  (March  13, 
1903).  (Discussion  of  the  proposal  of  the  State  of  Wisconsin  to  base  taxation 
of  railroads  on  their  valuation,  and  of  the  methods  of  valuation  by  stock  and 
bond   prices   and   capitalized  net   earnings.) 

RAILROADS— UNVERIFIED  REFERENCES. 
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HEARING  ON  VALUATION  OF  CONEY  ISLAND  AND  BROOKLYN  R.  R.  Electric 
Railway  Journal,  v.  34,  pp.  377,  398,  437,  469,  878,  1108,  1148,  1188,  1263  ; 
V.  35,  pp.  104,  460  (Sept.  4,  11,  18,  25,  Oct.  16,  Nov.  27.  Dec.  4.  11,  25,  1909; 
Jan.  15,  March  12,  1910).  (Hearing  before  the  New  York  Public  Service  Com- 
mission,   First   District.) 

MAY  RESERVE  FUND  TO  RENEW  OBSOLETE  EQUIPMENT.  Electric  Traction 
Weekly,  v.  6,  p.  1473  (Dec.  31,  1910).  (Decisions  of  the  Supreme  Court  at 
Albany  that  there  may  be  a  deduction  for  obsolescence  as  distinguished  from 
depreciation  in  connection  with  the  valuation  of  special  franchise  of  the 
Brooklyn  Rapid  Transit  Co.) 

*RE  MacREYNOLDS  V.  BROOKLYN  UNION  ELEVATED  RAILROAD  COMPANY 

(Case  353).  Reports  and  Decisions  of  the  Public  Service  Commission,  First 
District  of  the  State  of  New  York,  v.  2,  p.  246.  New  York,  1912.  (Relation 
of  fares  and  the  valuation  of  Brooklyn  Union  Elevated  R.  R.  Co.) 

*RE     MONHEIMER     V.     CONEY     ISLAND     &     BROOKLYN     RAILROAD     COMPANY 

(Case  350).  Reports  and  Decisions  of  the  Public  Service  Commisison,  First 
District  of  the  State  of  New  York,  v.  1  p.  705.  New  York,  1912.  (Valuation 
of  the  Coney  Island  &  Brooklyn  R.  R.  Co.  in  relation  to  fares.) 

* A    Ten-cent    Fare    to    Coney    Island    Upheld    by    Public     Service    Commission. 

Electric  Railway  Journal,  v.  35,  p.  456  (March  12,  1912).  (Decision  of  Com- 
mission after  considering  the  testimony  as  to  the  value  of  the  Brooklyn  Rapid 
Transit   Co.) 

THEORY  OF  STREET  RAILWAY  RATE  REGULATION  AS  DEVELOPED  IN  THE 

Coney  Island  Fare  Case  ;  by  Frank  R.  Ford.  Proceedings,  American  Street  and 
Interurban  Railway  Association,  v.  29,  p.  159  (1910).  (On  valuation; 
twelve  pages.) 

Electric   Railway   Journal,    v.    36,    pp.    712,    752    (Oct.    12,    1910). 
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STREET  AND  INTERURBAN  RAILROADS — SPECIAL  CASES — (Continued). 

Buffalo,  N.    Y. 

DEPRECIATION     CHARGES     OF     THE     INTERNATIONAL     TRACTION     COMPANY. 

(Editorial.)      Electric  Railway  Review,  v.    19,   p.   472    (April   18,    1908).    (The 
definite  policy  of  the  International  Traction  Co.   of  Buffalo,   in  accounting  cur- 
rently  for   depreciation.) 
FURTHER    TESTIMONY    IN    BUFFALO    REORGANIZATION    CASE;    by   F.    A.    Sager. 

Electric  Railway  Journal,  v.  39,  p.  246  (Feb.  10,  1912).  (Reviews  methods 
followed  in  the  inventory  of  the  physical  property  of  the  International  Traction 
Co.) 

HEARING     IN     BUFFALO     ON     INTERNATIONAL     TRACTION     REORGANIZATION. 

Electric  Railway  Journal,  v.  38,  pp.  910,  991  (Oct.  21,  Nov.  4,  1911).  (An 
account  of  the  methods  used  by  B.  J.  Arnold  in  determining  the  cost  to  produce 
new  the   physical   property  of  the   International   Traction   Co.   of   Buffalo.) 

Editorial.     Values  Claimed  by  the  Buffalo  Plan.     Electric  Railway  Journal,  v. 

38,   p.   976    (Nov.    4,    1911). 

California. 

*ORDER   OF   CALIFORNIA    COMMISSION   REQUIRING   VALUATIONS   OF   ELECTRIC 

Railways.     Electric  Railway  Journal,  v.   40,  p.   1027    (Nov.   16,  1912). 

Cardiff,  Wales. 

CARDIFF  TRAMWAYS  FINANCE.  Electrical  Engineer,  v.  44,  p.  879  (Dec.  24, 
1909).    (Discusses  depreciation  of  electric   railway   at   Cardiff.) 

DEPRECIATION,  INTERESTING  REPORT  FROM  CARDIFF.  Municipal  Journal 
(London),  v.  16  p.  1083  (Dec.  20,  1907).  (Allowance  for  depreciation  con- 
sidered to  represent  fair  wear  and  tear.) 

DEPRECIATION   OF   CARDIFF   ELECTRIC  TRAMWAY   AND   LIGHTING   UNDERTAK- 

ings.  Electric  Railway  Review,  v.  19,  p.  16  (Jan.  4,  1908).  (Abstract  from 
Electrical   Engineer    (London)    giving   details    of   depreciation   of   equipment.) 

DEPRECIATION  OF  CARDIFF  PROPERTIES.  Electric  Railway  Journal,  v.  36,  p. 
409  (Sept.  10,  1910).  (Brief  report  on  the  street  railway  of  Cardiff  in  rela- 
tion  to   depreciation.) 

TRACK  DEPRECIATION  AT  CARDIFF;  by  John  Allcock.  Tramway  and  Railway 
World,  V.  27,   p.   30    (Jan.   6,   1910).      (Brief  statement.) 

Chicago,  III. 

THE  BASIS  OF  VALUATION  IN  THE  CASE  OF  MUNICIPAL  PURCHASE  OF  STREET 

Railways  ;  by  Sidney  Ossoski.  Electric  Railway  Journal,  v.  36,  p.  999  (Nov,  12, 
1910).  (Discusses  methods  of  valuation  using  street  railways  of  Chicago  and 
Cleveland  as  examples;  two  pages.) 

CHICAGO  ELEVATED  RAILWAY  VALUATION.  Electric  Railway  Journal,  v.  39, 
p.  1087  (June  22,  1912).  (Elements  entering  into  the  value  of  each  piece  of 
property  in  real  estate  valuation.) 

Abstracts.     Reports    of   Appraisal    of    the   Physical    Properties    of    the    Elevated 

Railways  of  Chicago.  Engineering  and  Contracting,  v.  37  (May  15,  1912)  ;  The 
Valuation  of  the  Elevated  Railroads  of  Chicago.  Engineering  Record,  v.  65,  p. 
552    (May  18,  1912). 

Editorial.     Engineering   Record,   v.   65,    p.    534    (May   18,    1912).     (Very   brief.) 

CHICAGO     ELEVATED     RAILWAYS,     REPORT     ON     VALUATION     OF     PHYSICAL 

Property  Including  Real  Estate  and  Rights  of  Way  of  the  South  Side  Elevated 
Railroad  Company,  Metropolitan  West  Side  Elevated  Railway  Company,  North- 
western Elevated  Railroad  Company  and  Chicago  &  Oak  Park  Elevated  Rail- 
road Company,  to  the  Local  Transportation  Committee  of  the  City  Council  of 
Chicago,  April  30,  1912,  Reprinted  May  9,  1912,  with  the  Addition  of  the 
Final  Figures  of  the  Valuation  Commission  ;  by  George  F.  Swain.    Chicago,  1912. 

CHICAGO  ELEVATED  RAILWAYS  VALUATION.  Electric  Railway  Journal,  v.  39, 
p.  919    (June  1,   1912).     (Analysis  of  right-of-way  values.) 

CHICAGO  VALUAIIONS  —  AGREEMENTS  TO  TERMS  BY  COMPANIES.  Electric 
Railway  Journal,  v.  28,  p.  1164  (Dec.  22,  1906).  (Abstract  of  the  report  of 
B.  J.  Arnold,  M.  E.  Cooley  and  A.  B.  du  Pont,  on  valuation  of  the  Chicago 
City  Ry.  Co.  and  the  Chicago  Union  Traction  Co.) 

DEPRECIATION  AND  CHICAGO  VALUATION  FIGURES.  (Editorial  Correspond- 
ence.)   Electric  Traction  Weekly,  v.  8,  p.  584  (May  18,  1912). 

DETAILED    EXHIBITS    OF    THE    TANGIBLE    PROPERTY    OF    THE    CHICAGO    CITY 

Railway  Company  as  of  June  30,  A.  D.  1906,  Accompanying  the  Valuation  Re- 
port Submitted  to  the  Committee  on  Local  Transportation  of  the  Chicago  City 
Council ;  by  Bion  J.  Arnold,  Mortimer  E.  Cooley  and  A.  B.  du  Pont.  Chicago, 
1906. 
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STREET   AND   INTERURBAN   RAILROADS— SPECIAL  CASES— (Coiitinued) . 
DETAILED   EXHIBITS  OF  THE  TANGIBLE  PROPERTY  OF  THE   STREET   RAILWAY 

System  in  the  Possession  of  and  Operated  by  the  Receivers  of  the  Chicago 
Union  Traction  Company  as  of  June  30,  A.  D.  1906,  Accompanyijig  the  Valua- 
tion Report  Submitted  to  the  Committee  on  Local  Transportation  of  the  Chicago 
City  Council  ;  by  Bion  J.  Arnold,  Mortimer  E.  Cooley  and  A.  B.  du  Pont.  Chi- 
cago, 1906. 

ELEMENTS  OF  VALUE  IN  A  STREET  RAILWAY.  Railroad  Gazette,  v.  41,  p. 
567  (Dec.  28,  1906).  (Valuation  of  the  Chicago  street  railways  by  a  commis- 
sion prior  to  their  purchase  by  the  city;  one  page.) 

ELEVATED  VALUES  IN  CHICAGO.  (Editorial.)  Electric  Railway  Journal,  v.  39, 
p.   817    (May  18,   1912). 

ESTIMATED  COST  OF  CABLE  RAILWAYS  IN  CHICAGO.  Engineering  and  Con- 
tracting, V.  37,  p.  338  (March  20,  1912).  (Cost  of  reproducing  cable  railway 
new  as  estimated  by  Bion  J.  Arnold.) 

ITEMIZED  UNIT   COSTS  OF  98  SPECIAL  OVERHEAD   LAYOUTS   FOR  A  TROLLEY 

Railway.  Engineering-Contracting,  v.  34,  p.  335  (Oct.  19,  1910).  (Inventory 
made  by  the  Traction  Valuation  Commission  of  Chicago.) 

MAINTENANCE   AND   DEPRECIATION   CHARGES   OF  THE   CHICAGO    UNION   TRAC- 

tion  Company.  Electric  Railway  Review,  v.  17,  p.  247  (Feb.  23,  1907).  (The 
policy  of  the  City  of  Chicago,  in  allowing  for  depreciation  in  street  railway 
property.) 

Editorial.    Amount  of  Maintenance  and  Depreciation  Charges.    Electric  Railway 

Review,  v.   17,   p.   244    (Feb.  23,  1907).  * 

METHODS  OF  CONDUCTING  THE  VALUATION  OF  THE  PHYSICAL  PROPERTIES 

of  the  Chicago  Consolidated  Traction  Co.,  with  Summaries  of  Costs  ;  by  Philip 
J.  Kealy.  Engineering -Contracting,  v.  34,  pp.  274,  295  (Sept.  28,  Oct.  5,  1910). 
(The  valuation  covers  only  that  portion  of  the  system  within  the  city  limits; 
describes  methods  and  costs  of  track  and  power-house  valuation  and  data  of  the 
electric  power  distribution.) 

OPERATIONS   OF   THE   COMPANIES   UNDER   THE    1907   ORDINANCES    (CHICAGO). 

Electric  Railway  Journal,  v.  40,  p.  525   (Oct.  5,   1912).     (Comparative  values  of 
street  railways  of  Chicago,  Commission's  and   Companies'  estimates.) 
RENEWALS    AS    DEFINED    BY    THE    BOARD   OF    SUPERVISING    ENGINEERS,    CHI- 

cago  Traction.  Electric  Railway  Journal,  v.  37,  p.  374  (March  4,  1911). 
(Classification   of  renewals   of  track,    equipment,   buildings   and  bridges.) 

REPORT  ON  THE  ENGINEERING   AND   OPERATING   FEATURES  OF  THE   CHICAGO 

Transportation  Problem,  Submitted  to  the  Committee  on  Local  Transportation 
of  the  Chicago  City  Council,  p.  182  ;  by  Bion  Joseph  Arnold.  Chicago,  1902. 
(Gives  unit  price  estimates,  valuation  estimates,  valuations  under  expiring 
grants,  and  cost  of  estimates;  fifty-five  pages.) 

REPORT   ON    THE    PHYSICAL    PROPERTIES    AND    INTANGIBLE    VALUES    OF   THE: 

Calumet  Electric  Street  Railway  Company  and  the  South  Chicago  City  Rail- 
way Company  as  of  February  1,  A.  D.  1908,  Submitted  to  the  Committee  on 
Local  Transportation  of  the  Chicago  City  Council ;  by  Bion  J.  Arnold.  Chicago, 
1908.  3  V.  (General  summary  of  value  of  physical  property  and  detailed 
exhibits.) 

STREET  RAILWAY  APPRAISAL  METHODS  AT  CHICAGO.  (Editorial.)  Engi- 
neering Record,  v.   62,  p.   501    (Oct.   29,   1910).      (Four  columns.) 

TWO  REPORTS   SUBMITTED  TO  COUNCIL  COMMITTEE  ON  VALUES  OF  CHICAGO 

Elevated  Railways.  Electric  Railway  Journal,  v.  39,  p.  797  (May  11,  1912). 
(Comparison  of  reports  by  George  F.  Swain  and  the  one  submitted  by  the 
Harbor   and   Subway   Commission.) 

UNIT    PRICES    USED    IN    THE    FIRST    APPRAISAL    OF    ELECTRIC    RAILWAYS    IN 

Chicago.     Engineering   and  Contracting,  v.    37,   p.   393    (April   3,    1912).      (De- 
tailed estimate  of  cost  of  street  railway  property   in   Chicago.) 
VALUATION   OF   THE    PROPERTY    OF   THE    CHICAGO    CONSOLIDATED    TRACTION 

Co.  ;  by  B.  J.  Arnold  and  George  W.  Weston.  Engineering  News,  v  64,  p.  241 
(Sept.    1,    1910).       (Short   paragraph.) 

VALUATION  OF  TWO  STREET  RAILWAY  POWER  PLANTS.  Engineering-Con- 
tracting, V.  34,  p.  280  (Sept.  28,  1910).  (Part  of  the  property  of  the  Chicago 
Consolidated  Traction  Co. ;   two  pages.) 

VALUATION  REPORTS  ON  CHICAGO  ELEVATED  ROADS.  (Editorial  Corre- 
spondence.)     Electric   Traction    Weekly,   v.    8,   p.    556    (May   11,    1912). 

VALUATIONS  OF  CHICAGO  ELEVATED  RAILWAYS.  Electric  Railway  Journal, 
V.  39,  p.  829  (May  18,  1912).  (Detail  figures  and  summaries  of  the  ex- 
planatory  statements   made    in    connection   with   the   two   valuations.) 

VALUE    OF    PROPERTY     OF    THE     CHICAGO     CONSOLIDATED     TRACTION     COM- 

pany.  Electric  Raihoay  Journal,  v.  36,  pp.  309,  374,  1111  (Aug.  20,  Sept.. 
3,  Dec.  3,  1910).     (Valuation  made  by  Bion  J.  Arnold  and  George  W.  Weston.) 
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STREET  AND  INTERURBAN  RAILROADS— SPECIAL  CASES— (Co tit inued) . 
Cleveland,  Ohio. 

ARBITRATION  OF  OPERATING  EXPENSE  CHARGES  IN  CLEVELAND.  Electric 
Railway  Journal,  v.  41,  p.  925  (May  24,  1913).  (Includes  brief  reference  to 
depreciation  of  the  railway  plant  and  maintenance,  renewal  and  depreciation 
fund.) 

DECISION  OF  ARBITRATOR  IN  CLEVELAND  CONTROVERSY.  Electric  Railway 
Journal,  v.  34,  p.  1237  (Dec.  25,  1909).  (Findings  of  Judge  Taylor  in  the 
Cleveland  Street  Railway  valuation.) 

DECISION  OF  BOARD  OF  ARBITRATION  IN  THE  CLEVELAND  CASE.  Electric 
Raihvay  Journal,  v.  41,  p.  1159  (June  28,  1913).  (Text  of  the  finding,  includ- 
ing allowance  for  maintenance,   renewal  and  depreciation.) 

Editorial.      The   Arbitrated   Result   in    Cleveland.      Electric  Railway   Journal,   v. 

41,    p.    1134    (June    28,    1913). 

DEPRECIATION    IN    CLEVELAND.       Btreet   Railway   Journal,   v.    29,    p.    743    (April 

27,    1907).       (On    depreciation   of   track   and    cars;    abstract   from   report   of   the 
Cleveland    Electric  Ry.    Co.) 

FINAL  TESTIMONY  AND  ARGUMENTS  IN  THE  CLEVELAND  CASE.  Electric 
Railway  Journal,  v.  41,  p.  1070  (June  14,  1913).  (Depreciation  in  the  value 
of  the  property  shown  by  tables  submitted  by  Henry  J.  Davies.) 

MAINTENANCE  PROVISIONS  OF  CLEVELAND  ORDINANCE;  by  H.  J.  Davies.  Elec- 
tric Railway  Journal,  v.  35,  p.  614  (April  2,  1910).  (Provisions  for  main- 
tenance of  physical  property  of  Cleveland  Ry.  Co.  determined  in  granting  new 
franchise   ordinance.) 

OPERATION  OF  THE  CLEVELAND  STREET  RAILWAY  SYSTEM  BY  A  NEW  COM- 

pany.    Electric  Raihvay  Journal,  v.  32,  p.  433   (Aug.  8,  1908).     (Provisions  for 
maintenance  and  renewal  fund  in  lease.) 

TESTIMONY  IN  CLEVELAND  VALUATION.  Electric  Railway  Journal,  v.  34,  pp. 
1024,  1068,  1159  (Nov.  13,  20,  Dec.  4,  1909).  (Opinions  on  valuation  of  the 
Cleveland  Street  Railway  given  by  Frank  R.  Ford,  Bion  J.  Arnold  and  others 
before  Judge  Taylor  of  the  United  States  Circuit  Court.) 

VALUATION  OF  THE  CLEVELAND  ELECTRIC  RAILWAY.  Electric  Railway  Re- 
view, V.  19,  p.  149  (Feb.  1,  1908).  (Values  of  physical  property,  overhead 
charges,  franchises,  etc.;  two  pages.) 

Detroit,  Mich. 

APPRAISAL  OF  THE  CITY  LINES  OF  THE  DETROIT  UNITED  RAILWAY.     Electric 

Railway  Journal,   v.    41,    p.    897    (May    17,    1913).     (Methods    and   summary    of 

valuation.) 

REPORT   AND   APPRAISAL  OF  THE   DETROIT   UNITED   RAILWAY    (CITY   LINES), 

Detroit,    Michigan,    Oct.    1,    1909  ;    by    Frederick    T.    Barcroft.      Detroit,    1910. 
(Contains  brief  data  on  method  of  making  appraisal.) 

Abstract.     The    Appraisal    Value    of    the    Electric    Street    Railways    of    Detroit, 

Mich.    Engineering -Contracting,  v.   34,  pp.  16,  35   (July  6,   13,  1910). 

Editorial.  Noteworthy  Article  on  Electric  Street  Railway  Appraisal.  Engineer- 
ing-Contracting, V.  34,  p.   1   (July  6,  1910). 

REPORT  OF  THE  COMMITTEE  OF  FIFTY.  Electric  Railway  Journal,  v.  36,  pp. 
Ill,  142  (July  16,  23,  1910).  (Abstract  of  report  of  Committee  to  investigate 
Detroit  Street  Railway  situation  ;  contains  brief  references  to  the  appraisal.) 

REPORTS  ON  VALUATION  OF  DETROIT  PROPERTY.  Electric  Railway  Journal, 
V.  34,  p.  1077  (Nov.  20,  1909).  (Brief  comparison  of  the  valuations  made  by 
F.  T.  Barcroft  and  R.  B.  Rifenberick.) 

RESULTS  OF  DETROIT  INVESTIGATION.  Electric  Railway  Journal,  v.  34,  p.  1276 
(Dec.  25,  1909).  (Concerning  reports  received  by  the  Committee  of  Fifty  on 
the  street  railway  valuation.) 

A      STATEMENT     OF     "FACTS"      CONCERNING     THE     SO-CALLED     "BARCROFT 

Appraisal"  of  the  Detroit  United  Railway  Lines  in  the  City  of  Detroit  •  by 
R.  B.  Rifenberick.    Detroit,  Mich.,  1910.    (A  criticism  of  Mr.  Barcroft's  methods.) 

THE  VALUATION  OF  THE  DETROIT  STREET  RAILWAYS.  Engineering  News, 
V.  64,  p.  212  (Aug.  25,  1910).  (An  explanation  of  the  situation  with  com- 
parison of  valuations  made  for  the  City  with  those  for  the  Company ;  two 
pages.) 

VALUATION  OF  THE  TRACK  OF  THE  DETROIT  STREET  RAILWAY  SYSTEM. 

Engineering  News,  v.  64,  p.  249  (Sept.  8,  1910).  (Explains  methods  used  in 
track  valuation,  including  estimated  value  of  twenty-one  types  of  rail  sections  ; 
one  page.) 

VALUATIONS  OF  THE  DETROIT  UNITED  RAILWAY.  Electric  Railway  Journal. 
V.  36,  pp.  258,  294  (Aug.  13,  20,  1910).  (Review  of  the  facts,  statement  of 
the  position  of  the  Company  regarding  the  Barcroft  appraisal,  brief  abstract  of 
the  Barcroft  appraisal,  and  a  statement  by  R.   B.  Rifenberick.) 
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STREET  AND  INTERURBAN  RAILROADS— SPECIAL  CASES — (Continued). 
Dill  lit  Ji,  Minn. 

DECISION  OF  WISCONSIN  COMMISSION  IN  SUPERIOR  CASES.  Electric  Railway 
Journal,  v.  40,  p.  1067  (Nov.  23,  1912).  (Data  on  valuation  of  property  of 
Duluth  Street  Ry.  Co.) 

Eastern  Ry.  &  Light  Co.     See  Fond  du  Lac,  Wis. 

Europe. 

DEPRECIATION  AS  APPLICABLE  TO  ELECTRIC  RAILWAYS;  by  Haselmann. 
Electric  Railway  Journal,  v.  28,  p.  1003  (Nov.  24,  1906).  (Abstract  of  a 
paper  read  before  the  Internationa]  Street  and  Interurban  Railway  Association 
giving  methods  of  depreciation   accounting   in   Europe  ;   three  pages.) 

DEPRECIATION  FUNDS  IN  EUROPE.  Electric  Railway  Journal,  v.  23,  p.  696  (May 
7,    1904).       (Gives   allowances   made    for   depreciation.) 

Editorial.      Depreciation,      Electric   Railway   Journal,   v.    23,    p.    760    (May    21, 

1904). 

Fond  du  Lac^  Wis. 

*EXISTING    FARES   OF   WISCONSIN    ROAD    UPHELD    BY    COMMISSION    AFTER    A 

Valuation.  Electric  Raihvay  Journal,  v.  38,  p.  193  (July  9,  1911).  (Valuation 
of  electric  railway  properties  and  division  of  valuation  between  city  and 
interurban  systems ;  decision  of  the  Railroad  Commission  of  Wisconsin  in  a 
fare   case   involving   the   Eastern   Ry.    &   Light   Co.    of   Fond    du    Lac.) 

Fonda,  Johnstown  <&  Gloversville  R.  R. 

LIFE    OF    RAILWAY    PHYSICAL    PROPERTY    F]^OM    THE    ENGINEERING    STAND- 

point;  by  P.  A.  Bagg.  Electric  Railway  Journal,  v.  38,  p.  1205  (Dec.  9,  1911). 
(Paper  read  before  Street  Railway  Association  of  State  of  New  York;  dis- 
cusses life  of  track  and  overhead  lines  and  gives  data  regarding  Fonda,  Johns- 
town  &   Gloversville   R.    R.  ;    one   page.) 

Discussion.       Electric    Railway    Journal,     v.     38,     p.     1210     (Dec.     9,     1911). 

Glasgow,   Scotland. 

DEPRECIATION.  (Editorial.)  Electrician,  v.  61,  p.  744  (Aug.  28,  1908).  (Prac- 
tice of  Glasgow  Corporation  Tramways.) 

GLASGOW  AND  DEPRECIATION.  Municipal  Journal  (London),  v.  12,  p.  795 
(Sept.  4,  1903).  (Very  brief  itemized  statement  of  allowance  for  depreciation 
by    Glasgow    Corporation    Tramways.) 

GLASGOW  TRAMWAYS.  Municipal  Journal  (London),  v.  14,  p.  896  (Aug.  11, 
1905).  (Analysis  of  accounts  of  Glasgow  Tramways,  including  allowance  for 
depreciation.) 

TREATMENT  OF  DEPRECIATION  IN  GLASGOW.  Electric  Railway  Journal,  v.  36, 
p.  362  (Sept.  3,  1910).  (Discussion  of  the  treatment  of  depreciation  in  ac- 
counts in  report  of  the  Glasgow  Corporation  Tramways.) 

VALUATION  OF  GLASGOW  TRAMWAYS.  Tramway  and  Railway  World,  v.  27, 
p.  353  (May  5,  1910).  (Decision  in  the  appeal  of  the  Glasgow  Corporation 
Tramways    against   compulsory    valuation.) 

Great  Britain. 

B.    E.    T.   DEPRECIATION.      Municipal   Journal    (London),    v.    16,    p.    449    (May    24, 

1907)  ;   V.   17,   p.   459    (June   5,   1908).      (Per  cent,   allowed   for  depreciation  by 

sixteen  British  street  railway  companies.) 

DEPRECIATION  AND  PERMANENT  RENEWAL  FUND;  by  William  R.  Bowker. 
Street  Railway  Bulletin,  v.  6.  p.  298  (May,  1907).  (On  the  amount  to  be 
allowed  for  depreciation  in  street  railroad  property,  giving  cities  of  Manchester, 
Glasgow,  Leeds,  Bolton,  and  Wolverhampton,  as  examples.) 

POLICY  OF  ENGLISH  MUNICIPAL  TRAMWAYS  RESPECTING  RENEWALS.  Elec- 
tric Railway  Journal,  v.   38,  p.   661    (Oct.  7,   1911).      (Two  pages.) 

RULES  ON  DEPRECIATION  IN  GREAT  BRITAIN.  Electric  Railway  Journal,  v.  34, 
p.  476  (Sept.  25,  1909).  (Allowances  for  depreciation  in  electric  railway  un- 
dertakings;   one  page.) 

Illinois. 

REPORT  OF  THE  ILLINOIS  TRACTION  SYSTEM.  (Editorial.)  Electric  Railway 
Journal,  v.  36,  p.  353  (Sept.  3,  1910).  (Refers  to  annual  allowance  for  de- 
preciation.) 

Kansas   City,  Mo. 

DEPRECIATION  CHARGES  IN  KANSAS  CITY.  (Editorial.)  Electric  Railway 
Journal,  v.  36,  p.  424  (Sept.  17,  1910).  (On  provision  for  depreciation  made 
by  the  Kansas  City  Ry.  &  Light  Co.  ;  one  paragraph.) 

REPORT  ON  STREET  RAILWAY  SYSTEM  OF  KANSAS  CITY.  Electric  Railway 
Journal,  v.  41,  p.  716  (April  19,  1913).  (An  investigation  of  the  valuation 
of  the  property  and  its  apportionmenf  between  the  different  municipalities.) 
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REPORT  ON  THE  VALUE  OF  THE  PROPERTIES  OF  THE  METROPOLITAN  STREET 

Railway  System  of  Kansas  City,  v.  1  :  by  Bion  J.  Arnold.  Kansas  City,  Mo., 
1913.  (Report  of  Commission  to  investigate  the  capital  value  of  the  properties, 
various  elements  of  such  value,  and  how^  it  shall  be  apportioned  between  the 
municipalities  in  a  contract  for  a  new  franchise.) 

A  STREET=RAILWAV  VALUATION.  Engineering  News,  v.  69,  p.  1053  (May  22, 
1913).  (Valuation  of  the  street  railway  lines  of  Kansas  City,  Mo.,  by  Bion  J. 
Arnold ;  values  found  and  various  elements  thereof  and  comparison  with  the 
values   computed   under   four   different  methods.) 

Kokomo,  Marion  <&   Western  Traction  Co. 

DEPRECIATION    ACCOUNT    OF    THE    KOKOMO,    MARION    &    WESTERN    TRACTION 

Company.  Electric  Railicay  Journal,  v.  38,  p.  156  (July  22,  1911).  (An  arbi- 
trary charge  of  a  certain  per  cent,  against  each  class  or  division  of  the  prop- 
erty was  adopted,  to  provide  for  current  replacements  and  future  requirements 
on  account  of  losses  due  to  age  and  wear  ;  about  the  same  percentages  as  are 
used  by  the  Wisconsin  Railroad  Commission;   one  page.) 

Lincoln,   Nebr. 

^TESTIMONY   ON   DEPRECIATION    BEFORE   NEBRASKA    COMMISSION;  by    Edward 

W.  Bemis.  Electric  Raihcay  Journal,  v.  35,  p.  441  (March  12.  1910).  (Testi- 
mony in  relation  to  the  consolidation  of  the  properties  comprising  the  Lincoln 
Traction  Co.) 

London,  England. 

LONDON  TRAMWAY  DEPRECIATION  ALLOWANCE  FOR  INCOME  TAX.  Electric 
Railway  Journal,  v.   35,   p.   274    (Feb.   12,   1910).      (Very  brief  statement.) 

Middlesex  <&  Boston  Street  Ry. 

LIABILITIES  ON  WHICH  PROPER  RETURNS  SHOULD  BE  ALLOWED.  Electric 
Railway  Journal,  v.  34,  p.  464  (Sept.  25,  1909).  (Hearing  before  Massachu- 
setts Board  of  Railroad  Commissioners  ;  discussion  of  the  basis  on  which  the 
value  of  the  property  of  the  Middlesex  &  Boston  Street  Ry.  should  be  com- 
puted.) 

Mihoaukee  Electric  Ry.  &  Light  Co. 

^DECISION  IN  THE  MILWAUKEE  FARE  CASE.  Electric  Railicay  Journal,  v.  40, 
p.  314  (Aug.  31,  1912).  (Gives  summary  of  physical  valuation,  going  value, 
treatment  of  allowance  for  depreciation,  rate  of  return,  etc.,  of  Milwaukee  Light, 
Heat  &  Traction   Co.   and  Milwaukee   Electric   Ry.   &  Light  Co.) 

DEPRECIATION  AND  RESERVE  FUNDS  IN  MILWAUKEE,  (Editorial.)  Street 
Railivay  Journal,  v.  26,  p.  441    (Sept.  23,  1905).     (Gives  actual   figures.) 

DEPRECIATION  OF  PUBLIC  UTILITIES  PROPERTIES.  Electric  Railway  Journal, 
V.  31,  p.  169  (Feb.  1,  1908).  (On  the  subject  of  depreciation  in  general,  with 
reference  to  Milwaukee  street  railways.) 

Editorial.      Depreciation.      Electric   Railway   Journal,   v.    31,    p.    104    (Jan.    25, 

1908). 

DEPRECIATION    RESERVES    OF    THE    MILWAUKEE    AND    ST.    LOUIS    RAILWAYS. 

Electric  Railway  Review,  v.  17,  p.  319  (March  9,  1907).  (Comparison  of  totals 
of  maintenance  and  depreciation  charges  for  fiscal  year  1906,  for  street  rail- 
ways  in   Milwaukee,   St.   Louis,    Chicago,    and   Glasgow.) 

A  DISCUSSION  OF  THE  MILWAUKEE  FARE  DECISION.  Electric  Railway  Journal, 
V.  41,  p.  110  (Jan.  18,  1913).  (Discusses  valuation  of  Milwaukee  street 
railway.) 

THE  ELECTRIC  RAILWAY  SYSTEM  OF  MILWAUKEE  AND   EASTERN  WISCONSIN. 

Street  Railway  Journal,  v.  15.  p.  352  (June,  1899),  (Provision  of  the  Mil- 
waukee Electric  Ry.  &   Light  Co.,   for  depreciation   and   other  reserves.) 

Editorial.      Street   Railway   Journal,    v.    15,    p.    369    (June,    1899). 

*HEARINGS    ON     MILWAUKEE     FARE     CASE     BY     WISCONSIN     RAILROAD     COM- 

mission.      Electric   Railway   Journal,   v.   32,    p.    395  ;    v.    33,    pp.    419,   464     499 
554,    640,    683,    729,    766,    955     (Aug.    1,    1908  ;    March    6,    13,    20,    27  ;    April 
3,   10,    17,   24;   May   22,    1909).      (Testimony  by  many   experts  on   the  value   of 
the    Milwaukee    Electric    Ry.    &    Light    Co.'s    property,    allowances    for    deprecia- 
tion,  etc.) 

Editorial.     Electric  Railway  Journal,  v.  33,  pp.  452,  536   (March  13,  27,  1909). 

THE  MILWAUKEE  FOUR-CENT  FARE  DECISION.  Street  Raihcay  Journal,  v.  14, 
p.  397  (July,  1898).  (Opinions  of  William  H.  Seaman,  United  States  Dis- 
trict Judge,  in  the  case  of  the  Milwaukee  Electric  Ry.  &  Light  (3o.  ;  three 
pages.) 

Editorial.      Street   Railway   Journal,   v.    14,    p.    381    (July,    1898).  . 
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VALUATION    OF    MILWAUKEE    PROPERTIES.      Electric    Railway    Journal,    v.    38, 
p.   IGO    (July  22,    1911).      (Details  of  the  values  placed   on   the  property  of  the 
Milwaukee    Electric    Ry.    &    Light    Co.    by    the    Railroad    Commission    of    Wis- 
consin;  very  brief.) 

Editorial.      Electric  Railway  Journal,  v.    38,    p.    143    (.July   22,    1911). 

Mihvaukee  Northern  Ry.   Co. 

*EDWARD  J.   CHROMASTER  VS.   MILWAUKEE  NORTHERN   RAILWAY   COMPANY; 

Submitted  May  15,  1911,  Decided  March  12,  1912.  In  Opinions  and  Decisions 
of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  8,  p.  734.  Madison, 
Wis.,  1912.  (Table  of  total  valuation  of  property  of  Milwaukee  Northern  Ry. 
Co.  and  apportionment  between  city  and  interurban.) 

Nebraska. 

*PROPOSED  DEPRECIATION  ACCOUNT  IN  NEBRASKA.  Electric  Railway  Journal, 
V.  37,  p.  919  (May  27,  1911).  (Brief  reference  to  hearing  before  the  State 
Railway  Commission  on  proposed  depreciation  account  for  electric  railways.) 

*RULE  FOR  TREATMENT  OF  DEPRECIATION  IN  NEBRASKA.  Electric  Railway 
Journal,  v.  38,  p.  990  (Nov.  4,  1911).  (Rules  adopted  by  State  Railway  Com- 
mission to  govern  charges  by  electric  railways,  for  maintenance,  additions  and 
betterments;    one-half   page.) 

New    Jersey. 

REQUEST  FOR  LOWER  FARES  DENIED  BY  NEW  JERSEY  COMMISSION.  Electric 
Railway  Journal,  v.  38,  p.  1117  (Nov.  25,  1911).  (Contains  brief  reference  to 
the  vahie  of  street  railway  property  and  allowance  for  maintenance  and  depre- 
ciation.) 

STANDARD  CLASSIFICATION  OF  STREET  RAILWAY  ACCOUNTS  IN  NEW  JERSEY. 
Electric  Railway  Review,  v.  37,  p.  273  (Feb.  11,  1911).  (The  adoption,  with 
two  slight  changes,  of  the  standards  of  the  American  Electric  Railway 
Accountants  Association   in   regard   to   depreciation.) 

New   York   City. 

ANOTHER    THIRD    AVENUE    CHAPTER.       (Editorial.)       Electric    Railway    Journal, 

V.    39,    p.    230     (Feb.    10,    1912).       (The    Commission    provides    a    plan    for    the 

retirement  of  excessive   capitalization    of  the   property;    very   brief.) 
*APPRAISAL    OF    THE   NEW    YORK    SURFACE    SYSTEMS.       (Editorial.)       Electric 

Railway  Journal,  v.   32,   p.   Ill    (June  20,   1908).      (Discussion  of  the  proposed 

appraisal  by  the  Public   Service  Commission  ;   one  page.) 

THE   APPRAISAL   OF    THE   THIRD    AVENUE    STREET    RAILROAD    SYSTEM,    NEW 

York  City.  Engineering  and  Contracting,  v.  35,  p.  666  (June  7,  1911).  (Data 
relating  to  the  appraisal  taken  from  a  pamphlet  entitled  "Opinion  Disapproving 
Plan  of  Reorganization,"  July  29,  1910.) 

AN  ARBITRARY  DEPRECIATION  REQUIREMENT.  (Editorial.)  Railway  World, 
v.  56,  p.  141  (Feb.  16,  1912).  (On  decision  of  the  New  York  Public  Service 
Commis'^ion   on   the   Third    Avenue    Ry.) 

*LIFE  OF  ELEMENTS  OF  SUBWAY  PROPERTY.  Electric  Railway  Journal,  v.  39, 
p.  575  (April  6,  1912).  (Estimates  of  E.  G.  Connette,  Transportation  Engi- 
neer,  New  York  Public  Service  Commission,   First  District.) 

METROPOLITAN  STREET  RAILWAY  REORGANIZATION.  Electric  Railway  Journal, 
V.  37,  pp.  708,  756,  798,  876,  916,  976;  v.  38,  p.  240  (April  22,  29,  May  6, 
20,  27,  June  3,  Aug.  5,  1911).  (Hearing  before  the  New  York  Public  Service 
Commission,   First  District;  testimony  in  relation  to  the  value  of  the  property.) 

^OPINIONS  OF  COMMISSION  IN  THIRD  AVENUE  CASE.  Electric  Railway  Journal, 
V.  39,  p.  237  (Feb.  10,  1912).  (Opinions  on  mortgages  and  accounting, 
amortization  of  discounts  and  depreciation  of  the  Third  Avenue  R.  R.  property.) 

PHYSICAL  APPRAISAL  OF  THIRD  AVENUE  RAILROAD.  Electric  Railway  Journal, 
V.  35,  p.  228  (Feb.  5,  1910).  (Estimate  by  Henry  Floy  of  the  value  ot  the 
Third  Avenue   R.   R.  ;   one-half  page.) 

PLAN  FOR  REORGANIZATION  OF  THIRD  AVENUE  ROAD  DISAPPROVED  BY 
Commission,  Electric  Railway  Journal,  v.  36,  p.  262  (Aug.  13,  1910).  (Con- 
tains  statement    regarding   the   value   of   the   property;    three   pages.) 

*RE  AMORTIZATION  ACCOUNTS  OF  THE  THIRD  AVENUE  RAILWAY  COMPANY 
(Case  1181).  Reports  of  Decisions  of  the  Public  Service  Commission,^  First 
District  of  the  State  of  New  York,  v.  3,  p.  51.  New  York,  1912.  (Amortization 
of   discounts    and   depreciation.) 

*RE  BOND  ISSUE  OF  NEW  YORK  &  NORTH  SHORE  TRACTION  COMPANY  (CASE 
1398).  Reports  of  Decisions  of  the  Public  Service  Commission,  First  District 
of  the  State  of  New  York,  v.  3,  p.  63.  New  York,  1912.  (Discussion  of  valu- 
ation  of   property    of   the    New    York    &   North    Shore   Traction    Co.) 
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*RE    METROPOLITAN    STREET    RAILWAY     COMPANY     REORGANIZATION     (CASE 
1305).      Reports  of   Decisions   of  tlie   Public   Service   Commission,   First   District 
of  the  State  of  New  York,  v.  3,  p.  113.     New  York,   1912.      (Estimates  of  valu- 
ation  of  property.) 

*RE  2ND  REORGANIZATION  PLAN  OF  3RD  AVE.  R.  R.  CO.  (CASE  1181).     Reports 

of  Decisions  of  the  Public  Service  Commission,  First  District  of  the  State  of 
New  York,  v.  2,  p.  390.  New  York,  1912.  (Report  on  valuation  of  the 
property  of  the  Third  Avenue  R.  R.   Co.) 

*REPORT   OF   A    COMMITTEE  OF  THE   BOARD   OF   ESTIMATE  AND   APPORTION- 

ment  and  of  the  Public  Service  Commission  for  the  First  District  with  Rela- 
tion to  Pending  Proposals  for  Rapid  Transit  Lines  (1911).  Proceedings, 
Public  Service  Commission  for  the  First  District,  State  of  New  York  v.  6, 
pp.  378,  399,  488  (June  27,  30,  July  21,  1911).  New  York,  1912.  (Esti- 
mated  value  of  proposed   New   York   Subway.) 

*THE  RETURN  ON  THE  INVESTMENT  IN  THE  SUBWAY  OF  THE  INTERBOROUGH 

Rapid  Transit  Company  of  New  York  City,  Submitted  to  the  Public  Service 
Commission  for  the  First  District  of  the  State  of  New  York,  Report  No.  7, 
Dec.  31,  1908  ;  by  Biou  J.  Arnold.  New  York,  1908.  (Analysis  of  earnings 
and  expenses,  depreciation,  etc.) 

*SECOND    CONDENSATION   OF  OPERATING   ACCOUNTS   FOR   NEW   YORK   ROADS. 

Electric  Railway  Journal,  v.  33,  p.  67  (Jan.  9,  1909).  (Classification  of  ac- 
counts made  by  New  York  Public  Service  Commission,  First  District ;  includes 
depreciation  and  treatment  of  appreciation.) 

TENTATIVE  CLASSIFICATION  OF  ACCOUNTS  PREPARED  BY  NEW  YORK  PUBLIC 

Service  Commission.  Electric  Railway  Journal,  v.  32,  p.  349  (July  25,  1908). 
(The  classification  provides  for  two  accounts  to  cover  depreciation,  one  under 
maintenance  of  way  and  structures  and  one  under  maintenance  of  equipment.) 

TREATMENT  OF  DEPRECIATION  ACCOUNTS  BY  INTERBOROUGH   RAPID  TRANSIT 

Co.    Electric  Railway  Journal,  v.   38,   p.   280    (Aug.   12,   1911).     (One  page.) 

*TREATMENT  OF  DEPRECIATION  AND  MAINTENANCE  IN  GREATER  NEW  YORK. 

Electric  Railway  Journal,  v,  39,  p.  539  (April  6,  1912).  (Table  of  rates  of 
depreciation  adopted  by  street  and  electric  railway  companies  in  accordance 
with  the  uniform  system  of  accounts  prescribed  by  the  Public  Service  Com- 
mission of  the  First  District.) 

VALUATION  OF  STREET  RAILWAY  PROPERTIES.  Electric  Railway  Journal, 
V.  33,  p.  1122  (June  19,  1909).  (Relates  more  particularly  to  the  street  rail- 
ways of  New  York  City;  two  and  one-half  pages.) 

New   York  State. 

*ACCOUNTS     PRESCRIBED     BY     NEW     YORK     PUBLIC     SERVICE     COMMISSION, 

Second  District.  Electric  Railway  Journal,  v.  32,  p.  1373  (Nov.  14,  1908). 
(Provision  is  made  for  the  treatment  of  depreciation  in  two  primary  operating 
expense  accounts.) 

BRIEF  ON  ACCOUNTING  SCHEME  SUBMITTED  TO  PUBLIC  SERVICE  COMMISSION, 

Second  District,  on  Behalf  of  New  York  State  Association.  Electric  Railway 
Review,  v.  19,  p.  591  (May  16,  1908).  (Protest  against  requiring  same- 
methods  of  accounting  for  steam  and  electric  railways  and  reasons  for  the 
protest), 

INQUIRY      BY     PUBLIC     SERVICE      COMMISSION     CONCERNING      DEPRECIATION 

Accounts.  Electric  Railway  Journal,  v.  35,  p.  793  (April  30,  1910).  (Circular 
letter  of  inquiry  issued  to  street  railroad  and  electrical  corporations,  by  the 
New  York  Public  Service  Commission,  Second  District;   very  brief.) 

*JOINT   HEARING   ON  UNIFORM   ACCOUNTS   FOR   NEW   YORK   ELECTRIC    ROADS, 

Electric  Railway  Journal,  v.  32,  p.  439  (Aug.  8,  1908).  (Statement  of  H.  J. 
Pierce,  President  of  the  International  Ry.  Co.  of  Buffalo,  on  depreciation,  and 
of  Howard  Abel,  Comptroller  of  the  Brooklyn  Rapid  Transit  System,  on  classi- 
fication  of   accounts.) 

RESOLUTIONS    OF    NEW    YORK    STATE    ASSOCIATION    CONCERNING    TENTATIVE 

Classifications.  Electric  Railway  Review,  v.  19,  p.  378  (March  28,  1908). 
(Relates  to  classification  of  the  New  York  Public  Service  Commission,  Second 
District.) 

^SECOND  CONDENSATION  OF  OPERATING  EXPENSE  ACCOUNTS  FOR  NEW  YORK 

Roads.  Electric  Railway  Journal,  v.  33,  p.  67  (Jan.  9,  1909).  (Scheme  of 
accounts  prescribed  by  New  York  Public  Service  Commission,  Second  District, 
for  street  railroads;  three  paragraphs  relating  to  depreciation.) 

*STATE  OF  NEW  YORK.  SECOND  ANNUAL  REPORT  OF  THE  PUBLIC  SERVICE 

Commission,  Second  District,  for  the  Year  Ending  Dec.  31,  1908;  v.  2,  Uni- 
form System  of  Accounts.  Albany,  1909.  (Classification  of  accounts  for 
street  railroads,  gas  and  electrical  corporations ;  general  amortization  account 
including  amount  estimated  for  wear,  tear  and  obsolescence  of  plant.) 
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STREET   AND   INTERURBAN   RAILROADS— SPECIAL  CASES— (Coyitinued) . 
^VALUATION    BY    EARNINGS;    by   Frank    W.    Stevens.      Public    Service    Regulation, 
V.    1,    p.    438    (July,    1912),      (Opinion    of    Chairman,    New    York    Public    Service 
Commission,   Second  District,  in  the  application  of  the  Westchester  Street  R.    R. 
Co.   for  authorization  to  issue  capital   stock.) 

VALUE  OF  PROPERTY  IN  NEW  YORK  REORGANIZATION  CASE.  Electric  Rail- 
way Journal,  v.  41,  p.  381  (March  1,  1913).  (Decision  of  the  New  York 
Public  Service  Commission,  Second  District,  in  the  case  in  which  the  We-t- 
chester   Street   R.    R.    asked   authority   to    issue   capital    stock.) 

Newcastle,  England. 

DEPRECIATION  AND  RESERVES,  WARNING  TO  NEWCASTLE.  Tramway  and 
RaHivay  World,  v.  20,  p.  258  (Sept.  6,  190G).  (Discussion  on  the  necessity 
of  reserve  and  renewal  funds;  statistical.) 

Niagara  Gorge  R.  R. 

TREATAIENT   OF    DEPRECIATION    ACCOUNTS    OF    NEW    YORK    PUBLIC    SERVICE 

Commission.  Electric  Railway  Journal,  v.  34,  p.  1073  (Nov.  20,  1909). 
(Rules  adopted  by  the  Niagara   Gorge  R.   R.) 

Philadelphia,  Pa. 

*PENNSYLVANIA    STATE    RAILROAD    COMMISSION    IN    THE    MATTER    OF    THE 

Complaints  Against  the  Philadelphia  Rapid  Transit  Company ;  Report  to  the 
Commission  by  Ford,  Bacon  &  Davis,  March  7,  1911.  2  v.  New  York,  1911. 
(Detailed  report,  comprising  a  series  of  tabulated  statements,  maps  and  dia- 
grams on  the  physical  valuation  of  the  property  of  the  Philadelphia  Rapid 
Transit  Co.) 

Puget  Sound  Electric  Ry. 

*FIFTH  ANNUAL   REPORT  OF  THE  RAILROAD   COMMISSIONER  OF  WASHINGTON 

to  the  Governor  Covering  the  Period  from  January  1  to  November  1,  1910,  p. 
49.  Olympia,  Wash.,  1910.  (Refers  to  valuation  of  the  Puget  Sound  Electric 
Ry.) 
VALUATION  OF  THE  PUGET  SOUND  ELECTRIC  RAILWAY;  by  Henry  L.  Gray. 
Engineering-Contracting,  v.  33,  p.  482  (May  25,  1910).  (Methods  and  details 
of  valuation  of  physical  property;   four  pages.) 

St.   Louis,  Mo. 

DEPRECIATION  FUND  IN  ST.  LOUIS.  (Editorial.)  Electric  Railway  Journal, 
V.  35,  p.  433    (March  12,   1910).      (One  paragraph.) 

LARGER  DEPRECIATION  FUND  FOR  ST.  LOUIS.  (Editorial.)  Electric  Railway 
Journal,  v.  37,  p.  247  (Feb.  11,  1907).  (Comments  on  the  policy  of  the  United 
Railways  Co.   of  St.   Louis.) 

*REPORT   TO    THE   MUNICIPAL    ASSEMBLY   ON   THE    UNITED    RAILWAYS    COM= 

pany  of  St.  Louis  by  the  St.  Louis  Public  Service  Commission  ;  by  James  E. 
Allison.  2  V.  Woodward  &  Tiernan  Printing  Co.,  St.  Louis,  1912.  (A  state- 
ment of  the  principles  which  in  the  opinion  of  the  Commission  should  be  the 
basis  of  valuation  and  details  of  physical  valuation  of  the  property  ;  Ap- 
pendix A  contains  a  discussion  by  James  E.  Allison,  "Should  Public  Service 
Properties  be  Depreciated  to  Obtain  Fair  Value  in  Rate  or  Regulation  Cases?") 

Abstracts.     Report  on  United  Railways  of  St.  Louis.     Electric  Railway  Journal, 

V.  41,  p.  248  (Feb.  8,  1913)  ;  Finding  Fair  Value.  Public  Service  Regulation, 
V*.   1,  'p.   716    (Nov.,   1912). 

'San  Francisco,  Cal. 

FINAL  REPORT  ON  SAN  FRANCISCO.  Electric  Railway  Journal,  v.  41,  p.  844 
(May  10,  1913).  (Analysis  of  value  of  street  railways  of  San  Francisco;  re- 
port by  Bion  J.   Arnold.) 

Savannah,  Ga. 

DECISION  OF  COMMISSION  UPHOLDING  RATES  OF  FARE  IN  SAVANAH,  GA. 
Electric  Railway  Journal,  v.  39,  p.  663  (April  20,  1912).  (Relates  to  value 
of  street  railway  property.) 

Sheboygan,    Wis. 

*CITY  OF  SHEBOYGAN  VS.  SHEBOYGAN  RAILWAY  AND  ELECTRIC  COMPANY; 
Submitted  Oct.  18,  1910,  Decided  Feb.  3,  1911.  In  Opinions  and  De- 
cisions of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  6,  p.  358. 
Madison,  Wis.,  1912.  (Contains  table  of  valuation  of  the  physical  property 
of  the  Sheboygan   Ry.  &  Electric  Co.) 

Spokane  &  Inland  Empire  R.  R.  System. 

APPRAISAL  OF  THE  SPOKANE  AND  INLAND  EMPIRE  ELECTRIC  RAILROAD 
■•■System;  by  Henry  L.  Gray.  Engineering  and  Contracting,  v.  36,  p.  696  (Dec. 
•;  ■:27,  1911).  (Contains  tables  of  cost  of  reproduction,  depreciation,  etc.;  deals 
J  •  with  methods  adopted  to  determine  the  correctness  of  the  allegation  concern- 
ing the  insuflBciency   of  present   rates.) 
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STREET   AND   INTERURBAN   RAILROADS — SPECIAL   CASES — (Continued). 
Sunderland,  England. 

DEPRECIATION  AT  SUNDERLAND.  Tramway  and  Railway  World,  v.  14,  p.  478 
(Nov.  12,  1903).  (Estimated  life  and  percentage  set  aside  for  depreciation 
of  equipment  and   permanent  way  of  street  railway   at   Sunderland,   England.) 

Toledo,  Ohio. 

INVENTORY  OF  PHYSICAL  RAILWAY  PROPERTY  OF  TOLEDO  COMPANY  GIVEN 
to  City.  Electric  Railway  Journal,  v.  36,  p.  990  (Nov.  12,  1910).  (Letter  from 
Ford,  Bacon  &  Davis  ;  gives  a  list  of  the  work  and  expense  items  entering  into 
the  construction  cost  which  should  be  included  in  an  appraisal;  one  page.) 

Wausau,    Wis. 

*DECISION  OF  WISCONSIN  COMMISSION:  CONSIDERS  THE  RATE  OF  RETURN. 
Electric  Railv)ay  Journal,  v.  36,  p.  404  (Sept.  10,  1910).  (Statement  in  re- 
gard to  the  valuation  of  the  Wausau  Street  R.  R.  Co.  ;  one  page.) 

Wisconsin. 

SOME  PRINCIPLES  ESTABLISHED  BY  THE  WISCONSIN  RAILROAD  COMMISSION; 
by  Edwin  S.  Mack.  Electric  Railway  Journal,  v,  37,  p.  164  (Jan.  28,  1911). 
(Includes   valuation;    one   page.) 

*SYSTEM  OF  ACCOUNTS  PRESCRIBED  BY  WISCONSIN  RAILROAD  COMMISSION. 
Electric  Railway  Journal,  v.  33,  p.  1076  (June  12,  1909).  (Includes  pro- 
vision  for  a  depreciation  fund  ;   two   pages.) 

♦WISCONSIN  CLASSIFICATION  OF  ACCOUNTS.  Electric  Railway  Journal,  v.  34, 
p.  366  (Sept.  4,  1909).  (Gives  slight  changes  from  list  published  June  12, 
1909,  with  extracts  from   introductory  letter  of  the  Commission.) 

STREET  AND  INTERURBAN  RAILROADS— UNVERIFIED 

REFERENCES. 

ACCOUNTING  OF  DEPRECIATION  BY  ELECTRIC  RAILWAYS;  by  Robert  N.  Wallis. 
Journal  of  Accountancy,  May,  1907.  (Discusses  methods  used  and  matters  to 
be  considered   in  electric   railway   accounting.) 

ALLOWANCE  FOR  MAINTENANCE  TO  COVER  DEPRECIATION.  LigM  Railway 
and  Tramicay  Journal  (London),  v.  21,  p.  29  (July  2,  1909).  (Details  of 
allowances  as  agreed  between  Council  of  Institute  of  Municipal  Treasurers  and 
Accountants  and  the  Inland  Revenue  Department  for  tramway  and  light  rail- 
ways  as  well   as  for  municipal  corporations.) 

CLASSIFICATION  OF  ELECTRIC  RAILWAY  EXPENSES;  by  Willard  Hubbard  Law- 
ton.    Journal  of  Accountancy,  v.   6,   p.    114    (June,    1908). 

COST  OF  CARRYING  A  PASSENGER;  by  C.  L.  S.  Tingley.  Street  Railway  Bulletin, 
V.   4,    p.    793    (Nov.    15,    1905).     (Abstract.) 

DEPRECIATION  AND  RENEWAL  FUNDS  IN  RELATION  TO  TRAMWAYS  UNDER= 
takings;  by  G.  W.  Holford.  Light  Railway  and  Tramioay  Journal  (London), 
V.  15,  p.  294  (Oct.  5,  1906).  (Abstract  of  paper  read  before  the  Municipal 
Tramways  Association ;  contains  table  showing  provision  made  for  depre- 
ciation by  street  railways   in   sixty  English  cities.) 

DEPRECIATION  OF  TRAMWAYS  AND  LIGHT  RAILWAYS.  Light  Railway  and 
Tramvmy  Journal   (London),  v.  21,  p.  80   (Aug.  6,   1909). 

DEPRECIATION   PROBLEM  OF  ELECTRIC  STREET  RAILWAYS;  by  W.   B.  Jackson. 

Public  Service,  Sept.,    1911,   p.    71. 

LIFE  OF  DIFFERENT  PARTS  OF   CAR   EQUIPMENT,   BEFORE  AND   AFTER   USING 

Recording  Wattmeters  on   Cars  at   Cape  Town.      Journal,  Tramways   and   Light 
Railway   Association,    Sept.,   1911,   p.   241. 

MANAGEMENT  OF   ELECTRIC  TRAMWAYS;  by  Bowker. 

PHYSICAL    VALUE   SCHEDULES   OF   THE   CLEVELAND    ELECTRIC    RAILWAY    CO. 

as  of  January  1,   1908. 

REPORT   OF   THE   STREET   RAILWAY    COMMISSION   TO    THE   DETROIT    COMMON 

Council    on    the   Valuation    of   the    Street    Railways    of    Detroit.     Journal    of   the 
Common  Council,  City  of  Detroit,  1899,  p.   346. 

REPORTING    A    STREET    RAILWAY    EXAMINATION    (FROM   THE   CLIENT'S    POINT 

of   View)  ;   by   W.    B.    Brockway.     Journal   of  Accountancy,   v.   4,    p.    16    (May, 
1907). 

STREET   RAILWAY   COSTS;  by  M.   E.   Cooley.     PuUic  Service,  v.   6,   p.   117    (April, 

1909). 

STREET  RAILWAY  FARES  IN  LARGE  CITIES;  by  Howard  S.  Knowlton.  Review 
of   Reviews,   v.    32,    p.    80    (July     1905). 

STREET  RAILWAY  SETTLEMENT  IN  CLEVELAND;  by  E.  W.  Bemis.  Quarterly 
Journal  of  Economics.  Aug.,   1908.     (Thirty-three   pages.) 
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STREET  AND  INTERURBAN  RAILROADS-UNVERIFIED  REFERENCES-(Cow/m7^.d) 

TRAMWAY   BOOKKEEPING    ACCOUNTS;   by   D.   McGall. 

VALUATION  OF  CLEVELAND  RAILWAY  CO.:  LETTER  OF  DEC.   17,   1909,  TO  CITY 

Council  of  Cleveland,  Ohio,  by  R.  W.  Taylor,  as  Arbitrator  Between  City  and 
Railways.      (Copy    in    files,    American    Electric    Railway    Association.) 

VALUATION   OF    PROPERTY    OF    RAILROADS    IN   THE    DISTRICT    OF    COLUMBIA. 

62d  Cong.,  2d  Sess.  Senate  Doc.  No.  335.  (Letter  in  rtspon.se  to  Senate 
resolution  of  Feb.  14th,  1912.) 

TELEGRAPH  AND  TELEPHONE. 

AN  ANALYSIS  OF  COST  OF  TELEPHONE  SERVICE.  Electrical  World,  v.  55, 
p.    1243    (May   19,    1910).     (One   page.) 

DEPRECIATION    AND    REPLACEMENT    OF    GROWING    TELEPHONE    PLANTS;    by 

Burke  Smith.  Journal,  Western  Society  of  Engineers,  v.  17,  p.  779  (Oct., 
1912).     (Discusses   renewal,,   life   and   depreciation   of   plant.) 

Abstract.     Depreciation    and    Replacement    of    Telephone    Equipment.     Electrical 

Revieio  and  Western  Electrician,  v.   60,  p.   790   (April   27,   1912).     (Very  brief.) 

THE  DEPRECIATION  OF  UNDERGROUND  CABLES;  by  F.  Fernie.  Electrical 
Review  (London),  v.  60,  p.  577  (April  5,  1907).  (Method  of  computing 
depreciation   of  cables.) 

DEPRECIATION  OF  UNDERGROUND  CONDUITS,  CABLES  AND  WIRES.  Electric 
Raihvay  Journal,  v.  33,  p.  881  (May  8,  1909).  (Classification  of  property  of 
tlie  American  Telephone  &  Telegraph  Co.  ;  very  brief.) 

DETERMINATION  OF  TELEPHONE  RATES  FOR  LARGE  EXCHANGES;  by  William 
H.  Crumb.  Journal,  Western  Society  of  Engineers,  v.  12,  p.  781  (Dec,  1907). 
(On  depreciation,  with  a  table  giving  per  cent,  to  be  allowed  to  depreciation 
account;   one-half   page.) 

PLANT=INVENTORY  AND  VALUATION.  Electrical  World,  v.  55,  p.  295  (Feb.  3, 
1910).  (Abstract  of  paper  by  W.  R.  McGovern  before  the  Wisconsin  Electrical 
Association  covering  in  a  general  way  methods  of  taking  inventories  of  tele- 
phone-exchange plants   in   Wisconsin. 

Abstract    and    Discussion.     Electric  Railway   Journal,    v.    35,    p.    184    (Jan.    29, 

1910). 

TELEPHONE  CONSTRUCTION  METHODS  AND  COST.  Chicago,  1908.  (Contains 
cost  data  from  the  actual   records   of  various  telephone  companies.) 

*UNIFORM  SYSTEM  OF  ACCOUNTS  FOR  TELEPHONE  COMPANIES  AS  PRE- 

scribed  by  the  Interstate  Commerce  Commission,  pp.  16,  34,  53,  66,  71,  77. 
Washington,    1912.     (Refers  to  treatment  of  depreciation.) 

TELEGRAPH  AND  TELEPHONE— SPECIAL  CASES. 

Augusta,  Wis. 

*IN    RE    APPLICATION    OF   J.    L.    BALL    FOR    AUTHORITY    TO    INCREASE    TELE- 

phone  Rates;  Submitted  Sept.  10,  1907,  Decided  Nov.  25,  1907.  In  Opinions 
and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  2, 
p.    105.      Madison,    Wis.,    1909.       (Brief    reference    to    physical    valuation.) 

Boston,   Mass. 

REPORT    TO    THE    MASSACHUSETTS    HIGHWAY    COMMISSION    ON    TELEPHONE 

^'         Rates   for   Boston    and    Suburban    District;    by   D.    C.    and   William   B.    Jackson. 
^•'         Boston,    1910.       (Diagrams,    tables    and    maps;    sixty-six    pages.) 

Chicago.  III. 

THE  APPRAISAL  OF  THE  CHICAGO  TELEPHONE  CO.  AND  A  COMPARISON  WITH 

''  the  Results  of  Three  Similar  Appraisals.  (Editorial.)  Engineering  and  Con- 
tracting,  V.    36,   p.   269    (Sept.    13,    1911).      (One   column.) 

APPRAISAL  OF  THE  CHICAGO  TELEPHONE  COMPANY  AND  DETERMINATION 
of  Fair  Rates  of  Charge  ;  by  William  J.  Hagenah.  Engineering-Contract- 
inq.  V.  36,  pp.  289,  445,  473  (Sept.  13,  Oct.  25.  Nov.  1,  1911).  (Method  of 
arriving   at  plant  value,   appraised  value   and   income   and   operating   expenses.) 

REPORT  ON  THE  TELEPHONE  SITUATION  IN  THE  CITY  OF  CHICAGO  IN  RESPECT 
to  Service,  Rates,  Regulation  of  Rates,  etc..  Submitted  to  the  Committee  on 
Gas,  Oil  and  Electric  Light  of  the  City  Council  of  the  City  of  Chicago ;  by  a 
Special  Committee,  composed  of  Dugald  C.  Jackson,  William  H.  Crum,  and 
George  W.  Wilder,  April,  1907.  Chicago,  1907.  (The  Committee  states  that 
it  has  endeavored  to  obtain  data  from  Bell  Telephone  Companies  of  New 
York  and  elsewhere,  but  rates  seem  to  have  been  dictated  by  estimates  based 
on  experience  or  the  requirements  of  business  expediency.) 
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TELEGRAPH   AND   TELEPHONE— SPECIAL   CASES— (Continued) . 

Clinton  Telephone  Co. 

*B.  B.  TIGHE  ET  AL.  VS.  CLINTON  TELEPHONE  COMPANY;  Submitted  Oct.  10. 
1908,  Decided  Dec.  2,  1908.  In  Opinions  and  Decisions  of  the  Railroad  Com- 
mission of  the  State  of  Wisconsin,  v.  3,  p.  117.  Madison,  Wis.,  1910. 
(Refers    to    tentative    valuation    of    physical    property.) 

Massachusetts. 

SIXTEENTH  ANNUAL  REPORT  OF  THE  MASSACHUSETTS  HIGHWAY  COMMIS- 
sion,  for  the  Fiscal  Year  ending  Nov.  30,  1908,  p.  158.  Boston,  1909. 
(Contains  report  by  Dugald  C.  Jackson  on  the  advisability  of  making  an  ap- 
praisal of  the  New   England   Telephone   &  Telegraph   Co.) 

■ 17th,    p.    211,      Boston,    1910.       (Contains    a   summary    report   of   the    results   of 

the  inventory  and  appraisal  of  the  New  England  Telephone  &  Telegraph  Co., 
by  D.  C.  and  W.  B.  Jackson.) 

TELEPHONE  REPORT  TO  MASSACHUSETTS  HIGHWAY  COMMISSION.  Electrical 
World,  V.  55,  p.  984  (April  21,  1910).  (Brief  reference  to  report  on  the  New 
England  Telephone  &  Telegraph  Co.,  by  D.  C.  and  W.  B.  Jackson  ;  states  that 
this  report  on  trafflc  and  operating  conditions,  together  with  the  appraisal 
which  appeared  previously,  is  the  most  detailed  analysis  ever  made  of  tele- 
phone rates  in  an  urban  area  of  such  scope.) 

Michigan. 

THE   VALUATION    AND    TAXATION   OF    TELEPHONE    COMPANIES    IN    MICHIGAN; 

by  W.  J.  Rice.  Electrical  World,  v.  37,  p.  196  (Feb.  2,  1901).  (Two  and  one- 
half   pages.) 

Portage,   Wis. 

*IN  RE  APPLICATION  OF  THE   PORTAGE  TELEPHONE  COMPANY  FOR  AUTHOR- 

ity  to  Increase  Rates;  Submitted  May  19,  1908,  Decided  Aug.  27,  1908.  In 
Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wisconsin, 
V.   2,   p.   692.      Madison,  Wis.,   1909.      (Contains  brief  data   on   valuation.) 

Seattle,   Wash. 

APPRAISAL  OF  THE  PACIFIC  TELEPHONE  AND  TELEGRAPH  COMPANY  OP 

Seattle;  by  Henry  L.  Gray.  Engineering  and  Contracting,  v.  36,  p.  332  (Sept. 
27,  1911).  (Gives  detailed  estimate  of  cost  of  reproducing  the  plant;  five 
pages.) 

APPRAISAL    OF    THE    SEATTLE    TELEPHONE    COMPANIES    BY    THE    RAILROAD 

Commission  of  Washington  ;  by  Henry  L.  Gray.  Engineering  and  Contracting, 
v.  35,  p.  520  (May  3,  1911).  (Describes  the  work  and  explains  the  causes 
which  led  to  the  appraisal.) 

STUDY  OF  THE  TELEPHONE  SITUATION  IN  SEATTLE,  WASH.:  REPORT;  by  C.  H. 

Judson  and  F.  B.  Hall.  Engineering  News,  v.  65,  p.  652  (June  1,  1911). 
(On  depreciation  and  valuation;   one  column.) 

Wisconsi7i   Telephone  Co. 

*E.  E.  PAYNE  ET  AL.  VS.  WISCONSIN  TELEPHONE  COMPANY;  Decided  Aug. 
3,  1909.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State 
of  Wisconsin,  v.  4,  p.  1.  Madison,  Wis.,  1910.  (Intangible  values  embracing 
franchise,   good  will   and  going  value  are  briefly  discussed.) 

TELEGRAPH  AND  TELEPHONE— UNVERIFIED  REFERENCES. 

DEPRECIATION    AND    REPLACEMENT    OF    GROWING    TELEPHONE    PLANTS;    by 

Burke  Smith.    Telephony,  April  27,   1912,   p.   1062. 

NATIONAL     TELEPHONE     CO.,     LIMITED,     VS.     HIS     MAJESTY'S     POSTMASTER- 

General.      Great    Britain    Railway    and     Canal     Commission    Court.      Judgment, 
Jan.   13,   1913,   pp.   4209-39. 
REPORT    OF    THE    INVESTIGATION    OF    THE    CHICAGO    TELEPHONE    COMPANY, 

1911  ;   by  William  J.   Hagenah. 

REPORT  OF  UNFAIR  TELEPHONE  RATES  IN  MINNEAPOLIS,  TAKES  UP  ALLOW- 

ance   for   Depreciation  ;    by    Gordon    Steele    &   Co.     Public   Service,    v.    5,    p.    106 
(Oct.,  1908). 
TELEPHONE    VALUATION,    OKLAHOMA.      Pioneer    Telephone    &    Telegraph    Co.    vs. 
E.   S.  Westenhaver  et  al.   and   State   of  Oklahoma.      Oklahoma   Supreme   Court, 
1910.    p.    1256. 

WATER  POWER— GENERAL. 

AN     ANALYSIS     OF     THE     "COMMERCIAL"     VALUE     OF     WATER-POWER     PER 

Horse-power  per   Annum  ;    by   A.    F.    Nagle.     Transactions,   American    Society   of 
Mechanical  Engineers,  v.  24,  p.  286    (1903).     (With  discussion.) 
Abstract.    Engineering  News,  v.   49,  p.  83    (Jan.  22,   1903). 
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WATER  POWER— GENERAL— (Co?(«inwerf). 
THE  APPRAISAL  OF  WATER  POWER  RIGHTS;  by  Hulbert  P.  Gillette.  Engineer- 
ing ami  Contracting,  v.  38,  p.  G24  (Dec.  4,  1912).  (Discusses  seven  methods 
of  appraisal  :  tlie  steam  comparison  method  ;  the  capitalized  profit  method  ;  the 
alternative  use  method  ;  the  next  available  water  power  method  ;  the  public 
utility  factor  method;  the  market  value  method;  and  capitalized  rental  method.) 

COMMENTS  ON  DEVELOPMENT  AND  OPERATION  OF  HVDRO=ELECTRIC  PLANTS; 

by  Henry  L.  Doherty.  Proceedings,  American  institute  of  Electrical  Engineers, 
V.  28,  Ft.  2,  p.  1362  (1909).  (treat  of  value  of  water-power  securities,  cost 
of  power  and  depreciation.) 

Abstract.     Cost    and    Depreciation    of    Steam    and    Hydro-Electric    Installations. 

Electrical   World,  v.   54,  p.   1558    (Dec.   30,   1909). 

COMPARATIVE  COST  OF  STEAM  AND  WATER  POWER;  by  Charles  H.  Manning. 
Transactions,  American  Society  of  Mechanical  Engineers,  v.  10,  p.  499  (1889). 
(On  the  value  of  water  power.) 

THE  COMPARATIVE  VALUES  OF  WATER=POWER  AND  STEAM  POWER;  by  A.   C. 

Dunham.  Electrical  World,  v.  59,  p.  38  (Jan.  6,  ]912).  (Advantages  and 
disadvantages  of  hydro-electric  stations  for  central-station  service  compared 
with   steam-driven   stations,  financial   considerations  involved.) 

Abstract.      The    Value    of    Water    Power.      Engineering    Record,    v.    65,    p.    181 

(Feb.  17,  1912). 

COMPUTATION    OF    THE    VALUE    OF    WATER    POWERS    AND     THE    DAMAGES 

Caused  by  the  Diversion  of  Water  Used  for  Power;  by  Charles  T.  Main.  Jour- 
rial.  New  England  Water  Works  Association,  v.  21,  p.  214  (Sept.,  1907).  (Con- 
tains a  table  of  estimated  costs  per  horse-power  of  water-power  plants.) 

Abstracts.     Engineering-Contracting ,  v.   29,   p.   78    (Jan.   29,   1908)  ;  Journal  of 

Electricity,  Poiver  and  Gas,  v.   22,   p.   20    (June   30,    1909). 

COMPUTATION    OF    THE    VALUES    OF    WATER    POWERS    AND    THE    DAMAGES 

Caused  by  the  Diversion  of  Water  Used  for  Power  ;  by  Charles  T.  Main.  Trans- 
actions, American  Society  of  Mechanical  Engineers,  v.  26,  p.  68  (1905).  (Gives 
definitions  of  value  and  damage  and  method  of  determining  value.) 

COST  OF  GENERATING  ELECTRIC  POWER;  by  F.  A.  Griffin.  Street  Railway 
Journal,  v.  26,  p.  1142  (Dec.  30,  1905).  (Gives  diagram  of  maintenance  of 
generating  station  and  states  that  the  cost  of  generating  power  by  water  can 
be  found  from  the  diagram  by  eliminating  the  cost  of  coal.) 

COST  OF  STEAM  AND  WATER  POWER;  by  Charles  T.  Main.  Transactions, 
American  Society  of  Mechanical  Engineers,  v.  11,  p.  108  (1889).  (On  value 
of  water  power.) 

THE  COST  OF  STEAM  POWER;  by  Charles  E.  Emery.  Transactions,  American 
Society  of  Civil  Engineers,  v.  12,  p.  425  (Paper  266.  Nov.,  1883).  (In  a 
suit  respecting  the  loss  of  power  by  the  diversion  of  water,  damages  were 
claimed  by  mill  owners  based  on  the  cost  of  purchasing,  operating  and  main- 
taining at  each  mill  a  small   engine  and  a   complete   independent  steam  plant.) 

DAMAGES   CAUSED    BY   THE   DIVERSION  OF   WATER=POWER;   by    Clemens   Hers- 

chel.  Journal,  New  England  Water  Works  Association,  v.  21,  p.  241  (Sept., 
1907).     (On  methods  of  estimating  market  value  of  water  power.) 

ELECTRIC  POWER  TRANSMISSION;  by  Frederick  Darlington.  Transactions, 
American  Institute  of  Electrical  Engineers,  v.  25,  p.  181  (1906).  (Cost  of 
developing  and  maintaining  hydro-electric  power  utilized  in  mill  work,  in 
comparison  with  steam  power.) 

ELECTRIC  TRANSMISSION  OF  WATER=POWER,  p.  1  ;  by  Alton  D.  Adams.  Mc- 
Graw  Publishing  Co.,  New  York,  1906.  (On  water-power  and  its  utility  in 
electrical   supply,   relates  to  the  cost  of  water  power  ;   two  chapters.) 

EVALUATION  OF  WATER  RIGHTS;  by  Arthur  Halsted.  Engineering  Record,  v. 
61,   p.   245    (Feb.   26,   1910).      (On   methods  of  valuation;   two  pages.) 

HYDRAULIC   DEVELOPMENTS    AS    RELATED    TO    ELECTRIC    INSTALLATIONS;    by 

William  B.  Jackson.  Journal,  Western  Society  of  Engineers,  v.  8,  p.  312 
(June,  1903).  (Contains  a  discussion  by  T.  T.  Johnson  on  the  economic  side 
of    a   water-driven    electric   plant.) 

HYDRO=ELECTRIC   POWER  VERSUS  STEAM   FOR   INDUSTRIAL  PURPOSES;   by   H. 

von  Schon.  Engineering  Magazine,  v.  33,  pp.  34,  184,  353  (April,  May,  June, 
1907).  (A  comparison  of  costs  of  hydro-electric  and  steam  power  in  de- 
veloped   and    undeveloped    plants.) 

A   METHOD   OF   ESTIMATING    THE   LOSS  OF   WATER    POWER   IN   A    STREAM    BY 

Taking  Water  Therefrom  for  a  City  Supply  ;  by  L.  M.  Hastings.     Journal,  New 
England   Water  Works  Association,  v.   7,   p.   187    (June,   1893).      (Discussion  on 
the   value   of   the   water   power.) 
Abstract.      Engineering  Record,  v.    27,   p.   296    (March   11,    1893). 
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WATER    POWER — GENERAL —  ( Con  tin  iied). 
NOTES  ON   DESIGN  OF   HYDRO=ELECTRIC   POWER  STATIONS,   WITH   REFERENCE 

to  the  Influence  of  Load-Factor  :  by  David  B.  Rushmore.  Transactions,  Ameri- 
can Institute  of  Electrical  Engineers,  v.  25,  p.  145  (1906).  (The  discussion 
of  costs   is  confined  to   general  principles;   definite   values  are  not  given.) 

ON  THE  VALUE  OF  A  HORSE=POWER;  bv  George  I.  Rockwood.  Transactions, 
American  Society  of  Mechanical  Engineers,  v.  21,  p.  590  (1900).  (On  the 
dispute  betvi^een  the  city  officials  of  Worcester  and  the  mill  owners  on  the 
loss   of  power  by   the  diversion   of  water  for  the  Worcester  Reservoirs.) 

THE  RELATION  OF  LOAD=FACTOR  TO  THE  EVALUATION  OF  HVDRO=ELECTRIC 

Plants ;  by  S.  B.  Storer.  Transactions.  American  Institute  of  Electrical  En- 
gineers, v.  25,  p.  139  (1906).  (Contains  diagrams  giving  comparative  cost 
of  steam   and   hydro-electric   plants.) 

RELATION  OF  STEAM  TO  WATER  POWER;  by  James  G.  Hill.  Transactions.  New 
England  Cotton  Manufacturers'  Association,  v.  65,  p.  333  (1898).  (Contains  a 
table  giving  yearly  cost  of  1   h.p.   of  water.) 

THE  SALE  AND  MEASUREMENT  OF  ELECTRIC  POWER;  by  S.  B.  Storer.  Street 
Railway  Journal,  v.  27,  p.  1018  (June  30,  1906).  (Contains  diagrams  giving 
methods  of  plotting  costs  and  prices  per  horse-power  per  year  of  steam  or 
hydro-electric  power.) 

STORAGE  AND  PONDAGE  OF  WATER;  by  Joseph  P.  Frizell.  Transactions,  Ameri- 
can Society  of  Civil  Engineers,  v.  31,  pp.  29,  552  (Papers  688  and  709.  Jan.,' 
May,   1894).      (On  the  valuation  of  water  power.) 

VALUATION  OF  MANUFACTURING  PROPERTY  FOR  TAXATION;  by  Charles  T. 
Main.  Transactions,  New  England  Cotton  Manufacturers  Association,  v.  67, 
p.  108  (1899).  (Contains  data  on  the  method  of  determining  the  value  of 
water  power.) 

THE    VALUATION    OF    WATER    POWER    AND    THE     ESTIMATION    OF    STREAM 

Diversion  Damages  :  by  Robert  E.  Horton.  Proceedings,  American  Water 
Works  Association,   v.   29,  p.    1    (1909).      (Twenty-five  pages.) 

THE    VALUE    AND    DESIGN   OF    WATER    POWER    PLANTS    AS    INFLUENCED    BV 

Load-Factor  ;  by  Frederick  A.  C.  Perrine.  Journal,  Franklin  Institute,  v.  162, 
p.   269    (Oct.,    1906). 

THE  VALUE  OF  A  WATER  POWER;  by  Charles  T.  Main.  Transactions,  American 
Society  of  Mechanical  Engineers,  v.  13,  p.  140  (1891).  (On  method  of  es- 
timating, the  value  of  water  power  with  relation  to  condemnation  proceed- 
ings.) 

THE  VALUE  OF  WATER;  by  Alton  D.  Adams.  Municipal  Engineer,  v.  37,  p.  77 
(Aug.,  1909).  (Decision  of  the  Massachusetts  Court  as  to  the  general  rule 
of  compensation  where  water  is  taken  under  legislative  authority  for  public 
use.) 

Editorial.     Value  of  Water  and  Water  Power.     Municipal  Engineering,  v.   37, 

p.   102    (Aug.,  1909). 

THE  VALUE  OF  WATER  POWER.  (Editorial.)  Engineering  Record,  v.  33,  p. 
597  (May  9,  1896).  (Dealing  with  the  general  and  special  conditions  and 
circumstances  that  should  be  considered  in  the  condemnation  of  water  sup- 
plies  for  municipal   purposes  ;   two  columns.) 

WATER  POWER.  In  Geological  Survey  of  New  Jersey,  Final  Report,  v.  3,  Henry 
B.  Kummel,  State  Geologist.  Trenton,  N.  J.,  1894.  (Data  on  the  cost  of 
water  power.) 

WATER  RIGHTS;  by  Richard  A.  Hale.  Journal,  New  England  Water  Works  Asso- 
ciation, V.  21,  p.  248  (Sept.,  1907).  (The  discussion  of  this  paper  relates  to 
the  valuation   of  water  power.) 

WATER  POWER— SPECIAL  CASES. 

Beloit,  Wis. 

*CITY  OF  BELOIT  VS.  BELOIT  WATER,  GAS  AND  ELECTRIC  COMPANY;  Decided 

.Tuly  19,   1911.      In   Opinions  and   Decisions  of  the  Railroad  Commission  of  the 

State   of   Wisconsin,   v.    7,    p.    246.      Madison,   Wis.,    1912.      (Gives   estimates   of 

value  of  the  water  power.) 
*VALUATION   OF   WATER    POWER.     Engineering   Record,    v.    61,    p.    153     (Feb.    5, 

1910).      (Case   of  the   Beloit   Water,    Gas   &   Electric    Co.   before   the  Wisconsin 

Railroad  Commission  ;   abstracts  of  testimony.) 

Boston,  Mass. 

BOSTON  BELTING  COMPANY  VS.  CITY  OF  BOSTON.  Boston,  1899.  (Suit  re- 
lates to  the  diversion  of  water  from  Stony  Brook  and  the  value  of  the  water 
power;    fifty-nine  parts.) 
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WATER    POWER — SPECIAL    CASES — {Contimicd). 
Bronx  River. 

calculations  of  the  mean  horse-power  of  a  variable  stream  and 

the  Cost  of  Replacing  the   Power  Lost  by   a  Partial   Diversion  of  the  Flow  ;   by 

William    H'.    Grant.         Transactions,    American    Society    of    Civil    Engineers,    v. 

22,    p.   389    (Paper   440.      June,    1890).      (In    regard   to   the   claims   of   property 

owners  for  diversion  of  part  of  the  waters  of  the  Bronx  River.) 
Connecticut  River  Transmission  Co. 
HEARING    ON     CONNECTICUT    RIVER    TRANSMISSION     COMPANY'S     FRANCHISE. 

Electrical  World,  v.  53,  p.  486    (Feb.  25,   1909).      (Brief  data  on  the  estimated 

value  of  the  plant.) 
Everett    (Mash.)    Ry.,  Light  <&  Power  Co. 
*THE    APPRAISAL    OF    WATER    RIGHTS.      Engineering    and    Contracting,    v.    37, 

p.   429    (April   17,   1912),      (Report  made  by  Halbert  P.  Gillette  to  the  Everett 

Ry.,   Light  &  Water  Co.   as  part  of  the  Company's  exhibits   in   a  recent  hearing 

before  the   Wasniugton   Public   Service   Commission.) 
Holyoke,  Mass. 
HOLVOKE  WATER  POWER  CO.  VS.  CITY  OF  HOLYOKE.      20  v.      George   H.   Ellis, 

Boston,    1899.       (Suit   in    regard   to   the   value   of   the   water   power.) 
Illinois. 
REPORT    ON    THE    WATER    POWER    OF    THE    ROCK    RIVER    AT    STERLING    AND 

Rock  Falls,    Illinois,   and   the  Probable  Effect  on  the   Power  of   the   Diversion   of 

Water    for    Feeding    the    Illinois    and    Mississippi    Canal  ;    by    Daniel    W.    Mead. 

The   Author,    Chicago,    1904.       (Gives   the   value    of    water    power    destroyed    by 

diversion   of   water.) 

Kaukaunia,   Wis. 

*1N  RE  DETERMINING  AND   FIXING  THE  JUST   COMPENSATION   TO  BE   PAID  TO 

the  Kaukauma  Gas,  Electric  Light  &  Power  Company  by  the  City  of  Kau- 
kauma,  for  the  Property  of  Said  Company  Actually  Used  and  Useful  for  the 
Convenience  of  the  Public  ;  Submitted  Feb.  6,  1911,  Decided  Dec.  26,  1911. 
In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wis- 
consin, V.  8,  p.  417.  Madison,  Wis.,  1912.  (On  the  value  of  a  water-power 
lease.) 

Kennebec   River. 

WATER-POWER  OF  CARATUNK  FALLS,  KENNEBEC  RIVER,  MAINE;  by  Samuel 
McElroy.  Transactions,  American  Society  of  Mechanical  Engineers,  v.  17, 
p.   58    (1895-96).    (On   the  relative  cost  of   steam   and  water  power.) 

Abstract.     Engineering  Nexos,  v.  34,   p.  422    (Dec.  26,   1895). 

Nashua  River  Paper  Co. 

NASHUA  RIVER  PAPER  COMPANY  VS.  COMMONWEALTH  OF  MASSACHUSETTS. 
4  v.  Wright  &  Potter  Printing  Co.,  Boston,  1901.  (On  damages  to  be 
awarded  for  drawing  off  the  water  flowing  by  the  plaintiff's   mills.) 

Newton,  N.  J. 

AN    IMPORTANT    DECISION    UPON    A    MILL    OWNER'S    SUIT    TO    COLLECT    DAM-' 

ages  for  the  Diversion  of  Water.  (Letter)  ;  by  Louis  L.  Tribus.  Engineering 
News,  V.  43,  p.  228  (April  5,  1900).  (Gives  text  of  decision  in  the  case  at 
Newton,   N.  J.) 

NOTES   ON   NEWTON,   N.   J.,    WATER   WORKS    CONSTRUCTION   AND    LITIGATION; 

by  Louis  L.  Tribus.  Journal,  New  England  Water  Works  Association,  v.  23,  p. 
145  (June,  1909).  (Decision  of  Court  as  to  valuation  of  water  power  di- 
verted  for   Newton,    N.   J.,    Water- Works.) 

Niagara  Falls. 

COURT  OF  APPEALS:  THE  PEOPLE  OF  THE  STATE  OF  NEW  YORK,  EX  REL. 

Niagara  Falls  Hydraulic  Power  and  Manufacturing  Company,  Appellant, 
Against  State  Board  of  Tax  Commissioners,  Respondents  :  Respondents'  Points. 
Buffalo,  1911.  (On  valuation  of  property  of  the  Niagara  Falls  Hydraulic 
Power   Co.) 

COURT  OF  APPEALS:  THE  PEOPLE  OF  THE  STATE  OF  NEW  YORK,  EX  REL. 
the  Niagara  Falls  Hydraulic  Power  and  Manufacturing  Company,  Appellant, 
versus  the  State  Board  of  Tax  Commissioners,  Respondents,  John  L.  Romer, 
Counsel  for  Appellant :  Points  for  Appellant.  Buffalo,  1910.  (Relates  to 
valuation   of  property  of  the  Niagara   Falls   Hydraulic  Power  Co.) 

SUPREME  COURT,  ERIE  COUNTY:  THE  PEOPLE  OF  THE  STATE  OF  NEW  YORK, 
ex  rel.  the  Niagara  Falls  Hj'draulic  Power  &  Manufacturing  Company,  against 
the  State  Board  of  Tax  Commissioners.  no  place,  no  date.  (Decision  in 
regard  to  the  valuation  of  property  of  the  Niagara  Falls  Hydraulic  Power  Co.) 

WATER  POWER  AT  NIAGARA  FALLS;  by  Samuel  McElroy.  Journal,  Association 
of  Engineering  Societies,  v.  4,  p.  395  (Sept.,  1885).  (Estimation  of  the 
value   of  water  power  by   Commissioners   to    award   damages.) 


bibliography:  valuation  of  public  utilities  2187 

WATER   POWER — SPECIAL   CASES— (Continued). 

Troy,  N.   Y. 

ABSTRACT  FROM  THE  REPORT  OF  THE  WATER  COMMISSIONERS,  TROY,  N.  Y., 

Damages    to    Mill    Powers ;    by    William    G.    Raymond.      Journal,    New    England 
Water    Works    Association,    v.    13,    p.    152     (Dec,    1898).       (On    the    method    of 
estimating  value  of  water  power;  cost  of  damages.) 
Waltham,  Mass. 

WATER    POWER,   ITS   MEASUREMENTS   AND   VALUE,   WITH   DATA   RESPECTING 

Damages  Awarded ;    by   George   A.   Kimball.      Journal.  Association   of   Engineer- 
ing Societies,   v.   13,   p.   71    (Feb.,   1894).      (Paper  read  before  the   Boston   So- 
ciety  of   Civil    Engineers ;    some   of   the   facts   presented    in    evidence   before   the 
commission   to   award   damages   in   the   City   of  Waltham,    Mass.) 
Wausau,  Wis. 

*FRANK  B.  L.  FULLMER  VS.  WAUSAU  STREET  RAILROAD  COMPANY;  Decided 
April  1,  1910.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
State  of  Wisconsin,  v.  5,  p.  125.  Madison,  Wis.,  1911.  (Gives  basis  of  de- 
termining value  of  water  power.) 

Worcester,    Mass. 

KETTLE  BROOK  AND   BLACKSTONE  VALLEY  MILL  OWNERS,  PETITIONERS,   VS. 

City  of  Worcester.  5  v.  Worcester,  1899.  (Final  arguments  in  a  suit  on 
the  loss  of  power  from  the  diversion  of  water.) 

WATER=WORKS— GENERAL. 

THE  APPRAISAL  AND  DEPRECIATION  OF  WATER  WORKS  AND  SIMILAR  PROP- 

erties ;  by  William  H.  Bryan.  Journal,  Association  of  Engineering  Societies, 
V.   39,   p.   336    (Dec,  1907).     (Forty-five  pages.) 

Abstract.  Depreciation  Allowances  for  Various  Public-Service  Industries.  En- 
gineering News,  v.  59,  p.  96    (Jan.   23,   1908). 

THE  APPRAISAL  OF  PLANTS  FOR  PUBLIC  SERVICES;  by  Nicholas  S.  Hill,  Jr. 
Engineering  Record,  v.  43,  p.  546  (June  8,  1901).  (On  methods  of  evaluation 
of  water-works,    etc.,   by  the   city.) 

THE  APPRAISAL  OF  WATER  WORKS  PROPERTIES  WITH  SPECIAL  REFERENCE 

to  the  Reproduction  Method.  Engineering  and  Contracting,  v.  39,  p.  420  (April 
9,  1913).  (Paper  read  by  Douglas  A.  Graham  before  the  Illinois  Water  Supply 
Association.) 

—Engineering  News,  v.  69,  p.   677   (April  3,   1913). 

Engineering  Record,  v.   67,   p.  532    (May   10,   1913). 

THE  ARBITRATION   OR   APPRAISAL   OF  THE   VALUE  OF   PUBLIC  UTILITIES;   by 

Daniel  W.  Mead.  Proceedings,  American  Wa<^er  Works  Association,  v.  22,  p. 
132  (1902).  (On  the  appointment  of  boards,  duties  of  appraisers,  evidence  on 
the  part  of  the  company  and  of  the  municipality    and  basis  of  valuation.) 

CONSTRUING   CERTAIN  CLAUSES  IN  MUNICIPAL   FRANCHISES;  by   John   W.   Hill. 
Proceedings,  American   Water  Works   Association,   v.    19,   p.    223    (1899).      (On 
c       the  value  of  water-works  plants.) 

Abstract.    Engineering  Record,  v.  39,  p.   594    (May  27,   1899). 

DEPRECIATION;  by  John  W.  Alvord.  Proceedings,  American  Water  Works  Asso- 
ciation, V.  23,  p.  473  (1903).  (Takes  up  the  physical  depreciation  of  pumping 
engines,  stand-pipes,  boilers,   etc  ;   fifty-one  pages.) 

DEPRECIATION  AS  APPLIED  TO  WATER  WORKS  PROPERTIES;  by  Morris 
Knowles.     no  place,  1910.      (Eighteen  pages.) 

DEPRECIATION  CHARGES,  (Letter)  ;  by  Charles  W.  Helwick.  Engineering 
Record,  v.  59,  p.  672  (May  29,  1909).  (On  valuation  of  water-works:  very 
brief.) 

DEPRECIATION  IN  CAST  IRON  PIPE.  Municipal  Engineering,  v.  41  p  211 
(Sept.,    1911).     (Estimates   for  purpose  of  valuation.) 

DEPRECIATION    IN    WATER    WORKS    ACCOUNTS,    WITH  REFERENCE    TO    UNI- 

form    Reports  ;    by    Harvey    S.    Chase.      Journal,    New  England    Water    Works 

Association,  v.  24,  p.  305  (June,  1910).  (Discusses  depreciation  in  general 
as  well  as  its  relation  to  accounts;   twenty-six  pages.) 

Abstract.    Engineering-Contracting,  v.  33,   p.   598   (June  29,   1910). 

Editorial.    Depreciation   and  Sinking  Fund  Accounts.    Municipal  Enoineerinn    v 

39,  p.  26    (July,  1910).  -^  j^     • 

DEPRECIATION   IN   WATER   WORKS  OPERATION   AND   ACCOUNTING;   by   Leonard 
Metcalf.    Journal.  New  England  Water  Works  Association,   v.   24,  p.   442    (Dec 
1910).     (Thirty  pages,  with  diagrams.)  '  '' 
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WATER-WORKS— GENERAL— (Con^mwcd). 

Abstracts.  Evpiiircriinj  Nctvs,  v.  (M,  p.  -182  (Nov.  3,  1910)  ;  Methods  of  Com- 
puting Depreciation  of  and  Reasonable  Assumptions  as  to  Period  of  Useful 
Life  of  Water  Works.  Engineering  and  Contraeting,  v.  34,  p.  434  (Nov.  IG, 
1910). 

Discussion.    Methods  of  Making  Computations  for  Depreciation   in  Public  Utility 

Plants.    Engincering-Contraetiiuj,  v.   34,  p.   590    (Dec.   28,   1910). 

A  DISCUSSION  OF  DEPRECIATION  AND  A   COMPARISON  OF   RATES   AND   BOOK- 

keeping  Methods  of  Municipally  and  Privately  Owned  Water  Works.  Proceed- 
ings, American  Water  Works  Association,  v.  32,  p.  325  (1912).  (Discusses 
report  of  Committee  on  Depreciation  ;  twenty-two  pages.) 

Abstract.    Depreciation  ;  by  John  W.  Alvord.    Engineering  Record,  v.  65,  p.   670 

(June   15,    1912). 

THE  FINANCIAL  MANAGEMENT  OF  WATER=WORKS;  by  E.  Kuichling.  Transac- 
tions, American  Society  of  Civil  Engineers,  v.  38,  p.  1  (Paper  809.  Dec,  1897). 
(Discusses  annual  expenses  of  water-works,  including  depreciation  fund,  yearly 
extensions,    minor    betterments,    and    future    additions.) 

THE    FINANCIAL    MANAGEMENT  OF    WATER    WORKS;    by    Freeman    C.     Coffin. 

Journal,   New   England    Water  Works   Association,    v.    11,    p.    63    (Sept.,    1896). 

(Gives  tables  of  water-works  statistics;  original  cost,  cost  of  annual  main- 
tenance,   etc.) 

FINANCIAL  QUESTIONS  IN  WATER= WORKS  VALUATION;  by  John  W.  Alvord. 
Proceedings,  American  Water  Works  Association,  v.  22,  p.  142  (1902).  (On 
the  business  value,  the  franchise  value  and  the  fair  return.) 

Abstracts.     Engineering    Record,    v.    46,    p.    30    (July    12,    1902)  ;    Engineering 

News,  v.  47,  p.  509    (June  19,   1902). 

THE  GOING  VALUE  OF  WATER  WORKS;  by  Leonard  Metcalf  and  John  W.  Alvord. 
Transactions,  American  Society  of  Civil  Engineers,  v.  73,  p.  334  (Paper  1199. 
Sept.,   1911).     (Sixty-six   pages.) 

METHOD  OF   ARBITRATION   WITH    REFERENCE   TO    VALUE  OF   WATER   WORKS 

Plants;  by  Peter  Milne.  Proceedings,  American  Water  Works  Association,  v. 
17,  p.  25  (1897).  (On  the  tangible  property  and  its  value,  value  of  franchise, 
and  their  relation  ;  two  and  one-half  pages.) 

MUNICIPAL  WATER  SUPPLY  REVENUE;  by  James  L.  Tighe,  Journal,  New  Eng- 
land Water  Works  Association,  v.  18,  p.  352  (Dec,  1904).  (On  taxation;  re- 
fers to  the  proper  valuation  of  water-works.) 

THE  NECESSARY  ELEMENTS  FOR  WATER= WORKS  VALUATION;  by  John  W. 
Alvord.  Engineering  News,  v.  63,  p.  286  (March  10,  1910).  (Paper  read 
before  the  Indiana  Sanitary  and  Water  Supply  Association  ;  outlines  four 
methods  of  valuing  public  utility  property  which  have  been  upheld  by  the 
Courts,    and   discusses   in   detail   the   valuation   by   reproduction.) 

NOTES  ON  GOING  VALUE  AND   METHODS   FOR   ITS   COMPUTATION;   by   John  W. 

Alvord.    Proceedings,  American  Water  Works  Association,  v.  29,  p.  184   (1909). 

(Contains  data  on  the  valuation  of  water-works  properties;  ninety-five  pages.) 
Abstract.    Engineering -Contracting,  v.   32,   p.   95    (Aug.   4,    1909). 

THE    PRINCIPLES   GOVERNING   THE    VALUATION    FOR    RATE    FIXING    PURPOSES 

of  Water  Works  Under  Private  Ownership  ;  by  Arthur  L.  Adams.  Journal, 
Association  of  Engineering  Societies,  v.  36,  p.  37  (Feb.,  1906).  (On  the 
valuation  of  water-works  by  the  Government ;  paper  read  before  the  Pacific 
Coast   Engineering  Congress.) 

Engineering  Record,  v.    52,   p.   153    (Aug,    5,    1905). 

RATING  OF  WATER  UNDERTAKINGS;  by  F.  J.  Bancroft.  Transactions,  British 
Association  of  Waterworks  Engineers,  v.  5,  p.  26  (1900).  (Discusses  the 
taxation  and  valuation  of  English  water-works,  with  reference  to  the  Valua- 
tion (Metropolis)   Act,  1869.) 

Journal  of  Gas  Lighting,  v.   76,  p.  24    (July  3,   1900). 

SOME  FUNDAMENTAL  CONSIDERATIONS  IN  THE  DETERMINATION  OF  A  REASON- 

able  Return  for  Public  Fire  Hydrant  Service  ;  by  Metcalf,  Kuichling  and  Haw- 
ley.  Proceedings,  American  Water  Works  Association,  v.  31,  p.  55  (1911). 
(Contains  data   on  the  valuation  of  water-works.) 

TABLE  SHOWING  LIFE  AND  DEPRECIATION  OF  WATER  WORKS  PLANTS.  Mu- 
nicipal Journal  and  Engineer,  v.  24,  p.  558   (May  6,  1908). 

TOWN  WATER= WORKS  FROM  A  FINANCIAL  STANDPOINT;  by  W.  L.  Hedenberg. 
Municipal  Engineering,  v.  15,  p.  341  (Dec,  1898).  (On  value  of  a  plant 
after   several   years'   use;   theoretical.) 

VALUATION  OF  WATER  WORKS;  by  Alton  D.  Adams.  Municipal  Journal,  v.  32, 
p.  942  (June  20,  1913).  (Cost  of  reproduction,  value  of  plant  site,  distribu- 
tion system,   adequateness   of  plant,   depreciation.) 
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WATER=WORKS — GENERAL— (Continued) . 

VALUATION  OF  WATER=WORKS  PROPERTIES;  by  Charles  E.  Burdick.  Engineer- 
ing-Contracting, V.  23,  p.  238  (Oct.  23,  1907).  (On  physical  value,  deprecia- 
tion, going  value  and  franchise  value  ;  abstract  of  paper  read  before  Wiscon- 
sin League  of  Municipalities;   four  pages.) 

Municipal  Journal  and  Engineer';  v.  23,  p.  302    (Sept.   11,   1907). 

VALUATION  OF  WATER= WORKS  PROPERTY;  by  Wynkoop  Kiersted.  Transac- 
tions, American  Society  of  Civil  Engineers,  v.  38,  p.  115  (Paper  813.  Dec, 
1897).      (100   pages,   including  discussion.) 

WATER" WORKS  APPRAISALS;  by  Burns  and  McDonnell.  Engineering  Record,  v. 
59,  p.  616  (May  15,  1909).  (Gives  brief  descriptions  of  appraisals  in  nine 
different  cities.) 

WATER=WORKS  MANAGEMENT  AND  MAINTENANCE;  by  Winfred  D.  Hubbard 
and  Wynkoop  Kiersted.  John  Wiley  &  Sons,  New  York,  1907.  (Contains  a 
chapter  on  franchise,  water   rates,   and  depreciation.) 

WATER-WORKS— SPECIAL  CASES. 

Antigo,   Wis. 

*GEORGE  W.  HILL  ET  AL.  VS.  ANTIGO  WATER  COMPANY;  Submitted  June  29, 
1908,  Decided  August  3,  1909.  In  Opinions  and  Decisions  of  the  Railroad 
Commission  of  the  State  of  Wisconsin,  v.  3,  p.  623.  Madison,  Wis.,  1910. 
(Gives  methods   of  valuation   of  water- works   plant.) 

Appleton,    Wis. 

*CITY  OF  APPLETON  VS.  APPLETON  WATER  WORKS  COMPANY;  Decided  May 
14,  1910.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State 
of  Wisconsin,  v.  5,  p.  215.  Madison,  Wis.,  1911.  (Discusses  the  determina- 
tion of  the  present  value  and  reproduction  of  physical  property,  value  of 
franchises,  etc.) 

The  Appleton  Water-Works  Decision.     Engineering  Record,  v.  62,  p.  158    (Aug. 

6,   1910).      (Two  pages.) 

Decision  of  the  Railroad  Commission  of  Wisconsin  in  the  Appleton  Water- 
Works  Case.  Engineering  News,  v.  63,  p.  697  (June  16,  1910).  (Two 
pages.) 

*IN    RE    DETERMINING   AND    FIXING    A    JUST    COMPENSATION   TO    BE    PAID    TO 

the  Appleton  Water  Works  Company  by  the  City  of  Appleton  for  the  Taking 
of  the  Property  of  Said  Company ;  Submitted  Oct.  24,  1910,  Decided  Dec.  7, 
1910.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State 
of  Wisconsin,  v.  6,  p.  97.  Madison,  Wis.,  1912.  (Detailed  summary  of  valu- 
ation of  physical  property  of  the  Appleton  Water- Works  Co.,  five-year  average, 
franchise  value  and  going  value.) 

Ashland  Wis. 

*CITY  OF  ASHLAND  VS.  ASHLAND  WATER  COMPANY;  Decided  Nov.  1,  1909. 
In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State  of  Wis- 
consin, v.  4,  p.  273.      Madison,  Wis.,   1910. 

Augusta,  Me.     See  Maine. 
Baltimore,  Md. 

A   RETROSPECT   OF  AN   ARBITRATION  ON   THE   VALUE   OF   A    WATER   WORKS; 

by  Albert  H.  Wehr.  Proceedings,  American  Water  Works  Association,  v.  26, 
p.  361  (1906).  (The  Mayor  and  City  Council  of  Baltimore  against  the  Balti- 
more County  Water  &  Electric  Co.  ;  shows  method  and  principle  applied  to 
appraisal   of  the   property.) 

Abstract.  Arbitration  on  the  Value  of  a  Water-Works.  Municipal  Engineer- 
ing, V.   31,   p.   135    (Aug.,   1906). 

Bcloit,    Wis. 

*CITY  OF  BELOIT  VS.  BELOIT  WATER,  GAS  AND  ELECTRIC  COMPANY;  Decided 
July  19,  1911.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
Stfite  of  Wisconsin,  v.  7,  p.  201.  Madison,  Wis.,  1912.  (Includes  appraisal 
of   the   physical   property   of   the   Water-Works    Department.) 

Fixing   Normal    Operating   Costs ;    by   Frank    A.    Newton.      Engineering    Record, 

V.  65,  p.  258  (March  9,  1912).  (Comments  on  the  decision  of  the  Wisconsin 
Railroad  Commission  in  the  case  of  the  City  of  Beloit  vs.  the  Beloit  Water, 
Gas  &  Electric  Co.) 

Birmingham,  Ala. 

THE  MERIDIAN  CASE;  by  W.  J.  Milner.  Proceedings,  American  Water  Works 
Association,  v.  16,  p.  204  (1896).  (Concerning  the  appraisal  of  the  Birming- 
ham,  Ala.,  Water- Works,  on  their  purchase  by  the   City.) 

Brunswick,  Me.     See  Maine. 
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WATER- WORKS— SPECIAL    CASES—  ( Continued) . 
California. 
^UNIFORM   CLASSIFICATION   OF   ACCOUNTS   FOR   WATER   CORPORATIONS    PRE- 

scribed  by  the  Railroad  Commission  of  the  State  of  California ;  Adopted  Oct. 
23,   1912  ;   Effective  Jan.   1,   1913.      Sacramento,   1912. 

Chicago,  III. 

THIRTY-FOURTH   ANNUAL   REPORT   OF  THE   DEPARTMENT   OF   PUBLIC  WORKS 

to  the  City  Council  of  the  City  of  Chicago  for  the  Year  Ending  Dec.  31,  1909. 
pp.  320,  32i.  Chicago,  1911.  (Gives  tables  of  appraisement  of  water- 
works equipment  and  percentage  of  depreciation.) 

Chippewa  Falls,  Wis. 

*T.  J.  CUNNINGHAM  ET  AL.  VS.  CHIPPEWA  FALLS  WATER  WORKS  AND  LIGHT- 

ing  Company :  In  Re  Investigation  by  the  Railroad  Commission  of  Wisconsin 
of  Rates  Charged  by  the  Chippewa  Falls  Water  Works  and  Lighting  Company  ; 
In  Re  Valuation  of  the  Property  of  the  Chippewa  Falls  Water  Works  and 
Lighting  Company  ;  Decided  June  14,  1910.  In  Opinions  and  Decisions  of  the 
Railroad  Commission  of  the  State  of  Wisconsin,  v.  5,  p.  302.  Madison,  Wis., 
1911.  (Consideration  of  factors  affecting  plant  value,  going  value,  working 
capital  and  accruing  depreciation.) 

Contra  Costa,  Cal. 

VALUATION  OF  THE  WORKS  OF  THE  CONTRA  COSTA  WATER  COMPANY.  En- 
gineering Record,  v.  43,  p.  516  (June  1,  1901).  (Review  of  a  decision  in 
a  California  Court  in  which  the  value  of  the  property  of  a  water-works  com- 
pany is  placed  at  two  and  one-half  times  its   cost.) 

Denver,  Colo. 

REPORT  OF  THE  BOARD  OF  APPRAISERS  AND  ARBITRATORS  UPON  THE  PROP- 

erty  of  the  Denver  Union  Water  Company,  March  20,  1909.  Denver,  1909. 
(Report  made  to  the  Mayor  and  City  Council,  giving  estimates  on  real  and 
personal  property;  forty-six  pages.) 

Fond  du  Lac,  Wis. 

*IN   RE  DETERMINING  AND  FIXING  JUST  COMPENSATION  TO   BE  PAID  TO  THE 

Fond  du  Lac  Water  Company  by  the  City  of  Fond  du  Lac  for  the  Property  of 
Said  Company  Actually  Used  and  Useful  for  the  Convenience  of  the  Public; 
Submitted  April  15,  1910,  Decided  Aug.  19,  1910.  In  Opinions  and  Decisions 
of  the  Railroad  Commission  of  the  State  of  Wisconsin,  v.  5,  p.  482.  Madison, 
Wis.,    1911.      (Discusses  the  original   value   of   plant  depreciation,   etc.) 

Valuation    of    the    Fond    du    Lac    Water-works.      Engineering    Record,    v.    62 

p  275  (Sept.  2,  1910).  (Reviews  the  principles  on  which  the  Railroad 
Commission  of  Wisconsin  based  its  findings;  two  pages.) 

Freeport,  III. 

A   COMPARATIVE  STUDY  OF  THE  FOUR   PRINCIPAL  METHODS  OP  APPRAISING 

the  Value  of  Public  Utilities  with  Special  Reference  to  the  Valuation  of  the 
Freeport  (111.),  Water  Works  Properties.  Engineering  and  Contracting,  v.  38, 
pp  368  396  (Oct.  2,  9,  1912).  (The  original  cost  method;  the  commercial 
or  comparative  method ;  the  value  of  a  plant  as  found  by  the  market  value 
of  its  securities ;  and  the  cost  of  reproducing  the  property  at  the  present 
normal  prices  of  material  and  labor.) 

Gloucester,  Mass. 

THE  APPRAISAL  OF  THE  GLOUCESTER  WATER=WORKS.  Engineering  Record. 
V  40  p  264  (Aug.  19,  1898).  (A  review  of  the  principles  adopted  by  the 
comm'issioners  appointed  to  hear  testimony  and  appraise  the  value  of  a  private 
water    company.) 

Appraisal  of  the  Gloucester  Water-Works.     Engineering  Record,  v.  44,  p.   121 

(Aug.  10,  1901).  (A  decision  of  the  Supreme  Judicial  Court  of  the  Common- 
wealth of  Massachusetts  on  the  valuation  of  water- works.) 

Great  Britain. 

THE  VALUATION  OF  WATER=WORKS  UNDERTAKINGS  ON  TRANSFER  TO  Mu- 
nicipal Authorities ;  by  E.  J.  Silcock.  Surveyor  and  Municipal  and  County 
Engineer,  v.  43,  p.  920  (June  13,  1913).  (Paper  read  before  the  Institution 
of  Water  Engineers ;  general  principles  on  valuation  of  water-works  property 
in  Great  Britain.) 

Indianapolis,   Ind, 

REPORT    OF    THE    BOARD    OF    PUBLIC    WORKS,     INDIANAPOLIS,     1898,    p.    13. 

Indianapolis,  1898.  (Contains  report  upon  the  physical  condition  and  value 
of  the  property  of  the   Indianapolis  Water  Co.) 
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WATER-WORKS — SPECIAL    CASES — (Continued). 
Janesville,  Wis. 

*CITY  OF  JANESVILLE  VS.  JANESVILLE  WATER  COMPANY;  Decided  August 
17,  1911.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the  State 
of  Wisconsin,  v,  7,  p.  628.  Madison,  Wis.,  1912.  (Contains  summary  showing 
value  of  each  class  of  property  in  revised  valuation  of  physical  property 
brought  down  to  Jan.  1,  1910.) 

Kansas.     See   Missouri. 

Knoxville,  Tenn. 

THE  KNOXVILLE  WATER   CASE.     Electric  Railway  Journal,  v.   33,    p.    280    (Feb. 

13,  1909).  (Decision  of  U.  S.  Supreme  Court;  contains  material  on  valu- 
ation   and    depreciation;    one    and    one-half    pages.) 

Editorial.  Depreciation  of  Plant  and  Fair  Rates  for  Public  Service.  Engi- 
neering Record,  v.  59,  p.  197  (Feb.  20,  1909).  (Comments  on  the  decisions 
of  the   Supreme  Court  in  the  Knoxville  water  case.) 

PROVISION  FOR  DEPRECIATION  BY  PUBLIC  UTILITY  CORPORATIONS.  (Letter)  ; 
by  W.  H.  Winslow.  Engineering  News,  v.  61,  p.  251  (March  4,  1909).  (Com- 
ment on  decision  of  the  Supreme  Court  in  the  Knoxville  water  case.) 

SUPREME  COURT  DECISION  IN  THE  KNOXVILLE  WATER  CASE.  Electrical 
World,  v.   53,   p.   386    (Feb.   11,   1909).      (Two  pages.) 

VALUATION  OF  PUBLIC  UTILITY  PROPERTIES.  Electrical  World,  v.  53,  pp. 
509,  692,  740,  928,  1036  (Feb.  25,  March  18,  25,  April  15,  29,  1909).  (Dis- 
cussion between  W.  H.  Winslow  and  F.  E.  Haskell  in  relation  to  the  reasoning 
of  the  U.  S.  Supreme  Court  as  to  depreciation,  in  the  Knoxville  water  case.) 

Lake  Forest,  III. 

OUTLINE    OF    A    CONTRACT    BETWEEN    A    CITY    AND    A  WATER=WORKS    COM= 

pany.  Municipal  Engineering,  v.  36,  p.  247  (April,  1909).  (Ordinance  re- 
jected by  City  Council  of  Lake  Forest,  111. ;  included  provision  for  valuation 
of  property  according  to  the  British  plan.) 

London,  England. 

LONDON  WATER- WORKS  ACQUIREMENT;  by  R.  Price- Williams.  Engineering, 
V.  77,  p.  544  (April  15,  1904).  (Concerning  the  report  of  the  Court  of  Ar- 
bitration on  the  valuation  of  eight  water  companies  acquired  by  the  Water 
Board.) 

Los  Angeles,  Cal. 

ALLOWANCES    FOR    DEPRECIATION  IN    THE    PIPE    SYSTEM    OF    THE    LOS    AN- 

geles  Water- Works.     Engineering  News,  v.   41,   p.   283    (May  4,   1899).      (Gives 

total  valuation  of  the  distribution  system  and  details  of  depreciation  established 
for  different  varieties  of  pipe.) 

Madison,  Wis. 

*CHRISTIAN    DICK    ET    AL.    VS.    BOARD    OF    WATER    COMMISSIONERS    OF    THE 

City  of  Madison,  In  Re  Valuation  of  the  Plant  of  the  Madison  Municipal 
Water  Works ;  Decided  Nov.  11,  1910.  In  Opinions  and  Decisions  of  the 
Railroad  Commission  of  the  State  of  Wisconsin,  v.  5,  p.  731.  Madison,  Wis., 
1911.  (A  valuation  of  the  Madison  water  plant  undertaken  by  the  Engineers 
of  the  Commission.) 

The    Method    of    Making    Water    Rates    Ordered    in    Wisconsin.      Engineering 

Record,  v.  63,  p.  28  (Jan.  7,  1911).  (Valuation  of  the  water-works  of 
Madison,   Wis.,   to   assist  in  determining  rates.) 

Maine. 

A  COURT  RULING  ON  THE  BASIS  FOR  APPRAISAL  OF  A  WATER-WORKS  PLANT. 

Engineering  News,  v.  49,  p.  75  (Jan.  22,  1903).  (Contains  instructions  to 
the  appraisers  appointed  to  fix  the  price  of  water-works  property  at  Water- 
ville,  Fairfield,  Winslow,  Benton,  and  Mt.  Vernon,  in  Maine,  to  be  taken  by 
the  Kennebec  Water  District.) 
MAINE  WATER  DISTRICTS  AND  APPRAISERS;  by  Harvey  D.  Eaton.  Journal, 
New  England  Water  Works  Association,  v.  19,  p.  147  (June,  1905).  (Pro- 
visions of  an  act  providing  for  the  incorporation  of  the  Kennebec  Water  Dis- 
trict and  the  appraisal   of  the  water- works  of  Waterville   and   Augusta,   Me.) 

NEW  FEATURE  IN  WATER= WORKS  APPRAISALS.  (Editorial.)  Engineering 
News,  V.  54,  p.  147  (Aug.  10,  1905).  (Considers  the  relation  between  the 
Waterville  and  Augusta  appraisals  and  the  quality  of  the  water  supply.) 

WATER   WORKS   VALUATION   AND   FAIR   RATES   IN   THE   LIGHT  OF  THE   MAINE 

Supreme  Court  Decisions  in  the  Waterville  and  Brunswick  Cases  ;  by  Leonard 
Metcalf.  Transactions,  American  Society  of  Civil  Engineers  v  64 '  d  1  fPanpr 
1105.    Sept.,    1909).      (Ill    pages,    including   discussion.)       '     '  K^raytn 

Editorial.    Fair  Rates    for  Water  Service.    Municipal  Engineering    v    36    d    29 

(Jan.,  1909).  ;ij.,jj;„.  ^^     •        >   i^- 
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WATER-WORKS— SPECIAL    CASES — (Oontinued) . 

Mauitoioor,    Wis. 

*IN    RE    DETERMINfNG    AND    FIXING    A    JUST    COMPENSATION    TO    BE    PAID    TO 

the  Manitowoc  Water  Works  Company  by  the  City  of  Manitowoc  for  the 
Property  of  Said  Company  Actually  Used  and  Useful  to  the  Public;  Submitted 
March  15,  1911.  Decided  June  27,  1911.  In  Opinions  and  Decisions  of  the 
Railroad  Commission  of  the  State  of  Wisconsin,  v.  7,  p.  74.  Madison,  Wis., 
1912.      (Valuation   of   physical   property   and   going  value   of   the  plant.) 

VALUATION  OF  MANITOWOC  WATER=WORKS.  Eyigineering  Record,  v.  64,  p.  40 
(July  8,   1911).     (Valuation   made   by  the  Wisconsin   Railroad  Commission.) 

Marinette,   Wis. 

*CITV  OF  MARINETTE  VS.  CITY  WATER  COMPANY  OF  MARINETTE;  Decided 
Dec.  14,  1911.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
State  of  Wisconsin,  v.  8,  p.  334.  Madison,  Wis.,  1912.  (The  physical 
value  of  the  property,  the  going  value,  and  the  apportionment  of  value  between 
general   and   fire  service.) 

Missouri. 

WATER=WORKS    APPRAISEMENTS    IN    MISSOURI    AND    KANSAS;    by    Clinton    S. 
Burns.    Engineering  News,  v.   62,  p.   115    (July  29,   1909).     (A  brief  description 
'  '■    of   nine   appraisements  made   for  municipalities;   one  page.) 
Mobile,  Ala. 

THE  MOBILE  WATER=WORKS  APPRAISAL.  (Letter)  ;  by  J.  M.  Hazlehurst.  En- 
gineering News,  V.  49,  p.  412   (May  7,  1903). 

WATER=WORKS  APPRAISAL  AT  MOBILE,  ALA.  Engineering  News,  v.  49,  p.  359 
(April  23,  1903).  (Report  of  Committee  appointed  by  the  City,  in  view  of 
the   purchase  of  the  water- works   by  the  City.) 

Editorial.    Engineering  News,  v.  49,  p.  368   (April  23,   1903). 

Neto  Yorlci  N.  Y. 

ACQUISITION  BY  NEW  YORK  CITY  OF  THE  LARGER  OF  TWO  WATER  SYSTEMS 

of  Staten  Island  ;  by  Louis  L.  Tribus.  Proceedings,  American  Water  Works 
Association,  v.  29,  p.  557  (1909).  (Estimates  on  the  water-works  by  a  com- 
mission of  engineers  giving  physical  values,  going   value,   etc.) 

Oconto,   Wis. 

*IN   RE   APPLICATION  OF   THE   OCONTO    CITY    WATER   SUPPLY    COMPANY    FOR 

Valuation    of    Its    Property    and    Other    Relief;    Submitted    Feb.    10,    1911,    De- 
cided Aug.   7,   1911.     In  Opinions  and   Decisions  of  the   Railroad   Commission   of 
the    State   of   Wisconsin,    v.    7,    p.    497.     Madison,    Wis.,    1912.     (Gives    tentative 
and   final  valuation   of  the  physical   property  of  the  plant.) 
Omaha,  Nebr. 

SOME    RULES    FOR   WATER=WORKS    APPRAISAL:   OPINION    OF    U.    S.    SUPREME 

Court  Delivered  by  Judge  Lurton,  in  City  of  Omaha  vs.  Omaha  Water  Com- 
pany. Engineering  Record,  v.  62,  p.  293  (Sept.  10,  1910).  (Two  and  one- 
half  pages.) 

Peoria,  III. 

REPORT  TO  THE  MAYOR  AND  CITY  COUNCIL  ON  WATER  RATES  FOR  THE 

Plant  Belonging  to  the  Peoria  Water  Works  Co.,  Peoria,  111.  ;  by  Benezette  and 
C.  B.  Williams.  Peoria,  1910.  (Treats  of  controlling  principles  of  public 
utility  values.  Court  decisions,  valuations  for  sale  and  rate-making ;  with  a 
table  giving  computation  of  going  value  of  the  Peoria  Water- Works  plant.) 
VALUATION  OF  PHYSICAL  PROPERTY  OF  THE  PEORIA  WATER  CO.  WITH  A 
Discussion  of  Rate-Making  and  Reasonable  Rates.  Engineering  and  Contract- 
ing, V.  35,  p.   192    (Feb.  15,   1911).      (Serial  includes  tables  of  valuation.) 

Quiney,  III. 

THE  APPRAISAL  OF  THE  QUINCY  WATER=WORKS.  Engineering  Record,  v.  50, 
p.  118  (July  23,  1904).  (Report  of  appraisers  appointed  by  City  of  Quiney, 
111.,   in  relation  to  purchase  of  plant  of  Quiney  Water  Co.) 

Richmond,  Ind. 

SOME    NOTES    AND    FIGURES    ON    THE    VALUATION    OF    THE    WATER    WORKS 

Plant  at  Richmond,  Ind.  ;  by  Howard  A.  Dill.  Engineering -Contr acting ,  v.  33, 
p.  202  (March  2,  1910).  (Gives  actual  estimates;  from  a  paper  before  the 
Indiana  Sanitary  and  Water  Supply  Association,   1910;   one  page.) 

Valuation    of    Water-Works    System    of    Richmond,    Ind.  ;    by    Howard    A.    Dill. 

Municipal  Engineering,  v.   38,  p.  410    (June,   1910). 

Rockford,  III. 

REPORT  ON  THE  ENLARGEMENT  AND  EXTENSION  OF  THE  WATER  SUPPLY 

and  Distribution  System  of  the  City  of  Rockford,  111.,  p.  96  ;  by  John  W.  Al- 
vord,  Dabney  H.  Maury  and  Daniel  W.  Mead.  Rockford,  111.,  1911.  (Contains 
two   and   one-half  pages   on  the  valuation   of   the  present   plant   and   property.) 
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WATER=WORKS— SPECIAL    CASES — (Continued). 
San  Antonio,   Tex. 

THE  ADJUSTMENT  OF  WATER   RATES.     Engineering  Record,  v.   45,   p.   127    (Aug. 

9,    1902).     (Some    features    of    a    valuation    of    the    San    Antonio,    Tex.,    Water 

Works  Co.,  made  by  Chester  B.  Davis.) 
REPORTS  ON  VVATER=WORKS  RATES  AND  VALUATION  AT  SAN  ANTONIO,  TEX. 

Engineering  Neivs,  v.  48,  p.  233  (Sept.  25,  1902).  (Report  made  by  Chester 
B.   Davis.) 

Superior   Water,   Light  &   Power   Co. 

*ESTIMATING   THE    RATE   OF    REASONABLE    RETURN    FOR    A    PUBLIC    UTILITY. 

Engineering   and   Contracting,   v.    39,    p.    482    (April   30,    1913).     (Argument   of 
William    H.    Winslov^r,    Vice-President    of    the    Superior   Water,    Light    &    Power 
Co.   before   the   Wisconsin   Railroad   Commission,    giving   analysis   of  the   rate  of 
fair  return  to  be  allowed  on  capital  to  be  invested  in  public  utilities.) 
Syracuse,  N.  Y. 

MUNICIPAL     ACQUIREMENT     OF     PRIVATE     WATER     COMPANY     PLANTS,     AS 

Illustrated  by  the  Syracuse,  N.  Y.,  Water  Company  Condemnation  by  the  City  ; 
by  Stephen  E.  Babcock.  Proceedings,  American  Water  Works  Association,  v. 
13,  p.  85  (1893).  (Discusses  actual  values  assigned  in  Syracuse  Water-Works 
appraisal.) 

Abstract.    Municipal  Acquirement  of  the  Plant  of  the  Syracuse  Water  Co.     Eii- 

gineeiing  News,  v.  30,  p.  207    (Sept.  14,  1893). 

Valparaiso,  Ind. 

THE  WATER-WORKS  APPRAISAL  CASE  AT  VALPARAISO,  IND.  (Editorial 
Note.)  Engineering  News,  v.  49,  p.  289  (April  2,  1903).  (Value  decided  by 
the   Court;    basis   of  decision.) 

Washburn,   Wis. 

*CITY  OF  WASHBURN  VS.  WASHBURN  WATER  WORKS  COMPANY;  Decided 
Dec.  6,  1910.  In  Opinions  and  Decisions  of  the  Railroad  Commission  of  the 
State  of  Wisconsin,  v.  6,  p.  74,  Madison,  Wis.,  1912.  (Contains  tentative 
valuation  of  the  physical  property  of  the   Company.) 

Waterloo,  loxoa. 

STRANGE  CASE  OF  WATER= WORKS  APPRAISAL.  (Editorial.)  Engineering 
Record,  v.  59,  p.  502  (April  17,  1909).  (Discusses  estimates  in  the  valuation 
of   the  Waterloo,    Iowa,   Water- Works   made  by   A.    Marston.) 

THE  VALUATION  FOR  CITY  PURCHASE  OF  THE  PROPERTY  OF  THE  WATERLOO 

(la.)      Water- Works    Co.  ;    by    A.    Marston.      Engineering    News,    v.    61,    p.    424 
(April   22.    1909).      (General   explanation   with   abstract  of   explanatory   report; 
one  page.) 
Waterville,  Me.     See  Maine. 

WATER-WORKS-UNVERIFIED  REFERENCES. 

DEPRECIATION  OF  WATER  WORKS;  by  John  W.  Alvord.  (Serial.)  Fire  and 
Water  Engineering,  v.  34,  pp.   104,   144    (Aug.  22,   Sept.   12,   1903). 

KNOXVILLE  WATER  CO.  VS.  CITY  OF  KNOXVILLE:  Report  of  Special  Master; 
Decision  of  Judge  Clark,  U.  S.  Circuit  Court.  East.  District  of  Tennessee, 
Northern   Division,   Aug.   19,   1904.      Jan.   24,   1905. 
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MEMOIRS  OF  DECEASED  MEMBERS. 


BENJAMIN  MORGAN  HARROD,  PastPresideiit,  Am.  Soc.  C.  E.* 


Died  September  7th,  1912. 


Benjamin  Morgan  Harrod  was  born  in  New  Orleans,  La.,  on 
February  19th,  1837.  His  father,  Charles  Harrod,  came  to  that  city 
in  1809,  and  made  it  his  home.  His  mother,  Mary  Morgan,  was  a 
native  of  Louisiana,  and  the  daughter  of  Benjamin  Morgan  who  had 
come  from  Pennsylvania  in  the  late  years  of  the  previous  century 
and  engaged  in  business  and  planting. 

After  attending  the  local  schools,  he  prepared  for  college  at  Flush- 
ing, N.  Y.  He  afterward  entered  Harvard  University  and  was 
graduated  in  the  class  of  1856,  with  a  well-formed  intention  of  follow- 
ing a  technical  or  constructive  profession. 

After  a  year  or  more  of  preparatory  study,  Mr.  Harrod  secured 
employment  as  Draftsman,  in  the  United  States  Engineer  Office  in 
charge  of  the  construction  of  forts  and  light-houses  on  the  Gulf  Coast, 
from  the  Mississippi  River  to  the  Bio  Grande  Biver,  and  subsequently 
was  appointed  Assistant  Engineer.  In  1859  he  commenced  practice 
in  JSTew  Orleans,  as  an  Engineer  and  Architect. 

In  April,  1861,  he  enlisted  as  a  private  in  the  Confederate  Army, 
and  was  soon  commissioned  as  Lieutenant  in  an  Artillery  Begiment, 
being  detailed  on  engineer  duty.  He  served  as  Brigade  and  Division 
Engineer  with  the  command  of  Gen.  M.  L.  Smith  in  the  fortification 
and  defense  of  New  Orleans  and  Vicksburg.  When  exchanged  after 
the  surrender  of  the  latter  place,  he  was  commissioned  as  Captain 
of  Engineer  troops  in  Virginia,  was  engaged  in  the  defense  of  Peters- 
burg and  Bichmond,  and  followed  the  fate  of  that  Army  to  the  sur- 
render at  Appomattox,  in  1865.  He  then  resumed  professional  practice 
in  New  Orleans. 

In  1877  Major  Harrod  was  appointed  Chief  State  Engineer  of 
Louisiana,  with  the  late  H.  B.  Bichardson  and  T.  S.  Hardee,  Mem- 
bers, Am.  Soc.  C.  E.,  as  associates,  on  a  board,  the  principal  function 
of  which  was  the  construction  of  a  system  of  levees  to  protect  the 
alluvial  regions  of  the   State  from  overflow. 

In  1879  he  was  appointed  an  Engineer  member  of  the  Mississippi 
Biver  Commission,  charged  by  the  United  States  Government  with 
the  survey  of  the  Mississippi  Biver  and  its  tributaries,  and  the  im- 
provement of  the  main  streams  from  the  junction  of  the  Ohio  to  the 
head  of  the  Passes,  with  special  reference  to  confinement  and  its  con- 
servative   influence    on    navigation.      The    importance    of    this    latter 

*  Memoir  prepared  by  the  following  committee:  Frank  M,  Kerr,  Sidney  F.  Lewis,  and 
Arsene  Perrilliat,  Members,  Am.  Soc.  C.  E, 
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part  of  the  work  of  the  Commission  was  subsequently  recognized  by 
the  Government,  and  the  repair  and  building;  of  levees  was  made 
mandatory.  It  has  been  one  of  the  most  beneficent  and  remunerative 
works  of  the  age,  affecting  the  reclamation  from  overflow  of  30  000 
sq.  miles  of  territory  of  unsurpassed  fertility,  and  its  development  in 
population,  agriculture,  commerce,  and  wealth. 

From  1888  to  1892  Major  Harrod  was  City  Engineer  of  New 
Orleans,  and,  subsequently.  Advisory  Engineer  for  the  drainage, 
sewerage,  and  water-works  systems  of  that  city;  and  from  1897  to  1902, 
he  had  charge  of  the  drainage,  both  designing  and  constructing. 

In  1903  he  was  appointed,  with  Gen.  C.  W.  Kaymond  and  John 
Bogart,  Members,  Am.  Soc.  C.  E.,  as  the  first  United  States  Delegates 
to  the  International  Congress  of  Navigation,  held  that  year  at  Diissel- 
dorf,  Germany,  but  was  prevented  by  business  from  attending  its 
sessions. 

In  1904  he  was  appointed  a  Member  of  the  Panama  Canal  Com- 
mission, and  served  until  1907,  when  the  type  of  the  canal  was  de- 
termined and  the  charge  of  the  work  was  transferred  to  the  present 
Commission.  His  subsequent  work  was  as  a  Consulting  Engineer  in 
New  Orleans. 

He  married,  in  1865,  Miss  Harriet  Shattuck  Uhlhorn,  and,  in  1883, 
Miss  Eugenia  Uhlhorn,  both  of  New  Orleans,  the  latter  surviving  him. 

The  degree  of  LL.D.  was  conferred  on  him  by  Tulane  University, 
in  1906,  as  a 

"Graduate  of  Harvard  University  fifty  years  ago;  President  of  the 
American  Society  of  Civil  Engineers;  expert  specialist  and  virile  all- 
round  man;  friend  of  Tulane  University  and  of  all  movements  to 
better  this  City.  In  deepening  a  river  and  now  in  cutting  an  isthmus, 
his  work  has  ever  been  to  bring  men  closer  in  commerce,  in  friendship, 
and  in  mutual  helpfulness." 

Major  Harrod  was  also  a  Member  of  the  Association  of  Harvard 
Engineers,  and  its  Vice-President  in  1909,  as  well  as  a  Member  of  the 
Louisiana   Engineering    Society. 

He  was  a  man  of  sterling  qualities  and  strong  individuality,  but 
at  all  times  generous  and  kind,  and  the  friend  of  the  worthy  young 
aspirant  for  advancement  in  the  Profession.  Recognized,  as  he  was, 
as  a  man  of  letters,  of  science,  and  of  pronounced  artistic  taste,  and 
as  a  high-toned,  patriotic,  public-spirited,  loyal  citizen,  his  loss  will 
long  be  felt  by  the  many  who  in  life  had  the  privilege  of  knowing 
him  and  in  consequence  admiring  him. 

Major  Harrod  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  April  4th,  1877.  He  served  as  Director  from  1892 
to  1894,  as  Vice-President  in  1895-96,  and  as  President  in  1897. 
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GEORGE  EDWARD  GRAY,  Hon.  M.  Am.  Soc.  C.  E.* 


Died  January  1st,  1913. 


George  Edward  Gray,  the  son  of  Joel  and  Betsey  R.  Gray,  was 
born  at  Verona,  N.  Y.,  on  September  12th,  1818. 

After  receiving  a  public  school  education,  he  studied  civil  engineer- 
ing under  Pelatiah  Rawson,  a  pioneer  in  the  Profession  in  this  country. 

In  August,  1839,  Mr.  Gray  was  appointed  Resident  Engineer  on  the 
Bla,ck  River  Canal,  in  New  York  State,  and  remained  in  that  posi- 
tion until  1842.  He  then  served  as  Assistant  Engineer,  under  the 
late  Allan  Campbell,  M.  Am.  Soc.  C.  E.,  Chief  Engineer,  and  the 
late  A.  W.  W.  Evans,  M.  Am.  Soc.  C.  E.,  Resident  Engineer,  on  the 
New  York  and  Harlem  Railroad  until  1847,  when  he  returned  to  the 
Black  River  Canal,  serving  as  Assistant  Engineer  and,  later,  as  Resi- 
dent Engineer,  on  that  and  the  Erie  Canal. 

In  the  Spring  of  1852,  he  was  appointed  Chief  Engineer  of  the 
Utica  and  Schenectady  and  the  Mohawk  Valley  Railroads,  and,  in  1853, 
when  these  and  other  roads  were  consolidated  to  form  the  New  York 
Central  Railroad,  he  was  made  Chief  Engineer  of  the  latter,  remaining 
in  that  position  until  May,  1865.  It  was  during  his  incumbency  as 
Chief  Engineer,  and  under  his  immediate  direction,  that  the  first 
wrought-iron  truss  bridges  in  the  United  States  were  built  on  the  line 
of  this  railroad.  He  also  acted  as  Chief  Engineer  on  the  construction 
of  the  Hudson  River  Bridge,  at  Albany,  N.  Y.,  from  1860  to  May,  1865. 

In  1865  Mr.  Gray  was  made  Consulting  Engineer  of  the  Central 
Pacific  Railroad  which,  with  the  Union  Pacific  Railroad,  completed 
the  first  transcontinental  railroad  in  the  United  States.  Mr.  Gray 
continued  in  this  position  until  1871,  when  he  was  employed  aS  Chief 
Engineer  by  the  Southern  Pacific  Railroad,  and  in  this  capacity 
had  charge  of  the  construction  of  many  miles  of  that  road  and  of  the 
various  other  railroads  comprising  the   Southern  Pacific  System. 

In  1885,  he  retired  from  railroad  work  and  engaged  in  consulting 
practice  at  his  home  in  Elmwood  Park,  Berkelej'',  Cal.,  until  his  death 
on  January  1st,  1913. 

Mr.  Gray  was  held  in  affection  and  respect  by  all  who  knew  him 
and  his  work.  He  was  a  member  of  many  technical  and  scientific 
associations,  including  the  Institution  of  Civil  Engineers  of  Great 
Britain,  the  California  Academy  of  Sciences,  the  San  Francisco  Asso- 
ciation of  the  American  Society  of  Civil  Engineers,  etc.,  and  served 
as  a  Trustee  of  the  Leland  Stanford,  Jr.,  University  for  many  years. 

Mr.  Gray  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  July  2d,  1873,  and  an  Honorary  Member  on  June  5th, 
1894. 

♦Memoir  prepared  by  the  Secretary  from  material  on  file  at  the  Society  House. 
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PETER  SUTHER  ARCHIBALD,  M.  Am.  Soc.  C.  E.* 


Died  March  16th,  1913. 


Peter  Suther  Archibald,  the  son  of  William  and  Elizabeth  (Blair) 
Archibald,  was  born  at  Truro,  Nova  Scotia,  on  March  21st,  1848,  and 
received  his  education  in  the  Truro  Model  and  Normal  Schools. 

Mr.  Archibald  began  his  professional  career  as  a  Rodman  on  the 
preliminary  surveys  for  the  Intercolonial  Railway  in  September,  1867, 
under  Sir  Sandford  Fleming,  M.  Am.  Soc.  C.  E.,  and,  during  the  con- 
struction of  the  road  and  its  subsequent  operation,  he  rose,  by  sheer 
ability  and  application,  from  one  position  to  another,  until,  in  1879, 
he  became  Chief  Engineer  of  the  railroad  which,  as  a  boy,  he  had 
helped  to  construct.  This  position  he  held  until  his  resignation,  in 
1898,  to  take  up  private  practice  as  a  Consulting  Engineer. 

Mr.  Archibald  was  Consulting  Engineer  of  the  St.  John  Cantilever 
Bridge  and  Railway  Extension  Company,  by  special  permission  of  the 
Minister  of  Railways.  In  1894  he  was  appointed  a  member  of  the 
Royal  Commission  to  inquire  into  freight  rates  in  Manitoba  and  the 
Northwest  Territories. 

In  1902  he  was  made  Chairman  of  an  Arbitration  Tribunal  be- 
tween Contractor  Reid  and  the  Newfoundland  Government,  which  in- 
volved a  $2  000  000  claim ;  and,  later,  he  was  Chairman  of  the  Arbitra- 
tion Board  to  settle  the  question  of  the  Newfoundland  telegraph  lines. 
He  was  also  employed  as  an  expert  in  disputed  matters  between  the 
Clergue  Syndicate  and  its  contractors  on  railway  construction. 

In  1905  Mr.  Archibald  was  Contractor's  Engineer  for  Mr.  A.  E. 
Trites,  on  the  construction  of  the  Northern  Maine  Seaport  Railroad, 
now  a  part  of  the  Bangor  and  Aroostook  Railroad.  In  1907  he  was 
appointed  a  member  of  the  Conciliation  Board  re  the  Cumberland 
Coal  and  Railway  Company,  under  the  Industrial  Disputes  Act,  and 
in  1908  he  was  made  a  Commissioner  by  the  New  Brunswick  Govern- 
ment to  manage  the  New  Brunswick  Central  Railway. 

Mr.  Archibald's  capabilities  as  a  Consulting  Engineer  were  so 
widely  recognized  that,  after  taking  up  private  practice,  his  services 
and  advice  were  frequently  sought  in  cases  of  special  importance,  as 
well  as  in  many  smaller  projects  for  railways,  bridges,  and  water 
supplies. 

Mr.  Archibald  was  a  wide  reader;  a  man  of  calm,  even  tempera- 
ment, a  true  friend,  and  a  gentleman  who  possessed  the  confidence  and 
respect  of  those  who   had  the  pleasure  of  his   acquaintance.     By  his 

♦Memoir  prepared  by  William  B.  MacKenzie,  Esq..  Right-of-Way  and  Lease  Agent, 
Intercolonial  Railway  of  Canada,  Moncton,  N.  B.,  Canada. 
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ever-ready  desire  to  assist  those  in  need,  he  secured  not  only  the  re- 
spect of  his  professional  brethren,  but  the  admiration  and  loyalty  of 
his  subordinates. 

In  April,  1874,  Mr.  Archibald  was  married  to  Miss  Clara  G. 
Lindsay,  the  daughter  of  Mr.  F.  S.  Lindsay,  of  Rockland,  Me. 

He  was  a  Member  and  Councillor  of  the  Canadian  Society  of  Civil 
Engineers,  and  a  Lieutenant  in  the  73d  Volunteer  Battalion. 

Mr.  Archibald  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  January  7th,  1885. 
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THOMAS  CHALKLEY  JAMES  BAILY,  JR.,  M.  Am.  Soc.  C.  E.* 


Died  December  6th,  1912. 


Thomas  Chalkley  James  Baily,  Jr.,  was  born  in  Boston,  Mass., 
on  December  20th,  1867.  His  father.  Major  Thomas  Chalkley  James 
Baily,  U.  S.  A.,  served  throughout  the  Civil  War,  being  com- 
missioned First  Lieutenant  on  May  14th,  1861,  and  retiring  with  the 
rank  of  Major,  on  August  18th,  1865.  His  mother,  Carrie  E.  Todd, 
a  native  of  Augusta,  Me.,  v^as  of  Puritan  ancestry,  and  descended 
from  the  earliest  New  England  settlers. 

After  attending  the  local  schools,  Mr.  Baily  prepared  for  college 
at  the  Newark  School,  Newark,  Del.  He  afterward  entered  Lehigh 
University,  and  was  graduated  in  the  Class  of  1890,  with  high  honors, 
and  with  the  degree  of  Civil  Engineer. 

For  two  years  after  his  graduation,  he  was  a  member  of  the  Engi- 
neer Corps  of  the  Erie  Railroad,  stationed  at  New  Castle,  Pa.,  resign- 
ing to  accept  a  position  on  the  Mississippi  Biver  improvement,  where 
he  was  engaged  in  examinations  and  surveys  of  the  mouth  of  the 
Mississippi.  In  1893,  he  entered  the  Engineer  Department  of  the 
District  of  Columbia,  first  as  Draftsman  and  then  as  Assistant 
Engineer  in  the  Highway  Division.  In  1908,  he  was  appointed  Prin- 
cipal Assistant  Engineer  in  the  Sewer  Department  of  the  District 
of  Columbia;  two  years  later  he  was  made  Assistant  Engineer  in 
charge  of  Street  Extensions;  and,  in  1910,  he  was  appointed  Engineer 
of  Bridges  for  the  District  of  Columbia. 

Mr.  Baily  was  in  charge  of  the  construction  of  the  Anacostia 
River  Bridge,  and,  as  Engineer  of  Bridges,  he  designed  and  built  a 
number  of  important  structures,  among  them  the  Cedar  Street  Sub- 
way at  Takoma  Park,  D.  C,  and  the  Belmont  Street  Improvement. 
At  the  time  of  his  death,  he  had  just  completed  the  plans  and  specifica- 
tions for  the  Q  Street  Viaduct,  crossing  Rock  Creek  Valley  at 
Washington. 

He  assisted  in  the  design  and  construction  of  the  Edmonton  Ave- 
nue Bridge  at  Baltimore,  Md.,  and  collaborated  with  W.  J.  Douglas, 
M.  Am.  Soc.  C.  E.,  in  writing  the  chapters  on  Masonry  and  Timber 
Structures  for  the  "American  Civil  Engineers'  Pocket  Book,"  edited  by 
Mansfield  Merriman,  M.  Am.  Soc.  C.  E. 

At  the  time  of  his  death,  Mr.  Baily  was  making  investigations  of 
the  Harbor  of  Pr6gresso,  Yucatan,  for  Barclay  Parsons  and  Klapp, 
Consulting  Engineers.  He  died  suddenly  in  the  City  of  Mexico,  on 
December  6th,  1912. 

*  Memoir  prepared  by  Asa  E.  Phillips,  M.  Am.  Soc.  C.  E. 
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In  1894,  he  wns  married  to  Miss  Mary  Rodgers,  of  Orange,  N.  J., 
who,  with  one  daughter  and  one  son,  survives  him. 

Mr.  Eaily  was  a  thorough  and  painstaking  engineer,  and  an  excep- 
tionally devoted  student  of  his  Profession.  He  had  a  kind  and  genial 
nature,  and  was  esteemed  and  admired  by  all  who  knew  him.  He  was 
a  devoted  father,  a  faithful  friend,  and  a  good  citizen. 

Mr.  Baily  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  "on  October  4th,  1905. 
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ANDREW  BELL,  M.  Am.  Soc.  C.  E.* 


Died  October  22d,  1912. 


Andrew  Bell  was  born  at  Toronto,  Ont.,  Canada,  on  December 
21st,  1835.  His  father,  the  late  Rev.  Andrew  Bell,  was  the  eldest  son 
of  the  Rev.  William  Bell,  the  pioneer  clergyman  of  Perth,  Ont.,  and 
the  surrounding  country.  His  mother  was  the  eldest  daughter  of 
the  late  Col.  E.  W.  Thomson,  of  Toronto,  a  cousin  of  Baron  Sydenham, 
who  was  Governor  of  Upper  Canada  at  the  time  of  consolidation  of 
the  provinces. 

Mr.  Bell  was  educated  at  Queen's  College,  from  which  he  was 
graduated  in  1853  with  the  degree  of  B.  A.  Immediately  after  his 
graduation  he  was  articled  to  Mr.  William  Syles  as  a  student  of  Civil 
Engineering. 

In  February,  1854,  he  was  appointed  Rodman  on  the  survey  of 
the  Brock ville  and  Ottawa  Railway  (now  a  part  of  the  Canadian  Pacific 
Railway)  from  Smith's  Falls  to  Carleton  Place,  and  to  Perth.  This 
work  was  discontinued  in  1855,  and  Mr.  Bell  was  engaged  in  making 
surveys,  under  K.  Tully,  Esq.,  for  the  proposed  canal  from  Toronto 
to  Georgian  Bay. 

In  July,  1856,  he  was  appointed  Resident  Engineer  on  the  Brock- 
ville  and  Ottawa  Railway,  which  position  he  retained  until  1859,  hav- 
ing been  engaged  in  the  following  work :  In  1856  he  surveyed  and 
located  the  line  from  Brockville  to  Smith's  Falls;  in  October  of  the 
same  year,  he  was  sent  to  Almonte,  Ont.,  and  placed  in  charge  of 
the  construction,  under  the  late  Alphonse  Brooks,  from  Carleton  Place 
to  Pakenham;  and  from  1857  to  1859,  he  was  in  charge  of  the  surveys 
from  Sand  Point  to  Pembroke  and  of  the  completion  of  the  construc- 
tion between  Carleton  Place  and  Almonte. 

Between  1864  and  1869,  Mr.  Bell  had  charge  of  the  construction 
of  the  large  woolen  mills  at  Almonte  and  Cornwall,  Ont.,  being  en- 
gaged, at  the  same  time,  in  general  private  practice.  In  1869  he  made 
a  hydraulic  survey  between  Lake  Superior  and  Lake  Winnipeg  for  the 
Dominion  Government. 

In  June,  1870,  he  was  appointed  Resident  Engineer  on  the  enlarge- 
ment of  the  Grenville  Canal,  remaining  in  this  position  until  June, 
1872,  when  he  became  Resident  Engineer  on  the  construction  of  the 
Carillon  Canal  Dam  and  Slide.  After  the  completion  of  this  work, 
in  1886,  Mr.  Bell  removed  to  Almonte,  Ont.,  where,  until  his  death,  he 
was  engaged  in  private  practice  as  a  Civil  Engineer,  Land  Surveyor, 
and   Architect.     While  engaged   on   a   survey  of  the   country  east  of 
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Cochrnnc,  on  iho  (Irniid  'I'linik  I^juMfic  Kailwny,  lie  was  taken  ill  and 
was  IotccmI  to  return  to  his  lionn;  in  Almonte,  where  he  died  on 
Oetober  22d,  1012. 

In  1858,  Mr.  Bell  was  married  to  Miss  ^Farion  Rosamond,  eldest 
daughter  of  the  late  James  Kosamond,  of  Almonte,  who,  with  five 
ehildren  survives  him. 

Mr.  Bell  was  elected  a  ^I ember  of  the  American  Society  of  Civil 
Engrineers  on  September  5th,  1883.  Ke  was  also  a  Member  of  the 
Canadian  Society  of  Civil  Engineers,  and  many  other  technical 
associations. 


iiotu9bL  * 
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DANIEL  SEYMOUll  BRINSMADE,  M.  Am.  Soc.  C.  E.* 


Died  September  7th,  1912. 


Daniel  Seymour  Brinsmade  was  born  at  Trumbull,  Conn.,  on  Febru- 
ary 17th,  1845.  He  was  the  youngest  son  of  Daniel  Stiles  Brinsmade 
and  Catherine  Mallette  Brinsmade,  his  family  having  resided  continu- 
ally for  more  than  250  years  within  the  limits  of  the  original  town  of 
Stratford,  Conn. 

Mr.  Brinsmade  received  his  early  education  in  the  public  schools 
of  Trumbull  and  at  the  Gunnery  at  Washington,  Conn.  He  then  en- 
tered the  Sheffield  Scientific  School  of  Yale  University,  from  which 
he  was  graduated  in  1870. 

Immediately  after  his  graduation,  Mr.  Brinsmade  was  appointed 
Assistant  Engineer  on  the  construction  of  the  dam  across  the  Housa- 
tonic  River  at  Huntington,  Conn.,  for  the  Ousatonic  Water  Com- 
pany. In  1871,  he  was  made  Chief  Engineer  of  the  project,  and  after- 
ward served  successively  as  Secretary  and  Treasurer.  In  1900,  he  was 
made  President  of  the  Company,  which  position  he  held  until  his  death, 
at  Shelton,  Conn.,  after  an  illness  of  nearly  two  years.  In  1891,  the 
old  dam  was  destroyed,  and  Mr.  Brinsmade  had  to  rebuild  the  struc- 
tures and  add  many  new  features  in  order  to  meet  the  conditions  which 
obtained  at  that  time. 

He  made  hydraulic  engineering  his  life  study,  and,  being  an 
authority  on  the  subject,  was  continually  engaged  in  the  con- 
struction of  water-supply  and  water-power  projects.  He  was  widely 
known  as  a  Consulting  Engineer  throughout  New  England  and  New 
York  State,  and  served  as  a  member  of  a  commission  appointed  by  the 
State  of  Maine  to  consider  the  question  of  water-power  development 
in  that  State. 

Mr.  Brinsmade  was  a  genial,  cultured  gentleman,  whose  advice  was 
eagerly  sought  in  business  as  well  as  in  private  life,  and  whose  salient 
characteristics  were  honesty  and  truth.  He  took  great  pride  in  the 
betterment  of  his  home  town,  Shelton,  Conn.,  and  was  closely  con- 
nected with  all  phases  of  activity  within  the  community.  He  served 
the  Borough  in  nearly  every  elective  position  in  its  gift.  He  was  also 
elected  to  the  General  Assembly  as  Representative  and  State  Senator, 
and,  although  a  staunch  Republican,  he  did  his  duty  in  these  positions 
regardless  of  party. 

Mr.  Brinsmade  was  a  Director  of  the  Shelton  Water  Company,  a 
Trustee  of  the  Griffen  Hospital,  President  of  the  Shelton  School  Board 
for  nearly  twenty-eight  years.  President  of  the  Plumb  Memorial  Library 
Directorate,  and  a  Trustee  of  the  Riverside  Cemetery  Association,  all 
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of  whit'h  institutions  lie  was  largely  intercstcMl  in  ustablishin^'  and 
inaintaininj;.  lie  was  aLso  Vice-President  of  the  ilonie  Trust  (.'oni- 
|>any,  of  Derby,  Conn.,  and  a  Director  of  the  Birniin/^^liani  National 
Hank.  He  was  a  Menil)er  of  the  Congregational  Church,  of  Shelton, 
and  also  prominent  as  a  ^lason  and  an  Odd  Fellow. 

^\r.  Brinsnnule  was  elected  a  Member  of  tlie  American  .^ociciy  of 
Civil  Engineers  on  February  1st,  1888.  lie  was  also  a  (Jharter  Member 
of  the  Connecticut  Society  of  Civil  Engineers  and  served  as  its  Presi- 
dent in  1907. 
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ALFRED  ELLSWORTH  CARTER,  M.  Am.  Soc.  C.  E.* 


Died  June  11th,  1912. 


Alfred  Ellsworth  Carter  was  born  at  Blair,  Nebr.,  on  April  19th, 
1867,  of  American  parents,  his  ancestry  dating  back  through  several 
generations  of  pioneer  stock.  His  early  education  was  obtained  at 
the  public  schools  of  his  home  town,  and,  later,  at  the  University  of 
Nebraska,  from  which  he  received  the  degree  of  Bachelor  of  Science, 
in  1900.  In  1902  he  entered  Columbia  University,  New  York  City, 
and  was  graduated  in  1904  with  the  degree  of  Civil  Engineer. 

Mr.  Carter's  early  experience  was  gained  while  earning  his  way 
through  college.  In  the  the  early  Nineties  he  was  in  the  employ  of 
the  Chicago  and  Northwestern  Railway  Company,  in  Eremont,  Elk- 
horn  and  Missouri  Valley  Eailroad  activities,  holding  successively  the 
positions  of  Chainman,  Kodman,  and  Transitman,  on  miscellaneous 
surveys  in  Nebraska  and  the  Black  Hills  of  South  Dakota.  Erom 
August,  1897,  to  March,  1899,  he  was  Assistant  Engineer  on  the  con- 
struction of  a  hydro-electric  power  dam  at  Divide,  Mont.,  an  impound- 
ing reservoir  dam  adjacent  to  Butte,  Mont.,  and  one  of  the  first  wood 
stave  and  riveted  steel  pipe  lines  for  the  Montana  Power  Company. 

Eollowing  the  Spanish-American  War,  from  October,  1900,  to 
October,  1902,  Mr.  Carter  was  Assistant  Engineer  in  charge  of  de- 
tailed designing  of  sewers  and  pumping  stations  for  two  sections  of 
the  marginal  sewer  system  of  Havana,  Cuba,  being  associated  with 
Samuel  M.  Gray,  M.  Am.  Soc.  C.  E.,  Consulting  Engineer,  the  work 
being  done  by  the  Department  of  Sewers,  under  Military  Government, 
William  M.  Black,  M.  Am.  Soc.  C.  E.,  Colonel,  Corps  of  Engineer?, 
U.  S.  A.,  being  in  general  charge  at  Havana. 

From  January,  1905,  to  the  time  of  his  death,  Mr.  Carter  was  in 
the  employ  of  the  Rapid  Transit  Subway  Construction  Company,  Con- 
tractors, of  New  York  City.  a«  Assistant  Engineer,  until  1908,  in  charge 
of  tunnel  alignment,  check  surveys,  track-laying,  and  driving  rein- 
forced concrete  piles,  on  the  construction  of  the  East  River  Tunnel  of 
the  Rapid  Transit  Railroad;  then  Resident  Engineer  in  charge  of  con- 
struction of  the  Bowling  Green  Shuttle  Station,  and  the  Subway 
station  extensions  at  the  Fulton  Street,  Wall  Street,  Bowling  Green, 
Borough  Hall,  and  Atlantic  Avenue  Stations  of  the  Interborough 
Rapid  Transit  Company.  He  was  also  engaged  in  reporting  on  extra 
claims  of  the   Sub-contractor  on  the  East  River  Tunnel. 

At  the  time  Mr.  Carter  became  engaged  on  the  work  of  the  East 
River   Tunnel,  the  Brooklyn  tubes  were  just   entering  the  river  sec- 
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li\)n  jind  the  ManliMttnii  lubes  liad  not  errJerpcd  from  the  rocU.  Ho 
was  employed  continuously  on  this  work  until  its  completion  in  Janu- 
ary, 1908.  It  has  been  described  as  one  of  the  most  difficult  piec&s  of 
•  Mij-int'cring:  work  ever  accomplished.  ^Mr.  Carter's  position  as  Assistant 
Engineer  imposed  great  resijonsibilities  on  him.  lie  was  in  charge  of 
the  delicate  opcratiorLs  of  sinking  piles  through  the  bottom  of  the  tubes 
to  rock.  The  character  of  the  work  and  the  financial  failure  of  the 
Sub-contractor,  during  the  construction  of  the  tunnel,  made  the 
accounting  unusually  complicated.  The  patience  and  fidelity  with 
which  Mr.  Carter  worked  in  checking  the  claims  of  the  Sub-contractor 
and  the  skill  and  judgment  evinced  in  his  reports  are  remarkable. 
It  was  a  work  of  great  labor  and  uncongenial  to  an  Engineer,  but  his 
familiarity  with  the  construction  forced  it  on  him.  His  engineering 
work  had  been  above  criticism,  but  this  work  was  almost  above  praise. 

Subsequently,  Mr.  Carter  was  put  in  charge,  as  Resident  Engineer, 
of  the  construction  of  Bowling  Green  Shuttle  Station  and  the  length- 
ening of  the  Subway  stations  from  Fulton  Street,  Manhattan,  to  At- 
lantic Avenue,  Brooklyn.  Like  his  East  River  Tunnel  experience, 
this  work  was  of  the  most  difficult  character.  The  continuous  opera- 
tion of  trains,  the  congested  street  traffic,  the  numerous  sub-surface 
structures  which  interfered  with  the  work,  such  as  sewers,  water  pipes, 
electric  subways,  and  the  foundations  of  buildings,  made  it  always 
a  delicate  task. 

The  work  of  extending  the  Borough  Hall  Station  in  Brooklyn, 
for  which  Mr.  Carter  designed  the  shoring  and  directed  the  work  for 
the  Construction  Company,  was  especially  difficult.  This  station  was 
built  of  reinforced  concrete  which  was  exceptionally  difficult  to  remove. 
At  this  point  there  are  three  tracks  in  the  Subway,  with  cross-overs, 
and  on  the  surface  of  the  street  there  is  a  junction  of  two  tracks  in 
Court  Street  and  two  tracks  in  Fulton  Street.  Both  side-walls  of 
the  Subway,  for  a  length  of  135  ft,,  were  entirely  removed,  and  its 
roof  with  7  ft.  of  cover,  together  with  street  structures,  etc.,  was  sup- 
ported on  timber.  Three  columns  of  the  Elevated  Railroad  in  Brook- 
lyn were  temporarily  supported  over  the  work  and  the  foundations 
renewed ;  the  cast-iron  pipes  and  the  gate-chambers  of  the  high-pressure 
water  mains  were  supported  and  reconstructed  at  an  especial  hazard 
to  the  work.  In  addition,  the  portico  of  the  County  Court  House, 
weighing  more  than  1  000  tons,  a  structure  with  four  large  granite 
columns,  thus  having  little  transverse  stiffness,  was  temporarily  sup- 
ported, and  the  foundations  were  carried  12  ft.  deeper  by  masonry 
underpinning.  This  was  done  without  the  slightest  show  of  crack 
or  any  measurable  settlement  of  the  portico.  All  this  work  was  in 
sand  and  Mr.  Carter  was  continually  obliged  to  render  it  safe  against 
the  breakage  of  water  pipes  or  the  unusual  flood  of  storm-water. 
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This  work  was  about  completed  at  the  time  of  his  death,  which 
occurred  suddenly  at  his  home  in  New  York  City  on  June  11th,  1912, 
from  cerebral  hemorrhage. 

Air.  Carter  was  a  man  of  sterling  integrity,  with  the  ability  for 
doing  hard  work  well,  and  accepting  and  fulfilling  growing  respon- 
sibilities with  quietness  and  efficiency;  the  consideration  he  gave  to 
all  matters,  large  or  small,  entrusted  to  his  care,  had  won  for  him  the 
respect  of  his  associates  and  those  who  worked  under  his  direction. 

In  1904  Mr.  Carter  was  married  to  Miss  Ida  C.  Messer,  of  Cleve- 
land, Ohio,  who  survives  him.  She  is  a  lady  of  unusual  educational 
attainments  and  was  able  to  assist  him  in  his  professional  work. 

He  was  a  Member  of  Columbia  Chapter  (Kappa)  of  the  Society 
of  the  Sigma  Xi,  and  a  Member  of  Washington  Lodge  ISTo.  21,  F.  & 
A.  M.,  of  Blair,  Nebr. 

^  Mr.  Carter  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers,  on  June  4th,  1902,  and  a  Member  on 
April  4th,  1911. 
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rillLir   IIKNRY  COOMBS,  M.  Am.  Soc.  C.  E.* 


DiKi)  Maucii  (iTii.  i!)i;;. 

Pliilip  llcur.v  C()()iiil)S,  the  son  of  P.  II.  and  Sarah  Forbes  (Wdo.l- 
liull)  Coombs.  Avas  born  at  Pangor,  ]\le.,  on  Dcccniltcr  i^ltli,  185(5,  He 
was  educated  in  the  public  schools  of  that  place,  and  in  1875  entcrcvl 
the  office  of  his  uncle,  the  late  Frederick  PI.  Coombs,  who  was  then 
City  Engineer  of  Bangor,  as  his  Principal  Assistant,  remaining  in 
this  position  until  1883. 

In  November,  1883,  ^Ir.  Coombs  was  elected  City  Engineer  and 
Superintendent  of  Sewers  of  Bangor,  which  office  he  held  continu- 
ously until  March,  1893.  He  occupied  the  same  office  in  1894,  1899. 
and  from  1901  to  1905,  inclusive.  lie  also  served  as  City  Engineer  for 
Brewer,  Me.  During  his  incumbency  as  City  Engineer,  ^Ir.  Coombs 
had  charge  of  the  construction  of  many  miles  of  sewers,  and  thereby 
became  an  authority  on  the  plan  of  the  City  of  Bangor,  its  streets, 
and  sewerage  system,  a  knowledge  which  proved  of  great  value  during 
his  long  period  of  service  as  a  public  official. 

As  City  Engineer,  he  also  made  the  plans,  specifications,  and  con- 
tracts, and  had  direct  charge  of  the  construction  of  the  masonry  pier 
and  abutments  for  Kenduskeag  Bridge  in  1884  and  1889,  and  of  the 
masonry  pier  for  the  Franklin  Street  Bridge,  in  1885,  this  latter  work 
having  been  done  jointly  by  the  United  States  Government  and  the 
City  of  Bangor.  He  also  supervised  the  erection  of  the  new  steel 
bridge  between  Bangor  and  Brewer;  the  reconstruction  and  extension 
of  the  Bangor  Water-Works;  and  the  erection  of  the  Eastern  Maine 
Insane  Hospital,  as  well  as  the  construction  of  roads  and  the  design 
of   the  landscape  work. 

In  addition  to  the  work  done  for  the  City  of  Bangor,  Mr.  Coombs 
made  surveys  and  plans  for  water-works  and  sewerage  systems  in  many 
other  towns  in  Maine,  including  Dexter,  Dover,  Foxcroft,  Newport 
and  Brewer. 

In  1887,  he  formed  a  partnership  with  Thomas  W.  Baldwin,  ^l. 
Am.  Soc.  C.  E.,  under  the  firm  name  of  Baldwin  and  Coombs.  The 
firm  was  engaged  in  general  engineering  practice  until  1892,  when 
Mr.  Baldwin  removed  from  Bangor,  and  the  business  was  taken  over 
by  Mr.  Coombs. 

Mr.  Coombs  was  widely  known  as  a  Consulting  Engineer,  and 
had  charge  of  the  construction  of  many  large  industrial  plants,  in- 
cluding the  pulp  mills  of  the  Penobscot  Chemical  Fibre  Company,  at 
Great  Works,  Me.,  in  1881-83;  the  paper  and  pulp  mills  of  the  Eastern 
Manufacturing  Company,  at  Brewer,  in  1889;  the  Orono  Pulp  and 
*  Memoir  prepared  by  the  Secretary  from  material  on  file  at  the  Society  House. 
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Paper  Company,  at  Basin  Mills,  Orono,  Me.;  and  the  Webster  Puper 
Company,  at  Orono,  IVle.,  in  1890. 

In  1888,  he  had  charge  of  laying  out  the  Bangor  Street  Railway, 
the  first  electric  road  bnilt  in  Maine,  and  one  of  the  first  to  be  operated 
successfully  in  the  United  States.  He  was  also  engaged  as  Engineer 
on  the  survey  and  construction  of  railroads  of  several  companies 
centering  in  Bangor,  from  1888  until  his  death. 

In  1901,  Mr.  Coombs  was  one  of  two  Commissioners,  authorized 
by  the  Maine  Legislature  and  ai)pointed  by  the  Penobscot  Log  Driving 
Company,  on  a  survey  of  the  West  Branch  water-shed  of  the  Penobscot 
River  to  investigate  and  determine  the  present  storage,  and  need  of 
increased  storage  for  log-driving,  manufacturing,  and  other  purposes. 
He  remained  in  the  service  of  the  Penobscot  Log  Driving  Com])Mny 
until  his  death,  being  engaged  chiefly  on  hydraulic  work. 

Mr.  Coombs  was  also  employed  at  various  times  as  Engineer  in 
charge  of  the  construction  of  Chapin  Park,  Broadway  Park,  and 
Summit  Park,  for  the  City  of  Bangor,  and  for  a  number  of  years  he  was 
also,  as  Engineer,  in  charge  of  the  designs,  plans,  specifications,  etc., 
of  fishways  for  the  Maine  Fisheries  Commission. 

In  January,  1883,  Mr.  Coombs  was  married  to  Miss  Millie  ]\I.  Field, 
of  Bangor,  Me.,  who,  with  two  daughters,  survives  him. 

On  July  3d,  1911,  he  was  suddenly  stricken  with  what  at  first  was 
thought  to  be  sunstroke,  but  which  later  proved  to  be  paralysis.  He 
had  partly  recovered  his  health,  and  was  able  to  attend  to  business, 
but  on  March  2d,  1913,  he  had  an  attack  of  acute  indigestion,  from 
which  he  died. 

Mr.  Coombs  was  a  man  of  pleasant,  genial  disposition  and  had  a 
wide  circle  of  friends.  He  was  especially  prominent  in  Masonic  affairs, 
and  was  also  a  member  of  the  Order  of  Odd  Fellows. 

Mr.  Coombs  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  March  7th,  1906. 
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Dill)  May  8th,  191:3. 

Saimu'l  Lispciiiird  Cooper  was  l)oni  in  the  (.'ity  of  Now  York  on 
January  Kltli,  1858.  His  father,  Samuel  Ilawes  Cooper,  was  a  nephew 
of  Voter  Coopor;  his  mother,  Helen  Sophia  Lispenard  was  of  French 
Hu^^uenot  descent.  ]\Ir.  Cooper  received  his  early  education  in  the 
public  schools  of  New  York  City  and  then  studied  at  the  Collep^e  of 
the  City  of  New  York  and  at  New  York  University.  He  was  graduated 
from  the  latter  institution  in  1878  with  the  dej^ree  of  Civil  Engineer. 

For  the  first  five  years  of  his  professional  career,  Mr.  Cooper  was 
engaged  on  the  surveys  and  preliminary  work  for  the  New  Croton 
Aqueduct  and  Reservoirs,  and  was  then  placed  in  charge  of  the  main- 
tenance of  the  Old  Croton  Aqueduct,  as  Resident  Engineer.  In  1889 
ho  entered  the  service  of  the  Finance  Department  of  the  City  of  New 
York,  as  Supervising  Engineer,  and  continued  in  this  position  for  the 
next  four  years,  gaining  valuable  experience  in  many  directions.  When 
the  Department  of  Public  Works  of  the  City  of  Yonkers  was  organized, 
in  1893,  Mr.  Cooper  was  placed  at  its  head  as  Commissioner,  and  con- 
tinued in  this  position  for  1-1  years  until  Yonkers  became  a  second- 
class  city,  in  1908,  when,  under  the  reorganization  that  took  place, 
he  was  appointed  City  Engineer,  a  position  he  filled  until  his  death. 

During  20  years  of  uninterrupted  service  with  the  City  of  Yonkens, 
first  as  Commissioner,  and  then  as  City  Engineer,  Mr.  Cooper  was 
responsible  for  the  entire  street  system  of  the  City.  The  City  Pier 
and  Recreation  Pavilion  were  constructed  according  to  his  plans,  and 
the  City  Hall  Building  was  erected  under  his  supervision.  He  also 
had  much  to  do  with  making  plans  for  the  parks,  and  acted  as  Con- 
sulting Engineer  to  the  Bronx  Valley  Sewer  Commission  and  in  con- 
nection with  other  enterprises. 

In  1885,  Mr.  Cooper  was  married  to  Elizabeth  Underbill,  daughter 
of  the  Rev.  George  H.  Goodsell,  D.D.,  and  niece  of  Bishop  Daniel  A. 
Goodsell,  of  the  Methodist  Episcopal  Church,  who  with  three  children, 
Samuel  G.  Cooper,  of  Portland,  Ore.,  Mrs.  Raymond  C.  Rose,  and 
Mary  L.   Cooper,  survive  him. 

Mr.  Cooper  was  an  engineer  of  high  ability,  a  man  of  sterling 
character  and  of  indefatigable  industry.  Performing  his  duties  with 
absolute  honesty,  he  could  not  avoid  making  enemies,  but  he  won 
the  esteem  of  all  good  citizens. 

During  the  last  two  years  of  his  life  Mr.  Cooper  suffered  from  an 
incurable  disease.  He  bore  this  misfortune  with  great  fortitude,  and 
attended  faithfully  to  his  official  duties  to  the  last,  even  when  scarcely 
able  to  leave  his  home. 

*  Memoir  prepared  by  Edward  Wegmann,  31.  Am.  Soc.  C.  E. 
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On  j\lay  8th,  1913,  he  was  relieved  from  his  suffering.  His  f unoral 
was  attended  by  the  Mayor,  Aldermen,  and  other  City  officials,  past 
and  present,  of  Yonkers,  and  by  a  large  number  of  citizens  who  showed 
by  their  presence  the  high  esteem  in  which  they  held  their  former  City 
Engineer. 

Mr.  Cooper  was  a  member  of  the  New  York  University  Alumni 
Association,  Delta  Upsilon  Fraternity,  a  Director  of  the  Hollywood 
Inn,  a  member  of  the  Nepperhan  Lodge  of  Free  Masons,  Terrace  City 
Chapter  of  Royal  Arch  Masons,  of  the  Elks,  of  the  City  Club,  and 
of  the  Central  Methodist  Episcopal  Church  of  Yonkers. 

Mr.  Cooper  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  February  6th,  1889. 
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Oeorjic  IJlinii  Francis,  (lie  son  of  Bliiui  and  l.iic.y  (Ilart)  I-'rancis. 
was  born  at  West  Hartford,  Conn.,  on  Januar.y  31st,  1857.  He  re- 
ceived his  early  education  in  the  public  schools  of  his  native  town 
and  at  the  Hartford  High  School,  from  which  he  was  graduated  at 
the  age  of  17. 

On  A])ril  Gth,  1874,  he  entered  the  employ  of  the  Providence,  R.  1.. 
Water-Works,  as  a  student,  and  served  for  a  period  of  three  years 
in  the  Engineering  Corps,  during  the  construction  of  the  Pettaconset 
Pumping  Station.  In  March,  1877,  he  was  transferred  to  the  City 
Engineer's  Department,  which  had  just  been  consolidated  with  the 
Water- Works,  where  he  served  for  the  next  4|  years  as  Assistant 
Engineer,  being  assigned  to  the  corps  in  charge  of  the  "Brook  Street 
District"  improvements,  and,  on  the  completion  of  that  work,  to  the 
Water  Department. 

In  1881  he  joined  the  Engineering  Department  of  the  New  York. 
West  Shore  and  Buffalo  Railroad  and  was  assigned  to  the  Ulster 
Division,  in  charge  of  a  Ilydrographic  Corps  between  Fort  Mont- 
gomery— at  the  southern  entrance  to  the  Highlands — and  Poughkeep- 
sie;  later,  he  was  made  Assistant  Engineer  in  charge  of  4  miles  of 
construction  on  this  Division. 

Early  in  1883  Mr.  Francis  went  to  the  Pacific  Coast  with  a  party 
selected  to  make  surveys  for  a  relocation  of  the  Oregon  Railway  and 
Navigation  Company's  line  between  Portland  and  The  Dalles,  through 
the  Cascade  Mountains.  In  the  spring  of  that  year  he  was  transferred 
to  Portland  as  Assistant  Engineer  in  charge  of  the  construction  of  a 
large  freight  terminal,  for  the  Northern  Pacific  Terminal  Company, 
on  the  Willamette  River,  opposite  Portland,  including  the  construc- 
tion of  the  car-ferry  inclines,  in  connection  with  the  transfer  of 
passengers,  for  ca.rs  across  the  river,  which  were  to  be  built  in  thirty 
days  in  order  to  be  in  readiness  for  the  transfer  of  the  famous  "Gold 
Spike"  party  over  the  Northern  Pacific  Railw^ay,  in   September,  1883. 

On  the  completion  of  this  work  he  returned  East  and  for  the  next 
two  years  was  employed  on  general  railroad  work — design,  construc- 
tion, and  maintenance — including  the  preparation  of  plans  for  harbor 
works  under  the  direction  of  the  late  James  B.  Eads,  M.  Am.  Soc.  C.  E., 
in  connection  with  his  scheme  for  a  ship  railroad  at  Tehuantepec,  and 
as  Assistant  Engineer,  on  the  Hudson  River  Division  (Weehawken 
to  x\lbany),  of  the  New  York,  West  Shore  and  Buffalo  Railroad,  on 
maintenance  of  way. 

*  Memoir  prepared  by  John  F.  Wallace,  Past-President,  Am.  Soc.  C.  E..  and 
John  W.  Ellis,   M.   Am.   Soc.   C.   E. 


MEMOIR   OF  GEORGE   BLINN   FRANCIS  25315 

In  the  fall  of  1884,  Mr.  Francis  resigned  the  latter  jwsition  to  accept 
that  of  Engineer  of  the  Portland  Construction  Company,  and  as  such 
had  charge  of  the  design  of  warehouses,  docks,  floating  pile-driver,  coal- 
pockets,  bridges,  floating  dry-dock,  etc.  Subsequently,  he  became 
Resident  Engineer  on  the  construction  of  the  Yakima  Division  of  the 
Northern  Pacific  Railroad,  returning  East  on  the  completion  of  this 
work.  For  the  next  three  years  he  served  in  various  positions  on 
general  railroad  work,  both  design  and  construction,  as  follows :  In 
the  Engineer  Corps  on  the  Blue  Mountain  and  Kittatinny  Mountain 
Tunnels,  on  the  South  Pennsylvania  Railroad,  at  Roxbury,  Pa. ;  with 
the  New  Jersey  Junction  Railway,  on  field  location  from  Weehawken 
to  Bayonne,  afterward  having  charge  of  the  location  and  construction 
through  Jersey  City;  and  as  Division  Engineer  on  general  railroad 
work  on  the  Western  Division  of  the  New  York  Central  and  Hudson 
River  Railroad,  with  headquarters  at  Rochester,  N.  Y. 

On  May  1st,  1887,  he  returned  to  Providence,  R.  I.,  as  Principal 
Assistant  Engineer  of  the  New  York,  Providence  and  Boston  Railroad, 
remaining  in  that  position  until  March,  1892,  when  he  was  appointed 
Resident  Engineer  of  the  New  York,  Providence  and  Boston  and  Old 
Colony  Railroad  Terminal  Company  (subsequently  controlled  through 
lease  by  the  New  York,  New  Haven  and  Hartford  Railroad  Company), 
designing  and  constructing  the  Providence  Terminal. 

On  July  1st,  1896,  he  became  Resident  and  Acting  Chief  Engineer 
of  the  Boston  Terminal  Company,  designing  and  constructing  the 
South  Terminal  Station,  in  Boston,  one  of  the  largest  passenger  termi- 
nals in  the  world.  With  such  care,  foresight,  and  skill  were  the  de- 
tails of  this  intricate  problem  worked  out  that  no  important  change 
has  ever  been  made  in  the  layout.  The  study  and  experience  derived 
from  the  successful  solution  of  these  two  important  engineering  works 
led  Mr.  Francis  to  specialize  in  this  branch  of  the  Profession,  in  which 
field  he  was  recognized  subsequently  as  a  leading  authority. 

In  the  spring  of  1899  he  designed  and  supervised  the  construction 
of  the  foundations  of  the  Kingsbridge  Power  Station  of  the  Third 
Avenue  Railroad,  in  New  York  City. 

On  the  completion  of  the  Boston  Terminal,  he  became  Chief  Engi- 
neer of  the  Providence  Street  Railway  System,  and  from  February, 
1900,  to  June,  1902,  served  during  a  very  active  period  of  construc- 
tion and  reconstruction  of  the  Company's  urban  and  interurban  lines, 
building  a  new  generating  station,  repair  shops,  car  barns,  etc. 

Mr.  Francis  resigned  to  accept  a  position  as  head  of  the  Civil 
Engineering  Department  of  Westinghouse,  Church,  Kerr  and  Com- 
pany, which  Company  had  been  retained  as  Engineers  in  connection 
with  the  new  Pennsylvania  Terminal  in  Manhattan,  and,  during  the 
next  eight  years,  the  important  civil  engineering  features  of  this  work 
were  under  his  supervision. 


^-*I()  Mi'Moii:  oi'  ci'ioi.'ci;   i;li\\    i  li.wci.s 

SoTiio  otlior  Icniiiniil  pr()l)l(>ins  which  rof-eivod  liis  attention 
iiro:  Tlio  jirofjosod  Union  Station  nt  Toronto,  Ontario;  the  proposer! 
pnssoniror  and  freight  terminal,  at  Chicago,  for  the  Chicajro  and  We.st- 
(M-n  Indiana  Railroad;  the  Winiiipejr  'j\»nnina],  (Jrand  Trunk  Paeifie 
Kaihvay;  Vaneonver,  B.  C,  Terminal,  ('anadinn  Pacific  Railway; 
the  proposed  freight  terminal,  Canadian  Pacific  Railway,  at  Toronto; 
the  proposed  passenpei-  terminal  for  the  City  of  P>nffalo;  the  rearrange- 
ment of  the  track  layout,  St.  Louis  Terminal;  and  many  smaller 
terminals,  hotli  for  passengers  and  freight,  in  the  United  States  and 
Canada.  As  a  member  of  the  Railroad  Committee  of  the  Merchants 
Association  of  New  York  City,  he  rendered  valuable  assistance  in 
the  preparation  of  its  report  on  "The  West  Side  Improvements,''  re- 
lating to  railroad  and  terminal  facilities.  He  thrice  visited  Europe 
for  observation  and  study  of  the  large  terminals  in  England  and  on 
the  Continent. 

Some  of  the  many  engineering  problems  which  engaged  his  atten- 
tion during  his  connection  with  Westinghouse,  Church,  Kerr  and 
Comi)any,  were  as  follows : 

Supervision  of  the  construction  of  two  high-speed  interurban  elec- 
tric roads,  one  in  the  Lackawanna  Valley,  between  Scranton  and 
Wilkes-Barre,  Pa.,  and  the  other  in  the  Ohio  Valley  between  Beaver, 
Pa.,  and  Steubenville,  Ohio;  general  supervision  of  the  reconnaissance, 
location,  and  plans  for  a  proposed  high-speed  electric  road  between 
Paterson,  N.  J.,  and  Times  Square,  New  York  City;  a  proposed  elec- 
tric road  between  Rochester  and  Syracuse,  N.  Y.,  and  a  proposed  line 
between  Baltimore,  Frederick,  and  Hagerstown,  Md. ;  Consulting  Engi- 
neer on  hydro-electric  development  for  the  Atlanta  Water  and  Elec- 
tric Power  Company;  Consulting  Engineer,  Shut-off  Dam,  Charles 
River  Basin;  Consulting  Engineer,  deep  foundations.  Providence 
Journal  Building;  Consulting  Engineer,  East  Side  Easy  Grade  Street, 
Providence,  R.  I.;  Associate  Consulting  Engineer  with  Gustav  Linden - 
thai,  M.  Am.  Soc.  C.  E.,  on  reconstruction  of  Locust  Point  Pier  for 
the  Baltimore  and  Ohio  Railroad,  at  Baltimore,  Md. ;  Consulting  Engi- 
neer, heavy  reinforced  concrete  bridge,  designed  for  Bush  and  Gun- 
powder River  Bridges,  Pennsylvania  Railroad;  and  investigations  and 
reports  on  various  water-power  and  irrigation  projects  in  the  South  and 
West. 

Mr.  Francis  was  a  member  of  the  Institution  of  Civil  Engineers 
of  Great  Britain;  the  Boston  Society  of  Civil  Engineers;  the  Canadian 
Society  of  Civil  Engineers;  the  New  York  Railroad  Club;  and  the 
Boston  Engineers'  Club.  He  was  very  active  in  the  affairs  of  the 
Boston  Society  of  Civil  Engineers,  having  been  the  first  non-resident 
member  to  be  honored  with  the  Presidency,  which  ofiice  he  filled  from 
March  17th,  1910,  to  March  16th.  1911. 
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He  was  Past-Master  of  What  Cheer  Lodge  No.  21;  Member  of  the 
Providence  Eoyal  Arcli  Chapter  No.  1;  Providence  Council  No.  1, 
R.  and  S.  M.;  Calvary  Commandery  No.  13,  K.  T.,  and  of  Rhode 
Island  Consistory,  A.  A.  S.  Rite,  N.  M.  J. 

He  was  a  frequent  contributor  to  the  technical  press  and  to  the 
publications  of  various  engineering  societies.  In  190G,  with  W.  F. 
Dennis,  M.  Am.  Soc.  C.  E.,  he  was  awarded  the  Thomas  Fitch 
Rowland  Prize  by  the  Society,  for  the  paper  entitled  "The  Scranton 
Tunnel  of  the  Lackawanna  and  Wyoming  Valley  Railroad."*  Other 
papers  contributed  to  the  Society  by  Mr.  Francis  are:  "The  South 
Terminal  Station,  Boston,  Mass.,"  "Electric  Railways  in  the  Ohio 
Valley  between  Steubenville,  Ohio,  and  Vanport,  Pennsylvania,"  and 
"The  New  York  Tunnel  Extension  of  the  Pennsylvania  Railroad. 
Certain  Engineering  Structures  of  the  New  York  Terminal  Area."t 

He  was  awarded  a  gold  medal  at  the  Paris  Universal  Exposition 
in  1900,  in  connection  with  the  exhibit  of  the  Boston  Terminal 
Company ;  and  in  1906,  he  received  the  Honorary  Degree  of  A.  M.  from 
Brown  University. 

Mr.  Francis  was  a  man  of  keen  perception,  retentive  memory,  and 
rare  judgment.  He  was  quick  to  grasp  the  essentials  of  a  problem, 
and  brought  to  its  solution  a  trained  mind  and  a  wide  and  varied 
experience.  His  genial  disposition,  democratic  spirit,  and  kindly 
courtesy  won  for  him  the  unfailing  loyalty,  unfeigned  affection,  and 
unwavering  devotion  of  all  who  ever  worked  for  or  with  him.  His 
death  is  keenly  felt  by  a  host  of  friends  and  business  acquaintances, 
and  is  a  distinct  loss  to  the  Profession  which  he  loved,  in  which  his 
life  found  its  expression,  and  for  which  he  zealously  labored. 

In  April,  1882,  Mr.  Francis  was  married  to  Florence  Louise  Greene, 
of  Providence,  R.  I.,  who,  with  one  son,  George  B.  Francis,  Jr., 
survives  him. 

Mr.  Francis  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  September  5th,  1883,  and  a  Member  on  November  7th, 
1888.  He  had  also  served  for  two  years  as  a  Member  of  the  Nominating 
Committee. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  LVI,  p.  219. 

t  Joint  author  with  Joseph  H.  O'Brien,  M.  Am.  Soc.  C.  E. 
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(^luirlcs  Lewis  Harrison  was  born  on  his  fatlier's  farm  at  Auxvasso, 
in  Callaway  County,  Missouri,  on  iMarch  5th,  1857,  and  was  one  of 
a  family  of  twelve,  having  seven  sisters  and  four  brothers.  He  was 
descended  from  the  families  of  Harrison  and  Crockett,  of  Virginia,  hie 
grandfather,  Major  John  Harrison,  emigrating  to  ]\ris.souri  in  1817, 
and  being  one  of  the  earliest  American  settlers  in  Callaway  County. 
His  parents  were  Thomas  Harrison  and  Catherine  (Maddox)  HarrLson. 
Thomas  Harrison  was  born  in  Virginia,  and  moved  with  the  family 
to  ]\Iissoiiri  when  he  was  less  than  a  year  old;  he  served  as  a  volunteer 
during  the  war  with  Mexico;  tried  mining  in  Michigan  for  several 
years  in  the  Thirties;  went  to  California  in  1849,  but  returned  to 
Auxvasse  in  a  few  years  and  passed  the  remainder  of  his  life  in  Calla- 
way County,  where  he  became  a  ])rosperous  farmer  and  a  man  of  wide 
influence  in  the  community,  exhibiting  those  qualities  of  helpfulness 
and  thought  of  others  so  strongly  marked  in  his  son  Charles. 

^fr.  Harrison's  early  education  was  acquired  in  the  public  schools, 
from  which,  in  1876,  he  entered  the  University  of  Missouri,  receiving 
the  degree  of  T.  E.  in  1879  and  the  degree  of  C.  E.  in  1880.  During 
the  first  two  years  of  his  course  he  was  a  working  student,  his  father 
refusing  to  help  him  until,  as  he  expressed  it,  he  found  out  "what  the 
boy  was  made  of"  and  what  he  wanted  to  do.  In  college  he  exhibited 
those  qualities  for  thoroughness,  ready  debate,  and  argument,  which 
were  so  marked  throughout  his  life. 

After  being  graduated  from  the  University,  he  entered  the  service 
of  the  Mississippi  River  Commission  as  a  Rodman,  and  assisted  in 
measuring  the  discharge  of  the  Mississippi  at  Fulton,  Tenn.,  until 
August,  1880,  when  he  was  transferred  to  Grafton,  HI.,  with  the  grade 
of  Recorder,  continuing  in  the  work  of  discharge  measurements  until 
October,  1881.  He  was  then  transferred  to  Lake  Providence,  La.,  as 
Assistant  on  hydrographical  and  topographical  surveys.  He  was  obliged 
to  give  up  this  work  in  June,  1882,  on  account  of  malaria,  but  was 
offered  employment  under  the  Corps  of  Engineers  of  the  Army,  and 
from  June  to  December,  1882,  was  Transitman  on  a  topographical 
survey  of  the  Missouri  River  from  Fort  Pierre  to  Fort  Randall,  Dak.; 
from  December,  1882,  to  September,  1883,  he  was  Instrumentman  on  a 
topographical  survey  of  the  Red  River  of  the  North. 

The  construction  of  reservoirs  at  the  head-waters  of  the  Missis- 
sippi was  then  in  progress,  under  the  direction  of  the  Army  Engineers, 
and  Mr.  Harrison  was  engaged  as  Assistant  in  the  construction  of  a 
dam   across   that   river   at   Pokegama   Falls,   Minn.,   from    September, 

*  Memoir  prepared  by  Alfred  Noble,  Past  President,  Am.  Soc.  C.  E..  and  J.  W^aldo 
Smith.  M.  Am.  Soc.  C.  E. 
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1883,  to  July,  1884,  and  as  Engineer  in  charge  of  the  completion  of 
a  dam  at  the  outlet  of  Lake  Winnebigoshish,  Minn.,  during  the  re- 
mainder of  the  year.  During  the  five  years  ensuing  he  was  with  an 
uncle  in  Chicago,  in  the  live  stock  commission  business. 

From  July,  1890,  to  May,  1891,  Mr.  Harrison  took  part  as  Assistant 
Engineer  in  hydrographical  surveys  and  investigations  for  the  Sanitary 
District  of  Chicago;  he  then  went  to  Northern  Michigan  as  Engineer 
in  charge  of  the  improvement  of  Carp  River  and  of  the  construction  of 
a  sewerage  system  for  the  City  of  Ishpeming,  returning  in  February, 
1892,  to  the  Sanitary  District  to  take  charge  of  surveys  for  the  loca- 
tion of  the  Chicago  Drainage  Canal,  and  from  August,  1892,  to  August, 
1897,  was  Division  Engineer  in  charge  of  construction  of  Sections  5 
to  15,  embracing  excavation  of  various  kinds  on  a  large  scale  and 
much  concrete  and  structural  work,  including,  with  other  important 
features,  the  regulating  works  at  Lockport,  111.  While  with  the 
Sanitary  District,  Mr.  Harrison  served  under  Lyman  E.  Cooley  and 
Isham  Randolph,  Members,  Am.  Soc.  C.  E.,  successively  Chief  Engi- 
neers. This  was  the  first  opportunity  afforded  to  show  to  the  Engineer- 
ing Profession  his  ability  as  an  engineer  and  an  executive,  and  his  work 
gave  him  a  high  standing. 

In  the  summer  of  1897,  the  United  States  Board  of  Engineers  on 
Deep  Waterways  was  organized  to  make  surveys  and  estimates  for  a 
deep  waterway  from  the  Great  Lakes  to  tide-water,  and  Mr.  Harrison 
was  the  first  engineer  engaged.  As  Division  Engineer  he  had  charge 
of  two  sections,  one  being  the  Niagara  Ship  Canal  route,  from  Lake 
Erie  to  Lake  Ontario,  the  other  extending  from  Troy  to  Lake  Cham- 
plain.  On  the  completion  of  this  work  at  the  end  of  1900,  he  went 
to  Panama  for  the  Isthmian  Canal  Commission,  where  he  made  sur- 
veys to  verify  the  work  of  the  engineers  of  the  French  Company 
and  also  made  borings  at  the  site  of  the  Bohio  Dam  and  at  other 
points.  From  June,  1900,  to  May,  1902,  he  was  Chief  Engineer  for 
the  Denver  Union  Water  Company,  and  designed  and  built  the  Lake 
Cheesman  Dam,  notable  as  sustaining  a  greater  head  of  water  than 
any  other  structure  then  existing,  and  without  any  leakage. 

At  the  end  of  May,  1902,  Mr.  Harrison  accepted  the  position  of 
Principal  Assistant  Engineer  of  the  East  River  Division  of  the  New 
York  Terminal  of  the  Pennsylvania  Railroad.  The  division  included 
four  tunnels  under  the  East  River,  built  in  compressed  air,  this  class 
of  work  continuing  nearly  three  years.  In  April,  1908,  he  suffered 
an  injury  of  the  heart  from  too  long  a  stay  under  pressure,  from 
which  he  never  recovered.  The  work  was  then  so  nearly  completed  that 
if  he  could  have  endured  for  another  day,  he  would  not  have  incurred 
any  further  risk.  He  attempted  to  resume  professional  work  in  April, 
1909,  as  Deputy  Chief  Engineer  for  the  Board  of  Water  Supply  of 
the  City  of  New  York,  but  after  a  year's  trial  was  compelled  to  give 
it  up,  and  from  that  time  limited  himself  to  consultations.     He  passed 
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tlio  winter  of  1910-11  in  Southern  California;  in  the  winter  of  11)11-12 
lie  WHS  in  TInvnnn  nnd  was  ^Tcatly  interested  in  the  raisinp  of  the 
battlesliip  Maine,  tlien  in  pro.un-ess.  In  Mareh,  1012,  he  visited  the 
Panama  Canal. 

In  the  latter  part  of  August,  1912,  he  eontraeted  a  slight  cold  whieh 
did  not  take  a  serious  form  until  two  or  three  days  before  his  death. 
He  was  buried  in  the  family  plot  in  the  churchyard  of  the  Presbyterian 
Church  at  Auxvasse. 

Mr.  Harrison's  (Migineering  experience  embraced  a  wide  ran^e  of 
successful  work.  To  every  new  problem  he  gave  the  most  thorough 
study,  from  the  first  step  to  the  completion,  and  his  judgment  thus 
founded  and  trained  was  seldom  or  never  erroneous.  During  his 
many  years  of  participation  in  important  work,  he  trained  and  developfnl 
a  large  number  of  young  engineers  from  whom  he  required  the  same 
thoughtfulness  and  thoroughness,  and  nothing  was  more  certain  to 
incur  his  criticism  than  lack  of  care  or  misdirected  energy,  but  it  was 
given  so  kindly  that  no  bitterness  followed,  and  he  possessed  the  friend- 
ship and  loyalty  of  his  assistants  to  a  remarkable  degree. 

His  work  at  three  important  industrial  centers — Chicago,  Denver, 
and  New  York — had  made  him  well  known  throughout  the  United 
States  as  a  capable  engineer,  an  executive  of  rare  ability,  and  as  a  man 
of  the  highest  integrity.  That  his  further  career  would  have  been 
most  distinguished,  if  his  health  had  permitted,  is  evidenced  by  the 
large  number  of  engagements  he  was  obliged  to  decline. 

He  loved  the  truth  in  all  things,  and  hated  any  form  of  deceit  or 
misrepresentation;  he  was  generous  to  a  fault,  but  for  the  hypocrite  or 
professionally  impecunious  he  had  no  consideration.  His  patience  and 
perseverance,  as  well  as  his  thoughtfulness  for,  and  kindliness  to,  those 
associated  with  him,  was  particularly  marked,  and  he  was  always  a 
most  loyal  friend. 

His  recreation  and  hobby  was  a  most  unusual  one,  in  that  he 
was  the  only  engineer,  or  one  among  a  few,  who  owned  a  racing  stable. 
His  stable,  although  small,  was  chosen  with  the  same  good  judgment 
and  attention  to  detail  shown  in  his  engineering  work,  so  that  his 
colors  were  often  in  the  lead  on  the  principal  tracks  of  the  country, 
and  his  percentage  of  winners  was  greater  than  in  the  stables  of  the 
wealthy  owners. 

Mr.  Harrison  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  March  2d,  1898,  and  was  a  Director  from  1908  to 
1910.  He  was  a  frequent  contributor  to  the  discussions  on  papers 
before  the  Society;  in  1905,  the  Thomas  Fitch  Rowland  Prize  was 
awarded  to  him  and  S.  H.  Woodard,  M.  Am.  Soc.  C.  E..  as  joint  au- 
thors, for  their  paper  entitled  "Lake  Cheesman  Dam  and  Reservoir."* 

He  was  also  a  member  of  the  Western  Society  of  Engineers,  and 
of  the  University  and  Engineers'  Clubs  of  Xew^  York  City. 


*  Transactions.  Am.  Soc.  C.  E.,  Vol.  LIII.  p.  89. 
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HORACE  EBENEZER  NORTON,  M.  Am.  Soc.  C.  E.* 


Died  July  29th,  1912. 


Horace  Ebenezer  Horton  was  born  near  Norway,  Herkimer  County, 
N.  Y.,  on  December  20th,  1843.  Four  years  before  the  Civil  War, 
when  he  was  13  years  of  age,  his  parents  moved  from  Norway,  N.  Y., 
to  Rochester,  a  small  town  in  the  southeastern  pert  of  Minnesota,  at 
that  time  a  frontier  country.  Here  he  was  a  pioneer,  at  an  age  sus- 
ceptible to  all  the  moving  influences  of  a  new  country.  Consideration 
of  his  after  life  leads  to  the  belief  that,  as  a  western  boy,  he  acquired 
those  qualities  of  thoughtful  planning,  of  initiative,  and  of  self-reliance, 
for  which  he  was  distinguished  in  his  manhood.  With  a  fine  mind, 
a  splendid  physique,  and  a  natural  fund  of  energy,  this  pioneer  life 
was  a  good  foundation  for  a  working  life  characterized  by  ability, 
activity,  and  usefulness. 

Mr.  Horton's  education  in  the  schools  was  limited,  as  the  schools 
were  limited.  At  that  time  it  may  be  said  that  engineering  was  not 
even  a  Profession,  and  engineering  schools  were  almost  unknown.  At 
best,  only  an  elementary  engineering  education  could  be  offered  in  the 
schools  of  this  country.  Mr.  Horton,  doubtless,  enjoyed  such  school 
training  as  was  then  obtainable.  As  a  boy  he  attended  school  in 
'Kochester,  and  later,  for  two  years,  at  Fairfield  Seminary  in  Herkimer 
"County,  N.  Y.,  and  was  probably  19  or  20  years  old  at  the  completion 
of  his  course  in  that  institution. 

Considering  the  schools  which  he  attended,  and  the  proficiency  which 
he  displayed  afterward  in  his  Profession,  it  is  fair  to  designate  him 
as  a  self-educated  man,  and,  like  all  true  engineers,  he  continued  to 
educate  himself  to  the  end  of  his  life. 

The  timber  bridge,  at  Oronoco,  Minn.,  of  186  ft.  span,  60  ft.  above 
the  water,  was  designed  and  built  in  1866-67  by  Mr.  Horton,  at  the  age 
of  twenty-three.  That  a  mere  youth  should  combine  the  technical 
skill,  the  address  to  convince  the  authorities  that  the  design  was  ade- 
quate, procure  financial  assistance,  and  have  the  business  capacity  to 
execute  sucli  a  work,  point  out  a  man  of  very  unusual  powers  and 
qualities. 

One  must  remember  that  in  1866  Minnesota  was  a  remote  part  of 
the  world;  that  "Trautwine's  Civil  Engineer's  Pocket-Book"  was  not 
published  until  six  years  later,  and  that  the  mass  of  technical  literature 
we  now  have  was  not  then  dreamt  of. 

The  fact  recalls  Smiles'  "Lives  of  the  Engineers,"  those  wonderful 
men,  with  little  education,  nearly  all  coming  from  the  strip  of  north 
country  across  England,  who  gave  us  The  Highway,  The  Canal,  The 

*  Memoir  prepared  by  the  following  committee :  Onward  Bates,  Past-President,  Am 
Soc.  C.  E.,  Hugh  L.  Cooper,  and  Arthur  J.  Mason,  Members,  Am.  Soc.  C.  E. 
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Ivailroihl.  ;ui(l  TIic  KxtcMulcd  F'sc  <•!"  ilic  Stfjmi  Kiin-ijic  in  M,„l,.rn 
Iiuliistry. 

It  is  i)robal)lv  not  a  mc!re  coiucideiKtc  that  the  tii>t  Ilorlon  |<, 
hiiul  ill  America,  in  tlio  seventeenth  ('ciitiiry,  eaiiie  uIko  from  Lan- 
eai>hire.  One.  can  readily  Ixdieve  tliat,  iiiimiiiL;  throu^'-h  the  seven 
generations  from  the  first  Ilortoii  settled  on  I.ono  Island,  tlie  con- 
struetive  iiistinc't  ])ersisted. 

Horace  E.  Ifortojrs  lather,  a  carpenter  and  huildcr,  seventy  years  ago, 
in  his  wanderings  between  New  York  State  and  the  far  West,  happened 
on  some  town  in  Ohio  where  a  church  had  to  he  moved.  The  joh 
frightened  local  talent,  but  Horton,  Senior,  undertook  the  work,  suc- 
ceeded, and.  in  his  own  words,  ''It  paid  handsome." 

Here  we  have  the  Engineer's  instinct  strong  in  Horace  E.  Horton; 
a  i)hysical  difficulty  becomes  a  challenge.'  or  dare  to  overcome  it. 

j\Ir.  Horton's  career  is  of  chief  interest  to  us  because  he  was  one  of 
tlic  first  group  of  engineers,  fast  disappearing,  who  grew  up  with 
the  art;  whose  feeling  for  all  kinds  of  material,  structures,  action,  was 
the  result  of  contact  with  them,  and,  therefore,  became  incorporated 
with  his  five  senses,  and  instinctive. 

A  generation  later,  the  Engineer's  api)roach  to  knowledge  in  his 
work  had  become  a  literary  one. 

Horace  E.  Horton  began  his  work  with  timber — the  material  of  the 
country — and  changed  as  the  times  changed.  At  his  death  his  work 
was  wholly  in  steel.  He  was  always  youthful  in  view  point,  always 
learning,  never  losing  a  sort  of  strong  horse-sense. 

Older  members  of  the  Society  will  recall  his  great  impressive  head, 
towering  above  the  common  run  of  men  in  any  gathering. 

Engineers  are  proud  of  the  fact  that  the  constructive  quality  seems 
ever  to  be  accompanied  with  a  certain  robust  force  of  character  and 
probity.  George  Stephenson,  the  father  of  railways,  a  man  who  taught 
himself  to  read  at  the  age  of  nineteen,  was  at  home  in  the  House  of 
Lords,  or  any  company,  hy  reason  of  this  mixture  of  sagacity,  direct- 
ness, and  probity.  Mr.  Choate,  in  his  addreiis  at  the  opening  of  the 
present  Society  House,  traced  these  qualities  to  the  fact  that  service 
and  performance  are  the  sole  tests  of  the  Engineer's  work — not  an 
appeal  to  taste,  as  so  largely  in  other  professions.  From  Horace  E. 
Horton  there  seemed  at  all  times  to  emanate  an  atmosphere  of  the^e 
very  qualities — sagacity,  directness,  and  probity.  To  this  fact  is  due 
his  success  in  the  world. 

Mr.  Cooper  joined  Mr.  Horton's  staff  in  boyhood,  and  remained  in 
his  service  for  many  years.  He  describes  one  side  of  the  man  as 
follows : 

''Those  who  knew  Mr.  Horton  intimately,  and  as  an  employer, 
realized  his  possession  of  a  mind  of  unusual  endowments,  and  specially 
gifted  in  creative  analysis  and  quick  comprehension. 


HORACE   E.   HORTON. 
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''The  subject  might  be  eiiiiiiieeriiig,  which  he  dearly  loved  as  a  Pro- 
fession, or  it  might  be  politics,  history,  genealogy,  the  Bible,  or  civic 
life.  The  rapidity  of  his  understanding  and  general  comprehension 
sometimes  naturally  led  to  little  expressions  of  impatience  with  those 
of  lesser  equipment. 

"One  of  his  striking  qualities  in  his  engineering  practice  was  his 
universal  refusal  in  middle  life  to  accept  anything  he  had  previously 
designed  as  a  standard  for  the  future.  Every  new  contract  for  a  bridge, 
and  they  were  many,  required  an  entirely  new  set  of  drawings  to 
bring  out  new  ideas  of  main  and  detailed  designs,  and  in  this  sort 
of  w^ork  he  seemed  to  find  great  pleasure.  The  fact  that  in  his  later 
life  he  originated  and  perfected  to  a  fine  success  the  water-tank  with 
the  hemispherical  bottom,  that  is  now  so  generally  used,  and  that  he 
maintained  this  design  as  a  standard  over  a  term  of  years,  during 
which  time  he  built  some  tw^enty-four  hundred  of  these  tanks,  was  a 
great  surprise  to  those  w^ho  knew  him  between  1890  and  1900. 

"He  was  a  man  who  possessed  the  courage  of  his  convictions  to 
a  striking  degree,  and  having  once  settled  a  problem,  either  as  related 
to  a  design  or  a  method  of  constructing  it,  his  mind  seemed  absolutely 
at  rest  and  to  forget  the  element  of  responsibility  as  usually  defined. 
Precedents  in  methods  of  construction  were  tossed  aside  whenever 
opportunity  for  original  and  bold  treatment  was  presented,  and  his 
really  interested  originality  always  came  through  to  a  successful 
conclusion. 

"In  general,  his  manner  toward  his  employees  was  given  to  brusque- 
ness,  but  they  soon  came  to  understand  that  this  attitude  was  a  shield 
for  a  nature  overly  kind  when  properly  appealed  to. 

"One  of  Mr.  Horton's  personal  characteristics,  that  was  very  rare 
among  men  of  his  ability  and  always  in  evidence  with  him,  was  his 
great  patience  with  a  student  employee  who  was  trying  to  better  his 
condition  through  special  studies  after  hours  and  through  special  hard 
work  during  working  hours.  To  such  he  was  never  known  to  deny 
all  the  time  the  student  asked  for,  and  it  frequently  resulted  in  the 
student  getting  more  time  given  him  than  he  in  his  unwisdom  thought 
he  needed.  His  pride  in  the  advancement  of  his  'young  men,'  as  he 
called  them,  never  came  to  the  attention  of  the  student,  except  when 
stories  of  their  progress  were  told  by  Mr.  Horton  to  third  parties. 

"His  notions  of  charity  followed  most  strictly  the  biblical  inhibition 
about  giving.  He  gave  generously  and  freely  to  the  needy,  but  al- 
ways in  a  manner  that  successfully  precluded  the  possibility  of  even 
minute  public  knowledge.  During  his  residence  in  Chicago  he  listened 
to  a  very  strong  appeal  from  the  pulpit  for  funds  with  which  to  pur- 
chase a  pipe  organ  for  the  church.  A  day  or  two  afterward  he  met 
the  pastor  and  told  him  that  he  would  give  a  certain  sum  toward 
the  purchase  of  the  organ,  which  amount  happened  to  be  75%  of  the 
total  cost,  provided  he  would  never  breathe  a  word  about  the  contribu- 
tion to  a  soul.  The  pastor  took  the  subscription,  gave  the  exacted 
promise,  and  then  went  to  another  member  of  Mr.  Horton's  immediate 
family,  stated  that  he  had  secured  75%  of  the  necessary  amount, 
asked  for  further  aid,  received  15%  of  the  necessary  amount,  and  gave 
the  same  promise  about  secrecy.  The  pastor  knew  from  previous  ex- 
perience how  to  proceed,  and  was  a  skilled  solicitor;  at  the  first  oppor- 
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tiiTiity  ho  npi)o:ilod  to  yet  another  nioniber  of  Mr.  Tlorton's  family, 
and  obtained  the  remaining  10%  for  tlie  organ,  on  the  execution 
of  the  same  promise  rcprarding  secrecy.  It  is  believed  that  the  family 
do  not  to  this  day  know  how  that  chnrch  p:ot  that  orj^an,  hnt  the  truth- 
fulness of  this  story  is  vouched  for,  and  is  only  related  to  evidence  a 
trait  of  character  beautiful  and  none  too  common. 

"The  possessor  of  prrcat  physical  and  mental  stren^'th.  it  i.s  difficult 
to  realize  that  he  could  so  quickly  succumb,  and  his  going  away  will 
long  be  foundation  for  sadness  in  the  minds  of  those  he  befriended." 

As  a  bridge  builder,  his  contracts  were  obtained  by  competitive  bids, 
usually  on  plans  prepared  under  his  direction.  These  plans  were  re- 
quired to  conform  to  specifications  and  meet  the  approval  of  the  engi- 
neer representing  the  purchaser.  The  successful  bridge  contractor  had 
to  design  a  structure  meeting  all  requirements,  and  be  the  lowest  bidder, 
as  well.  Success  depended  pn  the  skill  of  the  designer  in  producing 
the  most  economical  structure  to  manufacture  and  erect.  It  was  the 
custom  for  bidders  to  assemble  at  the  time  and  place  set  for  letting 
the  contract,  and  the  occasion  was  one  in  which  competitors  met  in  a 
friendly  rivalry,  although  sometimes  it  was  not  so  friendly.  Com- 
petition was  very  keen,  and,  if  by  any  chance  a  bidder  lost  his  oppor- 
tunity to  bid,  he  was  rather  the  butt  of  the  jokes  of  the  other  bidders 
than  an  object  of  sympathy  with  them. 

Mr.  Horton  was  always  a  generous  rival.  He  would  encourage  com- 
petition instead  of  suppressing  it.  It  seemed  as  if  he  entered  into 
the  spirit  of  the  game,  on  the  principle  that  "the  more  the  merrier," 
and  that,  if  he  won.  his  success  was  greater  with  many  than  with  few 
to  bid  against.  An  instance  of  this  is  related  by  Mr.  Bates,  on  the 
occasion  of  the  letting  of  the  superstructure  for  the  high  bridge  at 
St.  Paul.  The  bridge  contracting  company  %vhich  Bates  represented 
had  arranged  that  the  bidder's  bond  required  by  the  city  should  be  fur- 
nished to  him  through  a  local  bank  in  St.  Paul.  On  the  morning  of 
the  letting  of  the  contract,  and  perhaps  two  hours  before  the  bids  were 
to  be  opened,  he  called  at  the  bank  with  full  assurance  that  the  bond 
would  be  passed  over  the  counter  to  him.  To  his  surprise  and  dismay, 
he  was  informed  that  some  hitch,  in  the  arrangement  with  the  Phila- 
delphia bank  which  was  to  guarantee  the  bond,  prevented  the  St.  Paul 
Bank  from  furnishing  it.  The  decision  was  final,  as  it  was  impossible 
to  make  other  arrangements  in  the  limited  time.  Coming  out  of  the 
bank,  Bates  paused  on  the  steps  of  the  building,  reflecting  on  his  posi- 
tion and  wondering  if  anything  could  be  done  to  save  his  bid.  Just 
then  Mr.  Horton  appeared,  and,  looking  up,  asked,  "What  is  the  matter? 
Why  are  you  looking  so  sorrowful  this  morning?"  He  was  informed 
of  the  dilemma  of  his  competitor.  Then  Horton's  fine  instinct  came 
to  the  rescue.  He  took  Bates  by  the  arm  and  said:  "This  will  never 
do.    We  must  get  you  a  bond  at  once."    Going  to  the  nearest  office  build- 
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ingV  they  scanned  the  list  of  tenants,  fonnd  the  name  of  a  lawyer  and 
proceeded  to  his  office.  The  lawyer  was  instructed  to  draw  up  the  bond 
at  once.  Horton  remarked:  "The  amount  of  this  bond  is  so  large 
that  I  cannot  qualify  for  the  whole  of  it  myself,  and  we  must  get 
another  bondsman."  They  proceeded  from  the  building  and  on  reach- 
ing the  street,  the  first  man  who  passed  was  seized  by  Horton  and  told 
that  he  must  come  in  at  once  and  sign  Bates'  bond,  not  even  giving  the 
newcomer  an  opportunity  for  argument.  The  matter  was  satisfactorily 
concluded.  Bates'  bid  was  considered,  and  when  the  decision  on  the 
bids  was  made  known,  the  contract  was  Horton's  as  the  lowest  bidder. 

Mr.  Bates  states  that  he  never  was  so  pleased  at  the  success  of  a 
rival,  and  that  a  man  who  could  show  the  spirit  that  Mr.  Horton  did 
under  the  conditions,  was  worth  his  lasting  friendship. 

Returning  to  Rochester,  Minn.,'  from  his  studies  at  Fairfield 
Academy,  about  twenty  years  of  age,  the  next  few  years  were  devoted 
to  whatever  seemed  to  offer — farm  work,  surveying,  railroad  location — 
until  we  find  him  engaged  on  the  Oronoco  Bridge,  described  at  the 
opening  of  this  memoir. 

With  this  as  his  starting-point,  he  was  duly  launched  on  his  life 
work.  For  the  following  twenty-three  years  he  had  his  headquarters 
at  Rochester,  and  built  up  an  extended  business  in  the  designing  and 
erection  of  highway  bridges  throughout  a  considerable  area  of  the 
Northwest.  During  this  time  he  also  developed  some  skill  as  an  archi- 
tect, designing  a  number  of  public  buildings,  as  well  as  private 
residences. 

A  paper*  entitled  "Bridge  Legislation,"  by  Mr.  Horton,  is  a  de- 
licious sample  of  the  mixture  of  wdt,  clear-headedness,  technical  skill, 
and  force  of  character  of  the  man.  Members  will  recall  an  occasion, 
years  ago,  when  an  effort  was  made  to  obtain  acts  of  State  Legislatures 
providing  that  highway  bridges  in  the  country  should  be  under  the 
supervision  of  some  State  officer  or  engineer,  much  as  buildings  are 
under  the  superintendent  of  buildings  in  cities. 

Mr.  Horton  believed  that  this  movement  implied  a  failure  to  under- 
stand and  appreciate  the  very  remarkable  ingenuity,  skill,  energy,  and 
economy  which  had  been  shown  by  the  men  building  highway  bridges 
in  the  West,  with  funds  seeming  to  us  now  humorously  insufficient,  in 
places  remote,  and  under  circumstances  of  extraordinary  variety  and 
difficulty. 

Mr.  Horton  states  a  case  which  we  venture  to  insert  as  a  clean-cut 
sample  of  his  logic  and  astonishing  economy  of  design  and  execution. 

"A  congressional  township  (six  miles  square)  with  an  assessed 
valuation  of  $38,000,  had  a  stream  running  through  it  requiring  a 
200-ft.  bridge;  at  medium  low  water  the  stream  could  be  forded,  but 
with  a  rise  of  one  foot  it  was  dangerous. 

*Jot(rnal,  Association  of  Engineering  Societies,  Vol.  XI,  p.  54  (February,  1892) 
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"Within  ten  vcars  prcccuJing  llic  iHiildinji:  of  the  hrid^o,  three 
pi'oplc  liad  hoeii  (h-owned  (one  each,  on  tliree  separate  occasions)  in 
attenii)tin^   to   ford   tlic  strc^am. 

"With  all  available  funds,  and  all  altility  for  contracting  a  debt, 
the  townsliij)  was  able  to  apply  $1,S0()  for  this  work.  It  seemed  to 
be  best  to  build  the  bridfje  in  one  span. 

"The  abutments  cost  $500.  A  200-ft.  span  was  built  for  $1,300 
(with  profit  to  the  buiblor),  whicli  has  served  eight  years,  with  every 
prasjxH't  of  use  for  a  long  term  of  years  in  the  future. 

"The  thought  conies  to  me:  What  would  the  engineers  of  legisla- 
tion have  done  with  a  case  like  tins.  Would  tliey  have  insisted  on  tbis 
community  continuing  to  take  chances  on  the  ford,  or  have  taken  them- 
selves out  of  the  way,  and  allowed  a  man,  with  knowledge  of  how  to 
do  it,  to  build  a  bridge?" 

Again,  he  says  in  the  same  paper: 

"Have  the  committee  been  careless  in  their  statements  or  shall  1 
(having  built  thousands  of  highway  bridges,  and  never  having  occa- 
sion to  apologize  for  a  failure  either  in  design  or  execution)  thank  God 
for  his  mercy  (being  myself  incompetent)  *  *  *  that  these  works 
have  developed  into  bridges  instead  of  hetchels." 

Like  most  strong  men,  sure  of  themselves,  he  loved  a  "scrap." 

Up  to  1889  he  had  conducted  his  business,  as  a  bridge  contractor, 
independently  of  any  shop.  He  had  begun  in  the  days  of  timber 
bridges,  had  passed  through  the  combination  stage,  and  had  seen  the 
metal  bridge  become  the  universal  one.  In  1889,  recognizing  that  he 
must  either  become  a  manufacturer  or  lose  his  identity  in  the  business, 
he  moved  to  Chicago,  and  in  conjunction  with  others  started  the  Chi- 
cago Bridge  and  Iron  Company,  of  which  he  was  the  President  and 
Manager  until  the  destruction  of  the  plant  by  fire  in  1897.  At  that 
time  Mr.  Horton  purchased  all  the  outside  stock  in  the  company,  re- 
built the  plant,  and  operated  it  thereafter  in  his  own  name,  as  the 
Proprietor  of  the  Chicago  Bridge  and  Iron  Works. 

Mr.  Horton's  great  ability  was  as  an  engineer  and  as  a  contractor, 
rather  than  as  a  manufacturer.  The  interminable  detail  work  of  the 
latter  annoyed  him,  and  it  was  a  great  pleasure  to  him  in  later  years 
to  turn  over  much  of  this  to  his  eldest  son. 

As  an  engineer,  Mr.  Horton  was  always  progressive.  When  the 
combination  of  wood  and  iron  became  economical,  he  was  prepared  to 
use  them  to  produce  rational  designs  therewith.  When  the  virtue  of 
cantilever  constructions  for  certain  conditions  was  pointed  out.  he 
was  ready  to  make  use  of  them.  A  man  of  the  most  thorough  common- 
sense,  he  utilized  this  in  the  design  of  his  structures,  which  were  pro- 
portioned to  the  service  they  were  expected  to  give,  rather  than  to 
some  letter  of  a  specification.  At  a  time,  twenty-five  years  ago,  when 
communicating  bridges  were  in  demand  by  cities  located  on  the  banks 
of  the  Upper  Mississippi  Eiver,  where  the  conditions  necessitated  long 
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and  high  structures,  with  only  a  very  limited  amount  of  money  availa- 
ble, he  designed  and  built  bridges  which  were  strictly  adapted  to  their 
service  and  have  continued  all  these  years  properly  to  take  care  of  the 
business.  They  were  very  light,  and  relatively  inexpensive,  structures, 
but  they  showed  the  skill  of  the  designer,  and  the  adaptation  of  means 
to  ends.  There  was  no  metal  wasted;  every  pound  was  used  to  the  best 
advantage. 

Perhaps  Mr.  Horton  was  best  known  to  many  i^eople  through  his 
improvements  in  elevated  water-tank  design  and  construction.  In 
1894  he  brought  out  a  design  for  a  steel  water-tank  supported  on  steel 
columns,  the  tank  having  a  hemispherical  bottom,  and  the  columns 
connecting  directlj'  to  the  sides  of  the  tank.  Of  this,  his  son,  George  T. 
Horton,  M.  Am.  Soc.  C.  E.,  writes : 

;  f  I      1 

"He  brought  out  these  two  essential  elements  which  made  the  steel 
tank  commercial  with  not  over  a  half  hour's  study.  The  more  I  think 
of  this  one  thing,  the  more  remarkable  it  seems." 

Prior  to  this,  though  the  steel  tank  on  steel  columns  had  been  used 
quite  extensively,  its  general  adoption  had  been  prevented  by  the  ex- 
pense incident  to  the  method  of  construction.  The  tanks  had  generally 
been  flat-bottomed,  supported  on  the  columns  by  heavy  floor-beams  and 
closely-spaced  joists,  though  there  had  been  some  instances  of  tanks 
with  conical  bottoms,  and  also  with  segmental  bottoms,  both  these  forms 
necessitating  materially  more  metal,  as  ^vell  as  more  expensive  shop 
work,  than  did  the  full  hemispherical  bottom  produced  by  Mr.  Horton. 
The  method  he  adopted,  too,  for  dishing  these  bottom  plates,  was  novel 
and  inexpensive.  The  result  of  these  improvements,  as  well  as  of  the  en- 
ergy and  skill  with  which  the  sale  of  the  structures  was  promoted  by 
him,  has  been  the  general  adoption  of  this  form  of  elevated  tank,  and  ex- 
amples thereof  are  to  be  found  in  all  portions  of  America,  and  the  world 
generally,  many  of  which  are  the  product  of  his  shop. 

Mr.  Horton's  skill  and  courage  as  a  contractor  fully  equalled  and 
perhaps  surpassed  his  ability  as  an  engineer.  In  his  case,  the  engi- 
neer and  contractor  were  one.  Being  satisfied  that  a  certain  thing  was 
feasible,  he  had  the  courage  and  skill,  both  as  an  engineer  and  as  a 
contractor,  to  carry  it  out.  If  the  state  of  the  art  did  not  provide 
the  tools  and  facilities  to  suit  him,  he  promptly  devised  them.  He  had 
a  great  deal  of  ingenuity,  amounting  to  the  true  inventive  instinct, 
and  his  shops  contain  many  evidences  thereof.  So  far  as  known,  how- 
ever, he  never  patented  any  improvement  he  made. 

Mr.  Cooper  vouches  for  the  following,  which  is  worth  telling  as 
characteristic  of  the  man,  and  goes  to  show  that  the  same  person 
may  be  at  once  shrewd  and  a  money  maker,  and  withal  a  generous  man : 

"Along  about  1891  a  strong  competitor  of  Horton's  was  forced  into 
the  hands  of  a  receiver.     I  happened  to  be  in  the  ofiice  the  next  morn- 
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iii/T  Mitrr  \\\o  failur(\  niid  llorton,  seeing'-  llic  iiolicc  ot  tlif  failure;  in 
tlio  iiioniiiiii's  pnpor,  ordiTcd  mo  to  l)riii^^  hiiri  l)is  chrck  Ixjok,  and  ho 
theroupon  drew  a  flieck  for  $;"),()()()  to  tlic  order  of  iho  l^rc.-idciit  of  that 
company  and  sent  it  to  him  willi  a  hrief  note,  stating  that  he  un- 
donhtodly  needed  a  little  houselKjld  money  and  asked  him  to  aeeept  the 
cheek  with  his  host  compliments.  As  far  as  1  know,  and  I  think  I  am 
correctly  advised,  this  chock  was  never  repaid,  and  was  never  expected 
to  be  repaid  by  Horton.'' 

The  foreg^oinp:  incident  seems  to  his  biographers  to  be  especially  typi- 
cal of  the  man,  who,  throughout  his  life,  was  large  minded  enough  to  act 
outside  and  above  conventionality.  He  was  probably  influenced  in 
this  case,  strange  as  it  may  seem,  by  the  very  reason  that  he  was 
neither  the  same  kind  of  a  man  nor  an  intimate  friend. 

Mr.  Horton  was  married  in  1871  to  ^liss  Emma  Babcock,  of 
Waupun,  Wis.  She  survives  him,  with  their  five  children,  George  T. 
Horton,  Mrs.  K.  Koessler,  and  Horace  B.  Horton,  of  Chicago;  Mrs.  R. 
H.  Murray,  and  Hiram   T.  Horton,  of  Greenville,  Pa. 

He  died  at  his  home  in  Chicago  on  July  29th,  1912,  aged  69,  and 
was  buried  at  Rochester,  ^linn. 

Mr.  Horton  had  a  long  list  of  friends  who  admired  his  personal 
qualities  and  who  recognized  his  professional  talent  by  electing  him  as 
President  of  the  Western  Society  of  Engineers,  and  as  a  Director  of 
the  American  Society  of  Civil  Engineers. 

Mr.  Horton  contributed  to  the  Transactions  of  this  Society  dis- 
cussions on  the  following  subjects :  "The  Halsted  Street  Lift  Bridge," 
"Elevated  Railroads,"  "Safe  Stresses  in  Steel  Columns,"'  and  "Tests 
of  Large  Steel  Columns."  He  was  the  author  of  the  following  papers 
in  the  Journal  of  the  Association  of  Engineering  Societies:  "Bridge 
Legislation"  and  "The  Compressive  Member."  Mr.  Horton's  "Ad- 
dress," as  President  of  the  Western  Society  of  Engineers  may  be  found 
in  the  first  volume  of  the  Journal  of  that  society,  to  which  he  also 
contributed  discussions  on:  "Specifications  for  Steel  Railroad  Bridges," 
"Northern  Pacific  Standard  Bridge  Plans,"  "Specifications  for  Steel 
Structures,"  "Modern  Practice  in  Bridge  Shop  Work,''  and  "Curious 
Lattice  Trusses." 

Each  of  these  papers  and  discussions  will  be  found  interesting, 
even  to  the  layman,  from  the  ability  shown  to  discuss  the  most  complex 
questions,  in  simple  language,  and  comparatively  free  from  formulas. 

Isham  Randolph,  M.  Am.  Soc.  C.  E.,  in  a  letter  to  the  writers,  but 
voices,  we  believe,  the  judgment  of  the  Engineering  fraternity: 

"Often  we  come  in  contact  with  men  of  heroic  stature,  whose  only 
claim  to  consideration  is  a  physical  appeal  to  the  eye;  from  within  the 
human  efiigy  there  comes  forth  to  fellow-man  nothing  helpful,  nothing 
to  be  admired. 

"How  different  it  was  with  Horace  E.  Horton.  There  was  a  man 
of  commanding  stature,  manifestly  of  great  physical  strength,  but  with 
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no  faint  sng-o-ostion  of  brute  force.  His  noble  head  towered  above  his 
broad  shoulders,  and  his  whole  appearance  was  but  'the  outward  and 
visible  sign'  of  a  ^reat  personality,  dominated  by  a  bigness  of  mind  and 
of  heart  that  made  him  both  a  leader  and  friend  of  his  fellow-man, 
and  won  for  him  not  alone  the  esteem,  but  the  love  of  those  with  whom 
he  came  in  contact  in  the  varied  relations  of  a  life  lived  on  a  broad 
plan   of   usefulness. 

"These  are  my  epitomized  thoughts  of  a  man  whom  T  admired  and 
whose  friendship  I  valued." 

Horace  E.  Horton  was  elected  a  Member  of  the  American  Society 
of  Civil  Engineers  on  September  6th,  1882,  and  served  as  a  Director 
during  1907-08-09. 
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William  lU'U  White  Howe  was  tlic  eldest  child  of  William  Hell 
White  ITowe  who  was  originally  from  Claremont,  N.  II.,  and  who. 
after  studying:  for  the  ministry,  M-ent  to  South  Carolina  in  his  early 
manhood  and  heeame  IJishop  of  the  Ei)iseo])al  Diocese  of  that  State. 

William  Bell  White  Howe,  Jr.,  was  born  in  Charleston,  S.  C, 
on  November  2d,  1851.  After  graduation  at  Charleston  College  he 
applied  himself  to  the  Civil  Engineering  Profession,  and,  after  some 
preliminary  experience  on  railroad  surveys  in  Texas,  was  employed 
as  Assistant  Engineer  on  the  harbor  improvements  at  Charleston 
under  the  United  States  Engineer  Corps.  From  1876  to  1879  he  was 
a  member  of  the  firm  of  Simons  and  Howe,  Civil  Engineers  and 
Architects,  in  Charleston,  and  was  Architect  of  the  William  Enston 
Home,  in  that  city,  as  well  as  Chief  Engineer  of  the  Charleston  Bridge 
Company. 

Mr.  Howe  then  became  associated,  as  Assistant  Engineer  and  after- 
ward as  Chief  Engineer,  with  the  system  of  railroads  extending  from 
Charleston  into  Georgia,  Florida,  and  Alabama,  popularly  known  as 
''The  Plant  System."  He  was  instrumental  in  the  substitution  of 
iron  bridges  for  wooden  ones  throughout  the  system,  and  also  in  the 
planning  and  construction  of  terminal  stations  and  docks  at  Charles- 
ton, S.  C,  and  at  Savannah  and  Brunswick,  Ga.  As  this  system 
of  railways  was  extended  in  the  several  States  above  mentioned,  he 
was  Chief  Engineer  of  construction  as  well. 

His  ability  as  an  engineer  was  made  evident  in  the  design  and 
construction  of  the  terminal  station  at  Jacksonville,  Fla.,  and  more 
especially  in  the  great  work  accomplished  at  Port  Tampa,  where  a 
deep-water  harbor  was  established  on  a  shoal  nearly  a  mile  from  shore 
in  Tampa  Bay.  This  harbor  and  system  of  docks  afforded  the  best 
facilities  for  ocean  traffic  on  the  entire  west  coast  of  the  Gulf  of 
Mexico,  and  was  made  memorable  as  the  base  of  operations  against 
Cuba  during  the  Spanish-American  War.  As  an  auxiliary  enterprise 
to  "The  Plant  System",  Mr.  Howe  converted  the  street  railway 
system  in  Jacksonville,  Fla.,  into  an  electric  railway,  and  built  a 
power-house.  He  also  planned  the  enlargement  of  the  commercial 
docks  at  Key  West,  Fla.,  and  the  ocean  pier  at  Palm  Beach.  Later, 
he  withdrew  from  the  more  active  pursuit  of  his  Profession,  and  resided 
at  Spartanburg,  S.  C,  where  he  interested  himself  in  architectural 
work  and  in  water-power  projects. 

*  Memoir  prepared  by  H.  S.  Haines,  M.  Am.  Soc.  C.  E. 
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Mr.  Howe  was  of  that  turn  of  mind  which  is  particularly  adapted 
to  a  career  of  civil  engineering:.  With  considerable  general  culture, 
he  was  a  close  student  of  every  branch  of  the  Profession  in  which  he 
was  engaged.  His  early  training  as  an  architect  was  of  advantage 
in  planning  important  terminal  structures,  and,  in  connection  with 
the  works  at  Port  Tampa  and  the  Jacksonville  Street  Railway,  he 
became  well  qualified  as  an  electrical  engineer.  His  researches  into 
the  properties  of  cement  were  recognized  in  his  appointment  as  a 
member  of  the  Special  Committee  on  Uniform  Tests  of  Cement  of 
the  American  Society  of  Civil  Engineers  in  1897. 

Only  as  occasion  called  for  it  was  Mr.  Howe's  innate  ability 
made  manifest,  for  a  reserve  due  to  modesty  screened  his  attainments 
from  the  observation  of  those  who  did  not  know  him  well;  but,  by 
reason  of  his  conscientious  discharge  of  duty  and  his  unvarying  kind- 
ness of  demeanor,  his  more  intimate  acquaintances  became  warmly 
attached  to  him;  and  no  one  appreciated  his  personal  qualities  more 
than  the  writer  of  this  memorial,  with  whom  he  was  closely  associated 
for  many  years.  In  the  spring  of  1911,  his  failing  health  caused  him 
to  retire  to  his  summer  home  at  Flat  Rock,  N.  C,  where  he  died  from 
cerebral  hemorrhage  on  February  11th,  1912,  in  the  sixty-second  year 
of  his  age. 

Mr.  Howe  married  Miss  Louisa  Preston  King,  granddaughter  of 
the  Hon.  Mitchell  King,  of  the  South  Carolina  bar,  who  survives  him. 
He  is  also  survived  by  an  only  son.  Dr.  William  B.  W.  Howe,  of 
Hendersonville,  N.    C. 

Mr.  Howe  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  March  1st,  1893. 
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Thomas  ^loore  Jackson,  son  of  James  Madison  and  Caroline  Moore 
Jackson,  was  born  at  Clarksburg,  W.  Va.,  on  June  22d,  1852.  lie 
received  his  early  education  at  the  i)ublic  schools  and  at  the  Northwest 
Academy,  of  Clarksburg,  and  at  Bethany  College.  He  afterward 
entered  Washington  and  Lee  University  where  he  took  a  sjjccial  course 
in  civil  and  constructive  engineering,  and  from  which  he  was  graduated 
in  June,  1873,  with  high  honors,  with  the  degree  of  Civil  Engineer. 

From  1874  to  1875,  Mr.  Jackson  served  as  Chief  Engineer  of  the 
Middle  Island  Railroad,  in  West  Virginia,  and  from  1875  to  1879, 
he  was  Chief  Engineer  of  the  Weston  and  West  Fork  Railroad.  In 
1879,  he  was  appointed  First  Assistant  Engineer  of  the  Iron  Valley 
and  Morgantown  Railroad,  later  becoming  Chief  Engineer. 

Mr.  Jackson  resigned  this  position  to  accept  that  of  Chief  Engi- 
neer of  the  Tunnelton  and  Kingwood  Railroad,  in  West  Virginia,  where 
he  remained  until  1881,  when  he  was  appointed  Engineer  in  Charge 
of  mines  at  Wilsonburg,  Clarksburg.  Flemington,  and  Gaston,  W.  Va. 
Mr.  Jackson  had  been  engaged  in  mining  engineering  in  various  part"^ 
of  West  Virginia  and  Pennsylvania  since  1875,  and  in  co-operation 
with  I.  C.  White,  State  Geologist,  he  opened  and  developed  many  of 
the  coal,  oil,  and  gas  territories  in  various  sections  of  West  Virginia, 
being  one  of  the  pioneers  in  this  field. 

In  1882,  Mr.  Jackson  was  appointed  Chief  Engineer  of  the  West 
Virginia  and  Pennsylvania  Railroad.  He  held  this  position  until  1885. 
when  he  resigned.  He  was  retained,  however,  by  the  Company  as  Con- 
sulting Engineer  for  many  years. 

In  1887,  he  was  made  Assistant  Engineer  of  the  Clarksburg  Water- 
Works  and  was  also  Engineer  in  Charge  of  geological  maps  of  West 
Virginia  and  Pennsylvania,  working  on  the  coal  fields  of  these  States. 
In  1888,  he  was  engaged  in  building  coke  plants  at  Wilsonburg. 
Clements,  and  Clarksburg,  W.  Va.,  and,  in  1889,  he  went  to  Morgan- 
town.  W.  Va.,  as  Chief  Engineer  of  the  water-works  and  natural  gas 
plant  at  that  place. 

In  1889  the  Chair  of  Civil  and  Mining  Engineering  was  established 
at  the  West  Virginia  State  University,  and  Mr.  Jackson  was  placed  at 
the  head  of  that  Department.  He  remained  in  this  position  until  1891. 
when,  the  School  of  Engineering  having  been  firmly  established,  he 
resigned  against  the  protests  of  the  Board  of  Regents  and  the  Faculty 
of  the  University,  to  take  up  the  active  practice  of  his  Profession. 

After  leaving  the  University,  Mr.  Jackson  served  as  Chief  Engi- 
neer of  several  railroads,  among  which  was  the  narrow-gauge  road  from 
*  Memoir  prepared  by  the  Secretary  from  papers  on  file  at  the  Society  House. 
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Clarksburg  to  Weston,  afterward  known  as  the  West  Virginia  and 
Pittsburg  Branch  of  the  Baltimore  and  Ohio  Railroad. 

Being  prominent  in  the  development  of  the  coal,  oil,  and  gas  in- 
dustries of  that  section  of  West  Virginia  about  Clarl^burg,  and  realiz- 
ing the  importance  of  a  more  direct  route  to  the  Ohio  River  from  the 
latter  place  for  the  transportation  of  these  products,  Mr.  Jackson  under- 
took and  was  directly  responsible  for  the  building  of  the  West  Virginia 
Short  Line  Railroad,  from  Clarksburg  to  New  Martinsville,  which 
was  completed  and  opened  to  traffic  in  1901.  He  was  President  of  this 
road  until  its  purchase  by  the  Baltimore  and  Ohio  Railroad. 

In  1910,  Mr.  Jackson  organized  and  was  made  President  of  a  com- 
pany to  build  the  Clarksburg  and  Northern  Railroad  to  extend  from 
Nevr  Martinsville,  by  way  of  Middlebourne  and  Salem,  to  Clarksburg, 
W.  Va.  Construction  work  on  this  road  was  begun  in  1912,  and  the 
grading  completed  between  New  Martinsville  and  Middlebourne.  Mr. 
Jackson  had  just  returned  to  Clarksburg  from  New  Martinsville,  where 
he  had  been  on  business  in  connection  with  the  new  road,  when  he 
was  seized  with  a  severe  attack  of  heart  trouble  which  caused  his 
death  on  February  3d,  1912,  after  a  short  illness. 

In  1884,  he  was  married  to  Miss  Emma  Lewis,  daughter  of  Judge 
and  Mrs.  C.  S.  Lewis,  who,  with  one  daughter,  survives  him. 

Mr.  Jackson  was  a  courteous  and  cultured  gentleman,  friendly 
and  companionable  on  all  occasions,  who  was  esteemed  and  admired 
by  all  who  knew  him.  He  was  one  of  the  most  prominent  and  pro- 
gressive citizens  of  Clarksburg  and  was  well  known  among  business 
and  professional  men  throughout  the  State.  Practically  his  entire 
life  was  spent  in  his  home  town,  and  he  did  much  toward  its  dervelop- 
ment  as  an  industrial  center.  His  ability  as  a  civil  engineer  and  his 
great  knowledge  of  geology  enabled  him  to  realize  the  importance  of 
the  vast  gas,  oil,  and  coal  areas  in  and  around  his  home  section  and 
also  the  necessity  of  developing  them  for  the  establishment  of  manu- 
facturing industries.  It  was  through  his  efforts  that  the  Jackson  Iron 
and  Tinplate  Mills,  now  the  Phillips  Sheet  and  Iron  Mills,  which  is 
one  of  the  most  valuable  industrial  plants  in  West  Virginia,  was 
established   in   Clarksburg. 

He  was  President  of  the  Traders  National  Bank  of  Clarksburg  until 
its  merger  with  the  People's  Banking  and  Trust  Company  into  the 
Union  National  Bank,  and  was  one  of  the  chief  promoters  of  the 
Traders  Hotel,  the  building  of  which  gave  the  city  an  up-to-date  hotel. 

The  degrees  of  Mining  Engineer,  Doctor  of  Science,  and  Civil  Engi- 
neer had  been  conferred  on  him  by  Washington  and  Lee  University 
and  by  the  West  Virginia  State  University,  respectively,  and,  as  a 
member  of  Governor  Fleming's  staff,  he  had  received  the  honorary 
title  of  Colonel. 

]\rr.  Jackson  was  elected  a  Member  of  the  American  Society  of 
Civil  Enerineers  on  June  9th,  1891. 


WILLIAM    FKLiniKK  K    L(K  KWOOl),  M.  Am    Soc.  (  .  E.* 


J)ii;i>  August  22i),  1912. 


Willijnn  Frederick  Ix)ck\voo(l  was  born  in  New  York  City  on  July 
4th,  1867,  and,  after  attending  the  7)u])lic  schools,  learned  the  trade 
of  steam  fitter.  lie  entered  the  Engineering  Department  of  what  is 
now  the  Suburban  T^ranch  of  the  Third  Avenue  Elevated  Ilailway 
during  its  construction  in  August,  1888,  and  on  its  absorption  by 
the  ^lanhattan  Kailway  Company,  in  1891,  was  taken  into  the  Chief 
Engineer's  Office,  serving  successively  as  Draftsman  and  Assistant 
Engineer  until  September  16th,  1900,  when  he  was  appointed  Road 
Engineer,  the  duties  of  which  office  were  the  maintenance  of  the 
elevated  railway  structures. 

While  working  as  a  Draftsman,  Mr.  Lockwood  realized  the  limita- 
tions of  his  early  education,  and  attended  Cooper  Institute  in  his 
spare  time,  receiving  the  degree  of  Bachelor  of  Science  in  1894. 

He  was  appointed  Engineer  of  Maintenance  of  Way  of  the  Inter- 
borough  Rapid  Transit  Company  on  October  1st,  1905.  His  continu- 
ous term  of  service  on  the  elevated  roads  covered  twenty-four  years, 
or  practically  his  isntire  working  life.  During  this  time  the  roads  were 
being  extended,  and  improvements  were  being  adopted,  thus  making 
the  conditions  of  maintenance  "^'ery  burdensome,  on  account  of  the 
deeper  foundations  of  buildings  and  numerous  sub-surface  structures, 
such  as  subways,  conduit  lines,  high-pressure  water  mains,  etc.,  which 
required  the  reconstruction  of  numerous  foundations  for  the  railway 
and  the  constant  shoring  of  the  structure  at  various  points. 

The  adoption  of  electric  motive  power,  requiring  the  reinforcement 
of  the  structure,  was  in  itself  a  great  task,  and  the  constantly 
increasing  street  traffic  rendered  all  such  work  more  and  more  diffi- 
cult. It  is  easily  seen  that  such  conditions  would  tend  to  keep  a 
man  of  Mr.  Lockwood's  conscientious  temperament  very  busy. 

During  all  this  time  he  had  the  care  of  his  mother's  family  as  well 
as  his  own.  Time  for  study  and  almost  for  recreation  was  practically 
denied  him. 

His  personality  was  somewhat  unique,  in  that  it  was  so  fine.  Of 
clear  intellect,  inflexible  integrity,  tireless  industry,  great  patience, 
and  a  charming  presence,  he  was  a  power  for  influence  and 
accomplishment. 

Mr.  Lockwood  died  after  a  short  illness  following  an  operation  for 
appendicitis.  He  is  survived  by  his  widow  and  three  children,  Ruth, 
Blanche,  and  Constance,  and  four  sisters. 

Mr,  Lockwood  was  elected  a  Member  of  the  American  Society 
of  Civil  Engineers  on  October  4th,  1910. 

*  Memoir  prepared  by  George  H.  Pegram.  M.  Am.  Soc.  C.  E. 
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EDWARD  MOHUN,  M.  Am.  Soc.  C.  E.* 


Died  October  23d,  1912. 


Edward  Mohun,  was  born  at  Chigwell,  England,  on  September  3d, 
1838.  In  1863,  he  came  to  Victoria,,  B.  C,  Canada,  and  during  1863 
and  1864  was  engaged  as  Assistant  to  the  Surveyor  General. 

From  1864  to  1871,  he  was  employed  mainly  on  official  surveys: 
laying  out  roads,  etc.,  extending  from  Comox  to  Sooke,  Nicola,  South 
Thompson,  and  Bonaparte  Valleys;  surveying  the  Lower  Eraser  from 
Chilliwack  to  its  mouth,  Burrard  Inlet,  Squamish  River,  etc.;  explor- 
ing Queen  Charlotte  Islands  south;  and  making  surveys  for  a  water- 
works system  for  Victoria  and  for  the  Wellington  and  Departure  Bay 
Railway. 

In  1871  and  1872,  Mr.  Mohun  was  engaged  as  Divisional  Engineer 
on  the  Eagle  Pass  and  Yellowhead  Pass  surveys  for  the  Canadian 
Pacific  Railroad.  He  also  drove  the  first  stake  and  made  the  first 
survey  for  this  road  on  the  Pacific  Coast.  In  1873,  he  explored  the 
north  end  of  Vancouver  Island,  and  in  1875-76  was  engaged  in  Govern- 
ment Surveys  on  that  island  and  on  the  Lower  Eraser  River. 

In  1876,  he  received  the  appointment  of  Surveyor  to  the  Dominion 
and  Provincial  Joint  Indian  Commission,  serving  as  Chief  of  the 
Survey  from  1877  to  1884. 

In  1885  Mr.  Mohun  was  engaged  on  the  reclamation  and  diking  of 
7  000  acres  on  the  Lower  Eraser  River.  While  on  this  work  he  invented 
the  sluice-box  which  was  adopted  by  the  Government  and  has  been 
in  use  for  more  than  15  years,  effecting  the  saving  of  many  thousands 
of  dollars. 

In  1886,  he  made  a  test  of  the  woods  of  British  Columbia  for  which 
he  received  his  proudest  possession,  a  certificate  signed  "Albert  Edward'' 
and  a  medal.  These  tests  agreed  with  similar  tests  made  by  the 
United  States  Government  some  twenty  years  later,  and  are  the  basis 
on  which  all  strains  in  bridges  built  by  the  British  Columbia  Govern- 
ment are  supposed  to  be  calculated. 

In  1887,  Mr.  Mohun  designed  and  constructed  the  first  portion  of 
the  sewerage  system  of  Vancouver,  B.  C,  the  second  portion  being 
built  under  his  supervision  in  1889  and  1890. 

In  a  competition  for  the  design  of  a  sewerage  system  for 
Victoria,  B.  C,  in  1890,  he  was  awarded  the  premium  over  eight 
competitors  from  Eastern  Canada,  the  United  States,  and  England, 
and  was  appointed  Chief  Engineer  on  its  construction.  As  a  result 
of  the  installation  of  this  system,  the  death  rate  of  Victoria  was 
reduced  25%   in  three  years. 

*  Memoir  prepared  by  the  Secretary  from  information  on  file  at  the  Society  House. 


21340  .mi:m()FI{  oi'  i:i)\\  \|{|)  MDiruN 

From  1893  to  1895.  Mr.  Moluni  was  omployed  as  Provincial  (iovcrn- 
iiieiit  Railway  Insi)ector,  ;iiiil,  in  I'^'J.j,  lie  was  appointed  Kn^finecr  in 
Cliarg-o  of  the  Pitt  ^Meadows  Dikes. 

\n  1898,  he  made  a  rei)ort  to  tiie  (iovernment  on  the  sanitary 
condition  of  Kossland,  Trail,  Nelson,  Kaslo,  Kevelstoke.  Kamloops, 
New  Westminster,  Cumberland,  Wellington,  and  Nanaimo.  In  the  same 
year  he  entered  the  office  of  the  Engineer  of  Public  Works,  and,  in 
1908,  was  gazetted  as  First  Assistant  Engineer.  During  this  time 
he  was  engaged  in  the  design  of  various  public  works,  and  since  1890 
ho  had  also  acted  as  Consulting  Engineer  to  the  Provincial  Board  of 
Health,  to  which,  in  1892,  he  had  reported  on  the  ''Bacterial  Treat- 
ment of  Sewage.''  His  conclusions  on  this  subject  were  practically  con- 
firmed a  few  years  later  by  the  British  Royal  Commission  on  Sewage 
Disposal. 

Mr.  .Mohun  was  the  author  of  many  engineering  papers  and  of 
tables  which  are  in  constant  use  on  the  Pacific  Coast.  He  was  a 
^lember  of  the  Canadian  Society  of  Civil  Engineers,  a  Gzowski  Medal- 
list, and  was  also  at  one  time  Member  of  the  Council  of  the  Society. 
He  was  also  a  Member  of  the  Royal  Sanitary  Institute,  and  for 
fifteen  years  was  a  Justice  of  the  Peace  for  the  Province. 

Mr.  Mohun  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on   April  6th,   1892. 
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WILLIAM  HASELTON  PUFFEK,  M.  Am.  Soc.  C.  E.* 


Died  March  17th,  1912. 


William  Haselton  Puffer,  the  son  of  the  Reverend  John  M. 
and  Anna  Haselton  Puffer,  was  born  on  May  3d,  1861,  in  Essex, 
N.  Y.  He  attended  the  village  schools  until  his  fifteenth  year,  when, 
on  the  death  of  his  father,  the  family  moved  to  Chelsea,  Vt.,  where 
he  took  up  the  management  of  a  farm  and  the  support  of  the  family. 

Mr.  Puffer  was  not  able  to  resume  his  schooling  until  he  was 
22  years  of  age.  He  then  attended  the  Bradford  Academy  and  later 
the  St.  Johnsbury  Academy  where  he  was  prepared  for  college.  He 
entered  Dartmouth  College  in  1887  and  the  Thayer  School  of  Civil 
Engineering  in  1890,  and  was  graduated  from  the  latter  in  1892.  His 
struggles  to  obtain  an  education  took  him  past  the  usual  age  for  gradua- 
tion from  an  engineering  school,  but  the  time  was  not  lost.  His  early 
experience  with  adversity  strengthened  his  will,  broadened  his  character, 
and  supplied  him  with  a  stock  of  common  sense  and  practical  ex- 
perience which  was  of  great  value  in  his  engineering  work. 

After  his  graduation,  Mr.  Puffer  was  employed  on  general  railroad 
work  with  the  Atchison,  Topeka  and  Santa  Ee  Railroad  until  late 
in  1893,  when  he  became  Assistant  Engineer  in  charge  of  construction 
for  the  Mexico,  Cuernavaca  and  Pacific  Railroad.  In  the  summer  of 
1895  he  served  as  Engineer  for  Sooysmith  and  Company,  in  charge 
of  the  foundations  for  the  Cathedral  of  St.  John  the  Divine,  New 
York  City.  He  returned  to  railroad  work  and,  until  1897,  was  in 
charge  of  a  party  on  the  relocation  of  center  lines  for  the  Boston 
and  Maine  Railroad. 

In  the  summer  of  1897  Mr.  Puffer  again  entered  the  employ  of 
Sooysmith  and  Company  and  was  engaged  on  the  construction  of  the 
foundations  for  the  Empire  Building  in  New  York  City.  In  the 
fall  of  1897  he  entered  the  service  of  Joseph  W.  Cody  and  Company, 
as  Engineer  on  shoring  and  deep  foundations.  During  1898  he  had 
charge  of  concrete  work  for  the  U.  S.  Government  at  Fort  Hamilton, 
and  for  the  next  two  years  he  was  Chief  Constructor  for  the  New  York 
Zoological   Society. 

In  1901  he  was  employed  by  John  W.  Ferguson  as  Superintendent 
on  construction  of  the  plant  for  the  Alsen  Portland  Cement  Company, 
at  Alsen,  N.  Y.  After  1902,  he  was  engaged  in  many  mining  enter- 
prises in  Mexico.  He  was  Manager  of  the  La  Tula  Mining  Company, 
at  Guanajuato,  Mexico,  from  1906  to  1912,  and  one  of  the  Directors 
of  the  Company  from  its  incorporation.  He  was  also  Manager  of 
the  Guanajuato  Amalgamated  Gold  Mines  Company,  in  1909  and  1910. 
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While  on  his  way  to  Carlsbad,  N.  Mcx.,  Mr.  l\iffer  was  striciccn 
with  cerebro  meningitis,  and  died,  after  an  illness  of  two  days,  in 
Pecos,  Tex.,  on  March  17th,  11)12. 

In  September,  1892,  lie  was  married  to  Helen  R.  Davis,  of  Troy, 
Vt.,  who,  with  three  children,  survives  him. 

Throughout  his  life  Mr.  Puffer  impressed  friends,  employers,  and 
employees  with  his  sterling  uprightness  of  character,  his  kindness,  his 
ability  and  good  judgment,  and  his  loyalty  to  duty. 

]\Ir.  Puffer  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  May  3d,  1905. 
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JAMES  DIX  SCHlIYLKIt,  M.  Am.  Soc.  C.  E.* 


Died  September  13th,  1912. 


James  Dix  Schuyler  was  born  at  Ithaca,  N.  Y.,  on  May  11th,  1819. 
He  was  the  son  of  Philip  Church  and  Lucy  M.  (Dix)   Schuyler. 

He  received  his  early  education  at  Friends'  College  which  he  at- 
tended from  1863  to  1868.  He  owed  his  high  attainments  in  his 
Profession,  and  his  versatility,  very  largely  to  subsequent  study,  a 
broad  range  of  reading,  and  personal  experience.  As  a  young  man  he 
joined  a  railroad  surveying  party  in  Colorado,  where  he  was  stationed 
from  1869  to  1873,  and,  once  imbued  with  the  spirit  of  the  West,  he 
kept  on  to  California  where  he  made  his  home. 

Mr.  Schuyler  began  the  practice  of  his  Profession  as  Assistant 
Engineer  on  the  location  and  construction  of  the  Kansas  Pacific  Rail- 
way, in  Western  Kansas  and  Colorado,  and  was  Resident  Engineer  on 
the  last  division  of  the  road,  remaining  on  this  work  until  its  com- 
pletion in  1870.  He  was  then  appointed  Resident  Engineer  on  the 
Denver  and  Rio  Grande  Railroad,  from  Colorado  Springs  to  Denver, 
and  made  the  first  survey  of  Colorado  Springs.  On  arriving  in  Cali- 
fornia, in  1873,  he  was  made  Division  Engineer  of  the  North  Pacific 
Coast  Railroad  from  Ross  Valley  to  San  Rafael.  In  1874  he  was  ap- 
pointed Chief  Engineer  of  the  Stockton  and  lone  Railroad,  and  on 
the  financial  collapse  of  that  project,  he  worked  temporarily  as  a 
writer  for  the  Stockton  Daily  Independent.  In  1877  he  was  made  Chief 
Assistant  State  Engineer,  in  the  State  Engineering  Department  of 
California,  and  was  placed  in  charge  of  the  irrigation  investigations 
being  conducted  by  that  Department  in  the  Great  Central  Valley  of 
California. 

Mr.  Schuyler  remained  with  the  State  Engineering  Department 
until  1882,  when  he  resigned  to  accept  the  position  of  Chief  Engineer 
and  General  Superintendent  of  the  Sinaloa  and  Durango  Railroad  in 
Mexico.  In  1884  he  returned  to  California,  and  was  engaged  for  a 
time  as  a  Contractor  in  the  construction  of  a  section  of  the  sea-wall 
on  the  water-front  of  San  Francisco.  During  the  following  year  he  was 
placed  in  charge  of  raising  and  completing  the  Sweetwater  Dam,  and 
the  work  which  he  did  there  assured  his  standing  in  the  Engineering- 
Profession,  his  rise  to  prominence  thereafter  being  rapid. 

Mr.  Schuyler  was  called  into  conference  and  was  placed  in  charge 
of  important  work  in  various  parts  of  the  United  States  and  in  Mexico. 
From  1891  to  1895  he  was  Consulting  Engineer  to  the  Lake  Hemet 
Water  Company,  and  designed  and  supervised  the  construction  of  the 
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Ili'iiiet  Dam,  oir'  of  ilio  lii^hcst  inaHoni-y  dnnis  in  West<!rii  Anwrirji. 
Ho  was  cnf^aj::L'd  on  tlio  const rncLion  of  water-works  at  Portland,  Ore. 
and  at  Denver,  Cole,  on  the  Bear  Kiv(;r  Canal,  in  Utah,  on  the  Ogden, 
Utah,  Water- Works,  and  on  irrigation  works  at  various  idaces  in  the 
West,  lie  was  one  of  the  Board  of  Consulting'  Enf2:ineer8  to  i)ass  on  the 
feasihility  of  the  Owens  Kivor  water-supply  project,  for  Los  Anf^eles, 
Cal.,  and  was  appointed  hy  President  Roosevelt  as  a  inemher  of  the 
second  Commission  of  Consulting  Engineers  which  passed  on  the 
feasihility  of  the  Gatun  Locks,  the  Gatun  Dam,  and  related  structures 
for  the  Panama  Canal. 

His  activities  as  a  Consulting  Engineer  extended  across  the  ocean 
to  Japan,  and  as  far  south  as  Brazil.  He  was  Consulting  Enginecir 
to  the  Territorial  Government  of  Hawaii  on  the  construction  of  the 
Nuuanu  Dam;  to  the  Monterey  Water- Works  and  Sewer  Company, 
Limited,  of  Mexico;  to  the  Kobe  Syndicate  on  an  extensive  power 
project  in  Japan,  involving  the  construction  of  a  very  high  dam;  to 
the  lyfexican  Light  and  Power  Company,  Limited,  on  the  building  of 
four  large  dams  for  power  development  in  Mexico;  to  the  Vancouver 
Power  Company,  Limited,  on  the  building  of  a  dam  at  Co(iuitlam 
Lake;  to  the  Arrowhead  Reservoir  Company;  the  American  Beet  Sugar 
Company;  and  the  Sweetwater  Water  Company. 

Mr.  Schuyler  not  only  did  much  in  a  constructive  way  that  will 
endure,  but  he  had  the  happy  faculty  of  imparting,  through  his  writ- 
ings, the  results  of  his  work  and  experience  to  other  members  of  his 
Profession.  Among  engineers  he  was  recognized  as  being  unusually 
resourceful,  and  as  having  an  unusual  grasp  on  the  experience  of  other 
members  of  the  Profession,  which  he  understood  how  to  apply. 

In  writing  of  Mr.  Schuyler  and  his  work,  Dr.  George  Wharton 
James  says: 

''His  unfailing  good  humor,  ready  acquiescence  in  every  experience, 
cheerful  bearing  of  hardship,  inconvenience,  and  annoyance,  his  uni- 
form kindness,  urbanity  and  courtesy,  his  gentle  consideration  for  his 
associates,  his  companions,  and  the  employees  and  helpers  with  whom 
he  came  in  contact,  his  ready  and  quick  response  to  every  human  and 
humane  feeling  and  sentiment,  his  kinship  with  every  living  thing, 
wdiether  of  animal  or  plant  life,  his  keen  powers  of  observation  and 
far-reaching  grasp  of  reflection,  his  tenacity  of  memory,  and  thorough 
conscientiousness  in  getting  hold  of  every  fact  that  would  aid  him 
in  his  decisions,  his  persistent  questioning  and  careful  recording  of  the 
results  obtained,  his  joy  in  recognizing  the  possibilities  of  a  great 
project,  his  ready  acknowledgments  of  errors  in  judgment  based  upon 
imperfect  knowledge,  his  eloquent  and  forceful  presentation  oi  facts 
as  he  saw  them,  the  brilliant  keenness  of  his  intellect  in  dealing  with 
knotty  problems  of  his  Profession,  the  far-seeing  scope  of  his  fine  and 
trained  imagination,  his  loyalty  to  his  friends,  his  kind  toleration 
of  those  who   harshly   differed  from  him,   his   open   devotion,   sincere 
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adiiiiratioii,  and  gomiine  affection  for  his  wife,  his  brothers,  hia 
sisters,  his  family  generally — these  and  a  score  of  other  traits  clearly 
manifest  in  our  association  endeared  him  to  me  in  a  manner  peculiarly 
1)0  tent. 

"Physically,  he  was  a  large  man,  a  man  of  impressive  appearance, 
yet  he  was  larger  and  more  impressive  mentally  and  spiritually  than 
he  was  physically.  A  man  of  the  keenest  sjjiritual  perceptions,  he  was 
yet  a  man  among  men,  without  a  trace  of  the  egotist  or  prig. 
His  smile  was  an  outward  expression  of  a  kindly,  genial,  humane  nature. 
He  wore  no  celluloid  smile,  formed  by  facial  control.  When  his  face 
beamed  upon  you  it  was  the  spontaneous,  natural,  ready  response  to 
the  smile  of  his  soul,  warming  you  to  trust,  confidence,  belief.  He 
called  forth  the  best  of  every  man  with  whom  he  came  in  contact.  He 
was  a  mental  and  spiritual  dynamo,  generating  and  radiating  activity, 
peace,  and  good  will  to  men. 

"In  his  Profession  he  ranked  with  the  highest  and  best,  and  at  his 
funeral  in  Ocean  Park,  in  September,  every  prominent  member  of 
the  engineering  and  cognate  professions  of  Southern  California  was 
present  in  person  or  by  representative,  and  the  expressions  of  the 
sense  of  loss  were  intimate  and  personal.  The  world  has  too  few  such 
men;  would  there  were  more." 

In  July,  1889,  Mr.  Schuyler  was  married  to  Mrs.  Mary  Ingalls 
Tulliper,  of  San  Diego,  Cal.,  who  survives  him. 

He  was  a  member  of  the  Institution  of  Civil  Engineers  of  Great 
Britain,  the  American  Geographical  Society,  the  Franklin  Institute, 
the  Technical  Society  of  the  Pacific  Coast,  and  the  Union  League.  He 
contributed  extensively  to  various  technical  and  scientific  journals  and 
Society  publications,  his  best-known  work  being  his  book  entitled, 
"Reservoirs  for  Irrigation,  Water  Power,  and  Domestic  Water  Supply," 
which  was  first  published  in  1901,  a  second  edition  having  been  issued 
in  1908.  He  was  twice  winner  of  the  Thomas  Fitch  Rowland  Prize 
given  by  this  Society  for  the  best  paper  presented  during  the  year,  the 
first  in  1889  for  the  paper  "The  Construction  of  the  Sweetwater  Dam,"* 
and  the  second  in  1907  for  his  paper  "Recent  Practice  in  Hydraulic- 
Fill  Dam  Construction."'!' 

Mr.  Schuyler  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  December  6th,  1882.  He  also  served  as  Vice- 
President  in  1903-04,  and  as  a  Director  in  1892,  and  from  1899  to  1901. 

*  Transactions,  Am.JSoc.  C.  E.,  Vol.  XIX,  p.  201. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LVIII,  p.  196. 
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I  HANK    SOrri;,   M.   Am.  Sor.  (.   K* 
I)ii;i>  I-'i;i{i{i  Auv   Mm,   I!)i;;. 

I'^-;nik  Soulr  \v;is  lioni  ;\\  Woodvlllc.  Miss.,  on  An^ni.sf,  (111),  1815. 
Ih>  cjiiiu^  from  N(«w  I'Ji-Iiind  iiuccstr.y.  hciii^^  a  (lo.sccndniit  of  tlin  M;i.y- 
llower  l*i]<iriiiis,  and  triiciii^  Ins  lineage  directly  to  John  Alden, 
Pj-iscilla  Mnlliiis.  and  George  Soule.  His  father,  Frank  Soule,  went 
to  California  in  May,  1849,  where,  later,  lie  was  well  known  as  a 
jonrnalist  and  as  one  of  the  authors  of  the  "Annals  of  San  Franeis<-<).'" 

Professor  Sonle  received  his  early  education  at  Bridge  ilamptoii, 
N.  Y.,  and  at  the  San  Francisco  High  School.  Tn  18G2  he  was  ap- 
pointeil  1o  the  United  States  Military  Academy  at  West  Point,  from 
which  he  was  graduated  in  1806.  TmnK^diately  thereafter,  he  was  as- 
signed to  duty  as  Assistant  Ordnance  Officer.  Tn  1808  he  was  ordered 
to  West  Point  as  Instructor  in  Ordnance  and  (iinmery,  and  also  per- 
formed the  duties  of  Assistant  Professor  of  Mathematics. 

In  1870  he  resigned  from  the  Army  to  join  the  Faculty  of  the  Uni- 
versity of  California,  as  Assistant  Professor  of  ^lathematics.  In  1872 
the  Board  of  Regents  established  the  Department  of  Civil  Engineering 
by  creating  a  chair  for  that  subject;  and  on  tlie  ai)pointment  of  Pro- 
fessor Soule  to  that  chair,  they  added  Astronomy  to  his  responsibilities. 

The  records  of  the  University  of  California  for  the  period  ending 
with  1880  will  show  how  prominent  was  the  work  of  Professor  Soule 
in  those  early  days.  He  not  only  gave  his  time  to  ]\rathematics,  Astron- 
omy, and  Engineering,  but  also  organized  the  ^Military  Department. 
In  1886  the  Students'  Astronomical  Observatory  was  designed  and 
built  by  him  with  special  State  appropriations.  In  the  next  ten  years, 
under  his  direction  and  with  the  co-operation  of  the  late  Professor 
George  Davidson,  Hon.  M.  Am.  Soc.  C.  E.,  many  important  geodetic 
studies  were  maintained  and  measurements  made.  He  inaugurated 
the  Weather  Bureau  Record,  which  later  was  distributed  by  the 
Department  of  Astronomy,  and  now  is  reported  by  the  Department  of 
Geography.  In  1890,  the  exacting  demands  of  the  rapidly  growing 
Civil  Engineering  College  forced  Professor  Soule  to  relinquish  his 
interests  in  astronomical  work,  although  he  retained  the  title  of  Pro- 
fessor of  Astronomy  with  that  of  Civil  Engineering  for  several  years 
afterward.  In  the  early  Nineties,  after  a  visit  to  prominent  Eastern 
and  European  schools,  he  built  and  equipped  a  testing  laboratory  which 
from  a  modest  beginning  has  growai  into  the  present  Experiment  Sta- 
tion of  the  Civil  Engineering  Department. 

Professor  Soule  continued  in  the  active  service  of  the  University 
as   Professor   of    Civil   Engineering   and   as   Dean   of   the   College   of 

*  Memoir  prepared  by  C.  Derleth,  Jr.,  M.  Am.  Soc.  C.  E, 
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Civil  Engineering  until  the  summer  of  1907,  a  period  of  38  years. 
In  1907  lie  spent  a  sabbatical  year  in  foreign  travel,  visiting  Egypt 
and  most  of  the  countries  of  Europe.  On  his  return  to  California  in 
1908,  he  w^as  retired  on  the  Carnegie  Foundation,  becoming  Professor 
Emeritus  of  Civil  Engineering.  Although  his  active  work  had  ceased, 
he  still  retained  a  deep  interest  in  the  welfare  and  rapid  growth  of  the 
College  which  he  had  organized.  It  is  given  to  few  men  to  serve  an 
institution  for  a  span  of  44  years  and  in  such  varied  capacities. 

He  was  a  man  of  multifarious  tasks  and  of  many-sided  usefulness. 
No  one  was  in  closer  touch  with  the  students  than  he,  both  by  virtue 
of  his  one-time  office  as  Commandant  of  the  Cadets  and  by  the  nature 
of  his  own  interests.  He  was  a  military  man  in  bearing  and  in  thought, 
and  believed  in  discipline  and  in  authority.  He  laid  upon  himself  the 
heavy  hand  of  self-control,  but  was  ialways  kindly  toward  and  thoughtful 
of  others,  and,  above  all  things,  was  a  man  of  unfailing  courtesy. 

During  the  last  ten  years  of  his  service,  it  was  his  deserved  pleasure 
to  witness  the  great  expa,nsion  of  the  Engineering  Colleges  of  tlie  Uni- 
versity. From  1870  to  1900  his  school,  like  San  Francisco,  developed 
slowly.  It  was  about  1895  that,  as  a  University,  California  began  to 
grow  with  leaps  and  bounds.  In  his  immediate  Civil  Engineering 
College  a  Department  of  Irrigation  was  established;  courses  relating 
to  Forestry  and  Public  Health  were  planned;  and  the  relations  between 
Agriculture  and  Engineering  Avere  defined.  Sanitary  studies  formed 
a  vital  part  of  the  curriculum,  and  instructors  in  Municipal  and  Sani- 
tary Engineering  were  called  to  co-operate  with  the  Medical  Depart- 
ment in  Bacteriology,  Animal  Industry,  and  Hygiene.  In  Civil  Engi- 
neering there  is  now  close  contact  between  the  sanitary  instructors  and 
the  interests  of  the  University  known  as  Domestic  Science.  The  Pro- 
fessors of  Sanitation  and  Irrigation  are  concerned  with  the  practical 
Agricultural  School  at  Davis.  The  Structural  Departments  are  associ- 
ated with  Architecture,  no  less  than  with  Engineering.  The  Testing 
Laboratory  is  in  touch  with  State  problems.  Surveying  courses  lead 
to  instruction  in  Geodesy,  through  which  channel  the  students  are 
brought  in  contact  with  the  Department  of  Astronomy.  Through  rail- 
road work  they  deal  with  Economics;  by  the  writing  of  contracts  and 
specifications  they  lean  on  the  Law;  in  the  design  of  buildings  they 
become  interested  in  fire-proof  construction,  fire  protection,  and  pre- 
vention, and  are  led  to  commune  with  the  Departments  of  Economics 
and  Insurance.  All  these  relationships  now  exist,  are  daily  developing, 
and  are  bringing  Civil  Engineering  into  closer  sympathy  and  bond 
with  the  University.  Professor  Soule  served  his  University  for  44  years ; 
he  saw  it  start  from  the  humblest  beginning,  and  witnessed  its  growth 
into  one  of  the  most  powerful  institutions  in  the  country,  a  University 
which,   in   1913,  is  second  in  numbers   in   the  United   States.     More- 
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(ivcr,  as  an  Inst nictor  in  Kntrinccriiif,'  Ik;  lived  tliroii^Hi  tliosn  owmffnT 
years  in  tlic  dtncldpincnt  of  Kn^inccrin^'  I*]<lncati()n — from  t]\v,  i)ion('or 
(lays  of  inslruciion  in  Applied  Science  to  the  T)resent  decarlc  of  preat 
promise. 

Professor  Soulo  was  always  interested  in  the  pnhlie  affairs  of  the 
conimnnity  in  which  he  lived.  Wlienever  a  movement  looking  to  a 
betterment  in  politics  and  community  life  developed  in  California  in 
recent  years,  that  movement  found  in  him  a  ready  helper.  In  earlier 
days  his  active  interest  was  in  Oakland;  later,  this  was  transferred 
to  Berkeley,  where  he  was  a  member  of  the  Committee  which  framed 
the  now  famous  New  Charter  for  that  city.  He  was  an  active  member 
of  the  City  Club  of  Berkeley,  and  often  presided  and  spoke  at  citizens' 
meetings. 

As  Professor  Soule  gave  much  of  his  energy  and  life  to  community 
interests  and  problems,  it  was  only  natural  that  he  should  be  associated 
with  many  societies.  lie  was  a  member  of  the  Association  of  Gradu- 
ates of  the  U.  S.  Military  Academy,  and  of  the  Loyal  Legion,  U.  S.  A.; 
Colonel  in  the  National  Guard;  life  member  of  the  Geographical  So- 
ciety of  the  Pacific;  member  of  the  Society  of  Mayflower  Descendants; 
and  life  member  of  the  Society  of  California  Pioneers.  For  many 
years  he  was  a  member  of  the  Athenaean  Club,  of  Oakland,  and  of  the 
University  Club  and  the  Bohemian  Club  of  San  Francisco. 

Professor  Soule  did  not  practice  continuously  his  Profession  as  a 
Designing  and  Consulting  Engineer;  he  was  too  busy  with  educational 
and  social  tasks,  as  already  stated.  Nevertheless,  for  thirty  years  he 
was  a  force  in  Engineering  circles  in  the  State  of  California,  often 
serving  in  an  advisory  capacity  or  as  a  Consulting  Engineer.  He  was 
a  judge  of  materials  and  their  tests,  and  frequently  reported  on  road, 
street,  sewer,  and  water  supply  projects  for  Berkeley,  Oakland,  and 
other  growing  towns  and  cities.  Perhaps  his  most  important  reports 
were  those  which  related  to  irrigation  studies  in  the  San  Joaquin  Valley 
and  to  the  difficult  foundation  problems  for  the  Ferry  Building  and 
adjoining  docks  in  San  Francisco. 

He  is  survived  by  his  widow,  Mrs.  Adelaide  S.  Soule,  and  two  sons. 

Professor  Soule  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  March  1st,  1905. 
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EUFNEZKU  SMITH  WHE?]LER,  M.  Am.  Soc.  C.  E.* 


Died  January  5tii,  1913. 


Ebenezer  Smith  Wheeler  was  bom  at  Buckingham,  Wayne  Co.,  Pa., 
on  August  27th,  1839.  In  1844,  he  moved  with  his  parents  to  Noble 
County,  Indiana,  and  it  was  there  that  he  received  his  early  training 
preparatory  to  entering  the  University  of  Michigan.  He  was  graduated 
from  that  University  in  the  Class  of  1867,  with  the  degree  of  Civil 
Engineer.  Later,  in  1897,  on  account  of  his  many  engineering  a.chieve- 
ments  and  general  culture,  his  Alma  Mater  conferred  on  him  the 
honorary  degree  of  Master  of  Science. 

Mr.  Wheeler's  entire  engineering  work  was  performed  in  the  service 
of  the  United  States,  and  mainly  in  connection  with  projects  for  the 
improvement  of  navigation  on  the  Great  Lakes.  He  has  left  many 
enduring  monuments  which  will  continue  to  make  navigation  safer 
and  reduce  the  cost  of  transportation;  these  bear  testimony  more 
clearly  than  words  as  to  his  engineering  ability.  He  first  entered  the 
service  of  the  United  States  under  the  U.  S.  Lake  Survey  in  1863 
as  Assistant  Engineer,  and  continued  in  that  work  until  1882.  While 
in  this  position,  Mr.  Wheeler  had  much  to  do  with  the  early  triangula- 
tion  of  the  Great  Lakes,  and  to  the  accuracy  of  his  work  is  due  largely 
the  reliability  of  the  charts  and  maps  used  as  guides  by  navigators. 
To  his  care  was  entrusted  the  delicate  work  of  determining  the  lengths 
of  the  primary  base  lines  in  the  Great  Lakes  triangulation  system, 
on  which  all  extensions  of  this  system  were  founded.  While  engaged 
on  this  work,  Mr.  Wheeler  devised  the  method  of  using  a  metal  bar 
in  melting  ice  as  a  means  of  standardizing  steel  tapes  and  base- 
measuring  apparatus.  This  method  of  standardization  was  afterward 
adopted  and  generally  used  by  others  in  this  branch  of  engineering. 

In  1882,  Mr.  Wheeler  entered  the  service  of  the  U.  S.  Engineer 
Corps  under  the  officer  stationed  at  Detroit,  Mich.  From  that  time 
until  1897,  he  was  stationed  at  Sault  Ste.  Marie,  Mich.,  in  immediate 
charge  of  all  Government  work  in  that  vicinity.  Under  his  direct 
supervision  were  constructed  the  Poe  Lock,  the  widening  and  deepen- 
ing of  the  St.  Marys  Falls  Canal,  the  Hay  Lake  Channel,  the  20  to 
21-ft.  channel  through  St.  Marys  River,  and  many  minor  improvementg 
to  navigation. 

In  1897,  Mr.  Wheeler  was  designated  by  the  authorities  at  Wash- 
ington to  supervise  the  making  of  a  preliminary  survey  for  the 
Nicaragua  Canal  project  in  Central  America.  During  1897,  he  had 
direct  charge  of  all  field  parties  in  Nicaragua,  and  during  1898,  he 
was  in  Washington  preparing  his  report  and  plans  for  submission  to 

*  Memoir  prepared  by  Charles  Y.  Dixon,  M.  Am.  Soc.  C.  E. 
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tlio  NiciirafjfiiM  (^iii:il  ( 'oniiiilssioii.  Mr.  Wlirclcr's  report  was  so  corri- 
plclc  thai  there  was  no  dniiht.  that  th(!  Niearnj^ua  Canal  was  a  feasible 
enf^iiieerin.u:  project,  hut  this  route;  was  afterward  aljaudoiied  for  the 
Panama  Caiuil.  While  engaged  on  liia  work  in  Nicaragua,  Mr.  Wheeler 
contracted  a  fever  from  the  efTe(,'ts  of  which  lie  never  fully  recovered, 
although,  u])  to  that  time,  his  had  been  a  most  rigorous  constitution. 

On  his  return  from  work  with  the  Nicaragua  Canal  Comrni^ision, 
in  1898,  Mr.  Wheeler  was  assigned  to  duty  in  the  U.  S.  EngiuecM-  Office 
at  D(»troit,  Mich.,  as  Chief  Assistant  Engineer,  and  he  continued  in 
that  ])osition  until  his  death.  During  this  period,  he  had  direct 
charge  of  the  constrnction  of  the  new  St.  (Mair  Flats  Canal  and  of  the 
breakwater  at  J\lackinac  Island.  His  engineering  experience  was  also 
found  to  be  invaluable  when  acting  in  an  advisory  way  in  connection 
with  all  other  important  works  of  the  District. 

While  stationed  at  Detroit,  Mr.  Wheeler  found  time  to  make  many 
investigations  of  value  along  lines  indirectly  connected  with  his  work. 
The  most  important  of  these  led  to  his  invention  of  the  Wheeler 
bathometer.  This  device  has  been  placed  on  a  number  of  freight  ves- 
sels on  the  Creat  Lakes  to  give  warning  when  in  shoal  water.  It  has 
been  operated  successfully  for  several  seasons,  and  is  destined  to  be  the 
means  of  saving  life  and  property  on  the  Great  Lakes. 

A  mere  recital  of  the  works  with  which  Mr.  Wheeler  was  con- 
nected is  ample  evidence  of  his  engineering  ability;  but  he  was  much 
more  than  an  able  engineer;  he  was  well  informed  on  many  subjects, 
about  which  knowledge  would  be  expected  to  be  obtained  by  technical 
training  only.  He  was,  withal,  a  modest,  unobtrusive,  cultured  gentle- 
man. He  was  gifted  with  a  keen  sense  of  humor,  aud  had  that  rare 
and  happy  faculty  which  enabled  him  to  solve  the  difficulties  of  others 
and  to  illustrate  his  own  thoughts  with  a  good  story  well  told.  He  was 
a  most  delightful  companion,  whom  it  was  a  genuine  privilege  to  have 
known,  and  no  one  could  know  him  well  without  being  the  better  for  it. 

In  1874,  Mr.  Wheeler  married  Miss  Clara  P.  Fuller  who,  with  one 
daughter  and  one  son,  survives  him.  To  his  family  the  sympathy  of 
a  host  of  friends  is  extended,  for  truly  all  who  knew  him  were  his 
friends. 

He  was  a  member  of  many  technical  and  fraternal  societies,  in- 
cluding the  Michigan  Engineering  Society,  the  Detroit  Engineering 
Society,  the   Detroit  University  Club,  and  the  Masonic  fraternity. 

Mr.  Wheeler  w^as  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  November  7th,  1883. 
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HENRY  I  ISIIER  WHITE,  M.  Am.  Soc.  C.  E.* 


Died  October  28Tn,  1912. 


Henry  Fisher  Wliite,  son  of  J.  Avery  and  Jane  Elizabeth  (Fisher) 
White,  wns  born  at  Boston,  Mass.,  on  October  14th,  1851. 

On  the  completion  of  his  education,  Mr.  White,  in  1870,  entered  the 
office  of  Messrs.  Buttrick  and  Wheeler,  at  Worcester,  Mass.,  which  firm 
was  engaged  in  ^general  city  and  co\inty  practice.  He  also  began  his 
career  as  a  railroad  engineer  about  this  time  as  Transitman  on  the 
Fitchbnrg  Railroad. 

In  1872,  Mr.  ^Vllite  was  appointed  Assistant  to  the  Division  Engineer 
of  the  Cairo  and  Vincennes  Railroad  on  the  construction  of  tunnels  nnd 
heavy  trestles  on  that  road.  He  remained  in  this  position  until  March, 
1873,  when  he  was  employed  as  Transitman  on  a  preliminary  survey 
for  a  local  company  between  Brookfield  and  Kansas  City,  Mo. 

In  June,  1873,  Mr.  White  accepted  the  position  of  Division  Engineer 
on  the  Ware  Branch  of  the  Boston  and  Albany  Railroad,  in  charge  of 
track-laying  and  ballasting  on  old  grades.  In  1874  and  1875,  he  was 
again  engaged  on  general  engineering  work  for  Messrs.  Buttrick  and 
Wheeler,  and  on  surveys  for,  and  the  construction  of,  minor 
roads.  In  September,  1875,  he  was  employed  as  Transitman  on  loca- 
tion, and,  in  February,  1876,  as  Resident  Engineer  in  charge  of  con- 
struction, of  the  Dayton  and  Southeastern  Railway  in  Ohio. 

In  June,  1876,  Mr,  White  was  appointed  Assistant  to  the  Chief 
Engineer  of  the  Burlington,  Cedar  Rapids  and  Northern  Railway,  with 
headquarters  at  Cedar  Rapids,  Iowa.  In  November,  1881,  he  was  made 
Chief  Engineer,  which  position  he  held  until  the  road  was  made  part 
of  the  Rock  Island  System.  During  his  incumbency  as  Chief  Engi- 
neer, the  Burlington,  Cedar  Rapids  and  Northern  Railway  grew  from 
700  to  1  300  miles  of  splendidly  built  and  equipped  road. 

When,  in  1902,  this  road  was  absorbed  by  and  became  part  of  the 
Rock  Island  System,  Mr.  White  was  appointed  Engineer  of  Mainte- 
nance of  Way  of  the  latter  company,  with  headquarters  at  Chicago, 
111.  He  remained  in  this  position  until  February,  1908,  when  he  retired 
from  active  work.  His  later  years  were  spent  between  his  home  in 
Chicago  and  his  ranch  near  Montrose,  Colo.,  where  he  died  from  an 
attack  of  heart  failure. 

On  April  14th,  1880,  Mr.  Wliite  was  married  to  Miss  Anna  McCon- 
nell,  of  Cedar  Rapids,  Iowa,  who,  with  two  daughters,  survives  him. 

Mr.  White  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  January  2d,  1890.  He  was  also  a  Member  of  the  Western 
Society  of  Engineers  and  of  the  American  Railway  Engineering 
Association. 

*  Memoir  prepared  by  the  Secretary  from  information  on  file  at  the  Society  House, 
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Cliark'8  Ue  La  Plane  Atterbury  was  born  at  Howard  City,  Mich., 
on  Juno  3d,  1878.  His  earlier  years  were  spent  in  Utah,  vvlioro  he 
received  instruction  in  private  schools,  and,  for  a  sliort  time,  at  tlic 
University  of  Utah. 

Ho  took  up  work  as  a  telej^^raph  operator  at  Murray,  Utah,  for  the 
Rio  Grande  Western,  and  later  was  employed  in  the  same  capacity 
and  as  Agent  on  various  roads  and  in  various  places  in  Oregon,  Wash- 
ington, and  Idaho. 

]\rr.  Atterbury  began  his  technical  education  when  he  entered  Leland 
Stanford,  Jr.,  University,  as  a  freshman  in  1901.  His  sophomore  year 
was  spent  at  the  University  of  Oregon,  and  his  junior  year  at  the 
Colorado  School  of  Mines.  Practical  experience  in  mining  engineering 
in  Colorado  was  later  found  to  be  of  considerable  benefit  to  him  in 
his  chosen  work.  He  again  entered  Stanford  University  as  a  senior 
in  1904,  and  it  was  here  that  the  writer  met  and  worked  with  him 
in  various  courses  during  the  year,  learning  all  the  while  the  many 
sterling  and  admirable  qualities  of  a  character  best  known  onlj'^  to 
those  in  close  association  with  him. 

Before  graduation,  in  the  spring  of  1905,  he  passed  the  examina- 
tion for  Engineering  Aid  in  the  Reclamation  Service,  with  such  stand- 
ing as  to  merit  immediate  appointment.  He  was  assigned  to  duty  on 
the  irrigation  project  at  Hazen,  Nev.,  for  a  short  time  on  office  work; 
later,  he  had  charge  of  a  party  in  the  field.  His  ambition  was  not 
satisfied  with  the  slower  chances  for  advancement  in  Government  work, 
so  he  resigned  to  enter  the  employ  of  a  large  corporation  engaged  in 
Alaska  railroad  development.  On  leaving  this  service  he  returned  to 
Tacoma,  Wash.,  and  entered  the  employ  of  the  Oregon- Washington 
Railroad  as  Division  Engineer  on  a  branch  road  near  Centralia,  Wash. 
After  the  completion  of  the  road,  he  opened  an  office  in  Centralia, 
making  a  specialty  of  mine  surveys  in  the  coal  region  there,  his  previ- 
ous experience  fitting  him  for  success  in  that  work. 

In  the  spring  of  1908  Mr.  Atterbury  was  appointed  Assistant  City 
Engineer  of  Centralia  under  Mr.  Bullard,  then  City  Engineer,  and, 
on  the  resignation  of  the  latter,  some  months  later,  was  appointed  to 
fill  the  vacancy.  Many  substantial  improvements  were  made  in  Cen- 
tralia and  the  neighboring  city,  Chehalis,  during  his  term  of  office 
as  City  Engineer,  for  the  success  of  which  he  was  in  large  measure 
responsible. 

A  change  in  the  form  of  government  and  personnel  of  city  officers 
induced  Mr.  Atterbury  to  resign  in  the  spring  of  1912,  dispose  of  his 

♦Memoir  prepared  by  H.  B.  Langille,  Esq. 
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home,  and  return  to  California.  He  immediately  entered  the  emi)loy 
of  a  largo  contracting  firm  in  San  Francisco,  and  was  engaged  in 
special  construction,  the  requirements  of  which  necessitated  work  in 
the  tule  bottom  lands  along  the  Sacramento  Hiver.  During  the  ex- 
cessively warm  weather  of  1912  his  pai-ty  suffered  much  from  heat 
and  lack  of  good  water,  Mr.  Atterbury  being  much  more  affected  than 
the  others,  due  to  his  having  come  so  recently  from  the  cooler  northern 
State.  On  the  Friday  preceding  his  death,  which  occurred  on  June  3d, 
1912,  he  was  partly  overcome  by  the  heat,  but  quickly  recovered  and 
made  light  of  the  occurrence.  His  wife,  however,  induced  him  to 
come  to  San  Francisco  for  Saturday  and  Sunday,  with  the  intention 
of  giving  up  that  work  altogether.  His  characteristic  conscientious- 
ness and  sense  of  duty  to  his  employers'  interests  compelled  him  to 
return  to  the  work,  it  being  his  intention  to  remain  only  Monday 
and  Tuesday. 

Work  was  prevented  by  the  heat  on  Monday,  but  it  was  resumed 
on  Tuesday,  which,  however,  proved  to  be  the  hottest  day  of  the  year. 
In  the  tule  rushes,  which  are  10  or  12  ft.  high,  the  air  does  not  move 
near  the  ground,  hence  is  excessively  moist  and  warm.  The  party 
started  to  return  in  the  middle  of  the  afternoon,  two  of  the  stronger 
men  being  sent  ahead  for  water.  On  their  return,  while  cautiously 
making  their  way  through  the  tules  to  avoid  being  seen,  they  were 
observed  by  the  others,  and,  as  is  usual  in  such  cases  when  help  ar- 
rives, Mr.  Atterbury  succumbed  and  fell.  Some  water  and  much  rough 
handling  brought  him  to  his  feet  again,  but  for  a  short  time  only, 
when  he  fell  once  more  and  died  before  he  could  be  carried  to  the 
nearest  shelter.  Two  others  of  the  party  were  overcome  also,  but 
were  revived. 

This  was  another  instance  of  that  quality  of  devotion  to  duty  so 
frequently  found  in  the  Engineering  Profession,  and  so  strongly  mani- 
fested in  Mr.  Atterbury.  His  was  a  character  at  once  lovable,  quiet, 
and  unassuming;  he  was  devoted  to  his  family,  loyal  to  his  friends, 
purposeful,  resourceful,  and  with  high  ideals  of  personality  and  pro- 
fession; a  clean,  manly  man  whose  passing  is  a  distinct  loss  to  his 
Profession  and  to  the  community  in  which  he  lived. 

In  May,  1907,  Mr.  Atterbury  was  married  to  Miss  Ida  Small,  whom 
he  met  while  at  Stanford,  and  who,  with  two  children,  survives  him. 

Mr.  Atterbury  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  November  8th,  1909. 
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Aitliiir  Garfiol*!  Cryslcr,  tho  son  of  George  ;ni<l  Tlaniet  (SafTord) 
Crysler.  was  born  at  vSyracuse,  N.  Y.,  on  April  24t]i,  ISSO.  After 
jroin^  tliroup:li  the  graded  scliools  and  the  Syracuse  High  vSchool,  he 
entered  Syraense  University  in  1900,  and  was  graduated  in  1904,  with 
the  degree  of  C.  E. 

Tnimodiafcly  after  his  graduation,  Mr.  Crysler  entered  the  service 
of  New  York  State  as  Kodman  in  the  Department  of  the  State  Engi- 
neer and  Surveyor.  He  was  assigned  to  work  on  the  preliminary 
surveys,  i)lans,  and  estimates  of  Contract  No.  12,  of  the  Barge  Canal. 
In  1907  he  was  made  Assistant  Engineer  and  placed  temporarily  in 
charge  of  that  portion  of  Contract  No.  12  between  Brewerton  and 
Three  Rivers,  on  the  Oneida  River,  12  miles  of  heavy  work,  including 
one  lock.  He  did  so  well  that  the  temporary  appointment  was  made 
permanent,  and  he  was  in  charge  of  the  work  at  the  time  of  his  death. 

On  June  2Gth,  1906,  Mr.  Crysler  was  married  to  ]\Iiss  Pearl  LaShier, 
of  Ithaca,  N.  Y.,  who,  with  three  children,  survives  him. 

Mr.  Crysler  was  elected  Associate  Member  of  the  American  Society 
of  Civil  Engineers  on  August  31st,  1909.  He  was  also  a  member  of 
the  Technology  Club  of  Syracuse,  N.  Y. 


♦Memoir  prepared  by  Guy  Moalton,  M.  Am.  Soc.  C.  E. 
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JOHN  HAWKESWOUTH,  Assoc.  M.  Am.  Soc.  C.  F.* 


Died  December  10th,  1912. 


John  Hawkesworth,  the  son  of  James  A.  and  Ella  Zebley  Hawkes- 
worth,  was  born  in  New  York  City,  on  May  18th,  1883.  He  prepared 
for  college  at  the  Cutler  School,  and,  in  1900,  entered  Columbia 
University,  from  which  he  was  graduated  in  1904,  with  the  degree 
of  C.  E. 

In  May,  1904,  Mr.  Hawkesworth  entered  the  employ  of  Raymond 
F.  Almirall,  M.  Am.  Soc.  C.  E.,  as  Assistant  Engineer,  and  was 
engaged  on  the  design  and  superintendence  of  construction  .of  various 
reinforced  concrete  buildings  and  structures  in  and  around  New  York 
City.  From  1906  to  1908,  he  served  as  Business  Manager  for  Mr. 
Almirall  and  had  general  supervision  of  the  work  of  the  office. 

Mr.  Hawkesworth  was  one  of  the  first  engineers  to  engage  in 
structural  tests  of  reinforced  concrete,  and  the  results  of  his  experi- 
ments were  published  in  1904  in  "Cements,  Mortars,  and  Concretes," 
by  Myron  S.  Falk,  M.  Am.  Soc.  C.  E.  Other  articles  on  this  subject 
were  written  by  Mr.  Hawkesworth  and  published  in  Engineering  News 
in  1905.  Ho  was  also  the  author  of  a  "Graphical  Handbook  for  Rein- 
forced Concrete  Design,"  which  was  issued  in  1906,  and  of  various 
other  technical  books  and  papers,  one  of  the  latter  being  entitled 
"Precarious  Expedients  in  Engineering  Practice,"  presented  before  this 
Society  on  February  16th,  1910. f 

From  1908  to  1912,  Mr.  Hawkesworth  spent  part  of  his  time  in 
travel  abroad  and  part  in  consulting  engineering  practice  in  this 
country.  He  was  also  engaged  in  investigating  corporations  desirous 
of  increasing  their  capital.  Shortly  before  his  death  he  organized  The 
Carleton  Company,  Engineers  and  Contractors,  of  New  York  City, 
of  wliich  he  was  President  and  also  a  Director. 

Mr.  Hawkesworth  was  married,  on  November  25th,  1911,  to  Miss 
Marion  Everett  Barling,  who  survives  him. 

He  was  a  member  of  the  Lotus  Club,  the  Columbia  University 
Club,  the  Westchester  Country  Club,  the  Municipal  Art  Society,  and 
of  Psi  Uiisilon. 

Mr.  Hawkesworth  was  elected  a  Junior  of  the  American  Society  of 
Civil  Engineers  on  September  6th,  1904,  and  an  Associate  Member  on 
November  4th,  1908. 

*  Memoir  prepared  by  Milton  L.  Cornell.  Esq. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXVII,  p.  32. 
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William  Madison  Myers,  son  ol'  William  II.  and  Mar.y  .lane 
(Ilarman)  JVJyers,  was  born  near  Winchester,  Va.,  on  April  4tli,  1873. 
His  parents,  wlio  lived  on  a  fine  farm  in  tlie  Slicnandoah  Valley,  ])er- 
cciving-  that  the  son  had  a  fondness  for  books  and  study,  and  realiz- 
ing the  value  of  education,  determined  to  fit  him  for  a  professional 
life.  After  availing  himself  of  all  the  advantages  of  the  country 
schools,  Mr.  flyers  entered  the  Winchester  High  School,  from  which 
ho  was  graduated  in  1891.  In  the  fall  of  the  same  year  he  entered 
Washington  and  Lee  University,  and  was  graduated  from  that  insti- 
tution in  1895,  with  the  degree  of  Civil  Engineer. 

For  some  time  after  his  graduation,  he  taught  in  the  Graded 
Schools  of  Frederick  County,  Virginia,  being  engaged  occasionally 
on  local  surveying  and  engineering  work.  In  1897  and  1898,  he  was 
in  charge  of  road  improvements  between  Leesburg  and  Harper's  Ferry, 
Va.,  nnder  Frank  Conrad,  Civil  Engineer. 

In  1898,  Mr.  Myers  accepted  an  offer  from  the  late  Lewis  Kingman, 
M.  Am.  Soc.  C.  E.,  then  Chief  Engineer  of  the  Mexican  Central  Rail- 
way, to  go  to  Mexico  as  Transitman  on  the  location  of  the  Tampico 
Division  of  that  railway,  being  also  at  times  in  charge  of  a  party  locat- 
ing reservoir  sites,  etc.  In  1900  he  was  appointed  Assistant,  under 
Mr.  W.  C.  Harris,  on  the  construction  of  the  Parral  Extension  of  the 
same  road,  and,  in  1901  and  1902,  he  was  with  Mr.  O.  G.  Bunsen, 
as  Transitman  and  Topographical  Draftsman,  on  the  location  of  the 
Colima  Extension. 

From  1902  to  1904,  Mr.  Myers  was  employed  as  Division  Engineer 
on  the  construction  of  the  San  Pedro  Extension  of  the  Mexican 
Central  Railway,  and,  while  in  this  position,  had  charge  of  the  con- 
struction of  50  km.  of  the  road,  as  well  as  of  all  the  Division  yards 
and  buildings.  He  remained  in  this  position  until  the  work  was  com- 
pleted, when  he  returned  to  Virginia  to  visit  his  old  home.  After 
seven  years'  service  on  the  Mexican  Central  Railway,  under  Mr.  King- 
man, the  latter  wrote  of  him: 

"Mr.  Myers  is  a  gentleman  and  an  educated  engineer,  and  has  done 
all  his  work,  while  under  my  jurisdiction,  wdth  credit  to  himself  and 
to  the  entire  satisfaction  of  the  Railway  Company.  I  take  pleasure 
in  recommending  Mr.  Myers.  He  is  honest,  truthful,  and  considerate. 
He  is  industrious,  temperate,  and  careful  in  his  work.  He  understands 
the  classification  of  material,  and  has  always  done  the  right  thing 
with  the  contractors  and  the  Railway  Company." 

*  Memoir  prepared  by  Mrs.  Bessie  B.  McCann. 
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In  1904,  Mr.  Myers  was  appointed  Transitman  and  Topographical 
Draftsman  on  the  Florida  East  Coast  Kailway,  but  in  less  than  a  year, 
because  of  the  climatic  conditions,  was  compelled  to  resign  this  posi- 
tion and  return  to  his  home  to  recuperate. 

In  1905,  he  went  back  to  Mexico,  as  Division  Engineer,  under 
Mr.  Kingman,  on  the  construction  of  the  Colima  Extension  of  the 
Mexican  Central  Railway  from  Tuxpan  to  Colima.  This  work  was 
very  heavy  and  included  the  construction  of  three  tunnels  in  a  distance 
of  7  km.  In  1906,  Mr.  Myers  accepted  a  position  with  Pierson  and 
Sons,  of  the  Puebla  Tramway,  Light  and  Power  Company,  at  Puebla, 
Mexico,  his  work  consisting  of  city  surveys,  and  surveys  and  estimates 
for  water-worl^,  hydro-electric  plants,  electric  lines,  etc.  Of  him  and 
his  work  at  this  place,  Mr.  Pierson  has  written: 

''I  consider  him  an  able  and  experienced  railway  and  general  engi- 
neer, competent  to  take  charge  of  important  work.  *  *  *  As  to 
Mr.  Myers'  character,  I  have  the  highest  opinion  of  him.  He  is  of 
good  family,  sober,  reliable,  and  conscious  of  the  dignity  of  his 
Profession." 

After  spending  three  years  in  Mexico,  Mr.  Myers  returned  to  his 
home  in  Virginia  and  was  again  engaged  in  local  engineering  around 
Winchester.  In  1910,  he  entered  the  employ  of  the  Virginia  State 
Highway  Conmiission,  under  Mr.  P.  St.  J.  Wilson,  having  been  located 
at  Buena  Vista,  Big  Stone  Gap,  and  Fairfax,  Va.  While  engaged  at 
the  latter  place,  in  January,  1912,  he  was  taken  ill  with  typhoid 
fever  and  removed  to  the  Georgetown  University  Hospital,  where  he 
remained  under  treatment  for  two  months.  Failing  to  improve,  he 
was  removed  to  his  home  in  Winchester,  where  he  died  on  April  4th, 
1912. 

1^1  Mr.  Myers  was  always  a  student,  and  surrounded  himself  with  the 
latest  works  on  all  branches  of  engineering.  He  was  painstaking, 
and  all  his  work  and  papers  show  that  great  care  and  precision  were 
his  marked  characteristics.  He  was  a  member  of  the  Presbyterian 
Church,  and  carried  his  love  of  God  and  man  in  his  work,  always 
living  his  religion. 

Mr.  Myers  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  October  3d,  1906. 
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Charlos  Hjirry  Tisdiilc,  the  youngest  child  <>f  IJonjniiiiii  F.  and 
Eliza  II.  Tisdalc,  was  horn  in  New  Orleans,  J. a.,  on  Alay  OOtli,  1.S74, 
but  after  living  tliere  only  a  short  time  the  family  removed  to  the? 
country  just  outside  of  T3aton  Rouge,  La.,  where  his  early  l)()yhr)(>d 
was  passed.  lie  attended  the  small  country  schools,  hut  learned  princi- 
pally from  his  mother's  tuition.  The  family  afterward  removed  into 
the  City  of  Baton  Rouge,  where  he  attended  the  public  schools.  He 
then  entered  Louisiana  State  University,  from  which  he  was  graduated 
in  1S95  with  the  degree  of  B.  S. 

His  first  work  was  to  teach  school  at  Brusle'  Landing,  West  Baton 
Rouge  Parish,  La.,  where  he  met  the  young  lady  who  afterward  became 
his  wife. 

He  taught  school  only  one  term,  and  then  accepted  a  position  under 
Col.  George  McC.  Derby,  M.  Am.  Soc.  C.  E.,  who  then  had  charge 
of  the  Fourth  Mississippi  River  District,  with  headquarters  in  New 
Orleans.  ^Ir.  Tisdale  was  in  that  office  only  a  short  time,  being  em- 
ployed in  the  Drafting  Department;  afterward  he  went  into  the  field 
as  Inspector  of  levee  construction. 

In  1902  he  was  transferred  to  the  Mobile,  Ala.,  District,  where  he 
worked  in  the  Drafting  Department  for  about  a  year.  He  was  then  sent 
into  the  field  and  served  successively  as  Recorder,  Inspector,  and  Junior 
Engineer,  in  connection  with  the  building  of  locks  and  dams  on  the 
Alabama  and  Tombigbee  Rivers,  Ala. 

In  the  early  part  of  1906,  Col.  H.  C.  Newcomer,  who  was  then  in 
charge  of  the  Chattanooga,  Tenn.,  District,  sought  a  capable  man  to 
place  in  local  charge  of  the  projected  lock  and  dam  at  Hales  Bar  on 
the  Tennessee  River.  Mr.  Tisdale  was  selected  for  the  position,  was 
appointed  Junior  Engineer  on  February  1st,  1906,  and  placed  in  charge 
of  the  work.  He  was  there  when  ground  was  broken,  and  remained 
in  charge  until  his  death.  There  he  had  his  greatest  sorrow,  his  young 
wife  being  called  away  without  a  moment's  warning.  His  only  con- 
solation seemed  to  be  his  work,  in  which  he  absorbed  himself.  He  saw 
it  growing  toward  completion  after  many  difficulties  had  been  over- 
come, and  yet  he  was  not  spared  to  see  it  completed.  He  knew  every 
inch  of  the  construction  and  every  man  connected  with  it  in  any  way. 
When  finished  it  will  be  an  enduring  monument  to  him.  As  the  mighty 
Tennessee  rolls  onward  past  the  dam,  between  the  mountains  standing 
like  sentinels  over  it,  as  the  turbines  whirl  in  the  current  and  manu- 
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f a.cture  light  and  power  for  distant  Chattanooga,  they  will  bear  wit- 
ness to  the  faithfulness  of  the  one  who  wrought  so  earnestly  and  yet 
did  not  live  to  see  the  completion  of  the  great  project. 

Faithful  to  friends,  loving  toward  his  family,  and  zealous  in  the 
performance  of  his  duty,  he  is  mourned  by  many. 

Charles  Harry  Tisdale  was  elected  an  Associate  Member  of  the 
American  Society  of  Civil  Engineers  on  October  31st,  1911. 


22l)0  ME.AIOIU   OF   JAMES   HUGH    tVlSE 

JAMES  HIGH  >V1SE,  Assoc.  31.  Am.  Soe.  €.  E.* 


Died  Septembku  16tii,  1912. 


^ 


James  Hugh  Wise  was  born  in  Denver,  Colo.,  on  February  27th, 
18S0.  As  his  father  was  engaged  in  mining,  the  young  man  spent 
the  first  ten  years  of  his  life  in  various  parts  of  New  Mexico;  he 
was  then  brought  to  San  Francisco,  Cal.  During  the  next  five  years 
he  attended  the  schools  of  that  city  and  Alameda,  and  then  entered 
the  California  School  of  Mechanical  Arts,  in  San  Francisco,  from 
which  he  was  graduated  in  June,  1899.  In  that  year  he  entered  the 
University  of  California,  and  received  his  degree  from  the  College 
of  Mines  in  June,  1903. 

During  the  following  year  Mr.  Wise  taught  mathematics  at  the 
California  School  of  Mechanical  Arts,  resigning  in  June,  1904,  to 
enter  the  employ  of  the  California  Gas  and  Electric  Corporation,  now 
the  Pacific  Gas  and  Electric  Company.  His  rise  to  responsibility  was 
strikingly  rapid.  He  continued  with  the  Corporation  until  February, 
1910,  when  he  resigned  to  become  a  partner  in  F.  G.  Baum  and  Com- 
pany, Consulting  Engineers.  In  July,  1911,  Mr.  Wise  again  entered 
the  employ  of  the  Pacific  Gas  and  Electric  Company,  this  time  as 
Assistant  General  Manager,  which  position  he  held  at  the  time  of  his 
accidental  and  tragic  death.  He  was  on  an  inspection  of  the  Los 
Angeles  Aqueduct  by  automobile.  While  in  the  southern  end  of  the 
San  Joaquin  Valley,  it  was  found  that  the  gasoline  tank  was  leaking, 
and  a  stop  for  repairs  was  made  at  a  garage.  While  assisting  to 
empty  the  tank,  it  accidentally  fell,  and  Mr.  Wise  was  saturated  with 
the  liquid.  The  day  was  exceedingly  hot,  and  the  gasoline  vapor  was 
ignited  by  a  torch  burning  in  a  distant  part  of  the  garage.  Before 
the  flames  could  be  extinguished,  Mr.  Wise  was  burned  so  severely 
that  he  died  in  Oakland  the  following  day. 

In  his  relatively  short  career,  he  had  held  a  number  of  distinctly 
responsible  positions.  Among  his  earlier  works  may  be  mentioned 
the  reconstruction  of  the  Centerville  Plant  of  the  Pacific  Gas  and 
Electric  Company,  which  consisted  of  the  enlargement  of  the  conduits, 
the  rebuilding  of  the  power  station,  and  the  installation  of  a  turbine 
operating  a  5  000-kw.  generator  under  a  600-ft.  head.  Later,  he  had 
charge  of  the  erection  of  a  5  000-kw.  generator  at  Colgate,  and  of 
similar  work  for  the  Deer  Creek  Plant  of  the  Pacific  Gas  and  Elec- 
tric Company.  In  1909,  the  Lake  Arthur  Dam  was  constructed  under 
his  supervision. 

At  the  time  of  his  death,  Mr.  Wise  was  in  direct  charge  of  the 
design    and    construction   of    a    large   hydro-electric   power   plant    for 
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his  Company.  This  work  included  a  masonry  dam,  more  than  300  ft. 
high,  to  store  the  waters  of  Lake  Spalding.  The  conduits,  pipe  lines, 
buildings,  machinery,  and  steel  tower  transmission  line  of  the  plant 
were  proportioned  to  generate  40  000  kw. 

Mr.  Wise,  on  account  of  his  kindly  nature,  was  uniformly  liked 
by  all  who  met  him.  He  had  exquisite  tact,  most  courteous  manners, 
and,  in  a  very  high  degree,  the  power  to  command  loyal  service  and 
friendship  from  others.  The  writers,  speaking  for  themselves  and 
for  many  who  knew  him,  remarked  with  pleasure  his  rapid  rise  to  a 
responsible  position,  and  they  take  this  occasion  to  express  their  deep 
respect  for  the  noble  character  of  a  friend  whose  death  is  a  cause  for 
profound  sorrow  and  regret.  He  was  a  Mason,  was  immarried.  and  is 
survived  by  his  mother  who  lives  in  Berkeley,  Cal. 

Mr.  Wise  was  elected  an  Associate  Member  of  the  American  Society 
of  Civil  Engineers,  on  February  6th,  1907,  and,  at  the  time  of  his 
death,  was  Vice-President  of  the  San  Francisco  Association  of  the 
Society. 


J^VIO^  AlKMOIK   OF    STKI'irEN    IIOLMAN 

STKIMIKN  IIOLMAN,  \\  Am.  So(.  (.  i:.* 


l)ii:i)  Oc;todi:k  1:5x11,  1912. 


!  ,  Slenhen  llolmaii  was  bom  at  Koyalston,  .Mass.,  on  December  28th, 
1820.  IK'  was  the  son  of  Stei)licn  and  Hannah  (Fuller)  Hohnaii  whose 
ancestors  seltlecl  at  Kcwbiiryport,  .Mass.,  early  in  the  Eighteenth 
Century,  several  having  served  in  the  War  of  the  Kcvolution. 

On  the  death  of  liis  father  in  1S32,  the  boy  went  to  live  with  his 
half-brother  at  Saugus,  Mass.  After  attending  school  at  Saugus 
Centre,  he  entered  the  Lynn  Academy  where  he  prepared  for  college. 
He  was  graduated  from  Williams  College  in  the  Class  of  1840.  After- 
ward, he  studied  law  and  was  admitted  to  the  bar,  but  never  practiced 
that  profession  to  any  extent,  preferring  that  of  teaching.  For  a  num- 
ber of  years  he  served  as  principal  of  high  schools  and  academies  at 
Winchester,  N.  H.,  Gardner,  Athol,  Phillipston,  Fitchburg,  and 
Holyoke,  Mass. 

While  in  the  latter  city  Mr.  Holman  was  employed  as  Paymaster  at 
the  Lyman  Mills,  and,  in  ISGO,  bought  a  controlling  interest  in  the 
Holyoke  Paper  Company,  which  he  managed  with  conspicuous  ability. 
In  1865  he  sold  his  interest  in  that  Company  and  established  the 
Holyoke  Machine  Company,  and,  later,  a  branch  of  the  same  company 
at  Worcester,  Mass.  He  also  founded  the  Deane  Steam  Pump  Com- 
pany, of  Holyoke,  and  became  interested  in  a  number  of  cotton  mills 
and  also  in  the  American  Telephone  Company. 

Mr.  Holman  was  very  successful  in  business,  and  this  success  was 
due  in  part  to  his  power  of  initiation.  He  was  the  originator  of  many 
new  methods  of  reducing  business  to  a  scientific  basis,  and  was  the  first 
to  establish  the  present  methods  of  cost-keeping  in  paper  mills.  An 
example  of  his  original  methods  was  the  establishment  of  a  testing 
flume  at  the  works  of  the  Deane  Steam  Pump  Company,  at  Holyoke, 
by  which  every  water-wheel  manufactured  at  the  plant  could  be  tested, 
as  to  head  and  power,  under  actual  service  conditions,  thereby  guaran- 
teeing them  to  purchasers.  This  flume  was  also  placed  at  the  di-sposal 
of  any  manufacturer  who  cared  to  make  use  of  it  for  testing. 

Mr.  Holman  retained  his  physical  and  mental  vigor  until  his 
death,  keeping  in  close  touch  with  his  business  interests.  He  was  a 
student  and  an  accomplished  linguist,  never  losing  touch  with  his 
college  studies,  especially  that  of  the  German  language  and  literature 
of  which  he  was  particularly  fond.  At  the  age  of  ninety  he  gave  a 
reading  from  Schiller's  plays  before  a  German  association. 

He  was  a  brilliant  conversationalist,  and,  having  a  wonderful  range 
of   general   knowledge,    could    entertain    others    no   matter   what   their 

*  :\Iemoir  prepared  by  the  Secretary  from  iuformation  supplied  by  C.  J.  H.  Woodbury, 
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tastes  and  experiences  in  life  had  been.  He  was  tenacious  in  his  friend- 
ships, particularly  with  men,  his  cultured  mind  and  strength  of  intellect 
making  him  a  dominating  figure  in  personal  associations  and  in  busi- 
ness life. 

Fondness  for  Nature  was  one  of  Mr.  Holman's  strong  character- 
istics, which  was  gratified  by  extensive  tra.vel  in  this  country  and  in 
Europe.  He  had  just  returned  from  a  European  trip  when  he  was 
seized  with  a  sudden  attack  of  neuralgia  of  the  heart  which  caused  his 
death  at  Swampscott,  Mass. 

On  April  12th,  1853,  Mr.  Holman  was  married  to  Miss  Hannah 
A.  Richardson,  of  Lowell,  Mass.,  who  died  in  1894.  He  is  survived 
by  a  son  and  a  daughter. 

He  was  a  Member  of  the  Mt.  Tom  Lodge,  A.  F.  and  A.  M.,  and 
of  many  other  organizations.  At  the  time  of  his  death  he  was  the  oldest 
Alumnus  of  the  Lynn  Academy  and  of  Williams  College.  He  was  also 
the  Senior  Mason  and  the  Senior  Member  of  the  Massachusetts  bar. 

Mr.  Holman  was  elected  a  Fellow  of  the  American  Society  of  Civil 
Engineers  on  June  29th,  1872. 
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"Address  at  the   Annual   Convention,  in   Ottawa,  Ontario,  June  i8th, 
1913."     George  Fillmore  Swain.      1112. 
AERATION. 

"The  Absorption  of  Oxygen  by  De- Aerated  Water."     Earle  B.  Phelps. 
(With  Discussion.)     1624. 
AGRICULTURE. 

Soil  surveys,  Imperial  Valley,  California.     1271,  1527,  1555. 
APPRAISAL. 

Scu-  VALUATION. 

AQUEDUCTS. 

New  York  City  water  supply,  Brief  description  of  —  for.     1787. 

"  Tufa  Cement,  as  Manufactured  and  Used  on  the   Los  Angeles  Aque- 
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—  carrying  railroad  tracks  over  streets,  Philadelphia.     1840. 

"  Construction  Problems,  Dumbarton  Bridge,  Central  California  Rail- 
way."    E.  J.  Schneider.     (With  Discussion.)     1572. 
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"  Notes  on  Bridgework."  S.  Vilar  y  Boy.  241.  Discussion  :  W.  J.  C. 
Howalt,  and  William  P.  Parker,  249. 

"Specifications  for  Metal  Railroad  —  Movable  in  a  Vertical  Plane." 
B.  R.  Leffler.     (With  Discussion.)     370. 

"  The  Sewickley  Cantilever  Bridge  Over  the  Ohio  River."  A.  W.  Buel. 
(With  Discussion.)     582. 

"  The  Theorem  of  Three  Moments."  J.  P.  J.  Williams.  785.  Discus- 
sion :  Milo  S.  Ketchum,  807. 

See  also  COLUMNS. 
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"Kinetic  Effects  of  Crowds."     C.  J.  Tilden.     (With  Discussion.)     2107. 
New  York  City  public  and  semi-public  — ,  Brief  description  of.     1744. 
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Discussion.)     493. 
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Influence  of  Panama  Canal  on  Pacific  ports.     215. 

Lining  of  irrigation  —  .     355. 
CANTILEVER  BRIDGES. 

"  The  Sewickley  Cantilever  Bridge  Over  the  Ohio  River."     A.  W.  Buel. 
582.     Discussion  :  L.  J.  Le  Conte,  Charles  Worthington,  Theodore 
A.   Straub,   C.    W.  Hudson,  V.   R.  Covell,  and   Henry  H.  Quimby, 
628. 
CEMENT. 

Effect  of  sea  water  on  —  .     1026. 

"On  Long-Time  Tests  of  Portland  —  ."  I.  Hiroi.  1027.  Discussion  : 
Chandler  Davis,  L.  J.  Le  Conte,  George  G.  Honness,  and  George  S. 
Binckley,  1033. 

"  Some  Experiments  with  Mortars  and  Concretes  Mixed  with  Asphaltic 
Oils."  Arthur  Taylor  and  Thomas  Sanborn.  (With  Discussion.) 
1094. 

"  The  Use  of  —  for  Excluding  Water  from  Oil  Sands  in  Drilling  Wells." 
Paul  M.  Paine.     1644. 

''Tufa  —  ,  as  Manufactured  and  Used  on  the  Los  Angeles  Aqueduct." 
J.  B.  Lippincott.  520.  Discussion:  J.  M.  O'Hara,  L.  J.  Le  Conte, 
Ralph  J.  Reed,  Clifford  Richardson,  Luther  Wagoner,  E.  D.  Knap, 
O.  E.  Mogensen,  Rapier  R.  Coghlan,  Charles  H.  Paul,  O.  W.  Peter- 
son, and  Luigi  Luiggi,  548. 
CITIES. 

"  Engineering  Achievements  and  Activities  of  New  York  City."  Alfred 
D.  Flinn.     1653. 
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COAL  POCKETS. 

—  .  I'hihuiclphia  ('•irmantown  and  Norristown  Railroad,  in  I'hiladelphia. 

1 876. 

COALING  STATIONS. 

' —  ,  Philadelphia  (iennantown  and  Norristown  Railroad,  in  Philadelphia. 
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"The  Strenj;th  of  —  ."     W.E.Lilly.     258.     Discussion:  Edward  God- 
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"The  Theorem  of  Three  Moments."     J.  P.  J.  Williams.     (With  Dis- 
cussion.)    785. 
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"  A  Western  Type  of  Movable  Weir  Dam."     W.  C.  Hammatt.     (With 

Discussion.)     121. 
"  Construction  of  a  High-Service  Reservoir  at  Baltimore,  Md."     P.  A. 

Beatty.     92. 
"Fremantle  Graving  Dock:  Steel  Dam  Construction  for  North  Wall."^ 

Joshua  Fielden  Ramsbotham.     (With  Discussion.)     1942. 
New  York  City  water  supply.  Brief  description  of  —  for.     1787. 
DEPRECIATION. 

See  VALUATION. 
DOCKS. 

"Fremantle  Graving  Dock:  Steel  Dam  Construction  for  North  Wall." 
Joshua  Fielden  Ramsbotham.      1942.      Discussion:  A.  R.   Archer, 
and  Herbert  E.  Bellamy,  1971. 
New  York  City  —  ,  Brief  description  of.      1670. 
DRAW-BRIDGES. 

"  Construction    Problems,  Dumbarton    Bridge,  Central   California   Rail- 
way."    E.  J.  Schneider.     1572.     Discussion:  L.  J.  Le  Conte,  R.  D. 
Coombs,  O.  E,  Hovey,  Lewis  D.  Rights,  and  Theodore  Belzner,  1614.. 
Lift-rail  for  Dumbarton   Point  Draw-Bridge.     161 8. 
See  also  LIFT  BRIDGES. 
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Rock  removal  and  —  in  Pacific  coast  harbors.     187,  194  et  seq. 
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Paul  M.  Paine.     1644. 
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"Fremantle  Graving  Dock:  Steel  Dam  Construction  for  North  Wall." 

Joshua  Fielden  Ramsbotham.     (With  Discussion.)     1942. 
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"  Specifications  for  Metal  Railroad  Bridges  Movable  in  a  Vertical  Plane." 
B.  R.  Leffler.     (With  Discussion.)     370. 
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"Bibliography  on  Valuation  of  Public  Utilities."     2133. 

ELECTRIC   RAILWAYS. 
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ELEVATED    RAILROADS. 

"The  Elevation  of  the  Tracks  of    the  Philadelphia  Germantown  and 
Norristown  Railroad,  Philadelphia,  Pa."     Samuel  Tobias  Wagner. 
(With  Discussion.)     1819. 
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1653- 
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"Some  Tendencies  and  Problems  of  the  Present  Day  and  the  Relation 
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Ottawa,  Ontario,  June  i8th,  1913c     George  Fillmore  Swain.      1112, 
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—  experiments,  Salton  Sea.     15 16. 

"  Hydrology  of  the  Panama  Canal."  Caleb  Mills  Saville.  (With  Dis- 
cussion.)    871. 

EXCAVATION. 

"  Construction  of  a  High-Service  Reservoir  at  Baltimore,  Md."  P.  A. 
Beatty.     92. 

FIRE  PROTECTION. 

New  York  City  high-pressure  system.  Brief  description  of.     1809. 

FLOODS. 

—  in  Chagres  River.     944,  987. 

"  Irrigation  and  River  Control  in  the  Colorado  River  Delta."  H.  T.  Cory. 
(With  Discussion.)      1204. 
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"The  Flood  of  March  22(1,  1912.  at  I'ittsl)urgh,  I'a."  Ktiincth  C.  (irant. 
302.     Discussion  :  L.  J.   Lf  Conte.  WilHam    R.  Copeland,  Jean   de 

Pullij^ny,  J.  Waldo  Smith,  and  Morris  Knowles.  326. 

FLOORS. 

"  Kinetic  Effects  of  Crowds. "     C.  J.  Tilden.     (With  Discussion.)     2107. 
FOUNDATIONS. 

"Construction    Problems,  Dumbarton    Bridge,   Central  California  Rail- 
way."    E.  J.  Schneider.     (With  Discussion.)      1572. 
"Fremantle  Graving  Dock:  Steel  Dam  Construction  for  North  Wall." 
Joshua  Fielden  Ramsbotham.     (With  Discussion.)     1942. 
GAS  AND  GAS-WORKS. 

"  Bibliography  on  \'aluation  of  Public  Utilities."     2133. 
GEOLOGY. 

New  York  City  geological  maps,  sections,  etc.      1654. 
GIRDERS. 

"The  Theorem  of  Three  Moments."  J.  P.  J.  Williams.  (With  Dis- 
cussion.)    785. 

GRADE  CROSSINGS. 

"The  Elevation  of  the  Tracks  of  the  Philadelphia  Germantown  and  Nor- 
ristown  Railroad,  Philadelphia,  Pa."  Samuel  Tobias  Wagner. 
(With  Discussion.)      1819. 

GROUND-WATER. 

"  The  Inliltration  of  —  into  Sewers."     John  N.  Brooks.     (With    Discus- 
sion.)    1909. 
GROUTING. 

Machine  for  —  .     i960. 
HARBORS. 

Columbia  River,  —  on.     161  ^Z  seq. 

Los  Angeles  Harbor,  Description  of.     160  ct  seq. 

New  York  Harbor,  Brief  description  of.     1654,  1666. 

Portland,  Ore.,  Harbor,  Description  of.     175  et  seq. 

"  Ports  of  the  Pacific."  H.  M.  Chittenden,  Assisted  by  A.  O.  Powell,  i  55. 
Discussion  :  L.  J.  Le  Conte,  E.  P.  Goodrich,  and  Lewis  M.  Haupt,  221. 

Prince  Rupert,  B.  C,  Harbor,  Description  of,     165  et  seq. 

Puget  Sound,  Description  of  —  on.     163  et  seq. 

San  Diego  Harbor,  Description  of.      160  et  seq. 

San  Francisco  Bay  and  Harbor,  Description  of.      159  et  seq. 

Seattle  Harbor,  Description  of.     179  et  seq. 

Tacoma  Harbor,  Description  of.     182  et  seq. 

"Tidal  Phenomena  in  the  Harbor  of  New  York."  H.  de  B.  Parsons. 
1979.  Discussion:  Allen  Hazen,  T.  Kennard  Thomson,  James  Owen, 
and  Kenneth  Allen,  2094. 

Vancouver,  B.  C,  Harbor,  Description  of.     165  et  seq. 
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HEAD-GATES. 

—  ,  irrigation  canals,  Imperial  Valley,  California.     1302  et  seq. 

HYDRAULICS. 

See  WATER,  FLOW  OF. 

IRRIGATION. 

"  —  and  River  Control  in  the  Colorado  River  Delta."    H.  T.  Cory.     (With 

Discussion.)      1204. 
"  State  and  National  Water  Laws,  with  Detailed  vStatement  of  the  Oregon 

System  of  Water  Titles."     John  H.  Lewis.    (With  Discussion.)    637. 
"The  Economic  Aspect  of  Seepage  and  Other  Losses  in  —  Systems." 

E.  G.  Hopson.     336.     Discussion  :  L.  J.  Le  Conte,  W.  C.  Hammatt, 

and  Luther  Wagoner,  364. 

JETTIES. 

—  at  Aransas  Pass,  Texas.     234. 

—  for  Pacific  coast  harbors.     228. 

JOISTS. 

See  BEAMS. 

LAW. 

See  WATER  LAWS.  \A 

LEVEES.  i.  -;  s! 

"Irrigation   and    River   Control   in  the  Colorado  River  Delta."     H.  T. 
Cory.     (With  Discussion.)     1204. 

LEVELING. 

"Recent  Improvements  in  —  Instruments."     Dunbar  D.  Scott.     1172. 

LIFT  BRIDGES. 

"  Maximum  Stresses  in  Bascule  Trusses."     W.  Watters  Pagon.     73. 
"  Specitications    for    Metal    Railroad    Bridges    Movable    in   a   Vertical 
Plane."     B.  R.  Lefifler.     370.     Discussion :  Augustus  Smith,  Charles 
H.  Mercer,  and  P.  J.  Reich,  403. 
MEMOIRS  OF  DECEASED  MEMBERS. 
Archibald,  Peter  Suther.     2199. 
Atterbury,  Charles  De  La  Plane.     2252. 
Baily,  Thomas  Chalkley  James,  Jr.     2201. 
Bell,  Andrew.     2203. 
Brinsmade,  Daniel  Seymour.     2205. 
Carter,  Alfred  Ellsworth.     2207. 

Coombs,  Philip  Henry.     2210.  .i 

Cooper,  Samuel  Lispenard.     2212. 
Crysler,  Arthur  Garfield.     2254, 
Francis,  George  Blinn.     2214. 
Gray,  George  Edward.     2198. 
Harrison,  Charles  Lewis.     2218. 
Harrod,  Benjamin  Morgan.     2194. 
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H.iwki'sworth,  John.      2255. 
Holinan,  Stephen.     2262. 
Horton,  Horace  ICbenezer,     2221, 
Howe,  WiUi.un  Ik-ll  White.     2234, 
Jackson,  Thomas  Moore.     2236. 
Lockvvood,  William  Frederick.     2238. 
Mohun,  Edward.     2239. 
Myers,  William  Madison.     2256. 
Puffer,  William  Hasehon.     2241. 
Schuyler,  James  Di\.     2243. 
Soule.  Frank.     2246. 
Tisdale,  Charles  Harry.     2258. 
Wheeler,  Ebenezer  Smith.     2249. 
White,  Henry  Fisher.     2251. 
Wise,  James  Hugh.     2260. 

METALS. 

Specifications  for  special  —  used  in  machinery  for  lift  bridges.  398 
et  seq.  . 

METERS. 

"  A  Mechanism  for  Metering  and  Recording  the  Flow  of  Fluids  Through 
Venturi  Tubes,  Orifices,  or  Conduits,  by  Integrating  the  Velocity 
Head."     J.  W.  Ledoux.     1148. 

"  Characteristics  of  Cup  and  Screw  Current  — ;  Performance  of  These 
—  in  Tail-Races  and  Large  Mountain  Streams  ;  Statistical  Synthesis 
of  Discharge  Curves."  B.  F.  Groat.  819.  Discussion  :  W.  G. 
Price,  E.  E.  Haskell,  Charles  H.  Miller,  John  C.  Hoyt,  and  C.  W. 
Staniford,  841. 

MINING. 

"  Bibliography  on  Valuation  of  Public  Utilities  "     2133. 

MOMENTS. 

"The  Theorem  of  Three  — ."  J.  P.  J.Williams.  (With  Discussion.) 
785. 

MORTARS. 

"Some  Experiments  with  —  and  Concretes  Mixed  with  Asphaltic  Oils." 
Arthur  Taylor  and  Thomas  Sanborn.     (With  Discussion.)     1094. 

MOSQUITOES. 

**  Prevention  of  Mosquito  Breeding."  Spencer  Miller.  759.  Discus- 
sion :  Harold  Farnsworth  Gray,  J.  J.  Rosenthal,  E.  P.  Felt,  Ralph 
H.  Hunt,  Robert  A.  Rutherfurd,  Kenneth  Allen,  W.  E.  Britton,  and 
Thomas  H.  Means,  767. 

"  The  Sanitation  of  Construction  Camps."  Harold  Farnsworth  Gray. 
(With  Discussion.)     493. 
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MOTORS. 

"Specifications  for  Metal  Railroad  Bridges  Movable  in  a  Vertical  Plane." 
B.  R.  Leffler.     (With  Discussion.)     370. 

MOVABLE  DAMS. 

"A  Western  Type  of  Movable  Weir  Dam."  W.  C.  Hammatt.  121. 
Discussion  :  Thomas  C.  Atwood,  130.  5-1 

OCEAN  CURRENTS. 

"  Tidal  Phenomena  in  the  Harbor  of  New  York."  H.  de  B.  Parsons. 
(With  Discussion.)     1979. 

OIL  WELLS. 

See  WELLS. 

OPTICS. 

"  Recent  Improvements  in  Leveling  Instruments."  Dunbar  D.  Scott. 
1172. 

PAVEMENTS. 

New  York  City  —  ,  Brief  description  of.     1737. 

PILES. 

"  Construction    Problems,    Dumbarton   Bridge,    Central  California  Rail- 
way."    E.J.Schneider.     (With  Discussion.)     1572. 
Steel  —  used  in  north  wall  of  Fremantle  Graving  Dock.     1950. 

PIPE. 

"  Experimental  Determination  of  Loss  of  Head  Due  to  Sudden  Enlarge- 
ment in  Circular  Pipes."     W.  H.  Archer.     999.  ' .'?. 
Infiltration  of  water  into  sewer  —  .     1909. 

PIPE  LINES. 

"Tufa  Cement,  as  Manufactured  and  Used  on  the  Los  Angeles 
Aqueduct."     J.  B.  Lippincott.     (With  Discussion.)     520. 

PITOT  TUBES. 

"  Characteristics  of  Cup  and  Screw  Current  Meters ;  Performance  of 
These  Meters  in  Tail- Races  and  Large  Mountain  Streams  ;  Statistical 
Synthesis  of  Discharge  Curves."  B.  F.  Groat.  (With  Discussion.). 
819. 

Meters  for  recording  flow  as  indicated  by  —  .     1148. 

PORTS. 

See  HARBORS. 

POWER  PLANTS. 

"Bibliography  on  Valuation  of  Public  Utilities."  2133.. 
PRESERVATION  OF  TIMBER. 

"Tests  of  Creosoted  Timber."  W.  B.  Gregory.  1192^ 
QUAY  WALLS. 

See  RETAINING  WALLS. 
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RAILROAD  STATIONS. 

New  York  Central  niul  rcnnsylvania  —  in  New  York  City,  Brief  dc- 
scri|)tion  of.     i6So. 

—  ,  Phila(lel|)hia  (^.erniantown  and  Norristown  Railroad,  in  Philadelphia. 

1865. 

RAILROAD  TERMINALS. 

New  York  Central  and  Pennsylvania  —  in  New  York  City,  lirief  de- 
scrii)tion  of.      1680. 

RAILROAD  YARDS. 

—  ,  Philadelphia  Germantown  and  Norristown  Railroad,  in  Philadelphia. 

1874. 
RAILROADS. 

"  Bibliography  on  Valuation  of  Public  Utilities."     2133. 

Brief  description  of  —  terminating  in  New  York  City.     1680. 

"  The  Elevation  of  the  Tracks  of  the  Philadelphia  Germantown  and  Nor- 
ristown Railroad,  Philadelphia.  Pa."  Samuel  Tobias  Wagner. 
1819.  Discussion:  J.  P.  Snow,  E.  W.  Lewis,  Charles  Rufus  Harte, 
and  George  S.  Webster.  1900. 

See  also    UNDERGROUND  RAILWAYS. 

RAILS. 

"  A  Brief  Description  of  a  Modern  Street  Railway  Track  Construction." 

A.  C.  Polk.     (With  Discussion.)     455. 
Lift-rail  for  Dumbarton  Point  Draw-Bridge.      i6i8. 

RAINFALL. 

"  Hydrology  of  the  Panama  Canal."  Caleb  Mills  Saville.  (With  Dis- 
cussion.)    871. 

REFUSE  DISPOSAL. 

"The  Sanitation  of  Construction  Camps."  Harold  Farnsworth  Gray. 
(With  Discussion.)     493. 

REINFORCED  CONCRETE. 

Tests  of  —  slabs  made  with  tufa  cement    for  Los  Angeles  Aqueduct. 

535- 
"  Theory  of  —  Joists."     John  L.  Hall.      (With  Discussion.)     145. 

RESERVOIRS. 

"Construction  of  a  High-Service  Reservoir  at  Baltimore,  Md."  P.  A. 
Beaity.     92. 

Lists  of  —  for  flood  prevention  or  river  control  in  the  United  States  and 
foreign  countries.      1463  et  seg. 

New  York  City  water  supply.  Brief  description  of  —  for.     1787. 

Prevention  of  floods  by  means  of  storage  —  .     302. 

—  for  control  of  floods  in  rivers.      1455  et  seq. 

"  The  Economic  Aspect  of  Seepage  and  Other  Losses  in  Irrigation  Sys- 
tems."    E.  G.  Hopson.     (With  Discussion.)     336. 
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RETAINING  WALLS. 

"  Fremantle  Graving  Dock  :  Steel  Dam  Construction  for  North  Wall." 

Joshua  Fielden  Ramsbotham.     (With  Discussion.)     1942. 
—  and  abutments,  track  elevation,  Philadelphia.     1833. 

RIVERS. 

"  Irrigation  and  River  Control  in  the  Colorado  River  Delta."   H.  T.  Cory. 

1204.     Discussion:    L.   J.    Le  Conte,   Morris   Knowles,   Francis  L. 

Sellew,  Elwood  Mead,  W.  W.  Follett,  R.  H.  Forbes,  R.  S.  Buck,  F. 

T.  Robson,  Andrew  M.  Chaffey,  C.  E.  Grunsky,  Clarence  K.  Clarke, 

and  U.  S.  Marshall,  1454. 
"The   Flood    of    March    22d,    191 2,    at    Pittsburgh,   Pa."     Kenneth    C. 

Grant.     (With  Discussion.)     302. 
ROADS. 

"  A   Suggested  Improvement  in  Building  Water-Bound   Macadam  —  ." 

J.  L.   Meem.     988.     Discussion  :  F.  G.   Frink,  C.  H.  Sweetser,  W. 

W.  Crosby,  J.  C.  Meem,  and  Arthur  H.  Blanchard,  991. 

RUN-OFF. 

*'  Hydrology  of  the  Panama  Canal."  Caleb  Mills  Saville.  (With  Discus- 
sion.)    871. 

SANITATION. 

"Prevention  of  Mosquito  Breeding."  Spencer  Miller.  (With  Discus- 
sion.)    759. 

"  The  —  of  Construction  Camps."     Harold  Farnsworth  Gray.    493.    Dis- 
cussion :  R.  C.  Hardman,  Spencer  Miller,  Frank  E.  Winsor,  W.  E. 
Britton,  F,  W.  Austin,  and  Harry  G.  Payrow,  509. 
SEEPAGE. 

"The  Economic  Aspect  of  —  and  Other  Losses  in  Irrigation  Systems." 
E.  G.  Hopson.     (With  Discussion.)     336. 
SEWAGE  DISPOSAL. 

"The  Absorption  of  Oxygen  by  De-Aerated  Water."  Earle  B.  Phelps. 
1624.     Discussion  :  W.  E.  Adeney,  1637. 

"Tidal    Phenomena  in  the  Harbor  of  New  York."     H.  de  B.  Parsons. 
(With  Discussion.)     1979. 
SEWERAGE. 

New  York  City  — ,  Brief  description  of.     1721,  1775. 

"  The  Infiltration  of  Ground-Water  into  Sewers."  John  N.  Brooks.  1909. 
Discussion:  John  H.  Gregory,  Edward  S.  Rankin,  Kenneth  Allen, 
G.  L.  Christian,  E.  Kuichling,  E.  G.  Bradbury,  and  Marshall  R. 
Pugh,  1916. 

SIGNALING. 

— ,  Philadelphia  Germantown  and  Norristown  Railroad.    1884. 
SIPHONS. 

Sewer  —  under  subways.  New  York  City.     1721. 
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SOCIAL  PROBLEMS. 

"  Some  Tciulencics  and  IVohlems  of  the  Present  Day  and  the  Relation 
of  the  Knj^ineer  Thereto."  Address  at  the  Annual  Convention,  in 
Ottawa.  Ontario,  June  i8th,  1913.     George  Killmore  Swain.     11 12. 

STEAM    POWER. 

"  HibUography  on  Valuation  of  Public  Utilities."     2133. 

STREET  RAILWAYS. 

"  A  Brief  Description  of  a  Modern  Street   Railway  Track  Construction." 

A.  C.  Polk.     (With   Discussion.)     455. 
"  Bibliography  on  Valuation  of  Public  Utilities."     2133. 

STREET  SPRINKLING. 

"  —  in  St.  Paul,  Minn."  C.L.Annan.  ']'].  Discussion:  S.  Whinery, 
and  A.  H.  Blanchard,  87. 

STRESS. 

"  Maximum  Stresses  in  Bascule  Trusses."     W.  Waiters  Pagon.     73. 

SUBWAYS. 

See  UNDERGROUND  RAILWAYS. 

SURVEYING. 

"  Recent   Improvements  in   Leveling  Instruments."     Dunbar  D.  Scott, 

1172. 
United  States  land  surveys,  Imperial  Valley,  California.      1269. 

TELEGRAPH. 

"Bibliography  on  Valuation  of  Public  Utilities."     2133. 

TELEPHONES. 

"Bibliography  on  Valuation  of  Public  Utilities."     2133. 

TIDES. 

"Tidal   Phenomena  in  the  Harbor  of  New  York."     H.  de  B.  Parsons. 
(With  Discussion.)     1979. 
TIMBER. 

Jarrah  —  used  in  construction.     1948,  1972. 

"  Tests  of  Creosoted  —  ."     W.  B.  Gregory.      11 92. 

TRACK. 

"A  Brief  Description  of  a  Modern  Street  Railway —  Construction." 
A.C.Polk.  455.  Discussion:  E.  E.  R.  Tratman,  Walter  C.  Howe, 
Louis  A.  Mitchell,  William  J.  Boucher,  and  C.  B.  Vorce,  466. 

TRUSSES. 

"Maximum  Stresses  in  Bascule  —  ."     W.  Watters  Pagon.     "j-i,. 

TUNNELS. 

Brief  description  of  —  under  North  and  East  Rivers,  New  York  City. 

1690. 
Water  tunnel.  New  York  City.     1805. 
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UNDERGROUND  RAILWAYS. 

New  York  City  —  ,  Brief  description  of.     17 17. 

"The  Sixth  Avenue  Subway  of  the  Hudson  and  Manhattan  Railroad." 

H.  G.   Burrowes.     i.      Discussion:  T.  B.  Whitney,  Jr.,  William  J. 

Boucher,   Lazarus  White,  and  H.  L.  Oestreich,  66. 

UNDERGROUND    WATER. 
S(;e  GROUND-WATER. 

UNDERPINNING. 

—  elevated   railway  and  buildings  on  line  of   Hudson    and   Manhattan 

Railroad,  New  York.     i. 

VALUATION. 

"Bibliography  on  —  of  Public  Utilities."     2133. 

VIADUCTS. 

—  ,  elevation  of  railroad  tracks,  Philadelphia.     1845. 

WATER. 

Analyses  of  —  ,  New  River,  Colorado  River,  Salton  Sea,  etc.     141 1. 
"  The  Absorption  of  Oxygen   by    De- Aerated   —  ."     Earle   B.  Phelps. 
(With  Discussion.)      1624. 

WATER,  FLOW  OF,  IN  OPEN  CHANNELS. 

"  Characteristics  of  Cup  and  Screw  Current  Meters ;  Performance  of 
These  Meters  in  Tail-Races  and  Large  Mountain  Streams  ;  Statisti- 
cal Synthesis  of  Discharge  Curves."  B.  F.  Groat.  (With  Discus- 
sion.)    819. 

WATER,  FLOW  OF,  IN  PIPES. 

"  A  Mechanism  for  Metering  and  Recording  the  Flow  of  Fluids  Through 
Venturi  Tubes,  Orifices,  or  Conduits,  by  Integrating  the  Velocity 
Head."     J.  W.  Ledoux.      1148. 

"  Experimental  Determination  of  Loss  of  Head  Due  to  Sudden  Enlarge- 
ment in  Circular  Pipes."     W.  H.  Archer.     999. 

WATER,  FLOW  OF,  OVER  DAMS  AND  WEIRS. 

"  Experiments  on  Weir  Discharge."  W.  G.  Steward  and  J.  S.  Long- 
well.  1045.  Discussion  :  C.  H.  Pierce,  and  Francis  F.  Longley, 
1078. 

WATER  LAWS. 

"  State  and  National  —  ,  with  Detailed  Statement  of  the  Oregon  System 
of  Water  Titles."  John  H.  Lewis.  637.  Discussion :  Clarence 
T.  Johnston,  L.  J.  Le  Conte,  George  L.  Dillman,  W.  E.  Moore,  Morris 
Bien,  Horace  W.  Sheley,  Morris  Knowles,  Kenneth  C.  Grant,  E.  G. 
Hopson,  H.  T.  Cory,  O.  C.  Merrill,  William  G.  Davies,  and  W.  B. 
Freeman,  677. 
—  ,  Imperial  Valley,  California.     1507. 
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WATER  POWER. 

•'  Hil)li()grai)liy  on  Valuation  of  Public  Utilities."     2133. 

"  State  and  National  Water  Laws,  with   Detailed  Statement  of    the  Ore- 
gon System  of  Water  Titles."     John  H.  Lewis.     (With  Discussion.) 
637. 
WATER-PROOFING. 

"  Some  Experiments  with  Mortars  and  Concretes  Mixed  with  Asphaltic 
Oils."  Arthur  Taylor  and  Thomas  Sanborn.  (With  Discussion.) 
1094. 

—  bridges  and  viaducts,  track  elevation,  Philadelphia.     1853,  1900,   1906. 

—  underground  structures.     47,  68  et  seq. 

WATER-WORKS. 

"  Bibliography  on  Valuation  of  Public  Utilities."     2133. 
New  York  City  —  ,  Brief  description  of.     1787. 

WEIRS. 

See  WATER,  FLOW  OF. 

WELLS. 

"  The  Use  of  Cement  for  Excluding  Water  from  Oil  Sands  in  Drilling  —  ." 
Paul  M.  Paine.     1644. 
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